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THE FRENCH ELECTRICAL INDUSTRY. 


Our French neighbours, like ourselves, have 
resolved to liberate themselves as far as possible 
from the undermining influence which German elec- 
trical firms exercised, either directly or indirectly, 
in the French market down to the outbreak of the 
war. French electrical firms have suffered in the 
past from a comparative scarcity of labour, and the 
situation in this respect may become accentuated 
after the conclusion of peace. · The manufacture of 
electrical apparatus is chiefly carried on in the 
vicinity of Paris, where formerly labour was fairly 
abundant, whereas the construction of machinery 
was carried out generally in the provinces, where 
a shortage of labour was experienced, and where 
the time required for the execution of orders wae 
longer than if workers had been available in greater 
numbers. Apparently the establishment in the pro- 
vinces of most works for the production of heavy 


machinery was originally prompted by the desire 


Advertisement page xx | 


to secure cheaper sites, lower taxation, and lower 
wages than in the Capital, but it is a question 
whether the commercial results have justified that 
course. On the other hand, and apart from the 
mechanical engineering works in operation in the 
neighbourhood of Berlin, it has to be borne in mind 
that two of the largest electrical groups in Germany 
are concentrated in the Capital, and they have cer- 
tainly found great financial prosperity in that dis- 
trict, despite the prevailing rates of wages, taxa- 
tion, and the great distance which separates them 
from the centres of production of raw materials. 
A little light concerning French hopes and inten- 
tions for the future is shed by the annual report of 
the Compagnie Frangaise pour l'Exploitation des 
Procédés Thomson-Houston. Without concealing 
the fact that formidable economic and social prob- 
lems will arise after the war, the report expresses 
confidence that, victory will bring about a rapid ex- 
pansion of the national industries, and particularly of 
the electrical branches. But in the commercial 
struggle, as in the case of the war, it will be neces- 
sary to fight with equally efficient methods. То defi- 
nitely evict German industry from the French market 
and to compete with it in the markets of the world, 
it is considered necessary for the French works to 
increase their productive capacity, to improve their 
plant and machinery, and to adapt them in suck 
a manner that they will be able to make up for the 
deficiency of labour by adopting bulk production of 
standard types, and to pursue a vigorous commer- 
cial policy in the opening-up of new markets. The 


` realisation. of this programme will require large 


[1] 


financial resources. In this connection, the forma- 
tion is announced of а Chambre Syndicale des Con- 
Structeurs of heavy electrical machinery, which will 
examine and solve the problems of this important 
department of the industry, and is in complete 
agreement with the Syndicat Professionel des Indus- 
tries Electriques which groups all the specialities 
of electrical manufacturing. | 

M. Charles Laurent, chairman of the French 
company, at the recent meeting stated that there 
was no doubt that at the conclusion of hostilities 
a great demand would arise in regard to the appli- 
cations of electricity, and that it was necessary to 
make preparations at once for coping with it. The 
French electrical industry henceforward would have 
to supply articles that competitors across the Rhine 
had formerly succeeded in placing on the French 


i 
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market, and must also render itself capable of com- 
peting with them in the foreign markets. It was 
admitted that the task would be a hard one, and that 
individual efforts would be inadequate unless thev 
were energetically co-ordinated. Germany had 
shown what could be obtained from a solid indus- 
trial cohesion, and the French would also organise 
their productive resources without, at the same 
time, abandoning their capacity for individual initia- 
tve. In this connection, M. Laurent mentioned 
that the views which he had exchanged with the most 
important firms permitted him to state that this 
necessity had been unanimously recognised, and the 
recent constitution of the Chambre Syndicale des 
Constructeurs marked a decisive step towards an 
understanding which could not fail to be fertile. 
and which would complete the work already under- 
taken by the Syndicat Professionel des Industries 
Electriques. 

It is satisfactory to learn that a re-awakening of 
national energy and the spirit of Eur has be- 
come manifest in France, and as thé economic life 
of the country is resuming a natural course a pro- 
gressive expansion is: proceeding in regard to orders 
for peace purposes, quite apart from the excep- 
tional requirements of the Army. The task con- 
fronting the French electrical industry, as pre- 
viously mentioned, will be difficult to solve. But 
with. the cessation of hostilities, there seems no 
reason for doubting that sufficient financial support 
will be forthcoming to place the French works in 
a position which will render them independent of 
enemy countries and, at the same time, contribute 
largely to the future prosperity of the country. 


Tuk past week has been one 
of great events. All hearts and 
prayers are with the brave Forces 
who are so gallantly and heroically fighting to re- 
deem the Liberty of Europe. God speed their 
efforts! While these stirring events are in pro- 
gress, sbeps are being taken at home to deal with 
some of the problems that will follow when Vic- 
tcry has been won. The Government has, through 
the Board of Trade, drafted a Bill bringing muni- 
tion workers under the provisions of the unemploy- 
ment part of the Insurance Act, with the object of 
minimising some of the inevitable consequences of 
demobilisation and reduced war munitions activity. 
Mr. Asquith's Reconstruction Committee of the 
Cabinet, which is considering after-the-war prob- 
Icms of every kind, has issued an invitation to all 
who have any suggestions to make on the subject 
to submit them, so that the nation may do its 
utmost to face an unparalleled situation. The 
House of Lords has allowed the appeal in the cele- 
brated Continental Tyre case, and last, but by no 
means least, the President of the Board of Trade 
has appointed a further Committee to make pre- 
parations concerning the problems of trade. Each 
of the foregoing subjects is worthy of considerable 
attention in our pages this week, but we must fore- 
go the privilege owing to the demands upon both 
time and space in these exceptional days. While 
the Forces at the Front are putting forth all their 
energies to win the war in the field of blood, think- 
ing and practical minds must prepare for the days 
that, we trust, will not be long deferred. Some of 
the problems are so complex that they will call 
for deep inquiry and anxious thought for months 
to come, for we are faced, indeed, with a vastly 
altering national situation fraught with infinite 
possibilities. The Economic Conference, which 
arrived unanimously at such important recom- 
mendations, carried its work through with marvel- 
lous expedition, and the Nations must not be less 
expeditious in facing the details that necessarily 
follow upon the acceptance of the principles laid 
down in those conclusions. We trust that we shall 


Advance! 


‚ {һе interests of progress and reform. 


be justified in our hopes that matters will now move 
more rapidly in both thé military and the economic 
spheres, and we hope that in these preparations for 
the period of Demobilisation, Reconstruction, and 
Trade Security there will be energetic action and, as 
far as possible, unity of spirit. The new Trade 
Committee is, to our minds, as important as any 


. that has yet sat to consider pressing problems. It 


is to consider the best means of meeting the needs 


of British firms after the war as regards financial 


facilities for trade, particularly with reference to 
the financing of large overseas contracts, and to 
prepare a detailed scheme for that purpose. The 
Committee is composed of bankers and other finan- 
cial authorities, as well as industrial and commercia! 
men, to whom the subject of industrial finance is 
no new one. The evidence should be ready at hand. 
for the subject has been discussed almost to death 
for many years. 
a long way to assist British industry, which un- 
questionably has been handicapped in the past by 
competition with the industrial banking systems of 
the: Teuton. 


THE anrfouncement which we 

The L.E.E. and make in our “ Notes ” to-day, that 

Electricity the Council of the Institution of 
Supply. Electrical Engineers has appointed 
a Committee of seven members to 
consider the present and future of the supply of 
electricity in this country, in the light of Mr. Wil- 
liams's paper and the discussions which followed it, 
will be read with pleasure by all who have tke in- 
terests of the industry and of the Institution at 
heart. The announcement is somewhat belated, as 
the Committee was formed on June 8th—the day 
before we urged the Council not to miss the oppor- 
tunity of placing the Institution in its rightful posi- 
tion at the head of this great movement, lest 
others should forestall it. We trust that no time 
will be lost in pressing on with the matter, which is 
of urgent importance. 

In our issue of June 23rd we drew attention 
to the suggestion put forward by Mr. H. S. 
Elis, in his paper read before the I.M.E.A., 
that a committee of members of that Associa- 
tion should be formed ''with power to co-opt 
members of other scientific 'societies," to in- 
vestipate the state of electricity supply in this 
country ; the formation of such a committee was in 
fact decided upon on June 21st, at a joint confer- 
ence of the Council of the I.M.E.A. and represen- 
tatives of the power companies, and the President 
made a statement on the subject on the following 
day. There are, therefore, two Richmonds in the 
field, and it will be observed that our renewed 
warning to the Institution with regard to the leader- 
ship of the industry was fully justifed. But we 
аге certain that there is no desire on the part of 
the I.M.E.A. to usurp the position, provided that 
the I.E.E. is disposed to take vigorous action in 
Whether the 
two committees will eventually combine, or hold 
joint sittings, or whether they will-agree to divide 
the field of labour between them, remains to be 
seen; on this point we have no official information. 
It is obvious, however, that overlapping should be 
avoided. On the one hand, we have the munici- 
palities and the power companies jointly represent- 
ing the supply undertakings of the country; on the 
other is the Institution, which represents, or ought 
to represent, not sectional interests but the whole 
of the electrical engineering profession and indus- 


try, and is in a position to consider the subject on 


the broadest lines. It would seem that there 15 
room for both parties to work harmoniously to- 
gether towards the development of the supply in- 
dustry on a sounder basis. SAT 

In the absence of additional information we can 
make no further comment on this particular sub- 


We look to this Committee to go ' 
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ject; but we take this opportunity of appealing once 
more to the Council of the I.E.E. to keep its mem- 
bers and the public better informed as to its doings. 
There has been a distinct improvement in this 
respect of late, but as a rule the items which appear 
on the last page or two of the I.E.E. Journal, whilst 
«f the kind we advocate, are altogether too 


absurdly meagre to fil this want, which, we can. 


assure the Council, is widely and deeply felt 
amongst the members. 


ADMITTEDLY the market for crude 
rubber has been anything but en- 
couraging to the producing estates, 
but, as already hinted in these columns three weeks 
ago, there is not much hope of better things for 
another few months, or until towards the autumn, 
when market conditions may possibly improve, 
though the outlook presents many uncertainties. 


Rubber. 


Much depends, of course, on the progress of the - 


war in connection with which huge quantities of the 
product have been absorbed within the last twelve 
months or so. The United States will probably 
continue a heavy consumer, yet indications in that 
quarter have become. distinctly reactionary, so that 
future needs are a matter of considerable uncer- 
tainty. Owing to the critical state of shipping dur- 
ing the war, the larger trans-Atlantic manufac- 
turers have made probably full provision against 
prospective requirements. The stocks still avail- 
able across the Atlantic are now doubtless being 
eaten into steadily, but new enterprise is, at the 
same time, kept within more conservative limits. 
and it is hardly likely that any market expansion of 
new buying will take place for an indefinite period. 
The general feeling of weakness, moreover, is 
against any development of the demand beyond 
actual needs. In the second half of June very con- 
siderable quantities of plantation rubber were dis- 
posed of, consumers who were short having re- 
plenished stocks to some extent at the compara- 
tively low prices ruling, but there is still plenty of 
rubber awaiting disposal, though arrivals lately 
have been less numerous through shipping delays 
or other drawbacks. | 

The price of fine plantation grades has fluctuated 
down to about 2s. 4d. per lb., this being about the 


lowest figure seen since the end of the third quarter . 


of last year. There is just a possibility that the 
weakness may become accentuated, despite the fact 
that the market seems to display rather more 
resistance. The set-back from the highest regis- 
са earlier this year represents not much less 
um 25. a ]b., which is a rather serious matter for 
© estates, whose profits are bound to be cur- 

ius to an extent which must lead to renewed 
e being made for more economical working in 
e interest of their shareholders. It is rather 

fée that developments as regards prices during 
i ast three months have been pretty similar to 
А se witnessed within the same period two years 
xig n prior to the outbreak of the war, the 
pie which had a paralysing effect upon the 
ese The market subsequently had frequent 
Na ae but fell only slightly below 2s. for 
de ыш after rallying up to about 2s. 6d. 
Bon again late in 1914 to the lower figure men- 
cede Vith the turn of that year, however, a 
possil upward movement ensued. History may 
which ^ repeat itself, owing to the unsettlement 
ШЫП i be expected to continue pending a con- 
ны ч ү war. It remains to be seen, how- 
М . = er the price will break to under 2s. a 

afte Ea i in 1914. The outlet for rubber is, 
prices te 1, quite good, and the present low 
sales. p to restrain producers in their forward 
dian 4 E: rather more difficult to place orders for 
avenes, even at a notable premium, not- 


Withstand; à 
can lenit the ease with .which spot purchases 


diae Ss 


THE TRAMWAYS AND LIGHT RAILWAYS 
ASSOCIATION CONGRESS. 


On Friday afternoon last, the eighth annual con- 
gress of the Tramways & Light Railways Associa- 
tion was held in London, being restricted to a short. ^ 
meeting at the Westminster Palace Hotel, where, — 
after some introductory remarks by the chairman, 
the Hon. Arthur Stanley, M.P., on the report and 
accounts, a paper by Mr. W. Т. Robson (South- - 
ampton) on ''Tramway transit апа comfort: a 
plea for the passenger," was read and discussed, 
the members being subsequently conveyed in 
special "buses to the. London General Omnibus 
Co.'s Training School at Milman Street, Chelsea. 
Here, under the guidance of our old friend, Mr. 
Blain, Operating Manager of the L.G.O. Co. and 
the Underground Railways, the methods employed 
by the company in training, equipping, and feeding 
its staff were explained and demonstrated to the 
visitors, whose attention was fully occupied until 
such time as it became necessary to adjourn to the 
Trocadero Restaurant for the annual dipner, which 
was held during the evening. | 


The Hon. ARTHUR SrANLEY (Chairman), in opening the 
meeting and welcoming the visitors, referred to the neces- 
sarily restricted programme. 

In regard to the report and accounts, both revenue and 
expenditure were on a reduced scale during the year, but 
a revenue balance of £126 remained, which, added to funds 
in hand, left them with £430 to carry forward. 

He referred in sympathetic terms to the deaths of Sir Charles 
Rivers Wilson, their first president, and Mr. Robert Ham- 
mond; also io the severe illness of Mr. A. L. O. Fell, from 
which he is now happily recovering. 

One of the most serious problems which had confronted 
them was the loss of employés; on some systems 40 and 
even 60 eee cent. of the staff had joined H.M. Forces, and 
great difficulty was experienced in filling vacancies. 

Female conductors were very generally employed now with 
satisfactory results, and in some cases women drivers were 
employed on easy routes. ` 

Satisfactory arrangements had been made with the manu- 
facturers in regard to delivery of steel tires, but the rail 
question was a more difficult one. 

In regard to the effect of paper shortage on tickets, the 
RERUM had been generally overcome by using smaller 
tickets. 

In regard to Finance (No. 2) Act, 1915, and excess profits, 
the Association had applied to the Board of Referees on 
behalf of company tramway members for an increase of the 
statutory percentage from 6 to 12 per cent., which is con- 
sidered fair in cases of limited tenure; in regard to the Local 
Government (Emergency Provisions) Act, 1916, Section 20, 


dealing with consent necessary for establishing new "ив 


routes, &c., the Association would have preferred a general 
Act applying to all users of the roads, and apportioning the 
burden of taxation fairly amongst them. . 

It was hoped that as the result of joint efforts, а standard 
method of assessing income-tax on motor 'buses would be 
obtained, similar to the tramway standard. | | 

On their behalf, he congratulated their late Vice-Chairman, 
Mr. James Devonshire, on his appointment to the Board of 


"Trade Electrical Committee, and, as the Council thought that 


the tramway industry should be represented at the inquiry 
now being held by that Committee, he proposed that Mr. 
Stephen Sellon should be invited to give evidence on their 
behalf. | 

The report and accounts having been approved, Messrs. 
A. H. Beatty, Bulfin, Vincent Edwards, A. W. A. Chivers, 
H. M. Sayers, and G. M. Harriss were elected to fill vacancies 
on the Council S adl by members retiring, whose period of 
Бсе had expired. 
i The Chairman then called on Mr. W. T. Robson (South- 
ampton) to read his paper, an abstract of which and the dis- 


cussion follow. 


Tramway Transit and Comfort: A Plea for the Passenger. 
By W. T. Rosson. 


The object of this paper is to endeavour to point out that 
the passenger has not always been sufficiently considered in 
the prosperous times of the past; and in making plans for 
the future it might be well to consider how his comfort may 
bə increased, because by such means he might be induced 
to ride more often. | m 

Just before the outbreak of war I rode down a steep hill 
on а certain tramway system in the upper saloon of a ċar, · | 
and the condition o the оу e an the eont non 

t , turned that ride into a species of nl TE 
ове ана of roughly £90,000 had been allocated to the ' 


relief of rates out of the surplus profits of this undertaking jn 
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the last four years. А small proportion of this amount would 
ve been much better spent in track renewals. 

It is surprising that so many systems have not done more 
to abolish hammered joints, considering the facilities which 
exist in the way of welding. The impossibility of obtaining 
new rails at present should only serve to wake us to the 
necessity of increasing the life of existing track by means at 
eur ‘disposal. = : 

The question of rail groove cleaning has never received the 
consideration due to this method of reducing noise. Опе 
hopes that in the near future vacuum cleaning will bring 
about the desired result.’ . А 

It is, however, in the direction of rolling stock that the 
hopes of a passenger desiring a. more comfortable ride must 
principally be centred; we are mounting our cars on practi- 
cally the same truck as we did 15 years ago, and, although 


we may add various devices in the hope of gaining flexibility 


and radial action, it must nevertheless be admitted that a 
ror comfortable riding truck is not yet an accomplished 


To all intents and purposes, the hand brake is the same 
as on the horse cars 20 years ago; the various devices of 
inserted gearing have not improved things from the point of 
view of those travelling in the car. An interesting experi- 
ment is being made at Huddersfield at the present time, in 
the nature of а brake drum keyed on an extended armature 
shaft in the same way as the pinion, with a Ferodo-lined 
band-brake operated in the usual way by means of the brake 
spindle. The advantages of such a brake are obvious, and in 
actual practice it is proving a great success. There would 
appear to be quite а movement in the direction of improved 
brakes at the present time, and similar efforts should be 
applied to the whole truck. | | 

The longitudinal seating of the usual British car, and the 
wearisome cry of ‘‘ Move up, please," or '' Sit closer together, 
peus makes one wonder why the use of cross-seats in the 
ower saloon has never become more common. ‘The advan- 
tage of being able to tell at a glance if any seat is available 
is very obvious А 24-passenger cross-seat car holds 94, 
whereas on a longitudinal-seated car the best conductor often 
is unable to induce, say 29 passengers, to move up and make 
room for 24. There is infinitely more comfort in facing the 
direction in which the car is travelling and in being able to 
look out of the window without twisting one's neck. I would 
warmly recommend this type of seat to those who are con- 
sidering the question of new rolling stock. The question of 
gauge is not an obstacle, as cross-seats have been most suc- 
cesstully adopted at West Hartlepool, a narrow gauge system. 


Before leaving the question of seating, is it not time that — 


the uncomfortably hard wood seat was superseded by some- 
thing more comfortable to sit upon? 

The question of providing adequate ventilation without 
undue draught has long been one of the problems of tramway 
management, and it is quite evident that ventilators should 
be fixed and not subject to the whim of any passenger. The 
best method is to arrange the ventilator windows to open out- 
wards on а quadrant, in the direction in which the car is 
travelling. . 

Experiments have been made with induced draught by 
means of a fan driven from the axle, and there would appear 
t» Бе по reason why this method should not be adopted with 
success. — — | 

It is evident that any arrangement whereby a passenger 
may aight from the near side of the front platform would 
both add to his comfort, and also make the conductor's duties 
easier. Tt would be interesting to hear the experience of 
Newcastle and other places: where experiments in this direc- 
tion have been made. From the passenger's point of view it 
is a grievance that, after taking a seat at the front of the car 
in order to leave room for those entering after him, he should 
be compelled to fight his way back to the rear in order to 
alight. . 

A uniform finish, in a car body, in teak or oak is not 
nearly so. attractive as a contrast afforded by, say, oak and 
mahogany. The modern саг should have rounded corners 
without mouldings and dust-traps; the end panels might well 
serve as frames for . attractive photographs, displaying the 
charms of the district through which the cars run, confined, 
as far as possible, to views at the extreme ends of the routes, 
слепе she exploring passenger the maximum fare to get 

е. 

It is not easy to understand why the top saloon is often so 
much more uncomfortable and unattractive than the lower 
one. Ап interior finish of alternate light and dark match. 
board with sashless lazy-tong windows and ti -up seats, 
allowing a clear floor for cleaning, with a row of ventilator 
windows to match those in the lower saloon, would give a 
wholesome attractive. effect, and would please the ordi ary 
passenger as well as “drawing ” the man who boards a top- 
e car in order to have a comfortable smoke. 

year's experience of south country tramways makes one 
wonder if the British principle of a double desk closed car 
has been too шш followed, at any rate in the south; the 
extraordinary popularity of a car on the Blackpool toast-rack 
ple, adopted at Southampton, certainly leaves no room 
or doubt as to the preference of the travelling public. 

Tt is hardly reasonable о expect intending passengers to 
phe and rain, and pavement verandahs are greatly 


е war has given: us a fine opportunity of getting rid 


of certain unnecessary stopping places, and it will be found 
that the travelling public as a whole are quite pleased to find 
the cars getting along quicker. Many systems suffer from 
too many stopping places, and the excuse for remedying the 
evil which now offers itself is too good to miss. | 

It is somewhat deplorable, especially fram a passenger's 
point of view, that on many systems some purely local 
obstruction should have been allowed to govern the design 
of the whole of the car service for future ages. Quite а 
number of tramway authorities have had to reduce head- 
room to the smallest possible limit because of one wretched 
bridge or archway. 

Large and awkwardly-shaped parcels are frequently a 
scurce of irritation to passengers; the best way of dealing 
with this evil is to charge for к beyond а certain size 
and weight, and insist on them being placed on one or other 
of the platforms. | | | 

The sale of books of tickets has recently met with so much 
success in certain towns that the subject ought not to be 
ignored in considering the point of view of the passenger. 

A railway time-table at each end of the car is often very 
useful, and large illuminated route numbers are a great boon 
if the system is large enough to warrant them. Someone 
once said that tramway passengers were composed of all 
classes of humanity, mostly fools, but I venture to suggest 
that after nearly 90 years of electric traction, the travelling . 
public are entitled to many things which on the average 
system they do not get, particularly in the nature of a more 
comfortable ride, less noise, easier exit, and less petty annoy- 
ance. | 


Mr. A. V. MasoN, in opening the discussion, said that on 
his tramway routes women could drive cars if the latter 
were equipped with air-brakes, but not with ordinary brakes. 
He had experimented with ball bearings on one car,: and 
found that while energy was saved, as compared with ordi- 
nary. bearings, when running light, the reverse was the case 
when loaded. Не agreed as to the advantages of cross seats, 
the ''toast-rack " car having proved popular. 

Mr. А. W. A. Cuivers thought that the average tramway’ 
passenger had much done for him that he had not paid for, 
and he was afraid that it would not pay to incur much 
further expense. Tramway trucks had been considerably im- 
proved since the horse car days, and it might be noted what 
excellent riding was obtained on sleeper tracks; the rigid 
street track was no doubt responsible for hard riding experi- 
enced in towns. He had been struck by the efficiency of the 
dium brakes employed on ‘buses, and in regard to the 
Huddersfield tramway drum brake, said he would have 
thought that with the high speed of the armature shaft, the 
ecefficient of friction would be very low. For short-distance 
dense traffic, fare collection was much facilitated by the 
longitudinal seat arrangement, and it. was easier for the 
passenger to signal to the conductor. Seats were generally - 
good enough, but ventilation was often bad in double-deck 
cars, and could be improved by a high roof. 

Mr. Ernest Harron (Newcastle) said that as a result: of 
their experience he Шош they would eventually alter all 
the Corporation cars to the front exit type. Newcastle was 
the first city to use all cross seats in its cars, but in alterin 
the design for front exits, the seating was modified an 
longitudinal seats fitted near the doors, to avoid obstruction; 
he agreed that it was easier to collect fares with longitudinal | 
seating. Four front exit cars were running; there was only 
room for one person at a time to get off, and not a single 
accident had occurred so far, which condition, he hoped, 
would apply later to other reconstructed cars, and thus 
reduce compensation. It was not his experience that double- 
truck cars did more damage to the track than single-truck 
cars. 

Mr. C. W. SHEPHERD (Edinburgh) considered that there 
was very little in the question of passengers’ comfort. . Regu- 
lar meals were a aires | for female conductors, or they 
would break down in health. EUM 

Mr. F. BLAND disagreed with the author's suggestion as 
{о great difficulty in obtaining materials such as tires, axles, 
and rails; if members would apply to his firm they would 
obtain assistance. Tokens would be better than books of 
tickets, as the latter were easily destroyed, but some induce- 
ment must be held out to passengers to invest in tokens. 

Mr. Epwarpes (S. Lancs. Tramways) emphatically con- . 
demned modern tramway truck design, and asked why solid 
steel rather than forged or pressed side frames should be. . 
used. His experience with 40 or 50 cars with built-up side 
frames had been very satisfactory, and he thought there was 
scope for some body to take up the question of car design 
on an engineering basis. While rails and tires were obtain- 
able, they were prohibitively expensive. | 

Mr. STEPHEN SELLON considered that they only wanted 
plenty of money and comfort would doubtless induce 
travelling. Opinion seemed to favour longitudinal seats. -He 
could. not quite agree that temporary Ep work should be 
condemned when new work was so costly. К i 

Mr. L. E. Harvey (Ilford) said his experience with pressed 
steel trucks was that they were always under repair, and he 
regrétted that most of his cars were fitted with them. Tokens 
were шп at Шон and much appreciated; a discount was — 
allowed to purchasers.  . | ко. 

Мт. НМЕ (York) said he used trailer cars to a limited 
extent; they were satisfactory and would be much more used 


Vol. 19. No. 2.015, JULY 1,1916] - THE ELECTRICAL REVIEW. 5 
———————————————— аа аараан RR E E 


in the future, as also would the air brake, The drum brake, 
he thought, would result in many “ flats" remaining on the 
wheels, which the tire brake рок out. 

Mr. Benepict asked why, if there was such a shortage of 
paper, ticketa were not collected and returned to the paper 


ii Coutts (Paisley) thought the sale of tokens at a 
discount led to fraud as between the employés and passengers, 
and that this could not, in his experience, be avoided. Не 
asked whether anyone had had experience af '' seatless '' cars; 
with such ап arrangement an ordinary car would carry 150 
standing passengers during rush hours from factories. 


Mr. HarroN interposed to mention that it had been pro- 
d at Newcastle to alter cars to the ''seatless ” үре for 
conveying factory workers in bulk, but they now had longi- 
‘tudinal seats in some cars, and with the wide car bodies 
used there was space for 40 кышпы еее The seat- 
less car, with a turnstile at each end, had been employed in 
Trafford Park in its ary, days to convey Westinghouse 
employés to and from the Park entrance. 

The AUTHOR, in replying, commented on the excellence 
of the seatless car for moving crowds; it seemed out of place 
to mention this type of car in a paper urging comfort for 
passengers. He agreed that if women drivers were em- 
ployed, air brakes should be used. More comfort must be 
given to passengers if the great competition of the present 
day was to be successfully met. As regarded the Hudders- 
field drum brake, its action appeared to be exceedingly senei- 
tive and rapid, and there was no sticking. He agreed that 
truck design required overhauling; he could not afford new 


rails for renewals, and referred to the satisfactory result of © 


welding old joints. 


The afternoon’s visit to the Milman Street train- 


ing centre of the London General Omnibus Co. was 
of the greatest interest to those taking part in it. 
A site area of some 30,000 sq. ft. is occupied by 
a training yard for driving, class-rooms in which 
the drivers are initiated into the internal mysteries 
of engines, gear boxes, brake mechanism, &c.— 
actual sections and parts being used for demonstra- 
tion—and in which the conductors (perhaps we 
should say ''conductoresses"' in these days) are 
taught to handle the punch and ticket, and gener- 
ally to perform their future duties. ‘In this connec- 
tion a kinema hall, to seat 400, is provided, in which 
educational films are shown illustrating actual ser- 
vice working, points in connection with the avoid- 
ance of accidents being discussed during lectures 
at the same time. The average period of instruc- 
is is 14 days for a conductor and 28 days for a 
river. | 

А mess-room is provided where learners can 
obtain food at practically cost price, and the com- 
pany's clothing store is also situated on the site, 


20 stock sizes being found to meet practically the - 


pud of the requirements of. the 10,000 uniformed 
staff. 


After a general tour of inspection, the visitors 
were entertained to tea by the L.G.O. Co., at the 
conclusion of which Mr. Blain gave an interesting 
resume of the objects which it was hoped to achieve 
at the depot, and of staff matters generally. | 


EE poinüng out that the withdrawal of men on the out- 
ах of war and since had emphasised the usefulness of the 
raining depót, he mentioned that 18 mess-rooms connected 
with garages were also controlled from there, and that it 
was hoped to establish both waiting and mess-rooms at the 
раш terminal points later; the influx of female conductors 
ad rendered it necessary to obtain rooms in 200 houses on 
ари оина, | 
e 9, rivers were now employed, and 50 per cent. 
of them had been newly trained in Abs school. =й 
first „ery strong feature was being made of the “safety 
movement, and no effort was being spared to educate 


F pg етмей Railway’s record reduction in accidents. 
employes hound the kinema exceedingly useful in training 
life ird: ET to avoid accidents, About 900 designs for ‘bus 
dard $ ad been submitted to the company, and a stan- 
had mod d side lifeguard was being fitted, which so far 
fa front We lives; they hoped to obtain official approval 
ft ^ aa eguard before long. In carrying out the “ safety 
wed, legen aign, the daily Press had been systematically 

y 


and recently 250 


El 


the L.C.C. schools. Accidents were analysed and recon- 


structed, and views made of them for instructional urposes 
Since the war commenced, 13,000 women „агашы for 


employment had been interviewed, and one-third of the com- 


peny's ‘buses was now ''manned" by women condu 
There were also 19 female timekeepers ind 19 female mds 
They had only lost 97 women, or 4 per cent., and only 20 
gave up because the work was too hard. 

Experience showed, moreover, that the work was not too 


hard for women, and probably owing to the open air life 


and good food it had been f tly f ввагу 
ш шш ym uniforms. iid уюш eS 2 
n the subject of cheap meals, provided by the caterin 
department, the annual turnover of the latter тарс ol 
million transactions, and gave them an income of £30,000, 
which met the cost of the food and the necessary staff. [We 


. may add that the charges are exceedingly small, particularly 


under present conditions.—Eps.] 

. Mr. Blain gave an interesting percentage analysis of the 
commodities from which revenue was derived, including 364 
per cent. from meat and 14 per cent. from tobacco. 

He felt that some day the whole of the traction people 
would be gathered into one association, and concluded by 
expressing the pleasure which it gave the company and him- 
self to have, them as visitors. 


A vote of thanks having been accorded on behalf 
of the Association, Mr. Mandelick, Secretary of 
the L.G.O. and allied railway and tramway under- 
takings, expressed, in a few words, appreciation of 
Mr. Blain's work for the company, and incidentally 
mentioned that it was intended to provide a seat for 
the conductor on 'buses. 

Subsequently the visitors were shown a series of 
kinema films illustrating the right and' wrong way 
of driving and conducting 'buses, avoiding acci- 
dents, &c., the views being taken in London streets 
and realistically accompanied by bell, gong (when 
a tramway car was on the film), and hooter, 
operated by a demonstrator who lucidly explained 
each film as it was shown. | | 

We cannot conclude without congratulating the 
company on the splendid work which it is carrying 
out, and although there are few organisations in 
this country with the money and means of the 
L.G.O. and its associated concerns at their dis- 
posal who could hope to emulate the thoroughness 
of the methods employed, yet these are of such 
value, and have apparently been so successful, that 
every tramway and 'bus manager could with advan- 
tage study them. | | E 

The only omission from the interesting series of 
films (and we commend it to the company's notice) 
was one which should show ''crawling"' "buses 
(trying to spin out running time) approaching a 
railway terminus in the evening; if the demonstra- 
tor were at the same time to reproduce the remarks 
of the numerous passengers who have missed their 
accustomed train by about a minute, a very valu- 
able lesson might be conveyed and a source of griev- 
ance removed. 
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Boiler House Design and Operation, 
By W. W. LACKIE. 
(Abstract.) 
| (Concluded from Vol. 18, p. 729.) 


AN. electric power station is simply а factory for the conver- 
sion of the chemical energy in coal into electricgl energy, and 
the selection and purchase of fuel are matters of the most 
vital importance. They depend upon the geographical posi- 
tion. of the site relative to the nearest coalfields, and upon 
the nature of the load. It is a recognised fact that a higher 
overload duty can be obtained from a boiler fired with good- 
quality.coal with a given draught than can be got with low- 
grade fuel. It is often more economical to use the best coal 
because, with the higher overload thus made possible, the 
number of spare boilers can be kept down to a minimum., 

' Tt is now almost universal practice to buy fuel on a calorific 
basis, but along with calorific value and analysis there are 
to be taken into account physical properties. Actual boiler 
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tests must be made with sample truckloads of coal if the 
best and most economical selection is to be made. . 

In the Glasgow Corporation electricity department, if any 
particular kind of coal as delivered is below our previous 
year's experience of it, then that coal has a decreased figure 
о vele allotted to it against the time when next it will be 
oflered.  . 


A practical. test in a boiler specially equipped for the pur- 


pose 18 a very reliable guide to calorific value. A good unit 
of comparison is the cost of evaporation of 1,000 lb. of water 
һош and at 219 deg. F. or the number of lb. of water 
evaporated for a pennyworth of coal, including coal and ash 
handling, which varies with the quality of the coal. The 
better unit to use for general comparison is the British 
thermal units per watt-hour, i.e., lb. of coal per unit X B.TH.U. 
in coal as fired ~ 1,000. Even this is not perfect, as it does 


not allow for the variation in load factor between different ` 


power stations, but it. does enable comparisons to be made 
irrespective of variations in calorific value. In two of the 
Victoria Falls power stations the economic result obtained 
in the way proposed gave in one station 97 B.TH.U. per watt- 
hour and in another 26. Both of these stations had very 
high load factors, whereas in many of the London stations, 
wbere the lighting load is predominant, the average result 
is in the neighbourhood of 40 B.TH.U. per watt-hour. Daily 
samples of coal, as delivered, should be sent to the laboratory 
of ihe undertaking for calorific analysis. An assistant, work- 
ing with a bomb calorimeter, can test 19 samples a day, 
working from 9 to 1 and from 2 to 5 o'clock. These tests are 
recorded in a coal test book for reference. Аз the results of 
tests obtained by any or all of the methods above referred to 
are tabulated and arranged, an index of the pits in the coal- 
field, from which the fuel supply is mainly or wholly drawn, 
can be compiled, and coal prices as received can be equated 
on a calorific value basis. 


An interesting experiment has been carried out in one of | 


the Glasgow' gas works recently. Gas coke breeze or gas 
coke riddlings were burned successfully on chain-grate stokers 
with forced draught. A special form of arch had to be built. 
This breeze can be bought at 20 per cent. the price of coal, 
and it has а calorific value of at least 60 per cent. of coal. 
There is a large amount of ash, but the experiment went to 
show that with intelligent superintendence good results could 
be obtained with this class of fuel, although the actual output 
of the boiler was considerably reduced. ` 


Twenty years ago a fireman in a generating station was 
truly a fireman. The firing of the boiler is now done by 
operating а rope or a lever. А fire has rarely to be stirred 
or nursed in апу way except by the adjustment of dampers 
and rate of feed. The substitution of mechanical and elec- 
trical machinery for hand labour naturally led to the substi- 
tution of the boiler-house engineer for the aforetime fireman, 
A competent boiler-house engineer is an indispensable ad- 
Jupct to the boiler-house staff, and the man who knows his 
business can easily earn the substantial salary which he can 
command in this capacity. He, of course, trains his own 
labourers, but the human element should be and is being 
cut down as far as possible. | 

Everything possible should be done to obviate wastage of 
the heat value of coal in the boiler-house before the Steam 
reaches the turbine. A saving of 1 per cent. in the coal bill 
of the Glasgow Corporation electricity department would this 
year represent а sum of £2.00 ` 


э 


out. 


. In American stations generally considerably more attention 
ig now being given to boiler-house economy, no doubt due 
ta the increasing price of fuel. The workmen in the boiler- 
house are educated to interpret the various gauges and 
recording instruments and encouraged to take an interest in 
Improving conditions. The instruments are not to be erected 
and stored away in the chief engineer's room, but are to be 
in the boiler-room. 

Several very fine records of efficiencies have been attained 
lu America. Аё the Conner Oreek plant of the Detroit 
Edison Co., which has been in operation for а year, they 
have two 90,000-xw. turbo-alternators, and each turbine is 
supplied with steam by two large boilers, each boiler con- 


at the present time and produci EW .-h 
coal, i.e., a little less tham 20,000 5 our on 1.42 lb. of 


coal as fired was 10,190 B.TH.U. per Jb. 
of heating units in the coal as fired per 


| a and also shows a thermal efficiency of some 17 per 


DISCUSSION. 


Mr. S. E. Feppen (Sheffield), who opened the discussion, 
said the paper interested. him because he was on the eve of 


. & big boiler-house' development, which he hoped would not 


be smaller than 100,000 xw. Не could noi quite agree with 
the author's suggestion that the main object in boiler-house 
design was maximum: steaming capacity in minimum space. 
The first consideration in a prospective design was the load 
factor at which the boiler plant would work, as this con- 
trolled the amount of coal and ash to be dealt with, and the 
movement and Storage of coal and ashes appeared to him to 
be the main consideration. It was necessary to decide 


"whether to design for the future load conditions of the plant. 


or for the present ones, and to consider how these alterna- 
tives would react. on one another. The boiler-house was 
more important than the engine-house, and he was going to 
employ shift engineers ned to watch the boiler-house, and, 
eventually, a man to watch ashes, damping, &c. With a 
well-covered grate, the riddlings had a calorific value of 9,000 
B.TH.U., but when the grate was only half covered, this value 
Чгоррей to 6,000 s.rH.U. Не was quite unable to obtain а 
greater average than 8 or 9 per cent. of COs, and thought 
this applied to most boiler plants; moreover, he did not see 
much possibility of getting CO, with the percentage condi- 
tions of CO» usually obtainable. Data collected at Sheffield 
on grate maintenance showed that with chain grates using 
fuel of 14,000 в.тн.0., and burning 25,000 tons of coal, the 
average cost of maintenance was 2.720. per ton burnt; with 
fuel of 10-11,000 s.rH.U. value and burning 37,000 tons, the 
maintenance cost was only .46d. per ton, and the effect of 
high calorific fuels on such grates was clearly shown. With 
underféed stokers burning 55000 tons of coal, the mainten- 
ance cost came to .d7d. per ton burnt, but this’ cost would in- 


crease if there was much banking done. The cost of main- 


tenance for the conveyor using washed coal was 1.18d. per 
ton handled, but if the coal was unwashed, and contained 


dust, the figure immediately increased. The conveyor main- 


tenance cost for ash removal, however, worked out at the 
high figure of 17.76d. per ton handled, and he considered 
that it would save expense to purchase suction ash plant’ at 
the absurdly high prices charged rather than use a con- 
veyor. He had been led to test the ashes dumped from the 
boiler-house, and found that they had a calorific value of 
4,600 B.TH.U.; attention was piven to the question, and at 
the present time this value had been reduced to 9,152 B.TH.U., 
representing a very considerable saving, which in the case 
of a 100,000-& w. station would mean a great deal of money. 
He disagreed with the author's statement that the conden- 
sate would show the amount of water evaporated; from 
experience, he found that 15 or 20 per cent. more stéam was 
generated in the boilers than found its way through the 
condenser. Tests of the calorific value of soot in boilers 
showed that this varied from about 600 B.TH.U. in the front 
tubes to 3,000 B.TH.U. in the economiser, and this might 
account for some of the heat loss not usually allocated. Since 
the war commenced he had found a great decrease in the 
calorific value of the coal sent in, and an increased percentage 
of ash. An examination of the author's test data for old and 
new-type boiler plants seemed to show that reduced radia- 
tion losses largely accounted for the improved results of 
the newer plant. К | 
Mr. Онвївттє (Brighton) said he believed that gas-firing 
would have a great influence on boiler-house design in the 
future, and he asked: why not face this problem boldly at 
the present time? With gas firing the fuel plant could be 
placed on any convenient site, some distance from the boiler- 
house, and connected to it by pipes, which would solve the 
coal storage difficulty, remove dirt and dust from the boiler- 
Kouse, ‘and, at the same time, enable a by-product recovery 
plant to be conveniently worked. He was most strongly 
urging his committee to come to an arrangement with the 
British Coalite Co. for gasifying 200 tons of coal a day, from 
which the company would secure the by-products, while the 
Corporation purchased the gas for boiler-firing purposes. _ 
Mr. б. L. Pearce (Manchester) felt much sympathy with 
Mr. Fedden’s opening criticism. Space was not the sole 
criterion in boiler-house design. In connection with the new 
Barton station of the Manchester Corporation, careful investi- 
gation showed that a two-storey arrangement of the boiler- 
house, with boiler and economisers on one floor, effected a 
saving in construction cost of 20 per cent. over the three- 
storey arrangement, due to lighter steel work, &c. It was 
rarely that a reasonable amount of natural light entered a 


boiler-house, but the Barton design gave good roof lighting ; i 


the, question of lighting was bound up with chimney 
design, and the deposit of ash, soot, &c., from the latter on 
adjoining roofs. The Barton boiler plant fitted nicely as 
regarded space with the engine-house, and so long as this 
was во, he felt that there was little advantage in adopting a 
thiee-floor boiler-house. He thought that 20 н.р. per sq. ft. 
of engine room was rather a high estimate; at Barton, with 
20,000-K& w. sets, there would be 10 н.р. per sq. ft. The super- 
station of the future would need large spare capacity. He 
proceeded to describe the Barton boiler and coal storage 
arrangements (which were illustrated in the . ELECTRICAL 
Review of January 8th, 1915), and expressed the view that 
the reciprocating feed pump could not compare with the tur- 
bine pump for efficiency. Amongst points to be considered 
were the division of the coal bunkers to avoid fires, and the 
separation of ashes from soot, to obtain the utmost value 
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for them as by-products. А comparison of boiler data for 
the new Manchester, Chicago, and Detroit stations showed 
that British practice favoured design {ог long-continued 
operation with a considerable margin of capacity. 

Mr. Jonn Rogerts (Durban), president of the recently- 
formed South African Municipal Electrical Association, after 
referring to the latter and mentioning that its members were 
favourably inclined towards federation with the I.M.E.A., 
said he thought that perhaps attention should have been 
directed to the self-contained boiler, combining superheater, 
economiser, feed heater, &c., as & development of the future. 


Mr. Davin Witson referred at some length to the resulta 


obtained in modern water-tube boiler plants abroad, men- 
tioning that it was recognised that for boilers worked at high 
rates, the water must be pure, and special distilling plants 
were in use on the Continent to provide such water. The 
correct efficiency of any well-known boiler type was defi- 
nitely known, and evaporation was largely a question of 
combustion; the буре of furnace also was largely dependent 
on the system of draught used. He was inclined to agree 
that it did not pay usually to burn low-grade fuel, as it 
required more supervision. The evaporation per sq. ft. of 
ground area of a modern boiler would come up to approxi- 
mately 200 Ib 

Mr. С. H. WonbINGHAM thought the author's conclusions 
were generally sound, and pointed out that he had referred 
to other considerations in design in addition to steam output. 
The practice of building boiler ranges at right angles to the 
ergine-house necessarily increased the losses in pipe lines, &c. 
He asked whether there was any real gain in using such big 
generating units as 50,000 kw., if such difficulty was encoun- 
tered in the boiler-house design. There was a great future 
for the gas-firing arrangement referred to by Mr. Christie ; 
he (the speaker) had advocated it in the past, and he believed 
that some arrangement was possible with the gas people, 
who were specialists in this branch. : 

Mr. W. M. SELVEY pointed out that there was not neces- 
sarily any relation between the areas occupied by boiler house 


and turbine room, the latter being more or leas an annexe—. 


a small matter when in addition to boiler plant, cooling 
towers and coal storage were considered. Analysis of the 
test data led to the conclusion that efficiency had little im- 


proved in eight years, but output for space had improved. _ 


Further space economy could be obtained by developing 
hoilers of the Yarrow type and increasing grate area. Since 
the Coventry meeting of the Association, many developments 
had occurred in grate design, but the older grates, due to 
improved methods of manufacture, were holding their own 
against newer types. He had previously advocated an emer- 
gency speed for travelling grates with increased draught for 


ineeting overload conditions; it was no good using thick fires . 


for such conditions. With so much capital invested in the 
electricity supply industry, it would pay to investigate 
thoroughly the fuel problem at considerable cost. He thought 
that the idea that the gas interests Would assist towards a 
sulution of the fuel problem was a mistaken one, that the 
future rested with coal fuel, not gas firing, and that the gas 
turbine had to overcome enormous difficulties before it would 
ecome practicable. Co-operation with the coal interests was 
d possible solution of the fuel difficulty, the return for coal 
n being given in the form of electrical energy. 
Tu THos. Roles (Bradford) said there were very few 
a houses in the country in which a saving of 1 per cent. 
could not be obtained. The question of increasing grate area 
oe attention, and it would be possible to do this with 
pu ‘type water-tube boilers if they were lifted. Bradford 
ү the same steam pressure, 200 Ib., as 20 years ago, but 
ME makers were talking of pressures of 350 lb. per sq. in., 
mum seemed necessary to decide on the future standard of 
iet e. of the boiler plants which would have to 
qa К we after the war ended. He thought the subject 
nit x на by those interested. At Bradford it had 
eel un PE any special coal storage appliances, the 
vould bes ede on spare ground. High evaporation rates 
el Md tained by cutting down heating surface as com- 
af i grate area, but it paid rather to have a margin 
m M surface. It also paid to buy best coal, as that at 
or 19, | 8 ton was cheaper in use than coal costing 118. 
Ps a ton. 
m " pu. (Poplar) said, with reference to the author's 
THEE. horton per sq. ft. of ground space of boilers, 
{ШИ Че н Works they were getting 1131b. He stated 
н» А ame m tere were quite satisfactory in his experi- 
КШ whether the ashes could not be conveyed 
Works. Rate In the case of coal at the Hammersmith 
S ois Паре олет, Pa eerie 
M e ae attention necessary for the latter. 
Cindi Bin Дн (Harrogate) congratulated Mr. 
vul le to get Е d. fus Proposal, but thought the difficulty 
карм GREGORY (of the В і 
disap | | the B.T.H. Co.) expressed dis- 
referred (eae m the fact that Although Mt Tacki had 
to 3i lb. int кзы the adoption of steam pressures up 
Mr. Roles, the ер 2605 apart from the comments made by 
supetheats had 10 6 Subject of using higher pressures and 
portance of guns en discussed. .He referred to the im- 
ccmmercial faq oe ni matter close study, both from the 
e fact that with in e engineering standpoint, in view of 
creased pressures and temperatures, and 


— 


- efficiency would come out at 18.5 per cent. 


an reciprocating pumps, not requir- 


efficiency on a turbo-generator did not necessarily mean the 


Ав the result of daily running over a consider- 
d осше а permanent part of the 
] L “Lhe equipment compri 
marine-type tubular boiler, with integral nape tee nc 
miser, шош агаш fan, and chimney, 1,500-kw. Curtis 
turbo-generator, surface condenser, and turbine-driven boiler 
feed pump, the latter exhausting into the feed-water tank. 
Incidentally, the hot air from the alternator was turned into 
the boiler furnace. The working pressure was 350 lb. per 
Sq. 1n. (gauge), the plant being designed to give 700 to 750 
deg. F. total temperature to the steam. Tests had shown 
remarkably good results, which would doubtless be pub- 
lished in due course. He noticed that Mr..Lackie referred 
to a thermal efficiency of 17 per cent. being obtained 
оп one of the large plants in the States, and he presumed 
that this result was being obtained at pressures higher than 
those normally used in this country in the majority of the 
stations hitherto. For comparative purposes, he assumed a 
boiler efficiency of 80 per cent., which could be modified if 
necessary when making comparisons with any other boilers. 
It had been shown at Rugby that with 350 lb. per sq. in. 
gauge pressure, 264 deg. F. superheat, and 28} in. vacuum, 
the over-all efficiency of the unit was 19.12 per cent. A similar 
unit at 200 Ib. per sq. in. gauge, 200 deg. F. superheat, 983 in. 
vacuum, would show 17.8 per cent. 'The comparison would 
show still more in favour of the higher pressures and super- 
heats adopted on this plant at Rugby if the comparison were 
made with boiler pressures and temperatures stil lower, and - 
more in line with those used up to the present in this coun- 
try. The speaker also showed that by reducing the pressure 
from 350 lb. per sq. in. gauge to 200 lb., but retaining the 
same degree of superheat, i.e., 264 deg. F., the over-all thermal 
) In. other words, 
whereas the decrease in thermal efficiency when retaining 
the high superheat was 3 per cent., by decréasing both pres- 
sure and superheat the loss in efficiency was nearly 10 per 
cent., as compared with the results at the pressure and super- 
heat used on the Rugby plant. 

The operation of the plant referred to by Mr. Gregory— 
which is self-contained in its own power-house—as compared 
with their normal works plant, has shown a saving of 1 lb. 
of coal per unit generated. This result is being obtained in 
spite of the fact that the company's ordinary power-house 
plant consists of modern engines and turbine plant operating 
at the usual pressures and temperatures prevalent in the 
average municipal station. 

Bailie W. B. Змітн (Glasgow) mentioned that coal pur- 
chases in Glasgow for the various departments were made by 
a joint committee, and that most surprising and encouraging 
results were being obtained with low-temperature carboni- 
sation of coal in the experimental plant which the Glasgow 
electricity department had installed, with a view to adopting 
gas-firing under boilers. The coke could well be burnt under 
boilers also, and he believed that the value obtained from by- 
products would far exceed the cost of gasifying the coal, 
which had been the drSwback in the past. | | 

Owing to the protracted nature of the discussion, in which 
several other speakers had intended to take part, Mr. Lackie 
decided to reply in the Proceedings. 


CORRESPONDENCE, 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week, Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writers name and address in our possession, 


60-cycle Transformers on 25-cycle Systems. 


Referring to the article on 60-cycle transformers appearing in 
this week's issue, the reason why some transformers will operate 
on a lower frequency than that they were designed for, is .due to 
their having a largequantity of iron in the cores. When the iron of 
a transformer is worked below the saturation point, the magnetising 
current varies directly as the amplitude of the induction wave, but 
as soon as it is worked over the saturation point the magnetising 
current and core losses rise to a very high figure. Since the 
amplitude of the induction wave varies inversely as the frequency, 
it can be readily followed that when the frequency is reduced, the 
magnetising current and core losses increase. ; 

Some transformers contain sufticient iron to enable the frequency 
to be reduced 50 per cent. or more, and still operate with the 
amplitude of the induction wave below the saturation point, whilst 
others. containing less iron, if worked under this condition would 
operate with the amplitude of the induction wave above the satura- 
tion point, thus causing the losses to become во excessive that the 
transformer would burn out even on light load, 

D 
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However, this difficulty can be overeome, owing to the fact that. B. Ui ete. au 1914. ^ 1915. “Ine. of dec. 
the'amplitude of the induction: wave ‘also varies inversely as the Copper, manufaclured.— 28: С. £B .s EB 
voltage ; therefore, if the frequency: is reduced 50 per cent. and. From Great Britain 8,000 5,000 -—.. 3,000 
the voltage reduced 50 per cent. as well, the induction will remain x ermany 96,000 1,000 — . 25,000 

. almost ће вате. ^ dac rom | d. » Belgium 3,000- —- — - $,000 
“Erom what has been said, it follows that if two 60-cycle trans- „ France 17,000 5,00 — . 19,000 
formers are connected. together in series оп the primary side. and in. , Itay - А ‚000 - 1000 —. 5,000 
parallel on the secondary side, they will operate quite satisfactorily , Other countries 9:000 MN РЕ 2,000 
on а 25-cycle supply; since both the voltage and frequency in this case EAPO m Qu: ee) : TE 
are cd by E the ‘same: percentage. ошо Total 62,000 19,000 — 50,000 
both transformers to do their rated output, the primary win ing of. C acp ru rho s = eo Оз, | ч, 
each niùst be divided into two equal ‘parts ai (the parts) connected : Scientifi : instruments. ; | 
up in parallel with each oth EU E From Great Britain Y 35,000 . 14,000. — 21,000 
p in parallel with each other. 13 000 т 13'000 
m | | W. D. Lovell. ” rer чө; же 8000- — = oe 
-Mi ough, June 26th, 1916. к: " "TE E — - 8,000. 
‘Middlesbrough, June 26fh, 1916. | | " United State 500 — 900 + 150 

[The course proposed; in our, correspondent's last sentence , France 9,000 5,000 -— 4,000. 
appears to neutralise the effect. of connecting the transformers in » Italy. М 3,000. 1000 — € | 
series.— EDs. ELEC. Rev. | „ Switzerland Ta 2,000 — — . F 

fer ex | ———À—— ;, Other countries... 14,500 2,000 — 19,5 

_ Decimal. Coinage. Total .. .. 8500 29400 - 61,000 
.In his letter, which appears in No. 2,011 of the REVIEW, under NE ‚ ЖИШШ Амы. 
the heading " Decimal Coinage,” Mr. Alfred Bridges says : " Yet иШ е (except ag RUE 99000 — 40.000 
has he; or.any other man, ever seen in modern French currency a FOIE Gan ee et 21-000 э » 91 000 
centime piece, of which the French ‘penny ' is а multiple of 10?” » Ай! -— т 2'000 EN “2000 
:I beg to enclose one centime and опе two-centime coins. L Beli па sia ir 6.000 IE 6:000. 
T would’ like. to add that'these coins, although not.in common ” Ur Él St tes О 835000 gamn — 27000 
use, are'not by any means a rarity. As & matter of ‚ fact, these » Fran ce аен ae 15.000- 8000. — 7:000 
going are бу paid out oe French Governmént cash. offices. | | Тау. d КА 3,000. 4 "000 + 1:0 
С. | Secretary, Switzerland .. .— 25000 1000 — 10,000 
EMT Compagnie des Cables Sud- Américains. , Holland " e 2.000 9,000 ies 
Paria. July lst, 1916. PU | | ,. Other countries... 1,000 2,000 + 1,000. 
Total 175000 6600 — 11,00 . 
ЕЛИ ыо = Copper, hammered, drawn or sheet,— . | м 
TRADE STATISTICS ОЕ EGYPT. From Great. Hritain Вт on 25,000) - Фан 
TIS En ,. Belgium . 9000 — = 2,000 
Tue, following statement, showing the imports of electrical , France. TES. 7,000 1,00 — 6,000 
and similar goods into Egypt durmg the yéar 1915, is taken ,, Other countries ... 2,500 —. - 2,500 
from the recently-issued trade statistics. "The figures for 1914 ERI vc s ат 
are added for purposes of comparison, and notes of any Total 114,500 26,000 — 88,500 
increases ог decreases are given:— — | | India-rubber and gutta-percha, таш or manufaclured.— 

СИ 1914. 1915.  Inc.ordec. rom Great Britain 8,000 9400 + 16,000 
Rals.— 5^ ' £E. £B. £F , Germany .. .. 10,000 —  -  . 10,00 
Prom Great Britain 8,000 60 — 7,500 „ Austria ^ . e 2,000 TE e 

", Germany ...  .. 140,000 — — 140,000 js ance. EO. 5,000 eA + 000 

, United Баев | ;.— 3,500 + 3,500 „ Italy e оо ! 500 

,; Belgium fa 18,000 ies з 18,000 „> Switzerland 500 1;000 + Ren 

| IN | , Belgiuh ©... 1,000 Pour XE Ü 

Total. 160,00 4000 — 162,000 "  Othér countries LAO — -~ M 
Steam engines, including boilers, ёс.— ` Total 33,000 39,000 + 6,000 
From сн Britain M 29,000 — 9200 Electric, telegraphic, and telephonic apparatus.— Я "a 

» | ‹ rmany >? ue E ? 3r t Britai КЕ 000 29,000 is abe 

” Belgium 4000 — - 40 ae UL les SD c - 1300 

» France 5,000 3,000 — 2,000 " — Austria iss 8,000 Bee. — Dm 8,000 

» Holland 100 > 200 + 1,00 ^» Belgium  .. 10000 — — 10000 

» tay. aea олй 13,000 2,000 — 11,000 " United States 600 1000 + 500 

», Other countries ... —", 100 + 1,000 ^  Frarcé. 9,000 9,000: Pe 

5 | "^ Alaly 3,000 800 + 500 

Total ..  . 121,000 87,000 -- 84,000 .. Sweden . 5,000 1,000 — 4,00 
Electrical machinery.— „» Switzerland 2,000 3,000 + 1400 
From Great Britain 13000 11,00 — 2,000 , i 510 - 39,500 

» Germany... sink 2,000 == = 9.000 Total ii р) en 

, Austria-Hungary ... 9.000 E = 9,00) ФЕ = #1 0s. hid. 

„ Belgium ЕТ з 1,000 1,000 bos 

э United States eee —- 1,000 + 1,000 a mamme 

, France  .. Кр 2,000 1000 — 1,000 

vs Maly ; qe 5 1000 1,000 = | | 

m witzerlap x 7,6 2,000 — 5,000 VAR . ITEMS. 

, Other countries... 1, 1,000 — WAR - ПЕР 

Total 36,000 18,000 — 18,000 Exports to China.—The “ London Gazette ” for July 4th 

; contains a further list of names of persons to whom articles 

Petrol and benzine molors.— | may be exported in China and Siam. * 
From Great Britain 14,000 19,000 — 55,000 To be Wound-up.—The Board of Trade has prohibited 

» Germany ..  .. 21000 Bee ма 21,000 Ње following firm from carrying on business after Septem- 

» Italy ee d 15,000 1,000 -– 14,000 — ber. 29th, 1916 :— | | 

, Switzerland | 95,000 15,000 — 20,000 Turner & Burger, 149, Farringdon Road, London, E.C., 

» "Other countries 7,000 Ee HE 7.000 electrical accessories merchants. Controller: J. E. Percival, 

Total 152 000 SEE 6, Old Jewry, Е.С. : | | 
аа Stee ae 117,000 3  gcontraband.—The following. articles have been added to 
Lamps of -all kinds.— the list of those to be treated as contraband ‘of war: o 
Түштөн Pelan 6.000 4.000 2.000 Electric appliances adapted for use 1n war, and their com- 

n ermany ` 14.000 A . 14.000 ponent parts. ere. 

"  Àustria 14:000 AMEN 14000 pha bitumen, piteh and tar. 

» France 7,000 5000 = 2:000 eispar. , 

», lay 1,000 3,000 + 9.000 Export Prohibitions.—The ** London Gazette for: Jure 

, Sweden 5,000 1000 — 4000 — 90th contains. further lists of persons or bodies of persons 

» Holland . 1,000 2000 + 1.000 with. whom. trading is prohibited in Argentina, Morocco, 

» Switzerland | — 9000 + 9000 Norway, Netherlands, Spain, and other countries. 

» Other countries 1,000 2,000 + 1,000 ' Controlled Works.—The addition of a.further 339 estab- 

Total lishments to those. under. the control of the Ministry of 
оза 49,000 19,000 — 30,000 Munitions makes the present total 3,016. 22 
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and Trade: A Government Committee. —The 
Bed of "Trade has appointed a Committee ''to consider the 
best means of meeting the needs of British firms after the 
war as regards financial facilities for trade, particularly with 
reference to the financing of large overseas contracts, and to 
prepare а detailed scheme for that purpose." The Com: 
mittee includes, as the following list of members shows, Mr: 
F. Dudley Docker, C.B., who brings a wide industrial finan- 


cial experience to the Committee table, and Mr. Walter Leaf, ` 


who, in addition to being a deputy-chairman of the London 
Ccunty & Westminster Bank, which it will be remembered 
recently entered into arrangements for assisting Italian indus- 
tries financially, is а director of two electric supply companies. 
The remainder of the members are eminent bankers and in- 
surance or other financial authorities. The complete list is :— 

The Lord Faringdon (chairman), 

Mr. B. P. Blackett, C.B., 

Sir W. H. Clark, K.C.S.I., C.M.G., 

Mr. F. Dudley Docker, C.B., 

Mr. Gaspard Farrer, 

Mr. W. Н. N. Goschen, 

Rt. Hon. F. Huth Jackson, 

Mr. Walter Leaf, | 

Hon. Algernon, Mills, 7 -- 

Mr. J. H. Simpson, and | 

Mr. R. Vassar-Smith. 

Mr. Hartley Withers will act as secretary to the Committee. 


Salford Electricity Staff._—oOf the employés of the Sal- 
ford electricity department, 71 have gone on active service-- 
13 from the offices, 3 from the stores, 29 from the power sta- 
tion, and 26 from the mains and motor departments. Five 
have been killed—Sapper E. A. Greenhalgh (draughtsman), 
Sergeant H. F. Andrews (switchboard attendant), Stoker C. 
Cooper (fireman), Acting Petty Officer H. Foulkes (labourer), 
and Private N. Higgins (labourer). Four men have been 
discharged owing to wounds or ill-health. Mr. T. E. Drans- 
ficld, first assistant mains engineer, and Mr: Е. Birch, super- 
intendent of the motor department, have recently been 
granted commissions in the R.N., and are on service with 
the Fleet in the North Sea. ; 


After.the- War Problems.—The Prime Minister, in March 
last appointed a Committee of the Cabinet entitled the Re- 
construction Committee, over which he presides,. to consider 
and advise upon the problems that will arise on the conclu- 
sion of peace, and to co-ordinate the work already done by 
the departmenta in that direction. Suggestions from indivi- 
duals or organisations should be addressed to Mr. Vaughan 
Nash, C.V.O., С.В 
Yard, Westminster. 


Sydney Electricity Em loyés.—The city electrical engi- 
neer of Sydney (Mr. Mackay) has reported complaining of 
the serious inconvenience that has been caused in his depart- 
ment by the fact that 170 of hia employés have enlisted. So 
far he has done nothing to discourage enlistment, but a posi- 
поп of affairs has now arisen which renders further com- 
placeney on his part detrimental to the continued efficiency 
of the electric lighting service. The Lord Mayor has fol- 
lowed up the report by a minute expressing the opinion that 
the endorsement of the head of the electricity department 
should be required, subject to the supervision and concur- 


rence of the Town Clerk, in each -case where skilled labour 
is affected by enlistment. | 


Lighting Prosecution.—William Dix, a cleaner at the 
Yak orporation tramway sheds, was fined £5 at the local 
Police court for having failed to effectively shade lights at 
the tramway shed. There were about a dozen electric lights 
burning, and they could be plainly seen through a glass roof. 


е Bench expressed the opinion that the Corporation should 
Pay the fine 


c Exemption Applications.—At the Darlington Tribunal, 
oun. J. Е. Hodgkin applied for total exemption as a 
mmister of the Society of Friends. His occupation was 
esctibed as that of a consulting electrical engineer, and 
n of his time was taken up with religious and philan- 
юре Work. Total cxemption was granted. 

uem the City of London Tribunal last week, Miss V. Das- 
M ir [ 21, Water Lane, Great Tower Street, E.C., agent 
Anda Du and electricity, appealed for her brother, Mr. 
it | S5nETe&. It was stated that Mr. Dasnieres had been 
П sole charge of the business for his sister for the last ten 
latter m Was born in England, of French parents, the 
ШШ left ИД to France ten years ago. He was the only 
ten be In the business, which had to provide for various 

hers of the family, Another brother assisted in the busi- 
but he was called up and was now in the Army. Miss 
е business dealt with the export of 


Chemie: ; 
Yenuca]g and carbon to France and elsewhere. Postpone- 


по the application of the Foots Cray Electricity Supply 
given не dunager, Mr. A. Wright, and a cable joiner were 
E onal exemption on the ground that the business 
i Os € national interest. 
anaha OTa, exemption was gre ted to W. T. Cooke (27) 
Mieg } s granted to W. T. Cooke (27), 
il CE PLA fitter and lead burner, on the 
ion wag 8 starred аон & Co. It was held that the occu- 


“in electrical contractor at Leigh, Southend-on-Sea, applied 


Ein 


.B., Secretary to the Committee, 63, Dean's : 
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Whitehaven Tribunal has given until the end of the year 
to the only employé left with & local electrician. . С 
Conditional exemption has been allowed at Hollingworth 
to Mr. Walter Powell, electrician. © - - M TII | 
e proprietress of an electrical business ‘at Southport 
who has been in the busi- 
ness ‘for 13 years, and has assisted in its management since 
I AS. the man is single, and there 
are two other experienced men, over military age, in the 
business, the appeal was refused. vs 
Exeter Tribunal has given three months’ exemption to Mr. 
C. H. Steele (37), electrical engineer, in charge of the local 
stores of a firm of cable makers and engineers, to enable him 


At Aldershot, Mr. Vertue, of Messrs. Birch & Vertue, elec- 


. trical engineers, asked for further exemption for Albert Hug- 


gard (35), electrical fitter and wireman. Mr. Vertue said 
that they were the only firm of electrical engineers in the 
town. They were responsible for the upkeep of about 60 
electric motors in factories and workshops. Three months 
were allowed. 

Mr. Mason, manager of the South Metropolitan Tramways, 
appealed at Croydon for 15 employés. Te whose ages 
range from 98 to 33, were each.given final exemption until 
August 318%; the rest were exempted altogether. 

Kendal Tribunal has given conditional exemption to Mr. 
F. Collings, of the Corporation electricity works staff. 

Canterbury Tribunal has granted conditional exemption to 
Mr. F. Lewis (85), chief assistant engineer at the Corpore 
tion electricity works, and to Messrs. P. W. Kemp (40), 
stoker; S. T. Tite (33), shift engineer; and G. Н. Lock- (38), 
coal trimmer. | 

Broadstairs Tribunal has given a month's. exemption only 
i» a local electrical engineer. . - а 

At Nuneaton, on June 27th, Mr. P. H. Howe (27), elec- 
trical engineer, applying for exem tion, said that he had 
been in business for five years, and had lost the only man he 
had. On condition that the joined the Volunteer Training 
Corps he was given until November Ist. . 

At Barnes, exemption was claimed by Mr. W. Ellis, elec- 
trical engineer, who is engaged on Government work, and is 
in business in the town. Asked why Һе did not obtain а 
badge, he said that it was hopeless to-apply. owing to the 
enormous number of applications sent in. Conditional exemp- 
tion was allowed. - . Du 

Burnham (Somerset) Tribunal has conceded conditional 
exemption to Mr. E. G. Sandford, resident electrical and 
mechanical engineer to the Burnham Electric Light Co., Ltd. 

Three months' exemption has been allowed by the Epsom 
Rural Tribunal to Mr. W. West, electrician, of Cobham... 

At Wimbledon, a local firm of electrical engineers appealed 
for a wireman engaged on important contracts. The firm’s 
staff has been 1educed from 170 to 125, and out of 10 wire- 
men two only are left. The Tribunal granted two months. 

Exemption has been given at Whitby to Mr. J ‚ W. Piggott 
(56), electrical engineer with the Urban Council. 

On the ground of business and family reasons, . Watford 
Tribunal w conditionally exempted Mr. W. E. Warrilow 
39), electrical engineer. : | 
' Holsworthy Tribunal has exempted Mr. J. W. Gibson (30), 
manager of the local Gas & Electric Supply Co., on the 
ground that he is in a certified occupation. | 

Croydon Tribunal has granted exemption to Mr. Е. Staples, 
chief clerk and accountant in the Corporation electricity 
department, who served until discharged with the Surrey 
Yeomanry in Gallipoli, but who re-attested under the new 
Act, and to 30 employés in the tramway department. 

Before the West Sussex Appeal Court, an Eastbourne firm 
engaged on Government work, appealed for an employé in 
charge of the electrical plant. The Court dismissed the appeal, 
but allowed three Weeks Аш to allow the firm to apply for 
the employé to be badged. . 5 

Provisional exemption has been allowed to the engineering 
manager and the engine driver of the Frinton-on-Sea Electric 
Light & Power Co.. they being indispensable to the carrying 
п of the undertaking. 

: The Surrey Appeal Court has refused an appeal by & 
Merton electrical engineer, in charge of the lant at а 
kinema, who had been refused exemption by the Local 

ribunal. | f 
T Aberystwyth, Mr. E. P. Perkins, works engineer and 
manager, was appealed for by the Electric Light Co. Mr. 
Perkins said that they now had only two engineers, and it 
would be impossible to run the works with a less staff than 
they now had; five had joined the Army. Не was granted 
conditional exemption, together with Mr. G. Pollitt, assistant 
engineer, in charge of a shift at the works. | * 

At Aberystwyth, the Military appealed against exemption 
until September 9th granted to B. W. Cheetham, electrician 
at the Kinema Theatre. The period of exemption was con- 
irmed, but made final.  - . 
: Before the Caterham Tribunal, Mr. Howard, manager = 
the works ef the Urbon Lae (обу hook M Md cane 

tion for Mr. A. H. Lewer , book- lerk, 
and«clsimed that he should be starred. He stated 2 i 
firm had released 300 employés, and every station was sho 
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handed. The Tribunal gave a month in which to obtain а 
definite decision as to Mr. Lewer being badged. | 

At Uckfield (Sussex), Mr. D. W. Fieshfield, J.P., claimed 
exemption for.his electrical engineer, Mr. J Thompson. 
Exemption was given until December 31st, on condition that 
the residence remains a hospital. | 

Exemption until October 1st has been conceded to Mr. C. 
Gear, electrical engineer, engaged at Normanhurst Hospital 
by Viscount Hythe. | . 

At Dartford, renewed exemption was claimed by Mr. E. E. 
Beaver, for Sidney G. Wenham (93), electrical engineer, who 
was stated to be indispensable. Temporary respite for medical 
examination was conceded. 

At Burgess Hill (Sussex), on Monday, the manager of the 
electric light works- successfully appealed for conditional 
exemption for the chief engineer and the meter reader and 
inspector, and both were directed to join the Volunteers. 

Bridlington T.C. has decided to appeal to the Local Tribunal 


for Mr. F. Ffrench, of the electricity works, to be condition- 


ally exempted from military service. 


LEGAL. 


Hupson v. County TAILORING Co., Lp. 


In the City of London Court, on June 29th, before his Honour 
Judge Rentoul, K.C., a claim was made by Mr. Arthur G. Hudson, 
electrical engineer, trading as A. G. Hudson & Co., Wells Court, 
Bow Lane, against the County Tailoring Co., Ltd:, 1, Hoxton 
Square, to recover £5 for an electrical radiator supplied and fitted 
on their premises. . | 

For the plaintiff it was stated that the defendants complained 
about the radiator, and plaintiff went and inspected it a month 
after it had been supplied. "Then he found, after testing the 
radiator, that it had received a blow. The electrical circuit was 
all right, but the four formers were broken. The mere fact 
that the fireclay became hot showed that the electrical part of the 
radiator was not defective, оз alleged. The defective working was 
entirely due to the damage which the radiator had received. 

PLAINTIFF said he had been in business as an electrician for 16 
years. He had purchased the radiator from the General Electric 
Co., Ltd., and when the defendants complained about the radiator 
not working properly, he took it to the company and had it tested. 
It worked properly, but had evidently been knocked over. 


Defendants had suggested that the voltage supplied by the Shore- ` 


ditch Borough Council of 240 was too high for the radiator in 
question. If that were the case, the wires would have fused, but 
the fireclay would not have been affected. The difference between 
240 volts and 220 volts was practically nothing when one was 
dealing with а radiator. He had offered to do the repairs for a 
sovereign, which was the cost price, but the defendants refused to 
pay. 
JUDGE RENTOUL, K.C.: If the current were too strong, might 
it not destroy the radiator ? : 

PLAINTIFF : If there was excessive pressure, say, 500 volts, the 
elementa would melt immediately, but it would not break the fire- 
clay part of it. 

In cross-examination. PLAINTIFF said he had been working for 
the defendants before. He knew the Shoreditch Borough Council 
voltage was 240, and that the radiator in question had a ticket on 
the back of it showing it was for 200 to 220 volts. 
that 220 was the limit. 

MB. WALTER WaTTs, of the heating department of the General 
Electric Co., said they were the largest manufacturers of electrical 
appliances in the country. He had been five years in the heating 


department and 15 years in the electrical trade, having served his 


apprenticeship as an electrical engineer. During the last two 


years between 5,000 and 10,000 radiators had passed through his 


hands of the type in question. When the plaintiff brought the 
radiator to their office with a complaint from the defendants, the 
wire coil was intact. The fireclay was broken across the back. 
He came to the conclusion that it had been knocked over on ita 
back, and that that was the sole cause of the radiator not burning 
properly. It was certainly not due to any defect of the electrical 
part. With their radiators they gave a guarantee for 12 months 
against defective workmanship or heating elements. If the 
wire part burnt out in 12 months, or if there was a flaw in the 
elements, it would have been made good free of charge. As 
the radiator in question had had unfair usare, he refused to replace 
it free of charge. The radiator was suitable for 240 volts. If 
the voltage had been too great, the elements would have gone, but 
nothing would have happened to the fireclay. With the radiator 
in question all the elements were interchangeable, and they often 
changed them. 250 was the highest voltage permissible. With 
240 volts it was not desirable to have a radiator of less than 910 
One of the salesmen in the General Electric Co.'s employment, 
named W. Н. Lake, had written the defendants stating that the 
radiator in question could not be used on account of the 240 voltare 
in Shoreditch, that it would burn out, and that the defendants would 
have to have a 230 to 250-volt radiator. 

JUDGE RENTOUL said if the defendants had sent the radiator 
back and said it was a 220-volt опе, while the pressure in Shoreditch 
ы cm y vould have been within their rights. 

BERT POTTER, in the service of the defendants, deni 
the radiator had been knocked over or damaged in any зай m 


That meant 
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Mn. CoHEN, electrical engineer, Golders Green Road, who said 
he had had 20 years' experience, stated he had examined the radiator 
in question. He saw that the voltage was wrong, and that would 
cause all the damage that had taken place. The coils were being 
run at а much greater heat than they should have been, and that 
would cause the wires to be burnt out. They had gone at the top, 
which was the weakest point. If the radiator had been dropped, 
they would have broken towards the centre, as the strain was on 
the centre when the radiator was dropped. He found that the 
coils were brittle through overheating. In cross-examination, 
he said radiators would stand very little above the voltage for 
which they were marked. He did not agree that the radiator was 
suitable for 240 volts. The heat would be very much greater. 
He would not expect a radiator to go wrong on the first day 
if the damage was due to overheating. On the contrary, it would 
go on for three or four weeks. The radiator was brought to him 
for repair, and he recommended that one of a higher voltage should 
b2 obtained. 

JuDGE RENTOUL, K.C., held that the current was too strong for 
the wire. Plaintiff had practically guaranteed to put in a suitable 
radiator, and he did not think he had done so. Judgment for the 
defendants, with costs. 


MoNOMETER MANUFACTURING Co. г. ELECTRIC AND ORDNANCE 

ACOESSORIES Co., LTD.—JUDGMENT. | 
Mn. MUIR MACKENZIE, one of the High Court Official Referees, 
gave judgment on Monday in this action, already reported. 

The OFFICIAL REFEREE, in giving judgment, said that the 
claim of the plaintiffs was for supplying furnaces and for extra 
work done in eonnection with those furnaces, and the defence was 
that the furnaces supplied were not in accordance with the con- 
tract, and were, consequently, valueless. As toa number of other 
things claimed by the plaintiffs, the defendants pleaded that they 
did not order them. The defendants also counterclaimed compen- 
sation for injury alleged to have been sustained by them owing to 
the default of the plaintiffs. There werg two questions for con- ` 
sideration. The first was, what were the obligations of the 
plaintiffs? апа the second, did they fulfil them ?—both of which 
matters required careful consideration. At the end of 1914 
the defendants were erecting new foundries for casting fuses 
for the Government, and for that purpose they were 
anxious to get the best furnaces. ` Attracted by an adver- 
tisement in which plaintiffs said they could supply furnaces 
in which the consumption of gas was less than that of any other 
furnace, and that they would melt aluminium without compressed 
air or other forced draught, they approached the plaintiffs, and, 
as a result. entered into a contract with them to supply three fur- 
naces with a melting capacity of 1,000 lb. each, with 8 to 10 burners 


- each, at a cost of £230 each ; 12 smaller furnaces with a capacity of 


140 lb. each, to be used in conjunction with the larger ones, for 
£52 each ; two others of a like capacity with pouring spouts and 
valves, for £62 each, and three of 1,000 lb. capacity for melting 
aluminium swarf, for £248 each. The contract to supply these fur- 
naces was entered into on January 15th, 1915. Subsequently, the 
defendants required certain alterations, and they made arrange- 
ments with the plaintiffs to carry them out. The defendants con- 
tended that it was part of the contractual obligations of the 
plaintiffs. first. that the furnaces should be capable of securing an 
output of from 50 to 60 tons a week ; and, secondly, that the small 
furnaces should produce eastings free from flaws and other defects, 
and that they should be fit for melting aluminium with copper. It 
was clear that, notwithstanding the written contract, the additional 
obligations contended for could have been made binding upon the 
plaintiffs by verbal understandings. The plaintiffs undoubtedly 
knew that the furnaces were required for turning out with rapidity 
castings for fuses, and that the metal to be used would contain 8 
mixture of zinc, but he could not find that the plaintiffs 
entered into any obligation with respect to the furnaces 
beyond those expressed in the contract, and the question was 
whether the plaintiffs had made default in regard to those obliga- 
tions. One cause of complaint was that the large furnaces did not 
provide sufficient output to feed the smaller furnaces, and that the 
iron pots were defective. As regarded the large furnaces, the com- 
plaint was that the defendants did not get the quantity of molten 
metal required; but plaintiffs had not entered into any legal 
obligation that they should do so. The main cause of the trouble 
in the smaller furnaces was due to the mixture of other metals 
with the aluminium. The plaintiffs did not undertake that their 
iron pots would not be subject to damage by alloys being melted 
in them. He therefore found and decided against the defendants 
on the main issue. The plaintiffs were not in default. The 
plaintiffs’ claim included a large sum for extra work done. and the 
defendants admitted that they ordered part of the work claimed 
for. As regarded nearly all of the items c'aimed for, he decide in 
favour of the defendants, who were not liable for additional work 
unless it had been ordered by them. The person who had con- 
tracted to have things done for a certain sum was entitled to resist 
all claims outside,the contract. He decided that the extra items, 
which in the aggregate amounted to £648, should be struck out. 
There would be judgment for the plaintiffs for £1,723 on the 
claim, and the counter-claim would be dismissed. As to the costs, 
he ordered that the defendants should pay four-fifths of the taxed 
costs. The case was one of the most difficult he had ever had to 
deal with, and therefore, without being asked, he would order a 
sty of execution for 14 days, and if either party lodged notice of 
appeal in the meantime, the stay would continue until the appeal 
was heard. "m 


Juigment was entered accordingly. 
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FRASER & CHALMERS, LTD., v. THE WHITECROSS Co., LTD. 


Is the Commercial Court of the King's Bench Division, on Monday, 
Mr. Justice Rowlatt heard а claim for over £4,000 brought by 

laintiffs, of Frith. against defendants, of Warrington, for a No. 3 
Bettington boiler with two pulverisers, one driven electrically and 
the ather by steam turbine supplied to the defendants for use at 
their wire drawing works. The defendants alleged, in reply, that 
the plaintiffs had committed a breach of the contract, and they 
counterclaimed for over £8,000 for expenses, delay, &c. | 

Mr. Colefax. K.C.. and Mr. Moritz were counsel for the plaintiffs, 
and the defendants were represented by Mr. Leslie Scott, K.C., and 
Mr. Paddon. А 

MR. COLEFAX dealt at length with the technicalities of this 
boiler. and explained that broadly the contract provided that it 
should be used in conjunction with a Green's economiser, and 
there were certain stipulations as to output and efficiency. The 
boiler was prepared at Erith and sent up to Warrington. The 
defendants were to provide the plant necessary to give the draught 
required for the efficient running of the boiler. There were 
certain difficulties and mishaps, and an alleged defective draught 
accounted for some of the trouble. Eventually, the plaintiffs 
aseerted, the defendants turned them out of the works, and would 
not allow them to further proceed with the putting of the boiler 
into working order, and they claimed the price of the boiler from 
the defendants. The defendants asserted, in effect, that the boiler 
did not conform to the contract, that its work was useless, and 
that it failed to produce the guaranteed results. 

The case was eventually adjourned till November next. 


BUSINESS NOTES. 


, Glover's Almanac.— The flight of time is brought home 


. to us by the receipt of Glover's Almanac for 1916-17. This is the 
. fifteenth issue, a fact which speaks for itself ; how many such pub- 
lications have developed into— well, perennials, for annuals is 
clearly not the appropriate word—like this production ? Very few, 
же are sure. The natural inference is that Glover's Almanac is 
welcomed by the electrical engineering community, which values it 
not only for the wit and humour of pen and pencil, but also for its 
pithy and informing extracts from technical publications. Long 
lifetoit! We havean eye on some items which we will repro- 
duce—when the due date arrives ; it is not fair to anticipate the 
source. 


Book. Notices.—‘‘ Memorandum hy the Electrical In- 
spector of Factories on the Electricity Regulations." London: 
Wyman & Sons, Ltd. Price 4d. 

The July issue of the Chamber of Commerce Journal contains the 
ч annual supplement regarding “ Trade Products of the British 

mpire. 

“Localisation of Faults in Electric Light and Power Mains." 
By F. C. Raphael. London: The Electrician Printing and Pub- 
lishing Co.. Ltd. Price 88. 6d. net. 

Telegraph and. Telephone Journal, Vol. ЇЇ. 
London: The Editing Committee. Price 3d. 


Dissolutions and -Liquidations.—British EXPORTERS’ 
ASSOCIATION, Ltp.—This company is winding up voluntarily, with 
Mr. R. W. W. Spooner, 182, High Holborn, W.C.. as liquidator. 

Victory SMOKE CONSUMER AND FUEL ECONOMISER Co., LTD.. 


July, 1916. No. 22. 


Oldham. —This company is winding up voluntarily, with Mr. J. C. ' 


Atkins as liquidator. A meeting is called for August 4th, to hear 
an account of the winding up. 

OMEGA ELECTRIC LAMP Co. Lro., Hammersmith.—This com- 
Soia winding up voluntarily, with Mr. R. T. Cuff, 8, Bream's 
ui dings, Chancery Lane. W.C., as liquidator. Creditors should 
end particulars of their debts, &c., by July 7th. , 
е ue NCALERS, LTD.—Creditors should send in the usual par- 
i to the solicitors to the liquidator (Saunders, Bradbury and 
Saune ers, 47, Temple Row, Birmingham), by July 22nd. A 
a is called for July 31st, to hear an account of the wind- 

Navion BATTERY Co LTD.—This is windi 

ar m ^ = company is winding u 

охану d uu Everett, 3-7. Southampton Street, Strand. 

А, uidator. i \ ; e 
at the Hotel Cecil meeting of creditors is к for July 13th. 
Ro © Davis. electrical engineers and merchants, Stanley 
iowa aigue and 78, King Street, Manchester.—Messrs. H. L. 
pis i uir & P. L. Davies have dissolved partnership. The 
attend to dp g the business under the same style and will 
Te ELECTRICAL Works, LTD.. 9, Denmark Street, Bristol. 
lied оор of creditors herein was held at the Official 
Mi decidod ce. 26, Baldwin Street, Bristol, on June 28th, when it 
Receives to leave the matter in the hands of the Official 


ceiver, who will iani Я : : 0 
mittee of peii as liquidator, in conjunction with а Com- 


0210104165 and Lists, —Mssns. FALE, STADELMANN . 


3," "ID, 83-87, Farringdon Road, L 
à » ‚ London, E.C.—Twelve- 
fu ышы Чай and priced catalogue of “ Lucifer” portable electric 
descriptions of .. s of British manufacture, also cases of various 
or which all domande isl tt tegi mum ERA epi auia 
medical a paratus is alio po ed this season ; a page of electro- 


From Мк. WILLIAM MCGREGOR, of Airdrie, near Glasgow, we 
have received a list of prices. together with a specimen packet, of 
steel grit for counterweight fittings. 

Messrs, T. W. Вволрвемт, LTD., Victoria Electrical Works, 
Huddersfield.— Eight-page pamphlet. part of their new catalogue, 
giving specification, price list, &c., of their °С” iype C.C. gene- 
rators for direct coupling. | 

ТнЕ FULLER ACCUMULATOR Co., LTD. Chadwell Heath.— 
Twenty-four page illustrated catalogue of Fuller accumulators. 
The five sections of the list are devoted to Block accumulators, 

Sparta accumulators, Plate type accumulators. hand lamps, and 
motor-car wire. The batteries. which ате well shown and priced 
with tabular data and code-words. are for house lighting, motor-car 
starting and lighting, telegraph and telephone service, train light- 
ing, Кес. Owing to the large numbers of American cars in use in 
this country. the majority of which are fitted with starting bat- 
teries, a real need exists for a good British battery to replace the 
American cell, Import restrictions are now very rigid, and the 
Fuller Со. have met the position by making a very full range of 
sizes to meet the need of car-owners. 

Messrs. HOLT & WILLETs, Lion Works, Cradley Heath. Ilus- 


trated price leaflet of the “Handy” movable crowbar (Lash's 
patent). 


. Private Arrangements.—THox4s Roycrorr. 50, Sea- 
view Road, Liscard, Cheshire, electrical engineer.— The creditors 
interested herein were called together on June 30th, when the 


` statement of affairs presented showed liabilities amounting to £685, 


to meet which there were net assets of £629. after allowing for the 
claims of preferential creditors, the estate disclosing a deficiency of 
£59. It was reported that the debtor commenced business in Park 
Street, Liscard, about April, 1902, without capital. Owing to the 
fact that proceedings had been threatened by опе or two creditors, 
and to an action to recover £161 being pending, a deed of assign- 
ment had been taken in favour of Mr. Parkin Stanley Booth, of 
Liverpool, to protect the estate. The debtor was not now prepared 
to submit any offer, and, after discussing the position, it was 
decided that the deed of assignment should be confirmed, and a 
Committee of inspection was elected to consider any offer made. 
The following are creditors :— 


Baxendale Bros., Ltd. .. .. £173 Malmberg, О. A. .. р .. £130 
Drake & Gorham, Ltd. ..  ... 32  MiliJ.,&Sons ..  ..  .. 38 
Downes & Davies .. Th .. 84 Wolff, Hy., & Co. .. ©з .. 10 
Falk, Stadelmann Co., Ltd. .., 66 ^ Wakefield & Sons, Ltd. .. .. 93 
General Electric Co., Ltd. .. 87 


Trade Announcements.—Messrs. Waycoon-Otis, LTD., 
announce that they have concluded arrangements with the 
liquidator of the Easton Lift Co.,-Ltd., for acquiring the goodwill, 
patents, stock, and work in progress of that company. 

Messrs, ELECTRICAL CONDUITS, LTD., have transferred their 
offices to Anchor Works, Birch Street, Walsall, and all communi- 
cations should be addressed there—not to Birmingham. 

Messrs. J. Н. HEATHMAN & Co., of Parson's Green, who are 
prepared to increase shipments to the markets of the world, have 
opened extensive showrooms for their ladders, trestles, steps. 
trolleys, trucks and barrows, as well as portable telescopic 
scaffolds, at 35, Aldersgate Street, E.C.. near the General Post 
Office. at which those manufactures can be inspected. 

Messrs. JOHN C. FULLER & Son, LTD.. the FULLER ACCUMU- 
LATOR Co. LTD.. and FULLERS WIRE AND CABLE Co., LTD. 
have transferred their offices and works to new and larger premises 
at Grove Road, Chadwell Heath, Essex, where all communications 
should be addressed. The works are in the London telephone area. 
and for the present the number will be " Ilford 173." 


Bankruptcy Proceedings.—R. E. Coxxorp, Canterbury. 
--July 18th is the last day for receipt of proofs for dividend by 
Mr. G. E. Corfield, the trustee, 119, Finsbury Pavement. E.C. 

Н 


LIGHTING AND POWER NOTES. 


Australia,—^ deputation from the South Brisbane 
Municipal Council has interviewed the Queensland Home Secretary, 
with a view to enabling the municipality to obtain an electric 
supply for lighting and power. The Council asked for authority to 
supply the power itself, or to obtain it from the City Electric 
Light Co.. or any other company. The Mayor stated that the Council 
was not able to undertake а scheme for many reasons, as it could 
not enter into competition with the South Brisbane Gas and Light 
Co.. even if the finances would permit it. and as, in the future, there 
might be-a Greater Brisbane scheme, it would þe unwise for the 
Council to undertake to install plant and machinery. The Home 
Secretary agreed that electric power was necessary for the running 
of factories. of which they needed many more. and promised to 
bring the matter before the Cabinet.— Tenders. | 

The Sydney City Council has notified hirers of electric motors 
that owing to the increased cost of motors and materials necessary 
for their maintenance, it has béen found necessary to increase the 
hiring charges as from August 3rd next. | 

The Liverpool, N.S.W., Municipal Council has passed & resolution 
that, with a view to ensuring an efficient lighting service to the 
town and ratepayers, negotiations be entered into for an electric 
supply in the present lighting area. | 

The Melbourne City Council has decided that the price for 
eléctricity for battery vehicles be 14. per unit when charging 
between 10 p.m. and 8 алп, 
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: Barnstaple.—Pricr IxcngASE.— The T.C. has increased 
the price of electricity for lighting. as from July Ist, to 6d. per 
unit, with no discounts. This is due to coal having increased in 
cost during the year by £552, and to a reduction of £627 on the 
revenue received from public lighting. 


Bingley.—The Electricity and Tramways Committee has 
decided that. terms be offered for the supply of electricity to the 
Bingley Training College, the terms to include a standing charge 
of £300 a year, current at 3d. per unit subject to any fluctuations 


caused by coal prices, the supply to be for a term of years, and the: 


offer to be subject to consent being obtained for borrowing powers 
to meet the cost of laying supply cables. 


Belfast.—A proposal of the Tramways and E.L. Com- 
mittee to spend. 22.000 on the purchase of a number of chain-grate 
mechanical stokers has been referred back to the Committee for 
further consideration. Councillor Alexander asked for a sworn 
inquiry to be made into the circumstances attending the death of 

. William M'Donald, a foreman, who met with a fatal accident on 
the 8th ult. The resolution having been seconded, a long discus- 
sion took place, and the resolution was negatived: 


.Bury,— Y£an's Үовкіха. — Тһе report of Mr. Watson, 
borough electrical engineer, on the working of the Council's elec- 
tricity undertaking during 1915-16, shows that 13.500,000 units 
were sold, including, roughly, 94 and 2 millions respectively for 
motors and bulk supply, the maximum load being 4,806 Kw., and 
load factor, 82:1 per cent. The output increased by 26 per cent. as 
compared with the previous year. motor supply and bulk supply 
showing respective increases of 30 and 50 percent. The revenue 
for the year was £11,308. the total generating costs were £25,455, 
and; after meeting financial charges, the net surplus was £2,003. 
There were 1,009 motors connected, of 8,513 H.P., 62 of 588 H.P. 
being hired. Commenting on the year, Mr. Watson pointed out 
that 13$ million. units were generated at the new Chamber Hall 
station, and about a million at the old works, on account of plant 
extensions being deferred ; this required a coal consumption of 
2,564 tons at the old works. costing £1,972, whereas the new works 
could give the same output for 1.300 tons, costing £1.040. There 
are 7,300 KW. of three-phase plant at Chamber Hall and 1,500 Kw. 
of D.C. plant at the old station. The department now supplies H.T. 
current in bulk to the Heywood generating station. Generating 
costs averaged ‘45d. per unit (coal. 259d.) ; all-in costs were '69d., 
and average revenue. '734d. per unit. 


Chester. — Speaking. оп the electrici by department's 
‘annual accounts, Mr. John Owen stated, at a meeting of the T.C.. 
on the 27th ult., that the hydro scheme had been the salvation of 
the concern. The hydro scheme had generated 1,567,300 units, 
and the steam plant 1,900,023 units, The hydro scheme had 
exceeded their anticipations and estimate. 
coal had been #940, and if they had relied upon their steam plant, 
their coal bill would have been £2,283 more. f | 


. Соп{їпеп{а1,—5РАтх.—16 is announced from- Madrid that 
the Sociedad Minera y Metalurgica de Penarroya is about to estab- 
lish an electricity generating station with a capacity of 20,000 H.P. 
in the coal mining district of Puertollano. The generators will be 
operated by каз engines using gas obtained from inferior qualities 
of coal available at low prices at the collieries in the district.. The 
. Peharroya Co. is also establishing a similar station of 12,000-H.P. 
capacity near its mines in the Belmez district. The current 
generated will be principally utilised in connection with the various 
railways belonging to the company, which are being electrified, 
notably the line from Fuento del Arco to Belmez, and a new line 
from Conquista to Puertollano. ` 


Dalkeith—Prick Revision. — The Electric Supply 
Corporation, Ltd., London, has informed its consumers in Dalkeith 
that owing to increased costs the rate for lighting will be 52d, 
per unit, and for domestic heating and cooking 2d. per unit. 
Supply for power will be charged according to the aggregate brake 


H.P. of motors supplied through each meter and the number of 
. units used in any one quarter. | 


Eccles.— The Public Lightingand Electricity Supply Com- 
mittee has-decided that the surplus of £668 on therev i 


forthe year ended March 31st last. he transferred to th 
‘reserve fund. 


Edmonton.—The Guardians have refused to accede to a 


-request of the North Metropolitan Electric Power Co. for an 
Increased charge for current supplied. | 


=. Farmham.— The Board of 
‘lighting order for-a year. 


Finchley.—Y rag's . WORKING. — The accounts of the 
U:D.E. electricity department. for the year ended March alet last. 
show total working expenses amounting to £13,417. a total revenue 

‚ of £24,150, and a gross profit of 210.733; after meeting all charges 
~ the-net. profit.for the year amounted ta E301, — | | a» 
an Glóicester.— Patcr IxenEasSE.—On the recommendation 
Р р И аа the Council. has- decided to increase 
whe ordinary charges for electric current for lirhtiny ; , 
“purposes by 20 per cent. eas ie PA ак 


Haslingden.—Loax Saxctiox.—The | T.C. h 

` ‘the sanittion of the L.G.B. 

т ANKE RSS for. switehu. 
taking. 


enue account. 
e credit of the 


Trade has extended the electric 


Коң к, Ыы as received 
à to the horrowiny of £1450. for mains 
“AY ML connection, With:the eléetricity: intder- 


The increased cost of ` 


llford.—PRicE INcREASE.—From the reading ‘of the 
meters for the period ending September next the charge for current 
on all accounts will be increased by 124 per cent. The Daylight 
Saving Bill has affected the undertaking considerably. On account 
of the difficulty in obtaining coal, a scheme has been drawn up for 
utilising the steam from the dust destructor. 


Kendal.— YEAR’S WonkKING.— There is a deficiency of 


. £890 on the working of the electricity undertaking for the year 


ended March 31st last. 


Leek.—NEw PLANT AND MANAGEMENT.— The Light- 
ing Committee, after consideration of Prof. Watkinson's report, 
а :оіаеа that the gas engineer should be instructed to take control 
at once of the producer gas plant at the electricity station, and Mr. 
Bemrose, the. electrical engineer. tendered his resignation, which 
was accepted. It was stated that owing to the improbability of 
its being able to obtain a loan at the present time, the Committee - 
was not in & position to carry out the whole of Prof. Watkinson's 
suggestions. It was proposed that the Campbell gas engine and 
dynamo be sold at once ; that a new gas engine and dynamo of 
about 200-kw. capacity be installed, at a cost of about £3,000 ; 
that the Stockport engines, which during the past six months had 
had to bear a very heavy strain, be thoroughly overhauled ; that 
Mr. Ginman, the gas engineer, who had a fair knowledge of electri- 
city work, be appointed general manager also of the eleotricity 
station, and that a chief assistant be appointed at a salary of £160 
per annum. | 


Llandudno.—YraR's WonKIxG.— There has been а loss 
of £1,499 on the working of the electricity undertaking for the 
year ended March 31st. 


London.—The Brompton and Kensington Electric Supply 
Co. notifies a further increase in the price of electricity of.10 per 
cent. | 

HAMMERSMITH.—The Electricity. Committee recommends that 
an Underfeed stoker be fitted to a Stirling boiler at the electricity 


_ works, at a cost of £446, plus the cost of fixing and alteration of 


brickwork, which is estimated at £200. 
L.C.C.—The Finance Committee recommends the Council to 
sanction the borrowing of £2,500 by the Fulham B.C. for electricity 


, purposes. | 


WOooLWICH.—The charge for steam generated from refuse for 
electricity purposes, for the year ended March 31st last, has been 
fixed at :£540. А 

Having regard to the linking-up arrangements now completed 
with adjoining undertakings. and in order to meet further require- 
ments, the Committee finds that it will be necessary to install an 
additional boiler at Globe Lane station. A boiler, superheater and 
economiser are to be obtained for £5,890. Subject to approval of 
the application for sanction to borrow, mains are to be extended, at 
а cost of £618, for the supply of electricity to certain workers 


‘hostels ; it is expected that, when the premises are fully occupied, 


the revenue will be substantial in amount. 


. Loughborough.—Year’s WonkiNa.— During the. year 
ended March 31st last the Council's electricity undertaking had a 
revenue of £8,291, and gross profit of £3,795, while after meeting 
financial charges а balance of £302 remained. The total output 
sold amounted to 1,303,341 units, as compared with 929,000 units 
in 1914-15 ; of the total 1,091,229 units were sold for power. The 
total connected load was 1.694 Kw., and the maximum load 772 KW. ; 
186 motors of 1,100 B:H.P. are in use. The total working costs 
averaged ‘77d. per unit, coal costing '27d. 


> 


Luton.—YraAn's Workinc.—The total working expenses 
of the electricity undertaking for the year ended March 31st last 
amounted to £27,639, the income was £14,366, and the gross profit 
£16,727, being £2,954 more than last year. The gross profit 
equals 10°82 per cent of the capital expenditure. The net profit 
amounts to £6,227. being £1,797 more than last year. The follow- 
ing amounts have been charged against profits :— House services, 
£734; meters, £893 ; new fence, £68 ; alterations at depót, £44; 
railway wagons, £215; additional contribution to district fund 
account, £200 ; leaving a balance of £4,072 to he appropriated. 
The capital repaid, or in sinking fund, was £39.933, leaving & net 
debt at the end of the year of £84480; the reserve and renewals 
fund amounted to £6,021. The Electricity Committee recommends 


that the working balance (at present standing at the wholly 


inadequate sum of £4,416) should be supplemented by £4.010, and 
that meter rents be reduced as from April last.: Сб 
NEW PLaNT.— The electrical engineer reports that an increased 
demand of over 1.500 KW. is anticipated next winter, and that it 
will be necessary to install two boilers with stokers and an econo- 
miser; also an additional feed pump and water-softening plant, 
and that provision must now be made for dealing with the ashes 


` and elinkers from the boilers and soot from the flues arid econo- 


miser. Tenders for the plant represent an expenditure of 13.574, 
and the engineer advises that immediate application be made to the 
L.G.B. for sanction to borrowing the amount. The ash and soot 


` handling plant requires some further modification, and the engineer 
' hopes to place definite tenders shortly. The Electricity Committee 


t 


has recommended the Council to adopt the engineer's report -and 
suggestions. = > Р i -o . 


_Middleton.—A local newspaper recently hinted that the 


` réport -of the electricity department would-show a loss of over 


“76 5000. The journal added that the cheapness of electricity was 
*“gdverned by the largeness of production. and exerything pointed to 
“the wisdom of the’ Committee eventually adapting the. Middleton 


works to a transforming station: and buying the currént elsewhere. 
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: New:Zbuland.— LAKE “COLERIDGE: ELECTRICITY SCHEME. 
-The ‘teport “of ‘the firet year's working of the Lake Coleridge 
supply to ‘thie’ Christchurch City Conncil's- electricity department 
shows that -fhe.‘revenue from. sales^of electricity amounted to 
£97.07, working expenses to £14.646, interest to £4.445, and sink- 
ing fond £o £2,181. leaving a balance for depreciation and éxten- 
sion of 26.8535. Мг. F. Black, who acted ns adviser to the Council, 


estimated that there would be а. probable loss: of between £1.600 . 


‘ and £1,700 at the-end of two years,and ‘that the undertaking would 
take from four to five years to be self-supporting ; the figures, how- 
ever. show that not only is the department self-supporting. but that 
it has a substantial balance after .paying. all charges. . Although. 
owing to-difficulties-consequént бп the war,the Council has been 
unable:to emUark-upon an active campaign to obtain new business, 
the number of consumers during the year increased from 1.623 to 
9,930, and the connected load at the end of the first year's working 
ів how 5.592 KW. ` bg к, P RM. | 
. At the end. of the first yéar of the:Ldke-Coleridge supply. with a 
peak load which-had been. kept down with the aid of the steam 

entand the storage battéry to only 1.020 KW., and a connected 

load of 5.592 KW., the Council paid the Government only £96,200. 

an average of £1 28. 1d.per KW. of Connected load.—New Zealand 
Mipping and Commerce.) ` Е . 


. Nottinghdin—Year’s WonRxING.—The working expen- 
diture of the Córporatión electricity undértaking for the year ended 
March ЗІЬ last amounted to £69,408. "Phe -income totalled 
£109,544, 1egving a gross profit of £40,057. “After meeting interest, 
dinking ‘fund and othér charges a balance remained of £11,677, 
‘of which £5,000 will go towards the rates, andthe remainder will be 
transferred to reserve fund. "The number of ‘units sold during the 
period under review amounted to -13,854461, ‘an increase of 
994,113 a3 compared with 1914-15 ; 6,406,000 units being for traction 
purposes, 4,125,833 for power purposes, and 3,232,595 for lighting. 
The last figure showed a decrease of 182,979 as compared with 12 
“months ago. representing a loss of revenue of £6,736. Thenumber 
of 32-watt lamps or their equivalent connected at March 316 last 
was 526,830, an increase of 34,275 for the 12 months, being the 
langest increase since 1903. Two hundred and thirty-nine motors, 
aggregating 1,126 H.P., had been connected to the mains, making a 
total of 2.008 motors and 8,063 H.P., the largest increase since the 
supply started. . The demands for current still continue, those for 
power purposes being specially noticeable. 


Oldham.—D4xacED CaBLEs.—At a meeting of the 
Blectricity Committee, held on the 28th ult., it was reported that 
the Committee had approved of a suggested compromise with the 
ded Office Department of long-standing claims concerning damaged 
cables. А 


Salford,—The Electricity Committee has decided to 
revise its terms of supply to homes for Belgian refugees. Ап agree- 
ment is to be enteted into with Zama, Ltd., for a supply of energy 
for & period of five years, or such further period up to 10 years as 
the company occupy their premises. The Committee has acceded 
to the application of the Peel-Conner Telephone Co., Ltd.. for the 
supplies of energy to their premisesin Upper Cleminson Street and 
Silk Street to be treated as one.supply under certain conditions. 
Application is to be made to the L.G.B. for sanction to borrow (1) 
£2,279 to cover the cost'of provision of additional plant and 
. awitehgear ; and (2) £750 to cover capital expenditure in connec- 
tion w ith the undertaking in respect of loans sanctioned by the 
Board prior to March 12th. 1915. UNE 


s 


E Shipley.— Linkryc-up  PmoPosaL.— Preliminary. steps 


have been taken with & view to considering the advisability of 
linking-up the Bradford and Shipley electricity undertakings, 
and the respective engineérs are to report to their Committees on 
the subject, with a view to joint discussion later. Both under- 
takings now generate three-phase. 50-period current, at 6,000 volts, 
and the Bradford authority has a duplicate H.T. main running to 
the city boundary. where it is within a short distance of a similar 
capacity H.T. main of the Shipley Council, so that the cost of inter- 
connecting would be very small. It may be added that the 
Bradford Corporation and Yorkshire Power Co. have for some time 
been linked-up at Thornbury. eo | 


Stalybridge: —YEAR’s Мовкіхс or JorxT. Волвр.— Тһе 
working of this joint electricity undertaking for the year ended March 
Stet last resulted in a total revenue of £74,932; the gross profit 
amounted to £28,556, and, after meeting interest and-fsinking fund 
charges, the surplus was allocated as to sums of £1,120 and £3,713 to 
reserve and.£1.536 in capital payments. During the year 28,351,600 
Unità were generated, as compared with 22.683.680 in the previous 
Tear ; 21.713.151 units were sold to private consumers, and 1,968,766 


units for traction. The total production cost per unit was '375d., 


coal figuring at 24d. ; interest, sinking fund, &c., amounted to ‘25d. _ 


While the revenie from the total supply averaged ‘661d. per unit, 
Private supply giving ‘62d. per unit. It may be noted that a 
Tevenue of £50,378 waa derived. from private power, and £10,761 
rom private lighting consumers. 


Stoke-on-Trent.—PRoPosED — EXTENBION.— Jh ~. Fede- 
tid Council has referred back the recommendation -of the Elec- 
the У vommittee to spend’£12,000 ап thg exténsion of the:plant at 

Power ‘house. in order that the Committee may: prepare a 


sneaking E how the proposed outlay will benefit the 
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. advice as i8 necessary. 


~ 


Sutton.—PRICE IxcnEASE.— The. manager of the -E.L. 
Co. has informed the U.D.C. that, as a temporary arrangement, 
the price-of energy for lighting will be increased from 534. to 6d. 
per unit, and for power and heating by from 4d. to 4d. per. unit. 


York.—Yrar’s WonkiwG, &c.— The Corporation etec- 
“tricity accounts for the year ended March 31st show a gross revenue 
of £37,860, and an expenditure of £21,300, leaving a surplus balance 
of £16.560, which is reduced to £1,456 by interest. sinking fund 
and other charges. E | 
The Electricity and Tramways Committee has authorised the 
town clerk to apply to the Board.of Trade for an extension of the 
p?riod fixed for the laying of mains in the Bishopthorpe and Acomb 
districts authorised by. the York Electric Lighting (Extension) 
Order 1914, which is about to expire. | 


Yeovil.—The Board of Trade has extended Ше prov. 
order for a year, 


TRAMWAY aid RAILWAY NOTES. 


ene? .d 

_Australia.—Trauway ELECTRIFICATION.— The électrifi- 
cation of the Newcastle tramway system was urged by a deputation 
representing the Mayors of Newcastle and neighbouring borourhs 
who waited on the Minister for Railways (Mr. Hoyle) recently. 
The Minister, who expressed his sympathy with the deputation, 
pointed out that the difficulty in the way was the lack of money. 
Аз soon as the ne:essary money was available the work would be 
proceeded with. . 


Continental.—lTALY.—A decree has been published 
approving a convention between the Italian Government and the 
Roma Nord Tramway and Railway Co. for the construction and 
working of an electric railway from Rome to Viterbo, гіа Civita- 
castellana. 


Chester.—YE4R's WoRkKING.— The tramway accounts 
for the past year show a surplus of £1,485, compared with 
“a surplus of £903 for the previous year, the increase 
being mainly accounted for by the reduction in the power 
expenses — £ 1.828 (1:39d. per car-mile). compared with £2,256 (1:564. 
рег car-mile). Traffic revenue showed an increase of £73, and the 
car-mileage last year was 30.727 less than in the previous year. 
The reserve fund stands at £6,557, which represents 8 per cent. of 
the total capital expenditure. 


Croydon.—A report has been submitted to the B.C. by 
the Tramways Committee recommending certain increases in wages 
and payments for overtime, at an estimated cost of £1,865 per 
annum ; it was pointed that on the year's working upto March 31st 
the surplus. if any, would be small, the cost of electricity during 
the year had increased by £2,893. war allowances and bonuses had 
absorbed £5,906. and stores and materials showed a great advance iu 
prices. In order to meet the proposed improved conditions ‘for 

employés, the Committee fecommended a revision of fare stages. 
The question was adjourned until the next meeting. 

It was stated that the strike had almost collapsed. only eight 
more motormen being required to make up the norinal number. 


Darwen.— The Corporation has decided to increase the 
charge for electricity supplied to the tramways to 14d. per unit 
(equal to £400 -per year). This is imposed at.a time when the 
tramway receipts show a fall over a period of three months of 
over £100. New rails are so expensive that arrangements have 
been made with the Blackburn authority for the loan of apparatus 
to cut out the bad portions, with a view to replacing them with 


short lengths. i ; 


Glamorgan.—The Rhondde Tramways and Electric 
Supply Co. appealed against the assessments of the generating 
station at £2,500 and the tramway undertaking at £0.500 rateable 
values ; the appeal with regard to the generating station was dis- 
missed with costs, and the assessment of the tramway undertaking 


was reduced to £4,500 net. 


Halífax.—The Tramways Committee has appointed a 
Sub-Committee to consider the question of tramways at Hebden 
Bridge. and all matters connected therewith. between the District 
Council and the Corporation, with full power to obtain such expert 


Keighley.—TRAxwav ОкрЕн ExTENSIOX.— The Cor- 
poration proposes to apply to the B. of T. for a prolongation of th: 
period limited for the completion of the works authorised by the 
Keighley Corporation’ Tram ways Order. 1903 (confirmed by the 
Tramways Orders Confirmation (No. 2) Act, 1903), and of the 
periods limited for the commencement and completion of the works 
‘authorised by the Keigliley, Corporation Tramways Order, | 1909 
(confirmed by the Tramways Ordérs Confirrhation Act, 1909). | 


London.—WooLwice.—The B.C. has conserited to the 
proposal of the L.C.C. to lay additional tramway tracks in. High 
Street, Plumstead. - с ЧЫР и m e м 
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Manchester.— Y кАк" Workinc.—During the year ended 
March 31st last the Corporation tramways carried 209,877,667 
passengers on а car-mileage of 18,486,140 miles, or considgrably less 
mileage than in 1915. when some 7 million less passengers were 
carried. Financially, the total revenue amounted to £939,470, and, 
after deducting working expenses, £561,439. and war service allow- 
ances, £92,808, the gross profit was £285,222, and, including added 
interest, £299,740. From this amount interest, sinking fund. rent 
and tax charges are deducted, leaving a balance of £121.181, of 
which £100,000 was contributed to the rates and the balance to 


reserve. In the previous year the rates received a similar amount, - 


but a bigger balance, £48,584, was available for the reserve : how- 


ever, war service allowances alone absorbed £60,000 more this year: 


than last. The earnings per car-mile were the highest so far 
recorded, viz., 12°19d.. an increase of ‘897d. over 1914-15. while 
working expenses only increased by ‘117d. per car-mile. The 
tramways department purchased some 28,700,000 units from the 
electricity department at l'08d. per unit, and used 1°55 units per 
car-mile. The Corporation now operates 195 miles of single track, 
‘with 685 сагв; it also operates some motor-'buses, which ran 82,711 
miles and carried 758,031 passengers. The ‘buses cost 84d. per 
mile, including depreciation, to run, and earned 94d. per mile 
approximately. . 

Sir George Askwith (Chief Industrial Commissioner) has com- 
municated with the Tramways Committee, and has forwarded a 
copy of a letter from the Tramway and Vehicle Workers’ Associa- 
tion respecting the application of the society on behalf of certain 
grades of men for an additional war bonus. The Committee has 
decided to inform Sir George Askwith that it cannot see its way to 
grant the additional war bonus asked for, and that there appears to 
be no other course open than for the matter to be referred to the 
Committee on Production for settlement. 

A Special Committee of the City Council has been appointed to 
take into consideration the advisability.of running inotor-'buses in 
place of tramcars in certain of the busiest thoroughfares in the 
city. It is stated that 3,000 cars traverse Market Street every 
week day. | 


St. Helens.—The Highways Committee has appointed a 


deputation to visit several towns where motor sweepers are in use, 


and to submit a recommendation thereon to the next meeting. 


York.—Ykan's WonkiNG.— The tramway accounts for 
the year ended March 31st last show a gross revenue of, £35,735 
and an expenditure of £214,532, leaving a balance of £1 1.203, 
This ше is reduced by interest and sinking fund contributions 
to £1.792. ` 

The B. of T. has issued a certificate of approval of the Hull Road 
tramways extension, and the system ів. now in operation with a 
15 minutes' service throughout the day. 

The traffic returns for May show increases from £2,896 receipts 
during the corresponding month to £3,180, and the number of 
passengers carried increased from 679,119 to 747,698, | 


TELEGRAPH and TELEPHONE NOTES. 


Cable Tariffs.—Telegrams may now be forwarded to 
Ocean Island at 5s. per word, and to places on the Persian Gulf 
at 25. 2d. to 2s. 10d. per word. 


Telegraph Money Orders.—The Telegraph Money Order 
Service. which has hitherto been available. so far as the British 
Overseas Dominions are concerned, for Egypt, Canada. and New- 
foundland only, has been extended to certain other Colonies. The 
telegrams of advice can be sent at the deferred rates. which wil] 
reduce the telegraph charges by one-half. 


- The Postal Services.—On Monday last, Mr. J. А. Pease, 
the Postmaster-General, presented the annual estimates of his 
department in the House of Commons. Referring to the telegraph 


of £205,000 as estimated. The total revenue from the additional 
charges imposed on all services in 1915 was over a million, com- 
pared with £928,000 expected ; economies amounting to a million 
had been effected in the home service of the department during 


Out of 90,000 postal servants of military age, 52.000 were 


at telephone exchanges during Zeppelin raids, deserved very high 
praise. During the storm in March last 2,150 poles were broken, 
6.050 were uprooted, 33.300 were blown over, and 41.500 had to be 
re-erected—apart from the railway telegraphs. Broken copper 
wire measured 17,000 miles in length and weighed 1.500 tons. 
Underground communication saved the situation, but was very 
costly: after the war it would be extended. Recently 7,000 
new telephones were erected for the Army, 

Referring to the Marconi contract, and statements made at the 
meeting of the company on Friday last, reported in our "City 
Notes" to-day. Mr. Pease said that, & contract was sanctioned in 
August, 1913. but there was considerable. delay prior to the out- 
break of war in carrying it out. Disputes arose, and the P.M.G. 
gave notice to the company to cancel the contract, subject to 
reimbursement for expenses incurred. The company protested 
against the cancellation of the contract. and the P.M.G. then said 
that the Government was willing to proeeed on the original terms, 
but the company declined to go on with the contract except upon 
compensation. Negotiations were re-opened in June. and the com- 
pany and the Admiralty arrived at a provisional agreement 
requiring the sanction of Parliament by a given date. In thé 
autumn, however, the First Lord dropped the negotiations, as the 
Admiralty's needs did not justify proceeding with the contract. 
The result was that a petition of right was sent to the Home Office 
in December. When he became Postinaster-General in January. 
and found this litigation threatening the Government, Mr. Pease 
consulted the Admiralty, War Office, Colonial Office, and India 
Office, and they came to the conclusion that four stations ought to 
be proceeded with. The Government had definitely offered the 
Marconi Co. the following terms :—' That the 1913 contract should 
be varied, and that the erection of only four stations at the present 
time should be one of the variations ; compensation for any actual 
loss which the company might prove they had sustained owing to 
the delay of the work so far as this might have been caused by any 
act or omission of the Postmaster-General, and owing to the 
variation of the 1913 contract; that compensation should .be 
settled by impartial arbitrators with judicial experience, or, failing 
agreement, by a Court of Law. In the event of these terms 
being accepted. they would be submitted to Parliament for ratifica- 
tion. There seemed, however, to be no prospect of agreement being 
arrived at with regard to the two points to which he had referred. 
and some kind of reference seemed to the, Government to be the 
right course to adopt, with a view to securing an amicable and 
satisfactory settlement. The Post Office was now awaiting a reply 
to this offer. VON 


Wireless Record.—An operator on the American mail 
steamer Ventura, on a voyare from San Francisco to Sydney, 
claimed to have made a new record, receiving signals from the 
Tuckerton station over a distance of 9,000 miles with the aid of the 
Audion detector. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdeen.—July 7th. 
turbo-alternator with surface condenser and auxiliaries. for the 
Electricity Department. See "Official Notices " June 23rd. 


Australia. —PERTH.— July 19th. P.M.G. Supply of 
insulators (Schedule 510). See “ Official Notices " June 9th. 

August 16th. P.M.G. Distilling apparatus (Schedule 502). 
telegraph and measuring instruments (Schedule 498). See " Official 
Notices " June 16th. 

MELBOURNE.—July 26th. Victorian Railway Commissioners. 
100 signal lighting transformers.* 

August 8th. Deputy P.M.G. Standard battery material :. - 
Porous pots, jars, zinc and carbon rods, and chemicals. Schedule 
1.327. High Commissioner's Office. 72, Victoria Street. S.W. 

SYDNEY.--August 17th. Portable internal-combustion engine 
and dynamo (21-Kw.) for the Departmental Stores, Sydney. for 
P.M.G. É 

Angust 24th. P.M.G. Antomatic switchboard and apparatus 
for North Sydney Exchange. Schedule No. 511.* 

BRISBANE.—July 31st. P.M.G. Power board and accumulators. 
Schedule No. 381. 


Barrowford.—July 8th. U.D.C. Automatic control 
electric screen cleaning year for the sewage disposal works. Mr. 
F. Sutcliffe, Surveyor to the Council. 


Manchester. — July — 11th. Electricity Committee. 
(а) Electric or hydraulic coal-wagon lift and turntable ; (b) saddle 
tank steam locomotive. Specification. &c., 21s. (returnable). from 
Mr. F. E. Hughes, Secretary, Electricity Dept., Town Hall. 


Morecambe.—Corporation. 1,200 tons of rough slack. 
See " Official Notices” to-day. | 

New Zealand. — INVERCARGILL. — September — 28th. 
Borough Council. Steam turbo-alternator, condensing plant. and 
ынан Specifications from the Tramway Office. Contract 
No. 10. 


Corporation, Опе 5,000-Kw.. 
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Pivmouth,— July 20th. Corporation. Rotary steam 
wie teed pump for the Electricity Department. See " Official 
Notices ` June 30th. _ 

Rochdale.—July 12th. Electricity Committee. Paper- 
insulated cable for 12 months. Мг. C. C. Atchison, Engineer and 
Manager. Dane Street. 

Warrington. — July 11th. Electricity Department. 


7,000 tons of slack coal for six months. or alternatively 12.000 tons 
during 12 months. Mr. F. V. L. Mathias, Borough Electrical 


Engineer. $ 


specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. 


Birmingham.—Corporation Lighting Committee. Over- 
head eiectric runway, including a travelling electric pulley-block 
and bogey trolley, £421 : Herbert Morris, Ltd. 


Bridlington.— Т.С. 1,000 tons of Bullcroft Main washed 
small coal, for the electricity works: W. B. Wilson, York, 19s. 9d. 
per ton. 


Buxton.—U.D.C. Pilsley hard slack coal (2,500 tons) 
for the electricity works : Day & Ferguson. 


Glasgow.— Tramways Committee. Iron and steel bars 
for three months : P. & W. MacLellan, Ltd. 


Halifax.— Tramways and Electricity Committee. Steel 
bridge, &c.. over the dam at the electricity works: Joseph Webb 
and Sons, Ltd., £369. 


liford.—Electrieity Committee. 500 tons of Graigola . 


large Welsh coal, at 28s. 5d. per ton : E. Foster & Co. 


Kingeton-on-Thames.— Town Council. Fitting the new 
crankshaft to the Diesel engine recently damaged, at £400, 
inclusive of work in connection with the fly-wheel alternator : 
Bellis & Morcom. 


London, —FurHaw.—The Electricity Committee recom- 
mends the acceptance of the tender of Messrs. Cory Bros. for 2.000 
tons of Coppice slack coal, at 208. 10d. per ton. 

HAMMERSMITH.—The Electricity Committee recommends the 
acceptance of the offer of the Underfeed Stoker Co. for one Class E 
Underfeed stoker, at £446 ; and that the offer of Messrs. Cory Bros. 
and Co.. Ltd., be accepted for the supply of 3,000 tons of Gedling 
High Hazel peas. at 25s. per ton : 2.000 tons ditto Top Hard peas, 
238. bd. per ton : 2,340 tons Hucknall High Hazel j-in. slack, 
27s. 2d. per ton. These deliveries, with the coal in stock, will meet 
the requirements up to December next. 

WooLwiCH.— B.C. Electricity Committee :— 


Siemens Dynamo Works, Ltd.—Switehgear and recording meters, £133. 
* Babcock & Wilcox.— Additional boiler, superheater and economiser, £5,890. 


Laton.—Electricity Committee :— 
Clarke-Chapman & Co.— Two boilers and stokers complete, £7,618. 

E. Green & Sons.—Economiser, £1,091. 

W. T. Avery, Ltd.—Coal-weighing machines, £440. 

Harris Anderson Patent Feed Water Filter Co.—One water softener, £455. 
Harvard, Tyler & Co.—One rotary feed pump, £258. 5 


Manchester.—Electricity Committee :— 


One coal stacker, suppli d wit - —Fras 
and Chalmers, supp ed with 120-volt, a.c., three-phase motor.—Fraser 


ШЕ electric capstans.—Sir W. б. Armstrong, Whitworth & Co., Ltd. 
i тар cable and copper.—B.I. & Helsby Cables, Ltd. 
a w relli-General Cable Works, Ltd.; Western Electric Co., Ltd. ; 
В] үл & Co., Ltd. ; Callender's Cable & Construction Co., Ltd. ; 
1. & Helsby Cables, Ltd. ; Chas. Macintosh & Co., Ltd. 


Tramways Committee. Steam coal. John Smith & Co. 


R Northampton. — Corporation Tramways Committee. 
ежа] of woodwork at cooling tower : G. W. Souster & Son, £389. 


illord. Tramways Committee. Steel car-wheel tires and 
ene, Ce of prices amounting to £279 : Hadfields. Ltd. 
of two water-t et Work in connection with the installation 
J. Gerrard & Во ers at the Frederick Road station :— 
Kew (^ ns, Ltd.—Foundations and structural work, £1,100. 


15» Conveyor Co., Ltd.—Coal conveyors, bunke 
. Riise » utd. А rs and chutes, £1,504. 
J. Russell & Son, Ltd.—Mild-steel piping’ £211. i 


Coal during 12 months :— 


Clit 
ions ei ay Coal Co.—18,000 tons No. 3 washed slack, at 17s. 6d. per 


dr 
ш. КЫ & Sons, Ltd.—12,000 tons washed slack, at 17s. 6d. per 


Earl of Ellesmere. — : 
5 500 .—6,000 tons best washed slack, . 4d. 
£5,500; 4,000 tons ditto, at 16s. 8d. ber to 2595. at 18s. 4d. per ton, 


desley — x Electricity Committee has accepted the 


~ unsworth & Co vb т Е 
Сї, -owbum ; W. К 
Ї рез, —Бһеерьг dre Cala per ч р Abram Coal Co.,.Ltd. 


Wolverhampton. — Corporation. Willans & Robinson, 
Ltd. : One 2.000-kw. Zoelly type turbine, running at 3,000 R.P.M., 
with Siemens generator ; also a surface condensing plant (W. & R.) 
with Rees-Roturbo pumps for use in conjunction with it. 


+ — aay 


ÉORTHCOMING EVENTS. 


Chief Technical Assistants' Association.—Saturday, July 8th. At 3 p.m. 
At the Tavistock Hotel, W.C. Discussion on “ Тһе Effect of the War on 
Electric Supply Undertakings,” to be opened by Mr. P. MacAlister. 
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NOTES. 


Correction.—In a number of copies of this issue, in the 
announcement of Messrs. Scholey & Co., Ltd., appearing on page 6 
of our Advertisement Supplement, in the letterpress relating to 
the Paragon earth cone an error occurs. Where the clause 
“constructed of permanent, copper” appears, it should, of course, 
read " perforated copper." 


Books for British Prisoners Abroad.— British prisoners 
of war desirous of carrying on serious reading ean obtain. free of 
charge, edueational books on almost any subject by writing to 
Mr. A. T. Davies, at the Board of Education. Whitehall. London. 


№, АП applications for books should be sent through. or endorsed 


by. the senior (or other responsible) British officer or N.C.O. in the 
camp. Where for any reason (which should be stated in the appli- 
cation) this course is impracticable, requests from individual 
prisoners will. as far as possible, be acceded to. 


Electric Vehicle Progress.— The June issue of the 
Hlectrie Vehicle bears witness to the continued progress of the 
" Electric " in Great Britain, the number of such vehicles in use. 
or on order, having now reached 740, as compared with 150 two 
years ago. It is satisfactory to note that the Midland Railway Co. 
now heads the list of English industrial users with 73 vehicles, in 
addition to seven platform trucks, as against the 70 of Messrs. 
Harrods, Ltd., the former record holders. Quite a respectable 
number of municipal sanitary departments have invested in 
electric dust vans, and the list of electric supply authorities who 
аге (and, of course, all ought to be) users of the “Electric” has 
grown considerably. 

An instructive article déals with the success of the Sheffield dust 
vans, and it is worth noting that Mr. Priestley, the cleansing 
superintendent, recommends the expansion of this method of 
cleansing, with the ultimate view of centralising the work at one 
depot, and one destructor capable of dealing with the whole of the 
city's refuse. 

Reference is made to the 12 months’ experience of electric ‘buses 
at York. where Mr. Hame estimates the working expenses. includ- 
ing tire maintenance, at 5jd. per '"bus-mile, including standing 
charges. е 

The results obtained from the Ilford 4-ton coal-tipping wagon, 
used in connection with the electricity works. are tabulated. the 
all-in-cost. averaged on 65 days’ use. being 94d. per ton carried. 
We note that two 5-ton electric wagons have also been ordered 


‚Бу the Bradford Electricity Committee to deal with 1 00! tons of 


coal weekly; also that the Blackpool electric street watering 
wagon covers 48 miles of road in an average nine-hour day. using 
18.000 gallons of water. and requiring only 70 units. also that it 
has displaced. sir horse-drawn watering vans, which facts we com- 
mend to the ‘notice of London Borough Councils who are 
"economising " in street watering because of the shortage of 


labour. 


Electricity as a Tree Pest Cure.—Isadore Kitsee, a 
Philadelphia inventor. has recently patented a process for the 
destruction of insect and germ life harmful to plants and trees, hy 
applying a solution such as saline water where the ground is to be 
treated. and then causing a current of electricity to he passed 
through the soil. whereupon the gas generated will rid the soil of 
germs. larve and insects without the least injury to the vegetation. 
When the plant itself is to be treated. it is sprayed with a solution 
after electrolysis. 

Engineers’ Wages.—The Government Committee on 
Production have awarded engineers employed in „steel works 
throughout Scotland an increase of ld. per hour, which raises the 
minimum rate to 104d., or £2 6&.€d. a week.— Daily Telegraph. 


Enemy Holdings in British Companies.—In the House 
of Commons on Monday. Mr. Harcourt. replying to a question. 
said : " Shares and debentures held by enemies in British companies 
of the nominal value of £1,300,000 have at present been vested by 
the Board of Trade in the Public Trustee for the purpose of sale. 
He has completed the sale of shares of the nominal value of 
£102,000, and is negotiating for the sale of the remainder. These 


shares have been sold by private treaty and on the Stock Exchange | 


in cases where there is a quotation. In several pending cases the 
shares are being put up for sale by public auction."— Times. 


Alien Enemy Patents.—Application has been made to 
the Board of Trade by the Suffolk Electricity Supply Co.. Ltd., for 
the avoidance or suspension of Patent No. 4908/09, granted to Aust, 
in connection with internal-combustion engines. 
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. Inquiries.—Makers of portable telephones for rescue 
work in mines, with special drums and winding gear, are asked for, 


Educational Notes. — City ахо GUILDS or LONDON 
InsTITUTE.—The report of the Council for the year 1915 states 
that the absence of many members of the staff on active service 
threw much extra work on those left behind, and on the heads of 
departments. The staff, and some of the senior students, under- 
took much new and original work in connection with the 
design and manufacture of munitions of war, during both the 
vacations and term ‘time. The delay in the completion of the 
Goldsmiths’ Company's Extension of the City and Guilds (Engin- 
eering) College, caused by the prolonged building strike before the 
war, necessitated the postponement of the equipment of the new 
laboratories. The Delegacy of the City and Guilds (Engineering) 
College reports that during the session 1914-15, 382 students were 
in attendance, exclusive of 131 students who were on the register 
of the College as due to return, but had joined the Forces. During 

the session, 102 students went on active service, making a total of 

233 on military service, exclusive of past students. Thirty more 
had entered munition work outside the College, and 31 members of 
the staff had joined the Forces. The Roll of Honour totalled 811 
names (to November 10th), 514 being commissioned officers and 
297 N.C.O.s and privates. Very important work was being done 
by Profs. Dalby and Mather in connection with war problems. Of 
382. students, 202 were engaged in Civil and Mechanical Engin- 
'eering, 71 in Electrical Engineering, and 56 in special courses, 
while 44 students of the Royal College of Science were attending 
the College for Applied Electricity. The average age of candi- 
dates for matriculation was 187 years. 

Out of. 59 second and third year students attending the City and 
Guilds Technical College, Finsbury, 40 joined the Forces. Im- 

.portant work in connection with the war had been cafried on at 
the College. The number of day students attending the College 
in the winter of 1915 was 121, of whom 48 were in Electrical 
‘Engineering. The evening classes had been suspended. 

-- In the Department of Technology the number of candidates for 
examination fell off considerably—from 23,119 to 15,623 for the 

. United Kingdom. The.total number examined was 18,327. 

<” The total income of the Institute in 1915 was €27,666, and’ the 
expenditure £26,308. The expenditure of the Delegacy on the 

.C; and: С. (Engineering) College was £24,081, and that of the 
Technical College, Finsbury, was £10,311. 

COMMITTEE ON NEGLECT OF SCIENCE.—A. meeting. of the 
governing body of the Imperial College of Science and Technology 
was.held on Friday last, at which Lord Crewe. who presided, 
referred to two memorials which he had received from the pro- 
-fessorial staff with regard to the teaching of science. He stated 
-that.a Royal Commission on the subject would not be appointed, 
but the Prime Minister's Reconstruction Committee would under- 
take the work of supervising the changes that must be made in 
the national system of education, being. able to take imme- 
diate action. A. Special Committee, of which he would. be the 

chairman, would be appointed to inquire into the alleged neglect 
of. science in our educational system, in close concert with 
the President of the Board of Education, and to advise the 
authorities how to promote the advancement of pure science 
and the interests of industries dependent on the application 


of science. The further provision of scholarships end bursaries · 


would be considered, and the need of amending the system of 
examination for the Civil Service would be dealt with. The investi- 
үп would be made as wide as possible without delaying prompt 
action. = : | 
The report of the Board of Education for 1914-15. issued last 
week, stated that the Board was fully alive to the importance of 
the problems which pressed for solution in all branches of educa- 
tion, and: in particular to the necessity of encouraging and 
developing the higher branches of study concerned with science 
and research. 
COUNCIL FOR ORGANISING BRITISH ENGINEERING INDUSTRY.— 
The Committee on Engineering Education and Research, appointed 
by the Council, has presented its report. with which we will deal 
'in an early issue. d | 
_ MANCHESTER MUNICIPAL SCHOOL OF TECHNOLOGY.—The Sub- 
Committee has established a Lectureship in Fuel. T wo rooms are to 
-þe adapted- for use as mechanical and electrical research laboratories. 


HE 


^ 


Electricity Regulations.—A second edition of the Memo- 
. randum of the Electrical Inspector of Factories on the Home Office 
Electricity Regulations for factories and workshops has been 
"jssued, dealing with points whích have arisen since the first edition 
"was published. A note has also bgen added regarding low-pressure and 
medium-pressure switchboards, with special reference to distribu- 
-tion boards and motor-starting -panels : it is pointed out that these 
are included under the term " switchboards,” a fact which is some- 
_times overlooked, with serious consequences. Where the pressure 
..А8 not more than 125 volts А.С. or 250 volts D.C., of course the 
installation is partially exempt, but otherwise all the regulations 
E ihe note explains how they can be complied 
with ; e in the former c: quireni | i 
"15, aad 13 must be AE càse the requirements of Regulations 


ae e ó e : » PT "1: x р ау 
More Sniping:in Dublin.—A niilitary- sentry. who was 
, ;guarding the municipal electrieity station in Fleet Street, Dublin 
Р чү сею the ‘Times. correspondent, shot in the leg and 
-padly vounde ‚оп Tuesday morning. It is supposed that the shot 
was by a sniper on one of the high houses which surround 
the works. The sniper escaped -7 p Dr DIO 


lights. was adopted, thre 
. requirements. 
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Volunteer Notes.— 1st LONDON: ENGINEER: VOLUN- 
TEERS.— Orders for the week by Lieut.-Col. С. B. Clay, V.D., Com- 
manding. | | К 

Saturday, July 8th.—Instructional Class, 2.30, Company Сот. 
mander Fleming. | LSU 


|: ^7 Monday, July 10th.— Technical . for Platoon No. 9, 46. Regency 


Street, S.W. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class and Recruits. HER 

Tuesday, July 11th.—Officer. Instructional. Class, 6-7. ` , Recruits, 
7-8. Lecture, 7.15, “The System of Command," Company Com- 
mander W. Hynam. "QE VPE а 

Wednesday, July 12th.—Platoon Drill. No. 3 Platoon. 

Thursday. July 13th.— Platoon Drill, No. 7 Platoon. Recruits, 
5.45-7.45. Instructional Class, 5.45.. | el s 

Friday. July 14th.—Technical for No. 10 Platoon, i6, Regency 
Street, S. W. Squad and Platoon Drill, No. 9 Platoon. 

Saturday, July 15th—Parade, Golder's Green Station, 3 sharp. 
Uniform. | 

Sunday, July 16th.—Entrenching duties. Parade, Victoria (S.E. 
and C. Railway Booking Office). 8.35 a.m.. Uniform, haversacks, 
and water bottles. Midday rations to be carried. Railway vouchers 
will be provided. "M | 
. MACLEOD YEARSLEY, Adjutant. 

3RD Batt. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.— Battalion Orders by Capt..R. J: C. Eastwood (Commandant), 
Thursday, July 6th, 1916 :— ` | 

Week-End  Pavades.—Saturday.—The Battalion will Parade at 
Wembley Park, at 3 p.m., for Drill under the Commandant. The 
Commandant desires members who did not pass the Examination 
last Saturday to attend for re-examination.» =~ : A 

Sunday.—The Battalion will Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 9.30, and proceed. by train for 
Entrenching duties. - MN | 

Recruits will Parade at Wembley Park on Saturday at 3 p.m.. 
and Sunday at 11 a.m., for Recruit Drill. 


G. H. F. Duncan, Acting Adjutant, OBC. 


Electrical Worker's Claim.—At the Southampton Muni- 
tions Court, an electrical engineer, whose home is at Bournemouth. 
maie a claim for compensation against his employers on the 
grounds that he was discharged at one hour's notice really to save 
a dispute with a trade union on account of his not being в member 
of the union. He also allezed that the day foreman refused to 
send him to work on the night shift, although the night foreman 
particularly wished for his services, a3 he liked the speed and finish 
of his work. The application was dismissed., | 


. Industries of the Empire Fair.—The Board of Trade 
announces that the representatives in London of the self-governing 
Dominions and their respective Governments are not participating 
in this exhibition, concerning which a.circular, recently issued. 
duda that the principàl Colonial Governments would be exhibiting 
thereat. ў | ` 


Appointments Vacant,—Chief assistant electrical - engi- 
neer (4550) .to the Government of Tasmania Hydro-Electric 


Department; engineer and manager (£300) for the Borough. of 


Loughborough electricity undertaking. 
see our advertisement pages to-day. - 


Australian Patents.—A Bill to suspend partially the 
Patents Act during the war, passed through the Australian House 
of Representatives on May 23rd. | с 087 


For further particulars. 


Vacuum Cleaners. —IMPORTS PROHIBITED.—À notice 
has been issued prohibiting the importation of vacuum cleaners as 
from July 6th, except under special licence from the Board of Trade. 


Standard Electrical Fittings for U.S. Motor Cars.— 
One of the features of the summer meeting of members of the 
American Society of Automobile Engineers, which has just taken 
place, was the presentation and adoption of a lengthy report by the 
Electrical Equipment Division: of the Standards Committee. 
Included in the report was a complete list of sizes and dimensions 
for flexible steel conduit for encasing ignition and lighting wires ; 
15 sizes are provided for, ranging from 4th to | in. inside diameter. 
It was reported that the Sub-Committee, which had been ‘at-work 
on the question of lamp standardisation generally, had conduated а 
number of tests of lamps and bulbs at the National Lamp Works, 
and had discovered certain important facts. with- respect to the 
shape of filaments and reflectors. Among the. recommendations of 
the Lamp Sub-Committee which were adopted were : —That sockets 
for bulb should be so set in lamps that the pins on the bulb base 
are vertical; that lamps should be mounted not less than:3 ft. 
high, measured from the ground to the centre of the lamp, and 
that dimming devices are not to be recommended for the purpose 
of eliminating glare. A standard form of bracket for motor head- 

sizes being. provided for аз meeting all 
Electrical Smelting.—A company has been formed in 


Stavanger, with ‘a capital of: 1,000000. kroner, for-the purpose of 
utilising. the Florli-waterfall, near Lysefjordin, for electrical smelt- 


‘ing. The necessary advances are said to have been secured from 


Norwegian banks, and the company will proceed with the building 
of factories. The waterfall. which is calculated to produce 12,000 
horse-power, is said to.be one. of the cheapest: propositions 1n 
родум менш оноо. expenditure.—Finanaier а nd 
ullionist. XAR MEN UO CAMDEN M E 


+ 
>. a 


Institution “Notes: — Institution of Electrical En- 
neers.—The Council of the Institution, on June 8th 
eat appointed a Committee to consider the suggestions 
made in Mr. E. T. Williams’s recent paper, and in the dis- 
cussion on “The Present Position of Electricity: Supply in 
the United Kingdom." After consultation with the Incor- 
porated Municipal Electrical Association and other similar 
bodies connected with electricity supply, the Committée will 
embody its recommendations in a report to the Council. -The 
chairman of the Committee is Mr. R. A. Chattock, and the 
other members are Mr. C. P. Sparks (President, I.E.E.), Mr. 
C. H. Merz, Mr. G. W. Partridge, Mr. S. L. Pearce, Mr. T. 
Roles, and Mr. W. B. Woodhouse. | 

A deputation of seven representatives of gas and electricity 
undertakings, including Mr. R. A. Chattock and Mr. C. P. 
Sparks. waited on the Board of Trade on June 29th, 1916, 
and laid before one of the officials the various difficulties 
which were being encountered by. these industries at the 
moment, more especially in connection with the making of 
new contracts for coal for the next twelve months, both as 
regatds quantities and" prices. "һе deputation was received 
by Mr. Marwood and Mr. Саш, who, after. the various 
members of the deputation had stated their case, informed 
them that the Board of Trade were prepared, if approached 
by gas, electricity, or water undertakings, to use their influ- 
ence through the medium of the District Coal Committees 
which had been established in the various colliery areas to 
procure the necessary quantities of coal required by them. 
With regard to prices, it was further stated that if any 
undertaking which had cause to complain of the prices pro- 
posed fo be charged for new contracts would bring such cases 
before the Board of Trade, the Board would be .prepared to 
take steps, if thought necessary, so that the prices charged 
should be justified by the provisions of the Price of Coal 
(Limitation) Act. Oat 

In pursuance of the resolution dealing with the member- 
ship of alien enemies, the Council is taking steps to ascertain 
the nationality of all.members, and in the case of naturalised 
British subjects, their status as regards the country of which 
they were formerly subjects. A list of those who will cease 
ta be members under the new clause will be published as 
soon as possible. 

As we go to press we have received the Journal-for June, 
which contains the third Roll of Honour, the third list of 
military honours awarded to members, and the eighth list 
of members on military service, as well as the following list 
af recommendations which are to be submitted by the Presi- 
dent to the Board of Trade Committee on the Electrical 
Trades, on behalf of the Council :— : 

l Some combination of British electrical firms, especially 
with regard to overseas trade, is desirable. . 

2. А Government Tribunal of the most independent char- 
acter that can be devised to be appointed to control the 
electricity supply industry of the.country, and also to prevent 
indiscriminate addition or extension of power stations or 
evetems undesirable from the point of view of size, locality, 
or system. - BO 

3. In view of the necessity of securitig the home market and 
that none other than British electrical apparatus be pur- 
chased in the United.Kingdom, a protective tariff to be set 
up, notwithstanding such benefits as will in any case result 
from patriotism. a ' 

1. А permanent Advisory Committee to be appointed to 
ensure that. as far as possible, raw materials and parts as 
well as whole apparatus necessary to the trade of the’ British 
Empire shall be produced within the Empire. 

5. (i) British-born electrical attachés to.help in the Consular 
service, and (ii) trade commissioners (scientific and technical 
commissioners are suggested by Mr. Pollard Digby, 1.E.E. 
Journal, vol. 58, p. 799, 1915), to be appointed. 

^. British engineering standards to be adopted throughout 
the Empire. $4. Pe 

i. The use of the metric system to be made compulsory 
alter a reasonable period; and during this period all trade 
catalogues to make use of both the British and metric svstems. 

8. The Institution to be granted a Charter so as to improve 
the status and training of electrical engineers. 

„9. A Central Engineering Board, consisting of representa- 
lives nominated by all the important Institutions, to be estab- 
‘ished whom all engineers (other than. mechanics) would be 
required Чо satisfy as to the ‘sufficiency of their technical 

sing and general education before they could be recog- 

Died as proficient, so ав to. ensure that -every.engineer shall 
Ay for his profession in the same manner ав а doctor or 

a Closer co-operation of manufacturers and other em- 
Moyers of electrical engineers with the technical colleges is 

‘sirable to ensure that students are trained to meet the 

uture needs of the industry. | г 
" c foregoing recommendations indicate that the views of 
tati кш às to the limitations of the functions of the Insti- 
is о ave been profoundly modified; while at this hour it 
 'üPossible to comment on the proposals at length, we hasten 
an congratulate the Council upon its declaration of policy, 
ИЕ upon the new spirit by which it. appears to be animated. 
of ia ation of Miniag Electrical Engineers.—A meeting 

€ ouncil. of the Association was held in Manchester on 

Лапе ОЬ at. hich the j| апо is. е 
“tion of а; wuch the principal business was the.considera- 
Mr. A. p ЛЕТО by the Central Committee, which. consiste, of 

A. B. Muirhead, representing Scotland; Мт. Хт. Maurice, 


— 


. Ccmpany.—Sapper JAMES VEITCH, 


' m 


 Fepresenting England; and Mr. Theo. Stretton, réptesentíh 


Wales. - With some modifications the ‘recommendations o. 
the Central Committee were adopted, and the above | entle- 
men were then appointed as the Management Committee of 
the Association. They will report to the General Coümci 
meeting in October next regarding certain proposals to alter 
the Articles of Association, the classes of membership, . and 
the subscription. The Proceedings for next session will.be 
Issued in twelve monthly parts as supplements to the official 
journal—The Iron and Coal Trades Review. The next annual 
general meeting will be held аё Manchester оп October 7th. 
A number of members were elected to serve on the. Mining 
Committee of the Advisory Council for Scientific. and" Indas. 
trial Research. | MEC 
American Institute of Electrical ` Engineers.—In ^ the 
Proceedings for June, an interesting account is, given of: a 
National Meeting of the Institute, held after the Annual 
Meeting at New York on May 16th. This National Meeting 
was held simultaneously by means of long-distance telephony 
in Boston, New York, Philadelphia, Atlanta, Chicago, and 
San Francisco; every person in attendance at each of these 
cities was provided with a separate telephone receiver, and 
each of the gatherings took an active рагі in the conduct: of 
the meeting. All the speakers, from Boston to San Francisco, 
were distinctly heard by everyone in attendance. Mr. J-J. 
Carty, the President, presided іп New York over the entire 
meeting, which comprised over:5,000 members. Mr. QC. je 
Maistre, the Special delegate of the British Engineering Stan- 
dards Committee to the A.ILE.E. Standards - Committee, was 
present, and greeted the members on behalf of the-Inter- 
national Electrotechnical Commission and the Engineering 
Standards Committee. Resolutions were moved and seconded, 
amended, and voted upon at this unique * meeting.” `> 


National: Electric Light Association.—At the recent сбп- 
vention in Chicago, within the short space of three-and-a-half 


days, there were presented at more than 90 sessions 80me 


2,500 printed pages of material in the form of reports, papers, 
and addresses. This was far in excess of any previous con- 
vention. -One reason for this exceedingly large amount .of 
material was the inclusion in the Association of the- Electric 
Vehicle Association. In spite of the fact that there was -such 
a great mass of material, many author& insisted on reading 
their entire report or paper, although each report was accorm- 
panied by a sufficiently comprehensive abstract. 1% is esti- 
mated that the discussion amounted to 500 pages of. printed 
matter. The attendance was remarkably good, especially. at 
the technical sessions.—Electrical World. | КЕЕ 
Chief Technical Assistants’ Association.—This- Associa- 
tion will meet to-morrow, Saturday, аё :3 pm., at the Tavi- 
stock Hotel. The chief discussion will be on the’ effect of 
the war on electricity supply undertakings. It^ will be opened - 
by Mr. А. P. MacAlister, the hon. secretary. "`` 


The Mannesmann Tube Works Purchased.—-lt-is-re- 
ported that the works of the British Mannesmann Tube-(o:, 
at Swansea, are being purchased by Baidwins, Ltd., iron and 
steel makers, of South Wales and the: Midlands, who, it is 
stated, have already taken over a slag brick-making estab- 
lishment which was in German hands at the outbreak of war. 


OUR PERSONAL COLUMN. : 

The Editors invite electrical engineers, whether connected with the 
technical ar the commercial side of the. profession and industry, — 
alse electric tramway and railway officials.ta keep readers nf ‘the 
ELECTRICAL REVIEW posted as fo their inorements, 7. 


Central Station Officials.—Mn. CHARLES A. М№ЕТНЕВСОТ, 
accountant to the Bath Corporation electricity department. 
was. successful at the recent examination (Intermediate) of 
the Society of Incorporated Accountants and Auditors. 

The Dundalk U.C. received three applications for the post 
of assistant electrical engineer in room of Mr. J. E. M'Entee. 
Mr. B. Mayxacu, Dundalk, was appointed. 


General.—Mn. Witkam Guy, who has been editing the 


- Practical Engineer since the middle of March, terminated his 


engagement at the end of last month. - | | 

Battery Scout Сув F. Barrow, formerly assistant engi- 
neer а& the Bolton. Corporation electricity works, has been 
gazetted a second-lieutenant in the Royal Engineers (Signal 


e Section). | 


Mr. Ertc STEADMAN, until recently in the electrical depart- 
ment of Messrs. Harland & Wolff, Ltd., Belfast, has received 
a commission in the Royal Flying Corps. 

London Gazette notices.— Territorial Force.  Rpyal Engi- 
neers :— | . ow - 

i j inburgh ` (Fortress) Engineers, Electric Lights 

City of Edinburgh ( a R Field Company 

adian Engineers, to be .Second-Lieutenant (on. probation). 
ore Electrical Engineers.—Second-Lieutenant (tempor- 
ary Lieutenant) Н. F. G. Roose is restored to the establish- 


t. E . е м " 
In the tist-of Naturalisation Certificates granted during June 


» we find the following entry :— 


AXEL- ORLING, . electrical engineer (Sweden), residing at 


` Streatham. 


` and other ше, &с. 
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Roll of Honour.—The D.S.O. has been awarded to Major 
E. A. Lewis, North Midland Divisional Signal Company, 
Royal Engineers, who has been on active service in France 
since February last year. Before the war he was an elec- 
trical engineer in the Post Office engineering department, 
Hanley. He was mentioned in dispatches early this year. 

Private Н. HiLLIKER, of the King’s (Liverpool) Regiment, 
formerly employed at the British Westinghouse Works, Traf- 


- ford Park, has died from wounds. 


Private JAMES ALLISON, of the South Lancashire Regiment, 
а former employé of Messre. Dick, Kerr & Co., has bcen 
killed in action. 

Private T. CuNLiFFE, Lancashire Fusiliers, formerly with 
the British Westinghouse Co., Trafford Park, is in hospital 
suffering from shell shock. 

According to the Times, Lieutenant SyDNEY WILLIAM BELL. 
Canadian Infantry, killed on June 14th, was at the City and 
Guilds Technical School,.South Kensington. He volunteered 
for service in the South African War, and was with the Elec- 
trical Engineers. He took his discharge in South Africa 
and remained some years on the Rand as a mining engineer. 


When war broke out in 1914 he was employed in the Parks - 


Department at Edmonton, Canada. 

We regret to note that Captain RENE CHASSERIAND, chief 
editor of our contemporary La Lumiére Electrique since 1909, 
has been killed by a shell before Verdun while in command 
of a field battery in a most exposed position. He had pre- 
viously obtained the Cross for taking command of, and lead- 
ing info action, an infantry company whose captain had 


been killed. He was originally placed in charge of a military 


workshop at the rear of the Army, but his patriotism induced 
him to prefer a more active róle as battery commandant. 


Obituary.—ALD. LoNcwonTH.—Ald. Longworth, of Bolton, 
who passed away recently, was Chairman of the Electricity 
Committee, and was particularly identified with the work of 
carrying to completion the new generating station at Back-o’- 
th’-Bank. The T.C. last week passed a resolution of condo- 
lence with the relatives of the deceased, and members spoke 
eulogistically of his work in connection with the electricity 
department. | 

THe Rr. Hon. EDWARD ARCHDALE.—The daily Press an- 
nounces the death of the Rt. Hon. Edward Archdale, head of 
the Archdale family, of Co. Fermanagh, at the age of 66 
years. It is stated that the deceased gentleman ‘‘ adopted 
civil engineering as a profession, and for some years was 
ongaged in submarine cable laying in various parts of the 
world." | : 

Мв. T. С. Brrp.—The death has occurred suddenly of Mr. 
T. С. Bird, electrical engineer, Macroom. ` 
‚ The late Pror. Siuvanus P. TuoMPsoN.—At a general meet- 
iug of the Royal Institution, on Monday, a resolution of con- 
dolence with the relatives of the late Prof. Silvanus P. 
Thompson was passed. 

Will.—The late Mr. F. W. Lacey, borough engineer and 
surveyor, Bournemouth, left £21,181. ; 


NEW COMPANIES REGISTERED. 


Elliott Bros. (London), Ltd. (144,140).—Registered June 
21st, by Norton, Rose, Barrington & Co., 57}, Old Broad. Street, Е.С. 
Capital, £90,000 in £l shares. Objects: To take over as a oing concern 
the business carried on by W. О. Smith, W. S. Smith, G. К. B. Elphin- 
stone, and L. W. Smith, at Century Works, Lewisham, and 1. Central 
Buildings, Westminster, or elsewhere, as Elliott Bros., to carry on the busi- 
ness of mechanical and electrical engineers, electricians, contractors, instru- 
ment makers, constructors, manufacturers and suppliers of, and dealers in 
all kinds of mechanical, mathematical, electrical, and scientific apparatus, 
instruments, telegraphic and engineering appliances or accessories, nautical. 
aerial, motoring, agricultural or other implements and machinery, tool 
makers, founders, engravers by machine or chemical process, manufacturers 
of dynamos, wires. accumulators, magneto machines, lamps, motors, Фе. 
The signatories (with one share each) are: R. О. Smith, 4, St. John's Park, 
Blackheath, S.E., electrical engineer; A. W. Atkyns, Sapperton, Limpsficld, 
Surrey, electrical engineer. Private company. The first “directors (to number 
nat less than three or more than six) arc: W, О. Smith, С. К. B. Elphin- 
stone, and L. W. Smith, with power to appoint others. Qualification; £500. 
Remuneration, £100 per annum, divisible. Secretary: R. O. Smith. 


Filbar Electric Heater, Ltd. (144,237).—This company 
was registered on June 30th, with a capital: of £20,000 in £1 shares, to 
acquire from J. Fillans Barr, of Toronto, the benefit of certain inventions 
and patent rights relating to electric heaters, &c. The subscribers (with one 
share each) are: F. Petersen, 14, St. Mary Axe, E.C., shipbroker; J. W. M 
Fry, 3 Creechurch Lane, E.C., contractor. Private company. The number 
of directors is not to be less than two or more than five; the first are 


J. W. M. Fry, F. Petersen, and J. Fillans Barr. lificati 
Registered office: 24, Coleman Street, E.C. теше о ш. 


Automatic Loading Co., Ltd. (144,165).—This company 


was registered on June 23rd with a capital 
ол in Great Britain and elsewhere the bu 
that of boiler makers, engineers 


of £20,000 in £1 shares, to carry 
siness indicated by the title, and 
‚ manufacturers of and dealers in electrical 
The subscribers (with one share each) are: W. H. 
Beaumont, stcourt, Hook Heath, Woking, director; J. W. Dallon, 31, Win- 
slade Road, Diixton, S.W.. manager. Private company: The number of 
directors is not to be less than two or more than five; the subscribers are 
to appoint the first. Qualification, 100 shares. Remuneration as fixed 


AD h by 
the company. Solicitors: Downing, Handcock, Mi E 
Buildings, Crosby Square, ЕС, © 27980, Мій еіоп & Lewis, Crosby 


Troup, Curtis & Co., Ltd. (144,175).—This company was 
registered on June 23rd, with a capital of £7,000 in £1 shares, to take over 
the business of electrical engineers carried on by G. L. Troup and А. Curtis 
as Troup, Curtis & Co., and to carry on the same and the business of elec. 
tricians, instrument makers, heating, ventilating and mechanical engineers 
&2. The subscribers (with one share each) are: C. L. Troup, 16 Philpot 
Lane. E.C., electrical engineer; A. Curtis, 16, Philpot Lane, E.C., electrical 
engineer. Private company. The number of directors is not to be less than 
two or more than five; the first are C. L. Troup and A. Curtis (both perma- 


d cu 1° holding 2,000 shares each). Registered office: 282, Victoria 


Fulle's Carbon & Electrical Co., Ltd. (144,168).—This 
con:pany was registered on June 23rd, with a capital of £25,000 in £1: shares, 
to carry on the business of manufacturers of and dealers in carboq, char- 
coal, graphite, lampblack, soot, and all products which contain carbon, char- 
coal, or graphite, carbon ‘filter and blowpipe blocks, carbon disinfectant. 
seals for sewer manholes, carbon crucibles, and carbon for electrical puse" 
poses, dynamo brushes, microphones resistances, dyes, paints, inks, and 
polishes, mechanical and electrical engineers, &c. The subscribers (with one 
share each) are: G. Fuller, Elmcroft, Hutton, Essex, electrical engineer; 
G. J. A. Fuller, Badwell Cottage, Draycot Road, Wanstead, electrical engi- 
neer. Private company. The number of directors is not to be less than two 
or more than five; the first are G. Fuller, G. J. A. Fuller, and L. Fuller. 
Remuneration, £100 each per annum (chairman £150). Secretary (pro tem.): 
F. King. . Registered office: Grove Road, Chadwell Heath, Essex. 


B. I. Co. (of London and Birmingham), Ltd. (144,149). 
—This company was registered on June 22nd, with a capital of £2,000 in 
#1 shares, to carry on the business of designers, manufacturers, exporters 
ani importers of, contractors and factors for, and dealers in electric light 
and other electrical apparatus, conduits, dynamo machines, lamps, fittings 
and accessories, electric accumulators, galvanometers, ammeters, volt and 
other meters, motors, batteries, &c. The subscribers (with one share each) 
arc: C. D. Falcke, 410-411, Mansion House Chambers, Queen Victoria 
Street, E.C., electrical engineer; J. E. Hame, 67, North Street, Plaistow, E., 
clerk. Private company. Cecil Douglas-Falcke is permanent managing 
director. Registered office: 410 & 411, Mansion House Chambers, Queen 
үе Кы: E.C. Registered by Alfred H. Atkins, Ltd., 27-8, Fetter 
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Electric Consulting & Supply Со., Ltd. (9,631).—This 
company was registered, in Edinburgh, on June 26th, with a capital of 
£1,000 in £1 shares, to carry on the business of consulting electrical engi- 
neers, &c. The subscribers (with one share each) are: R. S. Smith, 199, Bath 
Street, Glasgow, electrical engineer; R. М, Yellowlees, 64, Murray Road, 
Stirling. Private company. he first directors are J. S. А. Primrose and 
R. S. Smith. Solicitor and secretary: R. M. Yellowlees. Registered office: 
199, Bath Street, Glasgow. 


Volta Magneto Co., Ltd. (144,230).— This company was 
registered on June 29th, with a capital of £5,000 in £1 shares, to carry on 
the business of manufacturers of and dealers in magnetos, sparking plugs, 
and all kinds of machinery, appliances, apparatus, accessories, and fittings 
for ignition purposes, or capable of being used in connection with electric 
light, heat, and power, manufacturers of and dealers in motor cars, motor 
boats, flying machines, airships, aeroplanes, &c. The subscribers (with one 
share each) are: Н. C. Chambers, * Kerri," Blakesley Road, Yardley, Bir- 
mingham, clerk; G. J. Withington, 29, Bowyer Road, Saltley, Birmingham, 
clerk. Private company. The number of directors is not to be less than 
two or more than five; the first are C. Т. B. Sangster and Н. Jelley. No 
qualification required. Solicitors: Pinsent & Co., 6, Bennett's Hill, Bir- 
mingham. 


Stevens Petrol-Electric Vehicles, Ltd. (144,206).—This 
company was registered on June 27th, with a capital of £3,000 in #1 shares 
(1, “A” and 1,500 “ В”), to carry into effect an agreement dated August 
19th, 1915, between W. А. Stevens and Joseph Sankey & Sons, Ltd., and 
to carry on- the business indicated by the title, and that of agents for the 


‘sale of motor and other vehicles, &c. The subscribers (with one share cach) 


are: W, A. Stevens, ''Castlemaine," London Road, Maidstone, engineer; 
F. О. Collis, 72, King Street, Maidstone, solicitor. Private company. The 
number of directors is not to be less than two or more than five; the first 
are W. A. Stevens (managing director) and two others to be nominated by 
the holders of “A” shares. Qualification, £1. Remuneration of W. A. 
Stevens, £1,000 per annum. He is also to receive £150 per annum towards 
the upkeep of a motor car (to be [ией by himself, and to remain his 
property) for use in connection with the company's business. Solicitor: C. 
Crowther, 23, Abingdon Street, Westminster. Registered by Jordan & Sons, 
Ltd., 116-117, Chancery Lane, W.C. Е | 


Robinhood Engineering Works, Ltd. (144,205).—This 
company was registered on June 27th, with a capital of £10,000 in £1 shares, 
to carry on the business of manufacturers of and dealers in sparking plugs 
and other ignition apparatus for use in internal-combustion engines, elec- 
trical, mechanical, and general engineers, shell and munition makers, machi- 
nists, founders, motor car agents and manufacturers, garage keepers, manu-. 
facturers of and dealers in aeroplanes, cycles, boats, and hydroplanes, &c., 
and to adopt an agreement with К. E. L. Guinness. The subscribers (with 
one share each) are: K. L. Guinness, “* Агаптог,'' Kingston Hill, Surrey, 
engineer; H. P. Hawthorn, ' Broad View," Stubwood, Uttoxeter, manager 
of engineering works. Private company. The subscribers are to appoint the 
first directors. Remuneration, £100 each per annum (chairman ). Regis- 
tered office: Newlands, Putney Vale, Surrey. 


Wey Engineering Co., Ltd. (144,207).—This companv 
was registered on June 27th, with a capital of £6,000 in £1 shares, to carry 
on the business of electrical, consulting, and mechanical engineers, electrical 
experts, technical advisers, manufacturers, contractors, importers, exporters, 
and general dealers, &c., and to adopt three agreements (1 and 3) between 
Н. B. Ewbank and Н. J. Banister, and -(2) between К. P. Creagh and 
Н. B. Ewbank. The subscribers (with one share each) are: H. J. Banister, 
37 & 39, Bryanston Street, W.. caterer; Н. B. Ewbank, Baker Street, Wev- 
bridge, surveyor and valuer; R. P. Creagh, Baker Street, Weybridge, engi- 
neer; Н. H, Beach, High Street, Weybridge, engineer; Н. B. Preece, Bryan 
House, Church Street, Weybridge, manager; W. H. Baker, Brickwood House, 
Baker Street, Weybridge, accountant; B. Buckill. Seaton House, Wey- 
bridge, dental surgeon. Private company. The number of directors is not 
to be less than threc or тоге than five; the first are H, J. Banister, R. P. 
Creagh, and H. B. Ewbank (all permanent). The two last-named are joint 
managing directors,.with not less than £250 each per annum as гетипега- 
tion. Qualification, £500 shares. Secretary: W. Н. Baker. - Registered 
office: Baker Street, Weybridge, Surrey. 


British Electro-Chemists, Ltd. (144.181).—This company 
was registered on June 24th, with a capital of £10,000 in £l shares (6,000 
pref.) to adopt an agreement with China & Metal Platers, Ltd., and to 
carry on the business of engineers and contractors, chemists, galvanisers, 
electroplaters of metals and other substances, founders, machinery manufac- 
turers, metal depositors and refiners, inlayers of metals, &c. The sub- 
scribers (with one pref. share each) are: Mrs. N. Bowen, 24, Westheath 
Drive, Hampstead, N.W.; W. J. Williams, 165, Graham Road, Hackney, 
N.E., clerk. Private company. The number of directors is not to be less 
than three or more than seven; the first are B. С. Clark, C. Bowen, E. | 
Tavlor. and B. P. Crawshaw. The first two have the right to appoint 
ап additional director. Qualification of first directors, 100 shares; of subse- 
quent directors, 500 shares. Remuncration, £500 cach per annum. Direc- 
tors' borrowing powers restricted to £20,000. Registered office: 7, Ely 
Place, Holborn Circus, Е.С. | 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Lobito Benguella and Catumbella Electric Light & Power 
Co., Ltd.—Trust deed dated June 6th, 1916, to secure 


£10,000 first mortgage debenture stock, charged on certain concessions and 
rights and company's other assets, present and future, including uncalled 
capital. Trustees: Rt. Hon. Lord Waleran. P.C., 24, Hans Mansions, S.W.. 
and Bradfield, Cullompton, Devon; Rt. Hon. Lord Rotherham, 61, Queen's 
Gate, S.W., and Broughton, Lancs. 
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Briliant Arc Lamp & Engineering Co., Ltd.—A memor- 
andum of satisfaction to the extent of £1,800 on May 13th, 1916, of deben. 
tures dated June 18th, 1915, securing £3,000, has been filed. . 


Duram, Ltd.—Particulars of £20,000 debentures, created 
March 23rd, 1916, filed pursuant to Section 93 (3) of the Fg E (Con- 
solidation) Act, 1908, the amount of the present issue being £6,500. Property 
charged: The company's undertaking and property, present and future, in- 
cluding uncalled capital. No trustees. 


Perfection Light, Co., Ltd.—Particulars of £396 deben- 


tures, created March 28th, 1916, filed pursuant to Section 93 (3) of the Com. 
panies (Consolidation) Act, 1908, the whole amount being now issued. Pro- 
perty charged: The company’s undertaking and property, present and future, 
incleding uncalled capital. No trustees, 


Karsbon Co., Ltd.—First mortgage debenture dated 
June 5th, 1916, to secure #150, charged on the company's undertaking and 
property, present and future, including uncalled capital. Holder: D. Burke, 
Caxton House, Westminster, 


Strode & Co., Ltd.—Particulars of £17 5s. debentures, 
created by resolutions of January 20th, 1913, and February 23rd, 1916, filed 
pursuant to Section 93 (3) of the Companies (Consolidation) Act, 1908, the 
amount of the present issue being £2,500. Property charged: The com- 
pany's undertaking and property, present and future, including uncalled 
capital subject to a prior agreement. No trustees. Also issue on May 26th, 
500 debentures, part of a series of which particulars have already 
been filed. 


Ilfracombe Electric Light & Power Co., Ltd. (71,378).— 
Capital, £15,000 in £5 shares. Return dated March 27th, 1918. 67 shares 


taken up; £335 paid. Mortgages and charges: Nil. 


Keswick Electric Light Co., Ltd. (29,820).—Capital, 
490 in #1 shores (15,000 pref. Return dated April 10th, 1916. 3,420 
ord. shares taken up; £3,420 paid. Mortgages and charges: £10,100. 


Brompton & Kensington Electricity Supply Co., Ltd. 
125.913).—Capital, £300,000 in 000 pref. and 40,000 ord. shares of £5 
each. Return dated April 17th, 1916. 6,007 pref. and 32,993 ord. shares 
taken up; £5 per share called up on 6,007 pref. and 32,993 ord.; £195,000 
paid; 23,000 considered as paid on 1,000 ord. Mortgages and charges: Nil. 


City of Carlisle Electric Tramways Co., Ltd. (62,601).— 
Capital, £60,000 in £1 shares, Return dated April 14th, 1916, АП shares 
taken up. £60,000 paid. Mortgages and charges: £58,850. 


D. & M. Syndicate (Hollister’s Patents), Ltd. (138,893). 
—Capital, £2,500 in £1 shares. Return dated June 13th, 1916. 2,300 shares 
taken up; £2,300 paid. Mortgages and charges: Nil. 


CITY NOTES. 


Lorp Момтлао oF BEAULIEU presided. 
Edison on June 22nd, at the annual meeting. He 
Accnmulators, said that the profit for the year had been 
td. . £7,398, from which must be deducted the 
loss on the first year's working of £1,669, 
leaving the profit for the two years at £5,729. This was 
sutisfactory considering that they had been working during 
a period of great war stress. Their prospects were good, and 
they had the basis of a sound business. There was a large 
amount of abnormal business in consequence of the war, such 
as orders received in connection with munition supplies and 
industrial trucks for Government contract work, but normal 
business had been held back. As people came to realise the 
advantages of the electric vehicles in towns, and in districts 
е Lancashire and Yorkshire, where numbers of towns 
were situated close оре and where power was cheap, 
they might look forward to prosperity. There had been great 
culties in getting parts of batteries -and equipment 
through the Custom House, and Mr. Monnot, the managing 
director, had worked very hard to overcome these difficulties. 
They were now experiencing less difficulty in getting delivery 
of their batteries and trucks. The expansion of the business, 
which was three times that of the previous year, had necessi- 
tated the employment of further capital, which had been 
ound in various ways. It was because of the immediate 
necessity of further working capital to ineet developments 
that no dividends were to be distributed this year. Messrs. 
Harrods already had a fleet of the company’s delivery vans, 
and Were going to use more. After referring to the advan- 
teges of “electrics ” in municipal service, and to the present 
Prices of petrol, which ought to give a stimulus to electric 
Vehicles of all kinds, Lord Montagu mentioned that in the 
tase of commercial vehicles the “electric” needed fewer 
М than vehicles with reciprocating engines did.—Col. 
Sit H. C. L. HOLDEN seconded the adoption of the report, 
and it was carried. 


Mr. GoprnEY Tsawcs, presiding at the 


Marconi’s — annual meeting on June 30th, first went 
Wireless over the figures in the balance sheet, and 
Telegraph һер referred to the profit and loss account. 
Co., Ltd. The balance of the contracts, sales, and 


The ; trading account had increased by £210,000. 
a provement of £145,000 as compared with the previous 
fh Ns highly satisfactorv, particularly bearing in mind 
m T were substantial items not vet settled by the Gov- 
de б. and that they had written off £53,000 in respect of 
Preciation of exchanges and investments. No actual loss 
b n incurred in exchange, as it had not been necessary 
at ba al ome from abroad the moneys which were lying 
Бе ius upon interest, nor had it been necessary to sell the 
Fais ents. There was every reason to- believe that before 
* necessary for them to bring their money home, the 


C NN 


exchanges Would have become normal, and th tt i 
be able to realise their securities at a substantial а E 


1 Their associated - 
panies had not been able to ma e the TODE E that ree 


would have done but for the war. This applied particularly 


he. Kel - 
matic Telephone Co., and to the American UND RS An 


ue compensation. As soon as ihe war came to a 1 
new trans-Atlantic service should be productive M cm sn 
siderable revenue to their American company—as well as to 
their own—which, added to the profits which they were now 
making, should place them in a position to pay substantial 
dividends. Independently, however, of this, they had in view 
ш conjunction with the American company a new and very 
considerable programme, which it would be inexpedient for 
him to divulge at that moment. In regard to the carry-for- 
ward, they were satisfied that in harbouring their resources 
they were unquestionably acting in the best interests of the 
company. Had they known their position with regard to the 
several matters in respect of which they had to receive pay- 
ments from the Government they could have made a more 
generous distribution, but until they knew a little more of 
their position in that direction it was better to act conserva- 
tively. The chairman went on to discuss the four heads 
under which considerable sums were stated to be payable by 
the Government to the company. To the end of 1915 they 
handled foreign messages in transmission, reception, and 
delivery which represented in the aggregate over 20,000,000 
words. With regard to compensation, they had just com- 
pleted the construction of their Carnarvon and Towyn sta- 
tions, and in America, the American Co. had just erected 
its New Brunswick and Belmar stations, all of which repre- 
sented а very considerable outlay, for the purpose of opening 
a direct telegraph service Between Europe and America. 
Traffics during the period of the war had shown a very con- 
siderable increase, and there was no doubt whatsoever that 
the business they would have done would have been on a 
very large scale indeed, and the profit realised each year 
since the outbreak of war would have run well into five 
figures. . They were of opinion that they should receive a 
substantial sum to compensate them for this loss, and they 
had every hope that the Government would appreciate the 
value which their stations and services had been to the nation 
and remunerate and compensate them fairly, if not gener- 
ously. He had every hope that this matter would be settled 
in the very early future. On Monday morning last he had 
the assurance of the Postmaster-General that these questions 
were receiving his earnest consideration, and every endeavour 
would be made to deal with them at once. After discussing 
the company’s claims against the Admiralty and the War 
Office, the speaker went on to refer to the payment to be 
made by the Post Office by way of compensation for their 
withdrawal from the Imperial Chain contract. Unfortu- 
nately, they had not yet been able to arrive at terms which 
they considered they would have been justified in accepting. 
After several inquiries without result, and many months of 


| ра waiting, they realised that there was no alternative 


ut.to proceed with their claim for compensation, and they 
tock the necessary steps to that end. Whether they were 
able hereafter to arrive at an agreement or not, there was 
every reason to hope that the whole matter would be dealt 
with and disposed of by the end of the year. But they were 
not in any sense depending on a settlement of this matter to 
carry out their promise of a substantial bonus. They looked 
to any one of the other three heads of their claims for that 
purpose. They were of opinion that they were entitled to a 
very large sum under each of these heads, and whichever 
one of them was settled first should enable them to carry out 
their promise. Both classes of shares would receive what- 
ever bonus it might be decided to pay. The chairman pro- 
ceeded to pay a tribute to the staff and to refer to the new 
invention which had matured as the result of Mr. Marconi’s 
research work in Italy.—Capt. Н. RIALL Sankey seconded the 
j rt. 
adoption a тео The report for the year ended March last, 
submitted at the annual meeting. held on 
June 26th, showed that the net profit 
including £325 brought forward, an 
after writing off £308 for sundry depre- 
ciations and окаса, аашаа 
5 dividend of 5 per cent. for the vear, less 1псоп 
alae в in the £, absorbs £650, and £608 1s to ве carried 
forward, subject to excess profits duty. The os 18 о 
sidered satisfactory under, ie оо. т! сЕ rd 
ing the scope of the bus QW 
Fede d that a more general name would n n 
able, and the name of the company 18 accordingly 


changed to the Bastian Electric Co., Ltd. 


Bastian Elec- 
tric Heating 
БЫУ аш 
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; The annual meeting was held on Friday 
"British Elec: last week at the Holborn Restaurant. 
‘tric Traction Mr. Е. Савске, who presided, said that 
Со. Ltd. in time of war the first duty of every 

ue" institution, as well as every - indivi- 
MN dual, was to make all possible sacrifice to 
defeat the enemy. At the same time, it was important that 


the undertakings which as taxpayers and otherwise contri- : 


buted to the financial resources of the country should be 
preserved and continued. It was in this spirit that the 
directors of their essociated companies had conducted their 
undertakings. The first thing they did on the outbreak of 
war was to encourage the employés of the companies to join 
the Forces, and they responded magnificently. The enlist- 
nent of so many of their men had caused a good deal of 
„disturbance in their organisation, and in other respects 
Een a had been brought about in consequence of the war 
which had in many ways altered the character of the busi- 
ness. Not only had they had fewer men to do the work, but 
they had had to pay higher wages. The higher wages earned 
by the labouring classes, however, were in а very direct way 


8n advantage to tramway companies, for the tramways did 


better when the masses were earning good money than in 
times of commercial depression. But other effects of the war 
had been prejudicial to the business. There was great scar- 
city of material, and the material they were able to obtain 
cost them more. -Altogether, their working expenses had in- 
creased considerably, and it had to be remembered that they 
were not able to charge correspondingly more for their ser- 
vices. Their tramway fares and the rates they charged for 
the supply of electricity were fixed by Acts of Parliament, 
and in most cases could not be increased. If, therefore, they 
showed larger profits it was because they. had done very 
much more work, for they had earned less per passenger and 
per unit. An Act had been passed taxing heavily all profits 
Lade during the war in excess of those of а pre-war period. 

ere was no injustice in that, speaking generally, but tram- 


way and electricity supply companies occupied a most excep- 


fional position. These businesses, if they were profitable, 
were taken ovér by local authorities on the expiration of 
spécified periods, and the price paid was generally less than 
the capital expended Therefore these companies were bound 
to make large reserves out of profits, and it was only after 
the undertakings had been developed for several years that 
they were able to do this. A tax on profits in these cases 
was thus also a tax on capital. They suggested to the Chan- 
cellor of the Exchequer that. the Act of Parliament should 
give special protection to such companies, but the only con- 
cession they had been able to obtain was that these cases 
should receive Spec consideration by the referees. They 
must therefore hope for the best—that no injustice would 
be done. Proceeding to refer to the accounts, the chairman 
said that the revenue from investments and sundry profits 
aniounted to £244,000, or £8,500 more than in the preceding 
year, and the general expenses were £27,749, or £1,500 more. 
The average yield obtained on all their investments for the 
past year represented 5.19 per cent., which was a little higher 
tkan the figure for the preceding year after making adjust- 
ments necessitated by the reduction of capital. They had a 
balance profit of £209,000 to deal with, or about £11,000 
more than in the preceding year. After paying debenture 
Interest of £91,259 and the dividend of 6 per cent. for the 
year upon the cumulative participating . preference stock, 
requirmg £42,764, they had a balance of £75,146, besides the 
amount of £71,398 brought forward from the preceding year. 
The question of what amount should be placed to reserve had 
received careful consideration. Now that the capital had 
been reduced and past depreciation had been written off, 
there was not the same need as before to make large addi. 
tions to reserve, but it was prudent to put aside some portion 
of the year’s profit as a Provision against further deprecia- 
tion, and they thought the right course was to consider the 
position carefully each year. Last year nothing was placed 
to. reserve because they did not wish to alter the figures of 
the reserve while the scheme of reduction of capital was in 
progress. They thought that an addition of £20,327 to 
reserve, raising 16 to £410,000, was the right thing to do this 
year without, however, making any rule .іп regard to the 
amount to be placed to reserve in future years. With regard 
to the dividend on the new ordinary stock, when the scheme 
of re-arrangement of capital was formulated, he intimated 
that in the first year „after the scheme had. been carried 
through they would be in a position to pay on the new ordi- 
nàry stock a dividend of 4 per cent., and that they might 
expect the dividend to gradually improve. The accounts 
showed that their estimates were well founded, and that 
they could easily pay this year a dividend on the ordinary 
stock of more than the 3 per cent. they suggested, but the 
estimate was made before the outbreak of war, and the cir- 


. cumstances had since completely altered. He’ still believed 


that they would not be disappointed in future, and that their 
estimates of progress would be realised, but it must be 
remembered that the Government had placed restrictions 
upon issues of new capital, and some of 


_ the ght require for the development of their busi- 

ness; if was probable that several of them would have to 
еер their profits in the business instead of paying increased 
vidends: that, moreover, some of the companies would 

apply to that company for financial assistance, and as they 


their companies. 
- would not for some time be able t 1 iti 
Жотары e able to raise the additional 
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were in -the-nature.of departments of their business, it be- 
.hoved them to support them. Jt was important, -therefore, 
that they should keep.in a liquid form some part of their 
profits, especially as the present was not & favourable moment 
for the realisation of their investments. For those reasons 
they did not recommend the payment of а larger dividend 
on this occasion; and they were sure that the stockholders 
would approve a cautious policy in regard to the payment 
-ot dividends, especially. during the war period. Having. dealt 
with the chief items in the balance sheet and referred to the 
iniportant interests which the company had in the London 
and Suburban Traction Co., Mr. Garcke said that the loss 
to their organisation of the Bombay Electric Supply & Tram- 
ways Co. was to them a matter of much regret on senti- 
mental as well as on business grounds. ‘They initiated this 
‘important enterprise some 12 years ago. They took sub. 
stantial risks-and made moderate profits in connection with 
it, and it was an enterprise they had every reason to be 
proud of, but the burden of the double income-tax proved 
very heavy for the large number of small Indian share- 
holders. There were about 4,000 shareholders of the company 
in India holding less than six shares each, and it could be. 
well understood that the burden of the heavy English income- 
tax, in addition to the Indian income-tax, induced the share- 
holders to move. the direction and management of the com- 
pany to India. It was a policy which the directors of the 
ecmpany could not regard otherwise than with. sympathy, 
for all their efforts to obtain relief from this taxation had 
proved unavailing. In conclusion, he would repeat shortly 
what he said at the last annual meeting in regard to the 
industrial importance and value of their undertakings. Statu- 
tory public service undertakings had this advantage over 
other industrial concerns, that while in normal times the 
profits might not be so high, their capital values were not 


. likely to suffer during great national crises to the same extent 


as was the case with some other industrial enterprises. They 
did not think that the. war. would . materially affect their 
capital values. .When this terrible war was concluded by 
the defeat of those who had wantonly disturbed the peace 
of the world, the need for recuperative enterprise. would 
manifest itself, and that company would occupy a position of 
strength under the altered conditions to enter upon new 
undertakings аё home-and abroad. -With regard to their 
manufacturing departments, it was a hopeful augury that 
the commercial community within the British Empire was 
now thoroughly aroused to the necessity of being prepared 
not only to resist a renewal of that apparently peaceful inva- 
sion to which their industrial interests were exposed before 
the war, but also to establish a closer union between the 
parts of the Empire and. with. their Allies for their mutual 
advancement instead of, as formerly, to further the aggran- 
disement of their enemies. : М eS 

Mr. C. S. Нптом seconded the motion. "e 

In replying to the shareholders, the OHAIRMAN said that the 
directors never lost sight of the point whether anything 
could be done to improve the net profits, but the mere raising 
of fares was not always profitable. Sometimes when they 
had increased the fares they had found that the result was 
prejudicial in its net effect. There was no doubt.as to the 
fundamental truth. of the statement that the services which 
the company was rendering to the public were inadequately 
remunerated, and among the many things which Parliament 
would have to deal with when the time arrived would be 
the very important one of whether public service enterprises 


. which had done such excellent work for the poorer sections 


of the community should not receive more liberal and тоге 
sympathetic treatment at their hands than had been the case 
in the past. The Board of Trade, in view of the altered cir- 
cumstances which would obtain after the war, had already 
&ppointed an Electrical Committee for the consideration of 
those various matters, and' their managers were now pre- 
paring evidence to submit to the Committee with, he hoped, 
good effect.—The report was adopted. 
The report for 1915 shows that the 
British Thom: buildings and machinery at Rugby, Cov- 
son-Houston entry, and Willesden had been main- 
Co., Ltd. tained in first-class condition. The usual 
| ` inventory of the Rugby main factory, 
which was impossible in 1914, was taken in 1915, and the 
figures show а considerablé increase over the book figures 
and fully justify the forecast made in the last report. The 
profit, after deducting all expenses and charges other than 
interest on debentures and loans, is £262,361, plus £13,798 
brought forward. Interest paid on debentures and loans 
amounted to £57,922, £144,978 is to be transferred to reserves 
and depreciations, and £73,359 is to be carried forward. [For 
the year 1914 the profit was :£130,868. Тһе transfer to 
reserves and depreciation was £73,309.] The carry-forward 
includes a reserve to cover the sum payable to Ше 


" Government for excess profits, which cannot be accu- 


rately determined at present. Under the terms of the trust 
deed securing the issue of the company’s debentures, the R 
company has this year to pay to the trustees £4,452, to be 

applied by them in redeeming debentures at 105 per cent. by 
drawings. Since the closing of tbe books debentures of the 
par value of £4,240 have been redeemed, making е total 
par value of debentures retired to date £34.965. and leaving 
a net amount outstanding at June 98th, 1916, of £177,795, аз 
against £181,975 at December, 1915. The directors have fol- 
lowed their usual practice in making reserves to cover risks 
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i tion with bad debts and other contingencies. An- 
ШАГ Е 0р: London, July 14th. Mania 
Mr. W. C. рон presided, m june 
. Whi 99th, at the annual meeting. - He eai 
| ro гн that business and the future outlook were 
| so affected by the war that their operating 


conditions were far from normal, engineering constructional 


works in all parts of the world being stopped. The raising 
of new capital for such enterprises wa& not only impossible 
fram the intrinsic conditions, but had been officially prohi- 
hited: therefore any new work that they could secure was 
necessarily very limited. ‘They were fortunate in having 
been able to meet all their expenses and to show а net profit 
sufficient to cover 6 per cent. on the capital, with a comfort- 
able margin. Their expenses were reduced drastically at the 
beginning of the. war, and they stil remained much below 
the pre-war standard. Тһе work.of looking after the opera- 
tion of various foreign utility companies which they super- 
vised from that office had been increased by the war, and the 
difficulty of securing the necessary supplies for these com- 
panies was now great. The company: had for some time had 
more of its resources invested, and consequently under pre- 
sent eonditions tied up, than was desirable. They had, how- 
ever, been able to maintain а comfortable position as to cash 
in hand. With their large reserve it might appear that théy 
could pay a larger dividend, but their resources were not, in 
the present situation, sufficiently liquid, and therefore this 
would.not be desirable. With a business such as they were 
interested in, future development depended upon there being 
a supply of capital available for new constructional enter- 
prises, and this could only be expected after the restoration 
of -normal peace conditions. In the meantime they. must 
husband their resources, keep together, so far as possible, 
the essential elements of the staff, and be in a position to 
take prompt advantage of the first opportunities. They were 
also endeavouring to develop new channels in which their 
experience could be utilised, more particularly by increasing 
snd broadening the scope of their commission purchasing 
department, and in connection with J. G. White & Co. (Inc), 
of New York, securing business with those American interests 
who were now for the first time giving serious attention to 
foreign business in South America and elsewhere. 

Mr. Н. ALLEN presided at the annual 


Consolidated meeting on June 27th. He first referred 
Electrical to the death of Mr. Taunton, who had 
Co., Ltd. been secretary of this company and of the 


original company that preceded it. The 
compány was to be congratulated on its earning capacity 
during the year, and on ihe condition of its finances. The 
total income was in excess of that of the previous year. The 
balance at credit of profit and loss account might have justi- 
бей a 3 per cent. dividend on the ordinary shares, as before, 
but tbat would have necessitated the distribution of rather 
mere than the net earnings for the actual period. It was 
Wiser to submit to a slightly reduced dividend, conserving 
the resources. They had made no attémpt at a valuation of 
their investments, which figured in the balance sheet at 
cost. The only two that gave them real cause for anxiety 
were the shares and bonds of the Constantinople Telephone 
Co, The fate of the English proprietors of that undertaking 
must depend largely upon the fate.of Turkey: at the end of 
the war. Political influences apart, the Constantinople Co. 
Was a most promising undertaking. Then what was almost 
their best investment—one made shortly before the war—had 
turned out to.be the worst in the matter of depreciation, 
thongh it now showed some slight signs of recovery. Taking 
the middle pu for. all their securities, and assuming the 
Constantinople monev -as lost entirely, the total depreciation 
represented barely 10 per cent. : 
- According: to the Financial Times, the 


Bombay Elec: report for 1915 shows that the total 
tric Supply revenue from all sources amounted to 
Tramways £310,770, an increase of £8,200. The ex- 
Co., Ltd. penditure amounted to £142,091, a de- 


crease of £2,895. The net profit aggre- 
fated £468,679, an increase of £11,095. After providing for 
intereat on debentures, placing to sinking fund account £6,732, 
to depreciation fund account £28,000, providing for the annual 
ша for redemption of second debentures of equivalent раг 
ч пе £8,000. апа making a contribution to officers’ and em- 
rds provident fund of £2,507, there remains an available 
t nce of £87,670, plus £8,326 brought forward. The direc- 
ars recommend a dividend on the ordinary shares at the rate 
l г. per cent. per annum, free from all income-tax, £50.400, 
Ыш {о he carried forward £9,002. The gross receipts from 
amways amounted to £172,051, as against £169.884 for the 
previous year, while the working expenses were £79,064, against 
ee The balance of receipts over expenses was £92,386, 
plv n with 284.587. The gross revenue from electric sup- 
it De vear, including the amount represented by sale of 
m rent to the tramways, aggregates £138,(20, compared with 
£55,194 m 5 Working -expenses were £58,132, against 
{75,095 for 191 "i resulting balance, £79,888, compares with 


The A.G. fur Elektrische Unternehmun- 


german gen, of Munich, reports a net surplus of 
ectrical — 22929) for 1915, as compared with 21,970 
?Upanles, in the preceding year. It is proposed to 


i pay 5 per cent. on the. preference’ shares, 
being 4 per cent. for 1914 and L per cent.. for last year. 


OOOO Т 


. The financial statement of the Treuhand Bank fur die Elek- 
trische Industrie, of Berlin, which is associated with the 
A.E.G., shows that £500,000 out of the total capital of 
£1,250,000 was paid up.at the end of 1915 and invested in 
securities. The gross profits earned last year reached £4,300, 
as against £33,000, the final result being a loss of £600, as 
compa ed mik, net profits of £21,000 and a dividend of 4 per 
cent. in А 2 | : 


Companies to be Struck Off the. Register.—The following 
are to be struck off and dissolved unless cause to the con- 
trary is shown within three months:— 


Acoustic Patents. 
Anglo-Swiss Asbestos Co, 
Animatophone Syndicate. 
British Motobloc Syndicate. 
‘British Tungsten Lamp Co. 
Bullough's Adjustable Rail Joint Support Co. 
Carlton Engineering Co. · 7 
Compagnie Générale Electrique de la Campagne. 
Cone-Jackson Engineering Co. 

- Didelon Regulators. 

Electrical Advertising Co, 

Electric Safety Boiler Cleaner. 
` Ernest Scott & Mountain, . | 

Glamorgan Tram & Constructional Works. ` 

J. Defries & Sons. 

Kevan Electric. Co. : 

Machine Drying & Peat Fuel Co. 

Mica Manufacturing Co. 

National Lighting Corporation: 

Platinum Corporation, 

Southgate Engineering Co. 


Telegraph Construction & Maintenance Co., Ltd.—An 


‘interim dividend of 12s. per share (5 per cent.) is announced, 


- 3 


STOCKS AND SHARES, 


TUESDAY EVENING. . 
Tut second half of the year has opened auspiciously in Stock 
Exchange markets. Savings and profits provide plenty. .of, 
capital for investment, Consols have been strong, touching a 
price at -which the return is less than 4à per cent. on the 
money, as against the 5 per cent. offered by Exchequer bonds. 
Plain evidence, this, of how the investor regards the outlook 
for money after the war. Plain hint, also, to the holder of 
good stock that he had better keep it; Removal of minimum 
prices has had the anomalous effort of fortifying. other gilt- 
edged securities. The despair of the conscientious broker at 
the result of his efforts to find unimpeachable investments of 
long date to pay 5 per cent. on the money would be comica 
were it not so sincere. M 
All investment stocks and shares are hard as nails, to use 
the expressive colloquialism of Throgmorton Street. People 
ask what is the use of selling anything if they don't know 
where to get better value for their. money. ~The City is 
openly optimistic in regard to the war, but only the unin- 
structed would lay much stress upon the rise in Consols as an 
index of approaching peace. Forced sales of American .securi- 
ties is the main factor in the Consols advance. ier 
` Even Mexico is undergoing one of its periodical spasms of 
scttling-down. “ President ” Carranza is said to have given 
way to the United States on all essential points. Oddly: 
enough, this news had a very bracing effect upon American 
Rails and Canadian Pacifics, and hardly any at all upon the 
shares of the railroad and utility companies in Mexico itself. 
The Committee for the Protection of Bondholders in the 
Mexico Tramways, Mexican Light & Power, and Pachuca 
Companies have convened a meeting for Friday, July 14th, 
to discuss the lengthy report prepared by the Hon. F. H. 
Phippen, K.C., and Mr. E. D. Trowbridge. The Committee 
have the support of 74 million sterling of bonds, out of the 
total of £12,330,371. That the value of the Mexican dollar 
should have fallen from a florin'to three-halfpence ів one 
principal reason why the companies have had to suspend in- 
terest payments. Bondholders will do well to make every 
effort to attend what promises to be a highly important 
7 5 
meno lighting shares hold all their substantial rises of 
last week. County. ordinary put on another 2s. 6d., and 
Westminsters further hardened, to 64. Besides the demand 
for ordinary and preference shares, there is active competi- 
tion for every scrap—literally—of debenture stock that comes 
to market. . 
The Marconi meeting at the end of last week served to add 
fuel to the. fire of bullish expectations. The chairman in- 
ferred that the gallant Senator had perfected developments 
of the system which would mean remarkable expansion after 
the war. Accordingly, the price is 11/32 up at 3 7/82. me 
the same time ше а sharply to 19s., 
j recovered to hall-a- . . 
a ADT Tramways. issues are no worse i - the 
passing of the interim dividend on the second preference 
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shares. Maybe there were some who thought that this might 
have to come, and, after all, it is considered as a postpone- 
ment of the payment. The shares are cumulative, and as 
soon as the Argentine Republic manages to secure a larger 
proportion of shipping, industry will go ahead at.a rapid rate. 
Brazil has been less handicapped than Argentina in the 
matter of freights, and this the course of prices has abun- 
dantly witnessed. Brazilian Tractions are shaking off some 
of their recent dulness, and this week the price shows a 
slight improvement. 

Adelaide Supply preference shares are а good spot; the 
price is 4 up to its par value of 5. 

In the Telegraph market, there is another goodly string of 
rises. The Eastern group is firm, with Eastern ordinary, 
Western Telegraphs and Eastern Extensions all up to the 
equivalent of 150 for stock. Globe ordinary and preference 
are both 5s. better, helped by the increase in dividend on 
the former. Great Northerns are 10s. to the good. Investors 
are trying to buy Telephones, too; United River Р1аѓев, апа 
Chiles are 2s. 6d. up. 

The manufacturing group is very firm. Edison & Swan 
fully-paid shares are coming into Pompe again, and at 
95s. are 5s. higher on the week. British Westinghouse pre- 
ference put on а further sixpence. Babcock & Wilcox touched 
9i, but lost the fraction, the high price tempting out a few 
shares. Industrials of all kinds display considerable activity; 
only in the rubber department is there any noticeable dulness. 
There, the steady dwindling in the price of the raw material 
has discouraged buyers, particularly as the shrinkage 1s accom- 
panied by vague statements that no real improvement can 
be expected until the late autumn. Copper shares also keep 
dull and heavy, there being little present indication of sub- 
stantial recovery in the metal. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELECTRICITY COMPANIES. 
Dividend Price 
MÀ July 4, Riseorfal Yield 
1914. 1915. 1916, this week, © p.c. 


Brompton Ordinary .. .. 10 10 63 _ #7 18 9 
Charing Cross.Ordinary ©» 5 6 84 - 7 210 
do. do. do, 44Pref.. 44 4 8% - 618 6 
Chelsea ee os ee ee Б 4 B -— 8 18 4 
City of London  .. quor ses 9 8 124 — 6 12 0 
do. do. 6percent. Pref. 6 6 10$. - 5114 8 
County of London ah E | 1 1c + 611 9 
do. 6 per cent. Pref. 6 6 N — 515 8 
Kensington Ordinary . 9 7 — 616 7 
London Electríc .. т» s 4 B 1 — 731 0 
Metropolitan — ..  ..  .. Ai 8 2a -— 6 6 4 
do. 4 percent. Pref, 4 4 B xd — 110 0 
St. James’ and Pall Mall ‚.' 10 8 6 — 613 4 
South London .. .. .. б Б 23 — 8 18 10 
South Metropolitan Pref. 65 7 1 1 — 645 
Westminster Ordinary .. .. 9 `7 d + 3 614 8 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref, oe ee 6 6 105 - 1 5 14 2 
do. Def... 80]. 88/6 23 : — 710 9 
Chile Telephone .. 8 8 Д +4 6 3 1 
Cuba Sub. Ord. Б 6 ? _ 818 4 
Eastern Extension 7 8 15 +i *% 6 8 
Eastern Tel. Ога. és з 1 8 160 41 5 6 8 
Globe Tel. and T. Ord. .. Vs 6 7 18 + 5 ч В 
о. Pret. m 6 6 11 + i 5 9 1 
Great Northern Теі, .. .. 2 R 374 + $ 5 18 0 
Indo-European .. - .. 18 18 49 - 612 8 
Marconi .. .. .. .. 0 1) 845 +4 32320 
New York Tel. 44 es - 44 43 1024 ~ 4710 
Oriental Telephone Ord, .. 10 10 2 — 6 00 
United Б. Plate Tel... A 8. 8 68 + Ё *6 0 9 
West India and Pan. .. . 1 ОМ 95J- — 901 
Western Telegraph T SY 1 8 15 xd = *5 6 8 
Home Rarrs, 
Central London, Ord. Assented 4 4 18 +1 Б 9 
Metropolitan .. és КА it 1 274 ti 812 9 
do. District ; .. Ni Ni 19 +} Nil 
Underground Electric Ordinary Nil Nil is — Nil 
о. do. "A" ,, Nil Ni- 6/- == Nil 
do, do, Income 6 6 874 = 66 17 0 
Forrien Trams, &о, 
Adelaide Sup. 6 per cent. Pref, 6 в 5 
Anglo-Arg. Trams, First Pref. Б б BHA xd К : 7 9 P 
do. 2nd Pref, .. 6 i — 8 9 3 
do. Б Dob. ва 5 b Ti = 6 9 0 
Brazil Tractions .. НА æ 4 4 62 +4 619 0 
Bombay Electrio Pref. .. Ва 6 6 108 — 515 8 
British Columbia Elec. Rly. Pfce. 6 5 — 8 6 8 
до. йо. Preferred — Nil 40 — Nil 
do. do, Deferred — Nil 89 = Nil 
, do. do. Deb. 4 4 63 ~ 617 1 
Mexico Trams 5 per cent. Bonds — Ni 40 — Nil 
,do. ~ 6 percent. Bonds — Nil BL — Nil 
Mexican Light Common га Nil Nil 20 = Nil 
do. Pref, .. EN Nil Nu B3 ~ Nil 
do. Ist Bonds m Nil Nil 4 == — 
ML MANUFACTURING CoMPANIES, 
ос сох zs -- 14 — 
British Aluminium Ord. T 5 E аб. — H 1 8 
British Insulated Ord... .. 5 17 10} — 7 210 
British Westinghouse Pref, .. Th d 48/6 4 6d 640 
Callenders..  .. ..  .. 15 99 194 — 800 
do. 5 Pret. °з к» б 5 4 — 517 8 
Castner-Kellner .. Y 2, 90 — — 6 6 8 
Edison & Swan, £8 paid > Ni — 10]3 — Nil 
do. do, fully paid .. Nil — M +} Nil 
do. do. б percent. Deb. 6 b 57 - 816 8 
Electric Construction ., E 6 Th - 15/8 — 9 
Gen. Elec. Pref. oe ee ee 6 6 91 — 18 A 
Henloy ө» ee oe ee 20 25 16 -— Н 8 - 
do. #Рте!, .. vs e 44 44 4 = 6 la @ 
India-Rubber ...  ..  .. 10 10 12} — *8 8 1 
T'elegraph Con, os oe ee 20 90 89 — *8 4 1 


* Dividends paid tree of income tax, 


MARKET QUOTATIONS, 


Ir should be remembered, in making use of the figures appearing - 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday, July 5th. 


Latest Fortnight's 
CHEMICALS, &c. Price, Inc, or Deo, 
а Acid, Oxalic ee oe ee ee per Ib. 1/8 ee 
a Ammoniac Sal vs sce .. perton £15 T 
a Ammonia, Muriate (large crystal) T E ы 
a Bisulphide of Carbon .. E ўз 223 - 
a Borax .. ee ee ee oe » £30 * s 
a Copper 8ulphate .. ss vs " £61 £9 dec. 
a Potash, Chlorate ..  ..  .. perlb. 2/6 és 
a 7 Perchlorate ae ee » 2J- ee 
a Shellac vs wa We e. perowt. 95J- vs 
a Sulphate of Magnesia... .. per ton 818 o 
a Sulphur, Sublimed Flowers  .. y» £14 T 
a » Lump .. ss vx IM £10 ie 
a Soda, Chlorate .. m .. per lb, vs oe 
.. рег ton 120/- 


а ” a ewe oe oo 
a Sodium Bichromate, caska .. per lb. 


METALS, &c. 


c Brass (rolled metal 2" to 12" basis) per lb. 1/4 to 1/4¢ d. dec. 


c n Tubes (solid drawn) vs " 1/94 to 1/4 .—1d. do. 
c » Wire, basis .. Еа e n 1/44 to 1/14 d. dec. 
c Copper Tubes (solid drawn) .. » 1/64 to 1/7 іа. дес. 
g » Bars (best selected) .. рег ton £163 £8 dec. 
g n Bheet .. ae ee m £162 £3 dec. 
g mI Rod ee oe oe oe ШТ ` #152 £8 dec. 
d » (Electrolytic) Bars os n £131 £6 dec. 
d » »" Sheets .. T £151 £4 dec. 
2.5 " Н.О, Wis perib i ia. deo, 
» «С. Wire per lb. ‚ дес. 
f Ebonite Roa)  .. ^. .. per. ы pios 
f [T] Sheet ee t. ee LT] 9/6 ee 
n German Silver Wir se ee n 2/8 а 
А Gutta-percha, fine .. ss s ўз 6/10 T 
h India-rubber, Para fine .. vs M 9/88 84d. ino, 
i Iron Pig (Cleveland warrants) .. per ton Nom. ге 
» Wire, galv. No. 8, Р.О. qual, - £86 z 
g Lead, English Pig .. oe ie " £29 10 #9 10 dec. 
Eg Mercury ee ee ee ee per bot. £16 12 6 to 
: - £16 15 КУ 
e Mica (in original cases) small .. per lb. 6d. to 8/- vs 
€ » " " е " 1 80 0 y" . 
e AM. » » rge .. to Е ор. » 
d Silicium Bronze Wire ` . j са per ib, x 1 d p € 
r Steel, Magnet, in bars .. .. per ton oe 
g Tin, Block (English) ..  .. „ £177 21—24 dec. 
n , Wuire,Nos.1to010 .. .., per Ib. 8/- ve 


Quotations supplied by—, 


g James & Shakspeare. 
А Edward Till & Co, 


a G. Boor & Co. · 
c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co, i Bolling & Lowe. 
e F. Wiggins & Sons. i Richard Johnson & Nephew, Ltd, 
f India-Rubber, Gutta-Percha and n P. Ormiston & Sons. 

Telegraph Works Co., Ltd. r W. F, Dennis & Co. 


, Cuban Telephone Co.—The report shows that a gross 
Increase in rentals and service for 1915 amounting to $154,903 
was handled, with an increase in operating expenses of only 
$4,013, the net gain in operating income, therefore, being 
$150,190 for the year. This gain was partially offset by 
heavier expenditures for interest, and as а result the net 
surplus shows an increase of $105,426 as compared with 1914, 
or about 43 per cent. The depreciation for the year 1915 on 
depreciable property based on 4 per cent. of the cost was 
$178,478, less replacements chargeable to reserve of $76,814, 
leaving a net increase in the account for the year of $101,659, 
and a total reserve for depreciation at December 31st, 1915, 
of $677,467. Nearly $450,000 of the company's accumulated 
net cash surplus has been used this year for the purpose of 
carrying on the construction work required to be done under 
its concession and to provide for the constantly increasing 
additions to both the local and long-distance systems.— 
Financial Times. 


Dublin United (Electric) Tramways Co.—The direc- 
tors have declared interim dividends for the half-year ended 
June 30th of 6 per cent. per annum, less income-tax, on the 
preference, and 4 per cent. on the ordinary shares. The 
reduction of 1 per cent. on the ordinary shares is due to the 
los; of over £13,000 in receipts during the period of the 
recent rebellion, when the entire service was at a standstill. 


St. James’ & Pall Mall Electric Light Co., Ltd.—Interim 
dividends at the rate of 7 per cent. per annum on the prefer- 
ence and 5 per cent. per annum on the ordinary shares are 
announced for the past half-year. 


India:Rubber, Gutta:Percha & аер Works Co., 
Ltd.—Interim dividend, 5s. per share, free of tax, on the 
ordinary shares. 


Eastern Extension, Australasia & China Telegraph Co., 
Ltd.—Interim dividend for the quarter to March 3186, Зв. per 
share, free of income-tax. 


О. C. Hawkes, Ltd.—After paying 5 per cent. on the 
preference shares, £4,193 is to be carried forward. 
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METAL MARKET. o ELECTRICITY ON THE FARM. . 


— 


Tur advantages of electricity in "agriculture to the farmer, 
ta the central-station engineer, and to the nation as a whole 


Fluctuations in June. 


— 


UNE 1 2 5 6 7 8 9 121314151619202122232 30. а . : ‚ 
J pea AS 627 2829 30. have been fully discussed in the Review during the past 
"98 EERERN two years. 

LETT tty We hav : | m ` 
м“ ГГ _ We have obtained some particulars of an electrical 
$a POOLE ERE T . Installation on а farm on the outskirts of a northern town, 

81 HERR panas where the electric supply has been used since 1904. The 

so ————————À—— i supply is given at 500 volts for power, and 250 volts for 


lighting, from the central station situated about a mile and 


£188 ГГ 
187 IN ET a half away, and the service cables consist of two ‘022 sq. in. 
128 an E and one *012 sq. in. cables, insulated with bitumen and laid 
ш NAT ШИ = — Pong underground in bitumen. The original installation 
: E consisted of one 10-н.р. Royce motor and 45 lighting points, 


but was later increased by the addition of à 2-н.р. motor in 


| 156 the milk-house. 

. 179 The lighting installation was carried out partly in screwed 
178 tubing, but wood casing was used in the farmhouse and 
177 RN in some of the outbuildings. The stables and byres were 
= ie at first wired in screwed enamelled steel tubing, but on 
us @ account of moisture gathering in the .tubes and causing 
173 ШІ VITE . deterioration of the rubber, the enamelled tubing was subse- 
ira ЕТЕМ ТАГИ quently replaced by galvanised tubing inthese buildings. In 
m BEEEEEENENENEENNNA BH the haylofts, sheds, barns, &c., where the enamelled tubing 
170; ESSE IE EE LEE m RN protection was fitted, no trouble has been experienced 

8194 1775 СЕЗ E through insulation breakdowns. | 
198 BIB Ж -- — The charge for lighting was 44d. per unit in 1904, but 
а BARNESA the rate was reduced to 4d., then 33d., and now it is 3d. per 
uo LO CCO и The annual bills for electric lighting were as 
Yo IT TTV xd ME | 
usl || [| T] | | Є Total bul for 

SERS Year. . Units. Rate. lighting. 
m "ЕНЕ m 1904-05 ...  ... 266 434. £419 9 
us BE RYE EE B E IER A EN 1905-06 ... ... 318 4d. 5 6 0 

‚ш ЕЕ RERE 1907-08 м 7 X34 о dd Ta 
usitt tf | ELT ET cd 1908-09 ...  ... 323 4d. 578 
i СС 15557 1909-10 ... .. 39 4d. 611 4 
И ШЕСЕ 1910-11...  .. 381 1d. 6 7 0 
310 ү! ТГ үрүү ТГ 1911-12 ... e. 408 34d. 519 0 
юю ТК О ME NE P 
pe TEN ee o | a 
ee The average cost of lighting for the 10 years was 
me 1117 £5 13s. 1d., the units per annum averaging 368. During 
ЕЕС 914-15 г ildings were occupi e 

the year 1914-15 the farm buildings were occupied by the 
ЕЕ ае e ES АР 
108 ТИТИ military, and the lighting bill thereby greatly increased. 
102 ТТ ГК The 10-H.P. motor, which displaced a gas engine, drives 
TAMEN a line of shafting extending through the wall of the motor 
100 [| house to the mill house. In the latter is installed a thrashing 
99 machine, a bean bruiser, and a turnip pulper. Above, in 


the loft, is a cake bruiser and a straw cutter. In addition 
to these machines, the motor also drives a bone crusher for 
08 EE SESS DES hen-fodder, and à turning lathe and boring machine in a 


1006125678 9121314 151619202122232627282930 small workshop adjoining the mill. = 
The first four years’ power bills are shown below, the 


charge being made on a sliding scale commencing at 24d. 


es 
———— ———— . . 
i : per unit down to 14d. per unit. 
А nae Average ; 

Advertising Electrical Apparatus.—Referring to the Year. Units. Price. Account. 
ia of "A, J, G.," entitled “О ye of little faith," in our issue of 1904-05 ... "n А56 24а. £8 13 10 
se 23rd. Mr, Harry S. Ellis, borough electrical engineer, Squth | 1905-06  ... S 885 214. 718 0 
| ields, has sent us а set of leaflets illustrating the advantages of 1906-07  ... .. 1,672 2'0d. 14 5 0 
к к ш appliances on the lines advocated by "A J. Q.” 1907-08 T" T 383 2:3d. 312 0 

e 7 Ё А t e ` A я ў E " 
carries on the front page an interesting picture of the During the greater part of this period the farmer made 


Particular feature concerned : ; 

ae table electric heating. eiie ол Grith E еы full use of the motor, but in 1908 the farm changed hands, 

end и &c., a few brief phrases pointing out the benefits and the new tenant placed his orders for bean-meal and hay 

mn, and on a im иш data regarding costs to buy and . with a local grain merchant. He continued, however, to 

of the amounts due fon ihe core, ee the statement make use of the cake bruiser, straw cutter, turnip pulper, 
вашег to whom the leaflet ia and bone-crushing machine in his farm, but the 10-H.r. 


wt On the back of ter i : 

tariff, ; of the latter is an explanation of th à : à 
This ei Ts and the discounts allowed for Ере бше motor was, in consequence, less frequently in operation, 
еее нта Phows fertility of resource and an eye for апі the accounts for energy used by this motor fell off 


Persuasive effect whi 

Ellis ascures us tha ch should prove highly captivating ; and Mr. ваё] 

sus that this 2. ; very greatly. Е 

cheap and e, method of advertising has been found both ` The price of fodder has increased enormously on account 
Decimal Coi of the war, and the present tenant of the farm intends to 

“ye meeting Ы ne and the Metric System.—At yester- ^ make use again of the thrashing machine and bean-crusher, 

ant а tesolution was to е ООП Council of phe City of. ав his predecessor did before him. 

е ly adopting the decimal system of Шону жрм and In 1911 а 2-н.Р. motor was installed for churning, and. 

; also to drive a small milk separator for double creaming.. 
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The cost of electricity for these purposes, at the same rate, 
has been as follows :— 


Year. Units. Cost. 

1911-12... Ce o Ano B £112 6 
1912-13  ... жу "ONES (DU 118 9 
TIIRA ves. С ^a e. IU ) $H 
1914-15 ; ake 88 018 4 


The farmer expresses himself as well pleased with the 

assistance he obtains from the electricity supply, and does 
not know how he could manage otherwise, without having to 
engage several additional farm-hands. The milk separator and 
churn are especially handy, and he contemplates adding an 
electrically-driven refrigerator to his plant. He is also 
considering other uses for the electric supply, such as a 
milking machine for the 50 odd cows on the farm, an 
electric incubator, an electric horse clipper, and a motor- 
driven washing machine. Аз the water supply is furnished 
by gravity from a spring on the hillside, he has no use for 
pumps, but he wishes to install electric heaters in the byre 
and. milk-house to keep the temperature above freezing 
point in the winter. Good lighting in the byres and 
milk-house in the winter mornings has enabled the farmer 
to carry out the milking expeditiously and satisfactorily, 
and he emphasises the safety of electricity for lighting in 
hay-lofts, sheds, &c., where inflammable material is kept. 
. From the- station engineer's point of view, the load 
obtained is a good one, since the farmer uses his machinery 
during the early part of the day, and the maximum 
demand, both for lighting and power, takes place in the 
early. morning. | 


ELECTRICITY SUPPLY IN GREENOCK: 
TWO YEARS' GROWTH. 


ON May 2nd, 1916, an inaugural ceremony took place at the 
Greenock electricity works, the occasion being the addition 
to the plant of a fifth steam turbine and generator. This 
makes the second machine of 5,000 Kw. capacity installed 
at the Dellingburn Works. 5 

„e Councillor McCallum, Convener of the Electricity Com- 
mittee, on that occasion gave some remarkable figures in 


connection with the growth of the undertaking during the. 


last few vears. 
In 1913-14 it was thought that the output to Greenock 
consumers had reached its maximum, and that any increase 


W ESTINGHOUSE 5.000-ку. TURBO-ALTERNATOR RECENTLY INSTALLED AT GREENOCK. 


in the supply was to be: looked for in Port Glasgow. The. 


units sold for that year amounted to 11,451,438, and the 
first few months of the succeeding year showed. a reduction 
in the output, but, as the winter approached, the demand 
began.to rise, partly due to the introduction of the supply 
to the Port Glasgow shipbuilders ; the main part, however, 


of the new business was due to the additional requirements 
of Greenock firms. | ; 


The units sold during.’ 1914-15 totalled 14,207,575, an 


- increase of 24 per cent. over the preceding year, of which 14 


per cent. represented the additional output in Greenock alone. 

With the advent of the financial year 1915-16, new 
applications came in from all classes of consumers. The 
management immediately took steps to cope with the larger 
demand ; the boiler capacity was increased by the installa- 
tion of new economisers, and all that was possible was done 
to get the maximum duty out of the existing boiler 
equipment. During this period full steaming power had to 
be obtained with all the boilers in commission, and with 
no reserve, so that a breakdown in any one boiler would 
have necessitated the curtailment of supplies. 

The most serious difficulty experienced, however, during 
the past winter was the shortage of water for condensing 
purposes, owing to the drought. Extensions to pumping 
plant had to be rapidly laid down, and the cooling towers— 
which had been originally installed for the night load, 
when no water flows down the Cut—had to be brought into 
commission during the daytime. | 

The new scheme of extensions, for which the Corpora- 
tion is at present seeking powers to borrow £45,000, 
includes two new boilers and a large cooling tower, as well 
as feeders and converting plant at the various substations. 
As indicating the necessity for these further additions to 
the plant, it may be stated that since the end of the last 
financial year applications have already been received for 
electricity supplies amounting to 1,310 Kw. in Greenock and 
663 Kw. from Port Glasgow users, and when negotiations 


with several other prospective consumers are completed, à 


further demand of 905 Kw. may be expected. The units 
generated for the nine months ended on March 31st last 
numbered 17,152,641, and the amount of energy produced 
for the complete year will probably exceed 20 million units 
generated, or nearly 100 per cent. more than the output 
two years ago. : 

The daily demand during the month of May has exceeded 
las& year's daily demand for the corresponding period by 
over 1,000 Kw. This represents 25 per cent. increase on 
last year's maximum demand, and is a very marked indica- 
tion of what may be expected when the shorter days arrive, 
and the lighting load overlaps the power load. | 

The prospects for the undertaking during the next few 
years appear to be excellent. Shipbuilding and engineering 
firms expect to have plenty of work in hand for some 
time to come, and the sugar refineries have lately been 
extending their electrical machinery. In other trades. 
too, electric motors are being installed. 
despite the prevailing high prices of 
machinery. 

The turbine set which has recently 
been placed in service is a duplicate 
of plant supplied to the Greenock 
Corporation by the’ British Westing- 
house Co., about two years ago. The 
turbine is of the Westinghouse-Rateau 
high-pressure impulse type, rated at 
5,000 KW., and running at a speed of 
1,500 R.P.x. The alternator is of the 
patent compensated type generating 
three-phase current at 50 periods, 3,300 
volts, and takes an overload of 25 per 
cent. for one hour. This set is 
provided with a direct-coupled exciter. 
Regulation is carried out by means of 
a rheostat in the exciter shunt field, no 
main field rheostat being necessary. А 
wet-air filter has been supplied with the 
alternator. | | 

Surface condensing plant has also been 
installed, but no circulating pump has 
| been supplied, as 'the cooling water 1s 
fed by gravity. The Leblanc air and extraction pumps are 
driven by means of an auxiliary türbine, which exhausts . 
into the feed-water heater. j | 

'The accompanying illustrations show the new set, and the 
interior of the engine room, Our congratulations are due 
to Mr. Е. Н. Whysall, the burgh electrical engineer and 
manager, on the remarkable development of the undertaking 
under his control. yy 


, 


Vol 


‚ 19. No. 2015, JULY 7, 1916.] THE ELECTRICAL REVIEW. 25 


S.P.T.: A FINSBURY REMINISCENCE. 


Тнк recent lamented death of Prof. Silvanus P. Thompson 


must have caused old students of Finsbury to recall their - 


college days, and to regret that the visits which so many of 
them pay to the place for the sake of old times no longer 
carry the possibility of a meeting with the genial Doctor, 
whose friendly interest in the careers of his old pupils was 
always most lively and encouraging. | 

“S.P.T.,” as we called him, seemed more like a per- 
manent institution than an ordinary being, and it is hard to 
realise that we have seen him for the last time on earth. 

He possessed great learning, and that in many directions, 
He kept abreast, with marvellous activity, of modern 
developments, whether scientific, industrial, or literary. He 
had a keen insight into practical problems, and was always’ 
ready to give helpful advice and criticism. He was liberal- 
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whom had spent a part of their vacation in some kind of 


employment, were brought back to the proper frame of 
mind. by another glimpse of the Promised Land. Those 
who had gone out and found the milk and honey less 


plentiful than they had hoped for, or who were still 


struggling through the wilderness, sometimes came in, and 
were reheartened and filled with a new enthusiasm. 

These reminiscences are mostly of about 18 to 20 years 
ago. In those days the Doctor used to lecture on Friday after- 


LI 


noons on abstruse matters connected with high electrical 


theory. The consideration of potential was described by . 


a somewhat mystified student as “а Johnny rushing 
up from infinity and plugging a brick down, and rushing 
off for another one." К 4 
Any misdemeanour or inattentiveness in lecture was at 
once checked by a silent glare. I once brought this on 
myself by sighing loudly, whether with despair at my own 
obtuseness or for some other reason is not now certain, in 
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GREENCCK ELECTRICITY Works : INTERIOR OF ENGINE Room. 


Sk a conspicuous instance of this was liis attitude on 
‘he question of the laying-down of electric tramways in 
| “Ж when his views, expressed more than once in 
iba бө the Institution of Electrical Engineers, 
a эре rin to the reactionary and stick-in-the- 
Mad i others in similar positions. He was eminent 
Ml eset Г, а style which could not fail to interest 
ir. and he had a marvellous power of clear exposi- 
„in which he had no superiors, and very few equals, 

anong men of science, | 
з ч opening of each session of the college 
Met a lc. New students, many of them fresh 
мі to ke коша to pursue their new activities, 
ме Mid work, in spite: of the novelty of being 
lier ише бй | by the exalted beings who now replaced 
= tion loo masters, and of the removal of many 
S. Those in the middle: of their course, some of 


the middle of one of the Friday afternoon lectures aforesaid, 
when sitting in the front row. | 

One student, whose disability in the world electric was 
so conspicuous that his first session was also his last, was 
inclined. to favour the back of the theatre, so that his 
tendency to talk, sketch, or slumber would be less 
noticeable. When the Doctor called the roll, and noted 
from whence the answer came, he said : ** No, Mr. H., come 
nearer. You must not hide your light under a bushel.” 


A demonstrator of the time, who, as I have since learned 
to realise, was very clever, not only at his work, but at 
many side-lines—natural history, for example—was an 
extremely nervous man, and he used to jig a little piece of 
chalk up and down in his hand while lecturing. His 
lectures used to be delivered to a running accompaniment 
of kicks on the desks, banging of notebooks, stamps on the 
floor, and other uncouth and ill-mannered noises. One 
day the lecturer rebelled against this tyranny, announcing 
that he meant to carry through his lecture to its conclusion 
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c 
on the lines he had laid down, апа that if gentlemen (yes, 
we wére called ** gentlemen”) would persist in interrupting, 
he should keep them beyond the beginning of the luncheon 
hour. ‘The noise continuing, he did so, and the striking of 
the hour was the signal for yells of execration. 

Suddenly the door behind the lecture bench opened. The 
Doctor! The yells were stifled in the throats of the 
rioters. The Doctor, entered, and sat down on a chair 
behind the bench. He spoke no word. The proverbial pin 
might have fallen with an ear-splitting crash. The lecturer, 
who seemed nearly as alarmed as the students, and was, 
consequently, more nervous than ever, went on to the end, 
still jigging the bit of chalk up and down in his hand, and, 
so far as we knew, the incident closed. 

At that time, and for some years after, the Physics 
Laboratory and the Drawing Office used, to be at No. 5,a 
little way up the street towards the City Road. Sundry 
industrious experimenters discovered that a pleasing effect 
could be obtained by blowing down a tube attached to the 
gas-pipe, when Bunsen burners in the vicinity showed a 
livid and ghastly glare. I tried it myself, so I know. A 
certain student, now of some eminence as a designer of 
electrical machinery, but then quite the smallest.person at 
the college, pursued this research rather too far, and 
extinguished all the burners in the laboratory, whereby he 
was discovered, and was duly reported to the Principal. 

The next time all the **first-years" were gathered together 
in the Physics Lecture Theatre, the Doctor, addressed them 
in grave and measured terms, pointing out the great iniquity 
of this practice and the danger of it, and the waste of time 
arising therefrom. Finally he ordered the culprit to leave 
the theatre; which done, he observed scathingly: “ Are 
there апу. more little boys in knickerbockers ? " 

He was clever in the use of stratagems to fix points in’ 
the mind. On one occasion the subject was lenses and 
their curvature. How should we describe the curvature of 
a lens? This theme ran through the lecture from the 
beginning to the 'end of the hour's talk. In what unit 
should it be defined? And so he worked it up, till we 


were all quite excited and anxious to hear the answer 


to the question: * What is the unit of curvature?” At 
last, he said: “It is called one Dioptrie,” and, writing the 
word on the board, he beamed upon the class – and said по 
more. I have not forgotten the dioptrie, though I have 
never since had any occasion to use it. 

One could go on for a long time with memories of those 
days, now so far away, but it is time to draw to a close. 

In a properly-constituted State such men as he would be 
knighted. Of course, I never heard him speak of the 
honour for himself, though he was of opinion that Dr. 
Ferranti and Mr. Siemens, Presidents respectively of the 
Electricals and the Civils, ought to have been knighted in 
the Coronation year. _ 

One’s cordial sympathy goes out to his staff, many of 
whom have proved their devotion by long service. How 
desolate the College must seem to them now, how forlorn 
the empty chair ! 

Let us hope a worthy successor will be found, one who 
understands Finsbury traditions, and who is in sympathy 
with the Doctor's ideals. 
assistant, is one such man, and his choice would be welcomed 
by Finsbury men, present and past.—C. 


NEW ELECTRICAL DEVICES, FITTINGS, 
- AND PLANT, 


Е.А.С. Multiple Contact Starter. 


We recently inspected a large multiple contact starter for a 
D.C. motor driving.a rolling mill, made by THE ELECTRICAL 
APPARATUS Co., LTD., of Vauxhall Works, South Lambeth Road 
S.W. It is of the contactor type, with full electrical interlocking. 
The starting hand-wheel is shown on the upper right-hand side of 
fig. 1, with the regulating handle below ; a push-button contact 
operated by the hand-wheel closes the control circuit when moved 
forward, but opens it at once when the wheel is moved backward thus 
throwing out the initial contactors. The shunt field switch is 
seen at the lower left-hand corner of the figure, and is mechanically 


Prof. Miles Walker, his old 
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interlocked with the main switch shown alongside of it, which 
cannot be put down into the running position unless the field 
switch is first closed, as shown; the lower contacts of the field 
switch place a resistance across the field terminals before the 
circuit is opened. | 

The regulating switch is also interlocked by the electromagnet 
seen on the lower right-hand panel ; the motor cannot be started 
unless the armature of the magnet is pushed down by a projection 
attached to the regulating lever, which must be put back to the 
“ all-out " position for this purpose, and cannot be moved forward 
to insert resistance in the field circuit until the starting operation 
is completed. ^y 

The main knife switch being closed, the next operationlis to 
close the circuit-breaker on the left-hand upper panel, which is 
provided with an over-load release ; on turning the hand-wheel, 
the contactors are pulled in successively, cutting out resistance from 
the armature circuit, until finally the double contactor on. the right 
closes and short-circuits all the resistance. Each contactor is 
provided with two auxiliary contacts, one of which interlocks the . 
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Fig. 1. Е.А. Co. 400 H.P. MULTIPLE-CONTACT STARTER. 


initial contactor, so that if any of the intermediate contactors 
stick up, the first cannot close; the other contact introduces an 
economy resistance into the circuit of the solenoid.’ If, in starting 
up, one of the contactors fails to close, none of the subsequent ones 
can close, and in such a case the starting hand-wheel must be 
returned to the first position and a fresh start made. The resist- 
ances are of the iron grid type, and are mounted on the back of 
the board ; the economy coils are all brought together in a frame 


` where they are readily accessible, with neat wiring to the corres- 


ponding solenoids. 

In order to stop the motor without loss of time, dynamic braking 
is employed, three resistance steps being provided on the upper 
position of the main knife switch. 'The board is intended for the 
control of a motor of 400 H.P., taking currents up to 1,500 amperes ; 
the contacts are therefore very substantial, and carbon sparking 
contacts are provided on all the contactors. In addition, the 
initial and final contactors, which are the only ones that may have 
to break the circuit, are fitted with magnetic blow-outs. The 
switchgear was shown to us in operation, and appeared to be a 
very satisfactory job in all respects. 


Westinghouse Liquid Controllers. 


The advantages of liquid controllers have increased as their 
drawbacks have diminished, with improvements in construction, 
and the modern type differs widely from the crude apparatus 
formerly available, being now a well-designed and reliable 
machine, which lends itself admirably to a variety of conditions, : 
We illustrate herewith a hand-operated controller of this kind 
which has been got out by the BRITISH WESTINGHOUSE CO., LTD., 
of Trafford Park, Manchester, for use in connection with slip-ring 
reversing motors driving haulages, &c., in mines and quarries, for 
stator pressures up to 3,300 volts, stator currents up to 300 amperes, 
and rotor currents up to 750 amperes. The device comprises stator 
cireuit oil-break switches, and liquid resistances for the rotor 
circuit, the latter being provided with a system of water-cooling 
pipes, as shown in section, fig. 3. The controller is operated 
with a lever, as shown in fig. 2, unless otherwise specified, and is so 
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7 he oil switches close before any of the rotor resistance 
sept ыс. ; the switches are of heavy construction, апа аге 
suitable for frequent operation under heavy load. The arrange- 
ment of the resistance tank is shown in the section, fig. 3. ' 

The fixed electrode can be removed without disturbing the 
earthenware pots. The electrodes are provided with a sump below 


the contact surfaces in which any sludge will collect, and from 
which the sludge can be drawn off by means of a cock. The 
earthenware pots can be withdrawn through the side of the con- 
troller, and new ones fixed in the same way. thus obviating the 
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Fig, 3.—SECTION OF RESISTANCE TANK, 
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moving’ à Pit below the controller for this purpose. The 

pipes, Baffle ln may be removed without disturbing the cooling 

The amount of mea ensure proper circulation of the electrolyte. 

horee-power hà water required is approximately 3°3 gallons per 
“pated in the controller per hour. 
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ELECTRIC INCUBATORS. 


THE advantages of electricity for hatching and brooding chickens 
and testing eggs are becoming better and better recognised, and 
the convenience and adaptability of electric devices over those 
operated by gasoline, gas, steam, and kerosene easily place them in 
the front wherever electric service is available. 

Among the advantages claimed for electric incubators are 
simplicity of operation, close control of both heat and moisture. 
perfect ventilation, absence of smoke, soot, fumes, and odours, 
safety with respect to danger from fire, &c. \ 

The incubator shown in fig. 118 of metal construction, the out- 
side casing being of heavily-enamelled sheet steel, and the inside. 
or egg-chamber, of heavy galvanised iron. The dead-air space 
between the two is insulated with a sanitary, fireproof material. 
Ventilation is controlled from the outside by a metal slide in the 
bottom of the incubator, by means of which the intake of air can 
be easily and correctly regulated. The moisture or humidifying 
tank is on a flange attached to the side of the egg chamber, sliding 
in or out, and being easily accessible. The electric wiring is placed 
between the outer and inner metal parts of the removable top lid 
of the machine, so that nothing is exposed except the sockets for 
the bulbs and the circuit-breaker. 

The eg: trays are of heavy galvanised wire, and the sizes are 
zraduated so that each tray will hold about 100 eggs, making the 
trays easy for anyone to handle. Where the dimensions permit, 
the egg trays are made in sectional squares, so that the positions of 
the eggs relative to the centre, sides, and corners of the container 
can be changed without actually touching the eggs themselves, 
"olid removable bottoms with perforated sheet and sliding venti- 


Fria. 1. ELECTRIC INCUBATOR WITH CAPACITY OF 65 EGGS. 


lators are provided. In addition to the asbestos lining, the dead- 
air space in the top is packed with mineral wool, and the sides with 
a triple layer of prepared paper and felt. The machine is equipped 
with double-glass windows in the door, so that each part of the 
interior is always visible. A card slide is attached to the side of 
the machine for keeping records of the hatch. 

The temperature of the incubator is controlled by a thermostat, 
which automatically regulates and controls the degree of heat 
required in the incubator. When the temperature rises a quarter 
degree above the point at which the thermostatie circuit-breaker 
has been set, the circuit is automatically broken, and the current 
is shut off from the lamps. which are of carbon-filament type. ` As 
soon as the temperature falls a fraction of a degree below the 
point at which the machine is set. the circuit is automatically 
re-established. 

At arate of 5 cents а KW.-hour it is said to cost only a trifle 
more to hatch by electricity than by oil or hot water. Where the 
rates are much lower, the difference in cost is either eliminated, or 
the advantage can be placed on the side of the electricall y-operated 
machine. It is claimed, however, that at the above-named price 
the small additional excess in cost is more than offset by the 
increased percentage of chickens hatched. the time saved over that 
spent in operating other devices for hatching and brooding, the 
absence of worry as to the outcome, and the superior vitality of the 
young fowls, together with the absolute lack of fire risk. The 
all-metal construction of the machine shown herewith permits it 
to be easily cleaned, and it is, therefore, far more sanitary than the 
old types of wood machines. : ` 

Of course, in producing chicks by artificial means the mere 
hatching of the eggs is only “ half the battle.” The chicks must be 
reared, and statistics show that only about one-half of the chicks 
hatched reach maturity. This large mortality is caused, it is 
claimed. by disease, usually the result of improper brooding. In 
the absence of the motherly hens to watch over the broods pro- 
duced by artificial incubation. and especially to keep them warm at 
night, electrically-heated hovers have been developed, of similar 
construction to that of the incubator described above, being of 
metal, light in weight, portable. and perfectly insulated.’ A 
curtain of felt is employed for providing shelter for the chicks. No 
thermometer is needed, because the proper degree of heat necessary 
to rear the chicks is computed in advance, and the hovers are 
equipped with bulbs accordingly.— Electrical. World, 
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, FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


SWITZERLAND.—With reference to the notice published 
in the Review of January 28th, containing a list of electrical 
and other goods of which the Société Suisse de Surveillance 
Economique is the only authorised consignee in Switzerland, 
it appears that a revised list of articles has been issued by 
the War Trade Department, in respect of which licences for 
export to Switzerland are only granted if the goods are 
consigned to the above-mentioned Société for account of the 


ultimate consignees. Certain articles in the list are allowed - 


to benefit under the special scheme for small parcels’ (details 
of which were published in the Board of Trade Journal of 
March 23rd); in these cases licences may, at the discretion of 
the War Trade Department, be issued on application without 
the production of a certificate from the Société, in respect 
of parcels up to 11 lb. in weight by non-postal service, pro- 
vided that they are dispatched by the special route stipu- 
lated. The following are among the articles appearing in the 
revised list; those printed in italic type can take advantage 


of the special scheme above-mentioned, while in the case of 


those not printed in italics a certificate from the Société is 
essential :— 


Accumulators, electric, and accumulator plates. 

Aluminium in all forms and aluminium manufactures. 

Asbestos, crude and manufactured. 

Batteries, electric, and parts. 

Bauxite. 

Belting (machine) of all kinds. 

Cable, insulated. | 

Carbons, electric.  (Carbons for electricity—ezcept elec- 
trodes—and carbon brushes for dynamos, can be sent under 
the small-parcel scheme.) | 

Celluloid, raw, in bulk, sheets, rods, tubes, clippings and 
waste (but not wares). 

Chrome, ore and metal, in all forms. 

Copper: Ore (including pyrites); pure metal and alloys of, 
ia all forms; waste. 

Corundum. 

Detonators. 

Electrical firelighters. 

Electrical insulated wire and cables. 

Electrodes, cells and component parts. 

Emery, all forms, and emery wheels. ы 

Ferro-chrome and ferro-nickel, and all other ferro-alloys. 

Filings and scrap, of old copper, tin, zinc, and their alloys. 

Fuses (miners. 

Gloves (rubber). 

Graphite. 

Gutta-percha, all forms. 

Instruments, nautical, observation, geodetical, and optical. 

Lead, pure and its alloys; pipe; sheet, drawn and wire; 
lead ore; waste. 

Machine tools and parts thereof. 
Т Machinery (and parts) for use in marine and aerial naviga- 
lon. - | 

Machinery, electrical, electric dynamos, and motors. 

Machinery, refrigerating. 

Machinery oils 

Magnetos. 

Mercury; ore, metal, and preparations; fulminate.. 

Metal, anti-friction. 

Mica, rough and worked. 

Molybdenum; ore and alloys, also salts. 

Nickel, ore, metal, pure and alloyed, all forms. 

Packings, engine and boiler, including slagwool. 

Rubber, vulcanised, in sheets. 

Surgical instruments and apparatus. 

Telegraphs and telephones, material for. 

Titanium ore, metal and salts. 

Tungsten in all forms. 

Vanadium, ore, salts. 

Vehicles of all kinds used in military or naval transport. 

Zinc, ore; metal, pure and alloyed, in all forms. 
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NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED), 
Published expressly for this journal by Messrs. W. P. Tuourson & Co. 


Electrical Patent A ents, 285, High Hol V i 
bbs, at agen ig olborn, London, W.C., and at 


i Electrodes of secondary batteries," E. Hancock & Н. Wistir. 


June 19 


8,618. “ Electric knitting needles." E. T. BARTLETT & С. M. Simpsox 
June 19th. v 
8,620. '' Electrical conductors." W, P. GRANVILLE. June 19th. 
8,625. " Distributors for high-tension magnetos.’’ 
Morgay Свеџосів Е Co. June 19th. 
8,633. '' Alternating-current commutator motors," British W , 
ELtcrRIC & Manuracturinc Co. June 19th. (U.S.A., June 19th, 719153 0 
8,639. '* Arrangement of electric storage batterles in submarines and con- 


struction of submarines for that purpose." E. C Р 
Italiana 6. Ansaldo & Co.). TU DR. Marks (Soc. Anon. 


8,8669. “Means for assist 
R. Mercer. June 20th, 7 


С. S. HOLLAND AND 


ing adjustment of trolley-pole of tramcar, &c." 


8.685. '' Nozzle plugs." British Tuomsox-Houston Co. (General Electric 
Co., U,S.A.) June 30th. 

8,691. “ Telephone systems." О. Снанх, H. J. Herk & Reay Асто- 
matic TELEPHONE Co. June 20th. 

8,698. “ Varying pressure in electro-magnetically-operated carbon-pressure 
regulators." Акт. Ges. Brown, Boveri ET Ce. June 20th. (Germany, June 
25th, 1915.) 

8,732. “ Electrolytically encasing wooden  air-propellers." Н. Watson. 
June 2156. 

8,733. “ Electric cable." С. J. Beaver & E. A. CLAREMONT. June 91st. 

8,736. '' Electric circuit breakers." Т. P. Casorri. June 21st. 


8,740. “ Protective devices for dynamo-electric motors." J. ANDERSON axp 
G. Ешлѕом. June 2lst. 

8,754. ''Means for controlling and regulating electric motors." IGRanic 
Ereciric Co. (Cutler-Hammer Manufacturing Co., jU.S.A.). June 2lst. 

8,756. ‘Control of alternating electric current induction motors.” W. 
Brooker, June 2lst. 

8,792. '' Electro-magnet for localising foreign substances embedded in 


human body." J. BERGONIE. June 22nd. (France, June 22nd, 1915.) 


8,795. '' Electrical systems for engines.” W. A. Cunvsr & С. F. KETTERING. 
June Z2nd. (0.5.А., July 16th, 1914.) 


8,796. “ Controlling electric motors.” British THomson-Houston Co. 
(General Electric Co., U.S.A.) June 22nd. 


8,797. '' Electric lamps," Е. Hoben. June 22nd. 

8.810. '' Miners’ electric safety lamps." О. OrpnuaM. June 22nd. 

4.811. “ Battery lamp." N. Kres. June 22nd. 

8,814. “ Electrical influence machines." D. К. Morris. June 22nd. 

8,815. '' Electrical precipitation of solid and liquid particles," D. К. 
Morris, June 22nd, 

8,818. “ Device for straining er tensioning wires, cables, &c." A. L. 
Revive. June па. 

8,821. '' Timing devices for telephone systems." H. J. Hurink & Быу 
AuioMaTIC TELEPHONE Co. June Sind. 

8,831. " Electrically-welded wire fabric, &c." British Rsinrorcep Сох. 
CRETE ENGINEERING Co. & E. B. Hate. June 23rd. 

8,845. '' Electro-magnetic relays." С. B. Burpon (Siemens & Halske Ak:. 
Ges.) June 23rd. S 

8,858. “ Varying resistance of electric circuit." Товлміс Execrric Co. 
(Cutler-Hammer Manufacturing Co.) June 23rd. 


PUBLISHED SPECIFICATIONS. 


1915. 


3,439, Srarkinc PLUGS FOR INTERNAL-COMBUSTION Motors. Soc. Industric!le 


de Delle. March 3rd. (May 8th, 1914.) 

8,227. MAGNETO-ELECTRICAL GENERATING SYSTEMS. 
Magnetos, Ltd.) June 3rd. 
j d ELECTRICAL INSTRUMENTS OF THE Movino Соп. Tyre. E. S. Heurtley. 
une 3rd. 

8,326. Егествіс WELDING, BRAZING, AND SOLDERING, nd APPARATUS THEREFOR. 
British Thomson-Houston Co. (General Electric Co., U. .A.) June 4th. | 
Junt n ELgcrRicCAL Heaters. Е. C. R. Marks (Landers, Frary & Clark). 
une 8th. 

8,572. DYNAMO-ELECTRI2 МаснихЕз А. H. Neuland. June 10th. 

8,708. Rerracrory Метал. Tuses. British Thomson-Houston Co. (Gencrak 
Electric Co., U.S.A.) June 12th. ; 

8,739. ELECTRIC APPARATUS FOR Drivinc CLocks. H. E. Warren & Warren 
Clock Co. June 14th. m 

8,829. Etzcrnic Hratinc AND Resistance Devices. A. F. Berry. June loth. 

8,927. WiRELESS TELEGRAPH RECEIVERS, Marconi's Wireless Telegraph Co. 
апі С. M. Wright. June 17th. 

9,720. Wireless SIGNALLING Systems. British Thomson-Houston Co. (Gene- 
ral Electric Co., О.5.А.). July 8rd. 

9,993. CowsiNED Lockinc DEVICE AND SHADE SUPPORT FOR ELECTRIC Incax- 
DESCENT Lamps. W. C. Crockatt. July 9th. (December 30th, 1915.) 

10,769. Crystal DETECTORS, PARTICULARLY FOR WIRELESS SIGNALLING. 
Sterling Telephone & Electric Co., Ltd., and Т. D. Ward-Miller. July 24th. 

12,617. MstHops or Marking Grass. British Thomson-Houston Co. (Gene- 
ral Electric Co., U.S.A.). September 2nd. i 

14,230. Егвсткогутіс Process ror REMOVING OXIDE FROM THE SURFACES OF 
AKTICLES OF IRON or SreeL. P. Marino. October 7th. — 

16,671. ELECTRO-DYNAMIC BRAKES FOR USE IN CONNECTION WITH PRINTING 
Macuines. H. V. James. November 23th. (Additiom to 596/15.) x 

16,692. Winvinc Drums For ELECTRIC Wires, CABLES, AND THE LIKE. Н. F. 
Snithson and Callender's Cable & Construction Co. November 24th. ; 

17,946. AUTOMATIC SELECTORS For ТЕ ЕРНОМЕ Systems. Siemens & Halske 
Akt. Ges. December 23rd. (April 20th, 1915. Addition to 23,336/13.) 


2910. 
3,234. DvNAMOMETERS. W, G. Walker. March 3rd, Patent No. 100,556. 


F. A. Heys. (Neulanc 


LIST OF BRITISH PATENTS EXPIRING 
DURING 1916. 


(Concluded from Vol, 18, page 748). 


18,872. August 28th, 1909. H. W. Cox. Electric switches. 

19,562. September 6th, 1902. Н. Н. Lake. Brakes and electric switches. 

20,755. September 23rd, 1902. О. Imray. Electric controllers. 

21,090. September 27th, 1902. J. Gell. Telegraphs. 

31,914. October 8th, 1902. Н. H. Lake. Dynamos. 

32,712. October 18th, 1902. У. A. Fynn. Electric motors. 

23,262. October 24th, 1903. А. Blondel, Electric lamps. Я 

23.988. October 24th, 1902. С. Winter & Е. Eichberg. Dynamos; electric 
transformers; electric motors. 

24,770. November llth, 1902. G. H. Hill. Electric motors. 

25,023. November láth, 1902. С. A. E. Kohler. Electric motors. 

25,240. November 17th, 1902. E. Tyer, F. T. Holling & F. W. Leake. 
Railway signals. s 

25,524. November 20:h, 1909. Soc. G. et P. de Mestral. Electric lamps. 


25,658. November 8191, 1902. Marconi's Wireless Telegraph Co. & C. S. 
Franklin. Wireless telegraphy. 
26,395. November 29th, 1902. А. Artom. Wireless telegraphy. А 
26,552. December 9nd, 1902. К. А. Fessenden. Wireless signalling. 
26,553. December 2nd, 1902. К. A. Fessenden. Wireless signalling. 
26,868. December 5th, 1909. A. Wright. Measuring electricity; electro- 
Iv sis. ' х : 
27,769. December 16th, 1902. E. A. Carolan. Electric switches and cut- 
ours, . : 
21,897. December 17th, 1902. М, Pognon. Internal-combustion engincs. 
28,167. December 20th, 1902. Н, G. Brown. Railway signals. 
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Ás the June issue of the J ournal of the Institution 
of Electrical Engineers reached our hands only on 


regarding its proceedings—for evidently it did not 


we tender our congratulations upon its activity. 

The recommendations themselves are exceedingly ` 
They were based upon 
reached by a Committee of the 
whole Council which for some time had “һаа under 
consideration certain matters affecting the electrical 
engineering profession," and had: presented its 
report to the Council; on the announcement that 
the Board of Trade had decided to appoint Com- 
mittees to consider the position of certain important 
British industries after the war, especially in rela- 
tion to foreign competition, the Council urged the 
Board to appoint a separate Committee for the elec- 
trical trades, which was accordingly done, in April. 


. The President having been invited to give evidence 
' before this Committee, the Council resolved that 


the recommendations based upon the conclusions of 
its own Committee should be submitted by him on 
its behalf.  . 

If we have felt it our duty, in the interests of the 
electrical industry, to reproach the Council in the 
past for its studied aloofness fróm all matters that 
could by any stretch of imagination be regarded as 
pertaining to trade, finance, and commerce, and for 
its deliberate decision to refrain Írom any participa- 
tion in the development of electricity supply or of 
the electrical manufacturing industries, we are all 
the more ready, and indeed eager, to express our 
hearty appreciation of the policy of which it has 
now publicly proclaimed its adoption. It no longer 
shelters behind the advice of the B.E.A.M.A. to do 
nothing; it no longer adheres to the opinion *' that 
no useful action on the part of the Institution ap- 
peared to be possible," and that “ the continuance 
and expansion of, British trade after the war will 
mainly depend on economic principles and on the 
commercial industry and initiative of British manu- 
facturers." Оп the contrary. the Council has defi- 
nitely thrown over these views; it has warmly 
adopted the cause of British trade, and puts forward 
a series of practical proposals, the majority of 
which, at all events, will be cordially welcomed not 
only by the members of the Institution, but also by 
all who wish well to the future of British industries. 

In brief, the Council calls for ‘‘ some combina- 
tion of British electrical firms"; a Government 
Tribunal to control the electricity supply industry 
in this country, somewhat on the lines indicated by 
the recent discussions; the adoption of a protective 
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tariff to make it certain that the home market shall 
be secured to British manufacturers alone; a per- 
manent Advisory Committee to ensure that raw 
materials and apparatus necessary to British trade 
shall be produced within the Empire; the improve- 
ment and development of the British Consular ser- 


vice; the adoption of British engineering standards , 


throughout the Empire; and the compulsory adop- 
tion of the metric system. АП these items relate 
entirely to British trade and industry, and they form 
a programme which reflects great credit on its 
framers. 

In addition, the Council is endeavouring to pro- 
mote the advancement of the profession, and the 
raising of the status of electrical engineers, by 
advocating the grant of a Charter to the Institu- 
tion, the establishment of a Central Engineering 
Board to place the trained engineer on the same 
professional footing as a doctor or a solicitor, and 
improvement in the methods of training of such 
engineers—all objects which will command the sup- 
port of every member of the profession. 

As regards the first item, we are glad to note that 
excellent progress has been made in recent months 
towards the organisation of the British engineering 
industries to meet the coming trade war; up to the 
present the work has been largely confined to the 
broader aspects of combination, but this alone will 
not ‘suffice. The highest efficiency of production 
can Only be attained by proceeding from the general 
to the particular: it is most necessary that British 
manufacturers shall not, as in the past, be found in 


‘keen competition with one another in oversea mar-. 


kets, and this can only be avoided by the partition 
of the field either of manufacture or of exploita- 
tion. The tendency to add new lines of manufac- 
ture to an existing business is a weak point in our 
armour, for it increases the unit cost of each type of 


product; that it helps our competitors to offer lower . 
"prices and higher quality cannot be denied. That 


some individual sacrifices will be demanded for the 
common good we believe to be inevitable—but we 
also believe that they will be sacrifices of sentiment 
and opinion rather than of material advantage or 
personal profit, and this applies also to the second 
and third items. Again, however much we may 
object to any interference with economic laws, no 
shibboleths or maxims should blind us to the 
supreme and imperative necessity of excluding all 
goods of enemy origin from our markets for many 
years to come, and hence, if that object can be best 
attained or ‘only attained by means of a protective 
tariff, we bow to the necessity. That patriotic senti- 
ment alone cannot be depended upon to achieve the 
desired end, we fear, is certain; it will go a long 
way—but there is always the risk of unfair advan- 
tage being taken by others, the fear of which 
prompted the ill-fated proposal of the I.M.E.A. 
Council to oppose the restriction of public expendi- 
ture to British plant. Obviously, if a prohibitive 
tariff is set up, this objection will fall to the ground. 
The purpose of the Advisory Committee is naturally 
to promote Government action in order to make the 
British Empire self-contained and self-sufficing ; 
the nation has had a sharp lesson, and will not 
readily forget the shortage of dyes, optical glass, 
and other indispensable commodities for which we 
have been almost whollv dependent upon Germany. 
We cordially welcome the inclusion of the metric 
system as a plank in the Institution platform; the 
movement in this direction is gaining strength, and 
we hope that this unique opportunity of effecting a 
long-delayed reform will be utilised by Parliament 
——1{ 15 more than ever urgent in view of the competi- 
tive effort which is being prepared by the United 
States, as well as that of Germany. 

The professional aims of the Т.Е.Е. Council are 
thoroughly commendable, but, with the exception 
of educational reforms, can hardly be regarded as 
of the. first order of urgency. The immediate neces- 


sity is to prepare for the return of peace, and we 
trust that the new policy of the Council of the Insti- 
tution will be strenuously supported and brought 
to fruition by the efforts of a united profession and 
industry. i 


Tue first downward reaction in 
copper, which was arrested at about 
the end of the third week in June, 
when the price of warrant metal dropped to £97 a 
ton, was followed by a rally up to £104 for near 
delivery in a sensitive market, due to' an enormous 
fall from £146. The renewed break experienced 
since to about £84 is certainly indicative of another 
change in sentiment, which has been quite in keep- 
ing with the recent gratifying war developments. 
Obviously enough, events calculated to hasten the 
conclusion of the European struggle are bound to 
have an important bearing on the future of the 
metal, whose preposterously high price was brought 
about by the magnitude of the demand for the manu- 
facture of munitions. The same applies to other so- 
called ‘‘ war metals,’’ the price of which, too, has 
lately come down rapidly, especially spelter. Mar- 
ket conditions now deserve careful watching, since 
demands for war purposes have been for the time 
being, at any rate, practically. brought to a stand- 
still, inasmuch as it is an open secret that require- 
ments on the part of the Allies have been already 
well covered over the whole of this year, especially 
in the case of the red metal. It is true that the 
quantities actually consumed are as great as ever, 
with no possibility of their being cürtailed for some 
time. At the same time, however, the outlook as 
regards future supplies has undergone a vast change 
in recent months, so much so that a good deal more 
metal is. now being produced, under the stimulus 
of the very high prices, than is actually wanted, 
even allowing for the consumption to continue at 
the present huge rate for an indefinite period. 

High-water mark having been, moreover, touched 
some months ago, it is only natural that a conser- 
vative policy is now in vogue under the new law of 
supply and demand. Market uncertainty 1s no 
Icnger connected with difficulties as to the filling of · 
future needs, but it is cliiefly a matter of gauging to 
what extent the price will be affected by the excess 
of supplies now quietly accumulating in first hands. 
It is, moreover, tolerably certain that considerable. 
'quantities of copper are held speculatively across 
the Atlantic, the digestion of which may be a slow 
process and must eventually assist another down- 
ward movement in prices, regardless of the indiffer- 
ence still professed by the copper magnates, whose 
position is at present still protected by the huge 
profits secured on their high-priced contracts en- 
tered into for deliveries into the end of this year. 
The big American manufacturers have apparently 
exceeded their needs to a considerable extent into 
the end of the first quarter of next year, which 15 
not a healthy feature in a falling market. There has 
been no notable change in the European statistical 
position during the past month, the visible supply at 


Copper. 


«13.826 tons being pretty well where it stood at 


the end of May, while warehouse stocks remain very 
low. The latter fact, however, is no longer of any 
special significance, since shipping conditions have 
become easier and plentiful supplies are now avail- 
able in the United States. Supplies from other 
sources, at the same time, tend to increase with 
rather freer competition for new orders, all of which 
should tend to cheapen the price. The trade demand 
lately, indeed, has been very slack, and the price o 
refined copper has been also affected by severa 
pounds per ton. The usual statistics for June show 
а much freer movement of supplies, the total that 
came into sight on this side being 44.526 tons, 
avainst 32,126 tons in the same month last year. 
Prices are still much too high to induce a restriction 
cf output. 
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LABOUR AND IN DUSTRY. 


(Continued from Vol. 78, page 704.) 

THERE was a regrettable * dilution" strike on June 26th 
of about 5,500 engineers and allied tradesmen employed at 
Vickers, Ltd., Barrow-in-Furness, the alleged cause being 
the introduction, a few days before, of diluted labour on 
skilled men's work, According to the Ministry of Muni- 
tions report, the men took the matter out of the hands of 
the Joint Trades Committee, representing the various trade 
unions concerned. They refused any longer to recognize 
the Committee and elected a body of shop delegates in its 
place, the position taken up being that there should be no 
dilution of labour. The strike was repudiated by the 
Executive Council of the A.S.E., but disloyalty to union 
leadership is no new thing, and it was only under threat by 
the Goverament that the powers of the Defence of the 
Realm Act and the Munitions of -War Acts against strikes 
and strikers would be brought into play, ‘that the movement 
was broken, work being resumed on the following Saturday, 
after 5,000 working weeks or thereabouts had been thrown 
away. Only the strong hand. of the State sufficed to incline 
these men to drop their differences and return to labour in 
the national cause, though the Jutland battle was in every- 
hedy's thought and the great advance on all fronts was im- 
pending! Truly the display of such utter disregard of the 
needs of the moment and such want of discipline, give one 
“furiously to think” in regard to the co-operation which 
may be expected from some British workmen when after- 
the-war industry engages our attention. 

It is understood that Lord Haldane intends to call atten- 
tion, in the House of Lords this week, to the question of the 
training of the nation and to the necessity of preparing for 
the future. Probably he will have something to say on the 
subject of scientific education upon which he addressed us 
appropriately enough 10 years and more ago, afterwards 


joining the Cabinet in which he had other things to think: 


about, or in which, at any rate, judging by results, he was 
à voice crying in the wilderness. He long ago had ideas 
respecting the German system of meting out discipline with 
an irm hand to Labour, though as a legislator for the 
Democracy he doubtless recognised the impracticability of 
. applying Prussian principles to a “Free” people. And if 
then—what now, when Labour is contributing to the defeat 
of the Common Enemy ? 

The Industrial Triple Alliance, already mentioned in 
this Review, has asked Mr. Asquith to give hearing to a 
deputation which desires to discuss with him problems con- 
«rung demobilisation and Labour. This Alliance repre- 
sents the miners, the railway men, and the transport workers. 
М, Asquith has signified his willingness to listen, but is too 
cccupied at present. The time seems hardly ripe for giving 
more assurances, but the Premier will well know how 
D say nothing too strikingly committal if the hour of 
the interview is premature. Anything more in the way 


of war-time promises or assurances will be ill-advised save . 


пабег stress of the utmost national emergency, and Labour, 
Ш its best and most representative parts, if we read 
correctly. is unwilling to be so unpatriotic as to hamper 
the Forces at the Front, and the cause of Justice and 
Freedom, at this very stirring and critical moment of the 
mar In closing а leading article on the Advance in the 
West, The Times truly says : * Did they but know it, the 
munition workers of this country hold in their hands during 
the next few months the fate of Europe and of civilization.” 
Ch, | Lord Mayor of Birmingham, Alderman N eville 
ош »rlain, who has in several utterances shown that in 
UR the Interests of Labour must be adequately con- 
"s | In connection with any new industrial efforts, 
á М, an interesting speech bearing on the point of 
ШО, es month. He was alluding to the co-opera- 
if the = De and Labour for the successful prosecution 
ian. Do he added, according to a Birmingham 
ы! id i» had relaxed trade union rules, and the 
wonld be ay "en given that after the war those rights 
кр, Шо К He did not believe the promise could be 
intendo] m 16 was quite certain that those who made it 
fine ud intended, that it should be kept. To his 
vailed | Ns “never revert to the exact conditions that pre- 

“lore the war. The problem was to find some 


— | 


Substitute for the promise that had been given to the 
workmen—that it might be kept in the spirit, if not in the 
letter . The present, unequal distribution of wealth, 
which was to so many a stumbling block, could not be 
redressed in a day. If the whole wealth of the country 
were confiscated to-day, and divided so as to give every 
man an equal.share, by to-morrow that equality would 
disappear. But it did seem to him that, if the men were 
ready to recognise that -after the war of armies there was 
going to come an economie war, in which we should 
require all our energy in all parts of the nation, and were 
going to see that the best was got out of the machines, they 
were entitled to ask and receive from the employers & 
larger share of the profits which both contributed to make.” 
Alderman Chamberlain put in a plea for consideration to 
be shown to organised Labour. Subject to certain restric- 


. tions, he would support a considerable extension of the 


minimum wage, so that every man should have the oppor- 
tunity to live in decency and comfort. With unrestricted 
endeavour on the part of the workmen, and a larger remunera- 
tion paid by the employer, we should have no wallowing in 
the slough of depression after the war, but should enter 
upon a period of prosperity unexampled in history. 

Shall we be excused if we remember at this interesting 
point the serious unwillingness of a section of Labour to 
do its best even in time of gravest national emergency ? 
To Alderman Chamberlain’s excellent bargain there must 
be two parties ; and if the workmen fail in the fulfilment 
of their part, how can the industries of the nation be safe- 
guarded—paying higher wages, and getting a half-hearted 
or limited output wherewith to raise them ? 

The Lord Mayor of Birmingham knows national indus- 
trial affairs, and he must see how necessary it will be for 
this part of the bargain to be most plainly understood by 
Labour. Among the regrettable pieces of slacking that one 
reads about in the newspapers in these days of well-paid labour 
are such reports as this :—“ At a Munitions Court at North- 
ampton, it was stated that 489 men employed by one firm 
had lost 11,281 hours in four weeks "— 23 hours per man ! 
And those men at, Vickers's works must have lost in all at 
least 300,000 to 400,000 hours of useful national work ! 

The Chief Inspector of Mines in these days finds it neces- 
sary to receive a Trade Union deputation urging the 
establishment of an eight-hour shift for winding-engine 
men, but he has to reply that he fears it cannot be arranged 
during the war. The Bristol Annual Conference of the 
boot and shoe trades is advised by its president that the 
time is coming when Trade Unionists will have to insist 
that no orders shall be given by Government Departments 
to firms that do not employ at least 50 per cent. of Trade 
Unionists. Such is the deplorable atmosphere even in these 
perilous days of war ! 

Mr. A. D. Steel-Maitland, M.P., Under-Secretary for the 
Colonies, in speaking last month at Birmingham University 
on “ The Labour Situation After the War,” had no solution 
of the problem to offer, but suggested that the nation which 
could readjust itself quickest would have the best “ look 
in." In putting an end to Prussianism ‘between the 
nations we must see that it did not recrudesce in our own 
domestic life. He referred to the fatalistic feeling among 
large employers and secretaries of Trade Unions that we 
Were “ going to have an awful time in industry after the 
war." He thought that instead of allowing that feeling to 
exist, we ought to spread the idea that, as a community, we 
would not have it. When the war ended Government orders 
would mostly stop, and the Labour market, instead of 
being lightened by men taken off, would be depressed as 
they came back. Against that were several factors all to 
the good. In the first place, there would be a great private 
demand for articles which, quite properly. had not been 
put forward during the war. This showed how important 
it was to postpone spending money now, reserving 1t for 
purchases after the war. Then there was the foreign trade, 
and it all depended how quickly we got to work again. 
Lastly, there was reconstruction work in Belgium апа 
Serbia. In many cases departments were short-handed ; in 
certain distriets they had only 75 per cent. of the men they 
could use, and so many firms could take men without 
displacing anybody. On the other hand, where men and 
women had been drafted into districts the claims for rein- 
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statement to be made after the war would lead tö displace- 
ments. There were, however, industries closed down for 
lack of hands, so it ought to be possible to find considerable 
employment for men when they came back. ОҒ course, 
other measures would have to be taken as well. Everything 
should be done for the men who were so disabled that they 
could not return to their former occupations. There was 
every likelihood of more men being settled on the land, and 
that would greatly relieve the industrial situation. He did 
not think that with peace there should be an: immediate 
cessation of Government orders; that might be a rather 
false economy, causing greater dislocation than it was worth. 
His feeling was that whether as a Government, a munici- 
pality, or as private individual, they should at once 
schedule the work that could be done, and be ready at the 
right time to give it out. This is a timely suggestion, and 
we believe that sheer. necessity will compel municipal and 
other electrical undertakings to be prepared to place big 
contracts for work, plant, and maintenance now in. arrears. 
Mr. Steel-Maitland said he thought there would have to be 
equal piece rates for the sexes. In this connection, we note 
that-one of the Women's Labour Organisations was warned, 
ab a meeting held in London last week, that there was a 
danger. of a conflict between women now employed in indus- 
tries and the men who would come back to those industries. 

Mr. №: J. Davis (secretary to the Brassworkers’ Society 
and treasurer to the Parliamentary Committee of. Trade 
Union Congress) who presided over Mr. Steel-Maitland's 
meeting, said that the Labour Party had made, perhaps on 


speculation, sacrifices in their rules, such as the dilution of |’ 


labour, and the giving up of rights and customs, to help the 
Government. They, therefore, expected: statesmen to be as 
faithful to Labour as Labour had been faithful to them. 
“ The Government" indeed !—and what about the Nation, 
of which Labour is so large a part? Was not Prussian 
barbarism a menace to the Labour world and to the very 
existence of organised Labour ? 

A Reconstruction Committee of the Cabinet is sitting to 
consider and. advise upon the problems that will arise on 
the conclusion of peace, and to co-ordinate work that has 
been done in this direction by various Government depart- 
ments. Suggestions are being sent in which it is hoped will 
assist the Government in whatever after-the-war proposals 


it may develop. Apart from this Committee, we presume,, 


steps have already been taken for bringing all trades engaged 
in the making of munitions and іі other forms of war work, 
under the provisions of the National Insurance Act. The 
Bill, if it is passed, will come into force on September 4th. 


The proposal is to bring under the provisions of Part II of the 
National Insurance Act and the amending statutes every workman 
(which, of course, includes women) who is engaged on or in con- 
nection with munitions work as defined by the Munitions of War 
Acts, except such classes of work as the Board of Trade may by 
order exclude, and every workman who is employed in the follow- 
ing trades :— 

The manufacture of ammunition, firework 

The manufacture of chemicals. includi 
candles, paints, colours, and varnish. 

The manufacture of metals and the m 
metal goods. ` . 

The manufacture of rubber and troods made therefrom. 

The manufacture of leather and leather goods. 

The manufacture of bricks, cement, and artifici 
other artificial building materials, and 

Saw milling, including machine woodwork. and the manufacture 
of wooden cases. | | 

The measure also applies the existing Acts to employers, whil 
the Board of Trade will be given power under the ee Bill to 
extend its provisions to any other trade or branch of a trade 
in which а substantial amount of munition or other war work is 
being carried on. So far as the measure imposes on employers and 
workmen a liability to pay contributions, it will cease to have 
effect at euch date as the Board of Trade may by order determine 
not being later than five years after the commencement of this 
Act, or three years after the termination of the present war 
whichever of those dates may be the later : and, so far as it confers 
on workmen a right to receive benefit in res 


ГА 
в, and explosives. 
ng oils, lubricants, soap. 


anufacture or repair of 


al stone, and 15 


t is understood that about 1,500,000 additional persons 
will thus be insured against unemployment, and, according 
to Captain Pretyman, it is hoped that no liability to the 
State will arise, though if it does arise the State will be 
bound to meet it. 


( To be continued, ) 


_ REVIEWS. 


Wireless Transmission of Photographs. By M. J. Martin. 
' — London: Wireless Press, Ltd. Price 2s. 6d. net. 


This book deals with a subject which is admittedly in its 
early experimental stages, but which is one of unusual fasci- 
nation and importance. То have a photograph of an outbreak 
of fire in New York appearing in the London evening papers 
whilst the fire is yet raging on the other side of the Atlantic 
will be no mean accomplishment, and certainly one of jour- 
nalistic importance. As yet it is impossible, but the author 
shows that the prospects of wireless transmission of photo- 


graphs over long distances are very much more favourable 


than those of cable transmission. Difficulties will still have 
t» be overcome, but they do not-appear to be insuperable, 


and he would be a bold and foolish prophet who ventured to 


say that а wireless-photo agency would not be at work within 
the next five or ten years. The author gives a very useful 
réeumé of what has already been accomplished, and includes 
descriptions of ways and means which he has himself evolved 
by research in this, field; the inclusion of this original and 
practical matter increases the value of the book to the reader 
who wishes to experiment on '' radio-photography ’’ (the term 
is the author's, but is not unexceptionable). 3 | 

Whatever the details of the transmission system employed, 
the photo is transmitted and received in the form of a number 
of current impulses of varying duration and strength. These 
inpulses are usually derived from analysis of the original 
picture into a number of lines or dots, and at the distant 
station the picture is reproduced by composition of similar 
lines or dots. The technique of this general process „has so 
far advanced that satisfactory Press photographs (which are 
admittedly hardly studio pictures!) can be transmitted by 
wire between Paris and London. Where longer distances, and 
particularly where greater lengths of cable are concerned, the 
greater resistance, capacity, and inductance of the line much 
reduce the number of signals which can be recorded in а 
given time. А definite commercial limit is thus placed on 
the distance over which cable-transmission of photographs is 
practicable. Though other difficulties are encountered in 
wireless working, those of inductance and capacity limitations 
are absent, and it is in the field of long-distance transmission 
that radio-photography is most likely to be useful. After 
explaining these points, the author describes Bernochi's and 
Knudsen's primitive systéms for the wireless transmission of 
photographs, and then goes on to consider the requirements 
to be fulfilled by any system capable of being used in con- 
junction with existing wireless stations. 

The only system of preparing prints which the author con- . 
siders at all suitable for wireless transmission consists in 


photographing the original through a line screen and taking 


a print on zinc or lead foil by the bichromate process. It - 
seems that a screen with 50 lines to the inch is about the 
firest which can be used with present-day transmitting appa- 
ratus, and a 35-line screen is more suitable for experimental 
work. The author suggests several arrangements of style and 
table, &c., for use in obtaining current impulses in step with 
the gelatine lines on the prepared print. Here; as elsewhere, 
the author gives sufficient definite data to permit the reader 
to start his own experiments with a minimum of trial and 
error. The present limit of speed in transmitting a 5 X 4 in. 
picture, using a 50-line screen, is about 18 minutes, and this 
requires the style of the transmitter to make about 5,000' con- 
tacts per minute, and involves the use of very sensitive relays. 
It is not an easy problem to excite the aerial with definite, 
i.e., measured, signals at the speed implied by the above 
figures. The author states that a rotary spark-gap would 
b» essential, and we believe he tends rather to under-estimate 
the difficulties which would arise in working with really heavy 
current. ew: 
The author describes various transmitting and receiving 
circuit connections, and gives notes bearing on the suitability 
of each for the present purpose; naturally, these notes"are not 
very definite in the present state of knowledge. The chapter 
on receiving circuits and apparatus is particularly su gestive 
аз а basis for experimental work, and is probably the best 
treatment extant on this branch of the subject. The reader 
is left to devise his own mechanical details in most respects, 
and this is just as well, because the system which finally 
emerges as best will depend largely for its success on perfec- 
tion of mechanical detail. In considering the measure of suc- 
cess which the author has secured (and, really, he presents 
quite a mass of definite data), we notice a general omission to 
specify under what conditions and over what distances the 
results -were achieved. Presumably the distances were quite 
small, though, of course, this does not detract from the value 
of many of his results. v T 
. A useful chapter is included on driving and synchronising 
methods as applied to the transmitting and recording photo- 
drums. Unless this gear be very accurate in action, the 
received signals cannot be assembled intelligibly. Incident- 
ally, the author considers this fact to add to the possible 
military uses of radio-photography ; but it is still very doubtful 
what is the precise military value of wireless telegraphy, and 
it would certainly seem an easy matter for an enemy іо 
“ jam ” his opponent's wireless photograph signals if he could 
not, by running through various recorder speeds, manage ío 
receive them intelligibly. The last chapter of the book is 


- 


. 


4 


devoted to а’ description: of the author's ''telephograph ” 
system of radio-photography, which includes an improved 
method of transmitting and receiving and an ingenious 
anangement for synchronising the two stations. Only one 
machine is required at each station, and it is claimed that 
isochronism is maintained with a limit of error of less than 
lin 800. The whole represents ‘‘an attempt to produce a 
system capable cf wcrking commercially over fairly long dis- 
tances," but no information is given concerning the distance . 
over which working is actually or probably practicable with 
this system. rd Е 

The book concludes with appendices devoted to the charac- 
teristics and construttion of selenium cells, and to the pre- 
paration of metal prints by the line-screen and bichromate 
process. In the later editions, which we feel confident will ,- 
be demanded, it would be a welcome addition to find speci- 
mens of photographs which the author has transmitted wire- 
suet by means and over distances which should be clearly 
specified. | 


Telegraph Engineering. By E. HAUSMANN. London: Con- 
stable & Co. Price 12s. 6d. net. |. . 


This treatise presents a useful treatment of the theory and 
practice of overland and submarine telegraphy, representative 
examples being given of the methods and equipment em- 
plcyed. The book'should be equally useful to students and 
аз a work of reference for practising engineers. Naturally, 
the work bears traces of its American origin, but the essenti- 
ally American matter is а very small percentage of the total, 
and we do not hesitate to recommend the book to readers 
engaged in telegraph work in this country. Dealing first with 
simplex telegraphy, the author discusses the use of relays, 
clesed and open-circuit working, instruments used, and: so 
forth. In this chapter, too, there are examples of the author's 
clear correlation of theory and practice, ав, for instance, in 
the application of theory to the determination of best wind- 
ings for instruments and the calculation of limiting signalling 
speeds. Close and clear correlation between theory and prac- 
tice ig a strong feature of this book, but mathematics is not 
introduced unnecessarily. In places, as, for instance, in the 
chapter on current propagation in line conductors, advanced 
and cumbersome mathematical working is unavoidable if anv 
quantitative treatment at all is to be given to the subject. In 
such cases, however, the author does his best for readers who 
are unable to follow every stage in the mathematical exposi- 


tion, by setting forth clearly the main results and their prac- 


пса] applications. In this way, and by. aid of problems ap- 
pended to each chapter, the needs of the “ practical тап” 


„are very well covered. 


Differential, polar, and bridge duplex systems and the appa- 
ratus involved are dealt with in 
modus operandi being described in detail, and the special 
advantages and difficulties of each system clearly explained. 
Quadruplex telegraph systems, apparatus, and operation are 
next dealt with along similar lines: 
and the phantoplex System are included. 
devoted to automatic and printing telegraphy, and includes 


t> switchboards (power and tel j 
protective о so on. Types of eara шл 


E per telegram is least in Luxemburg and highest in the 


| 5 whilst fh 
‘ew Zealand and lowest in Russia: the telegraph develop- 
ле of New Zealand is phenomenally high. POR я 
к т interesting chapter is that on miscellaneous tele- 
ри in which the author deals with multiplex systems, 
кез5 тау telegraph, the Pollak-Virag high-speed system 
te еж ters, А 
induction telegraphs (l.S. \ 

од municipal НА шы шеш. 
“apo; various systems are dealt with and some interest- 


in A ч. һу the way, that half-tones are wretchedly- poor 
Railway ny otherwise splendidly produced American books?) 
етке eee systems deserve, and receive, a chapter to 
not direct! ut a good deal of the matter in this chapter is 
within th y {pplicable to this country, though it is distinctly 
ш fait Th eld with which ihe British engineer should be 
X'on telep A1 remark applies, to some extent, to Chapter 
useful tapla eph lines and cables, wherein there are some 
and economi gs Some very instructive notes on wire span 
ical span length, earth returns, elimination of in- 


(ейте interf : ) 
Шарһу and ора simultaneous use of lines for tele- 
e ^ 


» eo . в è . 
submarine ту of current ropagation in line conductors and 


but the autor inevitab y involves difficulties in treatment, 
subject, amd ^. rel Prepared an excellent exposition on the . 
| readers acquainted with the calculus will find 
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this volume constitutes а sound, modern treatise quite justi- 
fying and realising the aims of its author. e ee 


oe Sree) 
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CORRESPONDENCE, 


Letters received by ws after 5 P.M..ON TUESDAY cannot appear until 
the following week. Correspondents should forward thei» communi- 
cations at the earliest possible moment. No letter can be published 
unless we Пате the writer's name and address in our possession, 


- 


60-cycle Transformers on 25-cycle Systems. 


Having written my letter in haste, I failed to mention that, when ` 


the primaries: are divided into two parts and put in parallel, three 
transformers are necessary. -By connecting the primaries in series 
across the supply, each transformer receives 338 per cent. of the 
supply voltage, or, in other words, 666 per cent. of the voltage the 
transformer is connected up for. AltMough the voltage in this 
case is only reduced 33°3 per cent. against 50 per cent. reduced 
frequency, it will be found that almost all 6U-cycle transformers 
will operate quite well on 25 cycles, if used іп this way. Regard- 


` ing the output of the transformers, two-thirds full load will be a 


good average, but in some cases full load will be possible. 


А | W. D. Lovell. 
Middlesbrough, July Sth, 1916. | 


" Electric Wiremen's Work" Examinations. 
We notice that at the annual general meeting of the Electrical 


` Contractors’ Association, Mr. W. R. Rawlings referred to his 
appointment as Examiner in “ Electric Wiremen's Work " for the 
City and Guilds of London Institute, and to the fact that at present ' 


no more than 25 per cent. of the enrolled students attend the 
examinations. à : 

We do not think this is so much the fault of the examinations 
as of lack of proper tuition and of facilities for the same. There 
is proof of this in the fact that—compared with the electrical 
engineering subjects--a mere handfulof people take up electric 
wiring. The reverse ought, af course, to be the case. 

Whatever views one may have on the scope of past examination 
papers, it must not be forrotten that the inclusion of the subject 
" Electric Wiremen's Work " in the C. G. Syllabus was largely .due 
to the efforts of the resirning examiner—Mr. Frank Broadbent ; 
and the profession and trade are heavily indebted to him for that, 
and for his subsequent work. | 

We gather from the report of the meeting that Mr. Rawlings is 
going to give us something fresh in the way of examination 
questions. and that the latter will tend more to the practical than 
to the theoretical side of the subject. 

While that is good news, we should like to point out that unless 
the methods of tuition are radically overhauled beforehand, there 
will not be any more grist for the mill than there has been hitherto. 

As the Electrical Contractors’ Association are so closely goncerned 
with the matter, they should certainly make themselves and their 
wants known to those in charge at ‘our technical institutes all 
over the country. some of whom hardly recognise the existence of 


the subject of " Electric Wiremen's Work." i 


: А. P. Lundberg & Sons. 
London. N.. July 1th. 1916. 


Electric Fans for Military Hospitals. 


In this world-war France is to most of us the chief centre of 
interest, and we are apt to overlook the fact that we are fighting in 
other and much worse climates than France. 

This has been brought to my notice very strongly by a lady, with 
an intimate knowledye of the East, who wished to send some elec- 
tric fans to Bassora. on the Persian Gulf. for hospital use, and the 
need of these will be well understood when it is stated that the 
temperature rises to 120°, with a still, steamy heat. Unfortunately, 
she had not been informed what the pressure was, nor whether the 
supply was continuous or alternating. At first I advised her’ that 
the best thing would be to send 100-volt continuous, but afterwards 
we came to the conclusion that, seeing that most of the supplies are 
sent from Bombay. it would be much safer for her to send her money 
there and have the fans sent on. This has, therefore, been done. 

This lady was connected with the nursing profession. and 
informed me that at Alexandria and several other places which are 
subject to grreat heat, the supply of fans is totally inadequate for 
hospital use, and seeing that the weather in this country is more 
fitted for radiators than fans. it oceurs to me that there must be 
a great many fans in this country belonging to firms in'the elec- 
trical trade who would be glad to give these to relieve the 
discomfort of our brave men in hospital in tropical climates. 
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Before doing: anything, however, some knowledge would have to 
be gained respecting the different systems of supplies at different 
places. I understand, on inquiring from several manufacturers of 
fans, that there is no particular shortage in the country, and one 
can hardly think but that the military authorities would ask for 
whatever they wanted in this line. Whether they do or not, the 


‚ fact.still remains that I have a customer who is making a present 


of fans to a hospital, and alleges a very serious shortage of these, 
во the sooner this is loóked into the better, as I understand the 
extremely hot season will be on about the end of July and the 
beginning of August—this referring, of course, to the Persian 
Gulf. 

My objeet in writing this letter is, first of all, to seeif any 
information can be gained regarding the different electricity 
pressures at hospitals in these'tropical climates ; and, secondly, to 
see if the only reason for the lack of supply is because they have 
to be paid for, whether it is not possible to have suitable fans 
donated by different electrical engineers throughout the country. I, 
personally, have several in stock that I have no use for, and would 
gladly give, but the business is to find out whether they are any 


use at any place, as it is obviously no use sending a hospital . 


supplied with 100-volt continuous current a 200-volt alternating- 
current induction fan. 
Trusting this letter will elicit some information of service — 


, R. Falshaw. 
Harrogate, July 10th, 1916. 
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. Decimal Coinage. 


Mr. Bridges and the writer of last week are both right. The 
centime is not now to be.seen in France except in Gavernment 
cash departments, where it is, perhaps, used for accuracy, but more 
out of old custom than anything else. 

To the ordinary Frenchman the centime is "an imaginary 
coin.” He counts it, and pays it in multiple, but never sees it. 

I have not seen one in France for 40 years. I believe they have 
long ceased to be minted. : 

| C. L. Vienot 


(Francais de Paris). 
London, S.W., July 8th, 1916. 


Will you permit me to again encroach on your valuable space, 
that I may thank Monsieur le Secrétaire de la Compagnie des 


‚ Cables Sud-Americains for his information re the French centime ? 


I am quite familiar with the French coinage system. and for 
several years have made up my accounts to a centime. But never 
in England or in France have I had the good fortune to set eyes on 
one of these coins. 

Monsieur le Secrétaire will notice that my reference was to 
modern currency. I was careful to avoid stating that the centime 
piece had never existed. — 
=I am indebted to Monsieur le Secrétaire for his note: will he 
further honour me with a personal communication—either in 
French, English, or Esperanto— with a view to my securing а 
speeimen of this coin from the Government offices ere they dis- 


appear? We, too, once had our Spade guinea, Lion shilling. four- . 


penny piece, and half farthing; but while these are still legal 
tender, they are fast gravitating into the hands of avid collectors. 


Alfred Bridges. 
London, W., July 7th, 1916. 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT, 


Electric Hammer. 


Fig. 1 shows an electric hammer manufactured by the ELECTRO- 
MAGNETIC Toon Co., LTD., and sold in Canada by R. E. T. Pringle. 
Ltd. ; the hammer delivers from 1,000 to 3,000-blows рег minute. - 

It is equipped with a Universal motor to operate on D.C. or A.C. 
(any cycle from 25 to 60), and supplied for either 110 or 220 volts. 
It weighs 27 lb.— (ил. Electrical News, | 
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VIBRATION LAMPHOLDER, 
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Anti-Vibration Lampholder. 


A new type of anti-vibration holder for metal-filament lamps 
used on ships, trains, tramway cars, and where there is considerable 
vibration. has been brought out by Mr. J. H. Collis, and is being 
put on the market by MEssRs. EDISON & Swan, McGkEoch & Co., 
and VERITYs LTD. The arrangement is shown in fig. 2. 

From the supporting sides of the slots in the ordinary socket, 
cireumferential slits extended partly round the barrel, thus allowing 
a certain amount of springiness in the support. 

A brass ferrule is fitted over the barrel to mechanically protect 
the spring part of the holder, and the arrangement is claimed to 
allow the lamp to roll slightiy in any direction, and thus take up 
vibrations which would otherwise be transmitted to the filament, 


G.E.C. Turbo-Alternator-Converter Installation, 


In order to avoid the difficulties incjdental to the construction ` 


of high-speed direct-current turbo-generators, Mr. H. M. Hobart 
advocated the installation of turbo-alternators driving rotary con- 
verters coupled direct electrically. 

The GENERAL ELECTRIC Co., LTD., of London, has installed 
plant of this type at the works of Messrs. Fraser & Chalmers, Ltd., 
of Erith, at very short notice. The installation consists of a 
1,500-KW. generating set, composed of a Fraser & Chalmers 
turbine, running at 3,000 R.P.M.,and driving a “ Witton” six-phase 
turbo-alternator, generating three-phase power at 325/370 volts 
50 cycles. This unit is coupled electrically to two 750-Kw. 
" Witton " rotary converters, running at a speed of 500 R.P.M. and 
generating continuous current at 440 volts, which is controlled by 
a " Witton " switchboard. 

The two rotary converters operate in parallel from one winding 
of the turbo-alternator, and, as is well known, unless precautions 


be taken in such cases, trouble is met through the two converters | 


being connected in parallel on both the A.C. and the D.C. sides. In 
the early days of rotary-converter operation, it was found imprac- 
ticable to run two rotary converters off the same transformer. 
Where transformers are used, they may be provided with two or 
„more separate windings, each supplying one rotary converter. The 


‘same solution may be adopted in the case of generators, but it is 


2O€ 8.—1,500-kw. “ WrTTON " TURBO-ALTERNATOR AND 
: "WriTTON" ROTARY CONVERTERS. 


not always desirable to split up the generator winding into two or | 


more parts. The two windings have been eliminated in a method 
(Patent No. 11.905/13) introduced ‘by the General Electric Co., Ltd., 
and the present installation operates on this principle. 
Differentially wound balancing transformers are installed in the 
low-pressure А.С, leads of the rotary converter, as shown in fig. 5. 
These balancing transformers are inserted in each of three of the 
leads from the converter, as shown in the diagram. They consist 
of two oppositely-wound windings on the same cores. The alter- 
nating current supplying one phase of one converter is passed 
through one coil of the transformer, while that of the same phase 
for the other converter is passed through the second coil. Conse- 
quently, when the currents are equal, their effects cancel out, but 
should one converter attempt to take more than its share of the 
load, the excess current magnetises the core and induces an electro- 


. motive force in the other winding, which assists the current 


flowing therein, and tends to cause it to increase until 
the two currents flowing are again equal. In this way the loads 
taken by the rotary converters are equalised. 

Any number of rotary converters can be coupled to the generator 
and run in parallel on this principle, and, if necessary, it is possible 
to take part of the generator output in the form of alternating 
current, for transforming up and distribution at a suitable pressure 
to outlying districts. In the present installation, asin others on 
this principle installed by the General Electric Co., Ltd., the rotary 
converters are started up with the turbo-alternator, and run up to 
speed with the machine. No synchronising is therefore required. 
The arrangement offers a completely satisfactory solution to the 


A. ~ = 
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current at a low power cost by 


problem of generating continuous 
means of turbines. 


FIG.’ 5.— ARRANGEMENT OF BALANC- 
ING COILS IN THE ROTARY Con- 
VERTER LEADS TO PREVENT CROSS 
CURRENTS, 


Fic. 4. ОХЕ ОР THE BALANCING 
COILS. 


? " 
The complete electrical installation was supplied by the General 
Electric Co., Ltd:, of London and Witton, Birmingham. 


Ediswan Hosgood Utensils. 


The Еріѕ0х & Swan UNITED ELECTRIC LIGHT Co., LTD., of 
Ponder's End, is manufacturing a range of Hosgood stoneware elec- 
tric utensils at Ponders End. These devices are inexpensive, and 
adaptable to many purposes ; the essential principle of their con- 
struction is that the lower part-of the vessel is surrounded with а 


Figs. 6 AND 7.—EDIsSwan Ноѕсоор BoILING Mra AND Foop 
WARMER. 


heating element protected by a metal jacket, and fitted with a plug- 
like cap of a glow lamp, which can be mated with a lampholder on 
a flexible cord. We select for illustration a one-pint, one-heat 
boiling mug, and а food warmer holding half a pint, with a 
zraduated scale of tablespoons and fluid ounces inside, from a list 
of nine utensils, Being self-contained, these devices are very handy 
and can be used wherever there is a lighting circuit, 


SS НИНА 
т —————————— 


LEGAL. 


Munitions CASES. 


ju Manchester Munitions Court on Friday last heard a case 
Жыр : Parcel messenger boy, employed by the tramway 
desired had complained that a leaving certificate which he 
would bo been unreasonably withheld. He said that he 
come = years of age in December, and he desired to 
Mr. J р f jake apprentice in a munition works. | 
the iramwa ; ІсЕгвоү (general manager of the tramways) said 
parcel de ays were certified as a munition works, and thc 
argely eres Was an important branch of the concern, 
The Жыл At the transport of small parts of*munitions. 
ved pin epartment had to be run almost entirely by 
the Foren: as practically all the adult male staff had joined 
il the appl „18 case was in the nature of a test case, and 
us PPMcation succeeded other boys would leave the ser- 


ean Can suggested that the boy should be allowed to 
Way dejarte рег, When possibly his services in the tram- 
when it vA would not be needed so much as now, and 
apprenti ould still not be too late for him to become an 

Mrs to a trade, 
withdrame LROY agreed to this, and the claim was formally 


А гы 
t Oldham Munitions Court, last week, a switch fitter and 


mak . 
id he electric starters applied for a leaving certificate, and 
home ^ "4 get more 


profitable employment nearer his 
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The CHAIRMAN said the youth had made out no ca 
the application would be refused. As an apprentice dis oy 
receiving a fair wage for the work he did. 

" Another man, aged 30, employed by the same firm, asked 

or a leaving certificate, and declared that when he started 

for the firm he was told he would be taught acetylene weld- 

I ғ sae be gog puis guineas а week at the end of 
nths. e end ot two mont 

labonung at d. endi nths he was put on general 

А representative of the firm said the Union men on acety- 
lene welding refused to teach anyone else the work. 

The Tribunal held that the agreement entered into by the 
firm had not been carried out, through no fault of the firm, 
owing to certain difficulties, and under the circumstances 
they decided to grant a leaving certificate. 


CORNER: 
WM. Bates, Sons & Co. v. W. & R. К. БЕР, Lr. 


by their new works at Lock Hall Mills, Sowerby Bridge had ; 
obstructed the flow of the Calder, and thus reduse the power 
obtainable by the plaintiffs to drive their turbines, thus reduc- 
ing the speed of the plaintiffs' electrical plant and materially 
reducing their output. It was alleged by the defendants that 
the rise in the river complained of was not due to defendants’ 
works, but to débris from buildings destroyed by fire which 
had fallen into the river. 

His LORDSHIP said he was not satisfied by the evidence that 
the obstruction complained of was due to the defendants’ 
works, and dismissed the action, with costs. 


ALBERT LrE & Co. v. SWINDEN & Co. 


IN the Chancery Division, Mr. Justice Petersen heard a sum- 
mons in this action to determine whether the defendant com- 
pany were or were not partners with one Albert H. Davies 
ДА à venture known as the Essex Battery & Manufacturing 


‚ 1t appeared from the statement of counsel that Davies was 
In possession of a secret process for the manufacture of dry- 
cell batteries, and he approached the defendants with a view 
to putting the batteries on the market. They agreed to 
finance him to the extent of £200, with which he was to 
start in business at Ilford, or some other suitable place. The 
business was to be carried on as the Essex Battery & Manu- 
facturing Co., Ltd., and was to be for the manufacture of 
batteries in accordance with the secret process, and other 
electrical appliances and accessories as the parties might from 
time to time agree. The business was, however, not to be 
extended without the defendant company's consent, and by 
the agreement under which they lent the money, it was to 
be paid into a bank and all cheques were to have the signa- 
ture of one of their officers. The money was to be a first 
charge on the business, but the agreement expressly stated 
that it was not to constitute a partnership. The sole ques- 
tion on the present summons was whether such an agreement 
constituted a partnership so as to make Swinden & Co. liable 
for the debts of the Essex Battery Co. 

His Lorpsuip held that the agreement did not constitute 
a partnership, and made a declaration to that effect, dismiss- 
ing the summons, with costs. 


PRITCHETT & GOLD & ELECTRICAL POWER STORAGE CoO., LTD., v. 
Тнк Hamete River Luke Co., Lp. 


Тнь Court of Appeal (the Master of the Rolls and Lords Jus- 
tices Pickford and Warrington) heard an „appeal by the 
liquidator of the defendant company from a judgment of Mr. 
Tustice Sargant concerning the property in a storage battery. 
The case has been reported in our pages. ў 

Mr. Mark Romer, K.C., who appeared in support of the 
appeal, said that the result of Mr. Justice Sargant's decision 
was that the plaintiffs would be paid in full, and would not 
have to prove in the liquidation in competition with the other 
creditors of the defendant company, which he (counsel) sub- 
mitted was their only right. З 

Mr. Grant, K.C., in support of the judgment of the Court | 
helow, contended that the property in the battery passed on 
delivery at the place where the work was to be done. ү 

The hearing concluded on Saturday, Julv 8th, when their 
Lordships allowed the appeal, and reversed the judgment of 


the Court below. . 


Petrol for Stationary Motors.—Although the Petro 
Supplies Committee of the Board of Trade is introducing a ejes 
of permits or tickets for the supply of petrol for use in BH 
vehicles, we learn that no permits will be required as eue 8 
the spirit necessary for stationary engines, such as are used for 


lighting purposes. 
. I D 
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ADJUSTABLE-SPEED POLYPHASE 
INDUCTION MOTORS. 


Ons of the chief difficulties still remaining in the application 
of alternating currents to industrial work is the provision of a 
satisfactory variable-speed motor, more particularly in the 
case of polyphase machines of considerable size. То meet this 
difficulty a new type of variable-pole machine has been 
‚ developed, in which every polarity can be used, thus render- 
ing available a number of different speeds which is ample 
for almost all purposes. 

The new motor, which is built under Mr. Е. Creedy’s 
patents, is identieal in construction with the squirrel-cage 
induction motor, but has a drum-wound stator or primary, 
which is divided into a number of sections which can be con- 
nected id either ' mesh" or ''star." From each section а 


terminal is brought out, which connects through a suitable 
controller to a phase converter, consisting of a specially-wound 
or 


transformer, whose function is to convert from the 2- 


tripled, and the motor will operate with 6 poles, and so on. 
In all cases, if the number of sections is properly chosen, one 
converter terminal goes to one, and one only, of the motor 
terminals, so that all terminals of both apparatus are in use 
on every polarity. By the use of a machine operating on 
these principles the following advantages are secured :— 

1. Variable-speed machines can be supplied in all sizes up 
to the very largest without incurring commutating troubles, 
and, in fact, without departing from standard induction-motor 
practice. 

9. The well-bknown advantages of the standard induction 
motor are retained. . 

3. Although more terminals and wiring are used than in 
single-speed 3-phase motors, the wiring is correspondingly 
reduced in section, so that the total cross-section of copper in 
the wiring is exactly the same as in a standard machine, and 
thus has only half the section required for а 2-speed machine, 
with 9 separate windings. 

4. The whole of the stator winding is always in use, so that 
there is no dead copper on the stator, as in the 2-speed motor 
just mentioned. : 

5. It is possible to offer a large number of steps in speed, 


Fic. 1.—CoNNECTIONS or CREEDY Motor AND PHASE-CONVERTER FOR 2, 4, on 6 POLES. 


. 8-phase line current, to a number of phases equal to that of 
the sections in the motor winding. By the use of this phase 
converter and a suitable controller, it is possible to vary the 
phase difference between adjacent sections of the stator wind- 
ing in such a way as to produce any desired polarity. In 
fig. 1 is shown such a winding, having 13 terminals connected 
t) a phase converter, giving 13 phases, in such a manner as 
to give 2, 4, or 6 poles. If every terminal of the motor is 
connected in order to the corresponding terminal of the phase 
converter, the phase difference between the adjacent sections 
of the motor will be the same as that of adjacent sections of 
. the phase converter (that is, 360 divided by 13 in the case 
shown), when the motor will operate as a bi-polar machine. 
. If the motor terminals, starting from a given point, are 
connected to every second converter terminal, the phase 


Fig. 9.—CREEDY ADJUSTABLE-SPEED POoLYPHASE INDUCTION 
i MOTOR, 


difference between the sections will be doubled, and the 
motor will operate with 4 poles. Similarly, if the motor 
terminals are connected to every third phase-converter ter- 
minal, the phase difference between adjacent sections will be 


t 


from 6 in the 15-н.р. size up to 9 in the 100-н.р. size, and even 
more in larger sizes, instead of two or three only. | 

6. The controller and phase-converter form a separate unit, 
which can be placed at any convenient distance from the 
motor. 

7. The difficulty as regards starting squirrel-cage motors 18 
completely overcome, so that 3-to-l speed range machines, of 
the squirrel-cage type, can be guaranteed to start at full-load 
torque, with not exceeding twice full-load current. 

8. As compared with р.с. variable-speed interpole shunt 
motors, the motor is capable of giving the same torque at all 
speeds, and consequently power proportional to the speed, 
whereas a D.C. motor can only give its full torque on the 
lowest speeds, since at all speeds above this the field has to 
be weakened. As a result of this, the D.c. motor will give no 
more power at the highest speed than it will at the omo 
whereas the characteristic of almost every type of industria 
apparatus is such as to require a constant torque at all 
speeds, and therefore a power proportional to the speed, It 
will be seen, therefore, that the natural characteristics of the 
motor correspond much more closely with those of ordinary 
industrial machinery than do the characteristics of p.c. motors. 

In an equipment recently completed, the motor, which 18 
shown in fig. 2, has a massive cast-iron frame, which forms 
the base, supports the bearing brackets, and holds the stator 
punchings, which are hydraulically pressed in and keyed on. 


Fia. 3.—DIAGRAM OF PHASE-CONVERTER. 


The stator punchings have semi-closed slots, insulated with. a 
very liberal thickness of mica and special insulating material, 
and these slots contain a lap-wound drum winding, of quite 


a normal type, which, however, is divided into а number of 
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exactly similar sections, there being in the case described two converter. The size of the apparatus is about equal to that 
coils per section. One end of each of these sections is brought ^ of a normal transformer to deal with 95 per cent. to 30 per 
to a common star point, while the other is taken to a ter- cent. of the motor input. It is supported in a cast-iron oil 
minal mounted on the stator frame. The rotor consists of tank, from which the wiring is carried by means of tubing. 

laminated steel disks, mounted on a spider, exactly as in a Great attention has been paid. to the design of the con- 
standard machine, and carrying a squirrel-cage: winding of troller, which is claimed to have resulted in producing an 
normal type. The bearings are of the journal type, lubricated article representing the very highest class of switchgear prac- 
by oil rings. Thus it will be seen that the motor differs from tice, and accomplishing its object wit à maximum of sim- 
a standard induction machine m no respect except in the plicity and compactness, Externally, the controller (fig. 4) is 
terminal block and the connections thereto. In fact, com- arranged in the form of standard drum-type controller, 


ing the 6-speed machine we are describing with a standard 
D unc рой B-phase machine, having, say, 10 poles, thus mounted in the usual way. Wh 
giving a speed midway between the highest and lowest speeds controller is : 
of a variable-pole motor, we see that such a machine will have steel] plate bolted to the C.I. head and b 
30 sections or groups in its stator winding, as against 31 in On this plate are mounted a num 
the variable-speed motor, these sections being interconnected a row, insulated from the plate b; 


round the guides, and on which are mounted four horizontal 
brush-holder arms. These arms are parallel to the rows of 
eight contact studs mentioned above, and consist of round 
Steel rods, insulated with: mica, and mounted so as to be 
readily detachable for inspection or adjustment. On each of 


SA 
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tact with the stud below by a spiral spring with Screw and 


To each of the vertical supports which carry the brush- 
holder arms is attached a strip of -insulating material, drilled: 
for a number of bolts and nuts. 

The brush-holder carriage is actuated by a vertical lead 
Screw and nut, the nut being carried on a cross-bar parallel 
to the brush-holder rods, while the lead screw is turned by 


SSES 


ља 4. 


MEAS 2 
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therefore have very serious consequences. То avoid this, a 
special switch, known asa spark-diverter switch, is fitted above 


Fic. 4.—FRoNT AND Back Views OF PHasE-CONVERTER ; for ''notching ” purposes. These switches, which are 
Cover REMOVED. arranged to break two out of the three line phases, consist 


among themselves, so that only 3 or 6 terminals need be tact, and copper moving contact, the fixed contacts being 


breught out, while in the variable-speed motor no such inter- mounted by me ns of porcelain bushes on the steel plate 
connections exist, but each section of the winding is brought described above. ‚ А notch is provided on the cam wheel, 
out to a separate terminal. which engages with a roller attached to the two switches. 
e phase converter consists of a mesh-connected 3-limbed When this roller lies in the notch, the Switches are held in 
9- phase auto-transformer, the coils lying on each limb being contact by means of a pair of spiral springs, and the motor 
t [ped at a number of points and connected to a secondary Is In operation. When it is desired to change from one speed 
Wound on another limb, in the manner. shown diagrammati- to the next, the handle is turned, and this causes the roller 
callv in fig. 3, where, for instance, wy is a section of the to be forced out of the notch, Which has the effect of lifting 
main 3-phase winding of the converter, while wv and z y are the two clapper switches and breaking the main circuit. A 
secondaries, the manner in which they are connected being further motion of the handle moves the brushes from one set 
wore clearly shown on the left. Fig. 3, of course, shows a of studs to the next, and when a complete revolution of the 
3 to 13-phase transformation, but in the case of the 3- to 81- lead screw has been made the roller falls into its notch again, 
phase transformation that we are discussing, two of the coils thereby making the circuit, and the motor will operate on a 
on the 3-limbed transformer are divided into 10 sections each, different speed. An indicating arrangement, consisting of a 
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5% 800 z во | TORQUE ? 80 
^ егы о . Е 
> 
Seo e ан ы 60 ы z 8010-75 
x xe d 
2 40 g 5 rn Dao 
5 ET = “i Ый х 
EL 200 ПЕС [ЭЕ 00 eim Е 20 SRE Ы 20 
ш 
s »» E : о 800 1000 
RULES NE P mgr. С 399 400 G00, RES Xo 200 о SUD а 
Гс. 5. Fia. 6. Fia. 7. Га 8. 
Test Curves or Creepy AbJusTABLE-SPEED MOTOR. 
te the third has 11 sections. Each of these sections is star wheel engaging with a pin on the lead screw, is also 
7nd and insulated ately, so that in the event of a fitted. а ; M 
i occurring, only in t Rem px Each sec- The machine, as mentioned above, is a Pons ne E 
tion consist of a primary or thick wire portion, part of the machine, giving a power directly proportional к, Арес, 
Mesh-connected 3-phase winding, and a secondary of thin and operating at all speeds with a constant field в reng E 
vire, and very few turng which will be one of the coils owing to this, the apparatus will absorb а constan E 
red 2 y in the figure. ‘Thus far it will be seen that the netising current, whether running at high or at ION speeds, 
phase-converter is identical with a standard 3-phase trans- and this is the main fact to be borne in mind in m pes 
AID, since these are also, as a rule, sectionalised for the to understand how the power factor varies Ma he A ol. 
pose f minimising self-induction. - The terminals are With constant power input, the power sector w X uer 
iia Теё rows mounted on three cross bars, one mately the same, no matter what е qs ае on 
WE ed above and parallel to each of the limbs. These ter- Ignoring small differences due to yarar ona i | m n 
Ша gre connected alternately to such tappings as w and y power factor depends only on the load, and not on tl Це ^ 
ирег With one end of the secondary, coil, or to such ter- At low speeds, of course, it is impossible конар 9 ug 
hing: 3 vorz, These three cross-bars and the terminals power factor, but this is due to the small одаи аран «ts 
unted on them form the only special part of thè phase- . The machines absorb a constant amount of wattle 
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rent, and this is not greater than that absorbed by 4 stan- 
dard machine having the same rating. АР 

On every stop of the controller the speed is independent of 
the load, as with з shunt control D:0. motor. The efficiency 
is greatly improved, as compared with any other means of 
obtaining variable. speed, on А.С. circuits. In fig. 5 is shown 
а diagram of efficiencies, їп which a 9-speed motor is com- 
pared with а single-speed motor, controlled by rotor resist- 
ance; in machines controlled by rotor resistance, in spite of 
the reduction in the power taken by an apparatus at low 
speeds, there is no reduction in the power taken by the 
motor, the difference being wasted in the resistance, whereas 
in the. variable-speed motor just described, the power taken 
by the motor is reduced in practically the same proportion 
as that taken by the apparatus. ‚ 

The equipment has been very fully tested. Fig. 6 shows 
the torque plotted against the speed for all six settings of the 
ccntroller, and illustrates graphically the wide range of speed 
and the close speed regulation between no load and full load. 

Figs. 7 and 8 show efficiency and power-factor curves 
plotted against speed for cases in which the motor operates 
at full, three-quarter and half full-load torque. The full-load 
power factor varies from 85 per cent. at 1,000 R.P.M. to 70 
per cent. at 425, and 69 rer cent. a? 375. Simultaneously, the 
efficiency varies from 85 per cent. at 1,000 to 76 per cent. at 
425, and 72 per cent. at 375 R.P.M. The overload capacity 
varies from three times full load on the top speed to one and 
a half times full load on the lowest speed. 

The machines, which are claimed to mark a great advance 
in induction-motor practice, are being manufactured and 
pacte on the market by Messrs. F. Parkinson & Co., of 

eeds. | 


WAR,ITEMS. | 


- 


Enemy Concerns Now and After the War.—In the course 
of а recent discussion in the House of Commons, а question 
was asked as to whether the Government intended to enforce 
the liquidation of the Deutsche Bank, the Dresdner Bank, 
the. Direction der Disconts-Gesellschaft, and similar alien 
fnancial institutions shortly after the declaration of Peace, 
and to take steps to prevent such alien enemy financial insti- 
tutions or their direct or indirect agents from carrying on any 
business in this country in future. Mr. Harcourt, who re- 
plied on behalf of Mr. Runciman, who is still away from the 
House, said that the institutions referred to in the question 
were at present prohibited under the law relating to alien 
enemies from carrying on any banking business in this coun- 
try, except the completion of transactions entered into before 
the outbreak of war, so far as these transactions would, in 
ordinary course, have been carried through or with their 
London establishments. It would be premature to make any 
statement at the present moment as to whether and, if so, 
under what conditions, they would be allowed to resume 
business after the conclusion of peace. 

Major Hunt asked why about 400 German firms were still 
allowed to do business in this country? Mr. Harcourt, in 
reply, said that the work of eliminating enemy interests in 
businesses carried on in this country was proceeding with all 
possible rapidity. It was proposed shortly to issue a state- 
ment showing the nature and extent of the work of the 
Board of Trade's Advisory Committee in this matter. Each 
case must necessarily receive close investigation in order that 
the injury to British interests might be minimised. In the 
meantime all the more important businesses not dealt with 
in the above manner had been placed under supervision, and 
steps were being taken to extend supervision to the remainder. 

According to the Times, Sir J. Harmood-Banner asked in 
the House of Commons whether all British ministers in neutral 
countries had been instructed to notify British traders in 
those countries that the Government's poliey of commercial 
' reprisals against alien enemies in neutral countries, as formu- 
lated in the Trading with the Enemy (Extension) Act, was 
to be regarded ав continuous and would not terminate on the 
declaration of peace. Sir E. Grey, in reply, ssid'that the 
question would receive careful consideration in connection 
with the recommendations made by the Paris Conference. 

In reply to а House of Commons question, Mr. L. Har- 
court (according to the Times) said that the Advisory Com- 
mittee appointed under the Trading With the Enemy'Amend- 
ment Act, 1916, had investigated the businesses of 415 com- 
panies and firms, and it was anticipated that there might be 
somewhat over 200 additional cases for their’ consideration. 
Most of the important cases had already been considered by 
the Committee, and in view of the progress which had been 
made and the desirability of uniformity of treatment, he did 
not think it was necessary to appoint any further committee. 


Trade Debts of Alien Enemies.—More than a 
we called attention to the rather inchoate poliey of Mie Ges. 
ernment with regard to the very important question of the 
recovery of private British claims against, and pre-war debts 
from, subjects of enemy countries after the war. A mani- 
festo now in circulation from the Employers’ Parliamentary 
Association reminds us that, as regards trade book-debts in 


particular, the position is still unsatisfactory. An answer 
given by the President of the Board of Trade only last month 
seems to indicate that British traders are merely expected 
after peace is made to pursue their own claims for themselves 
in the foreign law courts, regardless of the bankruptcies that 
may occur there. The Employers' Parliamentary Association 
urgently claims that the Government should make itself res- 
ponsible for recovering what is due, and that no British debts 
to alien enemies should be allowed to be liquidated till the 
interests of British creditors have been adequately safe- 
guarded. Since the Public Trustee now holds, as custodian, 
enemy property here to the amount of £134,000,000, while the 
total British property, including debts, in enemy countries is 
estimated at .£90,000,000, our position is apparently a strong 
one. There can be no doubt that British traders have some 
ground for dissatisfaction at the indefinite character of the 
Government policy, so far as it has been yet disclosed on this 
point.—The Times. : 


After-the-War Trade in India.—At a meeting of the 
Indian Economic Society, Prof. V. G. Kale, of the Ferguson 
College, Bombay, opened a discussion on the subject of 
'' Indian Trade after the War." In the course of the lecture 
he said: Every scheme of Imperial preference that will be 
adumbrated for our benefit will have to be closely scrutinised 
and its weak points exposed. He submitted for considera- 
tion: (1) The volume of opinion, which is growing stronger 
every day in England and the Colonies as also in the Allied 
countries, seems likely to lead to a modification of the present ` 
Free Trade policy of Great Britain; (2) while imports coming 
from enemy countries will be penalised, those hailing from 
the component parts of the Empire will be encouraged; (8) 
the Allied nations will be treated favourably; (4) what are 
called the key industries of Great Britain will be supported 
by the State; (5) India and the Colonies will be called upon 
to give preferential treatment to British and Allied imports; 
(6) in the matter of exports, also, similar concession will have 
tə be made; (7) as the bulk of our imports are British, there 
із no scope for further encouragement ; (8) preferential trade 
will entail heavy loss of revenue to India; (9) our indigenous 
industries are not likely to benefit; (10) inter-Imperial free 
trade, therefore, is not a business proposition; (11) every 
scheme must therefore be closely examined and tested before 
it is accepted.—Indian Industries and Power. 

A Reuter dispatch from Simla stated recently that the Gov- 
ernment of India had promulgated an ordinance dealing with 
the liquidation of hostile firms, and the property of hostile - 
persons, bringing legislation in India into close accord with 
the present state of English law. The ordinance follows the 
English Act closely with such modifications as local circum- 
stances require. 


The Engineering Trade After the War.—The Board of. 
Trade announce that, in view of the wide range of the indus- 
tries included within the scope of the Committee appointed 
to deal with the position of the iron, steel, and engineering 
trades after the war, and in order to expedite the inquiry, 
the President has decided to sub-divide the work of the Com- 
mittee between two committees, dealing with the engineer- 
ing trades and the iron and steel trades respectively. He has 
accordingly appointed the two following Committees :— 

For the Engineering Trades.—Sir Clarendon Hyde (chair- 
man), Mr. Arthur Balfour (Sheffield), Mr. A. J. Hobson, Mr. 
W. B. Lang, Sir Hallewell Rogers, Mr. Н. B. Rowell, and 
Mr. Douglas Vickers; Mr. A. F. Ilsley, secretary. : 

For the Ітоп and Steel Trades.—Mr. G. Scoby Smith (chair- 
man), Sir Hugh Bell, Bt., Mr. Archibald Colville, Mr. James 
Cox, Mr. James Gavin, Mr. George Mure Hitchie, Mr. Henry 
Summers, and Mr. Benjamin Talbot; Mr. C. Б. Woods, secre- 
tary. 


Exemption  Applications.—According to the “ North 
Mail" (Newcastle-on-Tyne), at the Newcastle Military Tri- 
bunal three employés of the A.E.G. Electric Co. were applie 
for by the general manager, who stated than an official of 
the Board of Trade was now controlling the company. [It 
has. since been ordered to be wound up.—Ep.] Тһе busi- 
ness, which had its headquarters in London, was carried 
on solely in the national interest. ''But you are а German 
firm," said Coun. Johnstone Wallace. This was not quite 
correct, said the general manager. The- company was com- 
pcsed of British directors, and they had an entirely British 
staff. The only thing that might be against them was that 
the capital was provided by Gerinans a good many years ago. 


. Mr. Wallace said he understood that 300 employés had left 


the firm. He wished to know where they were gone. A con- 
siderable number had joined other firms, and over 50 had 
gone into the Army, was the reply. Some had gone back to 
Germany, but not since the war broke out. They might have 
bad a hint; they simply left the firm. Badges had been ap- 
plied for, but were refused on the ground that the firm was 
not doing Government work. It was working for Govern- 
ment contractors, however, many of whom depended on the 
A.E.G. plant. The superintendent engineer was given condi- 
tional exemption, one was given two months, and the other 
was ordered to join up. The first-named was stated io be 
receiving £350 a year. ; 

At the Doncaster Military Tribunal, a teacher of mechanical 
and electrical engineering at the Doncaster Technical School, 
and a member of the Society of Friends, was granted exemp: 
tion till August 14th, after which date he must find work of 
national importance. 


Before the Devon Appeal Court, an appeal by Chris. W. 
Cochran, electrical wireman with Messrs. Garnish, Leman 
and Co., of Barnstaple, was crossed out, һе having been 
badged by the Minister of Munitions. 

At Canterbury, Mr. Blascheck, city electrical engineer, 
appealed for F. Tapsħeld, motor fitter and engineer. who 
has just joined the staff from Swansea. Mr. Blascheck said 
it would be absolutely impossible to get an older man to 
replace Tapstield. Four months were allowed. 

Coventry Tribunal has given conditional exemption to S. D. 


Golland, motor-man on the Corporation tramways, on the 


ground that he is in a certified occupation. 

At Chester-le-Street, Mr. T. Taylor applied for a further 
three months’ .exemption for his electrician, aged 30, ‘to 
enable huu to complete contract work in hand, he being the 
only man left. The appeal was refused. 

Hitchin Tribunal, on July 3rd, granted. one month's exemp- 
‘tion to A. B. Heyes (36), electrical engineer at a local kine- 
matograph theatre. 

At Herne Bay, renewed exemption was sought by Mr. 
A. R. J. Creasey, manufacturer of electric switchboards. He 
urged that he was engaged in work of national utility, but 
the appeal was dismissed. 

At Dover, on July 5th, the Town Clerk applied for condi- 
tional exemption for Mr. R. D. Axford (25), acting chief 
clerk of the electricity department. The two senior members 
of the staff are serving, and six months were recommended 
hy the Advisory Committee. The Town Clerk said that Mr. 
Axford was indispensable, and there were 1,500 consumers' 
accounts and 150 special ones to deal with, besides corres- 
pendence, interviewing new consumers, and dealing with 
complaints. The six months were allowed, with. leave to 
renew the appeal if necessary. 

Mr. E. E. Beaven, of Dartford, appealed for his electrical 
engineer, Mr. S. G. Wenham (23), whom, he said, he could 
not replace. Conditional exemption was conceded. 

Two months have been allowed at Coalville to an electrician 
at a local kinematograph ball, who is doing Government work 
in the daytime. 

At Warrington, Mr. Н. Rogers, electrical engineer and 
contractor, appealed for an employé, aged 96, engaged in 
maintaining electrical plant at various works. The man had 
mi ш but this had been cancelled. A final month was 
alowed, i 

At Walton-on-Thames, Messrs. R. J. Rodd, Ltd., elec- 
п, secured conditional exemption for two skilled em- 
]ioves. 

Mr. A. Sheppard, electrical engineer, of Hertford, -who 
holds a munition badge, has been totally exempted. 

At Barnes (Surrey), Mr. F. H. Fiford, electrician. applying 
for exemption, said that if he had ‘to serve he would have to 
close down the business and lose his book debts. He con- 
wnted to join the Special Constabulary, and was given four 
months’ exemption. 

Conditional exemption has been given by Watford Tribunal 
to Mr. J. Ginger, accountant, and Mr. H. Pollard, collector 
af the electric light accounts, with the Urban Council. 

Before the Herts. County Appeal Court, exemption was 
claimed by Mr. T. B. Daniels (21), electrical engineer, of 
Hertford, who possesses a munition certificate. Exemption 


was allowed so long as appellant remains in his present occu- 


tion. 

Appellants at Woking included Mr. R. Staples. electrical 
rugineer, who sought exemption for his son. Mr. А. R. 
Staples (30), the only one left to assist in the business, and 
who acts as medical electrician for W oking Nursing Home. 
The appeal was refused, and notice of appeal wag allowed. 
QM Guildford, Mr. A. S. Massey (27), electrical engineer, of 
Ripley, asked for a month's exemption, as he was going on 
probation for that period in the Royal Flying Corps. As 
la partner was also serving. he appealed for his foreman, 
H. C. Hersey (31), to look after the business whilst he and 
his partner were serving. Both appeals were allowed. . 

At Leatherhead, conditional exemption was sought by Mr. 
x) Hl. Morris (32), electrical engineer, and local manager for 
Messrs. Buchanan & Curwen. He said that they had large 
contracts with the War Office, and were iraining several 
н in skilled work. He was exempted until the end of, 

Stowmarket Tribunal has given conditional exemption to 
au electrician and clerk (34) with a private electric light and 
Power company, but refused appeals from an engine-driver 
(A) and an electrician (83). 

ш (Cumberland) Tribunal have conditionally ex- 
үр: I. Pattinson (40). electrical plant superintendent with 
Messrs, Jacob Cower & Sons. 

y aidenbead Tribunal has given exemption until October 
m m ues L. Chubb, assistant engineer and deputy mana- 
d the Corporation electricity works, and Mr. W. Н. 
ans UE (26), electrical engincer. Both are to join the 

T Training Corps. 
menam Tribunal has given conditional exemption to 98 
consultation the staff of the Tramways Co., after military 

с, m with the manager, Mr. W. Jensen. 
run vend-on-Sea Tribunal has refused exemption to an elec- 
that he kad d. In business in Heygate Avenue, who stated 
Salisbury Р сопе much work for the military for lighting at 

у Plain and Waltham Abbey. 


ap | 
onditional exemption has been granted to Mr. E. O. 


"— 
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Saxby, who has charge of the electric light plant at Belmont, 


near Faversham, the seat of Lord I 


r 1 1 Jarris. 
Littleborough Tribunal has granted exemption until July - 


m ы Thomason (36), electrician at a local kinematograph 
At Hyde, H. Dobson electrician, employ 
E: , » © ‚ employed by Messrs. E. 
ишен & Co., was granted conditional exemption last week. 
bien ay ae conditionally exempted Mr. A. A. 
фе о ын А А есп MT, 
in his busines clriclan, whose entire capital is invested 
„Weymouth, exemption was claimed for ic 
спа! о With Messrs. Brooking & Со. a eine 
ears mor is 1 
tion refused e to serve under his indentures. Exemp- 
e Bacup Tribunal, on Thursday last week, granted condi 
tional exemption to an electrical en in i io 
a widower with three children. зы д 
At Middleton (Lancs.), conditional exemption was granted 
to the chief storekeeper and clerk of the Middleton Electric 
Traction Co., who was stated to be responsabile for the pay- 


. Ment of wages and the receipt of money, and handled £95,000 


per annum. 

At Ashton, Herbert Underwood (31), electrician, of Minerva 
Road, said he was prepared to give three days а week to 
work of national importance. The Chairman jocularly- re- 
marked that the applicant might get good wages by laying 
telephone wires in ront-line trenches. The appeal was dis- 
2568 but applicant is not to be called up before August . 


At Stalybridge, last week, Mr. R. Blackmore appeared on 
hehalf of the Joint Tramways & Electricity Board Mo appeal 
for exemption for 23 employés engaged as motor-men, car 
fitters, machine drillers, and car repairers. He said the aver- 
age hours worked by all the tramway employés were 68 per 
week; and they were running the cars with 25 or 30 per 
cent. fewer men by using the car-shed staff. There was onlv 
one route in the district on which women car drivers could 
be employed, and although they had endeavoured to get 
"women drivers they had not succeeded. They were running 
a winter service because they could not get sufficient men to 
run a summer service. Conditional exemption granted. 

‚ The Worsley Tribunal last week granted temporary exemp- 
tion until August 3lst to the principal clerk in the electrical 
department, and to an electrician, both employed at the Earl 
of Ellesmere’s collieries. 

At Southport, exemption until October Ist was granted to 

Ir. E. M. Lowe, electrician, of Birkdale. 

At Pudsey (Yorks.), Mr. F. G. Beerman. electrical engi- 
neer, aged 26. who was born in the township and of natu- 


‘ralised parents, declared his sympathies to be with England, 


and was put back finally to September Ist. 

The last remaining blacksmith of the Morley Electrical 
Engineering Co. was given conditional exemption until 
October Ist. 

At Leeds, the appeal of an incandescent electric lamp com- 
pany for a skilled engineer and fitter. on the ground that he 
was engaged importantly in developing a trade here which 
had Previously been almost a German monopoly, was not 
allowed. 

The electrician at Lumly Hall, Wetherby, responsible for 
the lighting and pumping plant, and the last man em- 
ployed at the Hall, was exempted until September Ist. 

At Shipley, the appeal of an electrical engineer, who pleaded: 
that he was working under the Corporatign in the construc- 
tion of a military hospital, was postponed until October Ist. 

At Todmorden, W. H. Gatley. electrical engineer, claimed 
that he should be left in the national interests, as he was the 
only practical man employed in this business in the town. 
His staff now consisted of one man over military age, two 
youths of 18, and a boy and a girl in the office. Formerly 
they had as many as ten men. Exemption granted. 

An appeal was made at Winchester for an assistant 
mechanical electrician at the municipal electricity works, and 
the manager (Mr. Ayton) said that he could not guarantee to 
carrv on the undertaking without his help. Не took over 
all the boilers and attended to the economiser. The Military 
opposed, but the "Tribunal gave exemption, holding that the 
man was in a certified occupation. . 

The Barford Electric Supply Co. appealed to the Warwick 
Tribunal for a fitter, considered to be indispensable. The 
Military considered that the man was only necessary to the 
convenience of a very few people, and that he was the very 
man needed for military work. Exemption was given until 
August Ist. | ‚. | 

Grantham Tribunal has given conditional exemption to 
seven employés of the Urban Electric Light Co. 

Absolute exemption has been granted at Stockton-on-Tees 
io the treasurer and pay clerk of the Imperial Tramways 
Co., who have liberated 383 employés, seven of whom have 
been killed. ў 

The Ross Electric Light Co. appealed to the Herefordshire 
Tribunal for Mr. C. E. Ray. resident engineer. and Mr. W. 
Maddy. engineer and electrical assistant. Both had been 
granted until October 1st. and the Court decided that an 
appeal should be made again to the Ross Tribunal before the 
period of exemption expires. ` , 

Beaconsfield Tribunal, on July 4th, granted two months 
exemption to Mr. J. O. Bridger, electrical engineer. А | 

Eastbourne Tribunal, on Monday, rave six weeks' final 
exemption to the chief electrician at Devonshire Park. 
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Returned Soldiers and Sailors as Sub.Station Attendants. 
—A Committee of the Institution of Electrical Engineers, in 
co-operation with the Education Department of the London 
County Council, have arranged a four weeks' course at the 


Northampton Polytechnic ‘Institute, Clerkenwell, E.C., to ` 


enable disabled sailors and soldiers to qualify for training as 
aub-station attendants. А first batch of 14 men will complete 
their course about the third week in July, and successive 
. batches will be available from time to time, if it is found 
that there is a demand for their services. Central station 
engineers having vacancies in their sub-stations which could 
be offered to these men are requested to communicate with 
Dr. R. M. Walmsley, Principal, Northampton Polytechnic 
Institute, St. John Street, Clerkenwell, London, Е.С. 


| Companies to be Wound-up.—The Board of Trade has 
ordered the following to be wound-up :— 


E. Merck, 66, Crutched Friars, London, E.C., chemical 
manufaeturer. Controller: B. D. Holroyd, 6, Great Win- 
chester Street, E.C. 


Austrian Daimler Motor Co., Ltd., 112, Great Portland 
‘Street, London, W., agents for the sale of motor cars. Con- 
troller: R. Evans Smith, 58, New Broad Street, E.C. 


A. Hurst & Co., 28, Gamage Buildings, Holborn, E.C., 
" glassware merchants. Controller: J. Н. Stephens, 6, 
Clement’s Lane, Lombard Strect, E.C. 


A.E.G. Electric Co., Ltd., Caxton House, Westminster, 
-§.W., electrical equipments. Controller: Maurice Jenks, 6, 
‚ Old Jewry, London, E.C 


A.E.G. Electrical Co. of South Africa, Ltd., London, S.W., 
manufacturers of electrical machinery. Controller: Maurice 
Jenks (as above). í 


.", Scandinavian Commercial Co-operation. —Next week ( July 
. 18), at Arendal, there will be held a meeting of the Union of 
. Norwegian Commercial: Associations, at which representatives 
from similar associations in Sweden and Denmark will be 
present, to consider the subject of a common commercial 
policy for the three countries. 


_ Excess Profits: Prosecution.—A controlled firm of muni- 
tion maker} at Manchester has been fined £15 and £2 Qs. 
costs for failing on various dates between November and May 
t» supply information relating to balance sheets and finances 
when asked for by the Ministry of Munitions. 


Only British Directors.—It is proposed to alter the 
Articles of the Welsbach Light Co., Ltd., so as to provide 
(inter alia) that no one but a British subject shall be qualified 
t» act as a director of the company. · 


BUSINESS NOTES. 


Catalogues. — ELECTRIC Construction Co., Lrp., 
9. New Broad Street, London, E.C. — An interesting. new booklet 
‚ ОЁ 48 pages, entitled “ Modern Electrical Plant,” which has been 
compiled particularly for the foreign and colonial markets, the 
company recognising that the present is the time to strike in 
order to strengthen and develop its position. The story of the 
company, its works and manufactures, is briefly told in two pages 
and more than 30 pages of excellent half-tone views follow. 
showing impressive pictures of the interiors of various shops 
and of the plant made therein, also a number of installations 
carried out in different parts of the world. Some pages are 
devoted to Australian, Indian, and Japanese installations, and 
E.C.C.'motor applications of all kinds. A number of pages at the 
end are devoted to “ useful notes, formula, &c.," which will be of 
service to electrical men. | | ' 


Trade Announcements.—THE МОХОМЕТЕВ Maxu- 
FACTURING Co., LTD.. and HALL & Sons (Birmingham), LTD.. have 
changed the address of their London offices to Imperial Howes. 
Kingsway, W.C. 


Messrs. DYER & Youne, of Stansted, Essex. in addition to 
their standard lines of tramway armature coils, and commutator and 
controller spares, make a speciality of quick armature and com- 
mutator repairs, and of the inspection and maintenance of 
generators and motors. 


. Fire.—On the evening of June 380th a fire occurred at 
the works of MESSRS. CtTTING Bros., electrical motor manu- 
MH. uud iuc The contents of a number of insulating 
varnish tanks were involved, but the outbreak was i 

ЕТ 7 break was speedily 


French Consular Service.— The ` French Chamber has 
before it a Bill to reorganise the French consular service. The 
examination of candidates and the grouping of consular zones are 
points receiving attention, also the need for a less frequent transfer 
of consuls from place to! place. | 


Holidays.— The works of the WALSALL ELECTRICAL Co., 
Lro., willi be closed from August 4th to lith for the summer 
holidays. 


Book Notices.— Journal of the Institution of Electrical 
Engineers. Vol. LIV. No. 260. June. 1916. This issue con- 
tains the following papers :--'" Electricity Supply of Great 
Britain,” by E. T. Williams: “Testing of Underground Cables 
with Continuons Current," by О. L. Record ; " Service Branches 
from Extra-high Tension Circuits," by D. М. MacLeod : “ Economical 
Production of Power from Coke-oven Gas,” by G. Dearle. 

" Arithmetic for Engineers." By C. B. Clapham, 
Chapman & Hall, Ltd. 5s. 6d. net, 

The Beama Journal, July, 1916. 


Dissolutions and Liquidations.—LoNboN ELECTRON 
Works Co., Ltp.—Creditors, &c., should send particulars of their 
claims, &c., to the Controller, Mr. A. Taylor, Thames House, Queen 
Street Place, E.C., by August 15th. 

TH. GOLDSCHMIDT, LTD.—Creditors, &c.. should send particulars 
of claims, &с., to the Controller, Mr. Taylor (as above) by 
August 15th. 

GRIESHEIM-ELECTRON, LTD.—Creditors should send particulars 
of claims, &c., to the Controller, Mr. W. Eaves, 15, Fountain Street, 
Manchester, by August 19th. 2 

LLANELLY MOTOR AND ELECTRICAL ENGINEERING Co., LTD.— 
A meeting is called for August 11th, at 28, Baldwin Street, Bristol, 
to hear an account of the winding up from the liquidator, Mr. A. 
Collins. 

W. T. OWENS & SONS, acetylene gas and electric lighting engi- 
neers, Pontardawe.—Messrs. F. W. and C. W. Owens have dissolved 
partnership, Mr. F. W. Owens retiring. The remaining parter will 
continue the business and attend to debts, &c. 


Bankruptcy Proceedings.—R. E. Cowxorp, late elec- 
trician, late of Canterbury, at present stationed at the Crystal 
Palace.—The adjourned examination was held on July 8th, at the 
Guildhall, Canterbury, before Mr. Registrar Furley, when the state- 
ment of affairs showed liabilities amounting to £693, and assets 
valued at £326. Debtor was formerly in the employ of an elec- 
trician at Canterbury, whose business he purchased in December, 
1912, paying £450 all at. This included stock-in-trade, fittings, 
plant, goodwill, and certain of the book debts, in addition to which 
the lease was assigned to him, this having 14 years to run. No 
independent valuation was made, and debtor came to the conclusion 
that he paid about £70 too much for the concern. During the first 
year the business fell off to the extent of about 50 per cent. upon 
the takings which the vendor had shown, but in the following 
year he just cleared expenses. In December, 1914, debtor secured 
two contracts for electrical installations at military camps at 
Canterbury, but on these he lost а sum of £50. In the following 
March he lost £20 through under-estimating in respect of two 
petrol installations, and he had also lost about £30 in bad debts. 
He was handicapped by not having sufficient working capital. He 
attributed his failure to want of capital, the effects of the war, 
losses on contracts, and interest on loans. He had lost about £100 
worth of work since last November owing to inability to obtain 
labour, all his employés having joined up. He estimated his gross 
turnover at about £1.500 a year. He had an interest under the 
will of his father, but the property was heavily mortgaged, and his 
interest was subject to the life interest of his mother. The 
examination was closed. 

W. D. BIRKETT, factor of electrical goods, Whitley Bay.—July 
27th is the last day for the receipt of proofs for dividend by Mr. C. 
Woollett, 30, Mosley Street, Newcastle-upon-Tyne, the trustee. 


London : 


ls. net. 


LIGHTING AND POWER NOTES. 


Australia. — The Geelong (Victoria) City Council is 
considering a proposal to municipalise the electric lighting and 
electric tramway undertakings of the city and boroughs, both of 
which are owned and operated by the Melbourne Electric Supply 
Co., Ltd.— Australian Mining Standard. 


Batley.— Y EAR's Workinc.—The gross profit of the elec- 
tricity undertaking for the last year was £4,037, as against £4,125 
in the preceding year; and the net profit £298, as against £634. 
The cost of coal was £8,353, as against £2,709. For the first time 
a decrease in units sold is shown, the total being 1,476,165, as 
against the previous year's 1,482,010. 


Bedford.—Lo4x ArPLicATION.— The T.C. has applied 
to the L.G.B. for sanction to loans of £2,390 for excess expenditure ; 
£1,210 to cover the cost of extensions; and £1,300 for extensions 
to the works of Messrs. W. H. Allen, Son, and Co., Ltd., the latter 
firm paying a rental of £200 a year for the mains, &c., until 
required for public lighting, when the amount will be adjusted by 
agreement. An arrangement has also been made whereby the cost 
of un automatic pressure regulator at the works of Messrs. W. H. 
Robertson & Co., Ltd., will be met by the firm, and repurchased by 
the Council when the contract for which it is intended is concluded, 
at a depreciation of 25 per cent. per annum. 
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Bradford.—YEaR's WonKrING.—It has been announced 
in the T.C. that the net profit on the Corporation electricity under- 
taking for the past year was £15,989, as against £18,955 in the 

revious year. The total income was £167,022, and the gross profit 
£79,958. The cost of coal showed an increase of £12,055, but the- 
other works costs, in total, were less, in spite of an increased output 
of 5.000.000 units. 

Bristol.—NEw Puant.—The Electrical Committee re- 
ports that it has reluctantly adopted the suggestion of the L.G.B. 
that. in view of the desirability of spending as little money as 

sible during the present crisis, a 3,000-Kw. turbo-alternator 
should be put down for present use, instead of а 6,000-Kw. 
machine suggested by the Committee, and agreed to by the Council 
in April, 1915. | 

Burnley—YEAR’s  WonkiNG.— The report of Mr. 
Starkie, the borough electrical engineer. on the last year's 
working of the electricity undertaking, shows an output sold of 
5,158,074 units, a decrease of 36,000 on the previous year ; power 
and heating increased by 31 per cent., but considerable reduc- 
tions occurred in other directions, and notably in tramway 
supply. The maximum load was 2,561 KW., and the load factor 
33 per cent. Altogether 570 motors, of 2.068 H.P., were connected 
to the supply. The net income from all sources was £33,190; 
the gross profit amounted to £14,315, and after meeting financial 
charges, the net profit was £4,472 against £6,022 in the previous 
year, the falling off being accounted for by increased works costs 
and financial charges. - 


Canada. —The Shawinigan Water and Power Co. is 
issuing new capital, which it is stated will be used, for the con- 
struction of a transmission line to Quebec consequent on the acquisi- 
tion of the Dorchester plant. the purchase of the Gres Falls water 
power. and extensions of companies dealing with carbide and 
electro-metals, in which the Shawinigan Co. is interested. 

The Vancouver (B.C.) City Council has approved a new three- 
year contract with the B.C. Electric Railway, under which the 
existing arc lamps will be replaced by nitrogen-filled tungsten 
lamps. These new lamps will be іп 600, 400, and 250-c.P. sizes, 
and the saving by their use is estimated at $6,000 per year. The 
rates to be charred—viz., $38, $35. and $33 per annum respectively 
for the three sizes—are consideredivery low. About 2,000 are 
lamps will be replaced. 0 

Colchester. —YEAR’S WORKING.—During the year ended 
March 3ist last, the electricity department made a gross profit of 
£6,087, and, after meeting customary financial charges, a net deficit 
of £881 remained. It is proposed to slightly advance the price of 
electricity. | 

Coventry.—REvisED PRicEs.— The Т.С. has decided to 
regulate the price of current for power by the average price of 
coal: increased charges will be made, varying from 2 per cent., 
with coal at 13s. 6d. to 14s. 6d. per ton, to 16 per cent., with coal 
at 20s, 6d. to 21s. 6d. per ton. 

Dawlish.—SrREET LiGRTING.— The U. D.C. has accepted 
the following offer made by the Electric Light Co. in respect of 
restricted lighting :—Contract prices for all lamps lighted ; £1 15s. 
per annum for each 200-C.P. lamp unlit, 17s. 6d. for each 100-c.p. 
lamp unlit. and 8s. 9d. for each 50-С.Р. lamp unlit. 


Derby.—The T.C. has empowered the E.L. Committee 
to arrange for the supply of current to new works to be erected in 
Osmaston Park Road, the estimated cost of the scheme being 
£1,500. 

Edinburgh.— Year's WonkrNG.—The Electric Lighting 
Committee has reported that the deficiency on the account for the 


year is £8,075. This amount will have to be made good from the 
reserve fund. | 

Exeter.—PuwPrxa PLANT.—Last week new waterworks 
Pumping plant was started up on the occasion of the annual 
inspection of the Waterworks Committee. The plant consists of a 
Bees-Roturbo pump. coupled to a 63-в.н.р. two-phase motor, sup- 
plied by the B.T.H. Co. The pump has a capacity of 25,000 gallons 
an hour against a head of 325 ft., and the plant is supplied through 
a transformer. from the Corporation electrical system. И 


Gillingham (Kent).—In reply to a suggestion from the 
B. of T., the T.C. has replied that it is impracticable to enter into а 
scheme for taking current either from the Kent Electric Power Co. 
or the Chatham and District Light Railways Co. | 


Glasgow.—A preliminary statement shows that the Cor- 
Pron electricity undertaking had a revenue, for the year ended 
у 818, of £530,720, аз against £105,372 in the preceding year, 

an Increase of £125,348 in the year. | 
rantham,—Pnick INCREASE. — The Urban Electric 
any Co. has informed the T.C. of the necessity of advancing the 
Tne for current by another 10 per cent. from the date of the 
quarterly meter readings, making a total increase during the 

Жаг of 20 per cent, - 

,Ülalifax,—Pnrce INCREASE.—The Corporation has given 
deni, feo to the increased cost of coal, the charges for 
Erud 10tor power i a SIA par oant 
from October Ist neat Se NODE Trea Babi аа 
neqtslingden. Burk SUPPLY.—Under a pre-war arrange- 
n» dn rt aslingden Т.С, has been supplied in bulk exclusively 
hae made ae one increased demand for energy in both towns 
cult for Accrington to keep pace with the double 


Su 


О 


requirement, and, in the circumstances, the latter has concurred in 
Haslingden entering into an arrangement to obtain a supple- 
mentary supply from Rawtenstall. and the final negotiations have 
heen concluded by the L.G.B. sanctioning an expenditure by 
Haslingden of nearly £2000 for cables and switchgear, the 
charges upon which will. however, be largely borne by Rawten- 
stall. In case of need, Haslingden will thus be ahle to pass on a 
supplementary supply of current to Accrington. 

YEAR'S WonkiNG.--In the electricity undertaking for the year 
ended March ЗІК, 1916, the gross income was £4,897.: and the 
gross profit £1.179, against £661 in the previous year. Interest 
and redemption absorb £781. Bulk supply purchased from the 
Accrington Corporation amounted to 890,686 units. at an average 
price per unit of U'71d.: the amount paid by the Accrington Cor- 
poration to cover the annual charges on the cable from Accrington 
boundary to the Prinny Hill distributing station was £221, equal 
to (0'06d. per unit supplied, leaving the net cost of this supply vööd. 


Hastings.— YEAR's WonkrxNa.— The Corporation electric 
light accounts for the last year show that the total capital 
expenditure on the undertaking amounts to £185,149, of which 
£99.276 had been repaid up to March 31st last. The income for 
the 12 months was £18,015. a decrease of £7.210 aa compared 
with the preceding year. of which £4.765 was due to decreased 
public lighting. The expenditure (£12,732) was a decrease of £451. 
The gross profit was £5.734. as compared with £12.493.- After 
making allowance for sinking fund and interest. &c.. there was an 
adverse balance of £5,785, which has been met by £2.142 out of 
surplus standing to the credit of this account and £2.929 drawn 
from district rate, account, with a balance of £714 provided for out 
of reserve fund. 


Hereford.— Loan Sanction.—The L.G.B. has informed 
the T.C. that it is prepared to sanction a loan of £18.000 for a 
scherhe for supplying current to а new factory to be erected at 
Rotherwas, when tenders аге aecepted for the plant, &c. 


Hinckley.— The R.D.C. has decided to take no action 
relative to an application by the Leicestershire and Warwickshire 
Electric Power Co. for consent to lay cables from Brockey to 
Barwell. 


Kirkcaldy.—YEranR's Workrnc.—The returns of the 
electricity undertaking for the year ended May 15th last, show a 
total income of £14,596. gross profit amounting to €5,026, and, 
after meeting financial charges, a net surplus of £621, being 
roughly £100 more than in the preceding year. The total output 
sold, 1.944.220 units, included 983,556 units for power, and showed 
an increase, due entirely to the latter, over the previous year; the : 
average price being also increased, the total revenue was £2,300 
better than in 1914.15. Expenditure also increased by about 
42.000, mainly due to increased coal cost, which amounted to 
'628d. per unit as compared with ‘32d. in the previous year. The 
maximum load was 950 Kw., and load factor 23:3 per cent. ; the 
motors connected totalled 1,944 B.H.P. The report contains a 
recommendation that a new power-station site be obtained near the 
sea and railway. 


London.—DaTrERSEA.—In view of the representations 
of the Board of Trade in regard to linking-up. the Council has 
agreed to reopen negotiations with the Hammersmith B.C., as to 
the joint scheme for linking-up Hammersmith, Fulham and 
Battersea, in regard to which Н.М. Treasury last year only sanc- 
tioned the linking-up of the last two boroughs. "The E.L. Cam- 
mittee has now arranged for the installation of a 350-Kw. Peebles 
converter and B.T.H. switehgear, with a view to increasing the 
supply in the Nine Elms district. 


Luton.— YEAR'S Workinc.—In our last issue we gave 
the financial particulars of the last year’s working. of this pro- 
gressive undertaking. Further information shows that 12.254.529 
units were sold or nearly 4,000.000 more than in the previous year. 
The motors connected equalled 6.632 H.P. and heating apparatus 
1.276 KW. ; the maximum load was 4.208 kw., and the number of 
consumers 1,914. In spite of the price of coal increasing i0 per 
cent., the total works cost per unit remained at '54d., while the 
average price received was ‘sfid. per unit. The net profit of £06,227 
was after reserving £700 for excess profits duty. 


Middleton.—YEaR's WonkKkiNG.—It was stated at a 
meeting of the T.C., on the 5th inst., that the loss on the electricity 
undertaking during the past year was €1,066 ; Alderman Bentley 
(chairman of the E.C.) said they had spent £1.000 more in coal, 
and he thought they had not increased the price of current as much 
as they ought to have done. 


Rathmines (Co. Dublin) — РкісЕ Increase.—The 
U.D.C. has decided to increase the charges for electricity for 
private lighting from 44d. to 5d. per unit; for the lighting of 
places of worship. &c., and business premises, from 4d. to 44d. per 
unit: and for power and heat from 144. to lid. per unit, these 
charges to be in addition to the р per cent. added in 1913, and to 
date as from July Ist. 

Sheffield.—SvtcGcEsTED Price Revistox.—The general 
manager of the electricity undertaking (Mr. 8. E. Fedden) has sub- 
mitted to his Committee a report upon the advisability of revising the 7 
existing charges for the supply of current. The manager states in this - 
report that he feels grave anxiety both as regards the financial 
stability of the department and for its ability to supply cheap units 
in the future, if the charges generally are so fixed as to yield a 
very small available surplus. Whilst the undertaking was com- 
plying with legal requirements as regards repayment of loans in 


49 ^ THE ELECTRICAL REVIEW. 


` 


[Vol. 79. No. 2,016, JULY 14, 1916. 


LL ————————————— 


М 


the shape of sinking fund, it was not reducing capital indebtedness 
- fast enough to keep the undertaking financially sound. The under- 
. taking ought to be able to put by enough money to bring the 
` reserve fund up to 10 рег cent. of the capital indebtedness and to 
build up a strong renewals and special expenditure fund to deal 
with obsolescence ; this sum should not fall below £60,000, and 
should preferably amount to £100,000 on the present size of the 
undertaking. The engineer is of opinion that on the return to 
normal trade: conditions many of the largest consumers would be 
agitating for lower terms. and if the department was not in a 
position to supply at the cheapest possible rates, it would 
undoubtedly lose some of these consumers, either to an outside 
undertaking or by the firms putting down their own plant. The 
engineer cites the following facts in explanation of his views :— 
(1) The large amount of capital represented by the Sheaf Street 
station plant, which is entirely out of date, and on which the 
capital repayment has still another 23 years to run; (2) the same 
remarks apply to the plant at Kelham Island; in this. case 
sinking fund repayment has to continue for a further 14 years ; 
(3) the Neepsend station was not opened till 1904, yet the first four 
turbines are obsolete when compared with the efficiency of present- 
day plant, but the sinking fund payments on these plants will not 
be extingushed till 1927. In conclusion, the report stated that the 


present power tariff was framed many years ago, and had enabled | 


: the department to build up a huge: power load. It was based on 
the price of coal being purchased at two and a-half times less 
. than the existing price, but, notwithstanding the gradual increase 
in the cost of fuel that has taken place in recent years, there was 
still a sufficient margin between the cost and sale price of the unit 
` to produce a small surplus, owing to the reduced cost of produc- 
tion in other directions. Now, however, owing to the abnormal 
` conditions prevailing on account of -the war and the general 
increase in the price of all materials and labour, the charges for 
, current should be revised to enable the undertaking to attain the 
above-mentioned objects. In view of the above, the Electricity 
Committee has recommended the City Council to increase all 
accounts for the supply of current by 10 per cent. where the present 
price is more than 2d. per unit, and by 20 per cent. where the 
. present price is 2d. per unit or less. 

The formal isanctions of the L.G.B. have been received to the 
, borrowing of the following sums :— £412,926 for a turbo-alternator. 
foundations for same, and switehgear; £37,201 for boilers and 
foundations for same ; £324 for coal shoots (total, £80,451, being 
part of £137,104 applied for); £51,000 for four boilers and acces- 


sories at Neepsend; £10,000 for buildings in connection with 
the above. 


Spenborough.—The Council has lodged à claim for 
damage done to the electricity works through the alleged pollution 
. of the Spen Beck by impurities from a chemical works. 


St. Helens.—PnicE INckEAsE.— The T.C. has decided 
that a further increase of 10 per cent. be made in the price of elec- 
tricity for lighting. A few months ago 10 per cent. increase was 
. announced in the price of current for power and lighting. At last 

week's meeting an amendment that the price remain as last year — 
10.рег cent. higher than the pre-war price—was defeated by 12 
' votes to 11, and a second amendment that there should now be an 


increase of 5 per cent. for lighting and 2} per cent. for power was 
also defeated. . 


Swansea.—YEkAR's WonkiNG.— The annual reporb of 
the electricity undertaking for the year ended March 3156 last 
shows a net income of £38,256, working expenditure amounting to 

: £20,182, а gross profit of £18,104, and net profit of £4,944. The 
latter compares with a net profit of £1,786 for the previous year, 

; and £3,313 for 1913-14. The reserve fund balance at the end of 
the year was £10,548. The tramways’ department showed a 
balance at the end of the year of £1,087, as compared with £2,905 
for the previous year. The report of the borough electrical engineer 
- (Mr. J. W. Burr) expressed the opinion that the returns showed an 
all-round improvement. With an increased output of 497,782 units 
the coal consumption was reduced by 1,660 tons, as compared with 
the previous year. The average price for coal for the year was 
17s. ld. per ton, as against 198. 1d. per ton for the previous year. 


' The effect of the Summer Time Act to date had е 
10 per cent. in the output. ad been a reduction of 


и Tasmania.— The report of Mr. Strike, the Launceston 
city electrical engineer, mentions that 2,866,513 units were sold 
during the year ended June 30th last. The connections include 
9,934 premises with 1,523 kw.: 472 motors of 2,579 B.H.P. ; and 
1,119 radiators, &c. of 777 KW. Owing to low water flow, the 
steam plant assisted the hydro-electric plant on 95 days ‚ the 
` maximum load was 1.120 KW., and the station load factor 3377 
per cent. The total revenue amounted to £22,867, and the 
gross profit to £13,651; after meeting financial charges, the 
. surplus remaining was 46.070. Generation. distribution, and 
. management costs averaged ‘76d. per unit sold ; hydraulic generating 


; ng figure at 13d., and steam generating costs at ‘046d. per unit 


_ Tunbridge Wells. — The Electricity Committee has 
. informed the T.C. that it is not intended at present to increase the 


‚ existing charges for current, but the question will again’ 
ae А : | will | on- 
sidered in September next. > gain be con 


Walsall.—The engineer has reported that the existine 
E.H.T. feeders to  Sandwell Street sub-station i] 
Street, are overloaded, and, as a tem | 
the nécessary cable for connecting u 
generating and sub-stations 


via Darwell 
porary measure of relief, 
p Wolverhampton Street 
has been ordered ; it is proposed to 


‘make temporary use of switchgear which will be eventually 
installed in the Bloxwich sub-station. 


Weybridge.— REVISED CHARGES. —À further effort is to 
be made by the Council to obtnin а more reasonable revision of 
charges from the Urban Electric Supply Co. 


Wigan.—Borrowing powers are to be sought for £535 
for a centrifugal pump; £325 for cable ; and £1,163 for pipework, 
foundations, &c. ENS 


Wimbledon.—LoaN Sanction.—The L.G.B. has granted 
the Council's application for leave to borrow £5,020 (being the 
expenditure in excess of loans already sanctioned and the estimated 
expenditure of the electricity department to March 31st, 1916, in 
respect of mains, house services, meters, and transformer sub- 
stations), so far as regards the excess expenditure incurred up to 
March 315, 1915. As regards the remainder of the application, 
however, the Board saw no reason why sanction should be given ; 
the clerk thereupon interviewed an official of the Board, pointing 
out that, under the Electric Lighting Acts, the Counci! was com- 
pelled to give a supply of current under certain conditions, and 
that it was the increasing business of the undertaking which chiefly 
accounted for the application. Under the circtmstances, the 
Electricity Committee has requested its Standing Sub-Committee to 
consider the question of capital expenditure and report what action 
should be taken, having regard to the present financial conditions. 
The Committee has reported in favour.of increasing the price of 
energy supplied to ordinary consumers for lighting purposes to a 
sum not exceeding 6d. per unit, and for motive power or heating 
purposes to а sum not exceeding 2d. per unit. . 


Winchester.— The Government department concerned has 
refused to certify for the use of the T.C. a 500-Kw. turbo-generator 
set ordered from Messrs, C. A. Parsons & Co., Ltd., as necessary to 
maintain the continuity of supply. The Electricity Committee has 
decided not to increase the charges for energy at present. 


Worcester.—PRoPosED ExTENSIONS.— The City Council 
has agreed to certain extensions proposed to be carried out, at a 
cost of £14,000, to supply a new works with electricity. The pro- 
posed plant consists of a 1,500-Kw. turbo-alternator, with condenser. 
switchgear, cables, ke. The engineer reported that the firm would 
probably require a million units a year. and, in any case, he would 
have asked for £10,000 for extensions due to natural progress. 
The firm had offered a guarantee of £1,200 a year for three years. in 
addition to the receipts from the sale of energy. The Committee 
would later require a new boiler, involving an expenditure of £3,500. 
It was stated that the L.G.B. would facilitate the borrowing of the 
money for the work. 


TRAMWAY and RAILWAY NOTES. 


Васир.—РкороѕЕр Fare ІхскЕлѕЕ. —А proposal of the 
Rawtenstall Corporation to increase the car fares has engaged the 
attention of the Baeup Tramways Committee, which has decided 
that it cannot recommend the T.C. to agree to any increase. It 


remains for the Rawtenstall Corporation, if it wants to increase the 


fares, to ask the Board of Trade to appoint an arbitrator to deal 
with the matter. 


. Blackburn.—The T.C. was informed by Mr. Higham, 
vice-chairman of the Tramways Committee, that allowances to men 
of the department who had joined the Colours amounted to £ 1,400 
a year, expenditure in other directions had considerably increased, 
and as receipts had declined it might be necessary before very long 
to increase fares. 

The Corporation has decided to grant an increase of 4d. per hour 
to the men employed in the tramway department, the annual cost 
to the department being estimated at £1,400. The chairman and 
vice-chairman of the Tramways Committee are to arrange the 
details of a scheme for issuing passes for the use of wounded 
soldiers wishing to travel on the tramcars. 


Burton-on-Trent.— YEAR'S WoRkiNG.—For the year 
ended March 31st last, the Corporation tramways carried 3.223.559 
passengers, as compared with 3,311.355 in the previous year. The 
revenue amounted to £15,037, and the receipts in respect of thc 
M.R. Co.'s running to £1,008 ; the net surplus was £1,329. showing 
an increase on the previous year's surplus, which was £838. The 
car-miles run were 386,876, as compared with 440,021 in 1914-15, 
and the percentage of operating expenses to revenue fell from 785 
in that year to 7179 in 1915-16. 


Bury.—WaAGcGEs.—The local branch of the Amalgamated 
Tramwaymen and Vehicle Workers! Association has decided to 
apply to the Corporation for an advance of wages for its members. 


Canada.—According to the Canadian Electrical News, 
the outline of a scheme for a large central terminal station, to cost 
about 35 million dollars, has been laid before the city by the 
Montreal Central Terminal Co.. the suggestion being that all the 
lines entering the city should use the terminal, and that these 
lines should all be electrified. 


London.—Trauway ACCIDENT.—On Tuesday evening а 
car proceeding from the Edgware Road to Sudbury left the track 
at Warwick Avenue bridge, and, colliding with a wall. overturned. 
more than 60 passengers being injured. though only nine were 
detained in hospital. 'The mishap is supposed to have been caused 
by a broken axle. 
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Glas$ow.—FExALE LaBovR.—In the course of the 
afnual report of the T.C. tramway department, the financial and 
passenger side of which has already been published in the REVIEW, 
it is pointed out that the number of women conductors at present 
employed by the department, is 1,107. and since March 1st of this 
year, when the Committee decided to experiment with women 
drivers. 106 women have been introduced to the front platform of 
the cars. At several depóts women were also employed in connection 
with the oleaning of the cars. When war was declared 633 male 
members of the staff who were Reservists and Territorials were 
called up. and since then the number of employés who had joined 
the Colours was 2,811. Of this number the Committee regretted to 
report the deaths of 113. 


Haslingden.—YEsR'Ss WoRkrNG.—For the year ended 
March 3186 last, the tramways show a gross income of £8,464 
against £8,217 ; a gross expenditure of £5,272 against £5,810; a 
gross profit of £3,192 against £2,376; and a net profit of £1,021 
arainst £160. The total mileage was 150,676. The rate aid given 
to the department since its inauguration amounts to a total of 
£3,395. - 

Hull—Year’s Workinc.—The accounts of the Corpora- 
tion tramway undertaking for the year ended March 31st last 
show that 53,734,387 passengers were carried, of which: nearly 
24 million were 4d. fares, and the remainder Id. fares. The total 
was much in excess of the previous year, although the car-mileage, 
1.072.342. was roughly 500,000 less than in 1914-15. The total 
revenue amounted to £162,927, while working expenses totalled 
£108,570 and war allowances £8,759, leaving a balance to net 
revenue of £45498. After meeting the usual financial charges, 
£12469 was transferred to the appropriation account, bringing the 
latter to £22.169, and enabling £10,000 to be transferred to rate 
relief, a similar amount being reserved for future relief, and the 
balance of £2.169 being allocated to reserve. The reserve fund in 
hand amounts to £112,000, 


London.—SouTHWARK.—ELEcTRIC VEHICLE REPORT.— 


A curious report on the use of electric vehicles has been presented ` 


by the borough engineer to the Works Committee. From this we 
gather that he has taken quite à paternal intereat in the subject of 
power-driven vehieles for some years, though, unfortunately, it 
would appear from what follows, that his interest has not led to 
an accurate appreciation of the merits of the electric vehicle, either 
in itself or in relation to the electric supply industry. He says: 
" No doubt electricity will become adaptable for our general use in 
five or 10 years, but the charges of one or two vehicles would be of 
по assistance to the Council's electricity works, and working them 
would be more expensive than petrol plant." It is difficult to 
understand these remarks in view of the number of cases in which 
electric vehicles are being adopted for municipal work, because of 
their low cost of operation and general efficiency, but apparently 
the borough engineer is prejudiced by the knowledge that electric 
vehicles represent but a small percentage of the municipal motor 
vehicles In use. Again, it is obvious that unless the Southwark 
Council provides charging facilities, it cannot expect to benefit from 
electric vehicle charging and the charging of " one or two vehicles," 
in view of the huge possibilities in front of the electric, may be of 
the greatest assistance to the Council's electricity undertaking. 
The fact that 740 electric vehicles are in use, or on order in this 
country. a8 compared with 150 in the previous year is evidence that 
some people are appreciating the advantages of the electric vehicle, 
although this is not the case with the Southwark Works Committee 
Which endorsed its engineer's views. 


Kirkcaldy —Year’s Workinc.—During the year ended 
May 15th. the Corporation tramways carried 5,103,000 passengers, 
4 about 90.000 leas than in 1914-15 ; nearly 50 per cent were 4d. 
ares. The car-iniles run, at 439,000, were 9,400 less than in the 
previous vear, but. the average revenue, 9'3d. per car-mile. showed 
a Increase, The total revenue amounted to £17,433, and the 
irf iur to £5,649, while after meeting financial charges, 
Th uding £443 depreciation, the net surplus remaining was £137. 
d i report draws attention to the probable heavy expenditure on 
d I мы in a few years’ time. and suggests that measures 
dine aken to Increase the revenue in order to meet these 

Tees : one suggestion is the abolition of dd. fares. 


winchester. —A collision between a tramcar and a taxi- 
ies parle e last week, resulted in the death of a lady 
Thes epi е cab and serious injuries to the motorman. 
aid е tramway track in Cross Street, between King 
completed E p Square—in the busiest part of the city—is now 
boon. has hes e laying of the second line, which will be a great 
pipet a п made possible through the demolition of some 
y and the widening of the thoroughfare. 


at АПазеу,—\'Авкв.—А special meeting of the Tram- 
Жыл foi Was to consider the demand of car drivers and 
or an increase of wages. The men threaten to cease 


work to. r 
to their фи. (Saturday), unless they receive a favourable reply 


tà Rotherham,—The Corporation has been recommended to 

double ар dm track in a portion of Westgate. and put down а 

arrange for th ш Тһе borough engineer has been instructed to 

Tozer Ltd е immediate purchase from Messrs. Steel, Peech and 
7" "ML. of 40 tons of rails at £16 10s. per ton. 


T . 
come Tli result of the year's working of the 
city tramways to June 30th was a total revenue of 


£19317 and a 
net surpl f £5 x 

nu i rplus of £508. The passengers carried 

mbered 2,385,860 and the car-miles were 355,421. б би 


 TELEGRAPH and TELEPHONE NOTES. 


AÁrgentina.— The Government telegraphic system at the 
end of 1914 comprised 38.674 km. of line and 93.129 km. of wire, 
with 908 offices; 14°7 million messages. were handled during the 
year. The telephone system, in the hands of seven companies, 
consisted of 96,390 km. of line and 385,633 km. of wire, with 69,667 
subscribers, —Journal Télégraphique. 


France.—The publication of Annales des Postes, Télé- 
graphies de Téléphones, which had been suspended owing to the 
war, has been resumed. | 


Spain.—Since May 2nd a radiotelegraphic service has 
been established between Spain and Germany, the tariff being 0'25 
peseta per word. The Spanish station is situated at Aranjuez.— 
Journal Télégraphique. 


Tahiti.—AÀ wireless station has been erected by the 
French Government near Papeete, їп Tahiti, placing the island in 


communication, riá Samoa and Awanui (New Zealand) with the 
world's submarine cable network. . | 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— August 16th. P.M.G. Distilling apparatus 
(Schedule 502), telegraph and measuring instruments (Schedule 
198). See "Official Notices " June 16th. 

MELBOURNE.—August 8th. Deputy P.M.G. Standard battery 
material :—Porous pots, jars. zinc and carbon rods, and chemicals. 
AMAT 1,327. High Commissioner's Office, 72, Victoria Street, 

SyDNEY.—August 17th. Portable internal-combustion engine 
and dynamo (23 Kw.) Ifor the Departmental Stores, Sydney, for 


P.M.G.* f 
August 24th. P.M.G. Automatic switchboard and apparatus 


for North Sydney Exchange. Schedule No. 511.* f 


Dublin. — July 20th. Corporation. A.C. slot meters. 
See " Official Notices ” to-day. : 


Hull.—July 20th. Machinery oils for the Corporation 
Electricity Department. Mr. J. F. Magoris, Acting Electrical 
Engineer. 

New Zealand. — INVERCARGILL. — September — 28th. 
Borough Council. Steam turbo-alternator, condensing plant, and 
switchgear. Specifications from the Tramway Office. Contract 
No. 40. ` 


Plymouth. — July 20th. Corporation. 
boiler feed pump for the Electricity Department. 
Notices" June 30th. 


Walthamstow.—July 26th. Council. 500-Kw. rotary 


or motor converter; E.H.T. switchgear; L.T. switchgear. See 
" Official Notices ` to-day. 


York.— Corporation. Coal (14,000 tons of either un- 
screened beans, pea slack. rough slack, or small peas quality) for 
the electricity works for nine months. Mr. J. W. Harris, Engineer 


and Manager. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


Rotary steam 
See “ Official 


CLOSED. 


Argentina.—The Times states that the largest contract 
for iron placed since the beginning of the war by Argentina has 
been secured by the Staveley Coal and Iron Co., Ltd. It is for 
26.000 tons of с.і. piping for about £262,500, and the whole is to 


be delivered before the end of the current year. 


- Australia.—The Sydney City Council has been recom- 
mended by the Electric Lighting Committee to accept the following 


tenders :— 
Induction regulators, £1,549.—Aust. General Electric Co. 
10,000 ft. of 1-in. heavy gauge welded conduit, £250.— Lawrence & Hanson, 
Electrical Co., Ltd. 


Melbourne City Council has accepted the following tenders :— 
Five 200-amp. 8-phase oil switches with transformers, £114.—British 
Westinghouse Electric and Manufacturing Co., Ltd. 
Two Erith Riley stokers with fans and hydraulic controls, £1 f.o.b. 
' (total estimated cost, including freight, insurance and erection, being 
£2,000), for installation in two of the oldest boilers at the supply 
station.—Erith Engineering Co., Ltd. —Tenders. 


P.M.G.’s Department. South Australia :— 
Increasing the capacity of storage batteries, Central Exchange, Adelaide, 
£512.— T. Knight Steanes. ; . 
£8,930 yd. paper-insulated lead-covered cable, 400 pairs, £1,510 per mile ; 
1,060 yd. ditto, 800 pairs, £1,201 per mile; 14 miles ditto, 200 pairs, 
£785 per mile; 8& ditto, 100 pairs, £440 per mile; 2 mile ditto, 25 pairs, 
£158 per mile; 770 yd. silk and cotton insulated, lead-covered switch- 


ble (vari .— Western Electric Co. (Aust.), Ltd. 
ИВИ S —Australian Mining Standard, 


44 | THE ELECTRICAL REVIEW. 


АГА! 
.Bedford.—T.C.:—. |. ^  ., " g 
:1,000 tons of Redding slack conl, for the electricity works.—J. E. Page, 
Ltd., 21s. per ton. en 
1,800 tons of Manton slack.—Vintner & Co., Ltd., 21s. 2d. per ton. 


^ Birkenhead.—T.C. .. Daimler: petrol- motor tower-wagon 
for tramways : Mersey Motor Co., Ltd., Birkenhead, £520. 


-  Bristol.—Electrical Committee. Accepted tender :— 
Fraser & Chalmers.—3,000-kw. turbine, coupled to a Vickers alternator, 
with condensing plant by the British Westinghouse Co., £11,608. 


Derby.—T.C. Coal for the electricity works: D. McCarthy 
and Co.; Mr. T. Walker: Derby Coal Co.. Ltd.; Brookhouse, 
Johnson, Ltd. : and Parr & Sons. : - 


Dublin.— The Zris& Builder states that the following 
-tenders have.been received by the Corporation for the installation 
of electric light in the new dwellings comprised in the Church 
Street and Beresford Street and Trinity Ward housing schemes :— 


Church Rt. and 


. Beresford St. > Trinity Ward 


О st И Zn scheme. scheme. 
A. E. Davy .. s T es £560 Е £376 
J. Dowdall & Sons .. - es 708 430 ` 


Owing to the terms of the specification not being strictly 
complied with by the tenderers, the city electrical engineer has not 
been able to make any recommendation, and places the matter in 
the hands of the Municipal Council. 


"" Glasgow.—The Clyde Navigation Trustees. Electrica 


stores : Ross & Co., and the Liverpool! Electric Cable Co., Ltd. 


.. London.— London Education Committee. Wiring County 
Secondary School, Forest Hill :— ni 


Alex. Hawkins & Sons.. (accepted) £572 


. Alpha Manufacturing Co... a is » A 578 

Woo pn H. J. Cash & Co., Ltd. “е os ee ee ee eo 620 
| . W. C. Tackley.& Co., 44. т is oe at .. Ol 
Tredegars, Ltd. ..  ... vs ote “+ “+ .. В 


^». BaATTERSEA.— Electricity Committee. Plant in connection with 
supply to Nine Elms district :--- 
: - Bruce Peebles & Co., Ltd.—350-kw. rotary converter, £1,330. | 
British Thomson-Houston Co., Ltd.—Motor-converter switchgear, £829. 


"Luton.— T.C. Recommended tenders for extensions :— 


Clark, Chapman & Co.— Two boilers and stokers complete, £7,648. 
E. Green & Sons.—Economiser, £1,091. Е 
W. & T. Avery, Ltd.—Coal-weighing machines, £440. | 
Harris-Anderson Patent Feed Water Filter Co.—Water softener, £495. 
Hayward, Tyler & Co.—Rotary feed pump, £258. 
Tenders for the ash and soot-handling plant will come forward 
at {һе next meeting of the Electricity Committee. 


Sheffield. — Electricity Committee :— 


Steel Barrel Co.— Petrol storage installation, £195. 


uds & Bannister.—Structural alterations to premises in Shudc Lane, 


Willans & Robinson.— Replacing spare turbine blading material, £283. 
г . 5 (Мат Fp Or , 1 y 
' Shipley.—U.D.C. 50-xw. transformer for Hirst Wood : 


British Electric Transformer Co. 


Stafford.—Town СошісП. 500-kw. geared turbo-genc- 
rator and condensing plant, aggregating £5,23U. Part of the plant 
is to be supplied by Messrs. Siemens. In reply” to questions 
regarding that firm, it was stated that the concern was Govern- 
ment-controlled, and there was not the slightest suspicion as to the 
propriety of the works being carried on; if they were stopped, it 
would be the greatest disaster that could befall Stafford. | 


Sunderland.— T.C. Accepted tenders :— 


J. Thompson & Co.—Creosoted troughing, collars and bends. ` 
Jones Bros.— Tiles. 


Norfolk Engineering Co.—Brush-holders, 


Watford.—U.D.C. Motor, gearing, and pulleys : Marshall 


and Plumtree, £755. 


Wimbledon.—Coal for-the Electric Lighting Committee : 


_ +" Fob’ter & Co.—4,500 tons Kingsbury small nuts, 29s. 8d. per ton ; 1,000 
7 juts, 29s. 3d. per ton ; 1,000 to 
Hine шч ae 22s, Ba: er fon a 2000 tone Fostocke double screened 
nuts, 24s. 9d. n; 1, ons ditto slack, 175. 9d. 2 А 
S. Leicester nutty slack; 21s. id. per ton. лы tons 


Wolverhampton.— Electricity Committee. 


| 10,000 tons 
| of slack coal: W. Н. Bowater. Ltd. 


Tnt report óf the Sub-Committee on T Engi ir i 
THE | th Committe gineering Education 
-and Research," appointed by the Council for Organising 
: British Engineering Industry, and composed of Mr. A. P. М. 
повр vs T О. di eae and Prof. Miles Walker, was 
issued last week. e followin incipal re 
ое he ; ing are the principal recom- 
"^ The organisation of ‘British engineering industry bv th 
federation of British manufacturing cngineers for Gunes. 
which include education and research. 
The co-ordination of existing means for educ 
and particularly the provision of an adeq 
uniform system of scholarships. | 


ating engineers, 
uate and more 


Ф 


ENGINEERING EDUCATION AND RESEARCH.: 


EE 
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"The establishment of a large number of: junior technical 
schoola for the education between 12 and 15 years of boys 
who intend to become, apprenticed to engineering trades. — 

Compulsory attendance of apprentices under 18 years.of 
age at part-time classes for eight hours а week during works 
hours, the instruetion given to relate to their everyday work 
and to include citizenship subjects. . | | 

Provision for the specific education of future members of 
the highly-trained staff in colleges and senior technical schools, 

Extension of the study of mathematics and physical science 
ut school, and education not under specialist teachers, but 
under a succession of form masters in в more coherent 
curriculum. | | ice 

Readjustment of the. conditions for admission to Univer- 
sities. | ы ds | | : 

Reduction of the number of lectures in University courses, 

Technical degrees to be given to candidates only when they 
have added works experience to academic training. 

University teachers to be encouraged to undertake research 
work on behalf of, and in co-operation with, manufacturing 
firms. : к 

The volume of research work in connection with the British 
engineering industry {о be greatly increased, by fully utilising 
existing facilities for this purpose, and by establishing a 
central research laboratory.  ——— | | 

There are many interesting and novel features in the report, 
which deserves the close attention not only of educationists, 
but also, and perhaps still more, of manufacturing engineers. 
A clear distinction ig drawn between the two great classes— 
manual workers and thinkers—and the comparative failure 
to solve the problem of providing the best system of educa- 
tion for each of these classes is ascribed partly to confusion 
of one with the other. Emphasis is laid upon the importance 
of training the workman not merely as a skilled man, but 
also as a good citizen. The nature and functions of the 
junior technical school are explained, and it is recommended 
that boys should enter it. from the public elementary school 
at the age of 12, leaving it to enter works as apprentices at 
15. Special attention is. devoted to the nature of the instruc- 
tion to be given during the trade apprentice course concur- 
rently with the workshop training. Boys aiming at the 
higher positions should receive whole-time education up to 
the age of 18, and then enter upon a University course; if 
this is not possible, they should leave the secondary school 
at 16 and enter a senior technical school for two years. Uni- 
versity entrance scholarships should be increased in number 
and value until it is no longer possible for a hoy to be pre- 
vented by financial reasons only from receiving a university 
training, if his native ability and previous education have 
fitted him to derive from this training so much benefit that 
the increased value of Lis services to the community- wil 
repay the cost. * - | AES 

A very significant passage deals with the excellent quality 
of modern engineering text-books, which are so good that 
they ‘diminish the necessity of lectures, which. should Бе 
directed rather to guiding the student and stimulating. his 
interest in the subject studied. The greater part of the 
university time should be spent by the student in working 
out problems of the kind that he will meet in practice. 

Works training before the college course is deprecated, 
unless it can be effected during vacations without interrup- 
tion to the academic work. The six-months' sandwich system 
is not recommended in connection with English Universities, 
though it is less objected to in Scotland, where the sessions 
are shorter. Finally, the immense importance of research 
work, at the colleges, the works, and in special institutions, 
is vigorously driven home, and intimate co-operation between 
engineering firms and colleges is advocated. The report 18 
worthy of the most careful consideration. 


- NOTES, 


Electricity on Canadian Farms.—The British Columbia 
Electric Railway is energetically pushing the use of electricity 
amongst farmers in the Fraser Valley, which is covered with a net- 
work of power lines. The farmers are stated to be keenly interested 
in the matter, and at their request meetings are being held, at one 
of which a number of interesting kinematograph and ‘other views 
of electrically-worked farms were shown. 


Nitrate Plant for U.S.A. Government.—The Army 
Reorganisation Bill as finally enacted authorises the. President to 
make an investigation to determine the best process "for the pro- 
duction of nitrates and other products for munitions of war and 
useful in the manufacture of fertilisers and other useful products.” | 
He is further authorised to select a water-power site or other site 
and to construct a plant for the manufacture of such product. The 
products of the plant are to be used for military and naval purposes 
to such extent as the President may deem necessary, and any sur- 


| plus may be sold under such regulations as he may prescribe. The 


Bill does not specify the capacity of the plant, but $20,000,000 is 
appropriated for its construction. A provision is inserted that the 
plant must be operated *' solely by the Government and not in con- 
junction with any other industry or enterprise carried on by private 
capital," —.4American Machinist, 
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Inquiries.— Makers of ‘electrolytic iron аге asked for. 


Foreign Trade,—Tu& хк  FrccnEs.—' lle. official 
firutes for imports and exports during last month give the 
following values for electrical and engineering lines : — 


June. Ine. or Nhe monl hx. 1916. 
IMPORTS :—- 1916. dec. Ine; or dev, 
Electrical goods, Ке. £153,912 + UH c^o£364.573 

873,007 — 50.083 + Pasay A 


Machinery ... 

Exports :-- . - 
, Electrical goods, Ко. 476.9254 + 183.148 dh cox 
Machinery ... ev L718] — 84321 — sal 


Educational Notes.— UNivERSITY COLLEGE. London.— 
At an assembly of the College Faculties. on Thureday last week, 
the Provost stated that the " Pro Patria” contained the names of 
1.476 members of the College who were serving in the war ; 101 
distinctions had been gained. and 73 had laid down their lives. 
The College had rendered many important services to the Govern- 
ment, of which particulars could not at present be given. Dr. G. 
Carey Foster, formerly Professor of Physics and Principal, delivered 
ап address to the students. 

MIDDLESBROUGH TECHNICAL COLLEGE.—The fund for the 
erection of a Technical College at Middlesbrough, for the further- 
ance of iron and shipbuilding industries, now stands at €73.700. 
The Cleveland and Durham Electric Power Co. has offered to 
#прр1у as an annual donation £100 worth of electrical power per 
annum. 4 


Patents and Alien Enemies.—Application has been made 
to the Board. of Trade for the avoidance or suspension of Patent 
No. 11.633/10, for the electrolysis of liquids, granted to Billiter, by 
Mr. E. J. Smith. of Willesden, N.W. ; 


Japan. and Electrical Export Trade.—According to 
Japanese papers. Japan is about to make a special bid for the 
electrical market in China, The Hocki, which the Japun Chronicle 
says ig regarded in Tokio as the огтар`оЁ the Government, eredits 
an authority in the Department of Agriculture and Commerce with 
the following statement :—" Japan's electrical industry has recently 
undergone a marked development. Efforts should be made to 
further national interests by promoting the export of the various 
products of the industry. The Government is. therefore. consider- 
ing means to encourage the export of electrical apparatus to China, 
India, and other accessible places. A new item of expenditure is 
ta be provided in the next Budget for the purpose of subsidising 
the. export. The scheme, however. has not yet been considered 
by the Cabinet in detail. In order to secure a- large market for 
electrical apparatus in China or anywhere else, it is necessary that 
the yeneral electrical industry there should be developed. In this 
respect much depends upon the activity of Japanese capitalists. 
The war has stopped European competition. and the present is the 
best opportunity. for consolidating the foundation of Japan's 
business and industrial potentialities abroad. To attain this object 
an immediate loss should be ignored with an eye to an ultimate 
cain.” — Finaacier, | x 


В. R. Merton & Co., Ltd.— According to the Times, а 
circular has been issued by the above company, stating that the 
shares in the company which were hitherto held by German firms 
have nów all been. acquired by British subjects. The negotiations 
to that end. which were started in July. 1915, only came to à ENC- 
1ш conclusion in February. 1916. “The terms of the trans- 
ition were submitted to the Board of Trade and the High Court 
of Justice for their approval, which was granted. The company 
has altered its Articles of Association, which now contain very 
d d provisions, by virtue of which the company is now, and 
pp у on remain. under exclusively British control." The Timex 
a d ашы. of its inquiries, that the result of thetrans- 
nd г t the. proportion of the capital in British handa is 
Mau Mera per cent. to 85 per cent., the remaining 15 per 
аА ы ы and neutral countries, Should any of these 
ier CUR come involved in war with Great Britain. the 
Me ae та шау be compelled to dispose of their 
Nou 9 shares may be sold to toreignefs, or to British 
Jets having foreign connections. 


Inst i 

pen tition and Lecture Notes.—Verband Deutscher 
should bay рав annual meeting of the V.D.E., which 
Madre = een held last year. was abandoned owing to the war: 
leginnins Fara meeting was held in Frankfort-on-Main, at the 
Ine dad the epee About 190 members and visitors attended. On 
l'émary), from Me aoe the report prepared by G. Dettmar 
tions in “the nio leh it appears that there are now 22 associa- 
МШЕ е ^ and that, in spite of the war. the number of 

“aans practically constant at 6.000 (a fact which is 


^ 


'teadations to war cond 
Tnt the abnormal 
“Many. On the 
We ‘ay 1 

wo TeCelved in the histo 


thr city, 

меце е о of public officials attending this vear 

technical exhibition br (says E. T. Z)the international electro 

e igh-presenire d at the same place 25 years ago. when the 

anfen to Frankfort ernatiug-current power transmission from 
Was inspected by members, including such 
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pioneers as Oscar von Miller, Dolivo-Dobrowolsky. and Kittler. 
А retrospect of this brilliant period o£ electrotechnical development 
formed the subject of an historical appreciation delivered by Prof. 
Epstein on the second day of the meeting. Prof. Klingenberg 
delivered an address on " Large-scale Electric Administration with 
State Co-operat ion," and in the afternoon G. Dettmar read a paper 
on substitntes for various electrotechnical materials. “A successful 
exhibition of substitute-materials and of products made therefrom 
bore witness to the high deyrce of independence of German industry 
with regard to foreign supplies, and also disclosed technical and 
scientific advances which will be of great importance after the war, 
as well as now.” Pee 


Electrical Association of Australia (Victorian Ѕесїоп). At the 
meeting held at Melbourne, on May 25th, Mr. C. F. Lindblade read 
Pub on ` Decay of Timber in its Relation to Electric Light Under- 
akinyrs, : | : 


Volunteer Notes. — 157г Loxpox ENGINEER VOLUN- 
TEERS.— Orders for the week by Lient.-Col. C. B. Clay, V.D., Com- 
manding. >- à ' 

Saturday, July l15th.— Parade, 3.0 sharp. Golder's Green Station. 
Uniform. ; 

Monday, July 17th.—Technical for Platoon No. 9, 46. Regency 
Street, S.W. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class and Recruits. | | 

Tuesday, July 18th.—Officers' Instructional Class. 6-7. Recruits, 
7-8. Lecture, 7.15, “The Mechanism of the Service Rifle," Lieut. 
Scott. Moore. Pug - - ; ғ - 

Wednesday. July 19th.—Platoon Drill for No. 1 Platoon. . : 

Thursday. July 20th.— Platoon Drill, No. 5 Platoon. Recruits, 
5.45-7.45. Instructional Class. 5.45. ; : 

_ Friday. July 21st.—Technical for No. 10 Platoon, 16, Regency 
Street, S.W. Squad and Platoon Drill, No. 9 Platoon. i 

Saturday. July 22nd.--Instruction Parade. 2.30, Company Com- 
mander Fleming. ; . 

Sunday, July 23rd.—Entrenching duties. Parade, Victoria (S.E. 
and C. Railway Booking Office). 8.35 a.m. һи | 

MACLEOD YEARSLEY, Adjutant. 
July 10th, 1916, 


3RD Ватт. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.— Battalion Orders by Capt. R. J. C. Eastwood (Commandant), 
Thursday, July 13th, 1916 :—. | 

Week-End Рааайез.—5абит4йа у.—ТҺе Battalion will Parade at 
Wembley Park, at 3 p.m., for Drill. 

Entreuching.—Saturday. Parade at Liverpool Street, station 
(Low Level entrance), at 8.40 a.m. 

Sunda y.—Parade at Liverpool Street Station (Low-Level entrance, 
at 9.30, for Entrenching duties. e 

Acconmodation for the Entrenehing Party will not be ready for 
Saturday. 15th inst., but it is arranged to commence on Saturday. 
22nd inst. Names must reach the Adjutant not later than 
Wednesday. 


Musketry.— Holland Cup Competition — Competitors shooting on , 


Saturday will report at 9.20 a.m., at No. к Platform. Waterloo 
Station : those shooting on Sunday, at 9.15 a.m. 

мепа! тля Practice in future will take place at Queen's Club on 
Mondays, Wednesdays. and Fridays, at 6 p.m. 

Recruits will Parade at Wembley Park on Saturday at 3 p.m., 
and Sunday at 11 a.m. * 
G. H. F. Duncan, Acting Adjutant, OBC. 


Decimal Coinage and the Metric System, — At a 
meeting of the City Corporation on Thursday last week, Mr. Sandle 
moved that, in view of the advantages which would accrue to 
British commerce in foreign markets by the use of the decimal 
system of coinaye and weights and measures, it was desirable that 
steps should be taken for its immediate introduction, so that it 
might be in operation at the end of the war. The subject was 
referred to the County Purposes Committee for consideration.— 
Times. Г 


German Substitutes, — We regret that’ a misprint 
occurred in our article on German substitutes for copper con- 
ductors (Vol. LXXVIII, No. 2.013. p. 71%), in that the specific 
resistance of zinc per sq. mm. per metre at 20° C. was given us 
Q'02067. instead of 00607 ohm. | 


Mechanics for the R.N.A.S.—4Àn appeal is made by the 
R.N.A.S., 17, Brook Green Road, Hammersmith. W.. for skilled 
engineers, carpenters, and electrical fitters. The age limits are 18 
to 45. АП will be put on " deferred entry," which means that they 
will be liable to be called up at a fortnight’s notice, when required. 
-Westminster Gazette, | 


Copper Output of Spain.— According to the Government's 
Boletin. Comercial, Spain produces yearly about 3 million’ tons of 
copper. of a value of 63,000,000 pesetas. The district yielding most 
copper in Spain is the Province of Huelva. and next to it comes 
Seville. There also exist in Spain large areas of unproductive 
ground allocated to copper production by concessions whose pro- 
prietors are, for the most part. unable to work them owing to the 
lack of capital; if this rround were to be made productive, and to 
yield. suy. 9.000.000 tons of copper. the value of Spain's output 
yearly would be augmented by PE8t,000,000 pesetas, In view of the 
increased price of copper owing to the war. the Baletin rees 
Spanish capitalists to invest their capital in the production of 
native copper.— Lyu: e Fuerza. | : 
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Southampton.—A Day Ост !—A firm of medicinal wine 
merchants asks us to believe that "in these days of nervous stress 
and strain there are few persons who derive no benefit from a real 
health tonic such as ." Everybody is feeling the stress and 
strain, but give us a course of Southampton Water as a tonic. for 
reasons to be found below. 

On Wednesday of last week, in most perfect weather, a party of 
&bout 43, consisting of members of the Metropolitan Association 
of Electric Tramway Managers and friends, made Southampton the 
scene of their annual outing. 


On their arrival in the town, the visitors were received at the . 


tramway offices, from whence a special car conveyed them to the 
South-Western Hotel. where they were entertained to ]imch by the 
Mayor, who gave them a most hearty welcome. | 

Mr. W. C. Ullmann, general manager, East Ham Corporation 
Tramways, in proposing a vote of thanks, voiced the feelings of the 
entire party in saying that they were agreeably surprised and very 
much impressed by the beauty of the town. à 

Alderman Littler, late chairman West Ham Tramways Committee, 
also paid a great tribute to the town, and spoke of the indebted- 
ness of the entire nation to Southampton for the wonderful work 
it was doing in connection with the war. | 

The Mayor and Alderman Dunsford replied, the latter remarking 
that although the local tramway system was not particularly 
large, yet it was one of the most complete and successful under- 
takings in the country. In Mr. Robson they had a manager who 
was sometimes in advance of the Committee, which was, perhaps, 

а good thing. 

During the afternoon the visitors made a tour of the tramway 
system, and were impressed by the Avenue and the Common, which 
many of them' said made the most charming tramway route they 
had ever seen. The chief wlory of Southampton is the Common, 
& grent area of primeval forest land, a portion of the Royal Forest 
of Bere, and it is impossible to over-praise the beauty of this great 
natural park of 348 acres, all of it finely wooded with stately trees 
and picturesque thickets. А visit ‘was paid to Portswood car 
depot, where they saw the electric vehicles which have entirely 
taken the place of horses, and the new 2-ton electric tipping wagon 

. to be used by the permanent way department, and for general cart- 
ing work. Much interest was shown in a method of repairing 
defective rail joints, adopted in Southampton for the first time on 
any large scale. The arrangements also included a trip down 
Southampton Water to Southsea and back, during the course of 
which the party were entertained to tea by Alderman Dunsford. 

The trip occupied just three hours ; and as the shores are beauti- 
fully wooded, and are nearly a mile apart. nothing could have 
been more delightful, both from the picturesque point of view and 
as a relief to the ever-present thoughts of the deplorable struggle 
which, there is reason to hope, will shortly give way to an early 
: and sudden peace. 

To the Mayor and to the Chairman of the Tramways Committee 
for their hospitality, to Mr. Robson, and Mr. Goodyer, the popular 
hon. sec. of the M.A.E.T.M., for their admirable arrangements 
throughout the day, we add our thanks to those of Mr. Littler. who 
spoke for the visitors, and to the Clerk of the Weather we offer our 
heartfelt gratitude. 

We must not omit to mention that, after the water trip. the 
party had the privilege of inspecting the newly-erected cable works 
of Messrs. Pirelli, on the invitation of Mr. Bevis. when the Mayor 
took the opportunity of wishing " Success to the Firm." 


Union of Technical Associations in Germany.—A 
German " Verband of technical-industrial associations has been 
formed, comprising the Institution of German Engineers, the Insti- 
tution of German Architects, the Association of Blast Furnacemen, 
the German Chemiocal Society. the Institution of German Electrical 
Engineers and the Association of Shipbuilding Engineers. The 
headquarters are in Berlin. The Verband will thus represent 
60,000 members of the different professions involved. One of the 
principal results which is looked for from the combinat‘on is the 
furtherance of the work of finding substitutes for the raw material 
hitherto obtained outside Germany.— Times Trade Supplement, 


Performance of British Westinghouse Turbines.— 
Excellent records have recently been made in regular performance 
. by turbines of British Westinghouse manufacture. A turbina 
. installed in the Port Dundas power station of the Glasgow Cor- 

poration, of the Westinghouse-Rateau high-pressure impulse type, 
is rated at 6,000 KW.. and runs at а speed of 1,500 R.P.M. The 
alternator generates three-phase current at 25 cycles. 6,600 volts, 
and has an overload capacity of 25 per cent. for two hours, and 
50 per cent. for half-an-hour. This set is provided with a direct- 
coupled exciter. At the present moment there is in course of 
manufacture another 6,000-Kw. set with surface condensing plant, 
which will be, to all intents and purposes, a duplicate of the set 
above mentioned. | 

This set ran from July 24th, 1914. to October 31st, 1915, a period 
of 15 months, during which it was in operation for 9,595 hours out 
of a possible 11,160 hours. or 85°9 per cent. ; the average load was 
5,510 KW., and the total output was 53 million units, or 62 per cent. 
of the total output of the whole station during that period. and 
78'9 per cent. of the possible output of the turbine at full load for 
. the whole running time, the average load being 5,510 Kw. 

A 300-Kw. D.C. turbine, which is also in service in the Glasgow 
district, of the Westinghouse-Rateau mixed-pressure impulse type, 
is rated at 300 KW., and runs at 3,000 R.P.M. The generator 
develops full load at 160 volts, and is of the three-wire type. The 


commutator is of the well-known radial type. the design of which . 


enables sparkless commutation to be obtained at all loads at high 
speeds. The condensing plant is of the multiple-jet type, working 
1n conjunction with а natural-draught cooling-tower. 


- exchange states that Mr. W. G. 


This set was in operation from July, 1910, to December, 1915, a 
total period of 48,204 hours, and was on load during that period for 
47,023 hours. or 97'5 per cent. of the possible running time in 
5k years. The maximum load grew from 150 to 273 KW., and the 
mean load from 80 to 207 Kw. ; as the spare plant consisted of two 
belt-driven dynamos of а total output of 100 Kw.. it will be seen 
that the reliability of the turbine was a very important matter, 
These records are certainly admirable. 


Naval Electricians —The rank of Lieutenant (Elec- 
trical) has just been created in the Royal Naval Volunteer Reserve, 
and such officers gazetted are to be assistants to. Lieutenants (T), 
and to have charge of the repair and maintenance of the ordinary 
electrical equipment of the ship, this leaving the Lieutenant (T) 
free for torpedo work. This new departure rather hits the war- 
rant electrician, who up to the present was entrusted with that 
class of work and did it well. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical ur the commercial side of the profession and industry, 
also electric tramway and railway officials.to keep readers of the 
ELECTRICAL REVIEW posted us fo their morements, 


Central Station and Tramway Officials.—An Australian 
. GOODMAN, chief ‘engineer 
and general manager of the Adelaide Municipal Tramways 
Tiust, has two sons enlisted for active service. Up to date, 
195 of the Trust's employés have enlisted for active service. 

Bexhill-on-Sea Т.С. has, by а re-arrangement of the elec- 
tricity staff, appointed Mr. R. C. CARTER as mains assistant. 

Faversham T.C. has increased the salary of the electrical 
engineer (Mr. G. SoMERVILLE) from £200 to £210 per annum. 

Torquay T.C. has increased the salary of Mr. J. L. Mepway, 
assistant electrical engineer at the.generating station. 

General.—The assistant surveyor of Bournemouth (Mr. 
F. P. DorAMORE) bas been appointed borough surveyor, in 
succession ‘to the late Mr. Lacey. 

Mr. S. Howanp HALL, who has been with Messrs. Mather 
and Platt, Ltd., Park Works, Manchester, for the past six 
years, has just been granted a commission as lieutenant in 
the Royal Naval Volunteer Reserve, and is to undertake elec- 
trical duties. "LUN 

At the recent Degree Day at the Manchester University, 
the degree of M.Sc.Tech. was conferred in absentia on Lieu- 
tenant BERTRAM Hoye, of the R.N.V.R., now on active ser- 
vice, who, in civil life, is an assistant lecturer and demon- 
strator in electrical engineering at the Manchester Municipal 
School of Technology. К. m 

London Gazette notice.—Territorial Force. Royal Engineers. 
Tyne Electrical Enginecrs.—Licutenant (temporary Captain) 
C. M. Forster is seconded. | 

At Wesley Church, Burnley, on June 28th, the marriage 
took place of Mr. Taos. H. NUTTER, assistant electrical engi- 
meee to the Burnley Town Council, and Miss Clara Haythorn- 
thwaite. | | 


Roll of Honour.—Captain J. S. DavipsoN, Royal Irish 


Rifles (ist County Down Volunteers), who has been killed in 


action, was the only surviving son of Mr. S. O. Davidson, 
founder and managing director of the Sirocco Engineering 
Works, Belfast, of which firm Captain Davidson was himself 
a director, and for many years, prior to the outbreak of war, 
acted as general manager. He proved a keen and able officer. 
His knowledge of practical engineering was soon discovered, 
and he was appointed to the machine gun section, subse- 
quently being advanced to the position of brigade-captain of 
the 108th Infantry Brigade, Ulster Division, in which capa- 
city he was serving in charge of the Machine Gun Company 
at the time of his death. Captain Davidson's death has 


caused sincere grief amongst a wide circle of friends and 


acquaintances, and particularly in the Sirocco Works, where 
he was greatly loved. He was 38 years of age and unmarried. 
He was a member of the Institution of Mechanical Engineers. 
In a letter from headquarters to Mr. S. С. Davidson, 16 18 
stated that the deceased officer “fell after gallantry which 
deserved the Victoria Cross.” . » 

Sergeant Sawprey, of the Lancashire Fusiliers, who has 
been wounded by shrapnel, was engaged at the works of the 
British Westinghouse Co., Trafford Park, before the war. 

Sergeant R. A. WarrOoN, of the Stockport Territorials, who 
was an electrieian in Stockport prior to the war, has been 
recominended for the Military Medal. . 

Sergeant Doucuss HaRTLEY, of the Royal Engineers, who 
has been killed in action, was 19 years of age, and, prior io 
the war, was emploz2d at Ashton as an electrician. . 

Gunner A. E. Garton, of Crewe, who was employed in ue 
electrical department at the Crewe Railway Works, and who 
saw active service at Gallipoli, has died of disease. L. 

Captain ALFRED Lee Woop., of the Lancashire Fusiliers, 
formerly with the Lancashire Dynamo & Motor Co., Traffor 
Park, and, prior to the war, their representative m India, ge 
killed in action last week. He was 30 years of age, орыш 
his commission two months after the war started, and wen 
io France in Novernber last. g 

Able Seaman ARTHUR Мїтсоск, whose loss on board a 
Torpedo Boat Destroyer Turbulent during the North беа 
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Pattle is now reported, was formerly with Messrs. Elliott 
Bros., Ltd., electrical engineers. | 
Lance-Corporal J. FAICHUIE, of the Oxon and Bucks Light 
Infantry, who was, before his enlistment, engaged at Rugby 
with the British Thomson-Houston Co., Ltd., has been 
»unded in action. | P з 
ces WitrreD KNrGHT, of the Cheshire Regiment, who 
has died of. wounds received in action, was formerly engaged 
at the works of the British Insulated & Helsby Cables, Ltd. 
Corporal ARTHUR PLANT, of the King's Royal Rifles, who 
was, when he enlisted, engaged at the Rugby works of the 
British Thomson-Houston Co., Ltd., has been awarded the 
Military Medal for gallant conduct on the field at Ypres, 
where һе was wounded. d | 
Corporal Н. W. Bray, of the 156 Herts. Regiment, who 
has died of wounds received in action, was, before the war, 
assistapt electrician to his father, Mr. A. Bray, at Lord 
Salisbüry's residence at Hatfield House, Welwyn. Не was 
wounded in fighting at La Bassée. 


The Times states that Second-Lieutenant C. S. Соомвз, of 


the Queen's Own Royal West Kent Regiment, who died in 
hospital оп July 6th from wounds received on July 3rd, was 
educated at the City of London School and the City and 
Guilds Technical College, Finsbury, and was a Student Mem. 
be: of the Institution of, Electrical Engineers. . 

Corporal W. HurcRINSON, West Yorkshire Regiment, who 
ha, been wounded by shrapnel, and is in hospital, was an 
assistant engineer at the Batley Corporation electricity works. 

Private JosepH Gent, of the Border Regiment, who died at 
Netley Hospital last Friday from wounds, was 21 years of 
age, and was formerly employed by the Lancashire Dynamo 
and Motor Co., Ltd., Trafford Park. He had previously been 
wounded at Gallipoli. Another employé of the same firm, 
Private F. J. Moss, of the Manchester Regiment, aged 90, 
has also died of wounds. — ` 

Private THoMas Yates, of the Northants Regiment, who 
has been wounded, was an employé of Messrs. W. T. Glover 
and Co., Trafford Park. 

Private Fren Youna, of the Durham Light Infantry, and 
formerly in the electrical department ‘of Messrs. Doxford and 
Sons, Ltd., Sunderland, has died from wounds sustained in 
action. 

Private C. H. Lona, who went to the war from the Bradford 
electricity works, was wounded in the Somme advance. 

Sergeant-Major Harry GILL, ыле electrical engineer at 
the Leeds Slate and Marble Works, has died from wounds 
received in the battle of the Somme. 


Obituary.—Mn. бүрккү DoBsoN.—We deeply regret to read 
the announcement of the death of Mr. Sydney Thornton 
Dobson, which occurred through accidental drowning in Poole 
Harbour on July 3rd. The late Mr. Dobson, who was 50 
years of age, had been chief engineer of the St. James's and 
Pall Mall Electrice Light Co., Ltd., almost as long as we can 
remember the company, indeed, his connection with that 
concern began in 1889, and he has been responsible for its 
technical engineering developments all the way along. For 
the past 16 years he has been associated with Sir Alex. 
Kennedy as joint engineer of the Central Electric Supply 
Co., Which gives bulk supply to the Westminster and St. 
Tatues’s undertakings. Mr. Dobson was educated partly at 
King’s College School, and at the School of Electrical Engi- 
neers, їп Hanover Square, and part of his technical iraining 
consisted of an apprenticeship served with the firm of R. E. 
Crompton < Co.; later he acted as second engineer of Ње 
firm in their electrical works at the Tilbury Docks. His 
cange over to the St. James's Со. was preceded by a couple 
o years central station experience at Vienna on the electrical 
Ча of the Tmperial Continental Gas Association. Mr. 
ооа Was поё -а man to care for the glamour of the foot- 
gats. In the main, he appears to have devoted himself with 
ое to the operation of the electricity supply eoncern 
tl i had such a run of prosperity as has fallen to few elec- 
: Y supply companies in the Metropolitan area. He was 

member of the Institutions of Civil, Electrical, and 

yata Engineers,‘ 
б P Tiyton.—The death took place, in London, on Mon- 
ТИМЕ лешспапі-Соїопе! Frederick William Taylor, D.L., of 
wie d | ‚ а director of Measrs. Christy Bros. & Co., Ltd., 

2 n fngineers. Deceased, who was 50 years of age, was 
а years associated with the Volunteer movement, 
a oe Churchman, and for a long period had served 

* Chelmsford Board of Guardians and Rural Council. 
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NEW COMPANIES REGISTERED. 


Kil А 
Tis В Electric Light & Power Co., Ltd. (4,361). 
DU in tl 29, registered in Dublin on July 10th, with a capital of 
Ши е о to carry оп the business indicated by the title. The 
1. сй, "Lie Clery, Kilmalloch, Co. Limerick, draper, 100 shares; 


Tore Street, Kil alli Corra," Kilmalloch, J.P., 50 shares; T. Hannan, Wolf 
xh, Clerk ‘of Fm ж, merchant, 50 shares; f. W. Joyce, Sheures, Kilmal- 
Hares- 5. 90 shares; W., H. Madden, Kilmalloch, auctioneer, 50 


lah, rali gy 3; Kilrmalloch, auctioneer, 50 shares; J. O'Rourke, Kilmal- 
к, зе, ре T. W. W. Bennett, Ardnullen, Kilmalloch, farmer, 
айы}, ' or 


Н arrall, Китай i її 
$ > och, che 95 г + P lec 2 
draper, 95 shar » Chemist, 25 shares; P. Р, Heelan, Kil 


WA less than five o ез. Private company. The first directors (to number 
Bi Secretary |; mus than 10) are the above subscribers. Qualification, 
barcery Lan, WC ussen, Registered by Jordan X Sons, Ltd., 116-117, 


Registered’ ottice : hilmalloch, Co. Limerick. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, 


Orford Electric Light & Power Co., Ltd.—Particulars of 
£750 debs., created June Sth, 1916, filed pursuant to Section 93 (3) of the 
Companies (Consolidation) Act, 1908, the amount of the present issue being 
£630. Property charged: The company's undertaking and property, present 
and future, including uncalled capital. No trustees, 


_ Vickers, Ltd.—Mortgage dated June 15th, 1916, to secure 
£74,299 5s. 3d., charged on certain land and premises in Barrow-in-Furness, 
Holder: Н.М. Secretary of State for War. 


Douglas Southern Electric Tramways, Ltd.—Particulars 
of £3,000 debs., created June 7th, 1916, filed pursuant to Section 93 (3) of 
the Companies (Consolidation) Act, 1908, the whole amount being now issued. 


Property charged: The company's undertaking and property, present and 
future, including uncalled capital. No trustees. 


bonu reser 


CITY NOTES, 


For the year ended March 91st, 1916, 


Edmundsons’ ‘the net profit, after providing for mortgage 
Electricity and debenture stock interest and redemp- 
Corporation, tion, amounts to £13,259, plus £3,366 


td. brought forward. After deducting the in- 
terim half-yearly dividend, paid last Janu- 
ary. on the cum. pref. shares, the balance is £10,625, of 
wkich £6,000 is required for the final dividend on the prefer- 
ence shares, and £4,625 is carried forward. We extract the 
following particulars from the schedule, showing gross profits 
ot subsidiary and other companies for the years 1914 and 

915 :— p 7 

Gross profit 
(before providing for 


capital charges and Lamps connected 
depreciation). (equiv. 89-watt). 
1915. 1914. 1915. 1914. 
Alderley .. cs .. £3,060 £8,118 33,099 31,390 
Bromley .. ae .. 11,067 12,755 128,928 122,671 
Folkestone aa .. 17,004 19,487 153,451 145,943 
Guernsey are 5,791 5,890 146,957 185,471 
Isle of Wight .. 10,493 12,946 154,434 145,794 
Hiracombe ii 816 1,151 22,451 22,550 
Lymington  .. ,198 1,899 22,184 21,085 
elton Mowbra 2,475 2,727 26,770 25,152 
Newmarket  .. .. 1,970 — 2,818 31,362 30,719 
North of Seotland .. 7,098 6,987 102,741 95,089 
Ramsgate ste .. 3,075 3,991 432 44,459 
Bcarboro' Trams 1,722 298 — — 
Salisbury ^. .. 6,670 5,896 46,881 44,576 
Urban Со. 70,001 70,329 505 896,519 
Wycombe 6,881 6,337 72,499 68,386 
Cromer .. - 868 892 18,448 17,806 
Dorking .. kx +. 9,608 2,893 28,183 ‚685 
Frome .. ze. .. 1,405 2,063 889 51,&90 
Hamilton od .. 4,528 4,300 84,809 - 78, 
Burbiton .. 42,369 *8,988 152,297 *49,943 
£157,898 £169,605. 2,145,220 1,994,936 


* Figures for year ended March 31st, 1915. 
+ Figures for nine months ended December 31st, 1915, . 


The total eapital expenditure increased during 1915 from 
£3,182,877 to £3,230,912. Annual meeting: July 20th. 


The report for 1915 states that the gross 
earnings were $316,554 and expenses 
$89,626, leaving a credit balance of 
$226,927, which was insufficient to meet 
the interest on the first mortgage bonds, 
while interest on the refunding mortgage bonds and 
interest payable on current account were not earned. The 
loans to the company secured by its first mortgage bonds 
and the other net current liabilities amount to nearly $550,000. 
The company will require, in addition, $100,000 to instal the 
third generating unit. In June, 1915, the company sought 
permission of the British Treasury to make a public issue of 
securities in London, but this request was refused. Unsuc- 
cessful efforts were then made to effect a compromise with 
the committee representing the holders of the first mortgage 
bonds. Subsequently a Noteholders’ Protective Committee, 
representing the holders of the notes, which are secured by 
the refunding mortgage bonds, was able to effect a compro- 
mise with the committee representing the holders of the first 
mortgage bonds. In order to carry out the terms of this com- 
promise and to avoid the sale of the properties in foreclosure 
proceedings, it is necessary that the holders of the $2,495,000 
par value of the shares, now issued to the public, should sub- 
scribe for a sufficient number of the proposed new issue of 
preferred shares to realise $374,240 in cash. It is, therefore, 
proposed, at the ensuing annual u to enact by-laws 
reducing the paid-up capital from $5,000,000 to $1,000,000, 
and to issue to each shareholder one fully-paid share for each 
five fully-paid shares now held by him. The Noteholders 
Protective Committee have procured the formation in New 
York of & syndicate which will underwrite an issue of at least 
$850,000 of preferred shares, and the Noteholders’ Protective 
Committee will offer these preferred shares to noteholders and 
to the shareholders at the price of $80 per share. Each ae 
holder is requested, for each five shares now held i4 im, 
to subscribe for at least two new preferred shares of the par 
value of $100 each, and to pay therefor $80 per а 
cash, and upon such payment being made each shareholder, 
in addition, will, in case the issue of preferred shares is nof 


Western 
Canada 
' Power Co. 


-subscribed, : receive. from the Noteholders’ Protective 
Committed four additional fully-paid ordinary shares for 
every two preferred shares. allotted to him. Subscriptions 
must be received on or before July 15th. If the plan of re- 
construction is suecessfully carried out, the second refunding 
Bonds will be cancelled, the current liabilities paid off, interest 
оп the first mortgage bonds paid until January Ist, 1918, and 
the company will have funds: sufficient to complete the in- 
stallation of a third generating unit and to carry on its busi- 
ness for two -years.—Financial Times. 

2 : * Thé financial statement of the Société 


French 


Westinghouse exhibits gross profits and 
Electrical balance forward totalling £58,000 for 1915. 
Companies, . After. appropriating £33,000 for deprecia- 


i . . . ` tion, the balance has been carried forward 
new year. | mee д | ; 

e bes of the Cables Electriques (Berthoud, Borel et 

Compagnie) show. net profita and balance forward amounting 

to £15,000 for 1915. A dividend at the rate of £1 4s. per 

share has been declared, and the sum of £7,800 has been 

carried forward. : 


The directors of the Chemin de Fer Electrique Souterrain: 


Nord-Sud, of Paris, state that the mileage working in 1915 
was the same as in each of the two preceding years, and 
after a period of 11 months of depression in the traffic from 
the beginning of the war, a marked improvement took .place 
in the number of passengers carried as froin July of last year. 
The gross profits amounted to £383,000, as compared with 
£360,000 in 1914 and £400,000 in 1913, whilst the net profits 
of £41,000 brought forward from 1914 declined to £15,000 
ast year, which sum has been transferred to the contingency 
Hee . it is mentioned that the work of extending the line 
"A" from the Place Jules Joffre to the Porte de la Chapelle 
Was resumed in the course of 1915, although the construction 
15 proceedingly slowly. "od | 

The report for 1915 of the Ateliers de Constructions Elec- 
triqués du Nord et de VEst (Jeumont) recalled the fact, as 
was mentioned a year ago, that the company's workshops 
were situated in the district occupied by the enemy, and. it had, 
therefore, been impossible to balance the accounts for 1914. 
It was stil impossible to furnish complete ‘information. 
Aecording to news upon which it was believed reliance could 
be placed, the directors knew that. а limited personnel had been 
kept, and was occupied on the maintenance. of the plant and 
the completion of certain manufactures in hand, in order to 
provide means of existence for the workinen who were de- 
prived of any resources. As a result of the requisitions 
made, and for which certificates appeared to have been regu- 
larly given by the German authorities, the machine tools, 
manufactures, and raw materials had been removed from the 
works. As soon as the enemy troops liad evacuated the dis- 
trict the directors would proceed to. value the material 
damages caused under the conditions provided for by the 
French Decree of February 4th, 1915, in order to safeguard 
their rights in any eventuality. During the year the company 
had collected several important accounts, which brought the 
sum available in eash and at the banks to over £180,000. The 
plant. at the works at Saint Ouen had been increased, and 
satisfactory results obtained. The various works of the subsi- 
diary company—the Electricité et Сая du Nord—were occu- 
pied by the eneiny; the gas works had not been damaged, 
nor had the Jeumont central station, but no information 
was proeurable regarding the Lomme station, near Lille. At 
the recent general meeting, and in reply to questions, the 
chairman stated that most of the machinery at the Jeumont 
works had. been removed and carried away; the value 
was considerable, and was known from the books. At the 
Saint Ouen works operations had been resumed as soon as 
possible, and two advantages had been derived therefrom. 
In the first place, the directors had, got the men to work, and 
secondly, they had the possibility of acquiring a certain 
quantity of new plant which would permit of the immediate 
re-equipment of certain of the shops at Jeumont as soon as 
the enemy had quitted that region. 


For the year ended March 1916, the 
net profits were £196,275, plus £36,701 
brought forward, making £232,976. After 
ON | deducting debenture interest and depre- 
ciation amounting to £27,260, there is an available balance 
of £205,716. А dividend of 6 per cent. on the preference 
shares required £42,000): managing director’s and employés’ 
honus amounted to £12,701: a dividend of 10 per cent. on 
the ordinary shares £50,000; to reserve “account £40,000 
13 added; grants to dependents of men on active service 
amount to £12,962; and there is to be carried forward 
£483,053. | i 
"Те result of the past year has been generally satisfac- 
tory.. All the company's works have been fully occupied 
throughout the year, and have been mainly employed in the 
production of material essential for the purposes of war. 
Although : ће demands on the company were mostly confined 
t^» the electrical field, many requisitions were made for appli- 
ánces of entirely new types and patterns, and great difficulties 
had to be overcome.’ Some 1.500 experienced members of the 
staff and workpeople now serving at the Front had to be 
réplaced hy untrained substitutes. New workshops had to 
be erected for special work. The scarcity of labour, the difti- 
eulty in obtaining new machinery or of adapting existing 


General Electric 
^. Co., Ltd. 
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plant to the production of new. articles, and the occasional 
dearth of raw material caused temporary delay and disorgani- 
sution. If the present results are satisfactory, they are entirelv 
due to the unselfish devotion, initihtive and unremitting 
energy of the staff and workpeople. The capital expenditure 
on new works at Witton during the year amounted to approxi- 
mately £70,000. The extensions planned and referred to in 
previous reports have been suspended until the advent of a 
more favourable moment for carrying out such constructional 
work. For the same reasons, no further progress has been 
made with the Kingsway building. The various selling. 
branches of the company have all done well. In spite of 


. the reduced output of the works available for private and 


ordinary industrial purposes, the company’s large reserve 
stocks have been helpful in the past. to make good the defi- 
ciency. The export business of the company records very large 
inquiries, but, owing to well-known causes common to all 
exporters in this country at the present moment, only а small 
proportion of the demand could be filled.” | 

The directors draw attention to the ‘increasing investment 
a ne The company's investments may be sub-divided aa 
ollows :— 


(a) Manufacturing | Companies :: Peel Conner Telephone 
Works, Ltd.; Robertson Electric Lamps, Ltd.; Salford. Elec- 
trical Instruments, Ltd.; Steel Condujt.Co., Ltd. 

The company is the distributing agency for nearly the whole of the output 
of these works, and has the control both “as to financial interest and manage- 
ment? The Pirelli-General Cable Works, Ltd., is also a manufacturing com- 
pany in which the General Electrice Co. holds at ты! half the capital, the 


other half being held by Messrs. Pirelli & Co., of Milan. No profit has yet 
been made, nor was it anticipated, as the works have only been running. for 
a part of the year. The works, both in construction and equipment, are 


most complete and up-to-date, and the directors are well ‘satisfied with the 
progress made under prevailing conditions, - 
_ (b) Trading Companies: Anglo-Argentine General Electrie 
Co., Ltd.; British General Electric: Co., Ltd., Australia; 
British General Electric . Co., Ltd., South Africa; General 
Electrie Ço. (of Belgium), lL.td.; General Electric Co. of 
China, Ftd. ; General Electric de France, Ltd.; General Elec- 
tric Co. (India), Itd. | x а ; 
The object of these companies $s to sell in their respective territories the 
products of the British works. | MES 
(c) Hleclricity Supply Companies: Bogotá Telephone Co., 
T.td.; Barbadoes Electricity Supply Corporation, Ltd.: Dacca 


Electric Supply Co., Ltd.; The Electricity Co. of Maccles- 


field, Ltd.; Frinton-on-Sea and District Electric Light and 


Power Co., Ltd.; Madeira Electric Lighting Co. (1909), Itd. ; 


Northwood Electric Light & Power Co., Ltd. 


The above investments, with the exception of Northwood and Barbadoes, 


. are principally 6wned and managed by this company, and all have arrived 


at a profit-earning stage. 


(d) Sundry Investments: In addition to the above, there 
are sundry industrial investments largely composed of a 
temporary character and, whilst those under headings (a), (b) 
and (е) аге practically permanent, that is, required for the 
conduct of the General Electric business, those under head- 
ing (d) are constantly changing. | 

Any shares allotted to the company for consideration other 
than cash are not included in the figures of the balance sheet. 

Mr. Montagu F. Armstrong, Mr. George Н. Ide, and. Mr. 
Maurice Solomon have joined the board. Annual meeting: 
Monday, July 17th. | 


_ We give below the comparable figures from the reports for the 
three years ended March, 1911, 1915 zud 1916 :— 


1914. 


1915. 1916. 


Net trading profit and income 


_ from investments... e) EÉIqDOTS8U4 £164,877 — £196,275 
Depreciation and debenture ў 
interest uds 32.328 20.855 27,260 
Pref. dividend ... T 24.000 38,681 42,000 
Mc V. (6 %) (625 (6%) 
Available balance ui 133.896 136,081 163,716 
Managing director's and em- 
ployés' bonus T 10,156 9.934 12,701 
Expenses of new issue of shares 14.000 13.822 . | — 
Staff benevolence 3.000 -— = 
War grants: ... pi s == т.489 12,962 
Ordinary dividend 40.000 48.142 50,000 
(10 95) (1095) (10%) 
To reserve account 30.000 20,000 0,000 
Balance carried forward 36,140 36,701 48,053 
200,000 220.000 260,000 


Reserve fund total 
| The A.E.G.—Union Elektrizitata Gesell- 


Austrian schaft, of Vienna, proposes to pay a divi- 
Electrical dend of 6 per cent. for 1915, as compared 
Companies. with 4 per cent. in the preceding year. 


The net profits amounted to £46,000, as 
contrasted with £27,000 in 1914. At the same time, the ordi- 
2 share capital is to be increased from £666,000 ta 
8:33 000. 

The Ver. Gluhlampen und Elektrizitats Gesellschaft, of 
Budapest, after setting aside £15,000 for depreciation in 
1915, as compared with £14,000 in the previous year, report: 
net profits amounting to £75,000, as against £41,000 in 1914. 
The directors recommend the payment of a dividend of 1: 
per cent., as compared with 103 per cent. in 1914. : 

The directora of the Gesellschaft fur Elektrische Industrie 
of Vienna, which is connected with the Austrian Railway 
Traffic Establishment, state that the work of reorganisation 
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which was begun a. few years ago, was completed in 1915, 
and working assumed a more profitable course. The nét 
prolits realised last year, after making provision for deprecia- 
tion, amounted to £16,000, as compared, with £8,900, and a 
dividend of 10 per cent. has been declared, as against 5 per 
cent. in 1914. Ап increase in the share. capital recently took 
place, and a further augmentation to £333,000 is to be made 
at an appropriate time. - | | 

The report of the Оез. Siemens-Schuckert Werke states that 
the company’s co-operation 1n meeting Army requirements in 
1915 consisted not only in the establishment of numerous 


installations and works, but also in the invention and pro-. 


duction of multifarious auxiliaries, of which information is 
withheld, and these were amplified by the manufacture of 
considerable quantities of munitions. On the other hand, the 
output of peace products was restricted to those which were 
absolutely necessary, and the economy practised in materials 
formerly obtained from abroad led to a more extended use 
of inland substitutes, which would also continue to some 
extent after the war. After allocating £67,000 to deprecia- 
tion, as compared with £65,000 in 1914, the accounts show 
net profits of £113,000, as against £79,000, and a dividend of 
7 per cent. is in contemplation, this contrasting with 5 per 


cent. in 1914. | 
The Deutsche Magnela, A.G. (Electric 


German ` Clock Works), of Cologne, reports receipts 
Electrical of £5,400 from rents 4nd royalties in 1915, 
Companies. as compared with £5,600 in 1914. The net 


| profits were £940, as against £760, the dis- 
posal of the former not being specified. ' | 

The report of Kortings Elektrizitats Werke, of Berlin, states 
that existing circumstances exercised an unfavourable influ- 
ence on the receipts from the operation of the various works. 
The net profits reached £10,700, as compared with £11,000, 
and a dividend of 4 per cent., as in 1914, has been declared. 

The Elektro-Nitrium, A.G., of Ріпа, Baden, which com- 
pany was formed by the Berlin Electricity Works Co. and 
the A.E.G., in conjunction with the: Griesheim-Elektron 
Chemical Works, 1s engaged-on the erection of nitrate works, 
and has just published provisional accounts for ‘the initial 
period. làgnite is proposed as the station fuel, and for this 
purpose control has been secured over two lignite mines and 
lignite deposits in fhe neighbourhood of Bitterfeld. . 

The financial statement of the Kabelwerk Duisburg, of 

Duisburg, shows gross profits of £114,000 for 1915, as com- 
pared with £109,000 in the preceding year, the net profits 
being £31,000 and £56,000 in the two years respectively. At 
the recent general meeting a diyidend at the rate of 18 per 
cent. was declared, together with a.bonus of 12 per cent. as 
compared with a distribution of 18 per cent. in 1914. 
_ The Elektro-Treuhand, A.G., of Berlin, which financial 
Institution was jointly formed by the A.E.G. and the Siemens 
group, and which holds £750,000 in shares of the Hamburg 
Elevated Railway Co., has decided to pay a dividend of 54 
per cent. for 1915, as in the previous year, on the paid-up 
capital of £750.000. The amount of the dividend has had 
to be provided by the two manufacturing groups in question, 
according to guarantee. А - 

The AEG. Schnellbahn, A.G., of Berlin, which has in 
course of construetion an electric railway between the north 
‚ and south of Berlin, reports that the continuance of the work 
In 1915 was prejudicially affected by the scarcity of transport 
vehicles and workmen. The accounts indicate receipts of 
£52,000) from interest, as against £74,000 in 1914, whereas 
4,0 was paid to'shareholders by way of interest during 
construction, and general expenses also absorbed £5,000. It 
M expected that, despite the war, the most difficult parts of 
the work of building this underground railway, which is to 
have a total length of 53 miles, will be completed towards the 
end of 1913, as is provided for under the concession. 

The Elektro-Salpeter Werke, A.G., of Zschoinewitz, which 
Was also formed by the Berlin Electricity Works Co. and 
allied undertakings (A.E.G.) to establish nitrate works in 
p nnection witi the lignite fuel generating station of the 

ано Works of Golpa-Jessenitz, and near the Imperial 
Altrate Works, has just published its accounts for the three 
ү ended with December. After the Imperial Works 
7 ей with the Elektro Works for the supply of 
i #00)  Kw.-hrs. per annum, the Elektro-Salpeter Works 

WP to accept delivery of a further 250,000,000 x w.-hrs., 
and the full capacity of the Golpa-Jessenitz station has now 
пт епрадой. It ів expected that operations at the Zschor- 

wiz nitrate works will shortly be commenced. 


Electric Light & Power Su i 

: pply Corporation, Ltd. (Bal- 
au pydnev)-—The report for the half-year ended April 
о | that the new consumers connected constitute а 
dt nans that the total number is now 3,648. The lighting 
Mee ишаа Road has Biven satisfaction, and the streets 
street M total 116 miles, while for private consumers the 
Шы B. are оз. It is difficult to obtain supplies; fuel, 
Б о wees cost more, and have augmented the work- 
кыт i | the coal conveyor has been delayed, but was 
complete one (cmpleted in June. The revenue was, for the 
dividend 27. 47,844, and the expenditure £23,139. The 
idend is 5 per cent, 


паа! Reduction.— Madras Electric Supply Corporation, 


^ petition f : MENS, | ; 
„Írom £30 or confirming the reduction of the capital 
wit £00,000 to £380,000 is to be heard on July 18th. —.- 


n — 


-of units sold 


_ Southern Brazil Electric Co., Ltd.—The report for the 
six months to December 31st says that owing to the period 
under review being exceptionally. short, therc is necessarily 
little of interest to add to what was stated in the last report. 
The improvement in Brazil then referred to continues to 
make steady progress, and the rate of exchange, which had 
at one time fallen to 1184., ћаѕ during the past two months 
‘shown @ sensible recovery. In the State of Sao Paulo the . 
outlook appears decidedly favourable; the staple crop, coffee, 
1s selling at remunerative prices, and the yield of cereals and - 
other produce promises to be unusually large, thus giving 
every prospect of a season of general prosperity. Abundant 
Tains have fallen throughout the State, and the necessary 
water supply is amply assured for a considerable time to 
come. The balance to the credit of profit and loss account, 
after deduction of all charges in Brazil and London and of 
interest on debentures to January Ist last, is £946, plus £2,127 
brought in, making £3,073; which the directors propose to 
carry forward.—Financial News. 78 
. Chili Telephone Co., Ltd.—The report shows that the 
aggregate number of subscribers at all centres at March 3lst, 
1916, was 13,307, an increase of 212. The gross revenue from 
all sources was £121,973, an increase of £9,612; the total 
expenditure was £72,388, an increase of £7,992: the net 
revenue was £49,585, an increase of £1,620. The balance to 
the credit -of revenue account, including £4,339 brought for- 
ward, is £53,924, of which £2644 has been expended on 
replacements, &c., of plant. An interim dividend of 3s. per 
share, free of income-tax, has already been paid, and after 
putting £18,577 to the general reserve and £2,000 to the 
reserve against loss on investments, a final dividend is pro 
posed of 5s. per share, Íree of income-tax, leaving £4,302 to 
be carried forward. Shareholders are to be asked to ‘approve 
the payment of directors’ fees free of income-tax.  . 

Calcutta Electric Supply Corporation, Ltd.—The number 
| to consumers during the four weeks ended May 
26th, 1916, amoünted to 1,955,988, compared with 1,893,700 
in the corresponding four weeks of 1915. . EA 
Stock Exchange Notice.—The Committee has ordered the 
following securities to be quoted in the Official List:— — - 

Adelaide Electric Supply Co., Ltd.—Further issue of 90,000 
6 per cent. cumulative preference shares of £5 each, fully 
paid, Nos. 30,001 to 50,000 f \ i 

Karachi Electric Supply Corporation, Ltd.—The directors 
have declared a dividend at the rate of 5 per cent. per annum 
as the result of the first complete year's working. At the 
meeting held on June 13th, the Hon. Mr. M. de P. Webb 
stated that the demands for electrical energy had exceeded all 
expectations. The directors propose to raise a further Rs. 
2,00,000 of capital at an early date.—Indian Engineering. ~ 

Paignton Electric Light Co., Ltd.—Profit for 1915, 
£1,711. After putting £500 to depreciation and paying deben- 
ture interest, £894 is to be carried forward. Electricity sold 
produced £3,433, as against £3,400. for the previous year. 
Ccusumers number 296 (20,566 lamps), an increase. of 33 
consumers (1,494 lamps). | | : 

Northern Light, Power & Coal Co., Ltd.—At a meeting 
of the holders of the first mortgage gold bonds, a resolution 
providing for the immediate issue of prior lien bonds was 
approved. | | | 

National Gas Engine Co., Ltd.—Interim dividends for the . 
half-year ended June, 1916: At the rate of 5 per cent: per 
annum оп Ње preference shares, and 7% per cent. per annum 
on the ordinary shares, both subject to income-tax. 


Direct United States Cable Co., Ltd.—Interim dividend, 
2з. per share, less income-tax at 5s. in the £, being at the 
rate of 4 per cent. per annum, for the quarter ended June 
30th. CV HMM I 

Anglo-American Telegraph Co., Ltd.—Interim dividends 
of 1 on the ordinary Е and 30s. on the preferred stock, 
less income-tax at 5s. in the £, are declared. - 

Fraser & Chalmers, Ltd.—Interim dividend of 73 per cent. 
on the preference shares, less income-tax. Ж 

Hadfields, Ltd.—Interim dividend, 1s. per share, free of 
tax, on the ordinary shares. ЧАЛАР. 

Bank Rate Change.- The Bank Rate was yesterday raised from 
5 per cent. to 6 per cent. | i 

Copper Ргїсев.—ТнЕ WEEK'S CHANGES. | 

r. nith & Co. report, Wednesday, July 12th.—Electro- 
lytic bars drop from £133 to £123; ditto sheets, from £151 to 
£150; ditto rods, from -£140 to £135; ditto н.о. wire, from 
1з 434. to 18. 44d. | Б 

James & Shakespeare report, Wednesday, July 12th.—Cop- 
per bars, sheet and rod (best selected), drop from £152 to 
£145. Rd 


STOCKS AND SHARES. 
| "- _ TUESDAY EVENING. 
. Ы * 3o E ts 
THE forward push by the Allies on the various battle-fron 
has its modest counterpart in the way that Stock Exchange 
prices move steadily upward. Each successive advance em- 


* b Ж . е К- 
basises more-clearly the determination on the part of stoc 
holders to keep what they have. The demand -of the buyer 
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goes so frequently unfulfilled that it is nothing unusual for 
a broker to open negotiations with a jobber with the direct 
question whether the latter has any stock for sale, instead of 
going through the ordinary preliminaries of asking for a 
rice. | В : 
Р The Home Railway market is fairly getting into its stride. 
One of the features of the past few days has been a marked 
improvement in the 6 per cent. income bonds of the Under- 
giound Electric Railways of London. The price is 4 points 
up, standing now at 914. What to suggest now to those who 
took the hint to buy the bonds about 80, is a little difficult. 
There is an excellent profit, but how to replace the invest- 
ment with anything yielding as well:as these bonds do is 
something of a problem. The rise is quite likely to continue 
il markets remain in their present buoyant condition. The 
ш have jumped to 2, and Ње '' A" shares hardened 
to бв. А | 

The St. James' & Pall Mall Co. has declared ап interim 
dividend at the rate of 5 per cent., as against 7 per cent. a 
year ago. For 1915 the company paid 8 per cent. to its 
ordinary proprietors, so the present reduction is taken as а 
possible caution that for 1916 the rate may be 6 per cent., as 
to which another six months will show. Various other reduc- 
tions in dividend distributions are now spoken of as likely. 

Instead of such considerations inducing sales of shares, the 
market is actually firmer than it has been for many months 
past. City Lights are 4 up, so are Charing Cross, and London 
Electrics, of the lower-priced shares, have 1/16 rise to their 
credit. The best-class preferences are almost as hard to get 
а5 debenture stocks in the front-rank companies. 

Investment having now arrived at the stage when it asks 
for stocks and shares likely to appreciate after the war, 
immediate reductions in dividends, or teniporary low yields, 
form no particular bar.to the capitalist on the look-out for 
cheap and good security. Hence the inquiry for electric 
lighting shares. There may be another lean half-year or two 
to be compassed, but after that, the prospect. of good business 
is a good deal brighter for electricity than for some of the 
industries enjoying phenomenal, if ephemeral, prosperity by 
reason of war orders. 

British Westinghouse preference are once more close to 50s. 
General Electric preference have regained their. par price of 
10, on the issue of а very satisfactory report. Net profit 
rose to £193,000, an increase of £70,000, and the ordinary 
dividend is maintained at 10 per cent. 
paid shares have come in, and the price. accordingly receded 
a few pence. The Telegraph manufacturing group exhibits 
pronounced strength. British Insulated are 15s. to the good. 
Henley’s put on 5s. Callender’s preference show an equal 
advance. ` 

Attention is re-directed io affairs in Brazil in consequence 
of a gradual stiffening of the Rio rate of exchange. The 
country's Government and railway stocks have risen sub- 
stantially. Brazilian Tractions at 63 are a point up, after 64 
had been reached. There are a good many orders in the 


market to sell shares at 65, which was the making-up price ^ 


on the eve of war's outbreak, July, 1914, and the knowledge 
of this may be holding back the price to some extent. Under- 
ground Incomes, it may be remarked, kept just below their 
making-up price of 87} for some time; once the price was 
passed, showing the open stock to be all absorbed, further 
advance came rapidly. So it is likely to prove in the case 
of Brazilian Tractions. Е | 

Argentines also are a much better market, the railway 
stocks in particular. Anglo-Argentine Trams, however, are 
strong also. The first preference at 3% are 3/16 up; the second 

reference remain at 31, and the debenture stocks are very 


гш. 
The Stock Exchange has made up its mind that the Mexican 
days of mis-rule are rapidly a proaching their end, and that 
сше! ара, дет fon 
real desire for peace. e utility companies’ first mortgage 
bonds are, therefore, harder, although naturally the ШЫ 
in all the stocks is what the House calls piano. Fresh ad- 
vances are scored by British Columbia Electric Rails, the 
4% per cent. debenture gaining 3 and the preference stocks 
2 points. Canada draws more and more to the front of 
popular favour with every week, because of the remarkable 
evidence of her returning trade activity as shown by railway 
traffic and land sales. The shares of the Canadian & United 
States light and power undertakings keep very firm. 
. Marconis followed up their 6s. rise of last week with a 
jump of nearly as much before a slight reaction happened. 
The market in them is animated, and its appearance suggests 
mild gambling. The strength is due to the statements at 
the recent meeting, and to the hopes of a big bonus to come. 
American Marconis have touched 19s. 9d., Canadians 12s. 9d. 
and Spanish 14s. 3d., the top prices not being maintained. 
adadan.. M any me e a at 12s. on the published 
ation, but in the market they see e 
Шш: ы go Ш better. я [ Ma 
he only decline in cable shares is £1 in Indo- 
A feature is the strength of West India and pen pem. 
29s. 6d. Anglo-American preférred and ordinary are to 
receive their regular quarterly dividends. Globes are better 
and in the Telephone group, United River Plates stand out 
ВА пе Er те, are better to the same 
3 ing pace wi iver P 
holds all its recent big шше кенне TOUR 


Edison & Swan £3. 


pliability is the result of a` 
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‘Rubber shares are а better market on the slight recovery 
in the price of the produce. On the other hand, copper 
shares have given way because of a heavy drop in the metal. 
"The chemical shares are mostly good, while armaments keep 
steady without varying much in price. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Homes ELECTRICITY COMPANIES. | 
Dividend Price 
Аа July 11, Rise ог fall Yield 
1914. 1016, 1916. this week, р.с. - 


Charing Cross Ordinary a 6 b Ё +h 6 18 0 
do. do. do, 44Pref.. 4h 4% в} = $18 6 
Chelsea oe en ee oe b 4 B a 6 18:4 
City of London  .. Bs æ 9 8 12 +3 6 10.8 
do. do. 6 percent, Pref. 6 6 1 = 514 8 
County of London a S. T 1 10 — 611 9 
до. 6 per cent. Pref. 6 8 16 — 515 8 
Kensington Ordinary .. . 9 7 — | 616.7 
London Electric .. i „ 4 8 1 + +% 1556 
do. do. 6 per cent. Pref. 6 6 4 == 6 18 4 
Metropolitan 5% УЗ - 4 В — 664 
do. 4} per cent, Pref. 44 В —. ‚ 110.0 

St. James’ and Mall .. 10 8 6 — 6 13 4 
South London  .. M б 5 91 — В 18 10 
South Metropolitan Pref. . 1 3 . at , — 6 4:5 
Westminster Ordinary oe = ее 9 1 6 А — * b 14 8 


TELEGRAPHS AMD TELEPHONES, 


Anglo-Am, Tel. Pref, .. .æ. 6 6 1053 *à 618 9 
i do. Def. oe oe 80/- 88/6 23 ер, 1 10 9 
Chile Telephone ..  .. .. 8 8 6 + Ж 617 5 
Eastern Extension 1 8 15 — © 6 8 
Eastern Tel. Ord. - 1 8 160 - % 6 8 
Globe Tel. and T. Ord. .. 6 7 18} + 6 $8 
do. Pref. 6 6 11} + 591 
Great Northern Tel... ...9 R 88 + _ 618 0 
Indo-European .. E .. 18 18 48 -1 613 8 
.Marconi  .. .. ee .. 10 10 ox + Үз 820 
New York Tel. 44 x. ^ аз 44 4% 1 — 4 710 
Oriental Telephone Ord. .. 10 10 = 6 0 0 
United R. Plate Tel, .. Be ‚8 И +, 5176 
West India and Рап. .. e 1 — 1 + { — 
Western Telegraph E ee q 8 15 xd - © 68 
Home Rams, — 
Central London, Ord. Assented 4 4 98 — 5591 
Metropolitan So € S l 1 ist -— 812 9 
do. District .. .. Nil Nil 19 +1 Nil. 
Underground Electric Ordinary Nil Nil + ү Nil 
do. do. "A"... Nil Nil 6/9 +90. Nil 
do. do, Income 6 6 914 +4: 1 3 
: ` Forrian Trams, &о, . 
Adelaide Sup. 6 per cent. Pref. 6 6 6 — 6 0 0 
Anglo-Arg. Trama, First Pref, 5 xd +h 720 
do. Фа Pref... 6 = _ 892 
do, 5 Deb. ^ эе 6 5 7 == 6 9 0 
І Brazil Tractions oe oe ee 4 4 68 + 6 1 Ы 0 
Bombay Electric Pref. .. .. 6 6 Mj — 5.15 8 
British Columbia Elec, Rly. Pfce. 6 Б 63 +2 8 1'4 
do. do. Preferred — Nil 40 . — Nil 
до. do, Deferred — Nil B9 == Nil 
do. do. Deb. 4i 4 65 + 8 610 9 
Mexico Trams b per cent. Bonds — Ni 44 +2 Nil 
йо. 6 percent. Bonds — Nil Bi — Nil 
Mexican Light Common эв Nil Nil 90 — Nil 
do. . Pref. .. sie Ni Nil 83 T1. Nil 
do, 1st Bonds  .. Nil Nil 43 +1 = 
MANUFACTURING COMPANIES, > 
Babcock & Wilcox e 5 14 16 8 — 500 
British Aluminium Ord. . 6 7 26/- — 5178 
British Insulated Ord... — .. 15 17 m + 3 717 0 
British Westinghouse Pref, .. 7h 1 49/- 4 8d. 6 2 5. 
Calenders .. ES E .. 16 20 124 — 800 
. do. 5 Pref, eS 6 5 b 44 + + 511 
Castner-Kellner .. DEMON NE Bł = 6 6 8 
Edison & Swan, £8 paid . Ni — 10/8 —84. Nil 
do. do. fullypaid .. Nil —. 1} — Nil 
do. do. 5 percent, Deb. 6 b 57 — 815 8 
Electric Construction ..  .. 6 7% 15/3 — 916 8 
Gen. Elec. Pref... .. « 6 6 . 10 + { 600 
Henley .. e e, 90 DB 15} + 840 
do. 45 Pret. ее e» on 44 44 4 A. b 13 6 
Indis-Rubber  .. m .. 10 10 124 т *8 8 4 
Telegraph Con, ee ee ee 20 20 89 Free *6 é 0 
* Dividends paid free of income.tax. 
——————— 
ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 
Month | Receipts for ||5 = Route 
Locality, ended the 59| Total todate, | miles 
(4 wks.) month, Ae open. 


2 2 3 
25| 19,029 |+ 924|.8 |.. 
28 | 131,717 |+ 2184 | 306 | .. 
26 | 19,16 |— 217 |989| .. 
4 | 145,671 — 9,908 5495| .. 


: MTS 
96 | 44,856 |+ 1,468 | 42 | .. 
90)| 7,864 |— 298 | 65] .. 


95 (1,996,069 |— 6,682 | .. | .. 
48 | 258,058 |+ 4,949 96'£9| 1°17 
96| .. 


Blac I-Fleetw'd 
Bristol (Trama) .. 
Cork ee ee ee 
Dublin К а 
Hastings .. vs 
Lancashire United 
Llandudno-Col. Bay 


Anglo-Argentine .. 
Auckland .. s 


Calcutta ee ее + 5,749 ee ae 
oy эры W.A. ee 18 6,963 ee 20.5 oe 
м 8 ee 96 24 ‚689 + 1,888 oe eo 
Montevideo 84 | 211,068 | +14,876 | .. | »• 
Dublin-Lucan Bly, 2| 8,407 |— 3117 | oe 
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NATIONAL ECONOMY IN FUEL. 
Tue Use or Gas COKE FOR STEAM RAISING, 


(св great national treasure, diligently sought for, mightily 
fought for, and carefully invested in all parts. of the world 
with so much forethought by our fathers long ago, has 
leen let loose in a veritable Niagara of shot, shell and muni- 
tions of war during the past two years; and, although we 
have yet resources sufficiént to meet our necds, it requires 
only a little thought to realise the extent of the task before 
those engineers who, in every industrial walk in life, will 
he left to face it—the task of re-erecting by economy and 
thrift, in co-operation with scientists, bankers and inventors, 
the great awning of credit, under whose shelter only is it 
posible for the nation to take its proper place again in 
history. : 

Кой and thrift cannot be exercised better than in the 
use of coal, our greatest source, perhaps, of wealth. 
aud competent, writers and speakers have in the past rightly 
urged the importance of this matter, with little effect, but the 
common need of the Allies for fuel, and the loss of men and 
merchantmen, has resulted in unheard-of prices, and raised 
an immediate and insistent demand for the stoppage of all 
kinds of waste. _ 

The Board of Trade, in its letter dated May 25th last, 
has drawn attention very properly to the need for.great care 
during the coming winter, and engineers are casting about 
for means to meet the crisis, without much, if any, addi- 
tional expenditure in machinery. 

It is of little use thinking just now of dispensing with 
the boiler house and erecting gas engines, or of using the 
force of the tides. We have, to. look rather to smaller 
things, including greater skill and care in burning what 
fuel we can obtain in the boilers as they stand. 

With the present high prices of coal of all grades, it may, 
according to conditions and locality, pay to use lower-grade 
fuels; but even here high draught and special furnace 
brickwork settings are essential to success. 

Mr. E. W. L. Nicol’s recent paper on “Coke Fuel for 
Steam Boilers,” read before the Junior Institution of Gas 
Engineers, is full of useful suggestions ; but the difficulties 
met with in dealing with this class of fuel are not, naturally 
enough, emphasised. It is the purpose of these notes to 
iulicaté some of its advantages, and to point out the more 
important difficulties to be overcome. . 

Coke and coke breeze are the residuals of gas coal after the 


latter has Leen roasted in retorts, and the volatile matter - 
They are - 


driven off in the process of manufacturing gas. 
exntially by-products, and can be sold at a low price 
without greatly affecting the profits of the gas company, 
with the consequence that the cost is usually sensitively 
subject to variations in demand. 
Both coke and breeze consist of * fixed " carbon adulterated 
With ash and moisture in varying quantities. A fair sample 
af on coke may contain 10 per cent. to 12 per cent. of ash 
uM 5 per cent. to 8 per cent. of moisture, with, perhaps, 
| [КТ cent. or 2 per cent. of volatile matter; while coke 
"ze has usually 18 per cent. to 25 per cent. of ash. 
about 10 per cent, of moisture, and tle same amount of 
volatile matter. As fixed carbon has a calorific value of 
ee 14,500 British thermal units per 1b., and 
Ле heating value is directly lessened by the proportion of 
es it is а simple matter to calculate within 
BA limits the calorific.value of coke as varying from 
aun no 1 110, and that of coke breeze from 10,700 to 
|, i British thermal units per lb. 
та "n m the point of view of national economy. it 
E el bel attractive and highly-desirable propo- 
RS SIM 1, to extract from coal all those valuable 
cS \ Jure ofteu than not go up the chimney 
and mole. 2 | une dissipated in uncontrolled freedom 
raising The then to burn the fixed carbou for steam 
" d S P of coke and breeze is as continuous 
nes of |: ot gas, and the commodity is, for want some- 
“нй e Ue burnt to make “water gas" to mix 
T! x Bis, or shipped abroad. | 
Т х ies attending the use of this fuel are many 
б and, по doubt, give an explanation of its 


Many. - 


restricted use, At the outset, one is faced with its large 
bulk, weight for weight, as compared with coal. For the 
same thermal capacity, coke may be taken to oceupy 35 per 
cent. more space than coal, even when broken. This 
difficulty raises the question of storage accommodation, the 
size of the railway wagons, and the capacity of the conveying 
gear. Then the higher amount. of ash calla for greater 
expenditure in its disposal, | 

The calorific yalue as shown of, say, coke, is considerably 
less than that of good coal, and 10 per cent. or more, 
according to circumstances, may possibly have to be added 
to its price when considering relative values. 

When we come to the actual burning on the grate, we 
find, as might be expected, from experiments on our own 
hearths, that it requires a considerable exercise of patience 
to ignite, and then calls for high draught to keep it alight. 

To burn it successfully on a chain-grate stoker, the con- 
ditions of draught (preferably a combination of “ forced ” 
and “induced,” or “forced” and “s chimney ") must be 
studied and carefully supervised, and the brickwork setting 
must be so disposed as to give carly ignition and well- 
sustained reflected heat on the body of the fuel as it travels 
to its temporary home in the ashpit. | 

These conditions being met on a grate having a sufficient 
area to allow for a low rate of fuel consumption—approxi- 
mating 18 or 20 lb. per sq. ft.—it will be found that a 
high CO, and consequent. high furnace temperature, ‘is 
obtained, and will give a somewhat more efficient evaporation 
than coal. 

It is for the engineer to consider whether all these 
difficulties can be met, and the full output of his boilers 
obtained, while the prices of coal and coke’ maintain their 
present relation. It may be that a judicious mixture of 
a cheap coal, high in volatile matter, with coke or coke 
breeze, will result in an acceptable strengthening of both 


his employers’ and the nation’s resources.—K. D. 
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THE TRADE OF NEW ZEALAND. 


A REPORT on New Zealand trade during 1915, prepared by 
Н.М. Trade Comunissioner, has lately been issued by the 
Board of Trade. It will repay study by everyone concerned 
in the business affairs of this flourishing British Dominion. 
The Report (Cd. 8,263) may be purchased from Messrs. 
Wyman & Son, Ltd., price 3d. Those of Н.М. Trade Com- 
missioner's remarks which it is thought will interest the elec- 
trical and allied industries are extracted below :— : 

Position of Trade.—Imports from the United Kingdom 
have declined somewhat seriously. In the early days of the 
war the primary difficulty experienced was in securing the 
shipment of -goods, owing to congestion on the British rail- 
ways and at the docks. With the gradual organisation of 
munition making, prohibition of export, and increase of prices 
ia the United Kingdom, the decline has become more and 
more pronounced. Imports from Germany in previous years 
have been about £1,000,000, and from this source, as well as 
from Austria-Hungary, Turkey, and also from our French 
allies, practically nothing has reached New Zealand during 
1915. On the other hand, the war bas effectively stimulate 
trade with America and Japan. From the former, travellers 
iu search of business and offering new agencies have come 
in unusual numbers. Scarcity of freight, high prices, and, 
tewards the end of the year, the serious blocking of the 
Panama Canal, have tended to check business. On the other 
hand, the total or partial stopping of supplies such as struc- 
tural steel, corrugated iron, wire, tubes and pipes, motor cars 
and cycles, glass, &c., has forced importers to look for new 
sources of supply, and even to go to America in quest. 
Almost all orders for electrica! machinery from public bodies 
and Government have, during the year, gone to America. А 
large part of the trade in motor cycles, hitherto an entirely 
Eritish preserve, has gone across the Pacific, while all orders 
for motor cars whieh would have gone to the United Kingdom 
o; other parts of Europe have similarly been shared by 
makers on the American continent. Japan also was early in 
the field, and an official commercial mission visited New 
Zealand during the yeur. Electric torches, basket and brush 
ware, glassware, and bottles, buttons and haberdashery, sta- 
tionery and fancy leather goods, are a few of the lines in 
which Japanese competition will have to be expected. 

- Safeguarding the Future.—So far as British manufacturers 
are at present precluded from competition, we have merely 
to face the facts of the situation as they present themselves 
‘and do the best we can to minimise the future loss. The 


- facts, however, must be faced, and, so far as possible, made 


known. Some importers have transferred their custom to 


E 


52 


THE ELECTRICAL REVIEW. (хо. 79. Хо. 2,016, JULY 14, 1916. 


PME PME Sonata ME ED 


1 


foreign countries in а purely commercial spirit, buying their 
requirements from the most obvious and cheapest available 
source. Others, again, have done so from sheer necessity, 
and with the utmost reluctance. 'In either case, they have 


made the acquaintance of new suppliers, and have at least. 


temporarily severed old connections and substituted new ones. 
The leeway which wil have to be made up after the war 
before the British manufactürers can get back even to their 
normal pre-war share of the trade in the Dominion ‘will be 
serious, and it behoves them to do all in their power now to 
minimise this. The Commissioner lays particular emphasis on 
the following points : — : . 

l. Those firms who are occupied entirely with munition 
making and are entirely precluded from exporting should, до 
far as possible, make this fact known to their customers in 
New Zealand, not only to importers, but to consumers. 

2. Those whose goods ате stil available, but whose prices 
are seriously enhanced, should take care to give ample expla- 
nation of the reasons. Unteasdnable buyers and trade rivals 
- between them have dane ample mischief already in explaining 

advances in prices as ''extortion," ‘‘ trading on the patriot- 
ism of the Dominion," &c., and it is a matter of importance 
that manufacturers should give the actual facts in as much 
- detail as possible, e.g., the actual pavance in price of raw 

material, number of staff enlisted, ' increased freights, war 
texation, and so on. Buyers do not always realise without 
bemg told the connection between, say, war prices of spelter, 
fencing, wire, copper tube, brass, &c., and the prices of the 
manufactured article which they import. And, further, few 
people not directly connected with military supplies realise 
in the least the multiplicity and variety of things required 
for the Army and Navy. | i 

3. All firms who are partly or entirely cut off from their 
market must realise that, if they wish to save themselves 
future effort, they must spend more, rather than less, in 
чш their name before the public by way.of advertise- 
ment. i : 

Necessity for Trade Catalogues.—At least two-thirds of, the 
manufacturers who are doing direct trade with the Dominion 
have never troubled to send their catalogues to the Commis- 
sioner’s office. 

It is entirely unnecessary that any manufacturer who has 
an accessible agent in the Dominion should give his prices 
to the Trade Commissioner. But, on the other hand, it is 
essential that he. should give the Trade Commissioner full 
particulars of what goods he does make in order that these 
may be indexed for reference in case of inquiries; and. 
further, the name of the agent should be given in order that 
the Trade Commissioner may refer inquiries to him. "Firms 
not represented by local agents should give full information 
with their catalogues if they wish them to be of use. It 


may be explained, further, that visitors to this office have . 


not direct access to the catalogue files, and that catalogues 
are only shown to bona-fide inquirers, not to merely curious 
competitors. ; 
Suggested Industrial and Commercial Department.—A 
“scction of the public have claimed that the high prices in New 
Zealand of both locally produced and imported commodities, 
whether due to arbitrary fixitg of rates by rings or to other 
causes, are sufficiently serious to necessitate the existence of a 
permanent Board of Inquiry. Another section, consisting 
chiefly of local manufacturers, want a Board of Trade or an 
authoritative body which they can brief with their case for 
increased tariff protection. Others, again, feel that the com- 
merce and industries of New Zealand have now gone to a 
scale more than sufficient to justify the existence of an in- 
dependent Government department. : 
At the very end of the 1915 Session Sir Joseph Ward 

brought ‘in a Bill to establish а Board of Trade, the Board 
to consist of the Minister and three specially-selected mem- 
bers, whose duty would be to investigate all matters con- 
nected with prices and cost of living. The fact was empha- 
sised that they are not by any means to be confined to report- 
ing and advising, but are to have considerable power of 
initiative. In what directions exactly this embryo depart- 
ment will develop it is too early to say, but there is un- 
doubted room for its activities in many directions. 


Prospective Industries—Among functions which such a 
department might, and probably will, perform with advan- 
tage is that of looking for directions in which new capital 
and enterprise might be employed. It is an admittedly un- 
fortunate fact that attempts have been made in the past to 
start industries and enterprises which were unnecessary and 
economically unsuitable, and that the public hag been taxed 
in order to foster these, While many others which would 
obviously benefit the Dominion have never been initiated. 
Industries in the former category are such as consist in 


working-up imported semi-manufactured goods, what might - 
be called secondary, if not tertiary, industries, such as making ` 


galvanised corrugated sheets from imported sheet iron, and 
spelter, manufactures from imported wire, tin plate, &c. 
Ihe manufacture of acid from local sulphur deposits, if 
these could be developed, would lead to local manufacture 
of superphosphates; there seems a reasonable possibility of 
utilising water power, as Norway is doing, for making car- 
bide, nitrates, wood pulp, &c. Similarly, while the Depart- 
ment of Mines and Geological Survey locates beds or deposits 
ol minerals, it would be of practical utility to the Dominion 
to have reliable facts as to the practicability of working them, 


tnd it would tend to draw capital from overseas for exploit- 
ing them. . ; 

Public Works.—No new work Of special note has been put 
in hand, but a fair number of small contracts for electrical 


~ enterprises have been placed. The electricity from Lake 


` Coleridge has been carried into Christchurch, and the demand 


from that city and' elsewhere has already justified extending 
the power plant. The Railway Department, while hodine 


‘back the major part of its £5,000,000 reorganisation an 


_ areas supplying energy 
. tion. 


development scheme, is carrying out minor parts of it, in- 
cluding re-arrangement, expansion, and .electrification оѓ 
shops, besides a normal programme of railway construction 
and locomotive and rolling stock building. | 


' THE INCORPORATED MUNICIPAL ELECTRICAL 


ASSOCIATION, 1916.—IV. 


The Generation of Electricity. 
: By Harry б. ELLs. 


Е Н .. (Abstract.) | | 

Ir is the object of this paper to deal with the suggestion of 
Mr. R. A. Ohattock, that ''until there is some scheme of 
centralisation it is extremely unlikely that there will be any 
marked reduction in the cost of producing and distributing 
electrical energy below that obtained in the large power sta- 
tions now operating in this country " (address to the Associa- 
tion at Birmingham, 1914). Er 

Mr. Ferranti read a short paper before the Association im 
1913, and said '' Electricity is being produced on a larger scale 
every day, and it appears certain that to obtain ihe full 
benefits of electric working the current must be produced in 
large stations supplying extensive areas embracing all classes 
of demand." : | | . d 

In his inaugural address to the Institution of Electrical 
Engineers, the President, Sir John Snell, said: ‘* There is 
no doubt, were we beginning anew, that instead of each 
small. local authority putting down Эп independent power 
station, considerable waste of money and fuel would be 
avoided by establishing one large system for several adjacent 
to each smaller area for local distribu- 
Even in some cases where there are .existing small 
power stations, some of them unfavourably situated for cheap 
enerating costs, it, would probably pay to extend one of the 
Petter placed stations only and to supply the others therefrom 
rather than to extend each local station from time to 


CP M " 
" There is, however, another side to the question. It may 
be generally said that once а small station is built and the 
expenditure has been incurred, then, and so long as the 
system is kept within defined limits of extension, the extra 
operating cost of an addition to the local power station 18 
often cheaper than any commercially feasible bulk supply.” 
The author has prepared tables with a view to showing 
definitely the effect of load factor and load on all the items 
which go to make up what are commonly termed working 
costs. In almost every instance the costs decrease as the 


‘load factor increases, and they also decrease as the load in- 


‘creases. The effect of load and load factor on 


TOTAL WORKING COSTS, PENCE PER KELVIN SOLO 


‘total working 


№ 
* 


- 
. 


- 
ө 


4,900 KW." : AVERAGE OF . 
(5 LARGEST UNDERTAKINGS 


0 22:5 25 
: LOAD FACTOR, PER CENT. | 
Fic. 1.—ToranL WORKING Costs PER KELVIN SOLD. 


costs ” is shown in fig. 1; all the other items are affected in 
like manner. . 

These figures are the result of averaging the costs of several 
undertakings in each group; and it may be generally conceded 
that the larger undertakings can generate more cheaply than 
can the smaller ones. Fig. 2 shows the combined effect of 
load and load factor on the various items which go to make 
up the “total working costs," based on units sold and not 
units generated. The item ''repairs and maintenance mM- 
cludes outlay in connection with the distributing system. 

The load factor in no'case exceeds an average of 25 per 
cent., so that i& would appear as if the larger undertakings 


had gained very little, compared with the smaller under- - 


takings, by increased load as far as load factor is concerned. 
‚ The best way to improve the load factor of a system 18 to 
increase the number of different industries connected thereto. 
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This, however, is not always possible, especially in the case 
of a municipal undertaking; the large electrical power com- 

nies are very much better off in this respect owing to the 
fact that they embrace very large areas; on the other hand, 
the power companies have to cover a much greater area to 
secure the same income as would be obtained within the 
boundaries of a great town, with the result that anything 
saved owing to improved load factor is to a great extent 
swallowed up by the excessive capital charges on the distri- 
bution system. | à; 

The Newcastle-on-Tyne Electric Supply Co. and its affiliated 
companies operate over an area of more than 1,400 square 
miles. 

Some years ago the above company tried to persuade the 
South Shields Corporation to take their supply from the com- 
pany instead of extending their own plant, but the engineer 
at that time (the late Mr. J. H. Cawthra), assisted by Mr. 
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Fic. 2.—WonxiNG Costs PER KELVIN SOLD. 


(now Sir) John Snell, appeared to have satisfied not only his 
Committee and the Town Council, but also the Local Govern- 
ment Board, that by the time proper allowance was made to 
cover the interest and sinking-fund charges on plant already 
installed—plus the cost of converting the company's extra- 
high-tension three-phase alternating-current supply to direct 
current and single-phase alternating current—there would be 
no saving whatever. 'The Corporation proceeded with their 
extensions and the results have been entirely satisfactory. 
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Plant installed of 100,000 kw. L Ww, | 
; . Load = 80,000 ку. Cost of 
Plant £1,000,000. Interest and sinking fund £100,000. 


Sine "e | 
кеше the author has installed and set to work 
with th modern electrical, and also steam generating, plant, 
кту а result that still further economies are being effected, 
: Тоз 18 every Indication that the undertaking will be in 
Hele d n io cope satisfactorily with any business that is 
A о come along in the future. 
ша Important item is undoubtedly coal, which alone 
at leat on thay cases for about half, and in most cases for 
and thou ht i ird, of the total working costs. Much time 
of элден given by engineers to the question of saving 
collectivel t рег kelvin, and yet practically nothing is done 
Ferranti'g ar reduce the price of the coal delivered. If Mr. 
ever to be c and E national scheme for electric supply is 
control over this it. wed pare to be some sort of national 


OW are the large undertakings going to justify the supply- 


ing of current in bulk at low prices* so long as their coal 
costs remain in the region of .25d. per kelvin sold? 

The steady all-round increase in the price of coal during 
the past 10 or 15 years has to a great extent neutralised the 
increased efficiency of steam-raising and electrical generating 
plant, and the lower costs obtained have been due largely 
to the effect of the improved load factor on the other items 
which go to make up the total works costs. i 

One of the chief reasons for the steady increase in the price 
of coal for electricity works is without doubt the wider 
фе which is opening out for the. use of small coal and 

uff. 

There is no doubt thaj іп many cases, what might be called 
phenomenally low costs are accounted for by a mere accident, 
such as the proximity of the generating station to a coal 
mine supplying screened coal for household purposes, in which 
ae small coal can be bought for an almost nominal sum per 
on. # 

It does not always follow, of course, that the proximity of 
the generating station to the coal mine will result in low costs. 
The author’s experience during the past four years in South 
Shields has-been quite the reverse. 

Up to this point (the purchasing of coal) the larger under- 
takings have little (if any) advantage over the smaller ones. 
The same type of boilers, economisers, &c., can be purchased 
and installed by a comparatively small undertaking as well 
as by the larger ones, and for equal load factors it is doubtful 
whether there is much difference in the relative efficiencies 
of the large and smaller plants; but the smaller station, work- 
ing with, say, two boilers on load, will require a third (equal 
бә 50 per cent. of the total) as standby; whereas the larger 
station, working with, say, 10 boilers, can run without any 
standby boiler at all, since in the event of any boiler giving 
trouble the remaining nine can be overloaded until another 
boiler is got àway. It is evident, therefore, that the smaller 
generating station has a greater percentage of standby losses. 

Large ‘boilers have very little (if any) advantage over 
smaller ones from the point of view of efficiency. Under 
normal test conditions 78 per cent. is an average efficiency for 
the boiler and superheater, with about 85 per cent. for the 
boiler, superheater, and economiser. : А 

There is a rapid relative decrease in steam consumption per 


‘kelvin of modern high-speed turbine plant from sizes of 500 


KW. to 2,000 Kw., and a remarkably slight fall between sizes 
of 2,000 kw. and 10,000 kw. The larger sizes of plants have 
a. gain over the smaller sizes of from 5 per cent. to 15 per cent. 
Where the conditions as regards steam and vacuum are 
similar the larger stations have had the advantage over the 
smaller ones as far as the electrical generating plant is con- 
ceined, but from a careful study of results obtained of the 
very latest type of turbine, e.g., the '' Brush. Ljungstróm," it 
would appear that the difference in efficiency of large and 
small turbines is diminishing. It is almost impossible to get 


` the steam consumption, even of the very largest sets, much 


below 19 lb. per kelvin, while the Ljungstróm. turbine of 
1,000 kw. is capable of developing its full rated output with 
a steam consumption of only 12.75 lb. per kelvin. + 

The 25,000-kw. set supplied by Messrs. C. A. Parsons to 
the Chicago Edison Co., has the remarkably low steam con- 
sumption of 11.65 lb. per’ kelvin at full load. 4 

The field for modern high-speed reciprocating engines, not 
only at present, but in the immediate future, appears to be 
among the smaller generating stations where the largest unit 
is in. the region of 750 to 1,000 Kw. In such cases a steam 
engine set capable of developing 1,000 Kw. at a speed of, say, 
250 R.P.M., will consume at full load about 15.85 lb. of steam 
per kelvin when running condensing (26 in. vacuum) . and 


with steam at 180 lb. per sq. in,, superheated to 550 deg. F., 


which figure compares very favourably with those obtained 
from most steam turbines of similar output and under similar 
conditions. The figures for the smaller sets under similar 
running conditions are briefly as follows: 16, 16.4, and 19.8 Ib. 
per kelvin, for sizes of 750, 500, and 250 Kw. capacity respec- , 
tively. The results at half and three-quarter load exceed the 
above figures by about 5 per cent. and 10 per cent. respectively. 

In order to obtain reliable figures for total working costs 
per kelvin generated further investigation had to be made. 

When due allowance is made for repairs and maintenance 
in connection with the distribution system, and for distribu- 
tion losses (approximately 15 per cent.) the following figures 
are obtained :— ' 


COSTS PER KELVIN GENERATED. 


| Relative | Total prid 
Load in kilowatts. ES то» же working Areal 
costs. 
| Pence. Pence Per cent. 
Up to 500 гоо 100 p 43 | 100 About 15 
500-1.000 i | 35 (1 996} 70 3-18 
].000-1.500 64 64 | М0 | 59 ж ДО) 
1.500-2,000 60 | 60 | ‘845 59 L S80 
2,000-4,000 `51 51 '668 | 17 5 20 
4.000-7,000 “42 42 '566 10 4, 2D 
7.000-10,000 “BY 39 ‘DIS 36 | ši 25 
10,000 and upwards| — 333 333 450 ! 31 „с 20 


* Say ‘375 per kelvin for supplies of about 1,000 kw. maximum demand at 
28 per cent. load factor, energy to be measured on the primary side of the 


transformer. 
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A summary of the figures gives the following result 
(approximately only), which indicates the tremendous amount 
of waste which is going on in connection with’ the generation 


of electricity :— 
| | | 
Kelvins generated. | Cost of fuel. | Total working costs. 
| i 


1,300,000,000 £1,438,000 


"2654. per kelvin. 


£3,363,516 
'62d. per kelvin. 


Had it been possible to deal with electricity generated by 
electric supply companies, private individuals, railways, &c., 
which probably exceeds many times that indicated above, 


it might not have been a difficult matter to show how by 


means of centralisation of supply it might be possible to 
reduce the above figure, .265d., by, say, 25 per cent. (not to 
mention the total costs figure, .62d.), and so effect a saving 
of upwards of £1,000,000 on coal alone. 

For capital costs reference has been made to the figures 
ар earing in Garcke's Manual. The results obtained are as 
ollows :— 


CosT PER KW. INSTALLED OF GENERATING PLANT, LAND, 
` i BUILDINGS, &С. 
(Nothing is included for anything outside the generating station.) 


' Cost per Kw. of generating 


Losa in kilowatts. plant installed. 


£ в. а. 

Up to 500 40 0 0 
500-1,000 27 0 0 
1,000-1,500 25 0 0 
2,000-4,000 22 10 .0 
10,000 and upwards 20 0 0 


The impression created on glancing аё the above figures is ·. 


that the smallest undertakings have not been able to benefit 
by the low-costs per kilowatt of turbine plant. 

. The steam-engine set holds its own against its competitor 
in the sizes from about 750 xw. downwards. There is nothing 
gained, as far as the cost per KW. of turbine plant is con- 
cerned, by adopting the larger sizes, since owing to the 
reduced speed of the larger sets (1,500 в.р.м. as against 3,000 
R.P.M.) there is quite an appreciable increase in the cost per 
Kw. Hence, in the case of South Shields, it was possible to 
install turbo sets of 2,000-Kw. capacity which probably cost 
no more per KW. than the large sets installed in the generating 
station of the Newcastle Electric Supply Co., and without 
spending a single penny on land, buildings, &c. It is in such 
cases as these that it will be extremely d 

a favourable case for supplying in bulk. 
‚ As far as the boiler-house plant is concerned there is noth- 
ing like the same relative difference in cost between large and 
small units as exists in the case of the engine-room plant, 
although the figures do not include buildings, foundations, 
coal bunkers, conveyors, &c. М 


RELATIVE Совт оғ STEAM GENERATING PLANT, INCLUDING 
BOILER, SUPERHEATER. STOKER, ECONOMISER, BoILER AND 
EcoNOMISER BRICKWORK, КС. 

(Steam, 200 Ib. per sq. in. : superheat. 200° F. ; coal, 12,000 B.TH.U.) 


a ee Se A 


pus bur ош Relative cost. 100016. А iti; Cost per kw.* 
| / £ £ 
12,000 100 170 3 
20,000 s4 142 2°85 
30,000 тт 130 2:55 
40,000 42 122 2°45 
50,000 69 118 2:35 


ees M 


{- * All these figures are calculated on the basis of- 201b. of steam 
per KW.-hour. 


It is quite possible nowadays under normal conditions to 
put down a very large power station (say 100,000 to 900,000 
EW. capacity) for about £10 per Kw. of plant installed, and 
it 15 more than likely that this figure might under very 
favourable cireumstances be reduced to £8 per kw. It can 
also be shown that a small station (say 2,000 Kw. to 5,000 xw.) 


would not cost more than £20 per KW., and a very small | 


station (below 2,000 xw.), £30 per KW. The larger station 


would have an advantage over the smaller one owing to the. 


lesser proportion of stand-by | ; 
rw d-by plant, and also by reason of 

Fig. 3 has been prepared for the purpose of showing as 
clearly. as possible what might be done, under normal condi- 
tions, in the way of generating electricity on a large scale 

he figure .965d. has been taken as being a fair figure for 
total working costs in a station having а load of 80,000 kw 
and a load factor of 25 per cent. The curve shows the total 
cost of produetion at the switchboard onlv, and does not make 
апу provision for capital charges on transmission system. trans- 
mission losses, conversion losses, &e. Careful investigation 
їп which proper allowance was made for the capital cost of 
transmission system, and transmission and transformer losses, 


ifficult to make out . 


would. undoubtedly show that there are cases of compara- 
tively small stations where it would certainly not pay to 
take a bulk supply. In the majority of cases, however, it 
would appear that a bulk supply would be of considerable 
advantage. The curve represents the case of a station laid 
out with the most modern plant, fully loaded, and unsaddled 
with capital charges on old plant or any other disadvantages 
under which all the largest undertakings are working at the 
present time. а 
There does not appear to be any serious difficulty in the 
way of a bulk supply scheme from the point of view of trans- 
mission, except as regards the capital cost, which in the case 
of a large system, such as is referred to in this paper, might 
very nearly equal the capital cost of the generating station, 


‘it being extremely doubtful whether full advantage could be 


taken of overhead transmission lines owing to the nature of 
the districts surrounding the great towns in which the bulk 
supply stations would be situated. Reliability of supply 
should be the very first consideration; therefore any hypothe- 
tical estimate of the cost of the transmission system should 
be based on underground cables. ^ 

Underground cables for three-phase working up to 20,000 
volts appear to present no difficulties whatever, and there is 
no doubt that pressures of 40,000 and even 50,000 volts will 
very soon become quite common. Such pressures as these 
will help to eliminate a very large proportion of the cost of 
the transmission system. It is only by making use of high 
pressure that the disadvantages of supplying current in bulk 
over long distances can be overcome. The disadvantage of 
the adoption of such high pressures is that step-up, as well 
as step-down, transformers would have to be used, with the 
result that the transformer losses alone would amount to a. 
considerable sum per annum. | 

In addition to the above losses it is necessary to allow for 
the losses in the cables, due to capacity currents and dielec- 
tric losses (which are independent of the load), and also the 
losses due to the load which is variable, not to mention the 
heavy losses which will undoubtedly be incurred in cases 
where it is necessary to convert the three-phase energy to 
direct current or alternating current at a different periodicity 
to that of the bulk supply, system: І 

The author is of opinion that by the time all these things 
have been taken into account it will be а very difficult thing 
to prove than an isolated bulk supply authority is in а posil- 
tion to generate and distribute electrical energy at а price 
which will allow of a reasonable profit, not only for the 
supplier, but for the distributor, although the case might be 
altered materially by the linking-up of other large under- 
takings, in which case the capital cost per Kw. (load) could 
be substantially reduced. wu 

Steps should be taken to thoroughly investigate the whole 
question of electricity supply in this country (which is un- 
doubtedly in a state of chaos) because every day increases the 
obstacles and delays the time which every electric supply 
engineer: looks forward to and hopes for—the day when elec- 
tricity will be used universally for lighting, heating, cooking, 
power, and numerous other purposes. 

Tt would appear that the first thing to be done would be 
to appoint a committee consisting of members of the I.M.E.A., 
such comupittee to be representative of not only the larger 
undertakings, but also the medium and smaller undertakings. 
This committee should have power to co-opt members o 
other scientific societies, such as the Institution of Electrical 
Engineers, the Institute of Chemistry of Great Britain and 
Ireland, &c. The duties of such committee would be to make 
a thorough investigation into the whole subject with a view— 

(a) To standardise as far as possible the generation and 
distribution of electricity throughout the whole country, 

(b) To conserve the supply of fuel used in electricity works 
and to make a thorough investigation of the important ques- 
tion of extracting from the coal valuable by-products, such as 
nitrogen, tar, oils, &c. . 

(c) То make use of waste heat wherever possible. —. 

(d) To cut down the percentage of spare plant -by judicious 
linking-up of adjacent networks. (There are numerous m- 
stances where this could be done right away.) 

(e) To promote legislation whereby facilities may be ob- 
tained such as are absolutely essential to the scheme, and 
such as do not exist to-day. 


DISCUSSION. 


Prior to the opening of the discussion by Mr. Robertson, 
the Presipent mentioned that there had been a conference 
with the power companies on the question of linking-up, 
hich was of interest in connection with the paper by Mr. 

is. : 

"Mr. RosERTsON (Salford) said the paper dealt with а vital 
question at the present time, and he felt that it could not 
be decided on the basis of the published tables of works costs 
used by the author, as certain items varied enormously as 
between different undertakings, and it was not certain what 
they actually represented. He questioned the turbine steam 
consumptions contained in the paper; he (the speaker) had 
obtained much better figures for 3,000-R.P.M. plant, as follows : 
—1,000 Kw., 14.8 lb. per unit; 2,000 xw., 14.7 1b.; 3,000 KW.. 
13.2 1Ь.; and 5,000 xw., 12.7 lb.; there was a difference of 15 
per cent. as between 1,500 and 3,000-в.р.м. plant, but if the 
lower speed were taken there was still an advantage of 9 per 
cent. between 9.000 and 5,000 kw. Не did not consider that 
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if 3,000-Kw. sets could be employed and the stations were 


economically managed, it would be possible to obtain bulk. 


Р ompetitive price, but the smaller stations would 
supply а, Have tee turn to the bulk supply. On the other 
Pand when they came to а 20,000-kw. station there was very 
little to gain by increasing the size to 100,000 kw. He men- 
tioned particularly certain cost data in the author’s first 
table, showing the effect of load, &c., on the cost of produc- 
tion, as an instance of the reserve with which published 
tables of statistics must be treated; in this case the figures 
were out of date, the plant had been modernised, and much 
better results were now obtained. He had no faith in the 
avthor's suggested committee, to be appointed by the Asso- 
ciation, with a view to investigating the whole subject of 
electricity supply. The Association was composed of busy 
men who could not spare the time required by a central 
committee. The signs were very hopeful for general linkin 
up in Lancashire, and electrical engineers were practically all 
ready to co-operate in the movement. It seemed to him that 
the question of linking-up must be approached from the point 
of view of each district, and that the strongest argument in 
its favour was increased reliability of supply. . ; 

Мг. иттек (West Ham) said he was afraid that muni- 
cipal jealousy, amongst other things, had prevented a satis- 
factory settlement of the London electricity question. The 
general public owed а debt to municipal authorities for 
developing electricity supply and financially Supporting such 
work. It was questionable whether the partial linking-up of 
stations would help the London situation, and he thought 
that the. whole of the municipal stations would need to be 
induded. Looking at the big question of company v. mupi- 
cipal control, the former worked only for dividends, while the 
latter was alwavs affected by slackness to some extent, and 
the question was how to get the best features of both. Taking 


ihe case of several small undertakings linked-up to а larger . 


one, but in which the plant margin of the smaller stations 
did hot equal one large plant unit in the larger station, it 
was evident that linking-up alone would not always pay. 
Mr. E. T. WiLLIAMS said he gathered that the author was 
not advocating continuing small stations. There was danger 
іш linking-up proposals if they meant leaving the bigger 
problem alone, and if small stations were perpetuated it 
would be a mistake. He disagreed with Mr. Robertson’s 
suggestion that efforts should be restricted to certain areas; 
they must look for a more complete solution, and take in the 
agricultural areas. He urged that a broader outlook should 
be taken, with a view to solving the problem in such a way 
аз to provide for the future, and wiping out the division be- 
tween municipal and company undertakings, if necessary. 


Mr. J. W. Meares (Electrical Adviser to the Indian Govern- 


ment) submitted a table of costs of Indian electricity stations, 
in which quite good load factors were obtained due to the 
fan load. He thought that the Indian Electric Supply Acts 
Were an improvement on the various British Acts; for one 
thing, the “ fixed-area.’’ idea of supply had been modified, 
and electricity could be distributed wherever it was required. 
Overhead constructional work was much facilitated under the 
Indian. rules, and extensive powers existed under the Govern- 
mént Acts by which it was possible to run an overhead line 
straight across country, irrespective of landowners, &c., in 
the same manner as the telegraph lines. The electricity rules 
were revised from time to time when the necessity arose. 

Mr. C. Н. WonDINGHAM said there was no question that 
стегуопе would welcome an unrestricted supply of electricity 
all over the country, but was the individual user to pay for it, 
or was the cost to fall on the community at large? Were 
they justified їп asking the public to subsidise them and 
make good deficits, and, if so, why should not the gas 
industry, railways, &c., be similarly treated? They could not 
attack the whole problem of supply at once, but must take 
ы and link them up, progressing gradually. It would 
е an advantage to the supply industry, in regard {о exten- 
‘tons, if it had to deal with a Government department com- 
Hang of engineers instead of lawyers and clerks. He con- 
cluded by condemning the practice of basing deductions on 
stetisties, which were misleading. 
| m S. J. Warsox (Bury) considered that while а good deal 
o be said from the author’s point of view, there was 
a to say on the other side. In future it would not pay to 
1306 existing plant and only install a moderate amount of 
se 2000-&w. plant on the site. He agreed that there 

tre difficulties in the way of linking-up; the London com- 
si with a limited tenure did not want to spend much 

CODY, but in contrast the Lancashire and the Yorkshire 
D companies, which had an unlimited tenure, were mak- 
s | endid progress. Interconnection of stations was only a 
ie ras the larger scheme. Certain boards had been set 
eee , would determine which undertakings should be fur- 
ae ended, and which should be supplied in bulk. The 


tstricts would eventually : Бах 
vari get the о eae linked together, so that they 
чт. W. B. WooDHoUsE said one school of thought wished to 


pee new organisation, while the other wanted to use 
ink-u sung organisations. He felt that the only way was to 
no Nu existing concerns and use their experience. 16 was 
tricity parting at the other end and creating a central elec- 
vinces a m London, which knew nothing about the pro- 
and the е believed they would find a solution to the problem, 
of mun; co 1раШеѕ greatly appreciated the broad-minded view 
"nicipal supply engineers in this matter. 


—— 


s 


Mr. Horace Bowpen (Poplar) said linking-up had advan- 
tages in the matter of stand-by supply, reciprocal supply, and 
bulk supply; personally, he had decided that there was no 
benefit from the latter in his area. He was strongly of 
opinion that the expenditure was repaid by the advantages 
derived from reciprocal supply and the ability to attend to 
plant which could be shut down if required. | 


The author decided to communicate his reply to the Pro- 
ceedings. | : 

[To correct certain misapprehensions, Mr. E. T. WILLIAMS 
has sent us a statement, from which we abstract the fol- 
lowing :— 

The fact that the moment was ripe for dealing with this 
Ses Anis proved by the remarkable advance which has been 
а e since April 13th, when the subject was discussed at the 

The linking-up of power stations was-an important part of 
the original scheme, but only a part; the possible develop- 
ment of separate districts until the whole country is organised 
for electricity supply was pointed out in the original paper. 
The linking-up of existing stations, however, requires to be 
carried out as part of the whole scheme, and not as a number 


of separate schemes in themselves. I suggest the dangers we . 


must avoid in connection with linking-up are:— 

(a) The temptation to extend existing stations which are 
not suitable for the complete scheme, and thus perpetuate to 
some extent the present unsatisfactory conditions. 

(b) The expenditure of capital on certain linking-up feeders 
which might not be necessary as part of the complete scheme. 

(c) The temptation for the powerful industrial areas to be 
satisfied with the good resulta which will be attained, and 
not take advantage of the opportunity which certainly exists 
for re-organising the control of electricity supply for the 
whole country. 

Some engineers have read into the proposal to establish an 
electricity board a suggestion for even more legislation and 
more obstacles. The very reverse is intended, viz., to replace 
the present unsatisfactory system and put the’ necessary 


powers into the hands of a few practical engineers in intelli- 


gent sympathy with the industry. This Board would be in- 
valuable in co-ordinating all the various local efforts and 
shaping them into a homogeneous whole. | | 

At the I.M.E.A. Convention I referred to the business 
policy of the Canadian Pacific Railway:Co. Perhaps an illus- 
tration nearer home would be the Port of London Authority, 
established by Act of Parliament to re-organise and co-ordi- 
nate the work of the Port of London. The justification for 
the step taken and for the enterprise and broad policy adopted 
is the result attained. In electricity supply we can equally 
well have a broad policy with sound finance and an electricity 


board would assist in securing this. Sound finance some- ' 


times means capital expenditure without an immediate 
return, and it is weak finance to withhold such justifiable 
expenditure, which is necessary for a progressive industry.] 


THE MANUFACTURE OF ELECTRICAL 
APPARATUS IN INDIA, 


WE reproduce the following original and interesting views from 


* Indian Engineering just to hand :— 


The present war is making India (as it is in fact all other 
countries) more and more dependent upon herself for the produc- 
tion of material that has hitherto been imported from Europe or 
elsewhere. As far as engineering material is concerned, there is 
little doubt that she has proved herself quite up to the task in pro- 
ducing both the quality and quantity required in whatever she has 
taken up. Why should not she extend her field and introduce the 
manufacture of such electrical woods that are at present only 
imported? Most of the large English electrical firms have repre- 
sentatives in this country, but how many of them have either the 
muterial or the staff for carrying out any work that may come 
along? In all works of any magnitude the whole of the material 
has to be obtained from the factory in Europe, and in most cases 
the actual erecting staff also is imported for the carrying 
out of the work. Most. if not all, of the raw material 
required for the manufacture of electrical plant and machinery 
is procurable in the country: this being the case, why is it not 
utilised in the country instead of being exported for manufacture 
in some other country. and again imported in the shape of the 
finished article for use in India? The main reason for this seems 
to be the question of finance, no firms being prepared to lay out a 
large sum,on the opening up of a new industry in a foreign 
country. the success of which is not assured : then why should not 
our enterprising Government give the lead : The demand шг 
electrical plant and machinery in India has increased aaron y 
during the past few years. and there is no doubt that this еш 
is going to increase steadily for several years to come. Why shoul 
not India not only have her own concern, or concerns, but also be 
in a position to export plant and machinery to other countrios Н 
Why should she not proceed in the same way as Japan did Ww 1 
her shipbuilding and manufgetories > There is plenty of av ae : 
water H.P. in India, and the general cry has hitherto been tł i 
there is no profitable market in the neigh bourhooc—well, here is t e 
opportunity of creating a market that should benefit the country 
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enormously in numerous ways. "There is at the present time some- 
thing in the neighbourhood of 100,000 Kw. of plant installed in 
India, Burma and Ceylon, but no electrical work, not even in any- 
of the minor details, is actually manufactured in the country in a 
systematic manner ! 

The writer on one occasion, when discussing this question with 
а representative of one of the largest electrical engineering manu- 
facturers, was told that it would be very hard to get buyers to pur- 
chase electrical machinery that had been. manufactured with the 
assistance of Indian labour, but surely this stumbling block—if it 
ean be considered as one—could very soon be removed. It would, 
of course, be essential in the first instance to import experts for Кү 
various departments, both for the supervision and the labour, but, 
after a very short time, the subordinate imported staff could very 


. easily be replaced by Indian labour without any detrimental effects 


in so far as efficiency is concerned. In India, a large manufac- 
turing concern of this kind could be run very economically by 
Government owing to their being- in a position to obtain land, 
labour, and power at very cheap rates. Of course, it would never 
do for Government to try to enter into competition with the 
European firms who import plant to India; it would be necessary 
for them to invite all firms to join in the combine by having ail 
machinery required for use in and about India manufactured by 


Government in India in accordance with the respective firm's 


designs and patents; this system would enable the purchaser to. 


have the same selection as he has at present ; it would also benefit 


the home firms, as their representative in the country—the man 
Who knows his client's requirements best—could actually watch 
the manufacture of the plant from its initial stage to completion, 
the purchaser would undoubtedly benefit by being in a position to 


see what he is getting without the intermediary of a consulting or 


inspecting engineer, the engineer іп charge of the plant would 


` benefit by being able to obtain spare parts and renewals at short 


notice, and finally Government and the country would benefit by 
showing not only its enterprise but its independence. 


In connection with the above, it would be interesting to know - 


what the outturn of the Tata Iron Works and Katni Cement Works 
has been during 1915, compared with the previous year. 


Ре 


FOREIGN AND COLONIAL TARIFFS ON 
: ELECTRICAL GOODS. 


` 


RUSSIA.—An Imperial Decree, dated May 13th/26th, has 
been published providing for the importation, free of Customs 
duties for a period of ten years, for the requirements of the 


‚ Biberian and Ural. gold mining: industries, of dredges and 


excavators and parts thereof; also of appurtenances and 
apparatus for crushing gold ores and for extracting gold by 
chemical processes, and appurtenances for prospecting dredg- 
ле ата The Decree is ёо take effect ав from January lst- 


SIBERIA —By a Russian Imperial Decrée of May 13th/96th, 


. duty-free admission is accorded. to all foreign goods (except 


spirituous liquors) imported into the Territory of Yakutsk 
(Northern Siberia) vid the mouths of the river Komila and 
to the east of the same along the coast of the Yakutsk Terri- 
tory of the Governor-Generalship of Irkutsk. 

. The Decree also makes provision for the duty-free importa- 
tion into Siberia, viá the mouths of the river Lena, of cer- 
tain foreign goods. The Decree was to take effect as from’ 
May 14th/27th. 


descent lamp sockets (with or without switches) with casing 
or Inner parts of metals other than iron ; gas purifying metal 
(oxhydrate of iron) used; and pyrites. 


GREECE.—In virtue of a Government proposal which took 
effect immediately, the Greek Customs Tariff rates of duty 
have been increased by 10 per cent. except in respect of 
articles the duties оп which are defined by Conventions be- 
tween Greece and other countries, articles the object of a 
State monopoly, and articles falling under No. 19-21 of the 
Tariff (grain and flour). 


» 
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Accidents to Munition Workers,—At the annual meeting 
of industrial representatives in connection with Preston Infirmary. 
on J uly 6th, Mr. T. Mackenzie, of Messrs. Dick, Kerr & Co., electrical 
engineers, drew attention to the large number of accidents occur- 
ring at munition. works during the year, resulting in increased 
work for depleted staff. There were only two causes to which the 
accidents could be attributed. Either the workers were careless. 
and neglected to see that the guards were properly adjusted to the 
machinery, or, being newly trained. they were not perfectly familiar 
with the machines upon which they were working. 


90th, 1915.) 


NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLIBHED), 


Published expressly for this journal by МЕЯЗВЕВ. W. P. THOMPSON & Co., 
Electrical Patent Agents, 985, High Holborn, London, W.C., and at 
Liverpool and Вг ога. 


E 


8,957. “ Electric control arrangements for conversion of functions, for use 
with calculating apparatus, &c." H. R. WhiGHT. June 26th, 


8,959. '' Electrical bonding junction boxes for metallic sheathed wires, &c."' 
С. S. BOOTHROYD AND CaLLENDER's Caste & Construction Co. June 26th. 


8,960. '“ Apparatus for identifying individual cores of multicore “cables,” 
CarLENDER'S Caste & Construction ‘Co. AND R. Woop. June 98th. 


8.961. '' Time-limit fuses.” CALLENDER’S Caste & Construction Co. June 


26th. 


8,992. “ Electric automatic switch controllers." G. A. Fritscu. June 26th. 


9,020. *' Dynamo-electric machines." Crompton & Co. AND N. PENSABENE. 
June 27th. | 


9,032, “ Electric relays.” 
RANT. June 27th. 


9,035. “Railway foulin -bars and treadles. Sykes INTERLOCKING SIGNAL 
Co.. J. C. Sykes, & R. W. Tarrant. June 27th. 


9,036. “ Electric , welding Systems." > BRITISH Тномзон-Ноизтон Со. 
(General Electric Co., U.S.A.). June 27th. 


C 
9,037. '' Advertising device for registering telephone calls." В. Scrusy АМО 
W. D. WaLKER. June 27th. 


9,050. ‘Sparking plugs." С. H. WATKINS. June 97th. 
9,051. ''Sparking plugs." W. Parke. June 27th. : 
9,055. '' Electric furnace for steel melting." 5. STEINBERG. June 27th. 


9,062, “ Shadeholders for gas br electric light fittings." R. W. McLACHLAN. 
June 27th. : 


9,079. ''Sparking plugs for internal-combustion engines." D. МсСвесов. 
June 28th. : 


9,098. '' Bucket-fastening means for turbines, &c." 
Houston Co. (General Electric Co., U.S.A.). June 28th. 


9,099. '' Means for controlling electric motors." Icranic Exectric Co, 
(Cutler-Hammer Manufacturing Co., U.S.A.). June 28th. 


9,105. '' Electric spark-gap." F. С. Simpson. June 28th. (U.S.A.,, March 


Sykes INTERLOCKING SiGNAL Co. & К. W. TaR- 


~ 


British _THOMSON- 


9,111. '' Heating liquids." Britis WesttncHouse ELECTRIC &: MANUPAC- 
TURING Co. June 28th.  (U.S.A., June 30th, 1915.) 


9,127. “ Automatic trolley alarm for electric tramcars." R. Dopp AND 
Horstmann Gear Co. June 29th 


9,137. “ Sparking plugs for internal-combustion engines.”. F. A. L. Joux- 
SON, June 29th. | 


9,139. * Sikap ranni mechanism for electric transformer starters, &c." 
W. BARRACLOUGH. June 29th. | 


9,140. '' Switch-operatin ‘mechanism for electric transformer starters, &с.” 
W. BaRRacLoUGH. June 29th. 


9,152. “ Portable apparatus for producing and transmitting waves in wire- 
less telegraphy.” W. R. Herwin. June 29th. 


9,165. “ Means for controlling speed of electric motor." Magcont’s WIRE- 


' LESS TELEGRAPH Co. & G. M. Wricut. June 29th. 


9,171. *' Differential gearing’ for electro-mechanical variable-speed mechan- 
ism." J: G. P. Tuomas & Tuomas Transmission, Lto. June 29th. 


9,172. ‘ Differential gearing for electro-mechanical variable-speed mechan- 
ism." J. С. P. Тномл5 & Tuomas TRANSMISSION, Ltp. June 29th. 


9,179. “ Telephone systems.” E. MERRIMAN. June 29th. 
9,180. ‘‘ Joints for electrical conductors." С. VERNIER. June 38th. 
79,185. © Electrical switches." J. W. 'TREHERNE. June 29th. 


9,193. “ Telegraph apparatus." W. J. MELLERSH-Jackson (Western Union 
Telegraph Co.). fone th. d 


9,206. '' Electric clocks." А. Е, J. BALL & I. Н. Parsons. June 30th. 
9,232. “ Dynamo-electric machinery." W. MARDEN. June 30th. 


9,246. '' Measuring instruments, extensiometers, ammeters, &c." . MAR- 
CCNI's WiuELESS TELEGRAPH Co. June 30th. 


9,249. '' Means for controlling electric motors." IGRANIC ELECTRIC Co. 
(СиПег-Наттег Manufacturing э U.S.A). June 30th. , 


9,263. '' Electric regulators or rheostats." R. L. Hatsteap & Vickers, LTD. 
June 30th. 


^ 


Pd 


PUBLISHED SPECIFICATIONS. 


1915. 


4,080. REFRACTORY MATERIALS APPLICABLE ALSO AS ELECTRIC RESISTANCES. 
W. R. Just. March 15th. (March 23rd, 1914.) 


8,651. Rattway SicNALLING Systems. Н. W. Moore & R. G. Berry. June 
llth. 


8,748. Etecrric MorOR-CONTROL SYSTEMS. 
and J. Martin. June 14th. 


8,850. Evecrriz Meter. R. S. Xenaky & F. Gilman. June 16th. 


9,012. SkcoNpaRv Battery Pares Electrical Power Storage Co. (in liqui- 
dation) and W. Schofield.. June 18th. А 


9,113. TELEPHONE Transmitters. [International Electric Со. & К. С. le 
Noir. June 9lst. 


9,587. Means For Јоічтімс Wires. А. G. Ralli (A. Fodor). June 30th. 


9,960. Varour Exectric Devices, British Thomson-Houston Co. (General 
Electric Co., U.S.A.). July 8th. 


10,837. FLEximL£g Epectric Conpucrors. A. J. Downes. July 26th. 
12,848. Troitey Heaps. G. R. Taylor. September 8th. 


13,441. Crampinc Devices FOR ELECTRICALLY CONDUCTING WIRES. 
bert. September 2ist. - 


British Thomson-Houston Co. 


[3 


J. Cuth- 


1916. 
198. STARTING MECHANISM FOR AUTOMOBILES. British Westinghouse Electric 
and Manufacturing Co. January 5th. Patent No. 100,006. 


1,707. Exvectric HEat-recuLatinc SwrircH. J. Kiell & А. А. Stow. Febru- 
ary 4th. Patent No. 100,694. 


- 
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VoL. LXXIX. 
| No, 2017. 


Ost.: Wa. Dawson & Sons, Lro., Manning 
Telegraphic Address: “ 


Of all Descriptions. - 


LITHOLITE, Ltd., 


65-67, Hackney Grove, Londan, N.E. 


Ageekay, London.” ABC Code. 


` MOULDED INSULATORS | CHURTON 


Chambers. Pants: Borveav & CHEVILLET, Li 
Telephone Nos. 


© 
ert and Porypa™ 
~ 


& MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


WIRES. L с ABLE M pu нени “дыр Tested 
e EN "i ree o М arge, by the. . . 
IHE racune соз Nr, | “ЕРЕ Boner Compo Co, 
| jal House eit ы 781 ° SoLE MAKERS OF INFALLIBLE Сомро < 
не pone Regent 579% ey нш, ius 
BLES. AGENTS WANTED. : 
FURNACES for WHITE METALS, ёс. “ EMPIRE > 
Without Oxidation, © Antomatic Heat ControL AUTOMATI C C ONT ROL 


Enormous Saving in Residue. 
Easy payments arranged in special cases. 


Monometer Manufacturing Co., Ltd., 


ASTON, BIRMINGHAM. 


COOPER 
HEWITT 
LIGHT. 


[24 hours! daylight. Write§for List No. 273. 


THE WESTINGHOUSE COOPER HEWITT Co., LTD., 
60, York Road, London. N. 


BROOK 
MOTORS. 


vertisoment, Sup, B0. 
SWITCHGEAR. 


ERNEST F. MOY, LTD., 


Manutacturing EI 
ectrical Engine 
Government Соке СГ aog 


IMENLAND PLACE, CAMDEN TOWN, LONDON. 
TAYLOR & CO. 
MICA & MICANITE 


| INSULATION. 
| TELEPHONE :—CENTBAL 457 
х 5. 
40, HATTON GARDEN, LONDON, E.C. 


Engraving Co., Ltd., 
CHISWICK, 


А FOR 
Shell Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW. 


WESTERN -ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 
See Advertisement last week, Sup. 29. 


CONNOLLY BROS,, Ltd., 


for 
WIRES AND CABLES, 
Bee Advertisement this week, p. iii. 


WHITE 
€lectrical Instrument Co. 


2 & 4, GLOUCESTER ST., 
CLBRKENWELL, LONDON, E.C. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


INSULATING 
- - BEADS - - 


Immediate Delivery. 


35/37, Noble St. 
HOLDER-HARRIDEN LTD., 227002267 


JULY 21,1010. [Ро sce ind 
LONDON: PUBLISHING OFFICE, 4, LUDGATE HILL, E.C. 


Britain, £1 1s. 8d.; Canada, £1 Зв. 10d. ($5.80); to all other countries, 30s, -Nzw Youn: p, BUBSCRIPTION per annum, Р 


VAN №овтванр Co., 25, Park Place, New 
brairie Etrangére, 22, Rue de la Banque, 
City 997; Central 4425 (Editorial only). 


PRICE 
FOURPENCE. 


CABLES AND WIRES. 
SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, 


CHARLTON, LONDON, S.E. 


LTD., 


AIR COMPRESSORS 
& VAC. PUMPS, 
Desiccators 


ow ge^ 
М 


CERES cuc Eee 
25, Victoria St., Westminster. 
.ARGE STOCK KEPT FOR QUICK DELIVERY 


SHUNT REGULATORS, 


MOTOR STARTERS and all classes of Resistance Work. 


The SOLENOID REGULATOR бо. ог е, 


BIRMINGHAM Daaa DER am 


M Pr PIERCING, 
| T METAL. ^ 


Harley Works, Beckton Road, € 
London, E.  'Phone: East 1300. © 


STONE'S ELECTRICAL INSTALLATIONS 


for RAILWAY CARRIAGES. 


50,000 COACHES EQUIPPED ALL OVER 
THE WORLD. 


J. STONE & COMPANY, Ltd., 
Deptford, London. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 
LONDON, E. cams: 


“Fulmen, Step, London.” 


a € 
«WM Cable 


Pumps & 
Impregnators. 


Telephone: 
Midland 532. 


BLANKS. 


HAROLD, HARLEY & Co., 


'Phone : 
EAST 4157. 


PATENT 
Alumino Thermic Welding Process. 


VICTORIA | 
DYNAMO & 
MOTOR 
uos CO., 


Send for Stock List of Motors ready for delivery. 


INGLEBY & CO., 


CRAVEN HOUSE, 


ELLAND ROAD, LTD. 
MOTORS n LEEDS. 
FOR DIRECT dvo 


ALTERNATING CURRENT 
Delivery from Stock up to 50 H.P. 


eee 
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THE ALL BRITISH 
HOUSE FOR 


ROYAL'EDISWAN" EVERYTHING 
DRAWN WIRE LAMPS ELECTRICAL 


CATALOGUES ON REQUEST FROM THE 
EDISON & SWAN 

U*E« CO. LTD. .. 
PONDERS END. MIDDx 


FULL'Y 

LICENSED 

UNDER BRITISH 
PATENTS Ne 21513/06- 
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-tuations in the situation of general prosperity. 


ELECTRIC LIGHTING IN PARIS. 


A REVIEW of the situation of the electric li 
industry in Paris, and of the e 
companies engaged 


ghting 
xperiences of the 
in the supply of electricity 
in the environs of the French capital and in 
the provinces, is contained in the annual report 
for 1915 of the Compagnie Parisienne de .Distribu- 
tion d'Electricité, which was submitted at. the 
general meeting held in: Paris at the end of June. 
It will, perhaps, be remembered that this parti- 
cular company, which has a combined share and 
loan capital amounting to nearly £8,000,000, repre- 
sents an amalgamation of the former Secteurs or 
concession areas which were held by several com- 
panies within the district of the municipal adminis- 
tration of the City ‘of Paris, and which were com- 
bined in accordance with an agreement ‘entered | 
into between the Comité des Secteurs on the one 
part, on behalf of the Compagnie Parisienne, and 
the Paris- Municipal Council on the other. The 
agreement conferred a monopoly of supply until 
June 30th, 1940, whilst, at the. same time, it im- 
posed upon the company the obligation to install 
improved generating plant by a fixed date, and to 
extend and transform the distributing network 
without interfering with the supply to the then 
existing consumers. This work has been carried 
out at an .expenditure which has not exceeded the 
estimated £8,000,000, and the city has thereby : 
become the owner of the entire works without 
having to provide any money whatever, as the 
undertaking will pass into municipal possession on 
the expiration of the concession in 1940. 

The continuation of the war in 1915, the report 
states, had the -effect of considerably reducing the 
lighting requirements in Paris on the one hand, 
while, on the other, additional expenses were in- 
curred which were considerably in excess of the in- 
creases which were taken into consideration when 
the agreement was concluded with the City. The 
contract was entered into on the basis of the pro- 
gressive development of the system of supply. 
Thus, notwithstanding the comparatively high 
charges made to consumers prior to the company 
taking over the entire work on January 1st, 1914, 
the aggregate Sales of the several companies 
amounted to 42,855,000 Kw.-hrs. in 1906, and they 
had risen to 87,369,000 xw.-hrs. in 1910, partly 
owing to extensions of the mains, and partly in | 
consequence of the reduction in prices. | It had 
been expected that this rate of expansion would 
continue, and the charges to the consumers were 
further lowered at the beginning of 1914, the scale 
apparently being subject to no alteration during the 
currency of the concession, and being held to be 
justified by the consideration that the prices of raw 
materials which the company would have to pur- 
chase, would only vary in accordance with the E 
was under these assumptions that the city was, able 
to stipulate that the redemption of the capital of 
£8,000,000 should be effected by means of annuities 
derived from, the net. profits, and that the city 
should receive by way of rent fronr 10 to 25 per 
cent. of the amount of the company's revenue, and 
a progressive share in the annual profits which were 
in excess of 6 per cent. of the capital invested by 
the company in the form of ordinary shares, which 
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represents ohe-half of the total of £8,000,000. On 
the other hand, the city undertook to bear the 
charge of any increase їп the wages of the com- 
pany's personnel which might be granted on its 
initiative and in accordance with the assimilation 
of the personnel with the municipal workers. But 
the agreement did not place at the company's 
charge the consequences of force majeure, and a 
possible diminution in the receipts was only fore- 
seen in case new methods of production, or the use 
‘of new forces; brought about a reduction of at least 
20 per cent. in the cost of generation and distribu- 
tion, in which event the city could require the com- 
pany to lower its selling prices. | 
The war, however, has overthrown all former 
calculations. In the case of the lighting supply, the 
charges for which permitted of compensation being 
obtained to some extent for the low price charged 
to power users, the consumption in 1914 declined to 
54,157,000 KW.-hrs., notwithstanding the favourable 
results in the first seven months, and a further de- 
crease to 38,579,000 Kw.-hrs. took place in 1915. 
The company is co-operating in the national defence 
by furnishing energy at low prices to all the firms 
in the vicinity of Paris who are engaged on the 
production of war material, pnd the consumption 
for motive power purposes reached 31,204,000 
KW.-hrs. last year, or nearly one-half of the total 
turnover. 
The increase in the working expenses in 1015 
is attributed to the scarcity of labour, the in- 
efhciency of workers employed in substitution for 
the skilled men who were mobilised, the' difficulty 
of obtaining materials and their high prices, the 
higher cost of work undertaken by contractors, and 
the costliness of coal, which had to be procured 
almost exclusively from England. In this соппес- 
tion, we note that the company’s consumption of 
coal is approaching a rate of 200,000 tons per an- 
num; before the war the cost amounted to 19s. 7d. 
per ton, and it averaged £1 145. 44d. per ton in 
1915. -The latter was merely the result of the 
operation of old contracts, which, however, it was 
impossible for exporters to execute in full, whereas 
for recent contracts it has been necessary for the 
company to pay approximately £4 16s. per ton. It 
is considered that unless the new arrangements con- 
cluded between the French and English Govern- 
ments largely modify this disquieting situation, the 
company will have to pày an additional sum of 
£400,000 this year for the delivery of coal. Under 
the circumstances, the company contends that as 
the war has completely disturbed the state of equili- 
brium between the reciprocal clauses of the agree- 
ment between the two parties, the company is 
entitled to ask'the city for conipensation, as it is 
held to be unfair for the city and the consumers to 
derive all the advantages of the agreement on the 
one hand, and on the other for a crushing burden 
to be imposed upon the company, which only re- 
ceives a relatively small portion of the.fruits of its 
industry, and has a limited concession. The com- 
pany, which has made an application to the -City 
Council for compensation, argues that the demand 
is justified in law and in equity, and it is stated to 
be in conformity with a recent decision of the 
Council of State in a similar case. We cannot re- 
call the decision in question, but as the company 
has been able to declare out of net profits of 
£209,000 in 1915 a dividend at the rate of 4 per 
cent. on the ordinary share capital of £4.000,000, 
the claim for compensation may not receive the 
consideration which is desired. The company has 
been remarkably more successful than the Paris Gas 
Co., which incurred a loss of £800,000 last year. It 
is true that this loss was recouped by the Municipal 
Council and the company thereby placed in a posi- 
tion to pay a dividend, but this contingency, we be- 
lieve, was provided for in the contract between the 
'Gas Co. and the Municipal Council some years ago. 


ТнЕ question whether a com- 


The Rights ofa pany in which practically all the 


German-owned shareholders are enemy «subjects 
English can bring actions їп the King's 
Company. Courts has been discussed, but by 


no means satisfactorily answered, 
in the now well-known case of Continental Tyre 
and Rubber Co., Ltd. v. Daimler Co., Ltd. This is 
one of those cases in which an issue which is of 
absorbing interest to the public, and to the com- 
mercial world, has become confused in a welter of 
legal procedure and conflicting judicial opinion. An 
action was commenced in October, 1914, by what 
is called а specially endorsed writ, to recover the 
sum of £5,605, the writ being issued by the сот: 
pany's solicitor on the instructions of the secretary.- 
Under this procedure, the plaintiffs are entitled to 
obtain summary judgment unless the defendants 
can show that, prima facie, they have a right to 
defend. The defendants asked for leave to defend 
on the grounds (1) that the company was in fact 
an alien company with whom it was illegal, apart 
from a licence from the Crown, to hold any com- . 
mercial intercourse, which included the payment of 
money for a trade debt; and (2) that the secretary 
had no authority either to instruct the company's 
solicitors to issue the writ in the action or to give a 
receipt for the money when recovered. 

It will be seen that the Court was not bound to 
decide whether the plaintiff company was entitled to 
sue; a decision that the secretary had no authority, 
or that the defendants had a prima facie right to 
defend, would suffice. The Court might, and, in 
fact, did, refrain from deciding the main and most 
interesting question. In the House of Lords, all 
the Law Lords were of opinion that the secretary 
had no authority virtute officii to commence actions 
on behalf of his company, and that, on the facts, 
he had no such authority from the directors. That 
"was quite enough to decide the case. The majority 
of the Court of Appeal and five members of the 
House of Lords were of opinion that it was a case 
which ought to be investigated, and not one for 
summary judgment. It remained for two very dis- 
tinguished lawyers to pronounce certain obiter dicta 
to the effect that the plaintiff company, as an illegal 
association, ought not to be allowed to sue.. In the 
Court of Appeal, Lord Justice Buckley (as he then 
was), differing on this point from all his learned 


‘brethren, held that in the circumstances the com- 


pany was an alien enemy, and could not sue in the 
King's Courts. - No less an authority than Lord 
Halsbury took the same view in the House of Lords. 
But the net result of the whole litigation is that the 
case ' went off" on a mere side issue, and the 
main question is still undecided. What the two great 
judges whose names have been mentioned said, is 
entitled to considerable respect; but they uttered 
mere obiter dicta, and, to use the words of an ol 
judge, an obiter dictum is * a mere individual utter- 


‚ ance which bindeth none, least of all the lips of him 


that uttered it." 


FUNDAMENTAL conditions in this 
metal have really undergone no 
change of late, the tendency of the 
market having been entirely subject to the control 
of operations at the hands of the Ministry of Mon 
„tions. As we suggested, three weeks ago, vole 
be the case, the price has come down:a good dea 
further since then, and ever now it is highly e 
mature to assume that the market has reache 
“bottom.” Nobody, at any rate, believes that any 
recovery of importance could be otherwise than 0 
a temporary character. Prices across the Atlantic 
still stand at a: high parity level, precluding the pos- 
sibility of any sales being made in the London ma 
ket at present. The tonnages reaching this side 
appear to continue of respectable dimensions, an 
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more than equal to cope with all needs, although а report, of which we published an abstract in our. 
the figures as officially returned are most incom- last issue, dealing with the training. of technical stu- - 
plete and most misleading since controlled supplies, ^ dents for all grades of industrial rank; last week Lord 
or the considerable. quantities imported by the Haldane in the House of Lords drew attention to the 
authorities, are not included in the returns. The necessity of reform in our system of secondary edü- 
statistical position is thus absolutely а. mystery. cation, and the Board of Education issued a report 
After the recent furthen break to below £28 for of exceptional interest and importance on the sub- 
near delivery, offers of the latter having been made ject of technical education, which followed very 


more sparingly, the position somewhat stiffened, ^ similar lines. This report was drawn up by a con- 


but the general trade demand has remained on the  sultative committee appointed as long ago as 1913; 


whole very quiet, and the market has become very its proceedings were in the main suspended on the 
irregular. Judging from the slackness of the in- ^ outbreak of the war, but attention has been given 
quiries experienced for forward deliveries for some ^ to the training of students in science and technology 
time past, there is certainly no eagerness to antici-- {о supply the needs of commerce and industry, and 
pate needs, and the result has been that the dis- we are glad to see that the Committee fully realises | | | 
count on forward positions has widened cofisider- ^ the extreme urgency of the matter, and the neces- 
ably to about 30s. a ton. "m sity of acting at once. With this object in view, the 
In view of the not unreasonable assumption that Committee recommends the provision by the Gov- 
the authorities have made all necessary arrange- ernment of the sum of £339,500,a year, to strengthen 
ments to have their needs for munitions well pro- the higher parts of selected secondary schools, and 
vided for during the remainder of the war, and to provide scholarships to enable meritorious stu- 
while ordinary trade requirements are likely to con- dents to proceed from secondary schools to tech- 
tinue abnormally restricted until the war is over, it nical colleges and universities, . from secondary 
is hardly possible that any very severe pinch will ^ schools to senior technical schools, and from even- 
be experienced by consumers, unless mining opera- ing classes and works schools to technical colleges, 
tions are seriously interfered with by unforeseen бс. Ме are glad to see that the Committee would 
circumstances. It is true that heavy quantities are spread the net wide—how many Faradays may not 
now being soaked up by munition work in warring ^ have been lost to the nation for want of the oppor- 
countries. French needs are particularly heavy, as tunity to develop their innate gehius!—and would 
may be gathered from-the much increased imports not only endow impecunious students with the means 
made by France this year, the great bulk of the Sup- to pursue their studies, but even advocates the 
plies being drawn from Spain direct. During the ^ modification of matriculation tests, to enable them 
first four months of this year no less than 21,500 to enjoy the full privileges of a university career 
tons of Spanish lead were sent to France, against subject to their showing merit under scientific and 
only 9,816 and 2,324 tons during the same period mathematical tests alone, and passing an examina- 
in the two previous years respectively. The total tion in the English language. | 
French imports for that period represent 26,564 The Committee rightly points out that such 
tons, or some 13,500 tons more than in the expenditure -would be abundantly repaid by the 
previous year. There is no- doubt that good benefits accruing to the nation from the increased А 
stocks аге held in reserve in Fr ance, although it is supply of scientifically-trained students—a fact 
possible that the movement of fresh supplies from which, in the past, the politicians by whom we are 
Spain may be delayed by the congestion of traffic at ^ governed have been utterly unable to appreciate. 
the railways, since complications have just lately .Tt adds a proviso to this forecast—'' provided 
arisen regarding shipping from the West Coast of that the scholars are well selected," and elsewhere 
Spain to Mediterranean ports, while shipping com- -remarks that it has found the provision of scholar- 
panies are apprehensive of disturbances through ships at certain stages relatively abundant, at others 
German submarine attacks. The quantities of ^ absent or deficient; these comments are amply 
Spanish lead coming to this side are still of fairly justified by the facts. It is a condition indispens- 
good proportions, though much smaller than last able to success that scholarships shall be awarded , 
усаг, owing to the big tonnage absorbed by France, оп the score of proved merit, and that alone; and 
cou Australian metal continues to arrive in large it is desirable that the provision of scholarships 
quantities, and there is not much doubt that the shall be regulated and co-ordinated in such a way 
supplies will coptinue ample enough to enable the -that merit, wherever found, whether in the town 
authorities to keep down prices. i or in the country, shall be afforded equal opportu- 
nity of proceeding onwards to the very highest 
degree of training and development. 


Durinc the past few weeks great The Committee points out, also, that the recom- 
Educational activity has been observed in circles | mendations made are only a beginning; large capital 
Reform. — concerned with educational matters. sums will be required, as well as annual subsidies 


., ,, Particularly on the scientific and to universities and schools of technology, besides 
technical side. Last month the professorial staff ^ the establishment of new schools, to make good our 
of the Imperial Gollege of Science and Technology ^ shortcomings in the past, and to bring our existing 
submitted memorials to Lord Crewe pointing institutions into correspondence with the national 
out the urgent necessity for taking active steps ^ needs. In this respect, we shall do well to learn 
towards educational reform, especially in con- from our enemies. The German Government spends 
nection with the teaching of science; since then іп subsidies to universities 13 millions à year—the 
Ап tation representing science professors, the ^ British Government, in England and Wales, only 
Army and Navy, commercial men, and parents £265,000. It is necessary, also, to provide mainten- 

Smet a committee of headmastérs from twelve ance grants, to counteract the temptation to with- 
" 0ш leading public schools and urged the draw students from schools when they attain the 
ощ need of giving more time to the study age of 16 to 18 years and are capable of earning 
~ english and other modern languages, of wages, and the encouragement of research after 


AME Scientific spirit into the whole school in- graduation calls for additional funds. | x 
bus e treating scientific subjects as separate . All these are excellent recommendations. e 
or Н ien Study, of abolishing compulsory Greek regret that we cannot deal with them at greater 

thema, dents, of improving the teaching of length, but we cannot too strongly urge our 


and of introducing chemistry and readers to support the movement which has prin 
into the examinations for first-class set on foot by every possible means, in order tha 


On mes, the Civil Service; the Council for this. country may be enabled to maintain its 
TSanising Briti 


applie Science 


sh Engineering Industry has issued supremacy in industry and commerce after the war. 
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‘NOTES’ ОМ ELECTROPLATING. 


By 8. V. THORP.. 


LAMP. for Plating —When an electrolyte is being decom- 
posed, the elements thus liberated have a tendency to 


re-combine, and this tendency also tends to oppose the flow - 


of current by setting up a back Е.М№.Р., во it follows that for 
every electrolyte no current can flow unless the E.M.F. 
applied is at least greater than the E.M.F. of polarisation ; 
that'is, there is a minimum  E.M.F. below which continuous 
decomposition will not take place. In the case of water, 
the chemical affinity of the oxygen and liydrogen corres- 
ponds to’ an E.M.F. of l'5 volts, so to.decompose water 
continuously an E.M.F, of over 15 volts is required. — 
The voltage for,the various baths is variable within 
certain limits for a given class of work. In any case, the 
voltage should be carefully adjusted, во as to give the 


.current best suited to the work in hand. Table I gives Ше. 


approximate voltages for various baths. 


TABLE IL—APPROXIMATE VOLTAGES FOR VARIOUS BATHS. 


Metal. Volts. 

Gold ЕЕ T ns rji Sha х5 5 to 4 
Silver Vus — set bs sir ^ ved '5 to 2 - 

. Copper (acid bath) ane zs ET id 1 to 2 

Copper (cyanide bath) ... ion -— 2 to à 

Brass a nx 2 to 6 

Platinum ... ee is 7 "ET 5 to б 

.' Nickel, strike deposit with 5 volts, diminish to 15 to 3 


Current. required for Plating.—The amount of metal 
deposited depends on the current density. Definite rules as 
to the current density required cannot be laid down, as each 
metal requires different densities, according to the metallic 
salt used, the metallic strength of thé solution, whether 
during decomposition the electrolyte is agitated or stationary, 
and whether the bath is hot or cold. Generally, when the 
current density is low, the rate of deposition is slow, but 
the deposit is hard and close-grained. 
current densities, the rate of deposition: is quicker, and the 
deposit is softer and more crystalline in appearance. If 
the current becomes excessive, the deposit becomes loose 


and powdery. Table II gives the current densities suitable 


for various baths, using a stationary solution. 


TABLE II.— APPROXIMATE CURRENT DENSITY. 


‚ Amps. per 

| Metal. sq. ft. of cathode. 
Gold Я бев | "I5 to 1'5 
Silver  .. MELOS l3to 4 
Copper (acid bath) ya E i ЫЕ 5 to 20 
Copper (cyanide bath) ... ak id . Bto 4 
Brass wes T ats = -— es З to 4 
Nieke .. — Qus eee ш. 9o ché ^ 0960 B 
Tin sis ; Я РЕР ; 7 3 to 6 


By agitation of solutions the current density can be doubled. 


Agitating the Electrolyte for Rapid Deposition.— In 


electroplating, the anodes, whicl may be either cast or 
rolled, are of the same metal as that being deposited, and 
their function is to dissolve into the solution as fast as 
metal is taken from the solution for deposition. In the 
ordinary course of things, the electrolyte immediately round 
the anode plate is richer in metal than that round the 
object being plated: With a weak current this difference 
Із very small, but the rate of deposit is slow. The quicker 
the rate of deposit, that is, the stronger the current with 
a given cathode area, the greater will be the difference in 
metallic strength of the parts of the electrolyte round the 
anode and cathode.: Should, however, the deposition of 
metal proceed faster than the metallic salts can diffuse 
from the mass of liquid to the surface of the object being 
. plated, the current will begin to decompose the other 

compounds present. "Taking, for example, a copper- 
sulphate solution, the SO, radical will unite with the water 
of the solution, and thus form sulphuric acid and oxygen. 
The oxygen, being liberated, is attracted to the anode 
plate, and forms an insoluble coating of oxide thereon. 
This increases the internal resistance of the bath, and so 
decreases the current, and once the anode becomes oxidised 
it will be unable to dissolve into the solution. The solution 
will then become poorer than ever, and only a thorough 


With higher 


cleaning of the anode will put matters right. It will he 
seen from the foregoing that, having .a still bath; the 
current, and therefore the rate of deposit, is limited, owing 
to the necessity for allowing the solution of metal round the 
anode time to diffuse. This diffusion, and, consequently, 
the rate of deposit, may be assisted by keeping the solution 


hot, about 100° F., or by agitating the electrolyte by 


mechanical means. In some cases a mechanically-driven 
stirrer is used, but the best method is to blow air through 
the solution, a pneumatic agitator being employed. 

By this system of agitation, which is used largely in 
copper-plating for electrotyping, and also for nickel-plating, 
it was found by actual trials that for a given quantity 
of work, with a stationary solution, the maximum amount 
of current that could be safely used was 35 amperes at an 
E.M.F. of 2 volts, giving 70 watts, the time taken being 
three hours. The same vat was used with an agitator, the 
same solution and anodes, and an, exactly similar load was 
put into the vat, when a current of 65 amperes at an E.M.F. 
of 3 volts was used, giving 195 watts, with every success, 


‚ the time taken being one.hour, and the deposit was not only 


equal to the previous load, but was smoother'and brighter. 
Excellent results have been obtained from plants installed 
on this system, especially in the cycle, cast-iron, and printing 
trades. üt | 
Points to Remember.—In plating it is important to 
remember that the scientific basis is the same, whether 
conducted by the amateur or the largest electroplater. 
The apparatus may be varied according to the requirements 
of the work, but the principle remains the same whether 
small or large quantities of work are done. In all branches ` 
it is absolutely necessary that the chemicals be pure, and if 
careless methods and impure chemicals are used, continual: 
troublé will result. Cyanide of potassium must ‘be 
recognised as the most used, and most important, substance 
in electrodeposition, nearly all the solutions containing 
this chemical. The dynamo is the only current-producer 
used, as to attempt working large plants with batteries is 
to-court constant expenditure. The motive power necessary 
for the dynamo: and the various polishing lathes can be 
either gas, steam, or electricity. The advantages of using 
electricity аге very great, ease of starting or stopping, 
economy of space, cleanliness, and maintenance being 
altogether in its favour. | Á 
The Plating Dynamo.—For this class of work, special 
forms of continuous-current dynamos are needed.. Design- 
ing dynamos for low voltage and high amperage entails 
difficulties in the design, for the voltage cannot be obtained 
low enough without either having few convolutions on the 
armature, or else a weak field-magnet, and machines with 
weak field-magnets give trouble on account of sparking at the 
brushes, as also do the machines with few massive conductors 
and few parts in the commutator. Special care is needed 
with the brushes and brush-gear ; copper gauze brushes are- 
nearly always used, as the drop of potential at the brushes. 


themselves, if carbon brushes are used, is more than twice 


that of copper gauze brushes, and, with such a low voltage, 
this would be serious. The brush-gear should be so designed 
that it can readily be cleaned or adjusted, many makes 
being very deficient in this respect. The matter of speed is 
very important. A high-speed dynamo means a lower 
price, but more frequent renewals, whereas a moderate- 
speed dynamo is more expensive to manufacture, but has a 
longer-life than a high-speed one of the same output. | 

À most donvenient mode of obtaining current in places 
where a power supply is obtainable, is by the employment 
of motor-generators. In some cases the fields of plating 
dynamosareseparately excited, the advantage being the control 
or variation which can be exercised over the voltage of the 


. dynamo at all loads. Motor-generators lend themselves 


admirably to separate excitation, having a- small exciter 
coupled direct on to the same shaft. . Where a very large 
collecting surface is needed on account of the large 
amperage, the dynamos have double commutators connected 
in parallel with one another. А 
The Plating Plant.—Separate shops should be provided 
for polishing, plating, finishing, and burnishing ; but in 
small establishments the polishing and finishing may be 
done in the same shop. The polishing shop, where the 
surfaces of the work are polished preparatory to plating. 18 
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equipped with high-speed polishing lathes. The dust 
given off when polishing must be carried away from the 
face of the worker; the best practice is to fix hoods over 
the revolving wheels with connections to a duct, and to fix 
the fan which exhausts the dust at the end of this duct. 
It is important; to remember that however the work is 
polished, so will it leave the plater, and no amount of 
finishing will eradieate the faults left by the polisher, 
because every imperfeetion left on the article after polishing 
remains in the same condition after plating. In the plating 
shop, the plating vats, swilling trough, cleaning and water 


CENTURY SINGLE-PHASE REPULSION- 
INDUCTION MOTORS, 


THe Century Electric Co., of St. Louis, U.S.A., has devoted its 
activities for many years entirely to the development of single- 
phase apparatus, and has built up a large business on this basis. 
Its principal product is a line of single-phase constant-speed motors, 
on which the energies of a staff of expert designers have been con- 
centrated, with the result that a type of motor has Been evolved 
which possesses valuable all-round characteristics, the aim having 
been to produce a motor which should combine with the good 


FIG. 1.—" CENTURY " SINGLE-PHASE MOTOR or 30 Н.Р. 


tanks are situated. — In all cases, wooden racks or false 
bottoms are provided for the operator-to stand on while at 
vork, and the shop floor should be provided with a slope to 
allow water to run off into a drain constructed for the 
purpose. Аз in most operations solutions and tanks have to 
be kept hot, arrangements have to be made for either gas 
or stam heating. For small plants gas is sufficient, but 
for larger plants steam is best, being far more economical 
and handy to use. 
imparts to metal goods a very brilliant finish, more lustrous 
than can be obtained by any other process. To do this, 
steel burnishers are moved backwards and forwards over the 
surface of the article, which is kept well moistened by a thick 
paste of soap and water. After burnishing, the soap must. be 
washed off with warm water and the article dried in clean 
boxwood sawdust, then polished with a soft chamois leather. 
The difference between burnishing and polishing may be 
briefly described as follows : prod 
ш һу pressing upon, or laying flat, the surface of the 
mc aig produces it by removing the projecting 
(To бе concluded. ) 
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5 International Standardisation.—In the Electrical World 
Re 24th, an interview is reported with Mr. C. le Maistre, 
in eu M of the International Electrotechnical Commis- 
Elect а end à visit to the United States as representative of the 
fr le Maist p of the British Engineering Standards Committee. 
centres of us з Visited the principal electrical manufacturing 
Dominion at nited States, the Bureau of Standards of the 
attended а ныны at Ottawa, and the City of Montreal; he 
Chi ‘ng called by the U.S. Bureau of Standards at 


“Paper on “ Standardisation " i 
AL on at the annual meeting of the 
Hats Cleveland at the end of June. At the request of the 
Brit; En ; he described the activities and achievements of 
With the rri d Standards Committee, and stated that, 
Apes ee mene that were to be issued, the ratings of 
stre could eee machinery "would be comparable. Mr. le 
ordinary generosit equately express his gratitude “ for the extra- 
With who h y and courtesy he had received from one and all” 

m he had come into contact. P 


Burnishing is the last process, and it: 


While burnishing produces . 


FIG. 2.—PaRTs OF '" CENTURY " MOTOR, 2 H.P. - 
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starting qualities of the D.c. motor the excellent running charac- 
teristics of the pure induction motor. The “Century” motor is 
self-starting on full load, without the use of any external starting 
device other than a knife switch, coming up to speed quickly, and 
is capable of carrying 50 per cent. overload, with high efficiency and 
power factor. It is illustrated in figs. 1 and 2, and we give below 
some particulars of its construction and running characteristics. 
The stator has a laminated toothed core with a pyramidal winding, 
and is connected to the supply circuit; the rotor has a progressive 
winding, connected to a radial commutator, which is in use only 
during the starting period, the brushes being lifted. and the rotor 
winding short-circuited after the rotor has attained a predetermined 
speed. The motor, therefore, starts as a repulsion motor, without 


Fig. 3.—O08CILLOGRAM OF STARTING CURRENT. 


compensating or auxiliary windings, and when it has run up to 
speed it operates as a simple induction motor with the equivalent 
of а squirrel-cage rotor. Ву, this means the highest possible start- 
ing torque is secured, together with the most efficient and steady 
running qualities. : 

The machine has been greatly improved during the last 16 years 
in both its electrical and its mechanical details, and it is elaimed 
that it compares very favourably in starting qualities with the best 
types of D.c. and A.C. motors. 

We give in fig. 3 an oscillogram showing the starting current of. 
a 60-cycle "Century" motor of small size. From this it will be seen 
that the maximum starting current at the time of closing the main 
switch was about 250 per cent. of full-load current. This decreased 
to approximately normal in about one-third of a second, and again 
increased to a maximum of about 200 percent. full-load current, being 
above the full-load current about the same length of time, as the 
motor changed from repulsion to induction. This second increase 
is due to the governor being adjusted so as to change the motor 
from repulsion to induction slightly below full-load speed, the 
motor then pulling up to speed as an induction motor,- This curve 
is typical of, all sizes when the motors are started with D.P. 
switches. In the larger sizes the governor is more closely adjusted, 
80 that the motor acquires more nearly full-load speed before the 
governor operates, and as a result the corresponding increase in 
current is less in magnitude. If the governor were adjusted so 
that it operated just at full-load speed, there would be no increase 
of current due to the change from repulsion to induction operation. - 

Ав to the operating characteristics, a recent test on a 5-H.P. 
50-cycle stock motor, carried out by the Testing Department of 


ee 


.volts. The starting current, at 412 volts. 


. single-phase motor is less than that of a 
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the Manchester Corporation Electricity 
Department, gave the following results :— 

The motor ran at 1,460 R.P.M., and was 
arranged for supply at either 208 or 416 


was about 36.amperes under all conditions 
of load, and the motor started against any 
torque not exceeding 250 per cent. of full- 
load torque; it would run up to speed 
against any torque less than 150 per cent. 
of the fill-load torque. It continued to 
run as an induction motor with any torque 
less than double normal full load. The 
temperature rise, as measured by the re- 
sistance of the stator winding, after 6 
hours’ run at 5 B.H.P., was 75° F., and 
after 6 hours’ run at 6°25 B.H.P., 95°5° Е. 
The efficiency, power-factor, &c., are shown 
in the accompanying curves, fig. 5. 

The motor is well -adapted for driving 
apparatus which requires large starting 
torque, such as pumps starting under full 
head, air compressors starting under maxi- 
mum pressuré, rock crushers which are  - 
equipped- with the necessary fly-wheel, ^ 
bakers’ machinery where the tub is full of 
dough ready for mixing. meat choppers. 
coffee mills which have been stopped with 
the burrs full of coffee, &c., not requiring 
& starter; the motor is also suited for 
operating vacuum cleaners, pumps which 
are controlled automatically, sewage-dis- 
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posal pumps, organ blowers, and heating and Fic. 4.—&ECTION OF "CENTURY" MOTOR, SHOWING THE GOVERNOR AND 


ventilating apparatus, because it can be 
Started from a distance, and starts quickly; 
and the brushes being removed from the 
commutator after attaining speed, motors 
of this type run very quietly. 

The installation cost of the “Century " 


two- or three-phase motor of the same size, 
the polyphase motor requiring at least three 
wires, and the transformer costs averaging 
about 30 per cent. greater for the poly- 
phase than for the single-phase repulsion- 
start motor. The transformer losses also 
are about 25 per cent. greater for the poly- 
phase installation than for the repulsion- 
start induction-motor installation. 

Large stocks of these motors -in sizes 
from y to 40 H.P. are carried by the : 
Swedish General Electric, Ltd., who are the 
sole agents for the Century Electric Co. in ' 
Great Britain. x 
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REPORT OF THE HYDRO-ELECTRIC POWER 
COMMISSION OF ONTARIO. 


THE eighth annual report of the Commission, covering the 
year ended October 31st last, with its 460 pages and numerous 
illustrations, constitutes an exceedingly bulky volume, and 
a record of which our Canadian friends may well be proud. 
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5.—CHARACTERISTIC CURVES OF “CENTURY” MOTOR. 


During the year the attention of the department has been 
given to the Eugenia Falls development and to acquiring land 
for the additional line from Niagara Falls to Dundas. , About 
400 miles of L.T. line have been completed, and permission had 
to be acquired for about 400 crossings of railways, telegraphs, 
&c. The possibility of obtaining an additional supply from 
Niagara, making use of the total difference in level between 
Lakes Erie and Ontario, is being considered. ES | 

Agreements were entered into with 82 municipalities; with 
the Union Carbide Co. for an additional supply of 8,000 m.P.; 

| with the Interurban Power Co., of 
Toronto, for the supply through the 
Toronto hydro-system of 3,000 н.р.; and 
owing to the supply of‘contract power 
from the Ontario Co. becoming ex- 
hausted, a temporary contract was en- 
tered into with the Toronto Power Co. 
for the supply of 16,000 н.р. A lengthy 
summary is given of the extensions car- 
ried out at the various plants supplie 
by the Commission, and a total capacity 
of 936,725 к.у.А. of transformers are. 
now installed or ordered for the various - 
stations. 

At October last, there were completed 
or under construction 1,143 miles of 
secondary transmission lines of from 
46,000 to 2,200 volts; some 45,000 wood 
poles were used, and 996 miles of single- 
circuit telephone line has been erecte 
for operating purposes. ; 

Only two total system interruptions 
occurred in the year on the Niagara 
system, each of momentary duration. 
Electrical storms occurred on, 49 days, 
the majority in certain specific areas. 
Not a single failure of the н.т. line 
occurred, and insulator trouble appears 
to have been eliminated. The 162,00 
suspension and strain units on the origi- 


LJ 
110,000-vour SWITCHES, NIAGARA TRANSFORMER STATION EXTENSION. nal line sections were tested twice lor 


dielectric strength. There are now three 
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separate circuits of steel reinforced 
aluminium cable between Dundas and 
London, with the exception of the 
Berlin-Stratford section. 

The electrical and mechanical equip- 
ment of the н.т. and L.T. stations gave 
practically no trouble, due to rigid in- 
spection and monthly tests of insulat- 
ing oil, е. А 

Inductive trouble оп the private tele- 
phone system has been successfully 
overcome by a new type of protective 
apparatus, including an insulating trans- 
former designed by the telephone in- 
spector. hs 

The capital invested in the Niagara 
system totals $8,824,549; the income for 
the year was $1,506,280, and surplus 
available for sinking fund and deprecia- 
tion. $239,629. 

In addition to the above, the Com- 
inission operates the St. Lawrence, Port 
Arthur, Severn, and Wasdells Falls 
systems, and others are being developed, 
including the Eugenia and Muskoka 
systems. 

The total capital expenditure on all 
these projects, including stock, tools, 
&c., of the Commission totals $12,582,221. 

During the year assistance and expert 
advice was given to a number of muni- 
cipal authorities, and contracts for the 
supply to the Canadian Pacific Rail- 
ways MeNieoll terminal of 800 H.P., 
National Portland Cement Co., Durham, 
of 1,300 H.P., and the Canadian Cement 
Co., Shallow Lake, of 800 н.р. were sub- 
mitted. 

Та а number of instances, the street 
lighting systems have been reorganised, 
using larger metal-filament and in some 
cases nitrogen-filled lamps. 

A financial summary relating to 
%9 municipalities supplied by the Com- 
mission in 1915 shows a gross surplus, 
after meeting debenture and interest 
charges, for the year of $702,540, or 
less depreciation, of $461,896. The num-. 
ber of lighting consumers was 117,010, - 
and of power consumers 3,818, making 
a total of 120,828 consumers. The 
kW--br. varied in cost from 11.5 с. to . 
24c. for domestic use, and from 12.2 c. 
to 13e. for commercial use, the average 
figures being 3.9 с. and 8.1с. respec- 
tively, 

The municipalities have invested 
$17,683,000 in distribution systems and 
equipment, with a fixed debt charge of 
$514,443 per annum. 

[пе report says: '* Bearing in mind that these fixed charges 


include the sinking fund and debenture retiring payments as > 


well as interest, so that the present consumers are not only 
Ping the ordinary operation, maintenance, and interest 
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nd but are retiring about 3.3 per'cent. of the capital 
tion ierat Дыш, thus automatically providing for deprecia- 
in the acco зз of any special provision which may be made 
from the unts, the phenomenal success of the enterprise 


municipal standpoint is apparent.” 


Rotary Converters, &c., LONDON SUP-sTATION. 


The various undertakings are under the supervision of 
nearly 50 inspectors appointed by the Cominission, and some 
340 municipalities are dealt with. 

The Commission maintains a purchasing department whose 
services are offered to any municipality in Ontario, whether 
connected with the hydro system or not, and during the year 
over $500,000 worth of goods, &c., have been purchased in 
this way for 132 municipalities. 

Tt is stated that savings of from 5 to 50 per cent. have 
resulted in cost through the co-operative buying, which 
is carried out by an expert staff, having the use of equipment 
for standardising and testing. The officials of the Commis- 
sion also render assistance in formulating business campaigns, 
for which complete data has been collected, and a number 
of municipalities have benefited from this service. 

Farm Power.—The report contains data relating to the use 
of a syndicate outfit and domestic electric supply by a group 
of seven farmers at Waterloo. The outfit consists of a 20-H.P. 
induction motor with auto-starter mounted on one wagon and 
transformers and a standard 3-phase meter mounted on an- 
other. ; : 

Two services are run to each farm, опе а domestic supply 
and the other a 2,200-volt service for the syndicate outfit, 
terininating at a point where it is only necessary to use 75 ft. 
of portable cable to connect the transformers with the motor. 

The domestic uses consist of lighting throughout, and the 


- use of irons, washing machines, and one or two pumps. Six 


of these consumers (outside the town) used 1,869 Kw.-hrs. for 
domestic purposes, and the seven (including one in the town) 


- used 7.203 Kw.-hrs. through the syndicate outfit, making a 


total for the seven, one of whom had no lighting, of 9,072 
xw.-hrs. The bills of the six consumers using both power 
and light varied approximately from $70 (£14) to $100 (£20) 
per annum, е averse cost per KW.-hr. being from 5 to 6.5 
cents (24d. to 34d.). | : 
ы йге AM was used for silo filling. threshing. 
sawing, and chopping; usually from 2,000 to 4,000 bushels of 
grain were threshed per farm. 21 Ud. 
Flectric Railway Projects.—The Commission has carried out 
a number of preliminary surveys of electric railway projecta 
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(since the passing of the Hydro-Electric Railway Act) cover- 
ing: some 2,000 miles. After consideration, 1t has been decided 
to adopt the 1,500 or 8,000-volt direct-current. system on “such 
Jines, and plans have also been prepared for a standard 60-ft. 
three-compartment steel car. The London and Port Stanley 
Railway was constructed and equipped under the supervision 
of Же. Commission. 7. " T f 

A- section of the report deals with the work ‘carried out by 
the: testing and research laboratories, which covered tests of 
line:material, switches, and other goods, largely. made for the 
purchasing department, but in some cases with a view to 
improving. manufacturers’ products. -The statement 18 made 
that: the only suitable instrument on the market for the 
messurement of excess power (ie., energy consumed in 
excess of a certain predetermined. “ firm power") was of 
foreign manufacture, and efforts are being made to find a 
suitable substitute of home manufacture. Dos 

ests were carried out on cooking. stoves of six different 

makers, and curves made of temperature and energy con- 
sumption, and from the data obtained the comparative costs 
of doing various classes of cooking were calculated. | 

Inthe lamp laboratory a great many tests were carried 
out; the report: states that gas-filled street series lamps have 
entirely replaced the vacuum series lamp, and are rapidly 
replacing all arc lamps except the most improved (luminous 
агс)- фуре. . - oa | ЖОШ 

he illumination laboratory, amongst other work, carried 

out а безі to ascertain the extent of fire risk when using gas- 
filled lamps in show windows, and certain limits have since 
been imposed by the inspection department as a result. The 
photographic: department supplied about 1 ,000 prints during 
the year, and filed 2,000 new negatives. - | 

The report concludes with a lengthy section on hydraulic 
investigations, and contains а reference to. the preliminary 
surveys carried out in connection with a possible scheme for 
utilismg the unallotted surplus of water available at Niagara, 
with an effective head of not less than 300 ft. >- 

The report is, as usual, an instructive commentary on the 


progress of the Hydro-Electric Commission's undertaking; if . 


it Jacks anything to our eyes, it is in the absence of any 
general indication as to the classes of consumers being served. 


To'judge of the merits of an undertaking, one needs a com- 
prehensive idea as to the conditions obtaining in the area of 


supply. 


WAR ITEMS. 


Entertaining ‘‘ Tommy.’’—Quite recently the girl workers 
of Pope's Elasta Lamp 
tained 190 wounded. men at the Shepherd's Bush Empire. 
About a fortnight later, the same girls gave a tea and outing 
to another 60 men in Kew Gardens, and those who could not 
join the party received cigarettes at the hospital. A third 
event is now being arranged for, and another 60 wounded 
soldiers are to be taken to Kew Gardens to a similar treat. 

Export .Prohibitions..-A special. and . bulky Supplement 
to the Board of Trade Journal for. July 18th gives full infor- 
mation respecting prohibitions of елрогі in force in British 
India, the Self-Governing Dominions, Egypt, and certain 
other British possessions. | T 

To. be Wound-up.—The -Board of Trade has ordered’ the 
following companies to be wound-up :— 

. Platte. Scheele & Co., Ltd., 18-19, Queenhithe, London, 
E.C., merchants and agents for electrical goods. Controller: 
G. W. Roberts, 188, Wool: Exchange, Coleman Street, Е.С. 

Leeds Meter Co., Ltd., Tower Works, Armley, Leeds, water 
meter manufacturers. Controller: W. Simpson, 19, Bond 
Street, Leeds. . - aes sae d 

Kirchner. & Co., 21-25, Tabernacle Street, London, E.C., 
‘wood-working machines, &c. Controller: J. Fraser, 31, Cop- 
thall Avenue, London, Е.С. ЖИ: | 

British Hulm Metallic Packing Co., Ltd., Snowdon's Wharf, 
nee Tondon, p manu aetu er of metallic packing for 

engines, &c. Controler: J. E. Wil: 2 і 
Street, London, Е.С. DES RENE 

- Poldi- Steel. Works, Sheffield, steel: manufacturers. . Con- 
traller: "А. D. Barber, High Street, Sheffield. . 
нА "E Ae рш London, Е.С. Engi- 

-tool manufacturers. Controller: A. T 
41 , Coleman Street, EO. -— d 
-The Board of Trade has revoked the order winding п 
· Phonotas Co., Ltd., London, W.C., sanitary system for dean 
ing: telephones. | : Tu" 
. _ Exemption Applications.—At Southwark Tribunal, Mr. B. 
. E. White, electrical engineer, in applying for exemption, stated 
that before the war he employed between eight and ten men, 
but now had only a man and a boy left. He had to work 
double time himself on repairing electrical motors. He was 
granted conditional exemption on joining the Volunteer Train- 
ing Corps.—The Imperial Lighting Co. (Implitico, Ltd.), elec- 
. tric sign contractors, applied for the exemption of a general 
© and electrical engineer. Out of 42 hands before the war, 12 
had joined up, and they had only one engineer left out of 
eight. He was the only man in the machine shop, where 


orks, at their own expense, enter-. 


they. had a number of boys and girlà at work. -He was 
granted three months’ extension on joining the V.T.O: . 

At Battersea, Mr. Pope, trading as F. Williams, electrician, 
appealed for total exemption. He said he was a contractor 
for electric. lighting, bells, motors, &c. Не had been in husi- 
ness ten or twelve years. His partner was in the Army, and 
he allowed him 10s. a week, and did all the work himself. He 
was allowed a.month’s final extension. a A 

Before the Hastings Tribunal, Mr. H. Blackman, of Messrs. 
Upfield & Son, appealed for Mr. R. H. Pattenden, electrical 
contractor. He could not get anyone over military. age, аз a 
substitute. Two months allowed. КОНЕ QM 

. Conditional exemption has been granted to Thos. O. Palmer, 
ues at Hadham Hall (Herts), the seat of ‘Mr. Wm. 

inet, бо. 

Nantwich Tribunal has conditionally exempted, on the 
appeal of Baroness W. Schroder, the electrician at her Red 
Cross Hospital at Stapeley House, where he has been engaged 
for some years. The Military assented. | 

At Stratford-on-Avon, the Electricity Co. appealed for А. 
R. Bailey (94), technical clerk and responsible person when 
the manager was absent. The Military did not assent, con- 
tending that appellant's work could be done by a man over 
military age. Ав appellant had been rejected, a fortnight. was 
allowed for him to go before the Army Medical Board. 

Mr. G. Miller (40), assistant electrician at the Haggerstón 
Military Hospital, Berwick-on-Tweed, has been given exemp- 
tion. "m x | 
At Deal, Мт. R. M. С. Strebbins, electrician, who ‘isa 
member of the Society of Friends, appealed' as a conscientious 
objector, and was granted conditional exemption on joining 
the Friends’ Ambulance Unit. EE ud 
— Mr. А. R. J. Creasey (31), manufacturer of electrical 
switchboards, of Herne Bay, who was refused any exemption 
by the local Tribunal, appealed to the East Kent Appeal 
Court on July 12th. The appeal failed, and Mr. Creasey was 
refused leave to go before the Central Tribunal on the ground 
that.he was not engaged in а reserved occupation as an engi- 
neer. 7 ch 

At Reigate, on July 11th, Mr. Makovski, of Messrs. Tamp- 
lin & Makovski, electrical engineers, applied for exemption for 
their inside manager (Mr. H. Francis, 27), who also appealed 
on-.personal and conscientious grounds. The case had been 
adjourned for a medical examination, and it was announced 
that Mr. Francis declined on conscientious grounds to be 
examined. The Tribunal refused exemption, and it was an- 
nounced that Mr. Francis would not be called up for a month 

Newcastle-under-Lyme Tribunal has given three months’ 


exemption each to two employés at the Corporation electricity | 


works. 

Mr. 8. Terry (28), electrical engineer, of Canterbury, ap- 
plied for an extension of his three months’ exemption, and 
also for an employé named Elliot (88), engaged in wiring 
work. Mr. Terry contended that he was serving national in- 
terests as he was carrying out important contracts. Each was 
allowed six months. | 7 AT. 

Broadstairs Tribunal granted conditional exemption to seve- 
ral employés of the Isle of Thanet Tramway .Co., on the 
ground that they were engaged in work of national import- 
ance. The Military assented. : f . 

At Southend-on-Sea, an electrical ene (35), for mine 
years in business, appealed on the ground that military service 
would mean the closing of the business. Не said that he 
had only two youths to assist him., Final exemption until 


_ August lst was allowed. 


Hemel Hempstead Tribunal has given conditional exemp- 
tion to Mr. J. McDermot, manager of the electrical depart- 


ment of Messrs. Dickinson, & Co., and three months to A... 


Young (27), the firm's electrician. | 

Conditional exemption has been conceded, at Bath, to G. 
N. Slipp (22), stoker at the electric tramway works, and to F. 
Gilham (30), a brakesman with the Tramway Со. 

At Maidenhead, Mr. W. Hogarth Vevers, jun. (26), elec- 
trical engineer, responsible for the business of Mesars. W. H. 
Vevers & Son, has been exempted until October lst, on con- 
dition that he joins the Volunteer Training Corps. Similar 
exemption was conceded to Mr. W. L. Chubb, assistant engl- 
neer and deputy-manager of the electricity works; an until 
January Ist to Mr. W. Н. Arundell, electrician, who 13 
‘* badged."' = ‚ 

Maidstone Tribunal has given conditional exemption lo T. 
Cooker, driver оп the Corporation tramway staff, who has 
served 17 years in the Army; and has given until September 
19th, by which time it is expected they will receive the pin 
form, to seven other drivers, the chief clerk and stores super- 
intendent, a turner and engineer, and an inspector on the 
tramway staff. . | : 

Ai Watford, a certificate of conditional exemption has been 
granted to Mr. J. W. Russell (32), electrical fitter., 1 

Maidstone Tribunal has given two months’ respite to Mr. 
A. Leach (36), electrical engineer, to produce proof that he 13 
an American subject. | ‚ Mr. C 

Settle Tribunal has given conditional exemption to E А 
А. Copinger, engineer and manager to the Bentham Electric 
Supply Co., Ltd. Z ons . 

AL Clayton-le-Moors, exemption until the end of September. 
with leave to appeal further, was granted to au electrician. 
aged 32, on condition that he joins the Volunteer Training 
Corps. 
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At Amersham, on July 9th, Mr. S. Beeson (96), electrician, 
of Chalfont St. Giles, appealed on the ground that he was 
running his business single-handed. Dismissing the appeal, 


the Tribunal requested the Military to delay the calling-up. 


for a month. . . 
When the Imperial Tramways Co. asked the Middlesbrough 
Tribunal for the exemption of a coach-painter employed on 


the Middlesbrough, Stockton and Thornaby system, Mr. A. В. . 


Forbes (solicitor), described the man as absolutely indispens- 
abla for keeping the cars in proper order. Six thousand muni- 
tion workers were conveyed to and fro.on Teesside on the 
company's system, and an inspector who recently went over 
the company’s premises for the purpose of “ combing out” 
had not taken a man. The Tribunal announced that as the 
cosch-painter was not indispensable to the running of the cars 
and was of Army age, the appeal would be dismissed. 

At Farsley (Yorks.), the Morley Electrical Engineering Co. 
appealed for a foreman armature winder and electrician, aged 
35, and for a turner, aged 35. Mr. Summerscales, a member 
of the firm, spoke of the value of these men, in that at the 
present time it was practically impossible to get men in 
these trades. They were in use in ''controlled " establish- 
ments, who would not give them leaving certificates. Condi- 
tional ехефрііоп to September 30th was granted. 

Temporary exemption till October 3lst has been granted, at 
Rochdale, to Mr. G. L. Adamson, who appealed for Mr. F. 
Rothwell (manager) and Mr. A. B. Hopkins (electric fitter). 

At Southport, John Ainscough, who said he was a munitions 
"ease Worker " in the employ of Messrs. Schofield & Wright, 
electricians, appealed on the ground that he had bad health. 
and also that. it was in the national interest that he should 
remain in his present occupation. He said he would be 41 
years of age within a week. The appeal was adjourned ‘so 
that appellant might go before the Medical Board. 

At St. Annes, Mr. H. W. Laing, manager of the Blackpool, 
St. Annes and Lytham Tramways Co., Ltd., appealing - for 
two motor-men and a foreman of the track repairing staff, 
said that out of the traffic staff of 125 he had lost 110 men. 
Conditional exemption granted. Ae. 

Enemy Aliens at Birmingham.—Birmingham Chamber of 
Commerce has adopted. the following resolution in reference 
to enemy aliens :— 


That all members of the Chamber of enemy origin, who have not become 
denationalised of their enemy origin and have not been naturalised in the 


British. Empire for at least 20 years, are requested to resign their member- . 


*hip. This applies also to limited liability companies or firms whose share 
capital is held to the extent of one-third or more by persons of enemy origin, 
and to limited liability companies one-third or more of the directorate of which 
are held by persons of enemy origin. : 

Australia and Enemy Shareholders.—A Reuter dispatch 
from Melbourne states that the Minister of External Affairs 
will shortly take legal action against the companies incor- 
porated in Australia which have not complied with the pre- 
cautionary regulations rendered necessary by the war regard- 
mz enemy shareholders. 


Some Carville Resolutions,—At a well-attended meeting 
of the employés of the Newcastle-upon-Tyne Electric Supply 
ù. at Carville Power Station, the following resolutions 
Were carried unanimously :— 

1. That this meeting considers it the duty of the State 
to provide adequate pensions for all men (and those dependent 
ол them) who are disabled in the war, and also for the widows 
and dependents of those killed, seeing that the men met 
ш death or received their injuries while serving the 


a Seeing that any advance in wages that the employés of 
e Newcastle: Electric Supply Co. have received during the 
уулы m no sense proportionate to the advance in the cost 
| ving, we regret that we are not in a position to start а 
nranch of the War ‘Savings Association.—Newcastle Journal. 
coy fading With the Enemy: Prohibitions.—The “ London 
жү dated July 18th, contains further lists of bodies 
р Persons with whom trading is prohibited in the follow- 
ПЕ countries :—Argentina, Bolivia, Brazil, Chile, Denmark, 
о Japan, Netherlands, Norway, Spain, Sweden, U.S.A., 
č; also variations in previous lists. 


mo айфон; ' of German ` Plant.—Wec recently quoted 
Shanghai 16 Mr. T. Н. С. Aldridge, electrical engineer to the 
AEG a in Council, concerning the breakdowns of the 
ation, Our орам installed at the Riverside power 
1916. one of ria C3 will be interested to learn that on June lsth. 
doned lust ra UOU-KW. alternators, which Wits only commis- 
either ез i broke down very budly. Some of the stator coils 
in part of ‘he ics or went to earth, causing a very bad burn-out 
and the iron la ao to such an extent that the eopper conductors 
the insulation of E became entirely fused together, whilst 
То tepair Biss i the end windings wus completely burnt off. 
then it is doubtful ea will take at least three months, and even 
of зрратцтца Oran icther it can be regarded as à reliable piece 
tiree have al ‘ail AE four A.E.G. turbo-generator sets at Riverside 

i “acy seriously broken down, This sort of thing: 


А Amage the venntes: = . : 
ш the Far Fast, reputation of German manufactures very seriously 


dm 


ТАЕ Оп, Fon ELECTRICITY GENERATING | PLANT.—RSUPFOLK: 

ELECTRICITY Co, AND GERMAN PATENT.. p 
ON Thursday last week, before the Controller, Mr. Temple Franks. 
and the Deputy Controller, Sir Cornelius Dalton, in the Patents 
Court, the Suffolk Electricity Supply Co., Ltd., applied fora licence 
to use a German patent in connection with their electricity under- 


taking for the town of Felixstowe. The patent in question was 


No. 4,908, of 1909, in the. name of Konrad Aust, of Essenerstrasse 11; 
Berlin, for a mechanism for employing tar oil. instead of American 
oil fuel, in engines for generating electricity. It provides for an 
arrangement whereby, in an internal-combustion engine in which 
the fuel i8 injected by gas under pressure through an atomiser, а 
small portion of fuelis supplied directly to the admission pert of 
the eylinder without passing through the atomiser, through a 
separate duet, this duct being eut off from the chamber only 
during the ignition period. The appliance is, in substance, an 
auxiliary pump which injects oil of lower ignition temperature in 
advance of the main fuel oil. It is by this means only that tar oil 
сап be used for driving engines of the Diesel type. | 

COUNSEL explained that he understood that by this contrivance 
the tem perature of the air was raised for the ignition period by a 
small injection of petrol, sufliciently to vaporise the tar. The 
Suffolk Electricity Supply Co.'s applieation was opposed by Messrs. 
Mirrlees, Bickerton & Day, Ltd.. for whom Mr. Courtney Terrell 
appeared. Mr. Imry represented the patentee. : : | 

Opening the case for the applicants. Мк. NAPIER PRENTICE: 
their secretary, explained that firms with electricity-zenerating 
plant found very great difficulty to-day in obtaining supplies of 
American fuel oil. In addition to obtaining security of supply. 
the Suffolk Electricity Co. hoped, with the aid of this new device, 
to сої down their fuel bill by half. Manufacturers whom he had 
approached asked £863 for making and fitting this special. 
appliance to two engines. He understood that it was because of 
the price tixed by the British licences from the Germans that the 
cost was not smaller than this. If the Board of Trade would give 
the Suffolk Electricity Supply Co. a licence for this auxiliary pump, 
he was confident that he could make and fit it for £60, all told, to 
two engines. For 112 tons of oil, which the company used last 
year, at the present price the cost would be £960. By using tar 
oil for a similar amount of work. the eost would be brought down 
to £576, a saving of £384 for fuel. But if it cost £363 to fit this 
apparatus for 470 H.P. to but two engines. it would hardly be worth 
while to makers of electricity. unless it were guaranteed that the 
war would last more than another year. The purchase of American 
oil was against the national interest to-day ; it was to the national 
interest to encourage the use of tar oils in Diesel engines. 

Mr. TERRELL explained that the opponents, for whom he 
appeared, were the sole licensees under the patent in this country 
before the war. They paid a large sum for the licence—& 1,500 
down. They had the equipment and plans for making. and could 
meet the entire demand. If there was anything they could not 
cover, they were ready to issue licences to sub-licensees. 

The CONTROLLER: I imagine the legal opinion as to your 
licence would be that it is suspended during the war. If it is so. 
we may treat your licence as non-existent. I am not sure vou 
ought not to have come here to get а licence yourself. 

MR. TERRELL : It may be that that is what we ought to do. We 
have either supplied. or contracted to supply, 22 firms with a total 
horse-power of over 4.000. КАЙР | 

The CONTROLLER: You are the only people who can supply this 
improvement at present, and you can charge what you like. If 
you charge a reasonable price, I admit there is something to be 
said for maintaining your position. But the Board of Trade must 
supervise, and here comes the opportunity for us to exercise that 
oversight. 

Mr. TERRELL then called as witness Mx. CHARLES Day, 
managing director of the opposing firm, who said that on November 
29th, 1912, they entered into agreement with the patentee by 
which they paid £1.500 in cash and agreed to pay a royalty of 
2s. 6d. per horse power on all engines fitted: They experimented 
to ascertain how many varieties of tar oil could be used with 
these engines, and had to set upan installation for distilling tar 
oil. In the beginning they found great difficulty in getting tar 
oil, They engaged a chemist who had been chemist for a tar 
distillery, and had to use their distillery for the supply of tar oil 
to their eustomers. Including puyment for the patent, their pre- 
liminary expenses caine to £3,000, In their price they added the 
За. 6d. royalty for the patentee and 2s. ба. for themselves towards 
a sinking fund to recoup themselves for this preliminary outlay. 
The prices of fuel oil began to creep up a year after the outbreak 
of the war. They had been froin £3 to £i a ton. In January 
last they were £8 to £9. Tar oil cost £3 or £3 108. Mr. Prentice 
said he hoped to get it at £4. It varied according to the district. 
This complicated and delicate piece of apparatus required consider- 
able skill to install. Personally. he should object to uny stranger 
fitting it to an engine he had anything to do with. The £360 
price cited was not. unreasonable. His firm were pioneers in this 
matter, yet they had not had an inquiry from the company. To 
everyone who made this type of engine they had offered a licence 
to make this special apparatus, with the benefit of their experience 
us to details of manufacture and drawings, These auxiliary 
pumps had to be watched after fitting, and taking into account 
all the risks the manufacturer ran, the price was not excessive. 

The CONTROLLER: Dout you think that. like so тапу more 
people in à similar situation. you were rather “done” by this 
agreement ? | 
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Mr. Day said : Not at all. . 

The CONTROLLER: I have seen agreements here that have 
absolutely astounded me that anybody could enter into them. 

Asked by MR. TERRELL ав to the possibility of the Suffolk Elec- 
tricity Supply Co. making this apparatus, MR. DAY replied that he 
would not speak of its possibility, but he would speak strongly 
against its desirability. 

Called on behalf of the opponents, Mr. HUGHES, of Messrs. 
Willans & Robinson, Ltd., Rugby, said he thought Messrs. Mirrlees, 
Bickerton & Day's prices were reasonable and fair. His own firm 
at Rugby built the Suffolk Electricity Supply Co.'s engines, and 
they had now practically concluded arrangements to receive a sub- 
licence from the Stockport firm. . 

Mr. Day: As to Mr. Prentice's hopeful figure, with several sets 
going through at the same time, the apparatus would cost £150. 

The CoNTROLLER (to Mr. Prentice) : How did you make up your 
£60 for fitting two engines ? 

Mn. PRENTICE : It is quite a simple affair— £10 for making the 
pump, £10 for fitting to the engines and running the pipes to the 
valves, and £10 for sundries—a small distributor, «c. It is 
nothing, more than a pipe conveying the tar oil to another position. 
I simply want to put the oil in position to enter in advance of the 
main charge, and that I can quite easily do for the sum I have 
mentioned. 

Мв. Day: Mr. Prentice apparently profoses one pump for three 
cylinders. One is needed for each, according to our experience. 

The CONTROLLER. in announcing that he would report on the 
hearing to the Board of Trade, suggested that the electricity com- 
pany might like, if the makers of their machines were receiving a 
sub-licence. to get into communieation with them. 


NEWALL v. ELECTRO-FLEX STEEL Co., LTD. 


IN the Chancery Division, on Friday last. Mr. Lavington, on behalf 
of the plaintiff in this debenture-holder's action, applied to Mr. 
Justice Astbury for the appointment of a receiver and manager of 
the defendant company. Counsel said the debentures had become 
payable on the ground that the company had passed a resolution 
for voluntary winding-op, That alone made the debentures pay- 
able, and there were other conditions that had not been complied 
with. The company consented to the application. The company 
was doing work of national importance, and it was important that 
it should -be continued, and he asked leave for the receiver to 
borrow moneys up to £5,000. The company had to purchase 
machinery and plant, and money was also required to pay wayes. 

His LORDSHIP appointed a receiver and manager, but referred 
the application for leave to borrow £5,000 to Chambers, remark- 
ing that it was a very large sum to empower the receiver to 
borrow. He, however, in the meantime, rave leave to borrow 
£500 for wages. 


— ee 


Cox-WALKERS, Ітр., r. S. DIXON & Son, LTD. 


AT the Richmond County Court, plaintiffs, of Darlington. sued 
defendants, electricians, of Leeds, for the sum of £16 18s. 2d., for 
goods supplied at the Richmond Camp. According to the Jlurk- 
shire Herald, it was stated that the parties had contracts for laying 
down electric mains at the Camp, and, as the defendants ran short 
of materials, the complainants let them heve a quantity on the 
understanding that they would-be replaced. Since then the prices 
of certain articles had gone up considerably. 

His Honour, JUDGE TEMPLER, said he believed the story of 
Messrs. Cox-Walkers that the goods had to be replaced. and not paid 
for at cost price. The prices had gone up considerably since the 
arrangement, and it was not right for the complainants, who had 
obliged the defendants, to lose by it. He gave a verdict for the 
plaintiffs, with costs. 


MADRAS ELECTRIC SUPPLY CORPORATION, LTD. 


IN the Chancery Division, оп Tuesday, Mr. Justice Astbury con- 
firmed a reduction of capital of this Corporation by writing off £2 
per share from the ordinary shares. The preference shareholders, 
Mr. Chinnery stated, were to give up last year's dividend, and were 
to take it in fully-paid shares. In an affidavit, the chairman said 
the installation in Madras became very defective, and the result 
was that they were unable to make any profit out of it. But new 
plant had been erected, from the issue of further shares and 
debentures. 'The plant was now in full working order, and last 
year they made a substantial profit; the company wished to 


Pan advantage of the improved prosperity to write off the balance 
of loss. 


French Industries.—A central association has een 
formed in France to facilitate the resumption of industrial activity 
in the districts at present in the hands of the enemy. when the 
latter have been expelled. It will devote itself to the re-establish- 
ment of plant and stocks, and of labour, to hastening payment for 
goods requisitioned and indemnities due to industrial concerns. and 
to facilitating the raising of loans to enable manufacturine opera- 
tions to be resumed as quickly as possible. The association embraces 
all kinds of industries, and will co-operate with other trade groups 
and associations to prevent waste of effort, — La erue Llectriqgue. 


REVIEWS. 


Examples in Magnetism. By Prof. F. E. Austin. Published 
by the Author. Price $1.10, in U.S.A. 


From a perusal of other works by the same author we are 
led to expect a high etandard of practical value on taking up 
this book. Nor are we disappointed in the outcome. The 
text is arranged in the form of a dozen ''lessons,"" in each of · 
which sev topics are dealt with along the following uniform 
lines: First there is stated an example designed to bring out 
the desired points. The laws bearing on the matter are ex- 
plained briefly, and the algebraic or symbolic expression of 
them is given. The known data are tabulated systematically, 
and the complete solution is worked out, each step being 
explained. "Next there is given a problem resembling the 
example which it follows. The answer to this problem із 
given, so that the reader can test his understanding of the 
instruction imparted by the example. Finally, there is a 
second problem dealing with some other phase of the same 
subject. No answer is given to this problem, and the student 
is thus left to apply the principles illustrated by the example 
in a different manner, and also to devise a means gf checking 
his result. The author then proceeds to the next Topic, and, 
since the topics themselves are well arranged, it will be seen 
that the reader who works conscientiously through this 
volume is well equipped to deal confidently with any magnetic 
problem or its application. 

The author attaches special importance to a clear under- 
standing of the principles of mechanics, and certainly does 
his best to help the reader to this end. The first’ lesson is 
devoted to а brief explanation of trigonometrical ratios and 
relationships, and includes a handy collection of formule 
relating to trigonometrical functions of the sum and difference 
of angles. Trigonometric solution of triangles and the resolu- 
tion and composition of forces form the bulk of the second 
lesson, and there then follows a statement of symbols, nota- 
tion, English and metric units, equivalents and definitions, 
all arranged so as to be convenient for reference. The force 
of gravity, moments, and couples being dealt with in Lesson 
IV, the reader has by this time à knowledge of the funda- 
inental principles and methods of trigonometry and mechanics, 
as required for the solution of magnetic problems. The general 
nature of magnets, magnetism, fielde of force (magnetic and 
otherwise), and magnetie poles are then explained, and the 
next lessons are devoted to elementary calculations concerning 
the force between magnetic Tos and between magnets sus- 
pended in various ways. e componente of the earth's 
inagnetic field and their bearing on various magnetic prob- 
lems are next considered; then the resultant field due to two 
poles; and the restoring couple on a magnet deflected in the 
earth's field. Further examples on magnetie moment, pole 
strength, and the investigation of the earth's field and its 
effects follow, and it is worth noting that the author has во 
designed and framed his problems as to make them very 
inetructive and of much more interest to the reader than the 
purely academic problems which are во often used to depress 
the student of this subject. The concluding leeson deals with 
the comparison of strengths of magnetic fields, and includes 
a collection of pithy paragraphs containing useful information 
yegarding the materiulg and properties of magnets, and 


-methods of mapping magnetic fields. The book is very well 


indexed. and is thoroughly useful as a work of reference. 
whilst the large number of examples and problems make it 
very suitable as a text-book either for class tuition or private 
study. Considering the cost of setting up the numerical 
examples, the price of the book is not excessive. 


ee 


The Electric Railway. By A. Morris Buck, М.Е. London: 
Hill Publishing Co. Price 12s. 6d. 


This book is stated by the author's preface to be intended 
as a text-book for the instruction of advanced students who 
may be assumed to have a fundamental knowledge of 
mechanics, to have taken power plant and transmission line 
work as independent courses, iud who wish to specialise 1n 
electric traction. United States students are meant, but there 
are now similar facilities in various British centres, and 3 
distinct demand exists for such a specialised text-book as the 
author aims at. i . 

The first chapter starts with a statement of the importance 
of transportation as a necessity of economie development and 
civilisation, and a short historical account is given of the 
trunk-line railroad and of the street railway in its various 
stages. Electric systems are classified by the characteristics 
of the motors used under three heads: direct-current series 
wound, single-phase alternating current, and three-phase alter- 
nating current. A brief statement of the advantages of elec- 
tric systems follows, winding up with the statement that the 
superiority of electric power is great enough to warrant its 
consideration for any class of railway service, and that its 
use is the more desirable almost in proportion to the density 
of the traffic. 

The Mechanics of Traction dealt with in the second chapter 
shows first how the secondary units used for the solution of 
problems relating to the motion of trains have been derived 
from the elementary laws of motion, and then defines the 


components of train resistance. Dealing with gradient resist- 
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ance, it is suggested that the tangent of the angle of inclina- 
tion to the horizontal, which is the surveyor's gradient, differs 
so little from the sine of the angle, which is the resistance 
factor, that for practical calculations the former may be 
taken. It might be added that the tangent factor gives a 
margin on the safe side for the power required, but that when 
the gradient approaches the limits for adhesion working the 
difference becomes important. This is, perhaps, outside rail- 
way work. | | ; 
The speed-time curve is next considered, and the su eriority 
of this curve over the alternative distance-time or acceleration- 
time curves in respect to the information afforded is pointed 
out. The method of plotting it from given data is gone into 
with considerable thoroughness, following Mr. Mailloux's well- 
known paper on the subject, in which the characteristics of 


the motors to be employed are the principal data. This is - 


hardly the most logical course. What one really has to dis- 
cover in a practical case 1s the motor equipment needed to 
run trains of a given capacity at various speeds, and from 
that investigation to derive the most economical speeds and 
equipments. In practice, -too, the investigation has to be 
made for a whole route, not only for the individual runs 
making up the route, arid though it is true that an equip- 
‘ment which will make the most difficult individual run at a 
required schedule speed will give at least that speed over the 
whole route, it 1s also true that it may be more economical 
to use a smaller equipment, and to calculate on the speeds 
of the individual runs varying with their ease or difficulty 
аз always happens in practice. É 

Chapter III describes and classifies the various types of 
motors used or available for railway work, first by the char- 
acter of the current supply and the motor structure, and, 
secondly, by their performance characteristics. The recent 
return to field-control of speed made possible by interpole 
construction is duly noted. АП the discussions of motor per- 
formances and efficiencies are qualitative and general, except- 
ing as regards the characteristic curves, which are figured; 
and, further, а good deal of general knowledge of the prin- 
ciples and technicalities of motor action is taken for granted. 
Subject to these remarks, the treatment of alternating-current 
motors m their different varieties is quite good, but it will 
not take the place of more specialised treatises, or help the 
designer. 

The chapter on motor construction is slightly historical and 
otherwise confined to the mechanical arrangements and 
materials of construction in the various classes of motors. 
The chapter on control arrangements is an excellent one, 
diving sufliciently detailed explanations of the principles of 
action and their practical application for the various supply 
and motor schemes in use, including single and three-phase 
equipments, with a brief notice of phase-splitting and rectify- 
ing devices for obtaining continuous from alternating current. 

The determination of power requirements from the elements 
ol speed-time curves, train resistance, and gradients is dealt 
with in a satisfactory way, mostly by graphical methods. The 
use of the polar current-time diagram (adapted by Mr. Mail- 
loux fron Dr. Fleming's Alternate Current Transformer) is 
given deserved prominence for obtaining the R.M.s. value of 
motor loads. Braking is dealt with in a chapter to itself 
much more fully than usual. i 

The chapter on “ Cars and Car Equipment ” is necessarily 
үз mixed in subject, including collectors, lighting, heating 
a other auxiliaries, but it contains a description of the 
went types of passenger car, the seating and door arrange- 
пе, their relative advantages and drawbacks, which is 
da Ee and of high value. Traffic managers will find 
e A хі information, representing the cream of American 
ш. rhe on this important matter. The design of trucks 

e pes. locomotive Is gone into with considerable full- 
er aia warning that finality in such design has not 
aoe has little space devoted to it, the treatment being 
alje Ni Ren It ДН have been better to omit the 
is ЖТ “ке аш x ә the electric railway, and there 
i i Aper ee distributing circuit leaves much to be 
effect dimi Spo lem of most economical distribution is in 
is. ens as too complicated for general solution, and 
at all loach tee of return feeders is not discussed 
Overhead the methods in use are generally described. 

ad and third-rail construct d ith 1 
what cursory de he ction are dealt with in a some- 
the treatment на Жыллык. criticism applies generally to 
ёл eration. ations, transmission lines, and power 
1gnalli 
full "ena Systems To. T well described, with specially 
more might hace e “circuiting for various conditions, but 
een said as to the relation between signal 


spacin 
€ and block lengths, and the train service and speed 


Provided for. 


f ; 
"Systeme wing, chapters of the book are concerned with 
is а short deseri Engineering Preliminaries.” The former 
single-phase gy tin lon of the continuous, three-phase, and 
ue ioter ems in relation to the traffic requirements. 
strongly for the y that the concluding paragraph decides 
ground that the Чадіе-рћаве System for heavy service, on the 
4 converting о ui lity to use any known type of motor with 
à universa] E ed Іршепё on the locomotive makes it as near 
the alternatin m as can be obtained. It is doubtful whether 
the author bob Ee commutator motor will survive, says 

i ms 15 only an incident to the successful 


development of the single-ph i 
-phase system. Whi 

Hs mows that the author has the courage of hie pese 
e final chapter, Engineering Preliminaries,” is, natur- 
a у, only a sketch, but it lays proper emphasis on a careful 
estimate of traffic possibilities and indicates by example how 
such estimates can be arrived at with fair accuracy. 

gt has to be said that the book does, on the whole, fulfil 
the author’s purpose, that it is a valuable addition to the 
resources of students specialising in electric traction, and by 
no means without value to engineers and, managers designing 
and operating such systems. The various sections are not of 
equal merit. Some of the chapters might very well have 
been omitted, as they deal with subjects somewhat off 
the main track of the book, which must themselves be 
specially studied. There are certain signs of haste and in- 
effective proof-reading, such as the repetition, sometimes in 
almost the same words and within a few lines, of the same 
statement. There are also somewhat numerous cases of 
obscure wording, not all of them due to Americanisms. In 
few cases, however, will these conceal the author's meaning 
from a careful reader, and though the Americanisms jar a 
little on British readers with a preference for the constructions 
they are accustomed to, they do not detract from the. prac- 
tical value of the book. 'lhe diagrams and illustrations are 
good and clear, containing nothing of the catalogue order, 
which wastes so much space in many technical books, —H.M.S. 


‘A Treatise on Electricity. Ву F. B. Prppuck. Cambridge 
University Press. Price 14s. net. 
The title of this book gives little idea of its scope; it is not 
an elementary treatise on electricity, but an advanced text, 
covering both the theoretical and practical sides of the subject 


as far as this can conveniently be done in a single volume. ' 


And it is not an ordinary type of advanced text-book. The 
first eight chapters contain all the matter usually found in 
advanced texts, while the remaining chapters form introduc- 
tory accounts of special subjects which the author suggests 
may be consulted by students before starting on treatises 
devoted to them alone. Some of these introductory accounts 
appear to us to rival in clearness and completeness the more 
pretentious volumes to which they are intended to lead; they 
certainly provide all that is necessary for a thorough under- 
standing of even the most advanced sections of theoretical 
electricity. 

It is thus evident that Mr. Pidduck’s book is not intended 
for beginners; rather is it a book whose proper reading and 


digestion would be substantial fare for the student who 


aspires to an honours degree in physics. 

The first chapter is a mathematical introduction, and deals 
straightforwardly with all the mathematical conceptions 
necessary for a proper study of magnetism and electricity : 
vectors, Green’s transformation (attributed by the author to 
Gauss), Stokes’s theorem, the equations of wave motion, and 
Bessel functions. Chapter II is devoted to magnetism, an 
Chapter III to electrostatics; both subjects are treated mathe- 
matically and experimentally, and suitably illustrated. A 
very useful account of the theory of dielectrics 1s given, the 
prismatic crystal method of mapping electrostatic fields is 
described, and illustrations are given of two condenser fields. 

Into the next 100 pages the author has condensed all that 
matters in the subjects of electric currents and a ap 
effects of currents. Starting from simple cells and galvano- 
meters—and thus leaving very little, even of the most ele- 
mentary matters, to chance—we have a thorough treatment 


of units, resistances, Ohm's law, and measuring instruments of. 


all. kinds, including moving-coil, string, and ballistic galvano- 
meters, electro-dynamometers, and current balances. Two 
sections in this part of the book, one on resistance thermo- 
metry and the other on the equations of the electro-magnetic 
field, serve as convenient stepping-stones to two later chapters 
—on thermo-electricity and electric oscillations. i 

The treatment of thermo-electricity is a delightfully-written 
summary of the Seebeck, Peltier, and Kelvin effects, conclud- 
ing with a section on thermal galvanometers. Without going 
into many pages, the author. has given a much fuller and 
more satisfactory account of induced magnetism than is to be 
found even in advanced text-books of much greater bulk, and 
in the two following chapters on induction of currents and 
applied electricity the standard set in the earlier sections 1s 
well maintained. e 

As already indicated, the first part of the book is intended 
as a foundational basis upon which to build a structure of 
advanced work, and there is no doubt whatever that in the 
first 300 pages the essential facts in the sciences of electricity 
and magnetism are set forth with a painstaking thoroughness 
which leaves nothing to be desired. ; | | 

'The second part of the book consists of five chapters, which 
introduce the subjects of electrolysis, electric oscillations, con- 
duction of electricity through gases, radioactivity, and the 
theory of electrons. The treatment in every case is sugges- 
tive rather than exhaustive, but 16 is a suggestiveness which 
has nothing in common with the superficiality of treatment 
which sometimes masquerades as '' introducing more advanced 
topics without enlarging upon them." 

In the chapter on electrolysis, the ionic theory is developed 
and applied to voltaic cells, reversible cells and concentration 
cells, the last type being treated with exceptional clearness in 
a very few pages. The important experimental methods of 
Kohlrausch, Lodge, Whetham, and Nernst are described, as 
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wellas an ingenious method of measuring liquid resistance, 
presumably developed by the author, and used in the Elec- 
trical Laboratory at Oxford. . RN . 

. The sections devoted to electric oscillations, conduction 
through gases, and radio-activity are, perhaps, the most inter- 
esting in the book. The measurement of transients by thermal 


 gelvanometers, their detection by crystals and oscillation 
valves, the experiments of Hertz, Tesla, Bjerknes and others ` 


on electric waves, the theory of electric oscillations and its 
application to resonance circuits and wireless, are all im- 
portant features of the first of these chapters—a chapter 
remarkable for its sound practicality as well as for the com- 
pleteness of its theoretical treatment. , : 
The remaining sections are equally exhaustive and up-to- 
date, and include interesting references to the work of Bragg 
on X-ray spectroscopy, the Zeeman effect, and the still more 
recent theories and speculations of Planck and Einstein. The 
book is well illustrated throughout, and we have seldom read 
an E ак treatise with more profit and pleasure.— 


Pole and Tower Lines for Electric Power Transmission. By 
- R. D. Coomss. London: Hill Publishing Co. Price 
10s. 6d. net. | 

The rapid growth of the use:of electric power within the 
last few years has nécessarily led to large extensions in the 
use of overhead transmission lines—noticeable even in this 
country, but more particularly so in America. In the future 
these extensions will become more marked, and for this 
reason we welcome the advent of a book of this character. — 

Only the mechanical and structural side of the problem is 
dealt with, purely electrical details being entirely omitted. 
This is well, since the mechanical strength and the stability 
of а transmission line are, of course, of overwhelming import- 
ance as regards continuity of supply. Be gt ie, 

" Chapter I deals with types of construction, and is well 
illustrated with a number of photographic reproductions. 

` А good deal of practical information regarding the loads 
to be expected in transmission lines due to sleet and wind 1s 
next given. А distinction is rightly made between the effect 
of wind on cylindrical surfaces and on flat surfaces, but to 


' the reviewer the figures given appear to be on the optimistic 


e. i 

Chapter III discusses wires and cables. А considerable 
number of formule and tables are given, dealing with the 
stress due to temperature changes, &c., and the properties 
of materials respectively. | 
` We next have a chapter dealing with the special parts of 
structural engineering which are involved in this subject. А 
large number of column formule are given, together with 
curves plotted from them, although, as the author himself 
says, the principal load that a pole or tower must withstand 
is that which it takes as a cantilever. Useful advice regard- 
ing the use of poles on curves and at corners is given. 

Wooden - poles, faults in timber, methods of preservation, 
and so forth are treated in a distinctly satisfactory manner in 
the succeeding chapter, while Chapter VI deals with steel 
poles and. towers in a similar fashion. i 

Chapter VIII ‘tis devoted to the comparatively new subject 
of concrete poles. The author has evidently had considerable 
experience with this class of work, and the chapter is a 
decidedly valuable one. It is illustrated by a large number 
of photographs, some of which, however, could have been 
displaced by liné drawings with advantage. 
. The remainder of the book is chiefly devoted to the erection 
and costs, and to the protection of transmission lines. The 
treatment’ is good and practical, but, of course, the costs 


being those of American practice are поё of much use in this . 


country: " ^ . - 


a 


On the whole, the book is a decided acquisition to technical . 


literature. The chief fault the reviewer has to find is that 
the numerous photographic reproductions are on too small a 
seale, and, further, in some cases dimensioned drawings would 
have been of more use. The book is got up in a style to be 
éxpected from the publishers.—H. G. S. 


AN INTERNATIONAL HIGH-PRESSURE 
SUBMARINE CABLE. 


THE submarine cable which has been in service since December 
last. carrying electrical energy from Sweden to Denmark across the 
Oresund, is remarkable on account of its international nature and. 
to a still greater extent, by reason of the fact that it is the longest 
high tension, heavy current, underwater cable yet installed. The 
cable represents the fulfilment of an agreement by which the 
South Swedish Power Co. (Malmó) undertook to furnish energy to 
the North Seeland Electricity and Tramway Co. (Hellerup, Copen- 
hagen) from its power house at Lagan, about 30 miles north-east 
of Helsingborg. This power station, it may be remarked. also 
supplies energy to the Swedish towns of Halmstad, Helsingbore 
Landskrona, Lund, Malmó and other communities. The possibility 
of obtaining power trom Sweden had been discussed seriously for 
some years past, but the Danish Government had hitherto opposed 
the idea on military. grounds, which certainly do not seem at all 
trivial. in view of the important r4/e soon played by electricity in 


any community when itTis available. , However, the agreement 


between the Swedish andl Danish companies was completed early 
in 1914, and the Felten-Guilleaume firm was given the contract for 
the submarine cable and the lengths of land cable connecting it to 
the transformer stations on each side of the crossing. The sea 
cable was laid in June, 1914, but the outbreak of war delayed com- 
pletion of the land lines till last autumn. Only about 370 KW. is 
at present transmitted from Sweden to Denmark, but as the See- 
land network extends the load will become much heavier. 

Tho submarine cable itself: is about 3°+ miles in length and was 
mado in nine pieces, each about 650 yd. long and 20 tons in gross 
weight (including the cable drum). Impregnated paper insulation 
is used between the three cores (each 70 sq. mm. in section), and 
profile-wire armouring is applied over the lead sheath. The cable 
operates normally at 35,000 volts, and was tested after manufacture 
to 87,500 volts. It is to be hoped that the margin of safety is 
sufficient, for if a fault should develop, due to pressure surge or 
other cause, and the sheathing of the cable were pierced, the whole 
section concerned (if not the whole cable) would be ruined by 
ingress of sea water before the fault could be located and 
recovered. | : : 

Laying the cable and completing the joints satisfactorily was:a 
far more serious problem than manufacturing the material. Greater 
precautions had to be taken than aro neeessary in laying and 
jointing gutta-percha telegraph cables, and there was little or no 
previous experience from which to work. The difficulty of keeping 
the cable and the joints dry was magnified a hundredfold as 
compared with land conditions, and there was always the risk of 
damaging the cable mechanically, and 'hence electrically, by 
stresses due to its own weight or other cause. Special equipment 
and special precautions were required to provide against jamming of 
the paying-out gear, too sharp bending of the cable, injury by 
wave action, and soon. The joints were made according to usual 
land practice, the lead sleeve being enclosed in a strong guard- 
sleeve extended on to the armouring at both sides of the joint, so that 
the latter is moisture-proof and relieved of mechanical strain. The 
deepest joint lies in 125 ft. of water. After being laid, the whole 
cable was tested for half-an-hour under 14 times the working 
pressure. | | 

The complete power scheme consists of a 50.000-volt transmission 
line from the Lagan В. power house.to a transformer station at 
Helsingborg, where the pressure is reduced to 25,000 volts. · Thence 
an underground cable (three miles in length) runs to a switch- 
house at Palsjó, north of Helsingborg, where connection is made to 
the submarine cable. The latter is brought ashore on the Danish 
side north of Marienlyst, whence about one mile of underground 
cable leads to a transformer station at Elsinore. About 200 yd. 
north of the power cable, there is laid а heavy, armoured four- 
core gutta-percha cable which serves the double function of tele- 
phone cable and guard cable, catching the anchors of vessels drift- 
ing in storm or current, and thus protecting the high-ten$ion cable. 
South of the latter there are three telegraph cables. E Dee 

No trouble has been reported during the six months this: cable 
has now been in operation, and its future behaviour will be watehed 
with interest, since there are many places in the world where sub- 
marine power transmission over a distance of a few miles will be 
much appreciated if it can be arranged reliably and at reasonable 
cost. | | А 

Similar submarine power transmission schemes, of less import- 
ance, between the mainland and islands in the Baltic, were 
described in our issue of July 11th. 1913. the methods employed 


for laying the cables being fully illustrated. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


Female Sub-station Attendants. 


Is it not time that putting women in charge of converter sub- 
stations is put a stop to? Surely this is the very job for disabled 
naval and army men, yet Glasgow has some sub-stations entirely in 
charge of females, and your contemporary which has an article on 
the subject goes on to state that these women are drawn from the 
educated business class of woman, which possibly means that they 
have already good homes and fathers earning good salaries. Your 
contemporary also mentions the rate of pay, viz.:—21s. to 27s. per 
week ; this possibly explains that what is wanted is cheap female 
labour, as the pre-war rate was, I believe, 408. to 45s., which wage 
would һе fairly good for a disabled soldier or sailor with a small 
pension ; if educated business women must be given good berths in 
electricity works, would it not be much safer to train them for, 
and make them into, the chief engineers and managers of the same 
at yth of what some of the present figure-heads get, and leave 
mechanics (male) to look after all running machinery. "The money 
thus saved could be used to employ а good firm of (male) consult- 
ing engineers to look after the extensions and other interests on the 
technical side of the concern. i | Ё | 

: ; Commercial. 


[Certainly the posts in question are admirably adapted for dis- 
abled soldiers and sailors ; we have no doubt that the employment 
of women in sub-stations is only a temporary measure, and that 
every effort will be made to employ the former as fur as possible.— 
Eps, ELEC. REv.! | 
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Induction Motors on Circuits of Different Frequencies. — 


Not being acquainted with the designing of single-phase induction 
motors, but interested in their installation, I should very much 
like to hear what other readers of the REVIEW have to say with 
regard to the nse of induction motors on circuits of slightly different 
periodicity to that which the machine is designed for. For instance, 
a 50-cyele machine on а 60-сусіе circuit, or rice rersd, 2 

1 frequently find motors in use under the above conditions, 
although I have always understood that it is bad practice, and 
presume the "power factor" and efficiency of the machine run 
under such conditions suffers. and also, to some extent, the output. 

I shoulq- very much appreciate it if one of your correspondents 
wotld en lighten me on this subject, which I happen to know is 
not quite clear to many others. | 
| Practice. 


July 12th. 1916; LLLA 


Decimal Coinage: 


With regard to the letter written by Mr. Alfred Bridges in the 
enrrent issue of the ELECTRICAL REVIEW, if he is unable to obtain 
samples of the 1 and 2 centimes pieces I have some for disposal out 
of my collection. which I have much pleasure in offering. He may 
also be interested to know that the pieces I have were collected by 
meover 30) years ago in a country village near Armentiéres, namely, 
Au Bas Mesnil, where the charge for seats in the church was 
2 centimes for front seats and 1 centime for the rear seats, and 
30 years ago these coins were used in the town of Lille by children 
in purchasing sweetmeats. i КЕКЕ 
| G. Delebecque. 
Walsall. July 15/5. 1916. 


‘BUSINESS NOTES. 


North-Eastern Manufacturers.— We have received a 
copy of a new and revised,edition of the " Directory of Manufac- 
turers, Wholesale Importers. and Exporters. of the North-Eastern 
Railway System." The Commercial Agent. of the N.-E. Railway 
Co., at York. has been induced to publish this third edition of the 
book by the unqualified successes of the earlier issues ; also in view 
of the new trade conditions which will obtain after the war. causing 
& much heavier demand for British products. In the course of 
some 1,300 pages there are over 36,000 entries appearing under 
more than 1,200 trade. headings, the entries being classified as to 
town and as to industry. There is a coloured map of the railway 
syatem showing the principal natural products of different districts, 
and particulars. of normal Continental and Overseas sailings are 
given. As many as 15,000 copies of the “ Directory " have heen 
prepared. for purely gratuitous distribution. and Consuls and 
Chambers of Commerce everywhere will be among the recipients. 


Electrical Goods Wanted in Spain.—The Consul 
Général of. France. at Barcelona forwards to the Office National 
duCommerce Extérieur a list of the articles which were supplied 
hy Germany before the war to the big stores which go by the 
name of “El Siglio,” and which are probably the largest dis- 
tributora in Spain. Among the articles enumerated are : --Instru- 
ments of precision for the arts and trades. steam and electric 
motors. pocket electric lamps, dry cells for electric lamps. electric 
and steam toy motor and railway accessories. 


Australian Trade Inquiry.—Reuter reports that the 
Australian Commonwealth has decided to appoint a Commission, 
consisting of віх manufacturers and six workers, to visit the United 
States and investigate and report upon American methods of manu- 
facture and production, and upon conditions of employment. А 
scheme is proposed for the establishment of Government cable 
works for the manufacture of wire cables and metal ropes, 
rendering. Australia independent of outside sources for these 
commodities. - 


: Patent Applications.—Application has Һееі made hy 
D J. Laverack & B. D. Potter, liquidators of the Eloesser Steel 
пуша Belt. Ltd., for the restoration of the following patents 
es: to Carl Eloesser :— 

ad 18.169 and 18,170, of 1908, for " Improvements relating to 
lise metal. driving bands." 
ian of 1907, for " Improvements iu power transmission 
German Enterprise in Morocco.—M. ‘Lucciardi, the 
den Ice-Consul at Tetuan, states that German travellers have 
ROME т that town, and are offering German goods at extremely 
A ү! travellers, the Vice-Consul says. would, there- 

ad well to pay a visit there forthwith. or at least send in 
ate particulars and catalogues. Не is prepared himself to 


stribut ‘ i : S. 
жашы these, but urges the need, in any case, for immediate 


sil. An amalgamation has been arranged between the 
company be realpina and the Società Bergamasca, the new 
à combined sha E styled the Società Elettrica Bergamasca, with 
lire, re capital increased from 4,400,000 lire to 6.360.000 


— 


Book Notices.— The Coming Crash of Peace and Briton's 
Mechanical Renaissance. By T. C. Elder. London: Simpkin, 
Marshall, Hamilton, Kent & Co., Ltd. 2s. net.— The writer's object 
is to state forcefully the need for organising our increased engi- 
neering capacity in readiness for after the war, and taking proper 
steps at once to that end, without depending too much upon the : 
Government. The consolidation of industrial forces through. the 
United British Industries Association, in which a £1,000 individual 
subscription will ensure a continuous interest in the organisation, 
is favourably commented upon, and a proposed chart of. depart- 
‘mental interests of a Ministry of Commerce is drawn up. For the 
rest, the book consists in the main of a reprint of the series .of 
addresses delivered by the author before meetings organised in. the 
provinces by the B.E.A.M.A. on " Engineering Industry and Public 
Policy," " What After Munitions ? “ Тће Business Side of Rcienve," 
" Engineering Industry in the Economic War," and “ Engineering 
for the Empire." MERCED 

Trade as a Science. Ву E. J. P. Benn. London: Jarrold & Sons: 
2s. 6d. net.—We have read this book with an interest which has 
been sustained practically from cover to cover. We are not 
required to state that we are in agreement with everything that 
the author says, but in his efforts to raise the status of industry 
and trade, and to secure for them a larger measure of recognition 
in high circles, he certainly has our best wishes. As Mr. Benn 
remarks, the organisation of trade (in which, like many other 
people, he includes industry), із а subject worthy of theclosest.atten- 
tion of every business man. Не desires to see it organised, in order 
that it may have a corporate existence and a voice of real authority. 
He rightly dwells somewhat fully upon the possibilities of associated 
action, and in one of his chapters puts forward a tentative scheme 
for the organisation of a Ministry of Commerce, and a system of 
official trade associations. He wants to see trade and party politics 
divorced : would arrange and control the trading associations in 
Government co-operation, во as to prevent the evils attendant ~on 
trust systems: advocates co-operation between manufacturers in 
respect of production, avoiding the needless locking up of capital 
in unnecessary stocks; and shows that if the export trade is 
developed to ita fullest extent, no man need fear the -lack of a job 
ог be content with low wages. We may not entirely concur in his 
opinions regarding the average British business man, and on 
some other matters, but the volume forms a timely contribution 
to the literature of a subject which is in most men’s minds to-day. 
and will well repay reading. Indeed, we have no hesitation in 
strongly recommending it. ; 

Fire Protection for Passenger Ships is the title of Red. Book 
No. 203, which the British Fire Prevention Committee has issued 
for the use of ship owners, ship builders and their technical 
advisers when considering schemes for laying down new mercantile 
tonnage for post-war purposes. The subject is exhaustively dis- 
cussed, and theinstallation of automatic fire-alarms, and ordinary fire- 
alarm systems, is recommended, amongst many other precautions: 
The publication is obtainable at the Committee’s offices, price 
3s. 6d. БЕ 

* Mechanical Engineers’ Handbook." Edited by L. S. Marks. 
Price 21s. net. " The Electrical Contractor.’ By L. W. Moxey, 
Junior. Price 6s. 3d. net. London: HillPublishing Co., Ltd. А. 

= U.S. Bureau of Standards." Scientific Paper. No. 277, " Photo- 
metric Comparison of Glass Screens and of Tungsten Lamps": 
Scientific Paper, No. 280, " Volatilisation of Platinum " ; Techno- 
logical Paper, No. 58, "Strength and other Properties. of Con- 
cretes." | 


Bankruptcy Proceedings.—R. E. Соххоър, late elec- 
trician, Canterbury. The following are creditors :— 


British Thomson-Houston Co... #40 Henley's Telegraph Works Co. £10 
Court Bros. .. ys v .. 12 "Bankers" .. ЕЕ aoe ote B 


Bickle, Miss... te - .. 167 Stirling, С. .. же Бе qu Ml 
Edison & Swan Elec. Light Co. 80 British Ever-Ready Co. .. .. 17 
Eldridge & Morris.. ER .. 40  Reeres Bros. T vs e 17 
Gabb, Mrs. .. 2s s .. 100 Millard Bros. i m .. 16 


F. Brown (partnerin Hugh Bros. & Brown, Llanelly), electrician. 
—Receiving order made July lith. at Carmarthen, on debtor's 


petition. 


Liquidations.—PLUTTE, SCHEELE & Co., Ltp.—Creditors 
must send particulars of debts, &c.. to the controller, Mr. G. W.. 
Roberts, 133, Wool Exchange. E.C.. by September 30th. — 

Отто BOHNDEL. trading as Schoen Bros. an enemy subject.— 
Final notice is given asking creditors to communicate with the 
controller, Mr. J. W. Barrett, 19A, Coleman Street, E.C., by 
August !5th. . Я К кл 

ELECTRO-FLEX STEEL Co., LTrD.— This company is winding-up 
voluntarily, with Mr. B. A. Fitzgerald, Colling wood Buildings, New- 
castle-on-Tyne. as liquidator. A meeting of creditors is called for 


. to-day (July 21st). 


ASTER ENGINEERING Co. (1913), LTD.—4A meeting is to held at 
Wembley on August 25th to hear an account of the winding-up 
from the liquidator, Mr. S. D. Begbie. 


Catalogues and Lists.— Messrs. H. TINSLEY & Co., 
Eldon Park Works, South Norwood, London, S.E.—Twenty-four page 
catalogue, containing full particulars with illustrations and prices 
of Dr. Drysdale's combined inductance and capacity testing bridge, 
also instructions and diagrams relating to same. 

Messrs. DowNES & DAVIES, 1 and 3. Stanley Street. Liverpool. 
—Handy reference table of carrying capacities for cables and fuses. 
which they are issuing to their customers. 2n : 


Ru асу ИРЕ д заа List caen in id P 
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Trade Atimouncements. — Messrs. Konner Bros. 
notify that from July 31st, their address will be Nalishury House. 
.Lóndon Wall, E.C. Telephone number : “ Central 4188." 

‘Messrs. LUND Bros. & Co., announce that owing to the increase 
in maintenance and repair business, new premises have been taken 
at 15. Cromer Street. Gray's Inn Road. W.C. (Telephone number : 
"2875 Holborn.") The City office is being continued at 49, Queen 
Victoria Street, Е.С. 


Australian Metal Manufacturing.—The cabled report 
of the Mount Morgan Gold Mining Co. contains the following н 
“ This company in association with Hampden, Electrolstió?British 
Insulated & Helsby Cables, inaugurated Metal Manufactures, Lid., 
objects of new company, manufacture copper wire. sheets, tubes. 
Company has received assurances support. Commonwealth authori- 
ties justify establishment industry. There is increasing demand 
for goods contemplate manufacturing hitherto imported. Capital 
of company £200,000. of which £60,000 issued, this company's 
participation being 20,000 shares." : 


Argentina.—La Constructora Electromecinica is the 
title of a new electrical and mechanical works started in Buenos 
Ayres, and Messrs. D'Agostino and Agners have opened an electrical 
manufacturing works in the city of Entre Rios. 
of the former firm are the conversion of naphtha’ motors into 
Diesel engines, and the construction of accumulators. . 


The Italian Trade Outlet.—' The French Chamber of 
Commerce at Milan has begun a canvass of Italian buying firms, 
with a view to ascertaining the kinds of goods which are likel y to 
find a sale in Italy. Among the electrical requirements there is an 
opening, it is stated, for three-phase 45-Kw. electric motors, 2,000 
volts, 50 periodicity, and 500 to 550 revolutions per minute. A 
list of the names and addresses of buyers has been compiled, 


LIGHTING AND POWER NOTES. 


Aberystwyth.—Price INcREAsE.— The Electricity Co. 
has informed the T.C. that the price of current has been further 
advanced by 10 per cent. 


Accrington.— Through the reduced consumption of elev- 


- tricity for domestic purposes, following upon the adoption of the 


Daylight Saving Act. the electricity department has adopted a 
suggestion by the borough treasurer that very small accounts for 
the June quarter should be held over until the close of the next 
quarter. 


Argentina.—The Government has made a grant of 
· 350,000 pesos, towards the total of 361,000 pesos, required for the 


ilumination of the Capital on the occasion of the national festival, 
held for six days in July. Over 160,000 electric lamps were to be 
employed, and 240,000 Kw.-hours of energy were to be consumed. 
at a cost of 25,000 pesos, for additional energy consumed in the 
ordinary service. 


Barnes. — JOINT WORKING ARRANGEMENTS. — The 
Council has decided to allow the electrical engineer {о represent. it 
on the Joint Advisory (Engineers) Board, which the chief 
engineers of the municipal undertakings supplying electricity in 
the Western Metropolitan Police area decided. at a recent conference. 
should be formed as the first step towards concerted action regard- 
ing the future development of the undertakings in the area men- 
tioned.. An application from a neighbouring authority inquiring 
upon what terms the Council would be prepared to furnish it 


with a supply of current in bulk has been referred to the engineer 
for report. і А 


Bradford. — At: а meeting of the 
recently. the chairman of the Gas Committee made a statement in 


answer to a number of questions of which notice had been given - 


by a member of the Corporation. It was admitted that since July. 
1913, whilst 138 firms had introduced gas engines, 50 of these had 
ultimately changed over to electric motors. 
customers had given up electric motors in favour of gas. The gas 
department had made no effort to prevent a gas engine ibeing 
replaced by electric drive when the latter had been obviously more 
suitable to the particular purpose : indeed, he added. the Gas Com- 
mittee itself had recently installed 13 electrie motors at its own 
new plant at Birkshall gasworks, 


Burton-on-Trent.—Àt а recent 
Councillor King was thanked for his report on the recent Municipal 
Electrical Convention. particularly as regards the portion referring 
to the uses of electricity for agricultural purposes, which Alderman 
Lowe considered would result in. great advantages to the asri- 
cultural community in the not distant future. | B 


meeting of the T.C., 


Canada.—It is stated that the Ontario Hydro-Electric. 


Commission being unable to secure sutticient. electricity under its 
contract from Niagara sources, the Ontario Government has asked 
the Dominion Government tu prohibit the export of power to the 
United States. where it is at present used by many American 
industries, poe A IE EE 


The specialities ' 


City | Council, 


A few new рав-епріпе . 


Carlisle.—Y tars WonkiNc.—"lhe aünual report on the 
city electric supply undertaking shows a total revenue of 425,109 
and gross profit amounting to £9,725 (as compared with £8,341 in. 
1911-15), while after meeting financial charges the net surplus 
amounted to £174 (as against £76 in 1914-15). During the year 
3,973,039 units were sold, an increase of 502,547 units on 1914-15 ; 
power and lighting units alone totalled over 3,000,000, and the 
increased output was mainly confined to this section. Mr. Purse, 
the electrical engineer, points out that 154 power consumers 
averaged a revenue per H.P. of £915. giving а total of, roughly, 
£16,000 revenue, while 711 lighting consumers, with an average 
revenue per H.P. of £6'65, produced only about £8,000 total revenue. 
despite the fact that the power consumers paid only a little over 
14. per unit, while the lighting consumers paid about 33d. per 
unit. An increased coal cost during the year of £1,332 was 
entirely due to increased prices, as actually 100 tons less was con- 
sumed than in the previous year. The various increased costs and 
special charges amounted to £3,600 for the year. 


Caterham.— Revised Prices.—The Committee appointed 
by the Urban Council to deal with the proposed increased charges 
for the supply of electricity by the Urban Electric Supply Co. 
reported that the rate now proposed is a flat rate of 7d. per unit 
ns а maximum charge. The company is prepared to agree if the 
Council withdraws its opposition to the proposed alteration, the 
rate of charge for electricity during the war, and for six months 
after, shall not be raised by more than 15 per cent. That there- 
after the charge shall not exceed 6d. per unit unless with the 
written consent of the Council. provided that if the company con- 
siders the Council is unreasonable in refusing consent under the 
then existing conditions. the matter be referred to an arbitrator 
appointed by the B. of T. The Committee recommended the 
Council to adopt the proposals, which it has decided to do. . 


Eastbourne.— YEAR'S WonkrNG.— The report of Mr. 
Brydges, the borough electrical engineer, on the last year's opera- 
tion of the electricity department, shows that the output sold 
declined from 1,816,667 units in 1914-15 to 1,773,737 units in 
1915-16. Power, heating and cooking units, however, showed a 
satisfactory increase. The gross income decreased by £2,907 ; 
expenditure increased, and the final result, after meeting capital 
charges, was a deficit of £911. as against a net profit of £2,208 in 
1914-15. А 1,250-Kw. Ljungström turbine set was put into service 
in June, 1915, and has apparently improved the efficiency of the 
plant generally ; a 750-KW. turbine set has been run, partially 
stripped, owing to the difficulty of getting it repaired, with a 
decreased steam efficiency of about 10 per cent. 

We note that the 44-ton steam motor wagon used by the depart- _ 


ment for carrying coal from the railway to the works, has carried ` 


5.841 tons and run 2,921 miles, at an all-in cost per ton delivered of 
11°83d. ; it is interesting to compare this with the cost of operating | 
the 4-ton electric coal wagon used by the Ilford electricity depart- | 
ment for an exactly similar purpose, viz., 9°5d. per ton carried. 
This later wagon in 65 days ran 793 miles, and carried 2.812 tons, 
showing, if the conditions are comparable, a considerable saving 
over steam-wagon haulage, besides advertising the electric vehicle. 


Eton.—PuBLic Licutina.—The U.D.C. has . accepted 
an offer from the Windsor Electrical Installation Co. reducing the 
charge of £231 for-public lighting by £64 until normal lighting 
conditions are resumed. : 

Halifax.—The inauguration of new turbo-electric plant ` 
installed at the works of the.Ripponden Commercial Co. took place 
last week. The new plant supersedes a beam-engine drive. and 
was supplied by the Brush Co., at a total cost of £11,000. 


Harrogate.— It is stated that the output of the electricity : 
works for June showed a considerable increase over the same month 
last year, despite the lighting restrictions, and that the develop- | 
ment of electric heating and cooking may account for this. E 

Heywood.—BuLk SuPPLy.—At a meeting of the T.C. 1 
on July 12th, Councillor J. Ashworth, speaking on the electricity : 


report, said that last year they purchased from Bury nearly half . 


the total units supplied, and now they were taking the whole of . 
their supply from them. Owing to the war Bury had not been . 
able to obtain delivery of new boiler and other plant, and conse- 
quently had not been able to meet all the demauds, and the 
Heywood Corporation was unable to fully supply its new 
customers. The bulk supply scheme was fulfilling all that was - 
said in its favour, and its adoption had lifted the electricity depart- ` 
ment out of a rut, which at one time seemed to be impossible save 
at ап enormous capital expenditure. 


Holmfirth.—PraxTr INAvGURATION.— The Council's new 
electricity works were opened on Saturday afternoon last; the 
installation was carried out by Messrs. Broadbent. under the 
supervision of Mr. A. B. Mountain. The gas lamps for public 
lighting have been disconnected, and ‘are being removed, as 
public electric lighting is being adopted. . : 


Hull.—YráaR's Workrxc.—The report of Mr. J. Е. 
Magoris, acting city electrical engineer, on the year's working of 
the electricity undertaking to March last. shows that 14,795.12 - 
units were sold. against 12,969.776 in the preceding year. and the 
revenue (£89,208) increased by £6,908 Due to restrictions. 
lighting revenue fell off very considerably—average per KW. 
connected. 1913.14. £313; average per KW. connected, 1915-16. 
A377 --but this was more than compensated for by the increased 
revenue from power—viz. £9.517. as compared with 1914-15. 
Total working expenses, inclusive of special charges, amounted to . 
447,178, leaving a gross balance of £42,030. and after meeting . 
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interest and sinking fund, and special charges, war allowances, 
kc. the net surplus remaining was £4,247, which was carried to 
reserve. Despite the increased coal costs, the average works cost 
(tid. per unit) and total costs (79d. per unit) are the lowest yet 
recorded in the case of this undertaking. The maximum load was 
1310 KW. with 4.888 consumers, and a connected load of 
28,90 KW., of which 20470 Kw. represented power, and took 
12,834,145 units of the total. producing nearly £53,000 revenue. 
The Committee, which. we regret to say, has „lost the services of 
its chairman for the past ten years, Ald. Hanger, has contributed 
nearly £50.000 in the past from reserve towards the cost of ital 
work, and now has a reserve in hand amounting to £20.500, or 
over 7 per ceyt. on the outstanding loan debt, £285,858. We may 
add that Councillor Pybus has been elected chairman of the 
Electricity Committee. 


King's Lynn.—YkaR's WOoRKING.—At a meeting of 
the T.C. last week. the Electricity Committee presented a state- 
ment showing that during the twelve months ended March 31st 
last. the income of the undertaking was £8,068, as against 47,992 
in 1914-15. The expenditure was £7,049, and thé profit £1,018, 
against £1550, The Committee resolved that the surplus be 
applied in reduction of capital. It was also recommended that 
the charge for current supplied for lighting be increased За. per 
unit. and that an extra 3d. per unit be charged for power, in place 
of the last increase of 10 per cent. The report was adopted without 


discussion. 


London, — HAMPSTEAD, —YEAR’'s WorKING.—The annual 
report of the chief engineer. Mr. Wyld, shows that. as anticipated, 
the working of the electricity undertaking during 1915-16 resulted 
in a loss—viz., £6.700—as against a net profit of £2.767 in the 
preceding vear. The net income was £67.518. showing a decrease 
of £2,206 on 1914-15, despite an increase in price during the year. 
The total expenditure, including interest and sinking fund, 
amounted to £74,228, an increase of £7,271 on 1914-15 ; fuel alone 
vost more than £5,000 extra. averaging ‘794. per unit. as against 
48d. The total output sold amounted to 9.069,397 units, as 
against 5,500,000 units in 1914-15 ; the maximum load was 
1128 kw. Modern mechanical-remote controlled нт. switchgear 
is being installed by the B.T.H. Co.. bo replace the old Ferranti 
heard at the generating station. А total of 275 motors, of 
1468 H.P.. are connected to the supply. as also 128 hired heaters, 
cookers, and similar apparatus. 


IsLtNGTON.—YEAR'S WoRKING.— The annual accounts of the 
Council's electricity undertaking show a net profit for 1915-16 of 
£2.17. as compared with £2,207 in the previous year. The total 
revenue amounted to £69,660, and the gross profit to £30,609, or 
slightly more than in 1914-15. The output sold reached 8,552,729 
units. as compared with 7,831,593 units in 1914-15, and included 
{610.000 units for day lighting and power, an increase of a million 
units on the previous year, The maximum load was 4,989 KW., and 
the load factor 19757. 


Oldham.— YraAR's WonKiNG.— The joint engineers and 
managers of the Corporation electricity undertaking, in their report, 
show that the total income for the year amounted to £63,920 ; the 
ZTOSS profit was £26,698, and the net; profit, after meeting financial 
charges and expenditure on meters. amounted to £5,107. as 
compared with £3,550 in the previous year. This result is 
traceable to the supply for power purposes of 5,385,229 units, as 
against 2,170,150 units in the ‘previous year, giving an increased 
revenue on this account; of 29,280, other branches of supply having. 
‘eclined in amount. The total output sold amounted to 10,487,235 
units, as against 1.985,859 in the previous year. During the year con- 


520 factor 277 per cent. The works, &c., and management costs 
v'vanced slightly from ‘812d. to '852d. per unit. 


. Radcliffe—Price INCREASE.— Advances of 5 per cent. 


in the price of electricit, ighti ( 
1 y for lighting, and 10 per cent, for power 
and heating. are about to be made. i P ш 


and electric supply department. 


noch Africa, —4 meeting of electricians and fitters in 
ки employment has been held at J ohannesburg, at which a 
wages. 9 #88 passed demanding an increase of'l5s. per week in 


The a : 
sat uds Town Corporation electricity department is experiencing 
Proposed to ; E Bi ne. with the demand for energy, and it is 
“neatly ine | additional plant. There has recently been a 
apparatus e oad owing to the use of! radiators and cooking 
against zd. 26 1816 for which has been reduced to 13d. per unit, as 
that the te шц for lighting. The increase has been во great 
Henlars of An e I5 requiring all consumers to forward par- 
nected to th amps and other current-consuming apparatus 
the installation ; ү PPly mains, In many districts applications for 
i running., hi y "diators have been refused until the new plant 
winter's radiator demand, Of course, be too late for the present 


а 


Tasmania.—4A Launceston syndicate has offered te con 


struct а railway along the Tamar to the cement and steel works. 
and to provide an electric transmission line from the Great Lake 
supply, at a cost of £500,000, | 


Tanaton, —Price Increase, &c.— The statement. of 
accounts for the year ended March 31s ast. shows a 
of £5,955 on the Council's electrical ш. "Hu f Hood anu 
Owing to the reduced demand for electricity for lighting due to 
the lighting, restrictions and the Summer Time Act, it was decided 
te increase the charges from Midsummer by a further 10 per cent., 
thus making altogether ап advance of 25 per vent. on the scale 
charges for lighting and power. mur 


Teddington.—Pricr INcREAsE.— The District Council 
has been notified by the Twickenham and Teddington Electric 
Supply Co. that the charges for electricity for all purposes will be 
further advanced by 10 per cent., making 20 per cent. in all, to 
take effect from the June quarter. | 


Uckfield.— The D.C. has been notified that the B. of T. 
has extended the time for the completion of the electricity works 


0 ae Crowborough District Gas Co. for 12 months from J uly 4th, 
916. 


Welsh; Water Powers.—In the House of Commons, in 
reply to а question as to whether steps һай been taken with a view 
to utilising Welsh water-power to produce electrical energy for 
agriculture and other industries, Mr. Harcourt said he was not 
aware of any inquiry into the matter. 


Whitehaven.— The Harbour Commissioners have asked 
the T.C. to quote terms for installing the electric light at the West 
Pier lighthouse. 


Winchester. — YEAR'S Workinc. — The past year's | 


working of the electricity department showed a gross profit of 
£5,826, and after meeting interest repayment and other charges, 
there was a net surplus of £57 5,as against £1,317 in the previous 
year. 


TRAMWAY and RAILWAY NOTES. 


Bolton.—Evectric VEHiCLE.— The Electricity C'om- 
mittee has deferred consideration of a proposal to purchase an 
electrically-propelled vehicle for the use of the department. 


Colchester.— The T.C. has decided to increase the price 
of current for the tramways by 4d. per unit. 


"Continental. —lTALY.— Plans are being prepared in con- 
nection with a proposed electric tramway to connect the town of 
Osimo with the Osimo-Ancona railway station. | 


Heywood.—Track MAINTENANCE.—The Electricity and 
Tramways Committee has requested the Surveyors Committee to 
undertake the ordinary maintenance of the tramway track for a 
further period of 12 months, ending March 31st, 1917, for the 
sum of £750. 

YEAR'S WoRKING.—The annual report of the tramway under- 
taking shows a total income of £11,985, compared with 
£11,626 in 1915; a total expenditure of £8,188, compared 
with £7,944; and a gross profit of £3,796, compared with 
£3.681. The car-miles numbered 263.553, and passengers car- 


. ried, 2,366,551. The sum for interest and sinking fund charges, 


including £1,165 for the award to the Bury, Oldham, and Roch- 
dale Tramway Co. was £4,314, and there was a net loss of £518. 


Hindley.—The Wigan Corporation has informed the 
U.D.C. that, owing to Government restrictions, it had been com- 
pelled to postpone further consideration of the Market Street 
tramways matter for a short time. . 


Hudderstield.—DEFERRED ExTkNsIONs.— The tramway 
extension to Brighouse to link up with the Bradford system has 
again been postponed, this time to the end of the war. 


London.—YE4&R's WoBkING or L.C.C. Trauways.— 
The annual accounts of the Council's tramways for the year ended 
March 31st last shows total receipts amounting to £2,339,291 and 
working expenses (including war service allowances) of £ 1,683,660, 
leaving a gross surplus of £655,631. Interest. sinking fund, and 
other charges amounted to £729,426, showing a deficit of £73,795 
on the year’s working. This figure compares with the original 
estimated deficiency of £91,614 and a subsequently revised 
estimate of £64,190. No payment has been made to the renewals 
fund during the year, but £73,255 has been Spent out of it, 
leaving а balance in the fund of £329,968. The deficiency for the 
year has been met out of the general reserve fund, leaving a 
balance in hand of £70,118. In order to meet the expenditure on 
renewals and the transfer from general reserve, it was necessary 
to realise certain securities at a loss of £11,532 and £23,621 
respectively on cost price. | ‚ 

During the year, 545,423,397 passengers were carried and 
47,879,675 car-miles run, these figures comparing with 550,497,993 
passengers and 58,978,792 car-miles in 1914-15. The capital ex- 
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penditure at March 31s& amounted to £13,516,577, and the debt 
outstanding, less value of surplus land, was £9,580,991. Capital 
expenditure on obsolete: horse lines still to be provided for amounts 
to 2971.878. The report mentions the progress made in recon- 


structing the Greenwich tramway power station, by which its’ 


capacity will be increased from 34,000 Kw. to 52,000 KW. The 
tramway system is linked up with another source of supply to 
provide against breakdown. and inquiries are now being made with 
a view to interconnection for reciprocal supplies of power ; 150 
trailer-cars have been ordered, and 120 of them are in use. The 
route length of electrified tramway amounts to 14 13 miles ; two horse 
tramway routes, on which electrical reconstruction has been stopped 
by the war, are not now being worked. Through services are in 
operation with the Metropolitan Electric Tramways and the Leyton 
and Bexley Councils’ systems ; various through booking arrange- 
ments are in operation also. There are 1,150 women conductors 
employed on the cars. . А . 

LGC. Tramway Estimates.—For the year 1916-17 it is estimated 
that there will be a gross surplus of £674,468, while debt charges 
and taxes will amount to. £748,557, leaving a deficiency of £74,092, 
which will be met in the first instance from the general reserve 
fund.’ The estimates contain provision for £20,000 contingencies 
and. £122,500 for war service allowances, but it is considered 
probable that this latter sum will be insufficient. But for these 
special charges the working would show an estimated surplus -of 
£68,408. No addition is contemplated to the renewals fund, while 
it is estimated that £96,300 will be expended from it. The balance 
of the general reserve fund, after meeting the estimated deficit, is 
estimated at £6:798 ; it it considered probable that this will be 
more than absorbed, particularly as the value of investments has 
been taken at cost price. 


Sheffield YEAR'S Workinc.—The annual report on 
the working of the Corporation tramways and "buses during 
1915-16, shows a total tramway revenue of £156,609 (car receipts 
being £58,000 in excess of the previous year), and gross profits 
amounting to £173,460, after allowing for £11,209 war allowances. 
Deducting interest and sinking fund charges, income-tax, &c.. the 
surplus balance remaining was £95,780, an increase of £25,841 on 
1914-15. From the surplus £41,856 was allocated to rate relief, 
over £30,000 to renewals, and the balance for various purposes, 
including a special grant (£5,020) to the Sheffield University. 
Durivg the year 123,429,410 passengers were carried, as against 
107,023,193 in the previous year, the average traffic revenue amount- 
ing to 12°17d. per car-mile, as against 10°66d. The car-miles at 
8,867,726 represent a decrease of 57,000 miles, as compared with 
1914-15. The route mileage of the tramways amounted to about 
403. The electricity department has taken over the Kelham Island 
Tramway power station and cables, and, pending its regular 


transfer, is responsible for debt ‘charges, &c., on the capital. 


expended. The tramways now employ 706 women conductors, 
depot workers, &c. The department also operates motor-'buses on 
10 routes, having a total length of 30 miles, some of which extend 
beyond the city boundary. These vehicles ran 540,628 miles. 
earning 1s. per mile, or a total income of £27,565 ; the net balance, 
"i providing for debt charges, depreciation, taxes, &c., was 
£3,816. | ; 

Talycafn.— T he Aluminium Corporation, whose works 
are situated between Talycafn and Trefriw (North Wales) is making 
application to Parliament for powers to construct & railway from 
the works to join the London and North-Western Railway at a 
point in the parish of Maenan, where it is proposed to provide а 
goods and passenger station. 


TELEGRAPH and TELEPHONE NOTES. 


-. Automatic Telephones. — The automatic telephone 
exchange which has been installed at Paisley was to be put in 
operation on Monday last. The installation at present takes 1,200 
lines. but its ultimate capacity is 2,500. The plant has been 
manufactured and installed by the Automatic Telephone Co., of 
Liverpool. | 
Rhodesia.—Àt ihe end of 1914 there were 5,300 km. of 
telegraph line under the control of the Administration, and 
12.554 km. of wire, the total number of offices being 108: over a 
million messages were handled during the year. The receipts for 
the year were 971,382.15 fr.—Jvurnal Télégraphique. | | 
South Africa.—At the end of 1914 the telegraph system 
of the Union included 24,182 km. of line and 81,066 km. of wire 
as well as 10.054 km. of wire used also for ‘telephonic communica- 
tion... The number.of telegraph offices was . 1.602. Telegrams 
handled during the year amounted to 6,383,564, and the evene 
was 8,918,500 fr. The telephone system comprised 6.872 km. of 
line and 137,641 km. of wire in use, with 29.400 telephones. con- 
nected :; 51,100,000: messages were' dealt "with. The receipts 
amounted .to'6,968,250 fr. The expenses of the telegraph and telt- 
phone systems are not separated from those of the postal service: — 
Journal Telegraphique: © ` EO Ае ир кез 
- Telegrams by Telephone.— The Post Office is calling 
attention to the facilities offered for the delivery of telegrams by 
telephone. It is pointed out that there is a scarcity of boys for 
messenger duties, and the prompt delivery of telegrams is difficult. 


Telegraph Rates.— Telegrams may now be sent to 


Newfoundland by cable for 1s. a word. апа by Marconi at | 
, . and ї at 8d. ; 
to the Caroline Islands for 8,114. .. .- : | : is 


 switchgear. 


. CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—August 16th. P.M.G. Distilling apparatus 
(Schedule, 502), telegraph and measuring instruments (Schedule 
498). See "Official Notices " June l6th.' 

&vpNEY.--August 17th. Portable internal-combustion engine 
and dynamo (23 Kw.) fdr the Departmental Stores, Sydney. for 
P.M.G.* 

August 24th. 


f P.M.G. Automatic switchboard and apparatus 
for North Sydney Exchange. 


Schedule No. 511.* | 


Basingstoke. — July 28th. Wiring the Conservative 
Club for electric light. Mr. A, E. Grant, Secretary. 


: London.— L.C.C.—The Highways Committee recommends 
that tenders be invited for steam, exhaust, &c., piping, in connec- 
tion with the third additional turbo-generator at the Greenwich 
venerating station, and that the chairman and vice-chairman of 
the Committee be severally authorised during the summer recess to 
open any tenders received for the work. i 

"July 26th. H.M. Office of Works. Batten holders, ceiling roses. 
switches, plugs, and cut-outs. See " Official Notices " to-day. 


New Zealand. — INVERCARGILL. ie September 28th. 
Borough Council. Steam. turbo-alternator, condensing plant. and 
А Specifications, from the Tramway Office. Contract 

No. 40. . 


Walthamstow.—July 26th. Council. 500-Kw. rotary 
or motor converter: Е.Н.Т. switchgear: L.T. switchgear. бее 
“ Official Notices" July 14th. EC os 


. Specifications for the items marked * can be seen at the Board 
of Trade Commercial. Intellizence Branch in London. 


CLOSED. 
Ashton-under-Lyne.— Electricity Committee :— 


T. King.—75 tons of coal per week for three months. 
Kelsall Bros.—60 tons of coal per week for six months. 
J. Rawlings.—90 tons of coal per week for six months. 


Barnsley.— Electricity and Lighting Committee :— 


Thomas Lindley.--Reinforced-concrete flooring and concrete foundations 
. for engines at electricity works, £54B. — . . 


London.—L.C.C.— The Highways Committee purchased 
13,835 tons of coal for use at the Greenwich generating station. 
at a cost-of about £70,000, during the quarter ended June 
3Uth last: The Committee has accepted the tender of Messrs. 


.Pinchin, Johnson & Co. for insulating varnishes. The Stores and 


Contracts Committee accepted the tender of the British Westing- 
house Electric & Mfg. Co. for the supply of electric traction glaw- 
mre for the Tramways Department, for the three months ended 
June 30th. ^ — 


- Southend-on-Sea.— Lighting Committee. Recomménded 
tenders :— i 
^ Venner's Time Switches, Ltd.—200 current limiters. 


Callender's Cable & Construction Co., Ltd.—-Various cables (six months). 
B.I. & Helsby Cables, Ltd.—100 pairs cut-outs for sectional boxes. 


 Stoppage of Building and Engineering Works.—The 
following important notification has been issued by the Ministry 
of Munitions :— | 3 

“In pursuance of the powers conferred оп. him by Regulation 


‘SE of the Defence of the Realm (Consolidation) Regulations. 1914, 


the Minister of Munitions. hereby orders as follows : : 

`© Оп and after the twentieth day of July, 1916, по person shall 
without licence from the Minister of Munitions commence or carry 
on any building or construction work, that is to say. the construc- 
tion. alteration. repair, decoration, or demolition of buildings. 
or the construction, reconstruction. ог alteration of railroads, 
docks, harbours, canals, embankments, ehridges. tunnels. piers, 
or others works of construction or engineering. Provided that 
where the total cost of the whole completed work in contemplation 


does not exceed the sum of £500 and the use of constructional 
steel is not involved, the licence of the Minister of Munitions shall 
not be required.” 
The notice does not relate to Government contracts, Or to 
already-authorised municipal contracts. "e 
All persons desirous of obtaining a licence should apply in writing 
to the General Secretary, Ministry of Munitions, 6. Whitehall 
Gardens, S.W., giving full particulars of the description and locality 
of the work, the purpose for which it is intended, and ite estimated 


cost, and such further information as the Minister may. require. 
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NEW ELECTRICAL DEVICES, FITTINGS, - 
AND PLANT. 


B.T.H. Ironclad Switch Fuses. 


We illustrate in fig. ] one of a range of totally enclosed ironclad 
switch fuses. which have been put on the market by the BRIT ISH 
Тномвох-Норвтох Co., LTD., Rugby, for circuits up to 700 volts, 
in 20-ampere and 60-ampere sizes. The fuse clips and terminals 


Fig. 1.—20-AMPERE TRIPLE-POLE 


SWITCH FUSE. OPEN. CLOSED, 


are mounted on porcelain bases, with insulating barriers to prevent 
arcing across or to the case; the movable parts are carried by the 
hinged cover, and all parts are accessible when the case is open. 
Quick make and break and interlocking arrangements are provided ; 
the hinges are machined, and a tight joint is made hetween case 
and cover. Adapters for screwed conduit and shields for back-of- 
panel connection can be provided. 


“ Arora ” Cooking Apparatus. 


THE ARORA Co.. of Loughborough, is placing on the market a 
new electric grill, designed to meet the pressing need for rapid 
grilling and toasting ; as shown in fir. 3. it is made of cast-iron, 
with an aluminium finish. The heating elements are formed of an 
extra heavy section of wire, and are mounted on the underside of 
strong fireclay bars; thus the heat is thrown downwards, and, 
owing to the high radiation of the elements and the fireclay. the 
grill is ready for use directly the current is switched on. The 
power consumption is about 1,10) watts, and the operation of 
grilling takes from five to ten minutes, according to fhe thickness 
of the steak or chop. The electrical part of the grill can be lifted 
off. 50 that the rest of the device can be thoroughly washed with- 
out risk of damaging the elements ; the detachable part can also 
be used separately as a “salamander.” 


Fie. 3.—" ARORA” GRILL. 


Another new device is a three-section electric boiling plate, for 
‘an Nailing, shown in fig. 4. This has a cast-iron frame, so 
sime that it will not crack with the heat. which supports a 
жы fireclay disk retainer ; three sector-shaped heating elements 
fi ue оп the disk, each being held in place by two wing 
vith th атар sector can be replaced without interfering 
means dl ona 8. The fullload consumption is 1,500 watts; by 
can also bo sre ches one-third and two-thirds of the full heat 
adds a fort 2 tained, and the interlocking slide seen at the front 
Useful for er control, giving one-ninth of the full heat, which is 


simmering purposes. Heavy flexible cable armoured for 


18 in, : ; 
ex 18 Provided, as well as an earthing wire. The cooking sur- 
© Measures 14 in, 
diameter, 


X 12 in., and the grid has an opening 8 in. in 


tie arate fire, with three bars, has been added to the list of 
; €. as well as a neat cast-iron hearth stand. 


- 


‚йы 


Fig. 2.—50-AMPERE SWITCH FUSE, 


Fic. +.— ARORA " BOILING PLATE. 


" Twinob" Switch Motor Controls. 


The Lundberg "'Twinob" tumbler switch has been slightly 
modified, as shown in fig. 5, to ensure that one arm shall be put on 
before the other, and that both shall be put off together. The 
illustration shows one arm on and the other off : this being the 


. Starting position of the switch. The arm which is “on” has an 


open box at its extremity, which encloses the knob of the other 
lever when both are on or off. The switch, of course, is provided 
with a cover. 

The switch can be used for the control of small D.C. shunt or 


FIG. 5.—" TwiNoB" Motor 
CONTROL SWITCH. 


series motors. In the simplest connection for a shunt motor, and 
without a resistance, the box lever completes the field circuit. and 
the ordinary lever the armature circuit. Fig.: 6 shows the con- 
nections for a shunt motor with a starting resistance R. The lever 
which goes on first is marked к, this putting the supply straight 
on to the field, and through R to the armature. ` The second lever 
bridges R. The same arrangement of resistance may bé used for a 
series motor. The switch is made in 10- and 5-атрете sizes, and 
can be fitted with ordinary or Admiralty pattern terminals. The 
makers аге Messrs. A. P. LUNDBERG & Sons, of 477-489, Liverpool 
Road, London, N. 


NOTES. 


Commerce and Industry after the War: A General 
Committee.—We already have a number of Board of Trade Com- 
mittees investigating the steps that are to be taken for the assist- 
ance of particular trades after the war. We have also had the 


Fig. 6. 


DIAGRAM OF CONNECTIONS 
or MOTOR CONTROL. 


Economie Conference of the Allies and its important. conclusions. 
It is now announced that the Prime Minister has appointed a Com- 
mittee to consider the commercial and industrial policy to he 
adopted after the war, with special reference to the conclusions 
reached at the Economie Conference of the Allies, and to the 
‘ollowing questions :— i 
ы What industries are essential to the future safety of the 
nation ; and what steps should be taken to maintain or establish 

т? | 
g: What steps should be taken to recover home and foreign 
trade lost during the war. and to secure new markets? 

(с) To what extent, and by what means, the resources of the 
Empire should, and can. be developed ? 

(d) To what extent, and by what means, the sources of supply 
within the Empire сап be prevented from falling under foreign 
control? à 
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ommittee is composed as follows :— 
* The ‘Tight Hon. Lord Balfour of Burleigh, K.T., G.C.M.G. 
(chairman). 
Mr. Arthur Balfour. . 
Mr. H. совае ir 
. W. А. S. Hewins, M.P. 

M H H. Illingworth, M.P. Sir Frederick H. Smith, Bt. 

Sir J. Р. Maclay, Bt. Mr. G. J. Wardle, M.P. 

Together with the following gentlemen, who are presiding over 
Board of Trade Committees on the position of important industries 
after the war :— | 
- Sir Н. Birchenough, K.C.M.G. Sir C. А. Parsons, K.C.B., E.R.S. 

Lord Faringdon. Lord Rhondda. | 

Sir C. G. Hyde. Mr. G. Scoby-Smith. 

Mr. Percy Ashley, of the Board of Trade, and Mr. G. C. Upvott: 
of the Treasury, have been appointed secretaries to the Committee. 


“Women in Sub-Stations.—The accompanying illustra- 
tion shows a female sub-station attendant at work in the Dudley 
sub-station of the Shropshire, Worcestershire and Staffordshire 
Electric Power Co. Several women are employed on this work by 
the company. For some time past the Glasgow Corporation elec- 
tricity department has employed women on similar duties, and it is 
understood that in both places they have proved very satisfactory 

/ 


Sir A. Mond, Bt., M.P. 
Mr. Arthur Pease. 
Mr. R. E. Prothero, M.P. 


operators. ‘They have been trained also as switchboard attendants 
for generating stations. . 

А correspondent in this issue points out that such work is admir- 
ably adapted for disabled soldiers and sailors; we believe that up 
to the present the latter have had no difficulty in obtaining employ- 
ment, but we cannot hope that this happy condition will be main- 
tained for long. and, as we stated in our last issue under " War 
Items," p. 40, а Committee of the Institution of Electrical Engineers 
has made arrangements for training them to undertake such duties. 
We have no doubt that disabled fighting men will be employed in 
preference to women whenever they are available. 


Our Contemporaries “ Caught Napping.”—An amusing 
paragraph appears in the L“lectrical Timex of yesterday, in which 
our contemporary says: " We may as well own up to it first as 
last, they [Ше Council of the LE.E.] have eaught us napping. 
Neither is it a legitimate exeuse that they caught our contem- 
poraries napping also. They made a highly interesting announce- 
ment in the Journal, and for a whole week few of the electrical 
editors even saw it." The reference is to the recommendations recently 
submitted to the Electrical Trades Committee of the Board of Trade 
on behalf of the Council by the President, Mr. C. P. Sparks. 
Мо far from being "caught napping." we saw the announce- 
ment in the "Institution Notes" within five minutes of receiv- 
ing. the Journal, and in our issue of July 7th we pub- 
lished the whole of the recommendations, and congratulated 
the Council upon the new spirit by which it was animated 
(ELEC. REV., July 7th, p. 17). In the following issue we made the 
recommendations the subject of our leading article, and commented 
upon the fact that none of our contemporaries had referred to them 
atall. But what was more remarkable was that, even then, the 
only one of our contemporaries which awoke to their publication 
was Electrical Industries; and we have reason to believe that we 
were instrumental in directing its attention to the matter. 

Now, after we have twice covered the ground, the Electrical 
Times brazenly alleges that the Council " caught our contemporaries 
napping "! 


Educational.—1n the House of Commons on Tuesday 
last, Mr. A. Henderson stated that it had been decided to appoint 
three committees, to inquire respectively into the education of 
young persons after the war, and the position of science and 
modern languages in our educational system. In the course of the 
debate which followed, the general desire for educational reform 
was manifest. | 


Volunteer Notes.— 1st LONDON ENGINEER VOLUN- 
TEERS.—Headquarters, Chester House, Eccleston Place. Orders for 
the week by Lieut.-Col. C. B. Clay, V.D., Commanding, 

Suturday, July 22nd.—Instrüctional Class, 2.30, Company Com- 
mander Fleming. | 

Monday, July 24th.—Technical for Platoon No. 9, 46, Regency 
Street, S. W. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class and Recruits. S 

Tuesday, July 25th.—Officers’ Instructional Class, 6-7. Recruits, 
7-8. Lecture, 7.15. Lantern Lecture by Mr. W. Aitken : " Tele- 
phones.” : 

Wednesday, July 26th.—Platoon Drill for No. 2 Platoon. 

Thursday, July 27th.—Platoon Drill, No. 6 Platoon. Recruits, 
5.45-7.45. Instructional Class. 5.45. 

Friday, July 28th.—Technical for Ne. 10 Platoon, 46, Regency 
Street, S.W. Squad and Platoon Drill, No. 9 Platoon. 

Saturday, July 29th.—Parade Headquarters, 2.45, for Company 
Drill. Uniform. : 

Sunday, July 30th.—Entrenching duties. 
and С. Railway Booking Office), 8.40 a.m. 

MACLEOD YEARSLEY, Adjutant, 


Parade, Victoria (S.E. 


July Vith, 1916. 


London Electricians’ Wages Advanced. — Electricians 
in the London district have. been awarded an advance of jd. per 
hour by the Committee on Production. — Times. . 


Appointments Vacant.—^enior shift engineer for Bir- 
mingham electricity department (£130). See our advertisement 
pages to-day. : 


Memorial to Prof. Thompson.—aAs we go to press, we 
have received the following letter :— 

" Suggestions have been made in several quarters that a memorial 
to the late Prof. Silvanus P. Thompson should be established. I 
have to inform you that the Finsbury Technical College Old 
Students’ Association have taken the matter up. and are now 
engaged on the formulation of a scheme to enable all those 
interested to perpetuate the memory of the deceased in a suitable 
manner. 

“Јонх E. RAWORTH. 
" President, the Finsbury Technical College 
" Old Students Association." 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL ‘REVIEW posted as to their movements, 


Central Station and Tramway Officials.—Mr. С. W. SHEP- 
HERD, late general manager of the Edinburgh & District 
Tramways Co., Ltd., who has recently been acting as secre-. 
tary, has, owing to ill-health, resigned his position with the 
company. Mr. J. WisEMAN, who has been with the company 
for over 30 years, has been appointed to succeed him. 

General.—Mr. HEATBMAN, of Parson's Green, Fulham, 
wishes his correspondents to kindly take notice that there 1s 
not a second “N ” to his name, as he is not a German. His 
antecedents for the past 300 years were Devonshire folk. 

London Gazette notice.—Territorial Force. London Elec- 
trical Engineers: Sergeant C. L. PALMER, from R.E., to be 
Second-Lieutenant (on probation). 

At the University Court of Edinburgh last week, Sir J. А. 


 Ewiwa, Director of Naval Education. wh) was recently 


elected principal, was installed as head of the University Court. 

Mr. H. V. HENNIKER, engaged at Edinburgh with Messrs. 
Bruce Peebles & Co., Ltd., was married at Ramsgate, on 
July 11th, to Miss К. Riches. The presents included a can- 
poan of cutlery from the staff of Messrs. Bruce Peebles & Co., 

td. 

Roll of Honour.—Captain Davin D. Horne, who has fallen 
in action in France at the age of 40, was the representative 
at Newcastle-on-Tyne of Messrs. Crompton & Co.,. Ltd. 

Captain GEORGE CLIFFORD WHITAKER, the youngest son of 
Mr. Matthew Whitaker, railway contractor, who 1s reported 
as killed in action whilst serving with the Leeds ‘ Pals 
Battalion, was, on his next leave, to have married Miss Mary 
Hamilton, youngest daughter of Mr. J. B. Hamilton, the 
general manager of the Leeds Corporation tramways. " 

Corporal Warrer HurcHINSON, of the Bradford ''Pals, 
who has been wounded, was an assistant engineer at the 
Batley. Corporation electricity works prior to joining the Army. 

Lance-Corporal Jack Rar, of the King's Own Yorkshire 
Light Infantry, who is severely wounded, was an apprentice 
to electrical engineering with Mr. Fisher, of Doncaster. 

Private WiLLIAM RUssELL, of the West Yorks. Regiment, 
who is wounded and in a Bristol hospital, was formerly 
employed at the Bradford electricity works. - 
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-Lieutenant Jack M. CLARKE, Royal Irish Rifles, 
reg a son of Canon Clarke, Killead, Ireland, and is 
:trical engineer. 
eet үз Сове, of the Bradford ''Pals," who has 
died of wounds, was an employé at the Bradford telephone 
rs. 
ИА WILLIAM GIBSON, of the Lonsdale Battalion, 
Border Regiment, who. was killed in action on July lst, was, 
before the war, an electrician in the employ of the Winder- 
mere & District Electricity Supply Co., Ltd. ў 
Amongst those wounded in the fighting in France is Lieu- 
tenant R. E. BuLLovGH, of the South Midland Royal Engi- 
neers, son of Mr. R. C. Bullough, manager of the Colchester 
tram ways. 


Lance-Corporal WILFRED WATERMAN, of the Essex Regiment, 


who has fallen in action during the advance in France, was, 
hefore the war, engaged at the Chelmsford works of the 
Marconi Co. —— D$ | 

Private Eric F. SMITH, of the East Yorkshire Regiment, who 
is in hospital at Rouen seriously wounded, was, before the 
war, on the electrical engineering staff of . Henley's Telegraph 
Vorks Co. 
Rie Н. W. Fraser, of the London Scottish, who was, 
on his enlistment, in the electricity department of the Wool. 
wich Corporation, has been wounded. 


Sergeant F. F. Rosson, of the 2nd Coldstream Guards, who : 


was on the staff of the Hull Corporation Tramways, has 
gained the Military Medal for gallant conduct on the field. 

Private Frank Price, of the Royal Fusiliers, who was with 
the Electric Construction Co., of Bushbury, Wolverhampton, 
before the war, has been wounded in nce. — 

Sergeant C. H. SMITH, of the Devonshire Regiment, who 
was on the siff of the Electric Light Co., at Barnstaple, has 
heen wounded, and is in a hospital at Birmingham. 

Second-Lieutenant Jinks, of the Northants egiment, who 
has been wounded in France, was an engineer in the test 
department at the Rugby works of the British Thomson- 
Houston Co., Ltd. Before being wounded he was in the 
enemy lines with his two machine guns for a day. He is in 
the Duchess of Westminster's Hospital at the base. 

Private W. J. BAKER, of the 7th South Staffs. Regiment, 
officially reported killed in action, after being missing since 
August 9th last, was, before his enlistinent, engaged with the 
British Thomson-Houston Co., Ltd., of Rugby. 

titleman Harry KiNa, of the Rifle Brigade, who was, prior 
to the war, with the British Thomson-Houston Co., Ltd., at 
tugby, has been wounded. | 

Gunner SPENCER. MILAN, of the Royal Field Artillery, who 
las died of double pneumonia. contracted in training. was 


x Сабж in the employ of Mr. Guy I Aycock, of Hudders- 
іе. 


Private C. Н. Lona, of the West Yorks. Regiment, who is ` 


weunded, was formerly employed at the Bolton Road elec- 
triity works, Bradford. 

Private BERT RoBINSON, an employé of the Lancashire 
Dynamo & Motor Co., Ltd., Trafford Park, has been wounded. 

Sergeant WALTER A. CHADWICK, killed, іп action, was for- 
merly a costs clerk employed by Messrs. W. T. Glover & Co., 
ul Trafford Park. Private T. Horrocks, an employé of the 
sme company, has been wounded. 

Lance-Corporal E. H. Home, for many years in the employ 
of the British Westinghouse Co., Trafford Park, is unofticially 
"рое killed. Private JOSEPH ACKERLEY, another employé 
of the company, has also been killed in action, 

rivate F. HonRox, wounded and in hospital at Glasgow, 
was an employé of the Lancashire Dynamo & Motor Co., Ltd., 
raflord Park, 

Private JAMES GiLLOW, of the Royal Warwicks, formerly 
employed by the British W estinghouse Co., Trafford Park, has 
been killed in action. tg ng 

Private A, SINGLETON, who has been wounded, was for- 
ehea employed by Messrs. Baxendale & Co., Ltd., of Man- 
i v Tuy облик, à former employé of Messrs. Saun- 

ag ay , wuld, TG Y io] 1: SE a= 
Ported killed, » electrical engineers, Manchester, is re 

) nyate S, NEEDHAM, an employé at the British Westing- 

use Works, Trafford Park, has been killed in action. 

pike a HERBERT SMETHURST, who has died in hospital at 
fi Y rom wounds, was an employé at the Chloride Elec- 

са отав Works, Clifton Junction. 

с, ус ie R. Bares, an employé of the British Westinghouse 

s ord Park, has been wounded. 
his ies С. KENNY, of the South Lancashire Regiment, and 
joli ler, Private T, Kenny, of the Manchester Regiment, 


к Whom were employed by the British Westinghouse ^" 


©., have been wounded. 


ez 1 Sergeant-Major | Harry Сп, West Yorkshire 
on the fee electrical engineer, of Leeds, who was wounded 
i "d ay of the recent advance, died two days later. 

er Regi me eee that Captain NoRMAN Vauprey, Manches- 
second ind: l killed on July 15%, in his 32nd year, was the 
rey, Ca p surviving son of Sir William and Lady Vaud- 
chester. ptam. Norman Vaudrey was a civil engineer at Man- 
Maj 7 г 
ый а A. ViüNOLES, borough electrical engineer of 
Pital ip r,55 ееп wounded in the left hand, and is in hos- 
щ London. 


Electric Railway Go., 


_ Private E. О. WILLIAMS, of the West Yorks. Regiment, who 
18 wounded, was in the electric lighting department at Leeds. 

Private E. GLEDHILL, wounded whilst serving in the West 
Yorks. Regiment, was in the Bradford tramways department. 

Lieutenant W. C. MCCONNELL, Royal Irish Rifles, officially 
reported killed in action on July 8th, was the youngest son 
of Sir Robert McConnell, Bart., D.L., Strandtown, Belfast, 
and was a partner in the firm of McConnell & Bailey, inecha- 
nical and electrical engineers, London, E. | 

The Times reports the death from wounds, on Tuesday, of 
Second-Lieutenant F. R. Hoacerr, A.M.I.E.E., Royal West 
Surrey Regiment, aged 29, who had been connected with Cal- 
lender's Cable & Construction Co., Ltd.; also the death of 
lieutenant Eric В. В. Scorr, R.E., a student of the Royal 
School of Mines, South Kensinc on, aged 20, who joined the 
London Electrical Engineers (T.F.) at the outbreak of war; 
also of Second-Lieutenant ок D. EDINBOROUGH, Middlesex 
Regiment, aged 22, who was an Associate of the Institution 
of Electrical Engineers and of the City and Guilds of London 
Institute. 

Private FRANK Tyson, an employé of the British Westing- 
house Co., ‘Trafford Park, has been wounded. 

Private HERBERT WHITNEY, of the Cheshire Regiment, who 
has been killed in action, was formerly employed in the elec- 
tricity department of the Sale (Cheshire) District Council. 

Private EDWARD MILLAR, formerly on the staff of the Manx 
has been killed in actjon in France, 
where has was serving with the. Canadian Contingent. 

Captain ALFRED ТЕЕ Woop, to whose death in. action in 
France we referred last week, was a brother of Mr. Arthur 
P. Wood, general manager and director of the Lancashire 
Dynamo and Motor Co., Ltd. Captain Wood, who was on 
the staff of the same company for some years, and had repre- 
sented it in India, was a son of the late Mr. J. Lee Wood, for 
many years secretary of the Clifton & Kearsley Coal Co., Ltd. 
He was given a commission as lieutenant in the Lancashire 
Fusiliers in October, 1914, was afterwards raised to a cap- 


THE LATE CAPTAIN ALFRED LEE Woop. 


taincy, and went out to France last" November. A Manchester 
paper gives the following account by his orderly, who lies 
wounded at Manchester, of the way in which the gallant 
officer met his death :— - 


On the morning of the attack our guns began a heavy bombardment at 6.30, 
and continued for an hour, About an hour later the captain was Standing 
below the parapet calmly smoking a cigarette and glancing occasionally at his 
wrist watch, At 7.30 sharp he leapt over the parapet, followed by his men. 
A perfect tornado of bullets was encountered from every side, Barely 50 yards 
had been covered when he was hit by a bullet which grazed his head, whilst 
I got one in the army Without pausing we went on a little further, when a 
second bullet struck the captain on the head, causing a nasty gash, and 
almost at the same moment I was shot through the leg. Turning to me, the 
captain asked, “ Are you badly ҺИ?” and 1 replied, '* Yes, sir, I can't go 
on this time." He then ordered me to try and get back to our trench, ч 
although I begged him to come back with me, as he was badly жее a 
said, " No, I will get that machine gunner." The gun was causing fearfu 
losses amongst his men, The machine gun was taken later, and 1, was 
found that the man working it was chained to it and wearing an Iron и, 
FF . I heard that the captain reached the third line of German trenches 
before receiving his third and fatal wound. | managed to get m leg dressed. 
апа later on saw the captain lying in our trenches, with the Colone | T is 
side. He was known to us as the *' gaffer," and we would have followe m 
anywhere. 
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CITY NOTES. 


The annual meeting was held at the 

General- Cannon Street Hotel, E.C., on Monday, 
Electric under the presidency of Mr. Н. Hrrst, 

Co., Ltd. chairman and managing director. Mr. 
Hirst said that the outstanding features of 

the balance sheet were that they had made a net increased 
rofit of nearly £31,000, that they had spent, roughly, £80,000 
in works extensions, that they had been able to carry on their 
increased business and yet keep the large sum of £252,000 
invested.in War Loan and Treasury Bills, and, finally, that 
their proposed appropriation provided for an increase to the 
reserve fund of £40,000, and an increased carry-forward of 
£11,000. All the other figures were substantially of the same 
character as those of a year ago. The distribution on the 
ordinary shares was the same as last year. Dividends ab- 
sorbed a slightly larger amount, namely, £92,000, instead. of 
£87,000. The advance shown was all the more remarkable as 
a great portion of the previous year's output was for Govern- 
ment requirements, and the prices charged were, almost with- 
out exception, the same as those ruling prior to the war; only 
in certain cases had they asked for advances, and then only 
in proportion to the increased prices of raw material and 
labour. The higher profits were mainly йе to the fact that 
under present conditions they had obtained more repetition 
work than one could expect in normal times, and all engi- 
neering: repetition work cheapened the cost of production, 
because they were able to get more work from the machines. 
They had benefited in some manufacturing departments 
which, under pre-war conditions, showed an annual loss, 
whilst under present conditions they had yielded a legitimate 
profit. He referred to some of the departments which had 
been adversely criticised on previous occasions, but which had 
proved of exceptional value to the Government. The shell 
factory which they had,laid down was now in full swing, 
and had been responsible for & considerable proportion of last 
year's capital expenditure. At the first starting up, some 
temporary dislocation was caused in the works owing to the 
necessity of training women and unskilled labour with a 
depleted staff, and, perhaps, owing to want of experience in 
this direction on this company’s part. Their deliveries had 
given the greatest satisfaction, but they had not yet suc- 
ceeded in making a profit in this section of the works. Their 
large reserve stock of standard lines had naturally benefited 
by the general rise in prices, and this had been а contribu- 
tory factor to the success of the year. Above all, their results 
were mainly due to the loyalty, co-operation, and resourceful- 
ness of the staff and the majority of the workpeople, who had 
appreciated the utility of their products to the country. A 
goodly number would not be lured away into the many con- 
cerns started since the war, which temporarily were offering 
such tempting and abnormal wages. All the work which they 
had done did not show itself in actual business returns. Many 
of their people had been able to devise, and give useful assist- 
ance to, Government departments and committees in experi- 
ments, and in the solution of scientific problems which the 
conditions of war had created. This was not a time for 
thinking of larger dividends. With the ever-increasing diffi- 
culty of obtaining raw material, the probable further diminu- 
tion in the supply of labour, and the necessary limitation to 
imports and exports, it was impossible to forecast what sur- 
prises might be ahead of them before the war was over. They 
must, therefore, persevere in the policy of conserving their 
strength and keeping their assets liquid. They must bear in 
mind, also, that a big task confronted the electrical industry 
in this country. Much was expected of them, and they, the 
General Electric Co., were anxious to fulfil these expectationa. 
Аз soon as they had the slightest indication as to what would 
be the Government policy after the war, and in what way 
new enterprises would receive the necessary measure of Gov- 
ernment assistance which present conditions demanded, they 
would be willing to open up in new fields and avenues which 
had hitherto been closed to the manufacturers of this country. 
The stronger they made thenrselves internally, the more fit 
they would be to wage the fierce commercial and industrial 
contest which was bound to ensue after the war, and the 
better would they be able to make use of the opportunities 
held out to the electrical industry by the Allies. Their strong 
financial position and reserves would permit them to go full 
speed ahead with the constructional work, and their sales 
organisations overseas were so unique and firmly established 
that they were prepared for any challenge. It was just this 
desire to keep their oversea branches alive and well organised 


.that was causing them anxiety, as export business was now 


rendered so difficult, due to lack of tonnage, and they were 
consequently able to execute only a small percentage of the 
orders and contracts which they were offered. Where an 
industry never seemed to get out of the state of evolution, the 


‘directors and managers could not keep pace with the times 


if, with every experiment and with every fresh step involv- 
ing expense, they were to feel that they were incurring ex- 
penditure which might deprive the shareholders of their divi- 


. dends for the current year. If a portion of the past profits 


were always available for pioneer work, for testing, sounding 
and studying new inventions, and investigating fresh fields 
of inquiry, one had the greatest chance of remaining at the 
top of the industry. Ав regarded investments, they were 


committed to a policy, and, according to the present plans of 
the board, the investment account was likely to be still fur- 
ther increased next year. Не presumed, however, that so 
long as this account showed a handsome yield, the share- 
holders would encourage them to go ahead. They had given 
a full aacount of their investments, and would continue to 
do so in the future with the same frankness. Through one 
of their associated companies, the Peel-Conner Telephone 
Works, they had now established a magneto factory near 
Coventry. Under the title of the Conner Magneto Ignition, 
Ltd., that company had evolved a magneto for which Gov- 
ernment contracts had already been secured. The works had 
been started on quite a cohsiderable scale, and they hoped 
within a very few months to be able to make good some of 


the present deficiency in the supply of so important and 


essential an appliance. Conditions of war made 1t impossible 


. to discuss fully and thoroughly all the various operations in 


which they were engaged, but 1f, after the cessation of hostili- 
ties, this ban was removed from his lips, he would be able 
to tell such a story of G.E.C. war activities as might well 
fill both the shareholders and the staíf with pride. Their labour 
and resources were being, and would continue to be, used to 
the utmost to further the end they all had in view, namely, 
complete victory. No fewer than 52 of their men had laid 
down their lives, 133 had been wounded, 61 had been in- 


: valided, and four were either missing or prisoners of war. 


This was indeed a heavy casualty list out of a total of 1,500 
men who had joined the Forces. Jt could be better under- 
stood, however, when it was remembered that most of their 
men joined at the commencement of hostilities. The company 
would endeavour, as far as lay in their power, to help the 
dependents of the fallen. They had created a complete 
scheme for regularly communicating with and supplying com- 
forts to those serving at the Front, and they fervently hoped 
that, at a not far distant date, they might see them back 
again at their old places in the firm. 

Mr. Ernest Вүма seconded. 

Mr. WALKER thought they were entitled to get as much 
information as could properly be given to cover the question 
of what was going to be done, in view of the fact that, 
roughly, £80,000, or considerably more than the amount of 
their profits, had been expended in works extensions. He 
would like to know whether that money had been spent in 
order to place the company in a position of only doing work 
for the Empire during the present time of stress. They must 
bear in mind that the Government were taking 50 per cent. 
of their excess profits, which was to be increased to 60 per 
cent., and eventually, he believed, to 95 per cent. He 
thought such a policy would have the effect of driving indus- 
tries from this country to America and other neutral coun- 
tries, where they would not contribute 50 or 60 per cent. of 
their excess profits to the Chancellor of the Exchequer. He 


маз a director of а small company which did not pay any 


profit until 1914, and then it made a profit of £2,600. Then 
followed the war, and because the balance sheet of that com- 
pany was made up after July 3186, 1014, they were asked to 
contribute half of their profits to the о Exchequer, 
whereas if the balance sheet had been made up before July 


- 81st, 1914, they would have contributed nothing. At the same 


time, their profits had nothing to do with war profits, but 
were made before the war started. 


Dr. Moopy congratulated the directors upon being able to 
present à balance sheet showing such large liquid reserves. 
After two years of war, it showed the company’ was well 
managed, and that they had sufficient resources to carry 
through any enterprise they might undertake. | 

The CHAIRMAN said he sympathised with Mr. Walker in 
what he had said. In the electrical industry they turned out 
products of both peace and war, and both those classes of pro- 
ducts could be turned out from, the same machines with but 
slight alterations. With regard to the £80,000 they had spent 
in extensions, a very large proportion of that expenditure 
would be useful to them, after Peace was declared, in the 
development of their business. Some portion of the money, 
of course, would be useless from the commercial point of 
view after the war was over, but no doubt the Government 
would have to consider the position of firms who had sunk 
much more capital than they bad done for war-work pur- 
poses, and no doubt they would be treated with equal con- 
sideration by the Government. He thanked Dr. Moody for 
his kind comments, which were very encouraging. 7 

The motion was carried unanimously, and the dividend 
declaration was approved. | 

The CHAIRMAN said he had now to propose that the appoint- 
ments of Mr. M. F. Armstrong. Mr. G. II. їде, and Mr. M. 
Solomon as directors of the company be confirmed. He уак 
glad Mr. Armstrong had accepted their invitation to join the 
board. He had known him for a great ару years, and he 
had always shown great interest in their work. He had all 
those qualifications which would make hin very useful—in 
fact, he might say eminently useful—io the company, and 
he hoped the shareholders would approve of his selection. 
Mr. Solomon, the manager of their carbon works, was unable 
t> be with them that day, but he had been associated he 
the company for upwards of 14 or 15 years, und Mr. Ide, Ше 
manager of their metal works, had been with them for up- 
wards of 20 years, and he was sure they would prove iwo very 
valuable additions to their bourd. 
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Мг. М. J. Ratna seconded, and the motion was carried. 
The CHAIRMAN proposed the re-election of Mr. E. H. Byng, 
who took a very great interest in their company, but; nfor- 


tunately, had suffered from. ill-health. Не was with them-that - 


morning, and he hoped he would shortly be able to resume 
work Ts was carried. 


A joint meeting of the holders of the 
bonds issued by the Mexico Tramways 
Co., the Mexican Light & Power Co., 
Ltd., the Mexican Electric Light Co., Ltd., 
and the Pachuca Light & Power Co. was held last week in 
London, to decide upon the policy to be adopted-for the pro- 
tection of the bondholders’ interests until conditions. in 
Mexico improve. The matter has been fully reported in the 
financial dailies. Mr. W. E. Rundle, general manager of the 
National Trust .Co., Ltd. (the trustee for the bondholders), 
who presided, said that the total bonds outstanding, includ- 
іру all the issues, was £12,330,371. Of this amount £9,074,020 


Mexican 
Companies. 


had been deposited with the committee, representing 73.75 : 


г cent. of the total outstanding issues. From the time 
фе Гав were first made by the companies in payment of 
interest the trustee was impressed with the necessity. of 
obtaining as soon as possible an independent report проп the 
properas It was recognised that the default had not been 


rought about through bad management, but owing to con-. 


ditions wholly beyond the control of the directors'and the 
executives of the companies. Nevertheless, it was deemed 
advisable to secure independent advice. In February last the 
trustee, in conjunction with the receiver of the Mexican Light 
and Power Co., and the directors of the other companies of the 
group, induced Mr. Phippen and Mr. Trowbridge, a former 
manager of the Light & Power Co.. to proceed to Mexico. 
After a study of the position and conditions of the companies, 
and after carrying on certain negotiations with the Government 
and others; they returned to Toronto and made to the National 
Trust Co. the report which was in the hands of the bond- 
holders. Substantial results were obtained by their represen- 
tatives. He strongly emphasised the.necessity for the bond- 
holders of all the companies of the group to stand together 
at this time for mutual protection. In this was the hope for 
the future. The circumstances and conditions were most un- 
usual, and unless they were met in a broad, strong, and 
eourageous manner the bondholders' interests, in his opinion, 
would undoubtedly suffer, if not end in catastrophe. He 
moved a resolution approving of the resolutions intended to be 
proposed at the formal meetings of the bondholders and re- 
ecmmending that such resolutions be passed. 

Mr. Е. R. Peacock (chairman of the Bondholders’ Protec- 
tion Committee), in seconding the resolution passed by the 
Chairman, said that Mr. Rundle had emphasised what the 
committee regarded as the most important point, namely, the 
necessity for single control and management of the companies 
during the troubled period in Mexico. That involved that 
someone should have full power of action, and in the present 
circumstances of the companies obviously that power should 
rest with the bondholders, The bondholders had by a very 
large majority relegated their powers to the bondholders’ com- 
mittee, and the resolutions directed the committee to take 
sich steps as they foun necessary to ensure that they had 
that control.—The resolution was carried unanimously. 


For the year ended March 31st, 1916, the 
gross profit was £63,118, and after deduct- 
ing general charges, depreciation, interest 
a on debentures, and other items, there re- 
mains, including the sum brought forward, an available bal- 
ance of £37,950. Out of this, £6,500 is to be put to general 
reserve, £10,000 to special depreciation account, £1,608 is 
written off the balance of preliminary expenses, 7 per cent. is 
paid on the preference shares, requiring £9,363, and £10,479 
is to be carried forward, subject to excess profits tax and to 
assessment under the Ministry of Munitions Act, 1915. In 
vew of the last-named liabilities, the directors do not deem 
it prudent to recommend a dividend on the ordinary shares. 
Mr. T. Britten, manager of the works at Chelmsford, has been 
elected to the board. Annual meeting: July 94th. 

Por the previous year the gross profit was £57,911. £6,500 
was put lo general reserve, £3,500 to special depreciation 
account, £1,608 was written off preliminary expenses, 7 per 


cent. was paid on, the preference shares, and £7,69L was 
cared forward, 


Crompton 
and Co., Ltd. 


Liverpool Overhead Railway Co.—Interim dividend to 
ae ЗО, on acconnt of the year ending December 3lst, 
id at the rate of 5 per cent. per annum on the preference 
7 wes, aud 2} per cent. per annum on the ordinary shares. 


neome-tax will be deducted at the rate of- 4s. Gd. in the £. 


En Struck Off the Reglster.—The following companies 
salted ОСК off the register within three months‘ and dis- 
“ved unless cause is shown to the contraTy:— ^ ^ . 

AUN Anti-Friction Metal. Co. | | 

ipse Rail-Track Co. | 

Есте Ozone Syndicate 

| raffic Indicators, Ltd. 

Wireless Electric Light Co, 


Sao Paulo Tramway, Light & Power Co,—Dividend, 9} 

Per cent. on the comin "rad "POM PN сү 

| Rio de Janeiro Tramway, Light & Power Co.— Dividend, 
ber cent. on the capital stock. 


ms 


action came, anyway, 


Brazilian Traction, Light & Power Co.—Dividend, 1 per 
cent. on the ordinary stock. — — i 
с Veritvs, Ltd.—By ап Order of the Court, separate meet- 
ings of the holders of the ordinary shares and of the manage- 
‘ment shares respectively are to be held on July 26th, to 
consider a scheme of arrangement between the company and 
such helders. The Court has appointed Mr. G. Verity, or fail- 
ing him Mr. В. С. Evans, as chairman of the meetings, and 
he has to. report the result to the Court. ` A copy of the 
scheme can.be seen at the office, 31, King Street, W.C., by 
arrangement. . dE 

A $ + 
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STOCKS AND SHARES. 


| AN TE | TUESDAY EVENING. 

The cheering news from the Front has been hailed with 
delight in the City, where there is keen appreciation .of the 
first fruits of the Great Offensive. This encouragement com- 
pensates for an unexpected advance in the Bank Rate to 
6 per.cent.—the first change since August 8th, 1914. . The 
reason for this step is taken to be due-to financial conditions 
in New York, and criticism hesitates to say much on a sub- 
ject of which the essential elements can-be known only to 
the Bank of England and a few other authorities. | 

Naturally, the rise caused а sharp set-back in' Stock Ex- 
change prices. Perhaps the previous upward movement had 
rushed ahead too sharply, and reaction was fairly due. Re- 
and most of the investment prices are 
down on the week. Even the profit-makers out of the war 
are not likely to buy Consols on a 4} per cent. basis when 
they can get Treasury Bills of the British Government to 
pay them £6 7s. Sd.. per cent;-on the money, and War Ex- 
penditure.Certificates that return 6 per cent. 

The Home Railway market was amongst the first to suffer. 
Gilt-edged stocks fell back опе to three points, and the eager 
demand for them became abated. This was quickly reflected 
in the ordinary stocks, which gave way without exception. 
At the lowered levels, however, evidence of bargain-hunting 
appeared. The argument revived that investment requires 
а тпоге permanent.home for its. money than is provided by 
the short-term policy of war finance to which the Treasury 


seems so greatly wedded. Before the month is out, we make 


bold to prophesy people will have become familiarised with a 
6 per cent. Bank Rate, and will be buying. previous favourites 
in the Stock Exchange markets. Always provided, of course, 
that the Bank Rate is not put up further. 

The Stock Exchange Committee have under active con- 
sideration a scheme for restoring, where practicable, double 
quotations, officially, for stocks and shares dealt in through 
the markets. This will come into operation in a month’s 
time, according to present intentions. One of the chief diffi- 
culties of re-establishing double prices is aptly furnished by 
the market in electricity supply shares. 

At the present time, there is a pronounced scarcity of sup- 
ply. Shares can be sold with comparative ease, but they can- 
not be bought in a number of cases. The jobbers may Say, 
therefore, that to quote a price at 64 to 7 in the Official List 
is misleading and unreliable if they have no shares to offer 
at 7. Probably the position would be the same if they called 
the price 6} to 73, when they would incur the charge of 
quoting an absurdly wide margin between buyers and sellers. 
Where a free market exists, reversion to the double prices 
could be reliable and valuable. What will happen, we take 
it, is that a start will be made with certain stocks and shares, 
leaving blanks for a great many others, and these latter would 
gradually come into line as business in them developed enough 
for double prices to be accurately and reliably quoted. 

Underground Electric Incomes dropped 34 of their previous 
week's pain of 4 points. The shares are also down. Metro- 
politans shed 14 and Districts lost 2. South-Western deferred, 
which shot up to 972 on the excellent results which electric 


. traction is said to be affording thé company. reacted to 96. 


Electricity Supply shares are amongst the few to which the 
6 per cent. Bank Rate made no difference. Charing ‘Cross 
preference are 5s. up, and so are City of London ordinary. 
The reason is the same as that already mentioned, namely, 
that there are no shares on offer. Neither the rise in the 
Bank Rate nor that in the price of coal brought in any sellers 
of the shares. | | | 

The Telegraph market is equally firm. Several stocks from 
which dividend payments were deducted last week have begun 
to recover the amounts, Chile Telephones are a particularly 
good spot, again putting on 3/16 with a rise of. 7, 80 ү 
they'are the fraction higher than United River’ Plate: Tele- 
phones, with which. previously they had been keeping pen 
Marconis experienced a swift drop to 3 1/16 on a an 
of the bull position. From this there was ET X 
rally, but the price is still down on the week, ap S M 
there subsided also the American, Canadian, an Spanish 
shares, these dropping И to 17s. 6d. for Ше first, ап 

-a-guinea for the two others. . "n Em 
ШОП: of the four principal Мен инша от 
pánies met last week to consider what policy should be 


adopted for the protection of their interests until cónditións 


1 ico 1 i 1 informal one, but 
Mexico improve. The meeting was an in і 
сао details were given, and the importance emphasised 


n ——— mmn 


emo ува. > dis: 
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of all the bondholders standing together at.this crisis, Fur- 
ther meetings are to be held in about six weeks’ time. Mean- 
while, rumour has since been busy with a report, made in 


America, that the United States has offered President Car- - 


ranza financial assistance in restoring order provided that he 
agrees to certain terms. Prices of the various bonds are none 
too firm, but the first mortgage bonds of the Light and Power 
have been dealt. in lately on the basis of 41. 


In spite of the. declaration of a 1 per cent. dividend, . 


Brazilian Tractions are dull and heavy at 62. The Anglo- 
Argentine Tramways group shows no change. Alabama Trac- 
tion Light & Power shares rose to 32, but gave way after- 
wards to 29. The report states that the net revenue for 1915 
came to $569,000, which is just about double that for the 
previous twelvemonth.. City Services shares came down from 
385 to 340 on New York selling. 

The Sao Paulo Tramway, Light & Power announces a divi- 
dend of 24 per cent. on its common stock, and the Rio Tram- 
way a dividend of 15 per cent., both payable on Angust Ist. 

British -Westinghouse preference are a strong spot with а 
jump of 2s. 6d. to 51s. 6d. The shares, of course, are 15 per 
cent., but at present receive 74 ‘per cent. They are non-cumu- 
lative. British Insulated improved upon their previous week's 
advance of 15s. with a rise of 5s., which brought them to 114. 
General Electrics are steady, on the meeting. Henleys rose 
to 153, Electric Constructions to 16s. 3d. Other industrials 
remain firm as a whole. The rubber market pursues a hum- 
drum way, the price of the material keeping about 2s. 3d. 
per lb. No decision has yet been arrived at as to the basis 


upon which the younger producerg will be assessed for excess: 


profits tax. 


SHARE LIST OF ELECTRICAL COMPANIES, 


Home ErLROTRIOTTY COMPANIES, , 


Dividend Price 
—R uly 18, 56 Or е 
July 18, Ri fall Yield 
1914. 1916, 1916. this week, — p.c. 
Bromptan Ordinary  .. .. 10 10 63 — £718 939 
Charing Cross Ordinary s 5 Б, Bä E 618 0 
do. до. do, 44Pref. 44 4 RÀ +} 687 
Chelsea oe . ә ae oe 6 4 8 -— 6 18 4 
City of London  .. NS is 9 8 191 +1 68 0 
do, do. Ó percent. Pref, 6 6 1 - 614 8 
County of London em К 1 1 108 — би 9 
. do. 6 per cent. Pref. 6 6 LUF | — 615 8 
Kensington Ordinary .. 5% 9 7 Sh — 618 7 
London Electric .. ve Vs 4 8 1 — 7 55 
do. do. 6 percent. Pref, 6 $ 4 - 618 4 
Metropolitan a es bs '8 9i = 6 6 4 
do. 44 per cent. Pref, 44 B ~ 710 0 
St. James’ and Pall Mall .. 10 8 6 — 618 4 
South London .  .. 5 6 == B 18 10 
South Metropolitan Pref, 7 1 1 — 6 45 
Westminster Ordinary .. .. 9 17 — 614 3 
TRLEGRAPHS AND TRLRPHONPS. 
Anglo-Àm. Tel. Pref. .. ee 6 - 6 104xd — 515 6 
do. . ee ve 80J- 83/6 23 == 1 10 9 
Chile Telephone .. 8 8 7 + xh 514 5 
Cuba Sub. Ога. .. "s es b 5 Tk — 618 «4 
Eastern Extension Rs © 1 8 1 ёха — б 728 
Eastern Tel, Ord. HE . 7 8 149xd = 5 78 
до. Pret. Ae 6 6 lixd — 591 
Great Northern Tel. .. . 2 n 88 — 618 0 
Indo-European .. : .. 18 18 48 - 6 19 8 
Marconi .. x 10 10 BL — dd 840 
New York Tel. 44 ЧА - 4 44 1094 — 4 710 
Oriental Telephone Ord. .. 10 10 3 — 5.0 0 
United R. Plate Tel, .. .. 8 в 643 - 617 6 
West India and Pan, .. 601 — 14 - — 
Western Telegraph  .. TX 8 15 xd - © 6 8 
Home Rana, 
Central London, Ord. Assented 4 4 - 
Metropolitan '..  .. .. 14 1 58 — 1} 8n Ü 
do. District .. .. Ni Nil 19 — ł Nil 
Underground Electric Ordinary Nil Nil 1H - Nil 
LL] * 
о. do, "A" ,, Nil Nil 6/8 —64. Nil 
do, do, Income 6 в [ .- — S) %16 3 
| Еоввгач Trams, 40, 
Adelaide Вор. 6 per cent. Pret, 6 8 5 = 
Anglo-Arg. Trams, First Pref, 5 84 xd — 1 9 o 
do, 2nd Pref, .. of _ 89 2 
3 do. b Deb. ae 6 b vii == 6 9 0 
Brazil Tractions .. s é 4 4 62 —1 690 
Bombay Electric Pref. .. ae 8 6 103 +3 614 8 
British Columbia Elec. Rly. Ptce, 6 5 60xd — E A B 
о. до. Preferred — Nil 40 — ^" Ni 
do. до, Deferred — Nil 89 - Nil 
. do. do. Deb. 4b 4 65 — 610 9 
Mexico Trams 5 рег cent. Bonds — NA 42 — Nil 
. do. 6 percent. Bonds — Nil 8i — Nil 
Mexican Light Comum Và Ni Nil- 90 — Nil 
Q. е we Nil Ni EE i 
йо, 1st Bonds Nil Nil ў a — pi 
MANUFACTURING COMPANIES, 
Babcook & Wilcox E 
British Aluminium Ord, |) 8 15 al. = ae 
British Insulated Ord... — :. 15 17 u t; {49 
British Westinghouse Pref, ., 1 1 [1 M i аа 
callenders ы e e 0]d5 90 12 ы 5 16 i 
о. 6 Pret. ES pa 
Castner-Kellner .. ate a0 2 +2 pale 
Edison & Swan, £8 paid . Nit = ET 6 6 8 
do. do.’ fully paid .. Nil С 1 = M 
до. T До. 5 por cent, Deb. 5 6 0 - 8 i i 8 
Elec onstruction ., 2. 
Gen. Elec. Pref, .. x гә ге 6 à w a 345 
d oy ose ee А oe oe 90 95 154 + - 0 на 
O. 43 Pref, .. - „ 4 4 4 t e 1 8 
indiaRapber б. 12 10 10 19) э. dei 
egra n, ees es ee T 
90 W BOxd = *8 «4 0 


* Dividends paid tree ot income-tar,’ 


MARKET QUOTATIONS, 


It should be remembered, in making use of the figures appearing 

in the following list, that in some cases the prices are only generai. 

and they may vary according to quantities and other circumstances. 
\ 


Wednesday, July 19th. . 


Latest 


. |Fortnight's 
GHEMICAES, 20; Price.  |Ino. or Deo, 
a Acid, Oxalic .. © per 1b. 1/8 PS 
a Ammoniac Sal а xs .. per ton £75 ae 
a Ammonia, Mariate (large crystal) a £54 ee 
a Bisalphide of Carbon  .. - 5 £28 ae 
a Borax.. ee ae ae ae э” #30 ee 
a Copper Sulphate .. ... d эз | £51 e 
a Potash, Chlorate .. " ee per lb, 2/6 Se 
a5 Perchlorate ie 25 т 9/- m 
a Shellac T АШ .. рег смі. 98/- 3J. inc. 
a Sulphate of Magnesia  .. .. per ton £18 se 
a Sulphur, Sublimed Flowers  ., эз £15 £1 ine. 
а ry Lump oe ee oo ГҮ] ёп 10 W- ine 
a Soda, Chlorate ee es oe per lb, 1/43 ee 
а » C stals ee oe oe per ton 120/ е 
а Sodium Bichromate, casks per lb. А 
METALS, &c. 
c Brass (rolled metal 2 to 12" basis) per lb. а} to 1/3 1id. dec. 
e ” Tubes (solid drawn) ee ” 1/2 to 1/8 1d. dec. 
c » Wire, basis .. gs ©з y» ИЗ to 1/3} 13d. dec 
c Copper Tubes (solid drawn EM " 1/5} to 1/6} id. dec 
g » Bars (beat selected) per ton 2146 £6 dec 
g » Sheet ге ч э» » £146 £6 dec 
g ” Rod ee oe oe ee 1$ £116 £6 dec 
d's (Electrolytic) Bara - js #193 #10 дес 
а ›„ 3i .Bheets .. h £141 £10 dec 
A AREE IPSE |{ 
t 9: LI . ire er LI ео, 

f Ebonite Rod .. ve «s s p Ра у zz і s 

: » Sheet °з oe ee эз 2/6 oe 
n German Silver Wire ee А 2 
h Gutte-percha, fine.. — .. a » 6/10 T 
h India-rubber, Para fine .. Е н 2/11 24d. ino, 
4 Tron Pig (Cleveland warrants) .. рег ton Nom, a 

эз Wire, galv. No. 8, Р.О. qual. э” э 
g Lead, English Pig .. si * 35 £29 5 5/- der. 
g Mercury ra $5 = per bot, £17 12 6 to 

FR £17 16 £1 iac. 

e Mica (in original cases) small .. per lb, 84. to 8j- $e 
е » ” » medium ” в мүт ^ mm 
'e э” » " rge .. to е up. ee 
d Silicium Bronze Wire .. s per Ib. 1 i we 
r Steel, Magnet, in bars .. .. per ton vs 
s Tin, Block (English) ..  .. y, 4166 so £167 | £lüdec. 
n » ` Wire, Nos. 1 016 .. .. per Ib. 3/10 ud."dec. 


Quotations supplied by— 


a G. Boor & Co, James & Shakespeare, 
c Thos. Bolton & Sons, Ltd. d Edward Till & Co, 
d Frederick Smith & Co. i Bolling & Lowe. 
e F. Wiggins & Sons. l Richard Johnson & Nephew, Ltd. 
f India-Rubber, Gutta-Percha and n P. Ormiston & Sons, 

Telegraph Works Co., Ltd. r W. F. Dennis & Co. 


Registration of Firms Bill.—Following up our recent 
reference to this subject in our leader columns (ELECTRICAL 
REVIEW, March 31st, p. 357), we are glad to learn that the Select 
Committee of the House of Lords, to which the Bill was referred, 
has reported, urging that it should be pressed forward withoüt 
delay. That there was, and had long been, a public demand for 
the Bill was recognised when it was read a second time without a 
division. According to the Financial Times, the Committee thinks 


.that the title of the Bill shonld be " Registration of Business 


Names," as the Bill is not confined to trading firms, but includes 
professional partnerships. The object of the Bill being to include 
not all partnerships, but only those where the style conceals the 
identity: of the actual traders, the Committee thinks the most 
convenient limit would be expressel by requiring registration by 
all who do not use their true surnames to designate their business. 
It is true that the surname does not exhaust the trader's descrip- 
tion, but it goes a long way towards it, and opens the path to 
further inquiry if necessary. Such a description covers the case of 
the small local traders who already use their actual surnames, or 
can very easily do so. It is very difficult to provide a means of 
enforcing registration which shall not be either ineffective or 
oppressive. The Committee, after much consideration, proposes 
that anyone coming within the Act who does not register shall be 
disabled from suing on a contract made while he is in default, 
but that the Court, in proper cases, shall be able to give relief from 
this disability. The Committee also thinks that the Board of Trade 
should have power to enforce by penalty registration by a person 
who comes within the Act. The Committee looks upon the pro- 
posed registration as hy no means a large, expensive, or complicated 
operation. The details are left to be worked by rules of the Board 
of Trade. The Committee expresses its strong opinion that the Biil 
would be of special value under the conditions both of the warfare 
now prevailing and of the state of things which may be expected to 
arise immediately afterwards. Events have shown how desirable 
it would have béen to have had at the beginning of the war, and 
still would be to have ready to hand, such information as this Bill 
provides, and without entering upon any controversial matter 
relating to trade after the war, it may be generally accepted that 
the identity of those concerned with trade will be in the future an 
element of the greatest importance. 
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, Organisation of а supply of women workers, the making of 


LABOUR AND INDUSTRY.. 


(Continued from page 32.) 


We are at present the subjects of conflicting emotions. Ап 
urgent appeal from the Commander-in-Chief moves us to 
redouble our efforts for turning out abundant supplies of 
everything required, so that the Advance, now that it has 
begun, may not be held up. Thousands of lives and 
millions of pounds sterling may be saved if we can maintain 
supplies so that we may continue to strike hard until the 
end. Yet, while the national cause demands still more 
labour and a sustained effort on the part of all, we are 
compelled to be simultaneously considering ways апі 
means for safeguarding the interests of millions of workers 
when we have all won the Victory. Those who prefer to 
leave such things to chance, who have a dislike for any 
energetic Movement or policy, or who would “let things 
slide” until it is “ too late," are becoming fewer every day. 
We thought that the decision of the Government to appoint 
a number of committees to consider the after-the-war 
interests of various staple British industries was approved 
by all practical-minded students of national affairs. What 
are we, then, to think of the maunderings of an esteemed 
electrical contemporary, which, if it had a weaker faith, 
would deduce from the appointment of so many committees 
that “our country must have been in an exceedingly bad 
way two yearsago’’? It finds in the unparalleled prosperity 
that prevailed in our industries before the war an indication 
that “there is nothing fundamentally wrong with our 
methods.” Not being willing to do “ as the fool does," our 
contemporary, instead of “ pulling down everything before 
we know for certain that we have something better to take 
their place," would endeavour “so to modify existing 
institutions as to bring them into line with twentieth- 
century requirements.” What on earth is our contemporary 
driving at? Has the writer observed that there is à sort 
of war raging in Europe ? that we and some nations whom 
we call our Allies are engaged in it ? that the industries of 
the country have been turned practically upside down in 
order to wage that war successfully ? and that, therefore, 
the condition of our industries and trades may need a little 
looking into ? The seriousness and extent of the problems 
are so great that in one case it has been found necessary to 
make two committees where one was thought to be sufficient 
before. There may be something in the desire for co- 


ordination, but there is a Reconstruction Committee of < 


the Cabinet, and as we go to press there is announced 
à "Commereial and Industrial Policy Committee," to 
which the proposals of all the other committees will find 
their way. The spirit that inclines a man to do nothing, 
and to leave alone what he calls ** well," is reprehensible in 
these very anxious times; in the electrical world it is 
particularly so. 
We shall, no doubt, hear many dark forebodings 
respecting à “sex war," but there are more immediate 
matters in hand, and while the future position of Labour, 
às a whole, 
problem by itself. Indeed, at the moment, the more 
pressing problem regarding female labour is how to secure 
cu К it from less essential and from leisured walks of 
ue or some time past the Home Office and the Board 
: rade have been engaged in a vigorous campaign to that 
т to the needs of various’ occupations and 
alc 2 part of the steps taken in this campaign, an 
i Dee de y the Home Secretary апа the President of 
здө ш Trade, has’ been issued to employers urging 
к в е immediate steps to extend as far as possible 
yi ployment of women in their works. A Central 
advisory Committee on Women's War Employment (Indus- 


tri аач E К 
al) has been appointed to advise the two departments on . 


questions arigi TO 
| ns arising out of the substitution of women for men 


and to wate i ituti i lov 
ке atch the progress of this substitution in various 
"ttes and industries l 
ie Board have also 
ventres local С 


also appointed in a number of important 
1909, to. sexi eee under the Labour Exchanges Act, 
оа : е two departments in dealing with the 
by thee hee tons that arise locally. The work undertaken 
Mio the ма includes the collection of information 

ür requirements of employers in their area, the 


I$ во obscure, it cannot be dealt with as a 


\ 


arrangements for housing accommodation for women brought 
in from other districts, and the initiation of schemes for the 
welfare of the women employed in their area. 

The following is a list of places where local Committees 
have already been or will shortly be set up :— 


Bacup and Rawtenstall Edinburgh and Leith Llanelly 


(Rossendale) Glasgow Mansfield 
Batley and Dewsbury Gloucester Peterborough 
Blackburn Greenock Nelson 
Bradford Grimsby Newtown and 
Bristol Halifax . Welshpool 
Burnley Huddersfield Nottingham 
Carlisle Hull Paisley 
Carnarvon Keighley Preston 
Derby Kettering Sheffield 
Dundee Leeds Todmorden 
Ebbw Vale Leicester Woolwich. 


Further Committees will probably be appointed at a later 
date, as the need for their services arises. 

In most of the great industries (outside munition indus- 
tries) conferences with employers and operatives have been- 
arranged by the Home Office, and the Board of Trade. In 
almost all cases a formal agreement has been concluded 
whereby the Operatives’ Unions have undertaken, subject to 
certain conditions, to relax their trade rules in regard to the 
employment of women on processes hitherto regarded às 
men’s processes. In many industries such agreements have 
been reached, and in others they are contemplated. 

To assist in these schemes a series of pamphlets has been 
prepared, and others are in course of production, setting 
out the processes in each industry in which women have 
been, or can be, introduced to replace or assist male. 
operatives ; these, together with notes of any trade agree- 
ments or other relevant points of interest, are being brought. 
to the notice of employers. An Information Bureau of the, 
Board of Trade Employment Department has been opened 
at the Victoria and Albert Museum, South Kensington, 
and employers who are anxious to secure more information. 
should communicate with that Bureau, where they will find 
on file many particulars respecting new occupations and 
processes for female labour. | 

Mr. J. Н. Thomas, M.P., of the National Union of 
Railwaymen, in a recent speech admitted that they had no 
right to set up a sex war, but they һай а right to say that 
no employer should be allowed in future to take advantage 
of women's labour as a means of reducing the value of 
man's labour, He added that there was only one way, and 
that was to insist that wherever women were doing the. 
work of men they should be paid the same rates as men. 
Does this mean the same class of work, leaving such 
questions as quality and output out of account? We have 
had:some striking cases of excellent performance on the. 
part of women, putting male labour almost to shame, but. 
not all the evidence, by any means, is to that effect. 

We may not attach undue importance to speeches, but it is. 
only right to keep ourselves informed of the drift of opinion. 
among the workers and their representative spokesmen. In 
this connection we note that the mover of a resolution at 
the meeting of the Railwaymen's Union mentioned above, 
said that the brightest feature of the present time was the 
growing strength of Trade Unionism. “1% was unlikely 
that they would have to use the power of the Alliance 
(railwaymen, transport workers and miners) before the inter- 
national conflict was ended, but when they looked at what. 
was likely to happen when peace was declared, the best 
solution they had was that which lay in their splendid 
organisation, for the triple Alliance could effectively look 
after their welfare, if they used it in the proper way." 

We have already quoted in detail the proposals which 
this Alliance will put before Mr. Asquith when he receives 
the deputation. ; 

Mr. H. Wilson Fox, of London, writing to the imes om 
the British error óf the past in paying too little attention to 
production and too much to the interests of the consumer,. 
expresses the conviction that: ћете has arrived for а 
change of policy. ** Production must be stimulated," and 


* it behoves us to consider on what terms Protection (for 


home industries) must be given." 
suggestions :— 

1. Reasonable conditions of life for the workers—to be attained 
by means of minimum wages. 


He makes the following 
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2. Participation by the State in profits exceeding a reasonable 
and agreed amount—to be attained by the operation of a graduated 
excess profits tax. The question of what should be regarded as a 
reasonable rate of profit for а particular industry might be deter- 
mined by.a Commission of experts wholly independent of . ће 
Inland Revenue authorities. 


Here we may, perhaps appropriately, quote (from the 
Times) some remarks made recently by the chairman of 


Cammell, Laird & Co., Ltd. (Mr. W. L. Hickens), on the - 


= 


question of wages and profit :— 


It had often been stated that Capital got too large a share of the 


profits of Labour, and that Labour was exploited for Capital's 
benefit ; but if all the sums to be paid in dividends were distributed 
: in wages by the firm, it would be well under a 10 per cent. increase. 
Wages could only be increased either by higher cost to the con- 
sumer or increased output, and the last-named way was the only 
real one in which to substantially increase wages. All this was 


very obvioüs, but, unfortunately, it was too little understood in^ 


the Labour world, where the policy of restricting output was 80 
deeply ingrained that even at the greatest crisis in our history, 
when every ounce of effort was needed to win the war, it had not 
been. so far. overcome. However deplorable this might be, it 
was unrea:oaable to lay all the blame at Labour's door. 
trust and suspicion which had caused restriction of output were an 
heritage of the past, in which employers and the Government, and, 
indeed, the whole community, had played their part. It was idleto 
recriminate and be shocked because. in the light of past experience, 
Labour was suspicious that speeding-up would result in a reduction: 
in piece-work rates. The' arrangements of the Ministry of Muni- 
tions to meet this problem had worked most unsatisfactorily, and 
led to the most absurd anomalies. . The problem remained 
unsolved. Its solution was of more than immediate importance : 
it was of far greater moment to our trade after the war. It was 
our biggest domestic problem, and because of its difficulty was 
left severely alone or dismissed with the suggestion that there was 
bound to be trouble after the war. And there was bound to be 
trouble if the present pdlicy of drift was tolerated. 


( To be continued.) 
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: The Application of Electricity to Agricultural Purposes. 
Ву W. T. Kerr. | 
n (Abstract.) 

Ur юа, Presni time the use 
not attracted the attention that it undoubtedly deserves on 
the part of the electric supply authorities, electrical manufac- 
turers and engineers in this country. This is the more sur- 
prising in view of the very close attention which has been 
given, to the subject on the Contihent of Europe and in 
п a n portini де extensive schemes for supply- 

ural areas whi Г 1 in di 

йш ch have been carried out in different 
"m E noteworthy that DOLO A purely 
S . uses more power per head of population than any oth 
American State. Canada also furnishes a interesting. n 
ample of farm supply on the Ontario Hydro-Electric Commis- 
Sion s extensive distribution system, and practical examples 


pd 2 dear ша are to be found in Australia, New Zealand 


There is awaiting development in this country ап enormous 


business of a similar kind, which will al ] 

1 ' kind, 80 place at t - 

onn а e ишш а labour-saving Тр of жо се 
or to any other. The writer' 1 

b Rode ja 8 conclusiens are based 


agricultural 


bourhood of Hereford, where condi еп. 


od о: tions are not - 
‘able than in many other parts of the country: ee ОТИ 
cular class of supply." It has been rightly. said that elec- 
‘tricity can give a new stimulus to agriculture and farming 
and > ће same time open up a way by which the rural 
үш ш ао remain оп Ње farm, instead of 
owde i i 
оаа е taking up an entirely new 
x M Rd we | important Continental 
à n electrical apparatus for farms: 

of fairly large size are built for driving ine Ree 
'&c., and some engineers in the United States have even gone 
:80 far as to incorporate the motor in the fa 


| rm machine in 
the same manner as in modern machine-tool work. 


In an article in the Execrrica, REVIEW 

р е . LI of J 

it is shown that very similar conditions Eun Pu 

although it would seem that the average would be greater in 

mie ооу; po as neues units consumed and horse-power 
, as the farm machinery in І i 

larger and more substantial pud а Т 


electrical firms 


„ "An illustrated description of the Hereford syste 
12 the ErecrricaL Review of June lth, 1915. Eon. apne 


i 


The mis- . 


of electricity in farming has 


- Ц ч 


The last report of the Ontario Hydro-Electric Commission 
' contained some particulars of farming supply in Ontario, with 
data as to energy used on farms; the average yearly con- 
‘sumption рег farm for all purposes was 4,700 units, and the 
average revenue £97.. . | 

In the Hereford district а system of light transmission lines 
has been erected to’ reach the icultural consumers. "These 
are built with larch poles, 28 ft. long, with cross arms of 
quarter oak 2 ft. 6 in. by 3 in. by З in., the bottom arm 3 ft. 
The lines are usually now made up to 7/10 B.S.G. bare stranded 
aluminium, кр about .032 lb. to the yard, and costing 
before the war ls. 044; per lb., with two No.. 12 galvanised 
guard wires below, which are also used as the neutral, the 
supply being given at 440 volts, three wire (220 volts for 
lighting). The total cost, including labour, works out at 
£110 per: mile. These lines have withstood the gales of 
December, 1915, and March, 1916, without a breakdown. 

' The farthest distance a supply is given is 3,400 yd. from the 
generating station, 1,200 yd. of which is by overhead lines; 
these radiate in five districts from the station to an average 
distance of 3,000 yd. — | 

When erecting the poles, it has. been. found better to place 
them close into thé hedges, otherwise the cattle use them 
for relieving themselves of insect life, to the detriment of the 
line; also farmers object to their.being placed any distánce 
out in the fields, and the hedges and ditches act as a guard. 
Such lines can be arranged with quite long spans, 75 yd. in 
places, to cut'aeross corners, if the route is carefully con- 
sidered before the erection. | | 

Tappings to consumers are taken off by means of a twin- 
lead cable clipped to the pole. It is very important to seal 
both ends of the cable where the leads are taken off, and 
this is usually done at the top of the pole by securing a small 
sealing box to the pole and taking off leads, leaving a short 
bare space on the wire between the lead-covered and rubber- 
covered leads where the thimble is sweated, and afterwards 
sealing this with compound. MN 

The connection to the aluminium wire is made by means 
of a “jim crow " shaped clip, which grips the wire in two 
positions, the lead being sweated to a screw used for tighten- 
ing in the centre, and the whole joint afterwards painted 
over with aluminium paint; no trouble whatever has been 
experienced with such a joint, although one section has been 


'-iu constant use for nine years, connecting up a supply to a 


50-н.Р. motor from an aluminium overhead line running along- 
side a main-line railway. | 

In an average case, a 10-н.Р. motor will meet all the power 
requifements of a farm, except for thrashing and cider mill- 
ing, but motors up to 90 н.р. have been hired out for thèse 
purposes, which are only seasonal jobs, and do not require a 
permanent fixing. | Н 

The greatest obstacle to cheap rural supply is the question 
of wayleaves: when it is necessary to go outside the boundary 


BOUNDARY SHADED. 
GENERATING STATION. B 
FARMS CONNECTED. € 

AWAITING CONNECTION O ` 


FARM CONSUMERS IN THE HEREFORD AREA.. 


- 


of a Provisional Order area to supply in a district without 
such an order, many unnecessary legal difficulties are encoun- 
tered. A line to supply а farm building and residence was 
held up over twelve months, although it was only necessary 
to cross two small meadows, certain members of the local 
District Council viewing the application for permission to 
supply electric power as & means of negotiating for an exten- 
sion of water supply to а house quite two miles away. Appli- 
cation was made to‘the Board of Trade for an over-riding 
order, and they suggested further negotiations before grant- 
ing it. When an agreement was eventually come to, the 
legal costs amounted to more than twice the cost of the trans- 
mission lines. ` 

This, obviously, is not as it should be; such obstacles pre- 
vent proper development and are a bar to progress. , 

A typical installation on a Hereford dairy farm consists of 
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an 8.8-Н.Р. open-type motor, running at a speed of 960 . 


R.P.M., with the starting panel mounted alongside. A vacuum 
pump for the milking machinery requires 1} H.P.; this machine 
1з used twice daily, for about two hours in the morning and 
‚ опе and a quarter hours in the afternoon. The cows milked 
average about 70, and the machinery has a capacity of 88. 
The farm bailiff states that it would require at least five 
expert milkers to do the work in the same time, or with his 
present staff five or six hours a day longer. . 


Root-pulping and chaff-cutting machines are placed on an^ 


upper floor in order to keep out all the dust which generally 
arises when dry hay is being cut. The roots are thrown over 
into the machine hopper, and the chaff comes down a-shute 
on the wall; the two are mixed and fed fresh to the cattle. 
Experience shows that owing to the easy starting of an elec- 
trie motor the exact quantity of food сап be cut and mixed 
fresh as required, а very important result. being a greater 
yield of cream in the milk. | | 

А machine for kibbling corn and rolling oats is installed, 
and a circular saw for splitting wood and fencing material. 
There are many other operations that could be done most 
efficiently by electricity. In the future an apparatus for elec- 
trically heating water will be installed. The farm buildings 
are lighted throughout with 95 lamps each of 95 C.P.; the 


bailif's house and some cottages are supplied off the same - 


line through “ penny-in-the-slot ’’ meters. 

The units consurned on this farm for the year 1915 amounted 
to 2411, at 23d. per unit, and the revenue reached £95, or 
an average of 9s. 7d. weekly. The quarterly energy con- 
.Sumption for power was:— . : 


June ar ita РЯ 369 
September 5, » , 746 
December  .. см 665 
March -631 


be necessary to 
snd men and carts for oil or coal to the nearest town or 
railway station, all of which takes time, and should be added 
to the cost of any other type of power, but rarely is taken 
into account. 

There are many operations requiring power always to be 
found in agricultural areas, which are peculiar to the parti- 
cular district. An old stone cider mill'in Hereford is used to 
crush apples, and the presses are driven by a 10-н.р. motor. 
‚ А portable motor is used for filtering and racking cider; it 
Is also used for shearing sheep, by a flexible shaft driving 
the cutters, regulating bei 
motor starter. | - 
‚ Machines are used for the drying of spent apples after the 
juice has been extracted, and the apples are afterwards used 
for cattle food; one large machine of this description requires 
about 25 H.P., and runs for three months, 24 hours daily, with 
as few stops as possible. The same motor is used for sa wing 
wood during other months of the year. . 

imilar drying machines are used for grains and spent hops, 
the grain being used as a cattle food and the spent hops Por 
bedding, while the seeds from the hops are used for the pre- 
paration of a dye stuff. | . 

In the greater part of the hop-growing district, the demand 
рег farm would run. up to 25 н.Р., which would be used for 
spraying the hopyards, .and driving fans and pocket-filling 
presses; it is also possible that electroculture would be of 
assistance in extinguishing blight, and this would open up a 
field of incaleulable value. \ К 

The introduction of electrical ploughing, 

ven wagons for the general hauling 
development of the near future. 

requires about 1.5 acres of land to provide food for each 
огве kept on a farm, and the work being seasonal, at times 
папу horses are needed for а few weeks together; again, 
dem are many weeks when horses cannot be used owing to 
i land being in an unsuitable state due to weather condi- 


and of electrically- 
work, is a possible 


‚ An electrically-driven plough or wagon would not be stand- 
mg in a stable, eating its head off, and the elimination of 
es Would release further land for cropping. From a 
ү nical point of view, it would not be а difficult matter 
s eds a machine that could be used alternately to plough, 
„drive a thrasher, and which could be run into position 
ME the general farm machinery. With a suitable pulley 
zx шашы counter-shafts for varying speeds, 10.to 12 Н.Р. 
ы the power requirements for all usual operations, 
vital 26 шасе would be a farmer's '' Mary Ann.” But the 
arm E aed 18 а permanent power supply available on the 
ОШ bes rest would be simple, as no other form of power 
es utilised in such a manner. The ordinary size of 
PA Es on an electric vehicle would be sufficiently 
charged Plough а good many acres of land, and could be 
are. In the usta] way at night, with a boosting charge 
ng the day if necessary. 

ind Jetrol-driven two-furrow plough weighs about 20 cwt., 
petrol 2 ора about 11 m.p, requiring about two gallons of 
an Th pune, per acre, with a certain amount of lubri- 
i-mile sius eee ЕА еп m. peru. MEE o s 
, out 1, ., givi miles 

Per hour; the total weight of the Chassis is 9 400. 


Wi : 
wheels state the plough blades for the weight of a pair of 


gear it to travel about 190 ft. a minute, it would 


Ing done by the controller in the. 


the chassis is 3,400 lb., and if. 


- 


= 


~ hea 
. certain area of arable land 


be fair to assume that 
impossible machine. 

The battery charge capacity being equal t6 18 xw., the 
cost would be very low, at usual power rales, per charge: 
There is little doubt that with charging facilities available, 
some persons would be enterprising enough to invest in such 
a plough and hire it out to farmers. 

The ErEcrRiCaL Review of February lith, 1916, contained 
a description of an electrical ploughing gear driven from over- 
lines on а Nottinghamshire farm; most farms háve a 
ea of permanently used for cropping, 
round which light overhead lines could "bà erected fo certain 
points, and by means of a trailing cable carried on a . 
geared with the speed of the plough to pay in and out (the 
coble being sheathed with tough rubber compound),. the 
deuble-winding rope-hauling ploughing gear of the usual type 
could be dispensed with, and a plough carrying a single motor 
znd controller used. The slow rate of speed of a. plough 
2086 а furrow would not endanger the life of a irailing 
cable. 

Electric ploughing on an extensive practical scale has been 
carried out in Germany, - Sweden, Italy, and France, the 
results being usually stated to be in favour of electricity as 
compared with either animal, steam, or oil ploughing tackle. 
German investigators have declared that for really heavy 
ploughing, the only competitor of steam is electricity Many 
of the published data regarding ploughing costs are, how- 
ever, not really comparable, as the local conditions, depth of - 
ploughing, &c., greatly influence the results obtained. 

In the Hereford supply area, the district is typically agri- 
cultural. The horse-power of motors in use and units con- 
sumed generally in carrying out the operations are as 


a battery-driven plough is not an 


` follows :— -~ . 
Cider making ..  .. 160 H.P 67,404 units. 
Milling  ... hex. uj 142 н.р 347,856  ,, 
Farmers! supply et 106 н.р 19,673 ,, 
Water pumping E 157 n.p 391,205  ,, 
Sawmiling-  ... - .. 180 Н.Р 22801 ,, 
А "scheme of high-tension three-phase supply 


Ме can estimate an 
average revenue of at least £100 per annum from the five 
farms, and anything from £20 to £200 from the private 
houses. Large country 1esidences are only too anxious for 
such a. permanent source of supply, and вїхрепсе a unit 
could be quite easily obtained. | 

^A few notes have been taken of the consumption and 
generating costs of several large mansions in the Hereford. 
area, of which the following is typical :— 

The installation consists of an oil-engine of 16 B.H.P.; a bat- 
tery of 54 cells, of 400 ampere-hour capacity; and 300 95-c.». 
lamps are installed. | i. - 

Average cost of “Royal Daylight ’’.oil for twelve months, 
10d. per gal.; 24 units of electricity delivered into house for 
every gallon- used—4d. per unit for oil. There were also 
25 gallons of cylinder oil used at Зв. 2d. = £3 19s. 2d. The 
cost of small repairs, not including repairs to wiring in the 
house, amounted to £4 12s. 3d. Wages of man to look after 
engine, &c., 28s. per week, plus house and coal, 10s. per 
week = #98 16s. An allewance of 15 per cent. depreciation. 
must be made on the cost of the battery. In all such private 
installations the current consumption could be increased con- 


‘siderably. It will be found that generally those responsible 


for running these small lighting plants deprecate the use of - 
anything but lighting, an p as many difficulties in the | 
owner's way as possible, with the, result that for power and 
other purposes numerous small oil engines are being run in 
out-of-the-way places, for instance, for water supply, ice 
making, stable work, &c. AUI 

Electric cooking and heating offer enormous possibilities, 
and a permanent supply would be received with open arms 
by the residents, who are under no misapprehension as to 
being able to produce electricity cheaper themselves. The 
average revenue in such a case should amount to between 
£150 and £200 per annum; the owners in most cases would 
be quite willing to meet the cost of the service extensions, 
running over their own estates, from the main supply, or 
agree to а minimum charge of 10 per cent. on capital cost of 
extension, with a kilowatt demand and small charge per unit. 

In recent years a good deal of attention has been given to 
the future development of electric supply in this country on 
a wholesale scale, and some engineers: have pictured a future 
in which the country will be served by a network of trans- 
mission lines. Such lines will in most cases have to pass 
through agricultural districts, which, if properly exploited by 
the existing supply authorities, would be in such a state of 
development that a paying load could be obtained along the 
route to commence with. In such a case it may be assumed 
that it would cost PO like £2,000 to cut into the E.H.T. 
lines for a supply of low-tension energy. І 

Existing data Шо that the average consumption of cur- 
rent in an agricultural district with a population of 92,500 
is 58 units per head, so that taking the county of ео 
as a whole, with a population of 114,296, the possible sale o 
energy on the same basis would amount to, say, 6,637,000 


units. 
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This supply would be given in an area 40 miles long by 
35 miles wide, from a central distributing point. Through- 
out England, towns of any size of over 20,000 population are 
25 to 30 miles apart, with smaller towns of up to 10,000 


people between; this is the case in all the agricultural areas, 


- and the distribution lines from most E.H.T. transformer sta- | 


tions would thus extend. to about 15 miles radius. 


It will be seen that the estimated output of 6,637,000 units, 


at an average price of 3d. per unit, would represent a 
revenue of £82,962, or taking as a basis the number of farms 
in the county—3,573 of an average of 150 acres—and allowing 
the same yearly revenue as already obtained from farms 
connected to the Hereford city supply, viz., £25, we obtain 
a revenue of £89,325 from farms alone. If the farms did 
not all elect to use electricity, there would still remain 
numerous country houses and ‘rural industries as available 


' consumers, as well as village water supply and electric light- 


ing installations. It is probable that the estimated con- 


_ sumption given would be exceeded. 


As a matter of comparison, it may be pointed out that the 
South Metropolitan Electric Supply Co., during the year, 


: had an output of 6,695,481 units ld, at an average price of 


2.294. per unit, resulting in a total revenue of £62,068. 

In this case, mains and distributing system would be a 
great deal more expensive in capital cost than a system com- 
jose of E.H.T. overhead trunk lines, radiating from a 1гапв- 
ormer station in four directions and interconnected by н.т. 
transmission lines, off which small transformers would supply 


"individual farms and rural consumers; it would be much 


easier to sell the current in these districts than in large 
towns where there is competition in the form of gas supply 


and better railway facilities for coal and oil for generating 


power. Electricity would have a field to exploit alone. 
There dre many other directions in which electricity is 
making headway in connection with agriculture which should 
not be overlooked, and the foremost of these is ‘“ Electro- 
Culture." Experiments that have already been carried out 


‘have given most favourable results, notably those of Mr. J. 8. 


Newman, of Bristol, and Miss Dudgeon, of Lincluden, Dum- 


es. 
Miss. Dudgeon is stil carrying on her experiments, the 


current supply being obtained from a 30-volt storage battery 


used with a spark coil and rectifying vacuum valves; these: 


are, however, expensive instruments and quite out of the 
question for an ordinary farmer, besides requiring a certain 
amount of expert knowledge to get the best results. If a 
high-tension alternating supply were available, a small trans- 
former with valves for rectifying and an automatic time- 
switch for controlling would be less costly, and could be built 
up in such a manner that 16 would'be quite safe to place it 
on any farm. The current consumption alone would not be 
great, but the increased yield per acre of foodstuff would be 
of the utmost value to the country. " 

For the first three years, 1912, 1918 and 1914, the cro 
experimented on „was potatoes, with the result that ack 
season there was a considerable difference between the weight 
of the crop lifted off the electrified and unelectrified areas. 
The increase in yield of tubers lifted under the discharge 
wires over those from the control was in 1912 1,209 ]b., in 
1918 1,561 lb., and in 1914 2,633 1b. - 

The total acreage under potatoes in the United Kingdom 
was for years 1911 to 1913, 1,200,000 acres, and the average 
yield per acre 5 tons 7 cwt. 

Last year, 1915, the crop chosen for experiment: was oats, 
which was grown on the same field as used in previous trials 
for potatoes. The season was an exceptionally dry one, there 
was a scorching sun, and the field being of a gravelly nature, 
devoid of all shade, these combined conditions were not con- 


` ducive to the harvesting of a heavy crop. - 


From the very commencement of the growth, the oats 
under the electrified network showed a conspicuous differ- 


. ence in comparison with the unelectrified, and did not suffer 


from the prevailing drought to the same extent; which fact 
seems to confirm the theory suggested by Prof. Lemstrom, 
that the electrified current causes an ascent of liquid in the 
capillary tubes of the plant, and by means of this attraction 
15 16 quite possible that these tubes obtained moisture from а 
lower stratum, which the plants not under the discharge 
were unable to. do. 

When the crop was ripe for harvesting the two plots were 
cut, thrashed, and weighed separately, showing the remark- 
able difference of 31 per cent. in grain, and 63 per cent. in 
straw, in favour of the electrified oats. 

The subject of electroculture is still in the experimental 
stage, but it may be remarked that the majority of the 
numerous Investigators in this field are optimistic as to the 
future, and more than one foreign Government is officially 
Investigating the matter. From the farmer’s point of view 
the first cost of the installation appears to be the dominating 
factor; the power requisite would be comparatively small— 

. J. E. Newman estimated that 1 н.р. would be sufficient 
for 50 acres. The fact of electricity being required for such 
a purpose would, however, inevitably lead to its adoption for 
lighting and power purposes. ` 
_ Some of the other uses of electricity in agriculture are the 
Incubation of chickens, and chicken culture, an industry 
rapidly gaining in importance in England. Eggs hatched in 


incubators sometimes yield a percentage of "weakly chickens, 


во that many young chicks die during the first few days. 
The application of suitable high-frequency current for the 
chicks almost entirely prevents this death, owing to its 


. fattenin 


^ on durin 


. was satisfied that agriculture offered 


stimulating effect, while they gain weight on their normal 
amount of food at an increased rate, becoming in two months 
as heavy as chickens grown for three in the ordinary way. | 

According to the Electrical World, the great sheep ranches 
in the stock-raising regions of Oregon are large. consumers 
of electricity for light and power. Central-station energy is 
used for pumping in the irrigation districts and for chopping 

rain for stock feed in the winter. In one of the stock-raising 
arms, electricity has been put {о а novel use for the winter 
of sheep. — DAP 
The sheep pens are wired, and the electric light is turned 
the winter months from 4 p.m. to 9 p.m. Under 
this artificial illumination the sheep continue to feed until 
the lights are extinguished; at 4 алп. the lamps are agaim 
turned on and then burned until daylight, and again the 
sheep feed. In this way the sheep are made to feed during 
the equivalent of а long summer day, and thus, despite the 
winter ‘season, are brought quickly to the condition for 
marketing. | ‚ 

The foregoing notes represent only a brief outline of the 

possible directions for, electrical. development in connection 
with agriculture. No reference has been made to the 
dcmestic uses of electricity on the farm, which will almost 
certainly exceed those of the town consumer; nor has any 
mention been made of future developments in connection 
with the production of artificial fertilisers by electrical means. 
For the moment it is sufficient. to point out that electric 
power and light appeals so strongly to the agriculturist that 
but little exertion would be required on the part of the 
central-station authorities to secure a really profitable busi-. 
ness. ` : - 
Successful ав individual efforts might be, the results ob- 
tained would be insignificant compared with those which 
might be secured were sn organised campaign in favour of 
agricultural electrical supply to be. instituted, and efforts 
made to equip demonstration farms in suitable districts near 
existing towns. | | 

Concerted action is. strongly called for, both for private 
reasons, to frustrate the efforts of the oil-engine makers to 
monopolise the farmer's power business, and on national 
grounds, because it is imperative that no effort be spared in 
obtaining the mutual support of our industries with a view 
to'securing the maximum of industrial efficiency after the 
war. | Ё 


~ 


DISCUSSION. : 


The discussion was opened by Coun. LawaGroRD (Hereford), 
who, speaking as a practical farmer, gave а short account of 
the use he was making of electricity supply. He employed . 
electricity for driving а milking machine for 80 cows, for 
chaff cutting, root pulping, water pumping, and sheep shear- - 


jng; he lighted all the farm buildings and the yard, and, 


in addition, operated а cider making plant electrically. He 
reat scope for the elec- 
trical engineer in regard to power, light, &c. However, there 
were certain other things which he wanted to do electrically, 
such ав to plough the land, till it, mow grass, reap it, and 
haul it home, all matters which the present skilled labour 
shortage had brought to the front. Moreover, in a dry season 
he wanted to be able to pump river water on to the land 
and irrigate it. As а market gardener with 12,000 apple and 
plum trees, and 4,000 current bushes, he appreciated how 


' much easier it would be to wash the trees and keep down | 


blight if electricity were available there. He had arranged 
to give electroculture a trial, but this was now deferred till 

after the war. He had been connected with farming for 94 

years, and had scrapped steam power for oil power, and later 

turned from oil to electricity; to-day many farmers had said 

good-bye to steam, but others were waiting for electricity io 

come along. The steam engine was dirty, noisy, and thirsty, 

and the oil engine was apt to jib at times, and the smoke 

affected the milk, unless great care was taken. It was pos- 

sible to procure an electric motor for about half the cost of 
the steam or oil engine, which was a great consideration to 

the farmer; then, no engine-driver was required if electricity 

were used, and that represented a saving of £70 or £80 a 

year. From experience, he found electrical equipment ex- 
tremely reliable, the only trouble having been the blowing 

of fuses, and there was no possible contamination of the milk. 

The motor took practically no room, and it.required no space 

for fuel storage. He thought the advantages of electric а 
were even greater than those of electric power, as 1t enabled 
working hours to be extended by as much as three hours in 
winter, and was а great improvement over hand oil lamps. 
As an instance of the -results, he mentioned the case ol а 
farm hand who gave notice for the sole reason that he had 
never worked so many hours a day before. Electric supply 
i» farms would confer a great boon оп agriculture and on 
the nation; he was quite certain that if the problem was 
generally attacked a successful result would be attained. 

Mr. FRANE Ayton (Ipswich) said those engineers who were 
intent on getting the agricultural load would find much use- 
ful matter in the paper. А battery-driven plough on the 
lines suggested by the author would require a very large 
battery to provide for emergencies. The paper raised the 
question of wayleaves; they must get more reasonable legis- 
lation on that matter, and he suggested that the Association 
had stronger grounds now for making representations to the 
Government on the subject. It would probably be necessary 
to adopt the three-phase H.T. system of supply, and suitable 
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plant could easily be added to-existing direct-current stations. 
Engineers must educate the agriculturists in their vicinity 
on the subject through the local papers. | 

Coun. Dymonp (Hereford) pointed out that their local 
farmers did not need educating, they were '' howling ” for 
the supply, and just now could not get it. Leaving out four 
large consumers, the remaining 988 ordinary consumers gave 
them an average income of £5 12s. each, while the 19 agri- 
cultural consumers paid them an average of £25 apiece, show- 
ing the value of this type of consumer, which, so far as he 
could see, should be the case in other districts. The bar to 
connecting all the farmers in the district -was the wayleave 
difficulty; the process of obtaining leave for one connection 
had to be all repeated for another. The present was an 


appropriate time to get the agricultural load, as the questions 
of labour saving and increasing agricultural production were 


2 


very much to the front. If the local authorities could get resolu- 
tions passed by local agricultural councils and forward them 
to the Board of Agriculture, which in turn would: deal with 
the Board of Trade, they might get some amelioration of 
ihe conditions hampering supply in rural areas.  Electro- 
culture was in an experimental stage, because electricity 
supply. was so rarely available on the farm, but in the future 
great developments would take place, and he thought that the 
increased value of the crops which would be obtained would 
be out of all proportion to the cost of electricity used in 


obtaining 


it, and that they should be allowed to charge a 


special rate for such a purpose. For many years much 
technical supervision would be required, and the supply would 
be worth a good deal more than the statutory maximum of 8d. 


per unit. 
Mr. W. 


B. WoopHouse (Yorkshire Power Co.) said atten- 


tion should be drawn to the lessened fire risk when using 
electricity on the farm. Many small farmers were using 
energy from the Yorkshire Power Co.’s mains, being sup- 
plied through pole-type transformers. If the farmer wanted 
a supply, the wayleave was easily obtained. The Yorkshire 
Agricultural Council had carried out an interesting investiga- 
tion to find out the influence of smoke on vegetation in the 


tcwn and 


at various distances outside. In the case of a 


lettuce, grown under comparable conditions and watered 
with rain-water obtained in the centre of Leeds, it was found 
to weigh 44 grm. as against 56 grm. one mile out, 120 grm. 
93 miles out, and 175 grm. 63 miles out, showing the effect 
of the acid in the smoke, which would be practically done 
away with by the adoption of electrical methods in the town. 
: Mr. 5. E. Brrrron (Chester) mentioned that he had been 
supplying a 500-acre farm during the last twelve months; 
reviously the farmer used coal, costing £33, and this had 
а 


n replaced by electricity, costing £23 


t 1d. per unit), and 


the farmer was delighted with the result. ; 
Mr. Bexon (Kilmarnock) said they had five farms con- 


nected to 


their H.T. transmission system*, and the annual 


revenue varied from £15 to £19; all the farmers were quite, 
satisfied that electricity was much cheaper than steam, and 
he was now connecting another five farms. The supply was 
given through pole transformers, and it had facilitated ob- 
taining wayleaves across agricultural land. { 

Coun. ГАКОЕОВР, replying to Mr. Fedden, assured him that 
ihe modern milking machine was quite satisfactory in use, 
and the suction ‘was: adjusted to allow for the gradually 
diminishing pressure of milk. | 

Mr. WouumM Low (Marykirk), in a communication, said 
he had been using electricity for farm purposes for a number 


of years, 


having developed a small water power and taken 


the supply a distance of 2,000 yds. A dry summer stopped 
ена and he regarded it as essential for the supply to be 
available always, which could only be guaranteed by a public 
supply undertaking. The overhead line consisted of six 


‘strands of 
poles 65 y 
ings and 


No. 4 hard-drawn copper, 16 ft. above ground, with 
ds. apart. Electricity was used for lighting build- 
cottages, and for threshing—a 15-H.P. motor, 660 


Y.^X., being employed to drive the mill and straw carrier: 


for ving a cream separator, an operation taking 20 ` 


D 80 minutes, and releasing ‘a dairymaid for other work; 
he considered that the electric motor had great advan- 
tages over steam or oil power. He had some doubt 


33 to th 


e feasibility of electric ploughing, and would 


not recommend a battery-driven wagon to pull the plough, 


while the 
he creat f 


cost of conductors at every fence on a farm would 
or seasonal use and ugly. He used a 15-н.Р. motor 


t drive a band saw for timber cutting, and found it more 
satisfactory than the circular saw; the same motor was used 
to drive a stone breaker for road repairs. Water pumping 
was also done at two points, using a l-H.P. motor. A 1-Н.Р. 
motor driving a mangle was considered to save quite a day’s 


work a w 
radiators, 


eek. Electricity was used for heating by means оѓ, 
and а ventilating fan was a convenience. A cold 


Storage plant driven by а 9-н.р. motor was also in use, and 


no doubt 


there was a future before electric cooking, given a 


reliable supply. He had experimented in electroculture for 


SIX Years, 


and while he was satisfied that he obtained in- 


‘reased crops under certain conditions, he was not able to 


ascertain 


the cost. Such experiments were necessarily un- 


riain ping, amongst other things. to the wind carrying 
let discharge away from the plot, often on to the control 
ud situated to leeward. He had tried to intercept part 

e drifting discharge by means of small-mesh wire net- 


See Fy, 
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ting, but did no prevent it getting to the control with a ` 


Wind in that direction. A difference of 20 er cent. was 
observed on two different hay plots in 1914, but the year was 
exceptional, as the wind blew continuously from the control 
plot. In conclusion, he suggested that the supply authorities, 
in view of the results being obtained by the author and 
others, should endeavour to interest the agricultural and rural 
community in the subject. | 

. The author decided to contribute his reply to the Proceed- 
ings. | grt 
[Mr. BExoN, in a letter received by us before the Conven- 


tion, stated that electricity was used by local farmers for · 


lighting, ironing, heating, motors for crushing and choppin 

and for driving milking machines. He added that a ile 
question of farm supply first arose, he was personally of 
opinion that it would yield a very poor revenue, but from 
experience he found that the revenue obtained was very good. ] 


TR cr se NS CEE 


THE NATIONAL PHYSICAL LABORATORY. 


Тнк report of the Executive Committee for the year ended 
March 31st, 1916, was submitted to the General Board at a 
nieeting on June 20th, 1916. It states that the work of the 


Laboratory has been greatly affected by the war, ordinary re-: 


search work having to give way to special investigation under- 
taken for Government departments. Sir Wm. Crookes's term 
of office as President of the Royal Society having expired in 
‘November last, his successor, Sir J. J. Thomson, is now 
chairman of the General Board. Two members-of the staff, 
Mr.’Donald Ewen and Mr. Н. E. Barwood, have given their 
lives for their country, while, on the other hand, Mr. G. H. 
Millar, taken prisoner at Antwerp, escaped from Doberitz, 
and has been given a-commission. Over 40 members of the 


. staff are serving with the Forces; the remainder have not 


been permitted to enlist, owing to the demands of the Gov- 
ernment on the services of the Laboratory, and owing to the 
gieat increase in the work, many temporary additions have 
been made to the staff. By desire of the Committee of the 
Privy Council for Scientific and Industrial Research, parti- 
culars have been laid before it as to various researches in 
which the Laboratory can be of assistance to British indus- 
tries, and during the year help has been given to a number 
o: firms which have undertaken the manufacture of goods 
formerly obtainable only from German sources. Additional 
buildings have been erected for aeronautical research. 

In the Physics Department (Mr. F. E. Smith), the Blec- 
trical Standards Division has been occupied with the investi- 
gation of problems in connection with wireless telegraphy. 
Ihe Division for General Electrical Measurements hás con- 
tinued the research on magnet steels for the I.E.E., and in 
the Electrotechnics Division Mr. C. О. Paterson has made 
arrangements for a new branch of test work. Other depart- 
ments, whilst largely engaged on Government work, have 
been able to make some progress with their normal duties. 

In the Physics Department, in addition to special tests for 


the Ministry of .Munitions, 140 electrical measurements were . 


made, compared with 191 last year and 259 in 1914; under 
the head of Electrotechnics, 10,444 tests were made, including 
3,171 ammeters and 3,136 voltmeters, 1,954 shunts, and. 1,224 
supply meters, compared with totals of 5,080 last year and 
3,828 in 1914; photometric tests numbered 3,053, including 
2,324 luminous dials (a new item), compared with 410 and 
1,142 in 1915 and 1914. | 

The accounts show a credit balance of £1,568. The income 
rose from £39,653 to £51,372, and the expenditure from 
£39,573 to £49,804. The staff increased from 247 to 337. 

Physics Department.—Much of the time of the “ Funda- 
mental Units" Section (Му. Е. E. Smith) has been occupied 
with confidential work; in addition, the improvement of com- 
passes for use in the lifeboats of merchant ships, and the test- 
ing of prismatic compasses for Service use, were amongst 
the matters dealt with. In the section for General Electrical 
Measurements (Mr. Campbell and Mr. Dye) an inductometer 
suitable for high frequencies, and having a wide range of 
self-inductance, has been constructed, and three new sensi- 


tive vibration galvanometers have been built. The improve- 


ment of methods of testing the magnetic properties of bars 
has received attention. and a paper communicated to the 
Institution of Electrical Engineers (Erec. Rev., December 
3151, 1915, p. 559) gave a full account of the new methods. 
Electrotechnics (Mr. Paterson).—The test work has been 
mainly of a confidential character, and practically all ordi- 
nary research work has been suspended. The setting-up of 
standards for, and the testing of, self-luminous dials for aero- 
plane and other instruments for use at night has necessitated 
the collection of much valuable and interesting information 


- on the behaviour of the luminous compounds and of the com- 


ted dials. In the D.C. and resistance measurement section. 
ne amount of work has been more than three times that. a 
the heaviest pre-war year, though the staff is пишу е 
same as before the war. In the case of large current e а 
the design of the main current terminals has been о о 
be most important; in one instance, owing to the чш о 
the end connections, а difference of 8 рег cent. cou à 
obtained, depending on the method of leading in the current. 
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In testing the large shunts which are now being dealt with, 
it is necessary to maintain the full current until the shunt 
has attained its maximum temperature, in order to obtain 
the correct values for running conditions, to detect weakness 
of the soldered joints—the most prolific source of trouble in 
this type of apparatus; the present battery arrangements do 
not allow of а. discharge sufficiently great or prolonged for 
this purpose, and it is hoped to obtain a machine suitable for 
coupling in parallel with the battery. 

Heat (Dr. Harker).—Resistance thermometry has been fur- 
ther investigated, and a special apparatus which has been 
constructed for the purpose of testing the heat insulating 
properties of refractory materials has proved exceedingly 
satisfactory; thermocouples are employed for the temperature 
Ineasurements, and to maintain good thermal contact over 
the surface of the bricks, a bath of molten tin electrically 
heated. to a uniform temperature is employed. Electric heat- 
ing is also used in testing the thermal conductivity of slag 
wool, cork, &e., and the thermal properties of new roofing 
materials. -In the latter case, although the conductivity of 
the materials was of the order of 1/70th that of iron, the 
unexpected result was that the loss of heat per sq. ft. was 
A) per cent. greater than that through galvanised iron. This 
apparent anomaly is explained by the greater surface emis- 
sivitv of the new niaterials. The Melloni form of thermopile 
vas found to be most useful in investigating the loss of hent 
from surfaces at a temperature only slightly exceeding that 
of the surroundings. For testing optica] pyrometers, a new 
pattern of carbon tube furnace was designed by Mr. C. G. 
Eden, and has been in constant use for about five months 
at temperatures ranging up to more than ‘2.000 deg. C. with- 
out necessitating the replacement of the original tube; the 
furnace takes 14 kw. at the highest temperatures. The 
abnormally large demand for porcelain tubes for pyrometer 
sheaths, which before the war were largely obtained’ from 
abroad, necessitated the production of suitable ware in‘ this 
country, and investigations have been carried out on samples 
of British-inade porcelain tubes. An enlarged form of the tung- 
sten arc lamp of Messrs. Gimingham & Mullard, made by the 
Edison-Swan Co., with a hot electrode 8 mm. in diameter, 
has’ been found to be an extremely useful source of radiation 
for optical pyrometer work. | 

Radium and. X-ray Work (Dr. Kaye).—Tests on radium salts 
апа radium luminous compounds (zinc sulphide + 0.04 per 
cent. by weight of radium bromide) have been carried out, 
and apparatus has been installed to investigate the absorption- 
coefficients of materials used for .the protection of X-ray 
operators. 

The Engineering, Metallurgical, and Tank Départments 
have all been very busy. An appendix to the Report gives 
particulars and drawings of the new aeronautical buildings. 
For these a separate motor-generator working at 400 volts has 
been. installed. with a Tirrill regulator, which maintains the 
voltage at a constant value independent of the load on the 
generator, and thus enables the two new wind-channels to be 
used without affecting each other's working. 
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Electrical Trade in 1915: New Classification. —W e 
are asked to state that certain alterations in classification, recom- 
mended by the B.E.A.M.A. to the Board of Trade in 1914. will 
appear in the Annual Statement of Trade of the United Kingdom 
covering 1915, which, it is anticipated. will be issued shortly. 

The new classification will be as follows :— 


IMPORT LIST. 
Electrical goods and apparatus, &c. :— 


Meters and measuring instruments. 
Switchboards. : | 
Unenumerated. 


Machinery and parts thereof :— 


Electrical : 
Generators and motors (except for aerop!anes. motor-cars 
and motor-cycles). 
Unenumerated. 
Export зт. 


Electrical goods and apparatus, &c. :-- 


Meters and measuring instruments. 
Transformers. 

Switchboards. 

Unenumerated. 


Machinery and parts thereof :- - 
Prime movers (except electrical). 
Other kinds: - | 


Steam reciprocating engines. 

Steam-turbine engines. 

Internal-combustion engines (except for aeroplanes, motor- 
cars and motor-cycles). 

Unenumerated. 


Electrical :— 
Railway and tramway motors. 
Other generators and motors (except for aeropl: nes. motor- 


. cars and motor-cycles. 
Unenumerated. 


У 
NEW PATENTS APPLIED FOR, 
` ‚(МОТ YET PUBLISHED) · 


1916. . 


Published expressly for this journal by Mzrssrs. W. P. Тномрзон & Co. 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. - | 
9,277. ‘ Driving and controlling dynamo-electric generators." J. Firm 


and W. Е, W. Ruopss. July 3rd. 
9,279. "'Field regulating rheostats, motor starters, &c." "E 
Ітр., P. О. L. Petrows & D. A.' TulckETT. July 3rd. ксн. 
9,310. * Combined pocket and suspension electric |: ME S : 
July 3rd. p ric ap: C. R. Hur 


9,335. | Continuous-current. dynamo-electric machines.” F. Mureatrorp 
July 3rd. | | 
. 9.336. “ Electrical replacement indicators." H. J. Dare. July 3rd. 


9,349..." Automatic switching devices for telephone systems.” L. рє 
Foresi. July 3rd. (U.S.A., July 7th, 1915.) | т 


*, 


9,370. '' Electric lamp, &c., guards.” Sr. НЕЕ» Carre & Russer Со, ахо 


Ј. С. Wuirg, July 4th. 


9,371. "' Devices for gripping or securing electric cables, &c.” St. HELENs 


Carre & Коввев Co, & J. C. White. July s 4th. 


9.408. “ Electric hand lamps." J. W. Maxey. July 4th. 


у ele ‘Ships’ telegraphic apparatus.“ W. Снлрвикх & W. К. CHADBURN. 
uly ath, s . 


9.539. '' Measurement. of frequercy of electrical currents,” MARCONI'S ` 


WIRELESS TELEGRAPH Co. & I. SCHOENBERG. July 6th. 


9,541. '' Electric rotary converters," Вкітіки WESTINGHOUSE ELECTRIC AND. 
MasvracrtRING Со, July 6th. (U.S.A. July 6th, 1915.) 


9,589. © Firing ordnance by clectricits," P. pe Beer & G. Iuuic, July 7th. 
9.498. “ Electrodes.” J. C. Rounn. July 7th. E 
9,807. "' Code telegraphy.“ F. B. Dans (R. C. H. 


9,608. '' Evacuating bulbs of electric incandescent lamps, &с”' 
GASGLUHLICHT. Акт. Gers. (Auerges). July ?th. 
1915.) 


9,6093. “ Electric incandescent lamps and production of same." DEUTSCHE 
е Акт. Ges. (Auerges). July 7th. (Germany, September 27th, 
915. 


9,635. *“* Producing electricity." A. MacCartUuM. July Bth. 
9.646. ‘ Electric switches," J. ANDERSON & G. Ешлѕом. July 8th. 
9,647. '' Electric contacts." Ј.'Ахоєкѕох & G. Ешлѕом. July 8th. 


9,655. “Electric signalling systems.” F. G. Вил, W. C. Davey asp 
SirrtiNG TELEPHONE & EtgcrRIC Co., Lrp. July 8th. І 


Martens). july 7th. 


DEUTSCHE 
(Germany, September 27th, 


9,667. “ Motor ploughs, cultivating implements, cable-laying machines, &c.'" 
W. E. Manis, July 8th. 


PUBLISHED SPECIFICATIONS. 


1914. 


7,591. ELECTRIC INCANDESCENT Lamrs. A.B.C. Schriftlampen Ges. March 
25th. (November 20th, 1913.) 

7,890. Use or INTERRUPTED CURRENT Аз METHOD OF EFFECTING AN INITIAL 
QUIVERING IN THE VIBRATION OF Bopiks BY ELECTRICITY, MORE ESPECIALLY THE 
SrriNGos OF MUSICAL INSTRUMENTS, SUCH aS THE Piano. A. H. Maitre and 
V. H. G. Martin. March 28th. j 

[4 4^ 


1915. 


1,950. Switches FoR use IN IGNITION SYSTEMS FOR  INTERNAL-CONBUSTION 
Excines. B. P. Swyers. February 6th. В 

4,222, Means FOR CONTROLLING ELECTRIC амо отикк Motors. -Akt. Ges. 
Brown, Boveri et Cie. March 17th. (March 19th, 1914.) 

7,941. Apparatus FOR Measurins Exvectric CURRENT. “Landis & Gyr. Akt. 
Ges. May 15th. (May 18th, 1914. Addition to 3,856/15.) 

7,457. ELxkcrRICAL Distrisutinc System. W. Н. Cole. May 18th. 
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8,926. WinRELESS ТЕСКАРИ Receivers., Marconi's Wireless Telegraph Co. 
and G. M., Wright. June 17th. 

9,054. MacNETOs. M..Pedersen. June 2151. 

9,097. ELEcrRic Hor-warkR Srorace INsraLLATIONS. Е. C. К. Marks 
(Walker). June 21st. À 

9111. Systems For Propucinc ELECTRICAL DISCHARGES FROM A SOURCE О 
Ехкксу. Varley Duplex Magnet Co. & R. Varley. June 21st. (Addition to 
17,607/13. Convention date not granted.) : 

9,112. Systems ror Propucinc EvectricaL  DISCHARGÉS FROM A SOURCE OF 
Enrxcy. Varley Duplex Magnet Со. & R. Varley. June 21st. (Addition to 
17,607 /13. Convention date not granted.) 
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matic Telephone Co. (С. A. Betulander) June 24th. 
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10,137. Primary Сизв. F. A. Wilkinson. July 12th. 
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14,898. ARMaTURES OF Macnetos. M. Pedersen. October 21st. (Divided 
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December Ist. 
17,022. Current REGULATORS FOR ELECTRIC. FURNACES. 
triska Ungar. “December 3rd. (December 16th, 1914.) 
17,580. Evecrron Enittinc CATHODES AND Process ОЕ М 
SAME. А. M. Nicolson & E. С. Hull. December 16th. 
1914.) 
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LITHOLITE, Ltd., 


65-57, Hackney Grove, Londan, N.E. ` 


INSTRUMENTS, CIRCUIT-BREAKERS, 
AUTO-CUT-IN & CUT-OUTS. 


2 Record Electrical Co. = 
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TELEPHONE: 164 ALTRINCHAM. 


а 5 
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(Hall's Patents), 
UNIFORM CONTROL OF TEMPERATURE 


For Coating Wire and Dipping. 
| Вазу payments arranged in special cases, 


| Monometer Manufacturing Co., Ltd., 


ASTON, BIRMINGHAM. 
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Manufacturing Electri 
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Government Contadina t MS 
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NTROL, LIMITED, GLASGOW. 
THE 
SAXONIA 


ELEOTRICAL WIRE CO., LTD 
ALL GRE »* Tn 
Ж ENWICH, S.E. 


FLEXIBLE CABLES. 


| 


| 


Advertisement Index, see page xxiv. 


— 


ali 


eve and Por үрћ“ 


` MOTORS. 


т, HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


VICTORIA 
| DYNAMO & 


CRAVEN HOUSE, 
KINGSWAY, 
LONDON. 


FERGUSON, | А, 
PAILIN & Co., 
LIMITED, 


WESTERN-ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 
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CONNOLLY BROS., Ltd., 
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EXPORT TRADE AND ENEMY ` 
INFLUENCES. 


IT was announced last week that the . Foreign 
Trade Department had just ‘published a consolidat- 
Ing statutory list containing over 1,500 names of 
firms of enemy Origin or association in foreign 
countries with whom persons in the United King- 
dom were forbidden to trade, and that additions 
to the list would be issued at frequent inter- 
vals. Naturally; these lists are primarily intended 
for the information of manufacturers and 
the war, although 
they should also be of great advantage on the con- 
clusion. of hostilities in the sense of deterring, as 


announcement from 
Washington that neutral Powers have proposed 
United States should 
take the initiative in negotiations for the purpose 
of concerted reprisals 
We do not think, however, 
that the United States will fal] into this fresh snare 
which has obviously been laid by, or at the in- 
stance of, German agents, notwithstanding the large 
Teutonic population in the United States.. So ex- 
tensive, indeed, is the German element in that coun- 
try, particularly in commercial and financial circles, 
that it is often difficult for outsiders to determine 
from names of firms whether they are Ameri- 
can, German, or German-American, and it js equally 
dificult to say offhand whether individuals with 
German names are really German, or whether they 
are naturalised citizens of the United States. Simi- 
lar observations also apply. to the South American - 
Republics, and to Holland and the Scandinavian 
countries in Europe, where German names, and 
foreign names adopted by Germans in order to dis- 
guise their nationality, are‘to be found in abund- 
ance. | 

It is, however, not our purpose,to discuss the 
question of nationality. We have merely set forth 
what has preceded in order to emphasise the enor- 
mous ramifications of the German element through- 
out the world, and to show superficially what British 
manufacturers will still have in front of them in the 
future period of peace. But, with the assistance of 
the statutory lists and the information which is being 
collected by the various committees appointed: by 
the Government to consider the subject of British 
trade after the war, it should be possible success- 
fully to resist the threatened resumption by the 
Germans of a great commercial onslaught in the 
markets. of the world in the future. Although the 
Germans occupy the premier position for mendacity 
in political matters, and may also hold the same 
status in commercial and trading affairs, we can- 
not entirely reject as being totally devoid of 
foundation the reports emanating from Germany 
as to the accumulation of stocks, even under pre- 
sent conditions, in readiness for disposal at any 
prices obtainable in external markets when normal 
conditions have been restored. Such a state of 
affairs, however, cannot prevail to any large extent 
in regard to the German electrical engineering indus- 
try, in consequence of the comparative scarcity of 
copper and other metals which have been requisi- 
tioned for war purposes, although we believe that 
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copper is still being produced in the country at the . 


rate of/42,000 tons per annum. At all events, one 
company, which annually produces 22,000 tons, re- 
ported an output of this quantity last year, and the 
other copper producers may be expected also to 
have turned out their normal tonnage owing to the 
pressure of the Army authorities. But this in no 
„way disposes of the fact that all the copper is needed 
for military requirements, directly or indirectly, and 
that none can, therefore, be available for the manu- 
facture- or construction of plant solely for peace 
purposes. | | 

"The immediate ability of the German electrical 
firms to dump large quantities of their manufactures 
in the world markets directly after the war, even 
if shipping be available for such a purpose, need 
not be regarded as so threatening a factor as in the 
case of some other branches of trade, and the official 
lists of enemy firms should assist us in our efforts 
to prevent later Teutonic competition from being 
successful. As we have repeatedly shown, however, 
much will depend upon the ability of other nations 
to meet the world's requirements. Our reference 


to the German influence which is present in parts. 


of the industries of the States, reminds us of some 
recent comments of the Electrical World, in which 
our contemporary shows that, though the world is 


.thirsting for electrical goods, ‘‘ American manufac- 


turers have not taken advantage of the opportunity 
to supply the markets of the world" with them. 
The export electrical trade of the world in 1913 was, 
according to the writer, in the neighbourhood of 
£25,000,000, but in 1915 it,was only £10,000,000, 
first, because Germany was shut in by our blockade; 
secondly, because there was a certain falling-off in 
the world's purchasing power; and thirdly, because 
our factories and our ships were otherwise occu- 
pied. Some of these effects were, when war broke 
out, expected' to afford America just that oppor- 
tunity as an electrical exporter that one would have 
expected her to desire. But, according to the 
Electrical World's comments, that opportunity has 
been allowed to pass. Whether the cause be the 
pre-occupation of American industries with their 
great prosperity, or whether the German hyphen 
and the indisposition to enter a market which there 
might not be a desire to hold after the war had 
any influence on the situation, the fact remains. 
We hope that the British electrical manufacturer 15 
fully alive ќо {һе necessity for preparing for the 
production of that greatly increased output and for 
energetic export-selling propaganda and efforts to 
enable him to handle a good share of the business 
that is represented by that accumulated deficit of 
exports of the war years, much ef which will re- 
quire to be provided in addition to the normal 
export trade. 


ALTHOUGH sequestrations of the 


Foreign property of foreigners in Germany 
Undertakings have been numerous during the 
in Russia. course of the war, and foreign 


businesses or companies have been 
extinguished, the Teutons do not particularly enjoy 
reciprocal treatment in other countries. The Ger- 
man idea is that if the Teutons establish а company 
in another country, and under the laws or authority 
of that country, it becomes a native company, even 
if most, or all, of the capital is held in Germany. But 
the allied nations no longer intend to allow this sub- 
terfuge to prevail. In the case of Russia, it appears 
that an Imperial Order was recently issued deciding 
on the determination of the Kieff Electricity Co., 


and stipulating that the liquidation should be carried - 


out by a committee appointed by the Government 
and the Kieff Town Council. If this action should 
be carried out, a German newspaper remarks that 
it would represent a contravention of law, as the 


company is a Russian concern and, according to its 
statutes, liquidation can only be brought about by 
а resolution of the shareholders. But when it is 
mentioned that all the shares are held by one com- 
pany—the Berlin Electrical Undertakings Co.—no 
ground exists for the Teutonic protest, as the elimi- 


‘nation of the German element as far as possible now 
forms one of the definite items in the programme 


of the allied nations. At the same time, it is impos- 
sible to refrain from drawing attention to two other 
matters in which neutral capital in Russian is mostly 
concerned, although as the information is derived 
from another German source its accuracy is open to 
suspicion, particularly when applied to neutral coun- 
tries. Both cases refer to Moscow, the Town 
Council of which has endeavoured to expropriate 
the local undertaking of the Petrograd Electric 
Lighting Co. gf 1886. The first relates to the Bel- 


gian Electric Central Station Co., which sought a 


LI 


- concession to compete with the former and lodged 


a deposit of £100,000. It is now alleged that the 
Moscow Town Council has declared the contract 
with the Belgian company to be dissolved, and the 
deposit forfeited through non-fulfilment of the 
agreement. In the second case, the Town Council 
is said to be opposing the prolongation of the con- 
cession of the Swedish-Danish-Russian Telephone 
Co., in which neutral capital is principally interested. 
It is known that the Germans take pleasure їп 
attempting to sow discord among the Allies, and: 
between the Allies and neutral countries, and the 
present examples may represent further efforts in 
this direction. At any rate, if any excess of zeal 
should be manifested by the Moscow Municipal 
Council, which has already experienced the steady- 
ing effects of the Government in regard to the pro- 
posed expropriation of the local electricity works, 
it is probable that the Ministerial Council will only 
permit of the adoption of such measures as would 
be justified by the circumstances of each individual 
case after mature consideration. | 


WirHIN the last few weeks the 
price of crude rubber has had fre- 


Rubber. 1 | 
quent and erratic fluctuations, but 


the outlook remains very much involved. What 


with political and war üncertainties, and the fact 
that the manufacturing trades over the summer 
months are usually in a more subdued condition, 
while buyers do not care to anticipate their needs 
far ahead, the future course of the market is rather 
problematic. In the earlier part of the current 
month there was no mistaking the prevalent feeling 
of depression, while considerable quantities of un- 
sold plantation rubber were awaiting disposal on 
the spot. Prices fell to about 2s. 24d. for No. I 
latex, but recovered at one time to nearly 25. 5d., 
which has been followed by a renewed break, 
although the market has latterly shown more stay- 
ing power, thanks to evidences of an improving 
demand from the home trade and for export to the 
Continent. The more recent buying was more 
centred on smoked sheets, the value of which 
description has ruled comparatively firmer, and now 
stands practically on a par with No. I crepe. e 
has been more interest, too, in the lower-price 
grades of crepe rubber. The June imports T 
comparatively small against the same month !а5 
year, with the receipts from wild rubber producing 
countries again disclosirig a falling óff, and the 
Liverpool and London stocks showed an apprect 
able reduction, but recent arrivals have been M 
liberal, and the supply is seemingly, on the who Ў 
keeping well ahead of the demand, so that atl i 
not a very hopeful feeling as to the stability A 
market, although prices are relatively low. Ho ы. 
of spot rubber seem rather keen to lighten t » 
stocks, and buyers are cautious. The absence d 
any American revival of inquiries 15 undoubted^ 
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being felt, and until buying from that quarter re- 
asserts itself, unsettled conditions must be expected 
to continue, though the worst of the depression has 
credibly been seen, judging from the fact that prices 
for next year's deliveries remain at a fair premium 
over the value of spot rubber. Whereas the recent 
exports to American ports were relatively small, as 
compared with the abnormally heavy returns in the 
same period last year, the quantities sent to France 
and to Russia were of respectable dimensions, and 
prospects as regards the outlet in these countries 
are considered pretty good. Home consumers 
seem more disposed to lay in stocks for future needs 
at the present level of prices, but trans-Atlantic 
manufacturers are, apparently, still drawing on their 
old stocks, as usual, till towards the autumn. There 
is evidently less anxiety in that quarter as to future 
supplies, while fairly large quantities are on the 
way. It is estimated that the Eastern shipments 
for the past month were about 9,200 tons, making 
an aggregate of, roughly, 55,000 tons for the first 
half of this year, comparing with about 6,000 tons 
and 41,000 tons for the corresponding periods last 
year. There has been more doing lately in Brazilian 
descriptions, and the price of hard Para has risen 
to a rather stiff premium over the value of best 


piantation rubber. This feature is somewhat 


puzzling in view of the keen competition of planta- 
tion grades, although it is chiefly due to the limited 
supply available. 


.. A FEW months ago we drew atten- 

Industrial — tion in these columns to the import- 
Fatigue, ance of the study of. industrial 

7 . fatigue, in connection with the con- 
ditions of working under high pressure which have 
been brought about by the war, and to the excellent 
Memorandum. issued by the Health of Munition 
Workers' Committee on this subject. The report of 
the Chief Inspector of Factories and Workshops for 
the year 1915, which was recently issued—a mere 
shadow of its former self, owing to the exceptional 
demands upon a depleted staff—contains some inter- 
esting references to this matter, showing that there 
seems to be a more general recognition of the 
advantages of a week-end rest. Sunday labour has 
DNE found to be unsatisfactory; not only has it a 
etrimental effect upon the physical condition of the 
ше it also often results in loss of time on other 
me the week, and the Ministry of Munitions 
3 à ers it preferable to work a moderate amount 
overtime during the week, with a break on Sun- 
ау, EE than to work on from day to day. Where 
ies le, work is conducted continuously on a sys- 
n E Бу or three shifts, though the shortage of 
abour has necessitated working overtime in 


some cases; but the Home Office keeps a tight hand: 


* оа of overtime allowed. It is pleasing 
tinuous at, in spite of the long hours and con- 
PON c ue no evidence has been observed 
some olie е case of foremen and managers, and 
К Pp workmen) that the strain has pro- 

ein disati -effects upon the workers; there have 
come by a i of fatigue, but this is quickly over- 
iter ji emporary rest from overtime, and the 
tempora RE workers and affording them 
"ir i relef whenever undue signs of fatigue 

Ebre ү recommended by the Home Ойсе. 

Жеш". А r the c ment in the care devoted to the 
and mess-ro € workers, the provision of canteens 
cases 0 Шш and arrangements for dealing with 
Inspector y ry and sickness, are welcomed by the 
are likely to most important developments which 
son, the р «àin after the war; as Miss Ander- 
reforms un DAE lady inspector, remarks, these 
to the dependen? due to the “ general awakening 
of the huma ence of efficient output on the welfare 


. n а еп.” 
will never be for онен. We trust that the lesson 


NOTES ON ELECTROPLATING. 


By S. V. THORP. 


(Concluded from page 61.) 


Vats and Tanks Used in Plating Тһе plating-vat may 
be constructed of either wood or iron. For nickel, silver, 
cold brass, copper, or zinc’ solutions, a wooden vat is used, 
having an outer casing made of deal or pine of suitable 
thickness, grooved and feathered and bolted at either end 
with iron plates. The whole is then lined inside with 
chemically pure lead, and the joints are burnt, not soldered 
together, as soldering introduces tin, which will injure the 
solution, and may set up electrolytic action in combination 
with the lead. Inside this is a lining of match-bearding, 
which is fitted in loose to allow for expansion when filled 
with liquid; otherwise it would burst, due to its swelling. 


` For hot solutions of brass, copper, tin, or zinc, an iron vat is 


used, in which the solution is kept hot by means of a steam 
coil placed at the bottom of the tank, the number of con- 
volutions in the coil being arranged according to the steam 
pressure and size of tanks. When an iron vat is used a 
wooden frame should be placed on the top, and earthenware 
insulators are fixed to carry the brass rods, from which are 
hung the anodes and articles to be plated. The anode plates 
for the vats are sometimes cast or rolled, but in all 
cases they must be perfectly pure, and they are hung on 
the rods with hooks, the shape of the plates and hooks 


being illustrated by fig. 1. Тһе ‘scouring and swilling 
trough is made of wood, and lined inside’ -with lead, a 
constant supply of water from a tap or pipe being run into 
the trough. The dipping pans are usually of stoneware, and 
vary according tothe work. The potash, orcleaning, tank must 
be made of iron, the best quality being essential, owing to 
the constant heating required. The sawdust pans are made 
with a false bottom to contain water, which, while keeping 
the sawdust hot, prevents it from being burnt. 

Cleansing of Articles before Plating.—Before articles are 
plated, they need to be chemically clean, or the deposited 
metal will not adhere to them properly. For this reason, 
after the article is received from the polisher, it is wired 
and placed in the hot potash tank, and well rubbed with a 
mop, to ensure all grease being removed, such, for example, 
аѕ тау be due to handling. On being removed from the 
cleansing solution, the article should be well scoured with 


pumice powder and water. It can then he placed in the 


plating vat, but since an almost imperceptible film of oxide 
may have formed on the surface of the article, it is advis- 
able to dip brass or copper articles for a second or two into 


-a cyanide dipping solution ; this ensures the deposit adhering 


firmly. For iron or steel articles it is better to use a 
hydrochloric acid dip, and for cast-iron the hydrochloric is 
replaced by sulphuric acid. | 

The process of cleaning work preparatory to plating by 
an electric current has proved successful, and it is being 
adopted in works which have to deal with large quantities. 
The solution, which is worked hot, consists of special salts ; 
the anodes consist of carbon, and the resistance board is so 
constructed that the current may be reversed without 
removing the articles from the vat. The work is wired as 
for plating, placed in the vat, and the current adjusted so 
as to cause a rapid evolution of gas at the work being 
cleaned, and as this rises to the surface of the solution it 
will carry with it grease and dirt in the form of a dirty 
scum. As soon as the work appears discoloured, the 
current must be reversed, and the work becomes the 
anode. This reversing of the current removes the oxide 
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formed on the surface of the work, which will appear quite 
bright and chemically clean. When removed, the work is 
well swilled in cold water, dipped for а second or two 1nto 
one of the acid dips, according to the material of the work 
cleaned, and then transferred to the plating vat. 

Nickel Plating.—Nickel plating is, perhaps, carried on 
by manufacturers more than any other plating process in 
connection with their other processes. Assuming that we have 
some articles to plate—for instance, the parts of a cycle— 
as received from the polisher, they will be sure to have a fine 
film of grease upon the surface. The articles are wired and 
are then hung in boiling caustic potash, well rubbed with a 
mop, taken out, and well swilled in cold running water. 
They should then be thoroughly scoured with pumice powder 
and water ; when finished, the water should hang to all parts 
of the articles in the same way as oil would. The articles 
in this case being steel, are dipped for a second or so in the 
hydrochloric acid dip, rinsed thoroughly, and immediately 
transferred to the vat, with the eurrent on, and left for one 
to three hours according to the thickness of deposit required. 
If the solution, which is worked cold, be agitated, the articles 
will only require to be in the solution half the time required 
in a stationary solution. Whilst the deposit is going on, 
the rods should be occasionally lifted or tapped to release 
the gas which forms on the articles, but where the solution 
is agitated, the tapping of the rods is not required. The 
articles are now removed from the vat, swilled well in hot 
water, then rubbed dry in sawdust, and if the work is pro- 
perly carried out a rich silvery deposit is the result. 

Nickel plating is done directly on iron or steel, but for 
high-class work and certain special goods it is best to 
copper-plate the article first. To do this, the article is pre- 
pared as for nickel-plating, then placed in the copper vat, 
and when the desired thickness is obtained, it is taken out, 
well scoured, rinsed, and placed in the nickel vat. This 
gives a much better looking deposit, and one that wears 
better than а nickel deposit direct on the steel or iron. In 
re-plating, it is always advisable to remove old nickel from 
iron or steel by.polishing, or a niuch quicker and simpler 
method is by using a nickel stripping solution, which in a 
few minutes strips a coat of nickel which may have taken 
an hour or two to deposit, and, moreover, does not damage 
the article, as in other processes. In these cases, the work to 
be stripped is used as the anode, and the cathodes must be 
of sheet-lead or carbon. 

Copper and Brass Plating.—In copper and brass plating 
the preparation of the articles is the same as for nickel- 
plating. For coppering there are two well-known solutions, 
the acid copper solution, which involves the use of copper 
sulphate crystals, and the copper cyanide solution, in which 
copper carbonate and potassium cyanide are used. With 
the acid copper solution, excellent copper сап be deposited on 
copper, brass, lead, or metallised moulding materials such as 
compounds of wax, but not upon steel, iron, tin, zinc, or 
nfetallic alloys which are more electropositive than copper, 
and for the latter it is necessary, first, to copper-plate in the 
cyanide bath, afterwards transferring to the acid bath. 
Although for a given deposit in the cyanide bath more 
electrical energy is used than in the acid solution, the rate 
of deposit per ampere-hour is just double. The cyanide 
bath should be worked -hot, about 135° F., as it has an 
extremely high resistance at ordinary temperatures. By adding 
zinc carbonate to the copper cyanide bath, a brass deposit of 
varying colour, depending on the amount of zinc present in 
the solution, can be obtained. The best results for electro- 
brassing are obtained by first giving the articles a coat of 
copper; when well coated, scratch-brush, and place in the 
brassing vat till the desired thickness of deposit is obtained. 
In using potassium cyanide or its solutions, great care is 
needed, as it 1$ a strong poison, and blood-poisoning will 
probably result If a eut or scrat:hed hand comes in contact 
with the solution. 


‚ Silver and Gold Plating.—¥or silver plating, the solu- 
tion consists of silver chloride dissolved in potassium 
cyanide. The work is prepared as before, only before being 
placed in the silver vat the articles are dipped in an 
amalgamating solution composed of mercuric salts, for a 
few seconds, until they show a whitish appearance, then 
well swilled in water, and placed in the silver vat. After 
being in the solution a few minutes, and coated over, they 


are taken out, swilled, and scratch-brushed, immersed again 
in the amalgamating solution, and put in the silver vat till 
the required thickness is obtained. For gold plating the 
electrolyte varies greatly, depending on the class of work 
and the colour desired, &c. Gold baths are usually made 
by dissolving gold chloride in a potassium cyanide solution. 
In plating with cheaper metals, the anode surface is large 
enough to keep the solution up to full strength, but in 
gold plating this is not always the case, om account of the 
high. cost of the anodes. They are usually much smaller 
than the article being plated, and the solution is consequently 
reduced in strength as plating progresses, во it is necessary 
to watch the bath carefully, and to strengthen the solution 
from time to time. Some baths are worked hot, and some 
cold, and the proportion of gold necessary depends on which 
method is used. With a cold bath the stronger currents 
give the darker deposit, while in the hot bath the tempera- 
ture determines the colour, the higher temperature ‘giving 
the darker colour. 

Electroplating with gold requires great skill, because the 
metal is so valuable that the plater must use every means 
possible to produce the required results with the least pos- 
sible amount of metal. 

Zine Plating.—For the electrodeposition of zinc, the 
solution can be worked hot or cold. Cold electrozincing or 
electrogalvanising is perhaps used most, and is specially 
suitable as an “ anti-rust" coat upon articles such as screws, 
washers, staples, tubes, rods, &c. "The deposit is clean and 
smooth, and if a dull finish is required, the article has an 
excellent appearance ; if a bright finish is wanted, scratch- 
brushing following the plating gives the required bright- 
ness. 

Barrel Plating.—The mechanical plating of small articles 
in a revolving barrel is a great saving in a shop where large 
quantities of small articles are constantly being plated, as 
the articles do not need to be wired, which in itself is a 
great saving in time and labour. The barréls revolve at 
from 15 to 30 revolutions a minute, depending on the size, 
shape, and number of articles put into them, but in all cases 
there must just be a suffieient number of articles to allow 
them to roll, but not to be carried round with the barrel. 
The barrels are usually constructed with wooden bottoms 
and perforated celluloid sides, the perforations being of such 
a size as not to allow the articles to fall out. The barrel: 
in some typeseis raised and lowered by means of a rope and 
pulley block, the articles being emptied into a sieve. А 
very good arrangement is to have the apparatus so arranged 
that, after plating, the. barrel can be turned right over into à 


-swilling tank and revolved in it by the same shaft, thus 


preventing all risks of articles becoming stained due to their 
not being thoroughly rinsed. | | 

While articles are receiving their deposits, the continual 
rubbing gives them a high polish, and the deposit is also 
close in grain, due to the constant rubbing, making the 
deposit more durable. 

It is impossible to get articles burnt by this process, and 
the anode surface should be as large as possible, owing to 


the large amount of surface of the articles in the barrel. 


For drying-out purposes, a revolving sawdust barrel is some- 
times employed ; the barrel is so constructed for the special 
purpose of keeping the sawdust hot and dry during the 
whole process of drying-out. It has an inner and outer 
casing, between which is water to prevent the sawdust 
from burning. CAS CLA 
Method of Plating Inside Metal Vessels.—To plate inside 
metal vessels, such as jugs, sugar-basins, presentation cups, 
&c., fig. 2, the article is filled with the solution, and the 
anode-plate is hung by suitable means inside it. If the 
edges of the article are defective, as they sometimes are, and 


to provide for plating at a point not reached by the solu- 


tion, a method known as “ doctoring " may be practised, by 
which the anode—or a portion of it—is -swathed (with a 
piece of stick to stiffen it) in a few coverings of calico, and 
attached to the + pole of the generator, while the article 
to be doctored is attached to the — pole. By continually 
dipping the covered end of the anode in the solution, and 
gently rubbing over the spot to be covered, а fair 
coating will result in a short space of time. It 
is essential that the cloth be kept continually 
impregnated with fresh solution during the operation, 
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when, in a few minutes, sufficient metal should be 
deposited to stand burnishing or finishing, and if care is 
taken the faulty place should not be discernible. 

Parcel Plating and Sand Blasting. — The plating of 
articles in two or three colours is done by stopping off the 
part of the article which does not require to be plated. 
For example, take a copper plate, some part to be left copper 
colour and the other silver; the part that requires {о be 
left copper is varnished with stopping-off varnish, and 
when thoroughly dry the article is cleaned and put in the 
silver vat until the desired thickness of deposit is obtained. 
It is then swilled and dried out in sawdust in the usual 
way. When dry, it is placed in turpentine till the varnish 
is softened, and can be brushed off. 16 is then well cleaned 
and dried, when it is ready for burnishing or finishing, as 
desired. Articles of jewellery are done in a similar manner. 
For example, if gold flowers are required on a silver brooch, 
the part which does not require to appear gold is stopped off 
and treated as just described. 

Articles that require a frosted appearance, such as cigar 
and cigarette cases, match-boxes, &c., are sand-blasted, and 
if material of suitable size is used, a fine or coarse matt 
appearance can be obtained. 


Da сна аслыа а аЬ 


ELECTRICITY SUPPLY АТ HOLMFIRTH. 


Тнк official inauguration of the Holmfirth Urban District 
Council's electricity undertaking took place on Saturday, 
the 15th inst., when the generating station and equipment 
were inspected by the Electricity Committee. ; 
The question of lighting the town and district by elec- 
tricity was publicly considered t 1911, when the ratepayers 
adopted a resolution to apply for a provisional order, which 
decision was later confirmed by a plebiscite of the rate- 
payers. з 
The provisional order was obtained in August, 1912, and 
negotiations were opened with the Yorkshire Electric 
Power Co. with a view to obtaining a supply of electricity 
“in bulk"; local opposition to the scheme asserted itself, 
however, and as it seemed probable that the Yorkshire 
Electric Power Co. would not be in a position to give the 


GAS-ENGINE-DRIVEN GENERATORS, HOLMFIRTH ELECTRICITY WORKS. 


[eet supply for some few years, the original scheme was. 


eit oe accordingly decided to establish an electricity 
mittee КЕ Кыйы, Holmfirth, and, an Electricity Com- 
generatine ing been appointed, tenders for the entire 
or, to ue lone and complete installation were called 
contract w. s ification of Mr. A. В. Mountain, and the 
tof Нек cy awarded to Messrs. T. W. Broadbent, 
on aving al cies The Council is to be congratulated 
int € costs T. n the work before the recent heavy increase 
a а matter е PO di mle took effect, although, 
until March, 191 = › the formal contract was not prepared 


The as s 7 
electricity Works are situated near the centre of the 


town, and provision has been made for probable extensions 
in the future ; the plant consists of direct-current generators, 
driven by gas engines supplied with producer gas, working 
in conjunction with a small battery. a^ 

The gas-producing plant is placed "in a shed which 
adjoins the generating station, and consists of two 
open-hearth suction producers, of Messrs. Crossley Bros.' 
latest design, having several novel features. One useful 
feature is the arrangement of pipe connections, by which 
either engine can be run from either plant merely by 
closing and opening isolation valves ; the gas generator ls a 


Zee kev 5 
MAIN SWITCHBOARD, HOLMFIRTH. 


cylindrical vessel, lined with firebrick, the fuel being 
supported on a stepped grate, so that the fuel bed is in full 
view of the operator. 

By an ingenious arrangement of water siphon, the amount 
of steam generated is automatically governed by the load 
on the engine.» The water necessary to generate the steam 
passes through several. gilled tubes in series, receiving 
an increment of heat from each tube, and finally overflows 
into a “ flash " tube, where it is flashed into steam. 

On its way to the scrubber for cooling and cleaning, the 
hot gas is made to pass through two 
cascades of water which form" the over- 
flow to the scrubber; by this means 
the heavier impurieties are removed 
before the gas reaches the coke in the 
scrubber. 

The gas engines are of the Crossley 
horizontal type, developing 190 B.H.P. 
(maximum) and 95 B.H.P. (maximun) 
respectively, and both running at 190 
R.P.M. The larger one is a double- 
cylinder engine, while the smaller one 
has only one cylinder ; the cylinders are 
all of the same size, which obviates the 
need for holding a large stock of spare 
parts. . 

The engine governing is of the 
“variable admission" type, in which 
the main inlet valve itself becomes a 
throttle ; impulses are not only given to 
the engine at each working stroke, but are 
certain, at any position of the governor. 

The electric generators are of Messrs. Broadbent's well- 
known “D” type, and are belt-driven from the engine 
fly-wheels. The larger of the two generators has an output 
of 100 ку. when running at a speed of 625 R.P.X., and the 
output of the other is 60 Kw. when running at a speed of 
640 m.P.M. The generators have auxiliary poles, and are 
each fitted with three bearings of the automatic ring oiling 
type. We understand that the temperature rises of Ше 
windings, taken at the end of the full load test-run, were— 
in the case of each machine—well below the limits laid 
down by the “ E.S.C." ; 

The three-wire system of distribution is employed, with 
a declared pressure of 440 volts across the outers, and 
the neutral earthed. A rotary balancer by Messrs. Broad- 
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bent is employed to maintain electrical equilibrium. 
between the two sides of the system, and there is a 


small Chloride battery to deal with the night load. 
This battery consists of 250 * HLG 3/5” type cells in 
glass boxes; sufficient margin has been allowed in the 
dimensions to meet the possible requirements of additional 
capacity at some future date. The battery is capable of 
discharging at the rate of 104 amperes for one hour, or 
20 amperes for 10 hours; for charging it, a three-wire 
motor-driven booster, supplied by Messrs. Broadbent, is 
employed. | 

The switchboard consists of eight panels of enamelled 


slate: three generator panels (one of them being blank at. 


present), one battery panel, oné balancer panel, one booster 
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panel, four feeder panels, and two street-lighting panels ; this 
also was made throughout by Messrs. Broadbent. 

The distribution has been carried out on the three-wire 
system, by means of overhead mains, on steel poles in the 


centre of the town and on wooden poles in the outskirts. 


It may be mentioned in this connection that the arrange- 


ment of poles, struts, stays, and brackets has been carried 


out in a specially-secure manner suited to the peculiarities 
of Holmfirth, where acute angles and steep hills present 
problems requiring more than an ordinary amount of 
thought and attention. The poles also serve as standards 
for the street-lighting fittings and lamps, the street lamps 
being controlled by automatic time-switches, which are 
affixed to the poles when required. 

House services are tapped off the overhead wires, and the 
tappings are taken into the consumer's houses (usually into 


the upper storey) through porcelain leading-in tubes. The 


charges for current are 6d. per unitfor lighting and 2d. per 
unitfor motive power, heating or cooking ; and they are 


not unreasonable, in view of the present high prices of - 


fuel, &c. 

Already there is a fair demand for current for lighting 
purposes, and if the demand grows as it is expected to, the 
undertaking should, under the capable management of 
Mr. A. C. Bott, the engineer to the Council, prove а practical 
success. The capital charges are not excessive, and it is 
likely that the ratepayers will in time be rewarded for their 
enterprise. 

We are indebted to Messrs. T. W. Broadbent, Ltd., for 
the particulars and views here given. | 


Patents and Alien Enemies.— Licences hav 
by the Board of Trade to Messrs. Edgar Allen & Co., Ltd., and the 
Rapid Magnetting Machine Co., Ltd., in respect of Patents 
Nos. 14,082/08, granted to Ullrich, and 17,459/09, 29.201/11 
29,224/11, 29,230/11, 4,595/13, 14,426/13, 14,427/13, and 24,353/13. 
granted to Fried. Krupp A.G. Grusonwerk, | : p 


e been granted _ 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Lamp-locking Batten Holder. 


In response to the very considerable demands of the trade, 
Messrs. LAMLOK, of 18, Ranelagh Gardens, Hammersmith, W., 
have now introduced a lamp-locking batten holder, which we illus: 
trate in fig. 1. It will be seen that this fitting consists of a flange 
piece for fixing on to the batten, with a short-distance piece serewed 
on to it, while the lampholder is attached to the other end of th 
distance piece by means of a suitable screwed clamping ring. 

The lamp lock is of the makers’ well-known “pin” pattern, the 
pin screwing through the lower flange of the distance ‘piece into 
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Fig. 1.—LAMP-LOCKING BATTEN | 
HOLDER. 


the holder, and pressing on the lamp top, thus preventing the lamp 
from being lifted in the bayonet socket and removed. The pin is 
turned by means of a small key, shown in our view. 

The batten holder is solidly made in brass and machined all over. 


Hand-operated Starting Compensators. 


The Ввїтїзн THoMsoN-HovsTON Co., LTD., of Rugby, have 
issued a new list, No. 5,250, dealing with type N R hand-operated 
starting compensators, for two and three-phase squirrel cage 
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Fic. 2.—B.T.H. WALL-TYPE STARTING COMPENSATOR. 


induction motors. These are designed to reduce the: кт 
starting current of such motors without unduly reducing s 
torque, and consist essentially of an auto-transformer 1 which а 
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tapping is taken off the winding at a suitable point to secure the 
required reduction in voltage. | ' 

Such compensators are suitable for 25, 331, 40, 50 or 60-cycle 
squirrel cage motors of up to 750 H.P. on pressures of from 95 to 
3.300 volts and are built either їп wall suspension or floor types, 
the latter being for large sizes. ' 

The switch handle has three positions : " off,” " starting " and 
“running.” An automatic low-voltage release is fitted and, if 
desired, overload relays can be provided as also push-button stops. 
In order to meet different starting requirements, the starting volt- 
age can be varied by means of the several taps provided on the com- 
pensator winding. The compensator and oil switch are enclosed 
ів a C.L case, with the switch, which is of the oil-immersed 
type, underneath in the wall pattern and on the top in the floor 

ttern. 

The largest compensators, owing to the currents dealt with, have 


a separate sheet-iron control panel carrying the switches, ammeter, ` 


current and potential trausformers, and are provided with steel 
framework and expanded metal screens. 


, 
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SEARCHLIGHT CARBONS, 


Is a lecture delivered at the U.S. Const Artillery School, last year, 
Mr. R. B. Chillas dealt with the subject of searchlight carbons ; the 
following is an abstract of his remarks, which were reprinted in 


The principa] considerations governing the choice of the proper 
carbons for searchlight requirement are that the positive crater of 
the arc shall be maintained at the focal point of the parabolic 
mirror, and that the lamp mechanism and the carbons shall be so 
co-ordinated as to bring about this condition with the minimum of 
attention on the part of the operator. The essential requirement 
for this is that the lamp mechanism shall advance the carbons at 


as nearly as possible the same rate as that at which they are 
consumed. | 


1. А variable feed ratio, under control of the operator. 

3. A semi-automatic feeding mechanism. (See Beck lamp). 

The first type largely predominates, and since this presents the 
most severe carbon conditions, the discussion will be confined to 


The basis upon which the present work was carried out is that 
the function of the positive carbon is to produce a light of the 


maximum efficiency, steadiness, and: concentration, while the’ 


negative carbon. which is the more important from an electrical. 
standpoint, must maintain а steady arc, cause the least possible 
sacrifice in the efficiency, and permit the required decree of control 
of the linear burning ratio of positive to negative, ~ 

The desired searchlight arc should excell in the following 
particulars :— 

(I) Small positive crater, with high current densities, and thus 
us crater temperature throughout the crater area, which gives 
g чы brilliancy ; (2) small negative carbons ; (3) long are 
ength : (4) uniform mixture of carbon, so as to help evenness of 


For а 200-ampere, T0-volt arc, 


or arc crater are, respectively. `8 in. 
Tes per sq. in. (62 amperes рег sq. cm.). 
gatives, such as the G. Е. 36-in. and the 
below 296 à А | 
ralin акте per sq. in. or 30 amperes per sq. cm.), the pre- 
be of the tip of the negative is blunt and rounded, or 


eve j А Д 
КЕЛ. With cored negatives. With such a shape, 
certain to ос UE. Т. айцевв and troublesome burning are almost 


e appearance of the itivi ter reminds 
One of à : positive cra 
eficency ap 10р, With many rapidly-moving tentacles. The 
AU Such times ig very low, 30 per vent. of normal. The 
"teady for 20/30 Comes sufficiently rounded, and the arc becomes 
^ minutes of coe UD be followed by another spasm of 
Of à trim, The pen urning : this cycle repeats through the life 
trouble: it ары, perator can do very little to overcome such 
v to a faulty choice of sizes. 
Re Steady arcs occurred provided 
aped point wag obtained, on which the tendency to 
: that such : that the core in the negative is non- 
and this, if inc à carbon would probably be of small diameter, 
i revion. di Would give an added advantage in that the 
heavily copper-cont 4 2 the negative, would be decreased. Some 
Coated solid carbons, with diameters 4, $, and 1 in, 


i was noticed that very good в 
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(13, 16, and 19 mm.), were tried on the 60-in. lamp at 200 amperes. 
These indicated the value of the small negative. 

With a properly-chosen grade of carbon, the negative bright 
spot scarcely wanders from the tip of the carbon ; in fact, a small 
graphitised “ wart " about 0°10 in. in diameter forms on the end of 
the carbon, and the arc peristently stays on this tip. ` | 

On the G. E. 60-in. lamp, using 2-in. diameter positive and 1$-in. 
negative, at 175 or 200 amperes, the arc on the positive wanders 
sufficiently to keep a fairly well-formed carbon crater, though the 
actual are crater or hot spot does not nearly cover the end of the 
carbon, This necessarily leads to unsteadiness and poor efficiency 
in the searchlight beams. 

With anevativeasabove described, the are stream is directed steadily 
at а spot on the positive, where a bright, sharply-defined are crater 


arc burns against the sides, tending to give a somewhat spherical 
hole within the positive. | 
A material improvement could be made by decreasing the size 
of the positive. An interesting series of observations was obtained 
on crater formations under different conditions, using hiyh-rade 
positive carbons with a small 418-C core and {-in. copper-coated 
coke solid negative, at a current of 200 amperes and 68— 70 volts. 


Carbon 
diameter, in. 


Crater characteristics, Steadiness. 
1'0. Rounded end of carbon, arc crater over- Very poor. 
lapped end, hissed badly. | 
1:1125—125. Nearly flat crater, sharp edges. Fair. . 
1:375. Good cup-shaped crater, sharp edges, are ` Excellent. 


crater nearly covered the carbon crater. 
Best general condition. 

1'50—1:625, Deeper crater, outer edges slightly Good. . 

rounded. good general condition. 

1'75—2'00. Crater very deep, with nearly parallel Erratic, 
sides. May be wider at bottom than ‘good, or 
at mouth. Negative tip within crater, very poor. 
very noisy, outer edges more rounded. | 


As the diameter increases, spindling and the rate of consumption 
decreases. ' 

Another series of tests with 1j-in. positives and §-in. copper 
covered negatives. and varying the current and voltage slightly, 
gave the following :— 


Current, Are voltage. | Crater formation. 
Normal — 200amps. Normal — 68 volts Normal 
Normal — 200 „ Lowered — 66 ,, Tends to deepen 
Normal — 200 ., Raised — 70 ,, Tends to flatten 
Raised — 210 , Normal — 68 , Tends to flatten 


Lowered — 190 ., Normal — 68 „ Tends to deepen 
Raised —- 210 ,, Raised — 70 4, Flat, unsteady 


. Lowered -9? 190. ,, Lowered — 66  ,, Rapidly deepens 


While the crater formation is controlled principally by the 
carbon size, the influence of the texture of the carbon must be con- 
sidered ai the same time. The first question that enters with 
changes in texture is that of spindling. A carbon of sufficient size 
must be selected such that when it has spindled to its natural shape 
the end will be large enough for the crater. | 

The arc crater should almost wholly occupy or cover the end of 
the positive carbon, so as to form a symmetrical cup-shaped carbon 
crater. This gives a sharply defined beam of high efficiency, since 
there is no low temperature radiating surface facing the mirror at 
the focus. Furthermore, the crater being definitely located on the 
end of the carbon, it cannot wander laterally out of focus, and 
hence there results a steadier beam. 

A further improvement has also been made by cutting down the 
size of the core hole in the positive. With the new steady nega- 
tives, the positive core areas have been reduced to 25-30 per cent. 
of the former sizes. ; 

The negative carbon is the more important from electrical con- 
siderations. The maximum operating arc voltage with a given 
line voltage is measured by the permissible number of outrages, or 
are breaks, within a given time. 

In tests to determine the proper size, it was found possible to 
choose a plain negative, which will have the capacity to carry con- 
tinuously such a current as will give а positive crater covering the 
tip. A carbon of thís size, however, will tend to burn blunt, and 
hence is unsteady. This statement applies more particularly in the 
case of currents above 75 amperes for reasons which will be dis- 
cussed below. Smaller carbons tend to spindle excessively, but 
the steadiness usually improves as the tip becomes pointed. For 
100-110 amperes a l-in. diameter carbon is about at full load, and 
spindles approximately 3 in. Increased current carrying capacity 
is therefore required, and may be secured as follows :—— 

1. By increased diameter. This is in the direction away from. 
steadiness. as shown above. | 

2. By changes in mix. This is also expensive and of very 


limited range, as shown by years of almost vain efforts to get 
. satisfactory results with the present sizes. 


3. By copper coating. This is by far the simplest and offers a 
much wider ranye of control and better burning conditions than 
any of the above. 

With positives chosen as above described, it has been found that 
by successively decreasing the size of the negative and at the same 
time increasing the amount of copper coat, the necessary current 
carrying capacity can be maintained and а tip shape increasingly 
favourable to steadiness is obtained. . 

It has been found that beyond a certain point further increases in 
the amount of copper give a relatively small decrease in resistance. 
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The best negative is such a one as will require somewhat less than 
*003 in. copper to give satisfactory continuous operation. 

Quite an appreciable change may be made in the rate of con- 
sumption, either by changing the amount of copper or by slight 
changes in diameter from that which gives the test steadiness. 

It was found that with positives and negatives selected аз above 
described, the natural burning ratio, while increasing as the size of 
carbons increases, із.ог can be made to be essentially 1 to 1 for а 
large number of the usual sizes, with but little or no sacrifice in 
efficiency. This feeding ratio appears to be quite generally 
standard among the principal lamp makers, except that one large 
American manufacturer, who has supplied a number of lamps to 
both the Army and Navy, has used a 1°65 to ] ratio for a number 
of years. 

Average figures from tests in the present G.E. mechanism show 
the following burning-hour results :- — 


Size in inches 


60-in. 1# X 15 Pos. 6 х 12 Neg. 300-375 Hrs. 
36-in. 1d x 10... bx 9" ,, 275-350 . 
24-in. 3 X 10 x 9 ,, 3700350 ., 


Small lamps. 18-, 13-, and 9-in. 38700-3750 p, 


The advantages in operation greatly outweigh the somewhat 
short life. 

An important feature is that a larger volume of positive carbon 
is consumed fora given volume of negative carbon in the larger 
sizes than in the smaller ones. | 

It has been found that the cross section of a copper coated 
nerative which will burn with a well pointed tip апа whieh lies 
in the region of the best control of the copper coat, is proportional 
to the current plus a constant. | 

With positives selected 'to have a crater covering the tip. 
it is found that the current density increases as size increases. 
Since the radiating surface per unit volume decreases, and the 
wattage per unit volume when the carbon has burned to shape 
rapidly increases with increase in diameter. the operating tempera- 
ture.of the tip tends to rise, and therefore the rate of consumption 
of the positive increases at a rate more than proportional to the 
current. { 

If it is desired to maintain a given lamp feeding ratio, the 
diameter of the positive must increase faster than the current, in 
order to keep the crater at the focus. 

The 1-1 lamp feeding ratio chosen most nearly fulfils the require- 
ments of good burning, for normal grades of carbon in the range of 
currents between 50 and 125 amperes. The sizes of positive to give 
1-1 burning ratio at 150 and 200 amperes are too large for the best 
burning conditions, but since the 150-ampere size is not much used 
in American practice, though quite common abroad, the 1-1 ratio 
has been adhered to for this trim. | 

For the 200-ampere size, 68-70-arc volts, the best positive is about 
35 mm. (18 in), and with a 16-mm. ($-in.) negative. the burning 
ratio is about 1°35 to 1. For 1-] burning the posiffve must be 


. 40-41 mm. (1§ in.) in diameter. The smaller size is preferred. 


For currents less than 50 amperes and a 1-1 ratio lanp, the positive 
must be smaller than that required by the crater conditions. 


Decreasing the negative leads to short life, since the available 


burning length is ordinarily rather small. Hencea slightly. faster 
burning positive has been chosen for these smaller sizes. - 

In connection with the above discussion, it has been found that a 
10 per cent. variation either side of the rated current may be made 


without appreciably affecting the burning ratio. 


The preceeding discussion has been basel on steady operation. 
If the operation of the lamp is intermittent, the net result is 


that the rate of consumption of the negative is decreased. giving ап. 


increase ratio and a tendency towards a positive crater movement. 

It should be noted here that the effect of intermittent operation 
is different with different classes of carbons. 

A few notes concerning the use of the flame arc for searchlight 
purposes may be of interest. 

It has been found that the positive arc crater on an impregnated 
flame carbon is of decidedly smaller area than the crater on a pure 
carbon. The carbons for this work are of special design, using a-pure 
carbon shell with an impregnated flame carbon core. Only a very 
short length of carbon actually carries the current. and this is 
wholly within the còoling chamber of the carbon holder. 

It should be borne in mind that the current carrying capacity of 
a (metallic) conductor is limited mainly by the operating tempera- 
ture, so that the current can be raised, provided that adequate 
cooling methods are used. 

The negative carbon is also of small diameter, and is properly 
cooled. For example, the carbons now under test in a 150-ampere 
lamp are a 16-mm. (}-in.) flame-cored positive, and a 11-mm. ( J4-in) 
cored negative. The actual positive crater is about 14 mm. in 
diameter, In operation, the nerative carbon is inclined at an angle 
of about 20" below the axis, and in such а position that the central 
tongue in the nerative arc flame strikes about on the upper ейте of 
the positive crater. The positive carbon is continuously rotated and 
fed forward, and forms a symmetrical crater about 10 mm. deep, 
filled with the highly luminescent vas of the flame are. This vives 
an extremely concentrated lizht source of high candle-power, which 
ig practically ideal for searchlight requirements. | 

А comparison of the Beck and the Sperry lamps shows the 
following essential differences: The Beck lamp makes use of a 
spray of alcohol, or other similar hydrocarbon, against the hot tips 
of the carbons. The alcohol ignites, but the temperature of its 
flame 18 said to be sufficiently below the operating temperature of 
the tips to act virtually as a cooling agent. In addition. the pro- 
ducts of combustion act as a protective sheath, to prevent undue 
oxidation. Since nleohol is not permitted aboard warships, it will 
probably be necessary to use some other material. In the Sperry 


lamp cooling is accomplished, and spindling prevented by means of 
an air-cooled copper radiator, which surrounds the positive nearly 
up to the tip. Immediately in front of this radiator is a short- 
fused silica tube, out of which about } in. to 3 in. of carbon is 
allowed to project. Air is supplied by a small motor-driven blower 
to this radiator, and also to the negative holder. 

' Two methods have been used for candle-power measurements, the 
first being the " point by point" method, which is both tedious 
and unsatisfactory ; the second is a method developed in this 


` laboratory using the integrating sphere, which, it is believed, will 


prove generally useful for this type of work. 


LEGAL. 


LADY CHEMISTS AND AN ELECTROLYTIC PROCESS. 


AN electrolytic process for the production of caustic potash was 
the subject of an application by two ladies in the Patents Court on 
Thursday last week. 

Miss E. J. Smith. principal of the Chemical Works, Disraeli Road, 
Willesden, applied for a Board of Trade licence to use Patent 11,639. 
of 1910, in the name of Dr. Jean Billiter, of Vienna. Miss Smith 
was accompanied by her chief chemist, Miss Markham. 

The Chemical Works, Willesden, is said to be the only chemical 
factory in England run by ladies. Miss Smith has considerable 
electrical experience. She passed at Edinburgh University through 


Prof. Bailey's class in Electrical Engineering, and, indeed. all the . 


engineering classes at that University for the B.Sc. (Engineering), 
besides gaining distinctions in the Senior Engineering Class. Miss 
Markham is a Distinguished Honours student from the Chemical 
Department of Oxford University. 
The process is for electrolysing liquids with kathodes arranged in 
strips, which are provided with covers for carrying away gas and 
permeable to current, the cover enclosing the. kathode on all sides 
like a sack. Modifications provide for membranes completely 
surrounding the kathodes in the form of. tubes, so that the kathode 
product escapes only by diffusion or electro-diffusion ; tubes of 
asbestos fibre; and a membrane, permeable to current, stretched 
over the electrodes by weighting with heavy bodies, or rendering 
the kathodes resilient by springs, or other means, to prevent the 
formation of detrimental alterations of shape, or detrimental gas 
spaces. It isclaimed that with the new diaphragm processes for the 
electrolysis of alkali chlorides it is now possible to obtain concen- 
trated nlkali solutions with a very об electrolytic efficiency at a 
comparatively low pressure. That progress was led up to by either 
a rational stratification and circulation, or a quick removal of the 
kathode product out of each of the current lines. This type of 
process, however, has the disadvantage that the anode chamber is 
completely closed by a diaphragm, through which the feed solution 
passes into the kathode chamber. For undisturbed working the 


-speed of flow has to be regulated, as the permeability of the 


diaphragm gradually becomes lessened, and the diaphragms require 
cleaning or renewal, necessitating the opening of the baths. On 
the other hand, in the Aussig bell process of electrolysis without 
diaphragms, the working can go on for years without interruption, 
but the current density is low, во that the apparatus is rendered 
larger, and às only small units сап be produced it їз difficult to 
watch them. The distribution of the feed solution in numerous 
small cells is complicated, and both the concentrations of lye and 
the electrolytic efficiency аге lower. | 

The patent aims to combine the advantages of both processes 
and to eliminate their disadvantuges. The anode chamber is not 
separated from the kathode chamber by any cohesive diaphragm. 
the cleansing and renewal are avoided, and yet the work can be 
carried on with high current densities and good electrolytic 


efficiency. 

Miss Smith conducted her own case without counsel, and treated 
the Court to technical descriptions; Mr. W. J. Tennant, chartered 
patent agent, appeared for the patentee. explaining that the р 
was applied for through his office, and he was present by the kind- 
ness of the Controller of Patents, Mr. Temple Franks (who heard 
the application), but he was entirely without instructions in the 
matter. | 

Miss SMITH said she desired to produce eaustie potash electro- 
lytically, as a stage in the manufacture of potassium permonganss 
She expected to manufacture without difficulty. though her wor! 
up to the present in this direction had been principally Li 
mental. She did not propose to put caustic potash on the market. 
She wished to use the Billiter cell to manufacture at her factory 
potassium permanganate, and the cells would work for on 
salt electrolysis or. without any change, for the electrolysis 9 
potassium chloride. There was a large sale for potassium jedem 
ganate, and the Government. when they required it. issued ог n 
for 20 tons at а time. It was used in the trenches and one 
military hospitals as a disinfectant. and was, she believed, us ae 
refine oil for aeroplanes. She purposed starting with a manufac "p 
of half а ton per week, and would install a 2-Kw. dynamo ар 
4}-H.P. gas engine. . 

“THE Сор And the basis of royalty? Have you con: 
gidered that ’ 

Miss SMITH thought the patentee had not afforded her ш n 
precise details in his specifieation, and she did not mu E | 
anything but a small royalty should be paid. There woul » 
considerable amount of experimenting to be done. The dynamo. 
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gas engine, and accessories would probably cost £180. The price 
of potassium permanganate was fluctuating. At the moment on 
the market it was Ra. a lb. but it might come down to 6id., as 
it was before the war. · She did not propose to use the dynamo for 
anything else. She offered а royalty of 1 per cent. 


Siz CORNELIUS DALTON pointed out that the figure could be | 


revised after the war, aud in the meantime the royalty would go to 


the Public Trustee. The Controller then announced that he would 


report favourably to the Board of Trade on the application. 


MoNOMETER MANUFACTURING Co., LTD., v. ELECTRIC AND 
ORDNANCE ACCESSORIES CO, LTD. _. 


WirH reference ito this case, in which judgmént was given, as 
already reported, for the plaintiffs on the claim, defendants’ counter- 
claim being dismissed, we understand. that a misprint occurred in 
our issue of June 30th. page 731, fourth line from the bottom, 
where, instead of 60U Ib., 1:000. 1b. should have appeared. 
report of the case we omitted to state that the plaintiffs; in pre- 
senting their case at Birmingham, said that the furnaces supplied 
were precisely the same as those supplied by them to the 
Government. | | 


MUNITION COURT CASES. 

DaviD EDWARD JONES, fitter, summoned the Newport Corporation 
electricity department, at the Munition Tribunal, for unreasonably 
refusing a leaving certificate. Mr. Nichols Moore, the borough elec- 
trical engineer, attended. Complainant stated that he was employed 
in the power station, and he gave a week's notice. He was influenced 
hy the increased cost of living: his health was sometimes 
impaired. and his wife was an invalid. He could get higher wages 
in the repairing shops. The Clerk: Is the place controlled ? 
Complainant : I believe so. Mr. Nichols Moore: It is a certified 
undertaking. The Tribunal thought that it would be better for 
the complainant to remain at a permanent place, considering that 
he Was 60 years of ave, than to go to a casual job. The Corpora- 
tion. too, were supplying electricity to other important industries, 
and that was a factor that had to be kept in view at this time. 
They declined to grant an order for а leaving certificate.— Sut 
Walea Argus. : 


WAR ITEMS. 


, Exports to China.—In the “ London Gazette ” for July 
25th a further list, appears of persons and bodies in China to 
whom exports may be consigned. | 


Enemy Companies.—Mr. George Terrell asked the Presi- 
dent of the Board of Trade the other day when the promised 
report as to the progress of the Committee on Enemy Com- 
ponies and Shareholders would be ready. In reply, Mr. Har- 
court stated that a summary of cases dealt with by the 
Advisory Committee up to June 2nd had been prepared aud 
would shortly be circulated. . 


‚ German Firms to be Suppressed in Russia.—The follow- 
IDg concerns are listed in a proposal of the Minister of Trade 
aud industry to alienate right of exploitation from a con- 
moe number of enemy firms still operating in Russia :— 
* оаа & Electricity Со.; the Electricity (formerly Tah- 
E rank fort-on-Main) Co.; the Electricity Contracts Со. ; 
the Westphalian Wire Co., of Hamma. ` 


pa tmundson’s Roll of Service, —We have received from 
ipd 8 Electricity Corporation, Ltd., a fine “ Roll of 
tonto. giving the names, and their positions with the Cor- 
о lon, of 363 of their employés who have joined the Colours. 
for per ar of the men have already seen service in some 
leat i ot! er. We regret to note that 11 of the staff have 
heir lives. Mr. J. Summers, of the Hamilton branch, 


as been awarded the Mili ) 
of Frome, {һе DS M. Military Medal, and Mr. J. C. Knight, 


dad Wound up.—The Board of Trade has ordered the 

Amendment оша up, under the Trading with the Enemy 
acte & Co., Ltd., London, S. W water coolin i 

| { , , В. W., e g engineers. 

шш J. W. Barratt, 19a, Coleman Street, London, E.C. 

hardwar Ris : Co., 46; Upper Thames Street, London, E.C., 

e merchants and tool makers and merchants. Con. 


troller : C. W M. Kem А 
[OD wo М. p, 36, Wallbrook, E.C. 
a Teal casting Ae Co., Ltd., 6, Lloyd’s Avenue, London, 
ison, 45, London Wall a steel. Controller: Ё. Н. Fin- 
London Electri | 
the © cal Engineers at Plymouth.—On July 14th 
rd of London Rlectrical Engineers which is sta- 
youth spent & pleasant evening in celebrating 
à certain course of military enterprise.” 


m e Company spok : $i Ў 
in w e ‚ Spoke enthusiasticallv of the manner 
the Lich the special work undertaken by the Company during 
in charge prse һай been earried out. He was proud to be 
cutnhe + or such well qualified men. Major К. W. Edg- 
andon unit, duti high praise of the attainments of the 

‚ Cuties of an onerous nature which he had en- 


Tusted to them ; : 
kileste Daily fj, been attended to with both zeal and 


— К. 


In our | 


ag , | 
a oc o Merrett, T.D., who presided over the function 


War Wages at Johannesburg.—The ‘Town Council has 
granted an increase of 4d. per hour (from Ув. 6d. to 9s. 10d.) 
to all skilled mechanics and electricians in its employ, as well 
as a war bonus of 95s. per roonth to all employés drawing 
£240 per annum or less, except unskilled persons. 


Exemption Applications.—Last week the | оу Tribunal. 
heard An application by the Palmer Shipbuilding & Iron Co., 
Ltd., in respect of 15 unbadged workmen. One was an elec. 
trician, and the Clerk remarked that the electricians who 
came before the Tribunal were all from the South. * That 
means," observed the Mayor, “that ours have gone soine- 
where else." “To France," added the Clerk, whereupon: the 
Mayor went on: ''They go wherever their services are 
required.” | 3 

At Bermondsey Tribunal, Frank. Morton, of Isaria, Ltd., 
electrical engineers, of Tower Bridge Road, S.E., applied for 
в short temporary exemption in order to complete his arrange- 
ments to obain a commission. He informed the Tribunal that 
& month would be sufücient time, and this extension was 
granted him. . | бо. 

During the hearing of appeals at Denton for three employés 
of the Oldham, Ashton & Hyde Electric Tramway Co., it 
was stated that 46 per cent. of the employés of the company 
had joined the Forces, and, although they had a considerably 
depleted staff, nearly 900,000 .more passengers had been car- 
ried during the past half-year compared with last year. Two 
men were granted conditional exemption, and the appeal for 
the third man, who was single, was disallowed. 

A personal appeal was presented at Accrington last Thurs- 
day by & Corporation ear driver with four children, who was 
not appealed for by the tram ways manager, because he had 
not attested. It was stated that the man would be 41 in 
November, and so many men had gone away that the tram- 
ways.manager would be glad to retain him. He was granted 
conditional exemption. i 

At Failsworth, four instrument makers and one meter 
assembler, employed by Messrs. Ferranti, Ltd., of Hollinwood, 
were granted temporary exemption "until September Ist. 
Lieutenant Pool (Military representative) in one case re- 
marked that many of the firm's inen had been unbadged, and 
he could not say whether the màn now appealing was one 
of them or not. He thought the firm ought to appeal for the 
men on business grounds. a 

At Oldham, the Corporation tramways manager (Mr. 


. Priestley) appealed for a turner, who was granted conditional . 


exemption as being in a reserved occupation, and for an 
apprentice fitter, who was granted temporary exemption until 
November. : 

The Chadderton Tribunal last week heard ап appeal by a 
man (aged 33, married), employed in the insulating and con- 
necting of coils at the works of Messrs. Ferranti, Ltd., Holin- 
wood. He was granted conditional exemption, being in a 
reserved trade, and advised to join the Volunteer Training 
Regiment. i . , 

At Rochdale, an appeal by Messrs. Jacksons, of the'Hippo- 
drom, for Harry “Butterworth (82), electrician, was dis- 
allowed. ; 

At Stretford, a cable company appealed for two members of 
the staff. One was granted conditional exemption, and the 
appeal for the other was disallowed. 

À conscientious objection was lodged at Stretford by a 
switelboard attendant, aged 98, and married. He said he 
eculd not take the military oath either for combatant or non- 
combatant service. He had been a switchboard attendant for 
18 months, and he repudiated а suggestion that he had entered 
this emplovinent to try to escape military service. The appeal 
was disallowed. Г ў . 

Cookham (Berks) Tribunal has given exemption until Sep- 
tember lst to О. F. Bingley, electrician. 

Bexley Tribunal has conditionally exempted John Hudson, 
electrician to Mr. W. A. Smith. Ж M 

At Walthamstow, the Fuller Electric & Manufacturing Co. 
appealed for 90 employés. Mr. Fuller stated that of the 40 
eniployés, 16 had enlisted and 11 had attested. Seven were 
given six months each, four three months each, and the other 
appeals. were refused. | | 

On the appeal of the U.D.C., Aylesbury Tribunal has given 
three months’ exemption to the driver of a Diesel engine at 


' the electricity works, the man being a time-expired soldier, 


aged 36, and single. Three months each were also conceded 
t» an electrician and a confidential clerk employed by a local 
firm of electrieal engineers. | 

At Bourne (Lincs., Messrs. Pideock & Co. appealed for 
their electrician. Chas. Lilley, and a final month was given. 
he having already been temporarily exempted until July Ist. 

Grantham Tribunal has given exeinption until November 1st 
to Fredk. Ingall (37). electrician at the Empire Theatre. 

Hastings Tribunal has given exemption, on condition that 
he undertakes some public work, to Mr. F. Wordley (36), 
electric wiring contractor and engineer, of St. Leonards, who 
has charge of the X-ray apparatus at the East Sussex 
Hospital. The same Tribunal has conditionally exempted for 


-three months Mr. В. Chapman (29), electrician with Messrs. 


Bruce & Co. Р 
East Ham Tribunal has granted three months' exeinption 


t» J. W. Collis, electrician. | | 
At Tunbridge Wells, A. E. Heskett, electrical wireman, 
appealed on business grounds, and also as a conscientious 


objector. The appeal was rejected. 
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` Eastbourne Tribunal has granted a final six weeks' exemp- 
tion to an electrician at the Pier, who has charge of the instal- 
lation. | ‚ 
At Romsey, Major Fraser appealed for the superintendent 
of his electric plant, and stated that the man would be 4l in 
a day or two. Exemption was given until the end of Sep- 


Mr. J. Connare (37), electrician, in business in Watford, 
has been granted conditional exemption by the local Tribunal. 
The West Kent Appeal Court has given exemption until 
September Ist to Mr. A. Lynch (30), electrician, of Trosley, 


Appeal Court has given exemption until 
electrical attendant 
The local Tri- 


The East Kent 
October 11% to Mr. А. E. Coupley (37), 
on the estate of Major Galway, at Sellindge. 
bunal had refused any exemption. А . 

The Blandford Tribunal, on July 20th, considered an a opeal 
by Mr. C. H. Wellman, electrical еше, of Milton Abbas, 
and he was given until September 30th. Appellant retorted 
that he would go at once. M 

At Stratford-on-Avon, on^July 18th, the Electricity Co. 
appealed for their manager, Mr. J. E. Rendell-Baker (35). 
The company, it was stated, \ ) 
power for munition works, besides public and private вир- 
plies. The pre-war staff of 11 had been reduced to five. Mr. 
Rendell-Baker was given conditional exemption.—The same 
decision was arrived at in an appeal for a fitter at the gene- 
rating station; and five weeks, with no further appeal with- 
out leave, were allowed Mr. A. R. Bailey (24), the company's 
secretary. | 

Mr. А. О. Game, engaged with a Catford firm of electrical 
engineers, the only one left capable of undertaking certain 
work, has been exempted until November Ist, on condition 
that he joins the Volunteer Training Corps. 

At Carlisle, on July 19th, the Tramway Co. appealed for 
six married employés, and it was stated that the staff had 
been во depleted that Mr. McCulloch had had to go driving 
himself. When the war broke out there were 37 employés; 
95 had joined the Army, and they now had only six men of 
military age, none being ‘under 32, and all being absolutely 
necessary for the service. In each case conditional exemp- 
tion was allowed. | КЗ 

At Witney, the U.D.C. applied for extended exemption for 
Victor Brice (19), station electrician. The manager of the 
electricity works (Mr. Curel) said that since the last exemp- 
tion he һай advertised for a successor, and had had three or 
four replies, but none of the applicants were satisfactory. 
Giving two months, with leave to apply again, the Chairman 
expressed the hope that another appeal would not be neces- 
sary. Mr. Curel replied that he would make every effort to 
get & substitute. | 

Ilford Tribunal has given three months” final exemption to 
Wm. John Hayden (18), an apprentice electrician, enabling 
him to complete his indentures. | : 

At Bexhill-on-Sea, Messrs. Squirrell & Co., Ltd., of Station 
Road, appealed for their electrician, J. F. Gibbs (38), who 
ты пос to assist with contract work. Three months were 
allowed. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 


the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession. 


The Neglect of Science. 


At the last meeting of the Committee on the Neglect of 
Science, it was decided to collect well-authenticated cases in 
which the neglect of science by officials, firms or individuals 
had caused loss or damage to the nation, firms or persons. 
If you and your readers can assist in this matter it will be 
much appreciated. Precise information is required, as it is 
е їп еасһ сазе. 

‚ This, naturally, makes it difficult to obtain the required 
information, but it will readily be seen that without such 
full partieulars the examples would be of little value. 


Alfred S. E. Ackermann, 


“Westin Hon. Treasurer. 
Westminster, July 90th, 1916. „о 


P.S.—The Simpson Lever Chain is a сазе in point! 


[We should think that numerous instances will be forth- 
coming. The collection of such data should be of the greatest 
value in view of the campaign in favour of reform in the 
E of science which is now in progress.—Eps. ELEC. 

EV, 


Electric Fans for Military Hospitals. 


I was interested to see a letter on this subject in vour i 
of the 14th from Mr. Falshaw, an old | E uid 
I have just returned to this country from India, where I 
have been engaged in electrical contracting work for the past 
15 years, in which time I have had some thousands of ceiling 


supplied three hospitals, and | 


fans шоп my hands. When I came away, at the end of 
1915, the Indian Government was busy buying fans for the 
Persian Qulf Forces, of the standard patterns used in India. 

Probably 80 per cent. of the Indian fans are direct-current 
995 volts, ав this voltage is almost standard for the country, 
and is in use in Calcutta, Bombay, Barrackpur, Darjiling, 
Madras, Dacca, Lahore, &c., and a settled thing for many 
schemes now in course of execution. : 

Mr. Falshaw did quite the best thing he could have done 
in advising his friend to have the fans sent from Bombay, 
and I hope he has got delivery all right. | 


Edw. Vickers. 
Warwick, July 18th, 1916. | 


? 


‘Declaration of Origin of British Goods. 


The writer would be pleased if you would inform the elec- 
trical trade, through the medium of your paper, of the neglect 
of British manufacturers and merchants in omitting to attach . 
to invoices declaration of origin. The Customs of South 
Africa demand a properly worded declaration on British 
goods, and not merely the words at the foot of invoice 
" British manufacture." Foreign goods to have the usual 
pink form of declaration, signed by the ‘Consul and stamp 
cancelled. Goods of enemy origin that have been in stock 
prior to the war to have pink forms, signed by a Justice 
of the Рейсе. 

Of late, several merchants are receiving documents with- | 
out the necessary declaration; the result is the Customs refuse 
to release, and demand a deposit of three times the value of 
the shipment, pending receipt of the necessary document. 
Furthermore, a fine of £500 can be levied by the authorities 
should they look upon the shipment suspiciously. 


British Agencies, Ltd. (H. Barber.) 
Johannesburg, June 96th, 1916. 


[We trust our readers will appreciate the great importance 
of this communication. Not only in the future, but already 
in the present, the clearest and most indubitable proofs of 
the British origin of genuine British manufactures must be 
furnished upon entry into our oversea Dominions and 
Colonies, and should be furnished also with exports to allied 
and neutral countries. . British goods should be sharply dis- 
tinguished from goods of enemy origin.—Ebps. ELEC. Rev.] 


BUSINESS NOTES. 


EM А 
 Thermit, Ltd.—Mxssns. Твекміт, LTD., have received 
official notification from the Public Trustee to the effect that he 


-has entered into an agreement to sell the whole of the enemy 


~ 


shareholding in that company to the Birmingham Metal and 
Munition Co., Ltd., Birmingham. Messrs. Thermit, Ltd., will 
continue to trade in exactly the same way as hitherto. ; 


‚ Board of Trade Inquiries.— The Board of Trade Com- 


mercial Intelligence Branch has received inquiries from firms at 
home for the names of British makers of the following :— 


Batteries for pocket flash lamps. 
Cases for pocket flash lamps. 
Electrolytic iron. 

Fibre, vulcanised red. 

Are-lamp globes (inner and outer). 
Lamps, pocket flash. 

Magnets, tungsten steel, permanent. 
Electric steel castings. ` 


Н.М. Minister at Bogota states that the provincial towns in the 


` Republic of Colombia are gradually being supplied with electric 


lighting installations, for which cheap fittings are required. 

H.M. Consul at Lyons reports that a local firm desires to purchase 
from, or to represent on a commission basis, British manufacturers 
of supplies and apparatus for the electrical and engineering 
industries. Applications to the Board of Trade Commercial Intelli- 
gence Branch (Reference No. 228). s 


Bankruptcy Proceedings.—F. Brown, electrician (for- 
merly partner in the firm of Hugh Bros. & Brown). 8. Stafford 
Street, Llanelly.—First meeting, August lst, at Official Receivers 
Office, Carmarthen ; public examination, August 1st, at the Guild- 
hall. Carmarthen. 

C. P. PEARSON (Pearson & Co. and the B.O.A. Engineering Co.). 
electrical, mechanieal and sanitary engineer, decorator and plumber. 
Manchester.— Trustee (Mr. A. Yearsley) released June 16th, 1916. 

G. E. BONNER. electrical agent, Palmer's Green.— First and final 
dividend, 2s. 23d. in the £. payable July 27th, at 14, Bedford 
Row, W.C. 


For Sale.— The borough of Salford electricity department 
has for disposal two Browett-Lindley six-cylinder compound 
engines, direct-coupled to Mather & Platt D.C. generators. and 
„опе Bailey-Davidson and one Hall vertical steam pump. For 
further particulars see our advertisement pages to-day. 


Trade Announcement.—MR. CHas. WM. OWENS has 
taken over the business of Messrs. W. T. Owens & Sons, electrical 
envineers, of Pontardawe, Mr. Fredk. Wm. Owens having retired. 
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Dissolutions and Liquidations.—FUuEL Gas, Ltp.—A 
meeting is called for August 25th, at 6, East Parade, Sheffield, to 
hear an account of the winding-up from the liquidator, Mr. B. C. 
Davies. 

THE CONSTANT VACUUM CARBURETTER SYNDICATE, Lrp.— 
This company is winding up voluntarily. with Mr. A. W. Hoale, of 
90 and 91. Queen Street. E.C., as liquidator. 

THE SHERARDISING SYNDICATE, LTD.— This company is winding 
wp voluntarily, with Mr. R. J. R. Warner, of 34, Ebury Street, 
S.W., and Mr. C. J. Jones. of 24, Wood Vale. Forest Hill, 8.E., as 
liquidators. A meeting of creditors is called for July 26th, at 
70, Chancery Lane, W C. 

EXCELSIOR (ALUMINIUM) SOLDER Co., LTD.—A meeting will 
be held at. 14. St. Ann’s Square, Manchester, on September Ist, to 
hear an account of the winding-up from the liquidator, Mr. J. R. 
Atkins. { 

E. M. BRINCKMAN & Co. and the FLEISCHAACRER BRITISH 
Lamp Co.. London.—Creditors of these businesses, carried on by . 
Max Brinckmann, at 99. Redcross Street, London, S.E., an enemy 
subject, must send particulars of their claims, &c., to the Controller, 
Mr. К. C. Fox. 45, London Wall, E.C., by August 24th. © ` 

"оххтком, SILLEM & Co.. electrical engineers and contractors, - 
116. Great Portland Street, W.—.Messrs, Е. A. Donnison and 
W. Sillem have dissolved partnership by mutual consent. 


An Inquiry from India.—Mn. SuxpERRAO MORESHWAR, 
electrical engineer. Girgaum. Bombay, asks for names of firms deal- 
ing in machinery for repairing electric fans of all makes, armature 
winding. &c.; also for catalogues containing déscription of, and 
working instructions for, such machinery. 


Royal Assent.—The following Acts- have received the 
Royal Assent :— | 


Electric Lighting Order Confirmation Act. 
Metropolitan Electric Tramways Act. 


Catalogues and Lists.— MESSRS. ALFRED HERBERT, 
Lro.. Coventry.—Postal card describing a convenient rubbish 
destructor for engineering works. 

Messrs. J. Н. HEATHMAN & Co., Parson's Green, Fulham, S.W. 
—Leaflet describing the "Salisbury" truck and "Cleveland " 
trolley. 

Messrs. QUEAD, LTD., 47-57, Marylebone Lane, Oxford Street, 
W.—Catalogue of “ Quead " electric fires for 1916-17, showing a 
number of new patterns, with two-colour printing, giving a red- 
hot appearance to the elements. 

THE WESTINGHOUSE CooPER HEWITT Co., Lro., 80. York Road, 
King’s Cross. N. -Pamphlet describing blue-printing apparatus 
with Cooper Hewitt lamps ; a new machine washes, dries, and irons 
all classes of photo prints " while you wait." 

THE IcRANIC ELECTRIC Co., LTD., 147, Queen Victoria Street, 
E.C.—Leaflet No. 1,621. describing magnetic couplings, clutches, 
and brakes, for torques from #1 to 51,400 1b. ft. 

Stn ELECTRICAL Co. LTD. 118/120, Charing Cross Road, 
London, W.C.—Two new lists : No. 275 gives illustrated particulars 
and prices of portable electric tools (grinders, drills and buffers) ; 
and No. 276 deals similarly with electric fans (table or desk, oscil- 
lating. ventilating ring and ceiling types, ventilating fan motors 
for large volumes and powers, &c.). Large numbers of the tools and 
fans included in these lists have peen supplied to Government works 
In connection with the war. > 

Messrs, Higes Bros.. Sherbourne Road, Balsall Heath, Bir- 
mingham.—Eight pages for addition to their catalogue. They give 
tabulated speeds. prices, code-words, running instructions and 
dimensions, for their shunt-wound ventilated motors, also an 
efficiency curve. 


Book Notices,—The third number of the ** Journal of the 
British Science Guild" has now appeared. Copies, price 6d. each, 
may be obtained on application to the Secretary. British Science 
Guild, 199, Piecadilly, London. W. 


The Russian Press.—From Messrs. Neyroud & Sons, 
Ltd., of Regent House, Kingsway. we have received a booklet : 
giving a list of the more important Russian newspapers, periodicals 
and trade journals, the-populations and industries of the towns in 


which they appear, and а word or two regarding the class of 
publication, 


a 


LIGHTING AND POWER NOTES. 


o Alesbury.—The U.D.C. has decided to offer a 
ah dd i the Dominion Dairy Co., Ltd., at 154. per unit when oil 
an dai oe оп, and for every increase or reduction of 5s. per ton 
to he EPA Шы, increase or reduction of "024. per unit, the charge 
ES per e sidered if the price of oil goes beyond £10, or falls below 

| n. A previous quotation by the Council was declined by 


supply 


oath. Drese, ENGINE REPORT.—The city electrical 
into уны, on the cost of putting the Diesel engine 
originally шы orking condition. points out that this was 
is Was due Tub | at £150, but had actually amounted to £451. 
but also to s У to the conditions brought about by the war, 
Progress. The für Tepaira found necessary while the work was in 
жаз £545] : th м contract price for the plant based on 450 KW. 
79^ ; the second, based on 340 KW., was £4,240 ; the amount 


paid to the makers at settlement was £1,575, во that the actual 
cost of the plant (taken as 300 Kw.) amounted to £2,026. Recent 
tests have shown a fuel cost of ‘29d. per unit generated, with fuel 
at 75s. per ton, which compares with average coal costs for the 
steam plant of ‘55d. It is expected that lubricating oil costs will 
be reduced to ‘06d. per unit generated. Owing to the cost of oil 
fuel being about £9 per ton now, it is only intended to run the set 
occasionally on the existing fuel stock. The repairs included 
re-levelling and bedding the crankshaft, and alterations to the 
compressor, air bottles, fittings, valves and governor gear, and were 
med out .by Messrs. Belliss & Morcom on a time and material 
asis. : 


Bexhill.—PRicE Increase.—The Electric Light Com- 
mittee recommends a further advance in the price of electricity of 
5 per cent., making a total advance of 15 per cent. since the com- 
mencement of the war. The Committee states that a preliminary 
report for the year ended March last shows a very substantial loss, 
although the 10 per cent. price increase was partially in operation. 
The cause is the continued advance in the price of coal, and is 
m no way associated with the reduction of hours of lighting 


consequent on the Summer Time Act. 


. Bishop's Castle—WorkHouse LicHTING.— The Board 
of Guardians has agreed to a recommendation to adopt а scheme for 
the installation of electric/light at its institution, at & cost of 
£20 10s. for 41 lights and £1 5s. for dimmer lights in the sick 
wards, the supply to be bv meter at the rate of 6d. per unit. 


Blackpool.—The output of the electricity works during 
June was 381,205. units, an increase of 31,508. Private lighting 
showed the enormous decrease of 10,674 units and public lighting 
of 4.000 units, while ‘the tramways used 44.830 units more. An 
average daily increase of about £90 in receipts on the tramways 
was also shown for the 24 days from June 19th. 


Bradford.—Loaxs.—The Corporation has received a 
communication from the L.G.B., stating that the latter is not pre- 
pared to sanction at present a loan of £100,000 for the extension of 
plant at the electricity works, in view of the fact that such exten- 
sion would not be required for national purposes. The Board is 
willing that extensions of mains shall proceed as at present, 
without the necessity of submitting a special resolution in each 
case. The Electricity Committee has decided to invite the three 
sitting members of Parliament and member of the Shipley 
division to meet a Committee to consider the position, with a view 
to an interview being sought with the Minister of Munitions on the 
question. 


Cardiff. —RESTRICTED LicHTING.—Àt the last meeting 
of the Electric Lighting Committee, Mr. А. Ellis, the city electrical 
engineer and manager, reported that the restricted lighting order 
would have a serious effect on income, reducing the revenue by 
about £20,000 to £25,000. Street lighting had been discontinued ; 
in the year ended March. 1916, the income from such lighting was 
£9,798 ; it was now estimated at £881, including all charges, and 
the loan charges of £902 therefore exceeded the estimated income. 
— Western Mail. 


Croydon. — YEARS Workinc. — The report of Mr. 
Alex. C. Cramb (borough electrical engineer), on the year's work- 
ing of the electricity undertaking to March last. showed that the 
output for public lighting had decreased by 50 per cént. as com- 
pared with pre-war times. The decrease on private lighting over 
ihe previous year was 189.865 units. or 105,861 a& compared with 
pre-war conditions. The coal bill showed an increase of #9,457, 
and it was anticipated that the present year would see a further 
increase of £7,000. On the revenue account a gross surplus of 
224,817 was shown after allowing for working expenses. or 64 per 
cent. on the capital expenditure. Sinking fund. interest and 

. income-tax absorbed £26.785, so that. after allowing for £1.651 
tax deducted from interest on stock. the deficit on the year's work- 
ing was £316. Since, however, £4,244 was spent in new services, 
extensions and conduits, there was actually no loss for the 12 
months. During the last four years the reserve and renewals fund 
has been reduced from £39,000 to £24,469. The Summer Time 
Act. was likely to produce a loss in residential districts during the 
summer months of not less than 10 per cent. of supply, increasing 
to over 20 per cent. in the important shopping areas. 


Derby.—PRoPosED Loaw.—The Electricity Committee 
has decided to apply to the L.G.B. for sanction to a loan of £9,000 
for mains and motors. 


Edinburgh.—ANNUAL: EsTIMATES.— The estimated ex- 
penditure of the electricity department for the year 1916-17 is 
£92.000, as against £84,650 estimated last year, and an actual 
expenditure of £84,000. Revenue is estimated at £149,920, as 
against last year's estimate of £148,860, and an actual income of 
£147,212. 

The Electric Lighting Committee recommends the acceptance of 
the estimate for additions to McDonald Road power station, 
amounting to over £1,300. The additions have been necessary 
owing to the increased heavy output. 


Glasgow.— YEAR’s WorKING.—At a meeting of the 
Electricity Committee on Tuesday (July 25th). the annual accounts 
and report on the working of the department for the year—some 
of the principal items of which have already been published in the 
REVIEW—were submitted. It was reported that the gross revenue 

‘amounted to £530,720, an increase of 30 per cent., as compared 
with the year 1915-16. The working expenditure amounted to 
£322,001, an increase of 47 per cent. The gross balance was 
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£208.068, from which was deducted— interest on loans £72.233, 
sinking fund £72,418, and depreciation £58,105, leaving a 
surplus on the years operations of £5,317. The Committee 
has fixed contracts for coal at a considerable increase over 
last year's prices, but recommends that the rates of charge be the 
same as last-year. The number of consumers at Мау 3156, 1916, 
was 33,605, as against 32,030 at May 318%. 1915; the quantity of 
electricity sold to private consumers during the past year was 
110,488,622 units, an increase of 24,769,827 ; 20,358,906 units were 
sold for lighting and realised £224,973 and 90,129,716 units for 
power and heating from which a sum of £285,249 was derived. 
The number of motors in use was 11,472 of а total H.P. of 84,744. 
The number of electric street lamps was 1,856. of which 1.472 were 
arc lamps. and 381 pillars with metal-filament lamps. In compli- 
ance with the regulations regarding street lighting, most of the 
arc lamps had been substituted by metal-filament lamps. The. 
total connected load was 109,370 Kw. The maximum load was 


45,880 KW, 


Grimsby.—CUrTAILED LiGHTING.—Since the Summer 
Time Act came into operation, there has been a saving of 12 per 
cent. on the amount of electric current consumed for lighting. 


Hampton.—Price INcREASE.— The Electric Supply Co. — 
has informed the U.D.C. that the charges for current for all pur- ` 


poses have been further increased by 10 per cent., making a total of 
20 per cent. vet 


High Wycombe,—STREET LigHrING.—With reference 


. to the settlement of charges for street lighting, which was deferred 
. pending the result of the action between the Leiston Gas Co. and 


U;D.C., the T.C. has decided to offer the electricity company, without 
prejudice, (1) £100 per quarter, and proportionate for any less period : 
(2) 15s. per lamp per quarter, and proportionate for any less period 
for each lamp lighted. The Electric Light Committee is of opinion 
that the claim of the company against the Council is not identical 
with the facts in the Leiston case. 


Hull.—The. B. of T. has extended the Kingston-upon- 
Hull Electric Lighting (Extension) Orders, 1914, for one year. 


Llandrindod Wells.—Prick INCREASE.—O wing to the 
proposal to increase the price of electricity from 6d. to 7d. per 
unit, the U.D.C. has discussed the. matter with the electric light 


 eompany, and the ratepayers are now to be consulted on the 


subject. 


Llandudno, — PRICE INCREASE. — The Council. has 
decided to increase the price of electricity. ` 

The Electricity Committee has decided that, as there had been 
transferred from electricity profits towards the relief of the rates 
nearly £4,000, a contribution should now be allocated from the 
rate fund towards the deficiency on the undertaking, and that the 
loss of £1,499 be met by transferring £1,225 from the reserve fund 
and £274 from the rate fund, the latter sum being required to 
cover the cost of loari charges applicable to public lighting. It has 
been also decided that no further profits from the electricity under- 
taking be allocated towards the relief of the rates, until the reserve 
fund has been placed on a firm footing. Au 

The light railway company is to be asked to discuss th 
question of cancelling the existing contract for the supply of cur- 
rent for working the light railway, and of entering into a new 
contract for a term of years. 


London. — HACKNEY. — ELECTRICITY CHARGES AND 
Gas. Co.—The Electricity Committee reports that it has considered 
а communication from the Gas Light and Coke Co.. with reference 


particularly to the reduced charges for electricity for lighting, to: 


consumers who use electricity for power purposes; the Gas Co. 
quotes counsel's opinion that the reduced charge constitutes 
" undue preference," and is a breach of the Lighting Act and there- 
fore illegal. | 

The Committee has referred the matter to counsel, and is advised 
that there is no undue preference, and the company was notified’ to 
this effect. | 

The company's solicitors having written stating that unless 
the charge is discontinued proceedings will be instituted, the Com- 
mittee has caused representations to be made, that the present is 
not an opportune time for litigation upon a subject which had 
remained unchallenged and undisturbed for so long, suggesting 
that the matter should remain in abeyance until after the con. 
clusion of the war, but that if proceedings were now commenced 
the Committee would immediately.apply under the circumstances 
for a “stay.” | 

In reply to the above representations, the solicitors to the com- 
pany intimate that it is only prepared to delay proceedings upon an 
undertaking from the Council not to offer during the continuance 
of the. war to further consumers the seale of charges to which 
objection is taken. . 

The Committee does not seo.its way to recommend that any such 
undertaking should be given, and, therefore, recommends that, in 
the event of legal proceedings being taken against the Council b 
the Gas Light and Coke Co., the Committee be authorised to inks 
all necessary steps to defend the action on behalf of the Council. 

SHOREDITCH.—YrEaARs WorKING.—-The report of the year's 
working of the electricity department to March 31st last shows 
a gross profit amounting to £14,682; after payment of interest 
and sinking fund charges, and war allowances, there was . 


ры" А : а deficie 
of £7,851, which willbe met out of the reserve fund. nee 


PoPLAR.—The B.C. is to make application to the L.C.C. for 
sanction to a loan of £4,512 for mains extensions necessitated by 
the increasing load in the central area of the borough. The Com- 
mittee has agreed to the extensions being carried out, and proposes 
to purchase a site in the neighbourhood of High Street for the pro- 
vision of a new sub-station, the necessity for which will shortly ' 
arise. The Committee is advised by the engineer that plant 
extensions will be necessary to meet the demands of the winter load 
in 1917-18. ' 

ISLINGTON.~-LINKING-UP PROPOSAL.—The Lighting Committee 
of the B.C. is suggesting to the St. Pancras B.C. the preparation of a 
linking-up scheme by the engineers of both:authorities. The elec- 
trical engineer requires a supply of switchgear in connection with 
certain mains extensions which he has been authorised to carry out, 
and is proposing to invite quotations from certain firms. 

MARYLEBONE.-—A serious breakdown of a trunk feeder occurred, 
on the 14th inst., in Aybrook and Blandford Streets, and certain 
rearrangements are to be made, at a cost of £1,100, to avoid future 
risks. | | 

HaAMMERSMITH.—The Electricity Committee reports that the 
working of: the electricity undertaking for the year ended March 
-31st last showed a net profit of approximately £600. No increase 
whatever has been made in the charge to general consumers for 
current supplied during the period under roview. . The Committee 
is in communication with Battersea and Fulham B.C.s, with a 
view to carrying out the linking-up scheme approved in 1915. . 

SOUTHWARK.-—As а result of conferences between Sub-Com- 
mittees of the Southwark and Bermondsey Councils, arising from 
an invitation from the latter asking for terms for a bulk supply, 
the Southwark Committee has decided that it is not practicable 
to give the suggested supply, and it is understood that it will be 
given by one of the companies. The question of linking up the. 
two undertakings is to be considered later. The last year's work- 
ing of the Southwark undertaking resulted in a net loss of £6,678, 


„and the borough treasurer comments on the increased cost of coal 


and heavy capital charges on plant which there has been little 
opportunity of using. i | 


Luton.—PRoPosED LoAN.—It is proposed. to apply for 
L.G.B. sanetion to £900 excess expenditure on electrical plant. 
The connections now consist of 73,217 8-C.P. lamps, 6,834 H.P. of 
motors, and 1,646 Kw. of heating. о 


Manchester.—It is reported that steps are being taken 
to prepare & petition to the Electricity Committee, urging the 
Committee to reduce the present minimum charge for current., 


Mansfield.—YEaR’s WonkriNG.—The annual report on 
the electricity undertaking. for 1915-16, shows a gross profit of 
£7,934, as compared with £6,589 in the previous year, and, after 
payment of interest, £2,979, and contributions to sinking fund, 
£2,239, a net profit remained of £2,7f8, as against £1,941 in 1914-15, 
although the cost of materials and labour had greatly increased. The 
total units sold were 1,914,754, compared with 1,635,069. Out of the 
profits it was recommended to pay over'to the relief of the rates 
£1,500, and appropriate the balance of £1.218 to the reserve fund. 


Mexborough.—PRicE IncREASE.— The Council last week 
approved an advance in electricity charges to 4d. per unit for 
lighting, as from June 30th. and revised meter rents. ; 


Norwich.— ANNUAL ReEportT.—The result of the year's 
working of the Corporation electricity department, to March 31st 
last, shows gross receipts amounting to £57,487, and working 
expenses to £32,611, leaving a gross profit of £24,876 ; interest and 
sinking fund charges absorbed £20,373, and the balance of £4,503 
is carried to the appropriation account. From the balance £416 is 
to be expended on à workshop. £2.023 added to the depreciation 
fund, and the remainder carried forward. The Electricity Committee . 
reported that the figures for the output, as compared with the 


- previous year, show an increase of 3:3 per cent. While nothing has 


been used for public lighting, the amount of 650,125 units supplied 
for this purpose in the previous year has been more than made up 
for by the increased output for power, which shows an advance of 
19 per cent. ; substantial progress has been made in other directions, 
principally in the use of electricity for radiators and electric fires, 
both for private and business premises. The depreciation fund 
now amounts to £8,000. The report states that the 2,000-Kw. 
generating set, due for completion in 1912, still remains in an 
unsatisfactory condition, and that the 3,000-Kw. set had been 
operating at reduced efficiency, owing „фо a breakdown which could 
not be rectified for some time, due to prevailing conditions. 


Poole.—The Bournemouth and Poole Electricity Supply 
Co. has sent to the Harbour Commissioners six months’ notice 
to terminate an agreement with reference to the lighting of 
the harbour. A fresh agreement was enclosed, but the Com- 
missioners decided not to sign it at present, but to make 
inquiries as to the method and cost of lighting the harbour. 


Rawtenstall.—SrRkET Ligutinc.—The T.C. has decided 
that the charges for electric lighting in tho main streets should be 
as follows :—For 50-c.P. lamps. £1 18s. 9d. per year of 2,500 hours : 
for 100-c.P. lamps. €2s. 5s. 9d. per year of 2.500 hours; these 
charges to include maintenance. It was also agreed that the 
following amount shall be allowed or charged for every hour under 
and over the 2,500 hours :—For 50-C.P. lamps. ‘05d, per hour; for 
100-c.P. lamps, ‘09d. per hour. і 
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Southampton.—In view of the loss sustained on the past 
veara working of the electricity undertaking, the Electricity 
Committee has resolved to charge an additional 10 per cent. to all 
consumers, making in all 20 per cent.. and -that the administration 
of the undertaking be investigated. : 


South Wales.—The В. of T. has extended the Cow- 
bridge and Penybont E.L. Order. 1914 (South Wales Electrical 
Power Distribution Co.), for one year. 


South Yorkshire.—ELEOTRIC WINDER.—At the new 
accommodation shaft of Messrs. Newton, Chambers & Co., near 
Wentworth station, an electrical winding plant has heen started 
up. The winder has two 10-ft. diameter drums, driven by a 330-H.P. 
Westinghouse slip-ring motor. 


Tasmania, — GREAT LAKE .ScHEME. — The Govern- 
ment hydro-electric power scheme was officially inaugurated in 
May. by the Governor-General. It is estimated that the Great 
Lake will give 35.000 H.P., and the River Ouse a similar amount. 
‘The scheme was originally initiated by the Complex Ores, Ltd , a 
Melbourne company, which later disposed of its concession to the 
State. The Great Lake is situated near the centre of Tasmania, at 
an elevation of 3,250 ft., and discharges into the River Shannon, 
which, at а point 5 miles south of the lake, is about 1,300 ft. above 
the adjacent River Ouse. By constructing а` dam, 11 ft. of water 
has been added over the 50 sq. miles of the Great Lake, and 5 miles 
down the Shannon a diversion weir has been constructed, turning 
the water through a canal 34 miles, into a reservoir 380 acres in 
extent. From the latter a 4-ft. diameter wood stove pipe runs 
5.660 ft.. and eventually connects to two steel pipes leading to two 
1.900-B.H.P. water turbines in the power station. Power is trans- 
mitted to Hobart. a distance of 624 miles, at a pressure .of $8,000 
volts, the two three-phase lines being. supported on steel towers 
spaced about 660 Ё. ара. Copper transmission lines are used, 
carried on suspension insulators. At Hobart, n sub station at the 
New Town. steps down the pressure to 6,600 volta for distribution 
to the various sub-stations.— Com. Engineer. 


Thornton.—The B. of T. has extended the period of the 
Thornton Electric Lighting Order, 1914, by one year. 


Tottenham.—STREET  LiaHTING. — The North Metro- 
politan E.P. Supply Co. has declined to make the U.D.C. any allow- 


T" on the account for public lighting forthe December quarter 
ast. : 


U.S.A.—AÀccording to the LElertrical World, a campaign 

ів in progress with a view to inducing Congress to increase the 
Niagara water diversion from 15.000 to 20.000 cb. ft. per second, 
the maximum fixed by International Treaty. The additional 
water would generate 80,000 H.P. ' 
‚А denial is given to the report that the Canadian Niagara €o., 
if it does not supply the requirements of the Ontario Hydro-Electric 
Commission, may have its licence to export power to the States 
revoked. 

The Commission wants 50,000 H.P. by December, and the com- 
pany is said to have offered 32,000 Н.Р: пож. while with new plant 
being installed. it is said that 75.000 Н.Р. will be ready in December. 


The Canadian Niagara Co. exports 75,000 H.P., mostly to Buffalo, 
25 miles away. : 


. Walthamstow.—Loax Saycrion.—The L.G.B. has sanc- 
tioned the borrowing of £2,635 for control switches, &c., for the 


street, lampe. 


Warrington.—PRicE INCREASE.— The Corporation has 
decided to increase the charges for electric current, as from 
August Ist next, by 5 per cent. except in cases provided for, in 
Which the charges for current are regulated by a coal clause. 


West Нат, —Аххсат, REPORT.—The year's working 
of the Corporation electricity department, to March 31st last, 
shows а total income of £143.611, as compared with £134,074 in 
1914-15, an Increase of £9,537. The working expenses were 
н as against £96.350, an їпсггазе of £23,435, principally 
tne to the extra cost of coal. The gross profit amounted to 
£23.45, as against £37,443, a decrease of £13,897. After deduct- 
a Interest, sinking fund, war allowancea (£1.216), there is à 
deficit on the years working of £26,202. The total number of 
nu Renerated. 44.021.200, was an increase of 1,528,919 units ; of 
ig iN, consumers accounted for 27.205.381 units: tramways 
ае units: and private lighting, 2,725,204 units: the 
o 3o; mum demand was 12.225 Kw. As regards the deficiency, 
and’ dc d forin the rates estimate for the current year, 
Солай &ance of £5,902 is to be included by the Electricity 

ee in the supplemental estimates in September. 


me llesden,— PROPOSED Loaw.—The Council is recom- 
to apply for sanction to borrow £828 for H.T. mains. 


vod The B. of T. has extended the period of the 
еспе Lighting (Extension) Order, 1914, by one year. 


TRAMWAY and RAILWAY NOTES. 


Bristol— Tramway PuRCHASE.—The Tramways Option 
Committee reports that since its appointment in February, 1913, to 
consider the question of pnrchasiriz the Bristol tramways. the cost 
incurred has been £8,068, of Which £2,946 was directly incurred by 
the Committee in obtaining information, while the remainder 


represents the costs of obtaining the Bristol Corporation Tram- 
ways Act, 1914. ` j 6 


Croydon.— Year's Workixe; &c.—The special report 
of the Tramways Committee upon the recent strike, which it was 
claimed had involved no loss upon the working, again ‘came before 
the Council on Monday. The Committee recommended increased 
wages and improved conditions, and that this cost should be met 
by a shortening of the fare stages. Оп the renny fares the pro- 
posals represented an increase of 30 per cent. A sharp discussion 
was closured, and the report was adopted in its entirety hy 36 votes 
to 15. The ‘bus companies, it was said, were ready to fall into 
line with the new fares. | ds 

At the same meeting it was decided to revise the existing fares 
for through running with the S.M.T. Penge and. Upper Norwood 
System. | EC 

The annual report of the tramway manager (Mr. T. B. Goodyér) 
was received. Covering the year ended March 31st, it showed total 
receipts of £94,416, and after deducting working expenses, £72,509, 
and war allowances, £4,982, and bank interest on income-tax 
on stock, there remained a gross balance of £18,278. Interest 
charges, sinking fund, and taxes reduced this to a net surplus of 
£841, which was carried to the renewals fund. Despite the strike , 
the receipts showed an increase over the previous year of £5,801. 
The passengers carried numbered 21 millions. | 


Edinburgh.—Tramway  REPoRT.—In view of the 
expiry of the lease in 1919 in favour of the Edinburgh and 
District Tramway Co. the Corporation recently instructed its 
engineer, with Mr. J. B. Hamilton (Leeds) and Mr. Brodie (Liver: 
pool), to report on the methods-of traction which might be adopted. 
They express the view that it is possible to arrange for an electrical 
system to be installed without interfering with the cable cars up 
to the expiry of the lease. The Corporation, accordingly, may pro- 
ceed with its arrangements for the new system independently of 
the tramway company. They also state that they consider it is 
desirable to have only one system throughout the city, and that, 
while it would be possible to operate the electric system in such a 
way that there would be po overhead wires in the central parts of 
the city. it could not be put into operation immediately on the 
expiry of the lease. What is suggested as a possibility is that the 
overhead system might be introduced all over, so that there would 
be no delay in securing.a sufficient service. the construction of 
underground electrical sections being proceeded with later, if that 
were desired. The report is an interim one only, and the advisers 
state to the Tramway Committee that they cannot submit their 
full report until September. Meanwhile. the Council will .consider 
the report: the prevailing feeling is that electric traction should 
be introduced at the earliest possible moment. | 


London.—On Monday last ап Т.С.С. car was descending 
a hill at Abbey Wood, when. the brakes failing to act, it’ left the 
track on a curveat the bottom of the hill, ran on to the pavement 
and overturned, а number of passengers béing more or lesa seriously 
injured. 

Manchester.—W AGES Awarp.—The Committee on Pro- 
duction has issued its award on the application of the Tramway 
and Vehicle Workers’ Union for an additional war bonus of ñs. per 
week. Juniors from 18 to 21 years of age are to- have a further 
increase of 1s. per week (making 2s. with the previous bonus). and 


. seniors an increase of 2s. (making 1в.), the maximum wage being 


42s. No additional war bonus is granted to women workers. 
Drivers, conductors, timekeepers, ticket and motor inspectors, depot 
clerks, shed men, freight van drivers, overhead motor van and 
wagon drivers, and parcel dispatchers are included in the grades 
to receive the additional advances. i 


Rawtenstall,_—F are Revision.—At the Council meeting 
on the 21st inst., the chairman of the Tramways Committee men- 
tioned, in regard to the proposal to increase the fares. that since 
the tramways started they had made a heavy loss, involving the 
rates to the extent of £11,954. At present a person could ride 
nearly half as far again in Bacup for Id. as in Rawtenstall, and it 
was proposed by Rawtenstall (which runs the tramways) to equalise 
the distances from Bacup to Rawtenstall. They were not making 
a profit out of Bacup, the best paying lengths being from Rawten- 
stall to Waterfoot and Rawtenstall to Loakgate. He said the only 
way they could settle the matter would be by arbitration, and 
they would have to apply to the Board of Trade to appoint an 
arbitrator, who would come down amd decide what should be done. 


Southampton.— YEAR 's Workinc.—The report of Mr. 
W, T. Robson, general manager, on the working of the Corporation 
tramways for the year ended March 31st last. shows record receipts 
amounting to £79,828, and a gross profitof £26,854, which, besides 
providing for interest and sinking fund charges, allowed of £4,460 
being contributed to renewals, £5,000 in aid of rates, and other 
expenditure amounting to over £1,900. Some £R.568 capital 
expenditure has been met from revenue, and £13.160 credited to 
renewals. The passengers carried numbered 15.494.366. an increase 
of 2,228,651, and the mileage run was 1,636,103, a decrease of 
67.000 miles. Mr. Robson draws attention to prospective renewals 
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expenditure of £30,000, and suggests ample provision for this fund 
in future. Over 60 female conductors and eight girl clerks are 
employed now, owing to the deficiency of male labour. The report 
is a comprehensive one. including paragraphs headed “social club, 
+ bulb show," and “ concerts.” We note that the Edison accumulator 
tower wagon has given much satisfaction, and mention is made of 
the great advantage of having electric light available for night 
repairs, even when the wires are not alive. An interesting para- 
graph deals with the future, in connection with which Mr. Robson 
urges the necessity of finding means to avoid the great obstruction 
caused by the Bargate. the evil influence of which has apparently 
extended to the cars, which, we gather, are of a peculiarly uncom- 
fortable type, presumably owing to space restrictions. He suggests 
that commodious top-covered cars, and open toast-rack cars for 
summer use, be adopted in future on various routes which 
presumably avoid the objectionable Bargate. 


: South Shields —YEAR’s Workinc.—The annual report 
on the working of the Corporation tramways during 1915-16 shows & 
total revenue of £41,826, an increase of £1,981 on the previous year ; 
the gross profit amounted to £15,509, and after deducting interest, 
sinking fund, and other charges, the balance, £6,504, was appro- 
priated as follows :—£2,400 to the relief of rates, and £4,104 to 
the reserve fund. During the year, 11,163,378 passengers were 


carried, as against 10,479,421 in the previous year; the average | 


traffic receipts amounted to 12'0237d, per car-mile. The cars ran 
824,887 miles, a decrease of 102,841 miles as compared with 
1914-15. The passengers carried show an increase of 20 per cent., 
not including 15,900 soldiers carried free whilst on duty. 


West Ham.—YEAR’S WonkiNG.—The expenditure on 
revenue account of the tramway undertaking, for the year ended 
March 31st last, shows an increase of £4,990 as compared with the 
previous 12 months, the figures being £124,926 and £119,935 
respectively.- Allowances to men on active service amounted to 
£13,318, against £6,031 in the previous year. The total income 
amounts to £164,110, ав against £152,212 in 1914-15, an increase of 
£11,898. The above result leaves a gross profit of £39,184, as 
against £32,276 for the previous year, an increase of £6,908, or, 
after including allowance to men on active service, a decrease of 
£378, carried to net revenue account. After allowing for various 
charges on this account, there remains a net profit on the year of 
£2,855, but if the allowance of £13,318 to men on active service is 
included, there is a deficit of £10,162. The Tramways Committee 
recommends that the surplus should be carried forward towards 
special expenditure already incurred. 


TELEGRAPH and TELEPHONE NOTES. 


A Transcaspian Telegraph Cable.—A project is now 
being worked out in Tiflis for laying a telegraph cable across the 
Caspian Sea from Baku to Krasnovodsk. The Buku says that this 
cable will serve as a link of the new telegraph line connecting the 
Central Asian Dependencies of the Empire with the centre. At 
present this service is effected exclusively through Samara, which 
route is much overloaded. The new cable is expected to be very 
beneficial to Baku and district, for the scheme includes an overhead 
line between Baku and Petrograd to ensure direct communication 
between these two points. Till now Baku has communicated with 
Petrograd through Rostoff on the Don, and Moscow. The execution 
of the project is expected to cost four million roubles. one million 
of which will be for the cable. and three millions for the overhead 
line in two directions—Baku-Petrograd and Krasnovodsk-Tashkent. 


Notwithstanding the state of war, the scheme is expected to take 
effect in 1917. 


Australia.—Troops are to be raised to reinforce a Wire- 


less Signal Squadron that has been organised for service under the . 


Government of India. 

An engineer named Н. A. Livermore has been fined £10. with 
five guineas costs, for being the possessor of wireless apparatus 
without a licence. The apparatus was of small power, such as 
would be set up by an ordinary amateur ; there were no aerials or 
detectors, and the apparatus would not receive signals. 

A report has been received from Mr. Balsillie, the consulting 
expert on wireless telegraphy, who has been conducting experi- 
ments for some weeks at Bookaloo with the object of bringing 
about the artificial precipitation of moisture from the atmosphere. 
He has made eight experiments with charged elevated conductors, 


and it would appear that certain rainfall has resulted, but he is 
unable to prove it at present. 


Hull.—The accounts of the first year’s working of the 
Hull Corporation telephones since the Corporation took over the 
Post Office telephone service show that the income on revenue 
account for the year amounted to £56,228, and the expenditure 
was £32,978. The gross profit amounted to £23,250, compared 
with £24,000, the amount estimated at the time of the purchase. 
The expenditure includes a war bonus of £1,324 granted to the 
staff, and special charges of £267 for works of protection. Loan 
charges amounting to £18,879 have been met. and a sum of £726 
has been allowed for income-tax. The balance on net revenue 
account is £3,645.— Leeds Mercury. 


Petrograd. — The telephone business in Petrograd is 
becoming disorganised in every direetion, says а note in the Nuroie 
Vremya, It has been found impossible to reduce the interior 


administration to order ; and as to the business of the concern, up 
to 1,000 new subscribers cannot be connected to the main system 
because there is no apparatus. The only contractor for telephone 
apparatus, “ Heissler," fails to execute orders, pleading work for 
the national defence. On May 27th (0.8.) the Ministers of the 
Interior and War were appealed to by the city governor to lend 
their assistance to the execution of the orders. Е 


Railway Telegraphs.—Before the Railway and Canal 
Commission on Monday. an agreement between the Metropolitan 
Railway Co. and the P.M.G. was under consideration. According 
to the Times report, the agreement provided for the free carriage | 
of men and stores for the maintenance of the "lines of telegraph 
of the Postmaster-General " ; the company contended that the 
clause in question only related to the telegraphs along the parti- 


‘cular railway (Aylesbury and Buckingham) concerned, whereas the 


P.M.G. claimed that it related to all his telegraph lines. Judgment 
was given in favour of the railway company, 


Telegraph Bill.—A Telegraph (Construction) Bill has 
been introduced into the House of Commons to amend the Tele- 
graph Acts, 1863 to 1915, with respect to the construction and 
maintenance of telegraph lines. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—August 16th. P.M.G. Distilling apparatus 
(Schedule 502), telegraph and measuring instruments (Schedule 
498). See "Official Notices" June 16th. | . 

SvpNEY.—August 17th. Portable internal-combustion engine 
2 OAM (24 kw.) for the Departmental Stores, Sydney, for 

August 94th. Р.М.6. Automatic switchboard and apparatus 
for North Sydney Exchange. Schedule No. 511.* 

PERTH.—October tth. Deputy P.M.G. Telegraph and telephone 
measuring instruments and parts. · Schedule 501 W.A.* 

f 
Barking. 


— August 15th. Electricity and Tramways 


, Committee. Cables, switchgear, and transformers. See “ Official 


Notices " to-day. 


Basingstoke. — July 28th. Wiring the Conservative 
Club for electric light. Mr. A. E. Grant, Secretary. 


New Zealand. — INvERCARGILL.— September 28th. 
Borough Council. Steam turbo-alternator, condensing plant, and 


switchgear. Specifications from the Tramway Office. Contract 
No. 40.* | 


L 
Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. 


Argentina.—4An order (£70,000) has just been placed hy 
the Buenos Aires Western Railway with the Leeds Forge Co. for 
under-frames and -bogies for motor coaches, and bogies for trailer 
coaches. These are for rolling-stock now being built in England 
in view of the electrification of a portion of the Western Railway's 
system.— Times. 


Cape Town.—Electric Utility Co., wiring for electric 
lighting, telephones and bells, of the residence at Newlands of 
Mr. A. L. Chiappini. £320. 


Government Contracts.— The following tenders have 
been accepted during June, 1916 :— 


WAR OFFICE. 


X-ray apparatus.—F. R. Burt & Co., Ltd. 
Electric cable and wire.— W. T. Henley's Telegraph Works Co.. Ltd. ; 
Маал Electric Wire Co.; Ward & Goldstone; Western Electric 
O., А 
Electric cells.—Siemens Bros. & Co., Ltd. f 
Electric generators and motors.—General Electric Co. 
aor lamps.—C. Collins, Ltd.; Efandem Co., Ltd.; J. & R. Oldfield, 


td. 
Telephone switchboards.— Automatic Telephone Mfg. Co., Ltd. 
Tungsten tubes.—F. R. Burt & Co., Ltd. ; А. E. Dean. : 
Works services.—Electric light installation at Rendcombe: Edmundson's 
оону Corporation. Electric lighting at Wye: Н. J. Cash & Co., 
td. . 


Ровт OFFICE. 


Telegraph apparatus.—Gill Telegraphic Appliances Syndicate. 

Telephone apparatus.— British L. M. Ericsson Mfg. Co., Ltd. ; Peel-Conner 
Telephone Works Co., Ltd. ; Western Electric Co., Ltd. 

Iron arms.—Siemens Bros. & Co., Ltd. 

Telegraph cable.— Telegraph Construction & Maintenance Co., Ltd. 

Telephone cable.—B.I. & Helsby Cables, Ltd.; W. T. Glover & Co., Ltd. ; 
Union Cable Co., Ltd. ; Western Electric Co., Ltd. : 

Telephone cords.—London Electric Wire Co. & Smiths, Ltd.; Phoenix 
Telephone & Electric Works, Ltd. 

Telephone mouthpieces.—North British Rubber Co., Ltd. 

Cable distribution plugs. —B.I. & Helsby Cables, Ltd. 

Bronze insulated wire.—Siemens Bros. & Co., Ltd. - 

Galvanised-iron wire.—Dorman, Long & Co., Ltd.; Johnson & Nephew, 
Ltd.; Rylands Bros., Ltd. 

Battery zinc.—Eyre Smelting Co., Ltd. ; Siemens Bros. & Co., Ltd. 
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London.—H 4 MMERSMITH.— Electricity Committee. Con- 
tract with the British Electric Transformer Co. for 12 months’ 
supply of transformers. It is proposed to purchase five 200-Kw. 
transformers almost immediately for £840. 

MARYLEBONE.— B.C. Electricity Supply Committee :— 

Alfred Blackmore & Co.—6,000 tons Low Laithes Yorkshire washed nuts, 


and 4,000 tons 14-іп. Yorks. and/or Derby nutty slack, to be delivered | 


over 12 months. : 
Charrington, Sells, Dale & Co.—2,000 tons 1}-in. Langwith nutty slack, for 
delivery from October to February. A 
New Zealand. — DUNEDIN. — In view of the present 
unsatisfactory conditions as regards prices and shipment of 
material, none of the tenders received for six electric tramcars, &c. 
for the City Council, has been accepted. ‘Imperial Trade 
Correspondent,” 


Southampton.—T.C. Edugation Committee. Accepted 
‚ tender: H.C. Taplin, at £251, for installing electric light at the 
Eastern District School. Mr. A. Kingman quoted £372. 


Spain. — La Sociedad Espanola de Electricidad, of 
Madrid, has lately secured a contract from the Sociedad Metalurgica 
Duro-Felguera for the electrical equipment of a large rolling mill. 
The latter will be driven by a direct-coupled electric motor of 
2.000 P. * D 


О NOTES, 


Decimal Coinage and the Metric System,—At a meet- 
ingon July 20th the Court of Common Council of the City of 
London resolved that, in view of the great advantages which would 


accrue to British commerce in foreign markets by the use of а. 


decimal system of coinage and weights and measures, it was desir- 
able that steps should be taken to ensure its immediate introduction, 
80 that it might be already in operation at the conclusion of the 
war. А copy of the resolution was forwarded to the Prime 
Minister and the President of the Board of Trade. | 

In the course of his valedictory address as retiring President of 
the 8.А. Institute of Engineers. Mr. W. Ingham expressed the view 
that South Africa should seriously consider whether the time was 
not opportune for introducing the metric system of weights and 
measures, and decimal coinage. After studying the subject for 
over 20 years, he had come to a conclusion favourable to the 
gystem. 


Russian Electrical Municipalisation.—A note in the 
-\oroie Vremyd says that the preceding Duma devoted much time 
and trouble to considering a project for the municipalisation of 
electrical enterprises. In the estimates for 1916 for the further- 
ance of this project, amongst others, there was set down 518,195 
roubles. At the sitting of the Duma on May 4th, Chief Engineer 
Smirnoff, who built the first electrical station in Petrograd for 
public use, made ‘a declaration on the decision of the Duma 
regarding the purchase of electrical concerns, and on the cessation 
at present of progress in this direction. In deciding on the 
purchase, the Duma had in view reduction in the cost of using 
electrical energy and the extension of such use; but at present, 
and even in the near future, for want of means, the project cannot 
be carried out. whilst owners, under the pretence of a rapid 
transfer. are all limiting the output of their stations, which may 
have a bad effect on work that is being carried out for national 
Lr m = id all Du Mr. Smirnoff asked a reduced .credit 
n the estimates for 1916 for preparing the project. This proposal 
will he examined by the Executive Committee: dic 


LEE, Wiring Rules, Seventh Edition.— We have been 
asked to publish the following corrections :— . 

Rule 117 (4), line 1, for Fitted with " read “Controlled by." 

Rule 121 (4) applies to lighting circuits only. 

Page 12, line 30, for " Decks " read " Desks." 


_ Gravitation and Electrical Action, — The following 
interesting letter appears in Science for J uly 7th :—" In a paper +0 
we published by the Academy of Science of St. Louis. evidence will 
а which appears to show conclusively, that gravitational 
т. : lon is diminished by electrical charges on the acting masses. 
Eu nad masses of the Cavendish experiment are wholly 
: de à shield of sheet, metal. The small observation window 
the ind With wire rauze, When a knob terminal connected with 

6 nZuence machine is moved towards or away from а knob ter- 
a connected with the large attracting masses, the suspended 
xii ы. to and fro around the vertical line of sus- 
ш, a бы | disruptive discharges occur. It is found that gravita- 
o ^ lon is decreased by either positive or negative electri- 
amplitude = to-and-fro movement of the knob terminal, the 
uu x ration can be gradually increased from 2°5 minutes 
ШК i minutes. [t has been established by experimental 

that these results are not due to heat effects. 


“ FRANCIS E. NIPHER." 


way , Electro-Textile Machine.—A recent issue of 
У аа contained a description of an improved “ reach- 
machine se] ne (by Messrs. Moore & Avery, Blackburn). The 
in. у апі hands over the threads of warp to the drawer- 
for the Ru them through the healds апа reeds in preparation 
the thread as 0:55 Of weaving. It is interesting to note that 
мз selecting mechanism consists of a 1/30-H.P. electric 
to enable it automatic Switchgear mounted on a travelling carriage 

to move across the width of the heald, and that if it 


= 
. 
7 Й 


selects the threads faster than the operative can deal with them, 
the motor is automatically stopped, until threads are taken from 
the feeding wheel, when it automatically starts again. | 


How to Treat Stored Accumulators.—Bearing in mind - 


that the result desired is always the preservation of the aceumu- 
lator plates, the advice always depends upon whether the owner 
desires to keep his accumulator in good condition with as little 
disturbance as possible of its working state, or whether he desires 
to store it for а long period of time, and does not object to the 
trouble involved in removing the acid and refilling when the 
battery is to be put in use again. N 

There are two methods—the dry system and the liquid system— 
the former being the better. For the dry system give the battery 
a thoroughly good charge, in order tó bring all the plates into a 
satisfactory state. Then remove the acid, fill ир’ again with pure 
water, discharge the battery for a few hours until the voltage has 
fallen by 10 per cent., and then immediately empty out the water, let 
the cells drain as much as possible, remove the terminals, wash away 
any traces of acid on the top covers, put a little vaseline on the ter- 
minal stems and all connections, and store in a place free from dust. 

The object of discharging after the water has been added is to 
avoid heating of the negative plates when the cells are dry. The 
object of putting water іп the cells for the discharge is for the 
purpose of thoroughly removing the acid in the pores of the plates. 
On no account leave the water in the cells, whether charged or 
discharged, as they will rapidly sulphate if you do. Advice is 
sometimes given to fill cells with water, and leave it in. This is 
absolutely wrong. 

The liquid system is as follows :—See that the plates are well 
covered with acid, but keep it below the lead connecting-bars 
inside the cells. Charge up the battery until it is thoroughly well 
charged. Remove the terminals and vents, carefully clean the tops 
of cells, vaseline all metal parts, and store in the dark, with pro- 
tection from dust. A periodical charge is beneficial, but not 
always necessary ; this depends upon the condition of the battery 
when stored, the type of plates, and the amount of loose sediment 
there may be in the cells. If the voltage is found to be low aftera 
few weeks, it is asign that the battery requires attention.— Zhe Motor, 


Tender Memories, — The following comes to hand 
described as “a (more or less) poetic effusion,” from a Manchester 
Corporation electricity works employé, at present on active service 
on the Suez Canal Defences :— ' 


REMEMBRANCE, ~ 


I'm soldiering in Egypt, but I often think of home, and I think as 
well of " where I used to work " 

(I ought to say "the place at which I used to think I worked ") ere 
I got the job of watching Johnny Turk. 07 

For I once had the delusion that I really earned my pay. and I 
wore a “Village Blacksmith " sort of air, i К 

But I've recently discovered that my job was really "soft" and I 
wish with ‘all my heart that I were " there.” 


I march across the desert underneath a broiling sun, with my rifle 
slung, and pack upon my back. 

And the waves of sunlight on the sand are quivering, till the heat 
makes me think that very soon my throat will crack ; 

And I watch a string of camels pass with sympathetic gaze. as with 
awkward gait they “ hoof it’ o'er the sand, 

And the great Truth dawns upon me as it never did before, that 
Old England is a happy, happy land. 


All day I'm using pick and spade and filling bags with sand, while 
the bored N.C.O.'s are looking on, 

But I'm thinking oft of “kilowatts” and " Units sent to Subs." 
and when evening comes and all parades are done 

I lie and dream of Turbos and Reciprocating Sets and I walk along 
the Switchboard in my sleep : E 

Then " Reveille’ breaks my slumbers. and I tumble out of bed ; 
then I drink my cup of " Gunfire " tea and weep! 


I used to think the Boilerhouse a sultry sort of place. (It will be a 
. Winter Gardens after this) 


And a good old steady downpour such as Manchester oft sees 


will be looked upon as real unalloyed bliss. . 

O, there'll be a good time '"bardeen," and we'll all feel " quice 
keteer." when the order comes to " Imshi " o'er the foam, 
When the boys are back in Blighty and they taste some “ Blighty " 

beer, they'll be all " magnoon " with joy to be at home. 


WILLIAM TRANTER. 


* Bardeen.” = Arabic. " Shortly.” 

" Quice Keteer" = Arabic, " Very good." 
"[mshi " = Arabic. " Hook it!" “Get out!" 
“Blighty " = England. 

" Magnoon" = Arabic, ‘ Mad." 


Electrical Wages at Edinburgh.—4À meeting of the 
members of the Edinburgh District of the Electrical Trades Union, 
on Friday night, discussed a number of important questions. With 
regard to the application for an increase of wages. the secretary 
reported that employers had granted them jd. increase from 
June 16th to September 16th, when another $d. would be granted, 
provided the general cost of living had not gone down in the 
interval. As regards holidays, the meeting agreed to recommend 
that, with the exception of those who had made arrangements for 
earlier holidays, the holidays be held between August 5th and 
12th. It was pointed out that the employés who were at present 
engaged upon actual war work would have to postpone their 


holidays in 


efinitely, as recommended by Mr, Asquith. Ж a 
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Inquiries —Makers of the “ Star Electrophone,” or other 
efficient aid to hearing for the use of partially-deaf persons ; 
makers of a small plug-fuse, with standard Edison screw, marked 
B.B.N.O. ; and suppliers of the Sutalite lamps, are asked for. 


Appointments Vacant.—Fitter (with the rank of chief 
assistant) for Diesél engines, for the Aylesbury U.D.C. electricity 
department (50s.): shift engineer, for Portsmouth Corporation 
tramways; man for X-ray work and male nursing, £2, for the 
Royal Berkshire Hospital ; shift engineer, for High Wycombe. See 
our advertisement pages to-day. 


British Tumbler Switches in France.—^ Paris corres- 
pondent, who has been disabled by German shrapnel and is now 
back in commercial life in Paris unable to return to the Front, 
asks us to put him in touch with a British firm making tumbler 
switches, desirous of having its interests represented in France. 


A.S.E. Funds.—The 7'imes states that the funds of ће 
Amalgamated Society of Engineers exceed £1,000,000. 


Fatalities. —Considerable attention was paid at an inquest 
held at, Coventry, on the 14th inst.. to the question whether a live elec- 
tric wire in connection with tha overhead crane at a local factory was 
in any way responsible for a man's death. Р 

_Dr. Pickup stated that he had come tothe conclusion that the man 
died from heart syncope, the cause of which he could not say. He 


might have slipped, or felt faint, or he might have touched the. 


live wire, and got a little shock that caused him to fall. 

The jury's verdict was that “Death was due to an accident 
through falling, causing syncope,” | К | : 

At an inquest held at Sheffield, on July 13th, it was stated that: 
Ernest Bage, an electrician, while fixing some new electric wires 
on the roof at the works of Messrs. Wm. Cooke & Co.. Ltd., missed 
his footing, fell to the ground, and was killed. | 

Ап inquest was held last Friday, at Lancaster. concerning the 
death of a woman named Clarkson (26), an electric crane. driver 
employed at а local factory. When she was ascending a ladder to 
go on duty in her driving box, a travelling crane knocked her 
down. She fell about 15 ft., alighting on a girder, and sustained 
injuries which proved fatal. Е | 

Jacobus Rabie, for whom the course of true love appears not to 
have run too smoothly, declared to one of the daujrhters of a certain 
household in an outburst of jealousy that he would—climb an elec- 
tric light standard. And he did so on the Main Reef Road between 
Germiston and Malvern. Scaling the pole. he gripped the live 
wire with both hands, and gave a grim and fatal ending to a Rand 
Reef romance. 


Thomas Crossley, an electrician, his son, and another were 


drowned last Saturday while fishing in Belfast Lough, during — 


excitement occasioned by the capture of a big conger eel. 
J. J. Halliwell (22), electric crane driver, was found dead on the 


floor of his cabin at the works of the British Westinghouse Co. on 
Saturday. 


nstitution and Lecture Notes.— Physical Society of 
London.—At the meeting held on June 16th. a paper entitled 
Experiments with Mercury Jet Interrupters,’ was read by Capt. 
С. E. S. Phillips. The paper described an experimental attempt to 
ascertain the form of the mercury-column issuing from a hole in 
the side of а rotating drum, that was continuously supplied with 
mercury by centrifugal action. Incidentally a new form of inter- 
rupter was introduced, in which the interior was visible through & 
window in the lid. The usual copper segments were replaced by 
tantalum, which is not “wetted” by mercury, remains clean and 
bright indefinitely, and has a high melting point. Experiments 
with various forms of orifice were described, and it was pointed 
out that the issuing stream was only slightly affected by this 
means. An explanation was given of the fact that a vertical slit 
orifice would not produce a ribbon of mercury, and that. no matter 
how much the diameter of the orifice was increased beyond about 
2 mm. the cross section of the mercury column remained 
“jlluminating Engir ciety (US). 
lluminatin ngineering Society (U.S.A.).— The Society h: 
decided to hold a series of өы s the eda of Penn 
sylvania, from September 21st to 28th inclusive, immediately fo'- 
lowing the annual Convention of the Society in that city. The 
lecture course will include the principles of illumination and various 
aspects of lighting practice, and will consist of. about 20 lectur s 
by men selected. on account or their qualifications, to deal autho- 
ritatively with the several phases of the subject. Associated with 
the lectures will be an exhibition of the latest developments in 
illuminating appliances, together with novel applications of light. 


The United British Industries” Association. — The 
Morning Post states that Mr. Dudley .Docker presided at a luncheon 
given at the Grand Hotel,last week, to manufacturers who are 
interested in the movement for starting the United British Industries’ 
Association. A Committee has been appointed representative of 
British manufacturers, and the British Engineers’ Association and the 
British Manufacturers’ Association of 1915 have become affiliated 
to the new organisation. We gather that considerably more than 
the required 100 firms, cach putting down £1,000, have been 
enrolled. Our contemporary gives a list of the firms provisionally 
consenting to become members. They include the British Alumi- 
nium Co., Ltd., the British Electrical Federation, British Insulated 
and Helsby Cables, Ltd., the British. Thomson-Houston Co.. Ltd 
the British Westinghouse Co., Ltd.. Crompton & Co., Ltd. Dick Kerr 
and Co., Ltd.. General Electric Co., Ltd., Greenwood & Batley 
Ltd. W. T. Henley's Telegraph Works Co., Ltd., India-Rubber, 
Gutta-Percha and Telegraph Works Co., Ltd., the Marconi com- 
panies, Mather & Platt. Ltd., Willans & Robinson, Ltd. and 


,. many more large engineering firms. 


> 


Steel Furnace on the Rand.—At the present time a large 
quantity of old steel shoes and dies is thrown to waste annually 
on the Witwatersrand, and, although under pre-war conditions it 
might not be profitable to attempt to rémake the waste material 
into shoes and dies, in view of the present greatly-increased cost 
of these articles, and also the difficulty of obtaining deliveries, it 
has been decided to erect ‘an electric furnace and accessory plant 
for the purpose. The construction of the furnace is now in hand 
as а department of the Witwatersrand Co-operative Smelting Works, 
Ltd.. under the supervision of Prof. W. Buchanan, who was also 
the designer, and the scheme is likely to prove a useful adjunct to 
the minirig industry. 


Joint Action to Develop Electric Road Motors.—Con- 
siderable progress has been made during the past two years hy the 
Electric Vehicle Committee of the Incorporated Municipal Elec- 
trical Association in the matter of organising facilities for road 
transport by means of electric battery vehicles. The constitution 
of the Committee is on a broad basis. It includes representatives 
of the parent Association, the Commercial Motor Users’ Associa- 
tion, the Royal Automobile Club, the Society of Motor Manu- 
facturers and Traders, the Provincial Electric Supply Companies, 
the Electrical Contractors! Association, the British Electrical and 
Allied Manufacturers! Association, the Incorporated Association 
of Electric Power Companies, the Institution of Municipal and 
County Engineers, and of the Tramways and Light Railways 
Association. The chairman of the Committee is Mr. R. H. Chattock, 
city electrieal engineer of Birmingham. The hon. secretary is 
Mr. F. Ayton, chief engineer and manager .of the Ipswich 
Corporation electric supply and tramway departments. 

The electric vehicle has its own special field in goods delivery 
work in urban and suburban areas, and the excellent results that 
have, во far. resulted from its use by some of the largest and most 
up-to-date business firms, would seem to indieate quite a conside 
able field for its extended employment in the future, not only for 
the delivery of merchandise, but also for passenger carrying work 
in and about towns and cities. The economy in operating cost 
and the simplicity of the mechanism are, of course, the main 
features of this class of vehicle. While these advantages were 
manifest in the period before the war, the present scarcity of 
horses, the high price of fodder, and the rising cost of petrol, very 
greatly enhance the merit of économy possessed by ‘the electric." 


Electrolytic Treatment of Ores in Australia.—4AÀt а 
meeting of shareholders of the Mount Lyell Mining and Railway Се, 
in Melbourne, it was stated by the chairman that the arrangements 
made with the Tasmanian Government for the supply of 50,000 
H.P. from their hydro-electric scheme had added to the importance 
of the options held by tbe company over the Tasmanian Copper, 
Hercules, and Primrose mines. Electrolytic treatment of similar 
ores, he said. was carried оп satisfactorily elsewhere on a large 
scale, and with a supply of hydro-electric power, the production of 
electrolytic spelter on profitable lines from ores of the West Coast 
mines was now in sight. The board decided to give notice of its 
intention to exercise the options conditionally upon raising the 
necessary capital. 


B 


Removing Enamel from Wire—A manufacturer of 
magnet wire states that many serious mistakes are made in 
measuring the diameter of enamelled wires. Many users scrape 
the enamel from the copper wire with emery cloth or sandpaper. 
In doing this it is almost impossible to keep from removing some 
of the copper. If only 0'0001 in. is removed, it will show on a 
micrometer caliper or wire gauge. Two ways to remove enamel 
from wire are suggested : One of these is to pass the wire over a 
bunsen gas flame several times until the enamel melts aud drops 
off ; the other is to dissolve it in amyl alcohol.—Meotrical World. 


Volunteer Notes.— 1st LONDON ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place. Orders for 
August by Lieut.-Col. С. B. Clay, V.D., Commanding. | 

"The Headquarters will be closed during August except on 
Tuesday evenings. The range will be open on Thursday evenings - 
only. | 

[йн ан Classes at Regency Street will be held as usual for 
Platoons Nos. 9 and 10. | 

The Camp at Otford will be available until August 31st. 
Members wishing to attend should enter their names at Head- 
quarters. ` . 

Sunday Entrenehing Parades. Parade in Uniform at Victoria 
Station (S.E. and C. Railway) Boóking Office, 8.45 a.m. 


MACLEOD YEARSLEY, Adjutant. 


3RD BATT. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.—Battalion Orders by Capt. R. J. C. Eastwood (Commandant), 
Thursday, July 27th, 1916 :— | 

Week-End ‘Parades.—Saturday.—The Battalion will Parade at 
Wembley Park, at 3 p.m., for Drill under the Commandant. 

Entrenching.—A party will parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 8.40 a.m., and proceed by train for 
entrenching duties. Those who cannot take the early train will 
parade at 1.20 p.m. 

Sunday.- -Parade at Liverpool Street Station (Low-Level entrance, 
G.E.R.), at 9.30 a.m. | 

Musketry.-—Holland Cup Competition.— Saturday, 29th inst, 9.30 
a.m. and 12.45 p.m., report at No. 8 Platform, Waterloo Statipn. 
Nunda gy, 30th inst.. 9.45 a.m., nt No. 8 Platform. 

Recruits will Parade at Wembley Park on Saturday at 3 p.m.. 
and Sunday at 11 a.m., for recruit drill. 


C. T. COGGIN, Acting Adjutant, OBC. 
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Lady Electricians in Meter Departments.—Our contem- 
“the Electrical Timex, recently referred to the employment 
of girls for fully a year past by the St. Pancras Borough Council's 
electricity undertaking. for meter reading. This, however, is only 
part of the story. аз only a few girls are so engaged, for three weeks 
each quarter. Girls were put under training in the first instance on 
the work of meter maintenance in the workshops, and some are now 
being drafted to the standardising room. 


TheSt. Pancras electricity department created quite a flutter among , 


the meter manufacturers some years ago, when it imposed a further 
test on all meters (both overhauled and new) at th (24 per cent.) 


of full-load rating, and expected them to comply with the same . 


conditions as were stipulated for hth load by the British Engineering 
Standards specification. It would be interesting to know that this 
high standard of working has not been impaired by the training 


‘of the girls. . 
st. Paneras, by the way, haa been systematically removing rotor | 


meters from circuit for overhaul in the workshops every four years, 
as n result of which very few units have been allowed to pass 
through to customers unchallenged: also, the serviceable life 
of the meters must be considerably lengthened, which fact should 
go a long way to appease the manufacturers of those particular 
meters who may deplore (in peace times —they are otherwise engaged 
at present) the lack of large orders from St. Pancras for new 
stock. 

The electricity meter doubtless owes its present standard of 
efficiency, in no small degree, to the foresight of those supply 
engineers who, recognising the commercial value of efficient meters, 
have installed the necessary testing plant and imposed stringent 
conditions. in advance of other authorities. 

We congratulate St. Pancras on this further display of initiative 
in starting the training of girls for meter work, and should like to 
hear of others who can be placed in the same category ; although, 
like St. Pancras, they individually hide their light under the pro- 
verbial bushel, until it is disclosed by an inquisitive push from 
some quarter. It isa pity. however, that this should be the case, 
having in view the general interests of the profession. 


Electrolytic Disinfecting Fluid.—During the year 1915,- 


according to the report of Dr. F. W. Alexander, medical officer of 
Health to the borough of Stepney, 36.985 gallons of electrolytic 
disinfectant were manufactured, making 73,970 gallons as diluted 
for distribution. The cost was--for materials, £36; electrical 
energy, £50; total, £86. The plant has now been running ten 
years, and has manufactured 418.779 gallons of the fluid, at a cost 
for electricity of £450 and materiale £381 (under 4d. per gallon). 


‘OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 


technical or the commercial side of the profession and industry, 
ulw electric tramway and railway officials, ta keep readers of the 
ELECTRICAL REVIEW posted as to their movements. ` 


Central Station and Tramway Officials.—Our Johannes- 
burg correspondent writes :—'' Prof. J. Н. DoBsoN, the gene- 
ral manager of the Johannesburg Municipal tramways and 
electricity department, has been appointed Officer Command- 
ing the S.A. Pioneer Regiment, with the rank of Major. He 
and his men have been in training for some weeks at Potchef- 
stroom prior to their departure for German East Africa. Dur- 
ing Major Dobson's absence, the management is in the hands 
of Messrs. E. T. Price, the chief electrical engineering assist- 
ant; F. Stoxes, the mechanical assistant; and G. B. MILFORD, 
the tramway manager. 
ae leaving to take over the management of the East Kent 
шау Co. Mr. Т. G. CLABBURN, manager of the Peter- 
ee Tramway Co., has been presented by the employés 
ре bowl, &c. Не is succeeded by Mr. Р. R. Buake, 
phe Aylesbury U.D.C. has increased the salary of Mr. A. H. 

N 5. assistant electrical engineer, to £131 10s. per annum. 
La of yÈ SUSSEX, electrician with Hill's Plymouth Co., 
m ue k nr Tydfil, who is leaving to take up в position 
ve $ staf of Messrs. Guest, Keen & Nettlefold, at Bedlinog, 
tuble сеп Presented by the electrical staff with a cabinet of 

able cutlery, 

ы: © Dath Corporation Electricity Committee has appointed 

DR fi SIDWELL, leading jointer, to succeed the late Mr. 

Сары es as mains superintendent. | 
loaned ie Accrington’s borough electrical engineer, 
ag ЧАП 2: Howitzer Brigade at the outbreak of the war, 
played р at Woolwich for some time, but is now em- 

The at d munion factory near Morecambe. ~ 
nd ancras Electricity Committee proposes to increase 
12s 6d n. E. Mr. S. A. Creasey, shift engineer, from £2 
With an th 2 15s. per week, thus placing him on an equality 

o ae engineer who carried out similar duties. 
Corporation b MOFFETT, general manager of the West Ham 
of the Belf tramways, has been appointed general manager 

The Met aet Corporation tramways, at £500 per annum. 
to the Mar EAR Munitions Committee has communicated 
ELA of M. one Electricity Committee its thanks for the 
devoted to th r. A. H. SEABROOE, whose whole time is now 

e work of the Council. The Committee stated :— 


" Mr. Seabrook's untiring efforts haye been of the greatest 
assistance to the Board, and they desire to place on record 
their high appreciation of the courtesy of your Council for 
so willingly loaning his services, and of the whole-hearted 
manner in which Mr. Seabrook has devoted himself to this 
important national work." 

General.—The Executive: Committee of the City and Guilds 
of London Institute have appointed Mr. W. Eccies, D.Sc., 
A.R.C.S., M.LE.E., to the Professorship of Electrical Engi- 
neering and Applied Physics at the Institute's Technical 
College, Finsbury, rendered vacant by the death of Prof. 
Silvanus P. Thompson, F.R.S, Mr. Eccles is at present 
University Reader of Graphics at University College, and is 
the author of'a work on Wireless Telegraphy and: Telephony, 
and numerous papers and inventions on subjects connected 
with electrical engineering. 

Mr. FnaNcis Н. Davies, assistant engineer, Weston Elec- 
trical Instrument Co., has been gazetted Lieutenant in the 
Army Ordnance Department. 

Мг. 8. R. Моилвр, A.M.I.E.E., of the research laboratory, 
Edison & Swan United Electric Light Co., Ltd., Ponders 
End, has been granted a temporary commission as Lieutenant, 
R.N.V.R.. attached to the R.N.A.S. Lieutenant Mullard has 
been actively employed in connection with research work on 
the Ediswan ''Pointolite ” (nitrogen) arc lamp. Не ів being 
retained by the Ediswan Co., and will thus keep in touch 
with his laboratory: work. d | 

We read in the South African Mining Journal that Mr. 
BERNARD Price has been elected President of the S.A. Insti- 
tute of Engineers. ` А 


Roll of Honour.—The death in action, on July 1st, of 
Captain C. C. May, Manchester Regiment, is reported. He - 
was the only son of Captain C. E. May, New. Zealand Forces, 


-and had been district manager for Associated Fire Alarms, 


Ltd., in the Manchester district since. 1911. '' Though - mor- 
tally wounded," his Colonel writes, ' he gallantly continued 
to give orders and encourage his men to the last. Наа he 
lived І would have recommended him for the D.S.0O." Born 
in Dunedin, N.Z.. he obtained his commission in January, 
1915, and was promoted captain a month later. Previously 
he had served six years with King Edward's Horse, and at 
the outbreak of war founded and commanded the Legion of 
Volunteers in Manchester. Captain May was well known in 
business circles in Manchester. . . 

Lieutenant А. R. Courrenay, of the General Electric Co., 
Ltd. (Publicity Department), has been invalided to St. An- 
drew's Hospital, Malta, from Salonika, but we are pleased 
to learn that his indisposition is not serious. . 

Private H. Burniston (26), who has been killed in action, 
was a draughtsman at the Leeds Corporation electricity works. 

Private W. C. McNEiL, who has been wounded, was in the 
employ of the Cremer Lamp & Engineering Co., Armley, 
Leeds, before enlisting. | 

Private P. Parey, of the Yorkshire Regiment, who has been 
killed, was an electrician st Grimethorpe Colliery. | 

Private S. GREENWOOD, of the Yorkshire Light Infantry, 
who has been killed in action, was an electric wireman at 
Halifax before being called up as a Reservist. " 

Private C. W. BARKER, of the 8th Battalion Royal Fusiliers, , 
and late of the electrical fittings department at the Ediswan 
Works, Ponders End, has been seriously wounded in France. 

Private Frank McGrenan, of the 20th County of London 
Regiment, who was killed in action on July 15th, was, before 
the war, employed in the testing department at Hooper's 
Telegraph & India-Rubber Works, Ltd., Millwall Docks, 
London, E. | . 

Corporal REoiNALD BuckLEY, of the Liverpool Regiment, 
aged 29, an employé at the electricity works, Waterloo, Liver- 
pool. has been killed in action. " 

Private M. Haypock (23), an employé of the British West- 
inghouse Co., Trafford Park, has died of wounds. 

Private James Мил, who was formerly employed by the 
Manchester electricity department, at Clayton, has been 
killed. 

Private James WALKER, a worker at the Manchester elec- 
tricity works, Ardwick. has been killed. | 

Private Tuomas L. Woop, of the Liverpool ''Pals," has 
died of wounds. He was 25 vears of age, and formerly em- 
ploved at the Formby electricity station. 

Private J. Е. Epwarps. of the Manchester Regiment. aged 
93, has died of wounds. He was employed at the Manchester 
Cerporation electricity works before the war. . . 

Serceant James Wann, of the Northamptonshire Remment, 
who has been wounded, was formerlv employed by Messrs. 
W T. Glover & Co.. Ltd.. Trafford Park. : 

Bandsman трку Morris, of Harpurhev. Manchester. aged 
15, who was on the clerical staff of the British Insulated and 
TIelshy Cables, Ltd.. Manchester, has been killed. — " 

Private Harry Crowrner. aged 92, killed in action. was 
an emplové of the British Westinghouse Co.. Trafford Park. 

Private Тонх ВолармАх. of the Grenadier Guards, an em- 
plev of Messrs. Ferranti, Ltd., has heen killed in action. | 

Private S. J. WarLEY, of the Welsh Reriment. killed in 
action when going to rescue a comrade, was formerly enraged 
in the electrical department of the Crewe railway warka. 

Armourer-Staff-Sergeant W. F. RAWSON, Armv Ordnance 
Corps, aged 99. for many years emploved аё the Stuart Street 
generating station, Manchester. has been killed through the 
nccidental bursting of a gun which. was being overhauled. 


T j ES - m зы EDDA ERN КИРЕ See = aT ELM. s 
E—————— ин — ——————— Án mmm we mee tae жане чє чеш 2 ышт юе, стоп re S hu E andi БИЧ T ау 2 
Кя 2 casn аб il ep piper VNDE RP CE Э оен 


А 


С шш „яр selten de RAM ДА ЬЫ даар рет eau sias астра Is emma pr ЛИЕ didi Mm жашый A wars Fire oo 0 


-——— * ` -- aa — = 


* 


n" ——————— E CC 


` Private Harry Holms, of the Manchester ''Pals," an 
employé of Messrs. Bexendale & Co., Ltd., has been wounded. 
Private ALBERT. Brown, another employé of the same firm, 
has been killed in action; and Private U. BoorH, a third 
employé, has been wounded. | . 
Rifleman W. Woo Ham, of Ње: Rifle Brigade, now ш a 
Manchester: hospital, was formerly employed by the St. 
Helens Cable & Rubber Co., Ltd. | 
Private W. Н. Bartow, of the Norfolk Regiment, formerly 
а draughtsman а& the electrical works of Messrs. Laurence, 
Scott & Co., Norwich, and previously with the Lancashire 
Dynamo Co., has been killed-in action. u 
Corporal Harry HoosE, of the Royal Welsh Fusiliers, aged 
22, killed in action, was an employé of the. British Insulated 
and Helsby Cables, Ltd. . 
Second-Lieutenant CyriL R. Warp, of the Royal Engineers, 
killed in action, was educated at Sandbach Grammar School 
and at the Manchester Municipal School of Technology. Не 


‘was engaged, prior to the war, with the British Westinghouse 


Co., Trafford Park. 
Private WaAurER Hewes, who was formerly employed at the 


electricity station, Broadheath (Cheshire), has been wounded. . 


Second-Lieutenant NorMAN HawonrH, of the South Lanca- 


shire Regiment, killed in action, aged 96, was formerly in 


the employ of Messrs. Siemens Bros., Stafford. 


Second-Lieutenant БАРН М№еѕвіт LopaGE, of Manchester, a 


nephew of Sir Oliver Lodge, is reported missing. Before the 
war he was employed by the General Electric Co., Ltd. 
Sergt. Н; В. CRosriELD, of the Manchester Regiment, an 
employé in the Manchester electricity department, who was 
mentioned in dispatches by Sir Ian Hamilton, has been 
killed, aged 96. 
Private A. Е.. Јонмѕом, of the Lancashire Fusiliers, who 


was an electrician with Mr. W. Brierley, of Bury (Lancs.),- 


has fallen in action in France. | | 3 
Private L. F. Watkinson, who was, on his enlistment, in 
the office staff of the Leicester Corporation electricity, and 


tramway department, has been wounded, and is in hospital 


at Lichfield. | | 
Private G. FainHunsT, of the R.A.M.C., who was in the 
electrical department of the Vulcan Foundry Co., Ltd., of 


‘Earlstown, has died of dysentery at Amara, Persian Gulf. 


Second-Lieutenant Sternen F. Weeks, B.Sc. (Lond.), of 
the Royal Engineers, killed in the advance in France, was 
a nephew of: Ald. С. Weeks, of Messrs. G. Weeks & fon, 
electrical engineers, of Bromley (Kent). He was 28 years of 


‘age, and came home from Siam to join the Forces. 


Private RicHARD HARDMAN, of the Royal Scots, wounded at 
La Boisselle, was formerly engaged as an electrician with 
Messrs. Smith. at Pendleton (Lancs.). | 

Private H. W. RAwLINGS, who was on the staff of the Cam- 
bridge electric light works when he enlisted in the Suffolk 
Regiment, was wounded in France, and is in hospital at 
Birmingham. : aes - 

Private С. L. RicgmanpsoN, of the Oxford and Bucks Light 
Infantry, who was, prior to the war, an employé of Messrs. 
Hill, Upton & Co., electrical engineers, of Oxford, has died 
in hospital. | 

Private W. BAILEY, of Swinton, an employé of the Chloride 


"Electrical Storage Co., Clifton Junction, has died of wounds, 


aged 19. 


Sapper E. W. Lucas, at one time a partner in the firm of 
Messrs. Walmsley & Lucas. electricians, Pendlebury, has 
been killed in action, aged 29. | 

Private H. NoBLE. Bermuda Rifle Volunteer Contingent, 


‘attached Ist Lincolnshire Regiment, who was with the Halifax 


and Bermudas Cable Co., was killed in France on July 3rd. 
Captain H. К. Turner, aged 25, who, according to the 
Times, was killed in action on July 16th, was a director of 
Messrs. E. R. & F. Turner, of Ipswich, 
The Times states that Second.Lieutenant J. H. PARR- 


-Dub.Ley, Royal Fusiliers, who was killed in action on July 


18%. spent a year at the Faraday House Electrical. Engineering 
College, where he took a silver medal; he received a commis- 
sion in January, 1915. | 

Private HaroLD Gorpon Taytor, London Scottish. late 
assistant, draughtsman at Fulham electricity works, who was 
wounded in four places in the charge at Gommecourt Wood, 


on July Ist, is lying in the London Hospital, progressing 
favourably. -. . 


а: Obituany.—Sik& \/пллАм Ramsay.—By the death of Sir 


William Ramsay, on Sunday last, we have lost perhaps the 
most distinguished of our chemical physicists, and one who 
had, moreover, rendered unsurpassed services to the Allied 


cause by his strenuous advocacy of a closer blockade, and of 
reform in our educational methods. He was born in Glasgow 


in 1852. educated at the Universities of Glasgow. Heidelberg, 
and "Tübingen, and, after serving on the staff of Anderson's 


‘College and the University in his native city, became Pro- 


feesor of Chemistry at and Principal of University College, 
Bristol. From 1887 to 1913 he occupied the Chair of Chemis- 
try at University College, London, where most of his most 
striking discoveries were made. Jointly with Lord Rayleigh 


he discovered argon, а new constituent of the atmosphere, 


and later he isolated helium, neon, krypton, and xenon. In 
1903. Sir William Ramsay proved that helium was a product 
of the disintegration of radium, and carried out further 
research into the transmutation of the elements. He received 
many honours in recognition of his scientific achievements, 
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including the Nobel ү in 1904, and was the author of 
important works on chemical subjects. His work in.connec- 
tion with radium and radio-activity, in which he collaborated 
with Prof. Soddy, was of the highest order. He was also 
interested in the conservation of our stores of coal, and pro- 
posed a scheme for the distillation of coal in its natural bed, 
the resulting gases being utilised on the surface for the gene- 
ration of electrical energy. Sir William was а talented 
musician and an excellent linguist. He leaves a widow and 
two children. 7 ‚ í 

Mr. Epwarp Rock.—Mr. Е. Rock, electrical engineer, of 
Workington, died on July 21st from injuries received whilst 
cycling on July 4th. | 

Mr. H. F. €. EccEns.—The Commonwealth Engineer re- 
ports the death. which occurred in May, of Мг. H. Е. С.. 
Eggers, A.M.LM.E., from injuries received in 3 motor car 
accident. Mr. Eggers was a partner in the firm of Haes and 
Eggers, -Ltd., Sydney. On the death of Mr. Haes in 1909, 
Mr. Eggers took over the management of the business, and 
continued it until his death. Born-in New Zealand, he 
graduated in civil engineering at the Dunedin University. 

At Barrow Education Committee last week, the Mayor of 
Barrow referred in terms of very high praise to the services ' 
rendered to the Barrow Technical Schools by Mr. E. THORN- 
TON, electrician, whose tragic death recently occurred. 


Sipe Ed 


NEW COMPANIES REGISTERED. 


Arthur Ellis &. Co., Ltd. (144,348).—This company was 
registered on July 14th, with a capital of 3,000 in £1 shares (1, pref.), 
to carry on the business of gencral, mechanical, and electrical engineers, 
manufacturers of and dealers in motor and other vehicles, acroplanes, air- 
ships, motor cycles, boats, and conveyances of all kinds, makers of electric 
lamps and apparatus, garage keepers, carriers, coach builders, motor and tire 
manufacturers, electricians, &c. The preferred shares are entitled to a 
cumulative: preferential dividend of 8 per cent. per annum, and to a further 
40 per cent. of any surplus profits available for dividend after providing for 


B per cent. on the ordinary shares. "The subscribers are: A. T. Ellis, Caxton 


House, Westminster, S.W., electrical and general engineer, 1 ord. share; 
W. L. Heald, Caxton House, Westminster, S.W., electrical and general engi- 
neer, 1 pref. share, Private company. The first directors (to number not less 
than two or more than five) are А. T. Ellis and W. L. Heald. Registered 
office: 201, Caxton House, Westminster. 


Higgins & Griffiths, Ltd. (144,330).— This company was 
registered on July 12th, with a capital of £10,000 in #1 shares, to take over 
the business of electrical and general engineers carried on by A. Higgins and 
S. Griffiths at 21, Orchard Street, Portman Square, W., as Higgins and 
Griffiths. The subscribers (with one share each) are: A. Higgins, 21, Orchard 
Street, Portman Square, W., electrical engineer; 5. Griffiths, 21, Orchard 
Street, Portman Square, W.. electrical engineer, Private company. The num- 
ber of directors is not to be less than two or more than five; the first are 
A. Higgins and S. Griffiths (both permanent, subject to holding 3,000 shares 
each). Remuneration as fixed by the company. Registered office : 21, Orchard 
Street, Portman Square, W. 1 


British Italian Corporation, Ltd. (144,404).— Registered 
Julv 20th, by Herbert Smith, Goss, King & Gregory, 62, London Wall, E.C. 
Capital, £1,000,000 in 50,000 shares of £20 each. Objects: To carry on, 
subsidise, assist or participate in financial, commercial, industrial, - manufac- 
turing, clectrical, railway, navigation, land development, mining, and other 
businesses, works, contracts, undertakings, and operations of all kinds in the 
British Empire, Italy, and elsewhere, to undertake any operations commonly 
carried out by financiers, company promoters, bankers, underwriters, con- 
cessionaires, contractors for public and other works, capitalists or merchants, 
to establish and carry on the business of a bank of deposit, to act_as agents 
for the collection, receipt, transmission, or payment of money, &с. The signa- 
tories (with one share each) are: E. O. Goss, 62. London Wall, E.C., soli- 
citor; F. Н. King, 62, London Wall, E.C., solicitor; J. Sims, 121. Albert 
Palace Mansions S.W., solicitor; W. A. Bewes, 2, Harcourt Buildings. Temple, 
E.C., barrister; S. A. Sharpe, 205, Friern Road. Dulwich, S.E., accountant; 
E. J. Burrows, 29. Lyndhurst Road, Highams Park, Chingford, clerk; A. G. 
Mount, 22, Narford Road, Clapton, N.E.. clerk. Minimum cash subscription, 
seven shares. The first directors (to number not less than three or more 
than nine) are Arthur Hill, 106. Eaton Square, S.W.. bank director; Robert 
Н. Benson, 31, Bishopsgate, E.C., merchant banker; ]. W. Beaumont Pease, 
13. Stratton Street, W.. bank director; Sir Hv. Babington Smith, K.C.B., 
121. St. James’ Court. S.W.; Joseph Burn, 142, Holborn Bars, E.C., actuary; 
Alberto Pirelli, 144, Queen Victoria Street, E.C., company director ; Ignatius 
G. Manzi-fe, 22, Abchurch Lane, E.C., manager of Credito Italiano; and 


+ 


Riccardo Bianchi, 22, Abchurch Lane, E.C., director of public companies. So 


‘long as the Credito Italiano holds at least £50,000 shares, it may nominate 


not more than one-third (or the number nearest to one-third) of the board. 
Remuneration in each year when the issued and paid-up capital is £1,000,000 
or less, £300 each per annum and £700 extra for the chairman. In each 
year when the issued and paid-up capital exceeds #1,0004000, sums beaging 


„the same proportion to the issued and paid-up capital as £300 and £700 res- 


pectively bear to £1,000,000. Тһе directors may borrow or raise. money ae 
the purposes of the company, providing that the total amount outstanding a 
any one time (exclusive of moneys received from depositors or outstanding on 
bills or letters of credit or other instruments in the ordinary course of bank 
ing business) shall not, without the sanction of a general meeting, exce 
twice the nominal amount of the issued capital. No notice of situation of 
registered office has yet been filed. 


Birmingham Electrical Accessories Manufacturing Co. 
Ltd. (144,386).— This company was registered on July 19th. with a capital o 
£1,000 in £1 shares, to carry on the business of manufacturers of and der 
in electrical fittings and accessories, electrical, gas, hot water, and menama 
engineers, &c. The subscribers (with one share each) are: E. A. Welch, 4%, 
Francis Road, Stechford, manufacturer; C. E. Garratt, 22, Thynne Street. 
West Bromwich, manufacturer. Private company. The first directors (to 
number not less than two or more than five) are С. Garratt, С. E. Garratt, 
E. A. Welch, and Alice Welch. E. A. Welch and C. E. Garratt are perma- 
nent. Qualification, 50 shares. Secretary: Amy M. Garratt, Register 
office: Whitmore Street, Hockley, Birmingham. 


British Electric Trading Co., Ltd. (9,641):—This сов 
pany was registered in Edinburgh оп July 17th, with a capital of £2,0 t 
£) shares, to carry on the business of manufacturers of and dealers in a 
apparatus and articles connected with electricity. The subscribers (with one 
share each) are: W. J. Kerr, 26. Carlton Court, Glasgow, drysalter ; "m 
Dunlop, 10, Brunswick Lane, Glasgow, secretary. Private company. д 
first directors (to number not less than three or more {һап seven) ы 
named. Qualification, £50 shares. Remuneration, £50 per annum. olt- 
citor: H. Hannah, Edinburgh. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. -> 


hor Cable Co., Ltd. (69,073).—Capital, £250,000 in 
де feres ане dated June BU" 1916. 6,500 shares. taken- up; £61,000 
paid on 6,100; £4,000 considered as paid on 400. Mortgages and charges: 


Anglo-American Telegraph Co., Ltd. (2,891c.).— Capital 
As in £413,300 ord., B oot ato pref., and £3,293,350 def. ord. stock. 
cturn dated May 19th, 1916. AN stock taken up; £600,000 paid; £6,400,000 

considered as paid. Mortgages and. charges: Nil. 


Carville Site & Power Co., Ltd.—Issue on July 7th, 1916, 
of £10,000 debs., part of a series of which particulars have already been filed. 


Lamplough & Son, Ltd.—Mortgage dated June 23rd, 
1916, created by the Receiver and Manager to secure not more than £2,500, 
charged on the company’s undertaking and герен, present and future, in- 
cluding uncalled capital, Holders: Messrs. Hoare, 37, Fleet Street, Е.С. 


Edison Accumulators, Ltd.—Debenture, charged on the 
company's undertaking and property, present and future, including uncalled 
capital, dated Julv 4th, 1916, to secure all moneys due or to become due from 
company to London County & Westminster Bank, Ltd., 41, Lothbury, E.C., 
not exceeding £15,000, in addition to a previous amount for not more than 
£5,000. 


Bracuhy Falls & Metallurgical Syndicate, Ltd. (110,780). 
—Capital, £48,000 in £1 shares. eturn dated December 30th, 1915 (filed 
June Sth, 1916). АП shares taken up; 10s. 6d. per share called up; £25,200 
paid. Mortgages and charges: Nil. 


Anglo-Foreign Tramway Syndicate, Ltd. (112,859).— 
Capital, £10,000 in 9,500 pref. shares of £1 each, and 5,000 '* A,” 4,000 “ В," 
and 1,000 ord. shares of Is. each. Return dated December 31st, 1915 (filed 
May 25th, 1916), 4,200 pref., 370 ,'' A," and 74 “B” shares taken up; 
£4,222 4s. paid. Mortgages and charges: Nil. 


Geo. Bray & Co., Ltd. (76,185).—Capital, .£160,000 in 
89,000 pref. and 80,000 ord. shares of £1 each. Return dated June 6th, 1916. 
55,000 pref. and 55,000 ord. shares taken up; £7 paid; £109,903 considered as 
paid. Mortgages and charges: £40,000. 


Birkdele District Electric Supply Co., Ltd. (70,259).— 
Capital, £50,000 in £5 shares. Return ‘dated May 10th, 1916. 9,200 shares 
taken up; £4 per share called up on 6,000, and £3 on 3,200; £39,600 paid. 
Mortgages and charges: £6,000 debs. issued as collateral security. 


Brisbane Electric Tramways Investment Co., Ltd. 
(67,833).—Capital. £975,000 in 75,000 pref. and 120,000 ord. shares of £5 each. 
Return dated June 7th, 1916. All shares taken up; £5 per share called up on 
30404 ord.; £150,120 paid; £824,880 considered as paid on 75,000 pref. and 
89,976 ord. Mortgages and charges: £450,000. 


Harry W. Cox & Co., Ltd.—Particulars of £2,000 deben- 
tures, created June 28th, 1916, filed, pursuant to Section 93 (3) of the Com- 
panies (Consolidation) Act, 1908, the whole amount being now issued.  Pro- 
perty charged: The company's property, present and future, including un- 
called capital, No trustees, 


Flather & Co.; Ltd.—A memorandum of satisfaction in 
full on June 29th, 1916, of second mortgage debenture, dated May 23rd, 1905, 
securing £400, has been notified. 


Coatbridge & Airdrie Electric Supply Co., Ltd. (89,178). ` 


—Capital, £1,000 in £1 shares. Return dated March 30th, 1916. АП shares 
кел шн £1,000 considered as paid. Mortgages and charges: £161,812 
s, Hd. : 


British Insulated & Helsby Cables, Ltd. (52,285).—Capi- 
tal, £1,000,000 in 100100 pref. and 100,000 ord. shares of £5 each. Return 


dated April 10th, 1916, All shares taken up; £5 per share called up оп` 


74470 pref. and 40,065 ord.; £572,675 paid; £427,325 considered as paid on 
25,93) pref. and 59,935 ord. Mortgages and charges : £700,000. | 


CITY NOTES. 


Mn. C. F. TUFNELL presided at the annual 
Crompton meeting, held on Monday at Salisbury 
and Co., Ltd. House, E.C. He said that the trading for 
the last twelve months had been profit- 

able. The year had been one of difficulty in many directions 
~the constantly increasing cost of material, the delays in 
delivery, the trouble of getting goods shipped, and the loss 
of further members of the staff, were a few of the obstacles 
with which they had had to contend. They had, however, 
managed to do a larger turnover during the year, and the 
КВ profit was increased from £57,900 to £63,100, and, after 
deducting the various charges set forth in the accounts, they 
180 at their disposal, with the carry-forward, £37,950, against 
on twelve months ago. They proposed to put £6,500 to 
м * general reserve fund, as last year, and they suggested a 
dad кшп ав а special depreciation fund. In order to enable 
kem the better to handle the orders with which they had 
2 entrusted by the Government for the prosecution of the 
et they had been obliged to purchase additional machine 
M 3 and to make certain extensions to their premises. Not 
"m had they had to pay war prices for these extensions and 
те пе plant, but some of the expenditure would not be 
vo cinerative when the special war work on which they 
card eee vame to an end. In the circumstances, the 
RE of opinion that it was necessary to make a liberal 
i кка this expenditure, and they had also to face 
P E that in these strenuous times the ordinary rate of 
sf reclation which they wrote off each year might not be 
pro pu ш Some cases, to cover wear and tear. They next 
п to write off £], 600—the balance of preliminary ex- 
c M that this item would disappear from the balance 
of 7 ner 5 recommended the payment of the full dividend 
per cent. on the preference shares, but they felt com- 


pelled to again appeal to the patience of the ordinary share- 
holders. When addressing them last year, he referred to the 
need of husbanding their resources in these times of uncer- 
tainty and stress, and they had now to face war taxation on 
а scale which was altogether unforeseen twelve months ago. 
Although the carry-forward was increased from £7,691 to 
£10,479, this sum was subject to excess profit duty and 


` assessment under the Ministry of Munitions Act, and this 


liability was in respect not only of the profits of the year 
under review, but applied to the [сен year's profits also. 
They were quite unable to tell at the present moment 
what amount they would have to pay. under these heads, 
but he might remind the shareholders that the basis of assess- 
ment for war taxes was the average profit of pre-war years, 
to which certain additions were made. They would remember 
that in the two or.three years before the outbreak of war, in 


` the old company’s days, the business was not making profits, 


and, although the Acts allowed some relief in such cases, 
there was no doubt that if the reorganisation of the company 
had been carried out two or three years earlier they would 
have been entitled to retain more of their profits for the 
shareholders than they could hope for in the existing circum- 
stances; but such was the fortune of war. The company's 
works were declared a controlled establishment in August 
of last year. During the year they had delivered” a 
very large amount of war material, as well as equip- 
ment for Government and other munition works through- 
out the country, and the orders in hand for these various 
classes of work at the end of the year under review 
showed a considerable increase over the figure at which they 
stood twelve months previously. Having referred:to the elec- 
tion of Mr. Britten, the manager at Chelmsford, to a seat on 
the board, the Chairman said that, as to the future, he was 
glad to say they had plenty of work in hand to keep them 
busy for many months to come, so they were not very 
much concerned for the current year as to their shops. 
What was tọ happen after the war was over was an- 
other matter. Some people anticipated considerable activity 
for a period, but they were taking steps to meet a possible 
set-back in the demand. He hoped the results of what they 
were doing would enable them to obtain business in other 
directions, as and when they required it, to compensate for 
any falling off in their ordinary trade, and this matter of the 
future was receiving their most« careful attention. He would 
like once more to testify to the loyal manner in which they 
were being supported by the staff and others, from the mana- 
gers downwards, and: he would like to include their branch 
managers and representatives abroad. Опе and all were feel- 
ing the burden put upon them by the war and were striving 
their best in the interests of the shareholders. 

Lieut.-Col. Јонм CLIBBORN seconded the motion. | 

Mr. ре UPPHAUGH, referring to the £10,000 put aside for 
excess profits, said that, as ап ordinary shareholder, he had 
not received any dividend for ten years, and now, when there 
was a chance of getting à return on his money, it seemed as 
if the Government had stepped in and taken it. He thought 
16 was an understood thing that the Government was going 
tv allow investors a certain return.on their capital before they 
annexed the excess profits. | 

Mr. HusBAND said he thought the directors were to be con- 
gratulated upon the satisfactory way in which they had car- 
ried on the company during the past twelve months. It must 
have been a very anxious and troublous time, and that they 
had weathered the storm so well was distinctly а matter for 
satisfaction. He had intended to refer to the huge compara- 
tive reserves in the balance sheet, but after what the Chair- 
man had said, he was satisfied that they were wanted for the 
purposes of the business. He was an old-fashioned financier, 
and he held that all reserves should be liquid, but he sup- 
posed that in the case of Crompton's that was a policy of 
perfection which it was not possible to adopt. 

The CHAIRMAN, in reply, said that the matter of the excess 
profits tax was а very delicate one which they had better not 
discuss publíely. As to the large reserves; the special reserve 
of £10.000 was to cover the expenditure which they had 
incurred on plant and machinery which had been bought 
specially for Government work, and which would not be of 
any use after the war. 

The report was adopted. 


The annual meeting was held on Thurs. 
day last week, at Salisbury House, Е.С. 
Electricity Mr. P. D. Тоскетт, who was in the chair, 

Corpn., Ltd. said that the set-back in the steady pro- 
gress wed the ор) had eis making 
: by year prior to the. war, which was shown in the 
Той; was directly and entirely attributable to the abnor- 
mal conditions resulting from the war. Almost all the under- 
tukings had been adversely affected, the aggregate profits 
showing a reduction of over £12,000. Their costs had been 
increasing, while the lighting revenue had been shrinking. 
owing solely to the increased cost both of materials and 
labour, aggravated in some cases by the reduced e 
resulting from the reduced loads. Coal, oil, copper, and al 
other materials used in the business had greatly pen in 
price. The increased cost of coal (often of inferior qua p 
accounted for a difference of near £13,000. Then, ш! А 
unprecedented demand for Jabour, and particularly for Sd ri 
labour, coupled with the high cost of living, had pe ate 
{һе payment of higher wages, or of war bonuses, which was 
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the same thing in another form. They had continued the 
poyment of war grants to the dependerits of men on active 
service, such grants duriug the year absorbing nearly £3,000. 
What was, however, in soine' respects the most serious feature 
of the situation, во far as the staff was concerned, lay in the 
fact that they had been deprived of the services of many of 
their most experienced and highly-trained men at a time 
when they could least afford to lose them and were least able 
to replace them. Altogether, 364 men had left them to serve 
in the Army or Navy, and of these ten had laid down their 
lives.: In order to cover, to some extent, the heavy extra 
expense incurred, they last year raised their rates of charge, 
and in view of the still heavier expense with which they were 
now faced they had had no alternative but to again increase 
them, in some cases up io their authorised maximum, and, 
indeed, in two or three cases they had been obliged to ask 
the Board of Trade to sanction an increase beyond the maxi- 
mum. How far this would compensate them for increasing 
costs it was impossible to forecast, but it would fall consider- 
ably short of what was required to compensate them also for 
the loss of lighting revenue. They were, however, doing all 
they could to develop the power and heating loads, the im- 
portance of which they had long recognised, and so far as 
their limited opportunities admitted, he thought they were 
‘meeting with a very fair measure of success in this direction, 
for last year their power and heating connections aggregated 
the equivalent of 124,000 lamps, whilst for the first five 
months of the current year they represented the equivalent 
of 56,000 lamps. The revenue derived from this additional 
load had tended to minimise the loss of lighting revenue, but 
the shrinkage in the latter was so marked, and was likely to 
be so'increasingly felt during the current year with the influ- 
ence of the Sununer Time Act super-added to those which 
were previously operating, that’ he felt it was useless to 
cherish any illusions that the new load would make good the 
loss oh the old. Proceeding to refer to the accounts, he said 
the net balance of the profit and loss account was £13,259, 
about £10,000 less than last year. They had been able to 
pay the final half-year’s dividend on the cumulative prefer- 
ence shares and carry forward £4,625. The general financial 
position of the company remained satisfactory; its cash re- 
sources amounting to nearly £36,000, as against £34,000 last 
year, and little more than £14,000 two years ago. The 
reser've stood at £73,148, or over £17,000 in excess of the 
figure last year. In view of the probability of a further 
shrinkage of profit during the current year, he thought they 
would have to withhold the payment of an interim dividend 
on the preference shares next January. It was most dis- 
appointing that the war should for the time being have 


largely deprived them of the fruits of their past labours, for . 


he thought there was little doubt that, but for the war, they 
would to-day be paying a substantial dividend on the non- 
cumulative preference shares. They were not, however, alone 
in their sufferings, for all electric supply undertakings were 
suffering, and were likely to suffer increasingly, as long as 
the war lasted where no special condition existed to compen- 
sate them for their increased costs and reduced lighting 
revenue. Their lainp connections, amounting to an equivalent 
of 150,284 lamps, had been well maintained, but of these 
only 17 per cent. represented lighting, as compared with 32 
per cent. for the previous year, and this tendency was still 
more marked in the connections for the first five months of 
the current year, the proportion of lighting to power having 
fallen to 10 per cent. It had been a feature of the war period 
that their power connections had been stimulated by the 
exceptional demands for power created by the war, and he 
hoped they might continue to’ derive a large part of the 
benefit from those connections after the war, although it was 
difficult to say at present how far many of them were likely 
to be permanent. ‘Thus, at one place they had a single 


. faetory taking 600 xw., equivalent to over 18,000 lamps, for 


shell making. Dealing with the results of the subsidiary 
companies, he said the Isle of Wight Co. afforded as good 
an illustration as any of the way in which they had been 
adversely affected by the war, since it was that company 
which was chiefly responsible for the reduction in the divi- 
dend and interest item in the profit and loss account. Prior 
to the war, the company was progressing as steadily and satis- 
factorily as they could desire, its profits having increased by 
over £3,000 during the four vears from 1909 to 1913, whereas 
for 1914 they declined by £1,456, and during the past year 
by a further £2,453. The two principal items accounting 
for this last reduction were an increase of £721 in the price 
of coal and a reduction of £2,241 in the lighting revenue. 
Last year Ventnor's lighting revenue shrank bv as much as 
31 per cent., and Sandown's by not much less. They had had 
very ,similar experiences at Lymington, Ilfracombe, Rams- 
gate, and Cromer, all holiday resorts deserted by their visi- 
tors. At Lymington the lighting revenue dropped 15 per cent. 
last year, at Ilfracombe 16 per cent.. at Rainsgate 23 per cent., 
and at Cromer 29 per cent., following a drop of 10 per cent. 
in the previous year. Melton Mowbray's hunting season and 
Newmarket's racing and training activities had. of course. 
suffered owing to the war, and in both cases this had affected 
their dividends, and had consequently re-acted on them. 
whilst Bromley and Surbiton both suffered from the smaller 
ccnsumption of their lighting consumers, Bromley's lighting 
revenue shrinking by £1,133, and Surbiton’s by not much 
less. Finally, there. was the Scarborough tramway under- 
taking, which, starting from a much less satisfactory point 


~ 


French Lighting 


of departure, had suffered more seriously: than any of the 
other undertakings in so far as its profit of £298 for 1914 had 
been converted into an actual loss of £1,722 for 1915. The bom- 
bardinent by the German cruisers, followed by Zeppelin raids, 


.besides reducing the resident population, was estimated to 


have deprived the town of nearly 500,000 of its summer visi- 
tors, on whom, to a very large extent, the earnings of the 
tremway necessarily depended, with the result that the 
revenue actually shrank by 58 pet cent. as compared with 
1914, and by 66 per cent. as compared with 1913. The under- 
taking presented one of the most difficult problems with which 
they had ‘to deal, since it was obvious that they could not 
afford to run it indefinitely at a loss. On the other hand, it 
earned an aggregate gross profit of over £1,900 in the three 
years prior to the war, it gave promise of decided improve- 
ment during the first half of 1914, and they could not but 
hope that it might again show improving results after the war. 
For the time being. they were operating it with every possible 
economy, but, do what they would, they could not expect 
to avoid a substantial loss as long as they were coníronted 
with the present conditions. There remained two develop- 
ments of a much more satisfactory character. The Lanca- 
shire Power Co. increased its profits last’ year from £30,471 - 
to £32,843, whilst for the current year, in spite of increased 
coal prices, it promised to do very substantially better still. 
It had not yet reached the stage at which it could prudently 
divide its profits, but if it continued to make the progress it 
was doing, he saw no reason why it should -not be in a 
pcsition to do 80 within two or three years: Consequently, 
it was a source of considerable satisfaction to them to feel 
that they were fully justified in supporting and saving their 
investment when, in 1905, they decided to take upon thein- 
selves the responsibility of increasing it by a further £28,000. 
The other satisfactory development related to the Surbiton 
undertaking, .which had now been taken over from the 
Council. "They were interested jointly with Callender's Cable 
and Construction Co., and the arrangement come to was 
similar to that made in the case of Frome. They took over 
the undertaking subject to the payment of the balance of the 
interest and sinking fund on the capital provided by the 
Surbiton Council, which in any case they were under an 
obligation to discharge, but, whereas previously they had 
no interest in the reversion, they now had the entire interest 
therein, and this should ensure their eventually making good, 
and, indeed, far more than making good, the losses incurred 
in the earlier years. In conclusion, he said that, as they 
would have gathered from hie remarks, they were by no 
means sanguine ав to their ability to avoid some further 
shrinkage of profit with the capital expenditure reduced to 
the barest minimum, and with costs tending to rise and 
lighting revenue to decline still further. 'They were doing 
what they could to minimise the consequences of these condi- 
tions; but the conditions were such that they could not hope 
entirely to overcome them, and he was afraid they had got 
to recognise the fact and accept the sacrifice which the 
exigencies of the time might require them to make. Their 
present position and prospects were wholly due to war condi- 
tions, and should, therefore, rapidly improve as the country 
resumed its normal way of life after the war. In the mean- 
time, it should prove reassuring to them to remember that 


. the gross profits of the various undertakings increased by 


approximately £60,000 between 1908 and 1914, or at an aver- 
age rate:of nearly £9,000 per annum, whilst for this past 
vear the subsidiary companies, in addition to providing for 
the depreciation of their free wiring and wiring stocks, had 
appropriated to reserve and carry-forward over £40,000, m 
excess of the amounts provided in 1908. It was this policy, 
which they had steadily pursued, of building up the resources 
of the subsidiary companies which would prove their salva- 
tion in this time of stress, and would, he hoped, enable them. 
а year or two hence, to proceed once more on that path of 
steady progress which for the time being had been so rudely 
interrupted. And, after all, however disappointing it might 
һе, and however they might deplore it, this temporary loss 
of profit was a comparatively small matter when they con- 
sidered the overwhelinjng issues at stake and the supreme 
sacrifices which were being made to remove once for all the 
intolerable menace which had been threatening Europe with 
increasing imipinence for во many years. | , 

Mr. A. А. CAMPBELL SWINTON seconded the motion, which 
was adopted without discussion. 


The accompanying tables show the finan- 
cial results realised by a number of eler- 
tric lighting and tramway companies in 
France during the past two years. In the 
case of the two supply companies for 
which no rate of dividend on the ordinary shares is mentioned 
for 1914, no information is available for the moment, and 1t 
must therefore not be assumed that a distribution did not 
take place for that year. The absence of any dividend declara- 
tion by certain other companies in both years is due chiefly 
t» the allocation of net profits to contingeney funds in conse- 
quence of the effects of the war. The list of tramways also 
comprises the Compagnie Générale des Omnibus, whose rate 
of distribution for 1914 is also lacking. The inclusion of this 
Paris company is explained by the fact that it owns st 
extensive mileage of trolley and conduit lines in Paris, wa 
the company’s motor omnibus services, although resumed 0 
a slight extent in June of the present year, were entirely at a 


and Tramway 
Undertakings. 
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standstill in 1915 owing to the requisition of the 'buses by 
the Army authorities. The tables are as follows :— 


LIGHTING AND POWER COMPANIES. 


Dividend percent. . 


on ord. shares. 
| 1915. 1914. 
Compagnie Parisienne de Distribution 
d'Eleotricité ie T ex ax. 4 4 
Société d'Electricité de Paris — ..  .. 8 8 
Parisienne Electrique —— — И == 
Compagnie . Générale de Distribution 
-~ d'Energie Electrique .. — ... ... 
Energie Electrique du Littoral Méditer- 
ranéan xus TNCS NET 
Compagnie Centrale d'Energie Electrique 
Energe Industrielle "E MA 
Forces Motrices et Eclairage de Grenoble 
Force Motrice de l'Arve — ... iss ty 
Compagnie Centrale d'Energie Electrique 
Forces Motrices du Rhone ...  ..  .. 
Havraise d'Energie Electrique 
Hydro-Electrique de Fure et Morce : 
Société Biterroise de Force et Lumiére .. 
TRAMWAY ÜNDERTAEINGS. 
Compagnie Générale des Omnibus de Paris 
Société Parisienne pour l'Industrie des 
Chemins de Fer et des Tramways Elec- 
iriques . — ... 232 x ae a Шо 
. Compagnie des Tramways de l'Est Parisien — 
Compagnie Générale de Tramways ‘i 5 
Tramways de le Rive Gauche АУЕ Les узе 
Tramways Algeriens ... a8 T .. 86 9.9 


The directors report continued satisfac- 
-tory progress. Revenue from sale of elec- 
iricity increased, and notwithstanding the 
very high costs of coal and labour the net 
profits, after payment of bank and other 
interest, also increased. The net profits for the three half- 
yearly periods ended June 30th have Беер :—1916, £13,550; 
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Yorkshire 
Electric 
Power Co. 


1915, £9,873; 1914, £10,414. The dividend on the 6 per cent. 


eunulative preference shares for the half-year, absorbing 
£4,787, will be paid August Ist. In view of the financial 
conditions arising out of the war and the heavy commit- 
ments which the company has had to incur, due to the 
demands for munitions, the directors have deferred the con- 
sideration of a dividend on the ordinary shares until the end 
of the year. An important extension of the Thornhill power 
station is being made in consequence of the demands from 
the company for additional supply, and as a first instalment 
a 6,00-kw. turbo-alternator will shortly be erected. 


The report for 1915 shows that the. 


County of Dorset capital expended in the associated com- 
Electric Supply — panies to date amounts to £34,451. The 
Co., Ltd. revenue receipts, exclusive of the Lyme 

| ` Regis dividend, amount to £2,461, 
against £1,062 last year. The gross profit, including the divi- 
dend of the Lyme Regis Co., amounts to £1,271. Against 
this must be placed interest on temporary loans £846, leaving 
a profit on the year’s operations of £425, against a deficit of 
£160 in 1914. The subsidiary companies (Lyme Regis, Bland- 
ford Forum & District, and Swanage Companies) have each 
shown satisfactory progress. The Lyme Regis Co., in spite 
of lighting restrictions, shows a substantial profit on, the 
year s working, equivalent to a dividend of 8 per cent. * The 
number of consumers on December 31st was 112 in Dor- 
chester, 64 in Blandford, 133 in Lyme Regis, and 86 in Swan- 
вде. Progress during the year has becn steady and satis- 
or. especially considering the adverse conditions due to 


Standard Waygood Co., Ltd, (Australia).—The report of 
із company for the year ended March 3lst, after writing 
off £9,286 for bad and doubtful debts and depreciation of 
securities, shows a loss of £1,165. With £17,802 brought for- 
vid there was an available balance of £16,638. An interim 
vidend of 1s. per share on the fully paid-up shares and 6d. 
D Share on contributing shares absorbed £7,819, and the 
rectors recommend a final dividend of like amount, making 

Per cent. for the year, leaving £1,000 to be carried for- 
Ward as Provision for income-taxes. The report states that 
à plant designed and used for the manufacture of electric 
searchlight carbons has been of service in developing an in- 
ustry new to Australia, and useful to the defence forces. 
ко. М and the loss on the manufacture of carbons has been 
f lreiv written off. \Work in progress brought forward 
nin the previous year was expected to show good profits, but 
Ed cost of labour and material swallowed up these 
argins, and left losses, some very large. Orders are ex- 


tremely scarce, and no i : Е 2 rubr 
Morning Herold. по interim dividend will be paid.—Sydney 


Mather & Platt, Ltd, Interim dividend on the ordinary ' 


Tes of б per cent., less income-tax, for the half-year to 
June 30th, being at the rate of 10 per cent. per annum. 


Copper Prices, p Smith & C 
es,—F. o. and James & Shakespeare 
report, July 26th.—No changes in prices-quoted last week. 


- Companies to be Struck Off the Refister.—Unless cause ' 


to the confrary is shown within three months, the following 
companies will be struck off and dissolved :— ` 

Ate eran pe Syndicate, 

tkins Filter, Engineering & eni 

Becas oce МЫ! B & Water Softening Co. i 

Blanchard Lamp Foreign Patents Co. 

Bridlington Electrical ngineering Co. 

Helis Cell & Accumulator Co. 

Improved Railway Signals. 

International Filaments, s 

New Century Arc Light Co. А 

Paris Accumulator Co. 

Power Transmission Syndicate. 

smoke Consumption (Cowper-Coles Patents). 

United Electric Light & Power Supply Co. 

Warner Engineering Co. PP 


Tubes, Ltd.—A further interim dividend of 15 per cent., 


ree of tax, making 20 per cent., free of tax, for th 
| E r cent., free of А e year 
ended April 30th last. It is intended to increase the capital 


.of the company by a further 50,000 shares of £1 each. 


Veritys, Ltd.—The separate meetings of t 
the ordinary and management shares ба Seo D 
High Court, on July 25th, according to the Financial Times 
considered. a scheme of arrangement which provides that— ` 

1. The 6,980 £10 ordinary shares shall be called preferred 
ordinary shares, and as from January 30th, 1916. have ihe 
right to a cumulative dividend of 7 per cent. and rank both 
as regard capital and dividend in priority to the management 
shares, hut after the 5 per cent. and 6 per cent. cumulative 
preference shares, without further participation; and 

2. The 200 £1 management shares shall be called deferred. 
ordinary shares, and as from January 30th, 1916, and subject 
{э the provision for a reserve fund aud to the rights of the 


preferred ordinary shares, shall confer the right to the surplus - 


profits which it may be determined to distribute. 


Southern Brazil Electric Co., Ltd.—Mr. E. Н. Tootal 
presided at the annual meeting, on 19th inst., and said that 
steady progress was being made with their different under- 
takings, and there was every reason to look for a satisfactory 
Increase of revenue all round, but as the present stage was 
largely one of development and extension it would be some 
tune before that increase could attain the full anticipated 
proportions. The Piracienba tramways was opened for traflic, 
and it would soon show material development of passenger 
and goods traffic. Work was also progressing well with the 
electrification of the Campinas steam tramway, though un- 


favourable weather and the difliculty of obtaining material 


caused delay. 


_ Wm. Beardmore & Co., Ltd.—After providing for depre- 
ciation, debenture interest, ‘contingencies, excess profits, pay- 
ing the preference dividend, and putting £50,000 to special 
preference dividend reserve, 6 per cent., free of tax, is to be 
paid on the ordinary shares, carrying forward £195,288. 


Underground Electric Railways Co., of London.—Interest 
on the 6 per cent. first cumulative income debenture stock 
for the half-year ended June 30th at the rate of 6 per cent. 
per annum, less tax, and on the 6 per cent. income bonds of 
1948 for the half-year ended June 30th at the rate of 6 per 
cent. per annum, free of British income-tax. - 


Central London Railway C€o.—Interim dividends for the 
past half year on the undivided ordinary stock at the rate of 
3j per cent. per annum, and on the preferred ordinary stock 
at the rate of 4 per cent. per annum. 


City & South .London Railway Co.—Interim dividends 
for the past half-year on the whole of the outstanding 5 per 
cent. preference stocks 1891, 1396, 1901 and 1903 at the rate 
of 5 per cent. per annum, and on the ordinary stock at the 
rate of 11 per cent. per annum. 


Metropolitan District Railway Co.—lnterim dividends for 
the past half-year on the 4 per cent. guaranteed stock at the 
rate of £4 per cent. per annum, on the first preference stock 
at the rate of £4 105. per cent. per annum, and on the second 
preference stock at the rate of £3 per cent. per annum. 

London Electric Railway Co.—Interim dividend for the 
past half-year on the 4 per cent. preference stock at the rate 
of £4 per cent. per annum, and on the ordinary shares at the 
rate of £14 per cent. per annum. 

‚ & T. Avery, Ltd.—Dividend of 10 per cent., making 


Ww | : | 
124 per cent. for the year. Scarcity of clerical labour and 


other circumstances have delaved the preparation of the 
balance sheet and the holding of the annual meeting for the 
present. 

Newcastle-upon-Tyne Electric Supply Co.—The ''* Finan- 
cial Times " states that it has been decided to postpone the 
payment of the preference. dividend until about the end of 
September. : : 


Chatham  & District Light Railways Co.—Interim 
dividend at the rate-of 3 per cent., less tax, for the past half- 
Be Co., Ltd.—I 
Bournemouth & Poole Electricity Supply Co., Ltd.—In- 
terim dividend on the ordinary shares at the rate of 5 per 
cent. per annum, less tax, for the past half-year. 


County of London Electric Supply Co.. Ltd.—Interim 
dividend on the ordinary shares at the rate of 5 per cent. per 
annum, less tax, for the half-year ended June. 
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Credenda Conduits, Ltd.—After writing 22.000 off good- 
will, and paying 8 per cent. per annum dividend, tax free, 
£955 is to be carried forward. 

London Electric Supply Corporation, Ltd.—Interim divi- 
dend of 5 per cent. on the ordinary shares. 


Kaministiquia Power Co.—Dividend at the rate of 7 per 


cent. per annum for the past quarter. 
Lanarkshire Tramways Co., Ltd.—Interim dividend, 6} 
per cent. per annum, less tax, for the past half-year. 
Hong-Kong Tramway Co., Ltd.—Interim dividend, 7 per 


" cent., less tax. 


Metropolitan. Electric Supply Co., Ltd.—Interim dividend 
on ordinary shares, 1s. per share for the past half-year. 

City of Buenos Ayres Tramways Co. (1904), Ltd.—A 
dividend of 1s. 3d. per share (at the rate of 5 per cent. рег 
annum less income-tax, is announced for the past three 
months. 


t 


STOCKS AND SHARES, 


TUESDAY EVENING. 


Stock Exchange markets have recovered to a great extent 
froin the depression into which they were plunged by the 
raising of the Bank Rate to 6 per cent. The tardy explana- 
tion of the way in which the country's daily expenditure of 
six million pounds on the»war was arrived at helped to pro- 
mote a better feeling, and it was considered a little unfortu- 
nate that explanation at greater length was not afforded by 
Mr. McKenna at the time that he made his statement. 

Money continues to pile up from profits and savings, and 
has to be used in one direction or another. "Treasury Bills 
and Exchequer Bonds are splendid investments; but capi- 
talists do not care to put all their money into such securities, 
and the consequence is that the money is overflowing into 
other departments. The raising of the Bank Rate to 7 per 
cent. was feared at one time; but even if it were advanced 
to this level, the root factor would not be destroyed—that 


. there is plenty of money seeking a more permanent invest- 


ment than any short-term borrowings offer. 

Home Railway stocks have recovered, after being dull and 
heavy. The factor outlined in the preceding paragraph be- 
comes daily more obvious; and the first of the half-yearly 
dividends from the Home Railway companies are sufficiently 
good to stimulate buying of the stocks. 

‘The Underground group entered the field early with its 
dividend declarations, It may be well to recall that the pre- 
sent occasion is the first that the profits are divided under the 
arrangements made by the recent shuffling of the cards in 
this group. The various companies pay their receipts into a 
single account or pool, from which it is shared out again in 
fixed proportions. 

The City & South London Railway takes 6 per cent. from 
this pool, which is three times as much as its previous share; 


апа no doubt this enables the company to pay a dividend at 


the rate of 14 per cent. on its ordinary stock, against nothing 
at all since the first half of 1918, when the shareholders got 
4 per cent. The London Electric Railways takes 30 per cent. 
of the joint earnings, instead of 26 per cent. as previously, 
and the dividend on its ordinary shares goes up from 1 per 
cent. to 14 per cent. No change was made in the propor- 


 " tions of the Central London or the District Companies, and - 


the undivided ordinary stock of the former is to receive 34 
per cent., giving the preferred ordinary 4 per cent.; while 
District pays 3 per cent. on its 5 per cent. second preference 
stock, the same as it did a year ago. 

The London General: Omnibus dividend is reduced to 5 per 
cent., free of tax, which is 1 per cent. less—due to the com- 
pany's getting 32 per cent., instead of 40 per cent., of the 
fund already referred to. Obviously, the Tube companies 


So far as prices are concerned, these dividend declarations 
have had little effect. The quotations are firmer, and Under- 
ground electric incomes have recovered most of their 3} points 
drop of last week. It is announced that the company will pay 
its coupon of 3 per cent., free of tax, on September Ist. 

fost of the Steam stocks are better, those in the Southern 
passenger group improving from a_revival of the 35-year-old 
scheme for a Channel tunnel. The idea of such a tunnel is, 
of course, much older than this; but the company now in 
existence for the purpose of constructing a tube between 
this country and France came into being in 1881, under a 
title slightly different from the present one. 

County of London ordinary and preference shares are both 
up à on the declaration of an interim dividend at the rate 
of 5 per cent. on the former, this being the same as a year 
ago, and regarded, therefore, as distinctly satisfactory. City 
Lights and Charing Cross preference hold their previous im- 
provements. A rise of 1/16 in London Electrics has taken 
the price to 1 5/16. No further changes have occurred in the 
list. There is still, however, a quiet demand for shares, and 
very little supply to meet it. 
better at 16s. 6d. British Westinghouse preference maintain 
their substantial improvement, and during the past few days 
ie Dn Hp o ed d which pes tempted a few sellers, 
wi e result that, on balance, there is no quotable cha 
in the shares at 518. 6d. ч nee 


ae benefited at the expense of the London General Omnibus: 


Electric ‘Constructions are · 


The Telegraph market has halted in its upward march, and 
the high prices have brought a little stock to market. The 
only change in quotations, however, is a fall of § in Globe 
Telegraph & Trust preference. The rest of the list exhibits 
sufücient strength: for the market to absorb with ease the 
shares that are offered. United River Plate Telephones re- 
acted to 62, but Chili Telephones remain good at 7. | 

Marconis took а turn for the better; the price touched 31 


‘bid, but eased off a trifle to 8 7/32. The subsidiaries, how- 


ever, have improved, Americans hardening to 18s. and Cana- 
dians to lls., while there has been a,little business this week 
in Spanish and Generals on the basis of 10s. 6d. The Gov- 
ernment is bidding 992 for New York Telephone bonds or 
1034 for the dollar bonds. Of the cable companies‘ shares, 
British Insulated at 113 continue to advance, and are ł up 


on the week. Cromptons keep about 10s., the meeting held 


early this week having no effect upon the price. 

Brazil Tractions are ex 1 per cent. dividend, equal to & per 
cent. net, so that at 62 ex dividend the price 18 actually 3 
higher. Anglo-Argentine second preference eased off to 33. 


The British Columbia Electric group is firmer, the preferred 


and the deferred stocks both hardening. Mexico Tramways 


Б per cent. first mortgage bonds are 1 lower at 41, although 


the news from Mexico seems to wear a somewhat brighter 
complexion. | | І 

The rubber market is quiet and disposed {р droop, їп conse- 
quence of the fall to 2s. 9d. per lb. in the price of the raw 
material. From this there was a small recovery, but the 
dwindling in rubber has checked the volume of buying. 
Armament shares are better, and there is a brisk demand for 
nearly all the companies connected with the iron, coal and 
steel industries. Copper shares remain heavy, for want of 
a recovery in the price of the metal itself. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Home ELzorRiOITY COMPANIES. 

Dividend Price 

M July 95, Riseorfall Yield 
1914, 1915. 1916. this week, — p.c. 


Brompton Ordinary  .. 10 10 6 — £118 2 
Charing Cross Ordinary . Db b k — 6 18 0 
Chelsea ^ .. d » e, D 4 B - 618 4 
City of London... vs .. 9 8 194 = 680 
do. do. 6 per cent, Pref. 6 6 1 — Б 14 8 
County of London as "s 1 1 1 + { 610 0 
do. 6 percent. Pref. 6 6 1 + 5 14 8 
Kensington Ordinary .. s 9 7 6 ] — 618. 1 
London Electric .. - .. 4 8 igs + ds 614 
do. do. 6percent. Pref. 6 6 Hi _ 6 18 i 
Metropolitan vs Yi oe a 8 2 — 6 6 4 
do. 43 per cent. Pref, 4 B. — 710 0 
Bt, James' and Pall Mali .. 10 8 6 — 6 18 к. 
South Metropolitan Pref. 1 1 1 = 6 4 4 
Westminster Ordinary .. > 9 1 — 5 14 
TELEGRAPHS AND TELEPHONES. 
An lo-Am. Tel. Pref, ee 9^ 6 6 104 ENS b 16 
К до. Def. es e? 80/- 88/6 9з = 3 10 9 
Chile Telephone .. ‚ 8 8 7 — д "n : 
Cuba Sub. Ord. .. е b 5 H — Ч 17 : 
Eastern Extension ee q 8 ligxd — К 
Eastern Tel. Ord. V E | 8 149xd -— 35 1 H 
Globe T'el. and T. Ord. .. 6 7 121ха — Б 8 
do. . Pref. 6 6 10jxd — i 5 10 4 
Great Northern Tel, .. 22 2 88 = 618 0 
Indo-European .. Vs .. 18 18 48 => 612 8 
Marconi .. „о... 10 10 845 + dh з 2 
New York Tel. 44 ne S. 4 4 993 — 4 10 ] 
Oriental Telephone Ord. .. 10 10 2 == A. dee 
United Б. Fac ao D nas : 8 6 — й 5 1 
West In ia an an, oe ee — == 2 rx 
Western Telegraph .. .. 17 8 15 xd = 6 6 8 
Home RAILS, T 
` Central London, Ord. Assented 4 4 14 11 #6 
Metropolitan  .. . . M 1 . 264 +} 5,8156 
do. District  .. .. Ni Nil 193 tl n 
Underground Electric Ordinary Nil Nil . 3 + x i 
do. do. "A" .. Nil Nil 6,6 4- Bd. Nil 
do, do, Income 6 91 48 *6 11 10 
FOREIGN Trams, &0. 
Adelaide Sup. 6 per cent. Pref. 6 6 Б — 6 : п 
Anglo-Arg. Trams, First Pref. a `8 - 17 3:0 
do, 5 Deb. Б 6. Ti — : ; Ü 
Brazil Tractions.. x e 4 4 62ха + 3 $148 
Bombay Electrio Pref. .. ET 6 6 . 10$ _ 38 8 
British Columbia Elec. Rly. Pice. 6 5 60xd — Nil 
do. do. Preferred — Nil 414 +14 N 
до. йо. Deb. 4] 4 85 — Nil 
Mexico Trams 5 percent. Bonds — Ni 41 —1 Nil 
о. 6percent. Bonds — Nil Bt — Nil 
Mexican Light Common .. Nil Nil 90 — Nil 
do. Pret. oe ee Nil Nil 88 TT 1 
do. 1st Bonds D Nil Ni , 4 -— = 
MANUFACTURING COMPANIES, 
Babcock & Wilcox . e- M 15 8 — H 0 4 
British Aluminium Ord. v Б 1 98/- — 190 
British Insulated Ord. .. .. 15 17 5B +} 716 8 
British Westinghouse Pref. .. 7 1 51/6 — 8 00 
Callenders .. $e So 7s. 105 20 124 = ul 
do. 6 Pref. ko CE Б Б 44 = 5 68 
Castner-Kellner .. . 0 — 81 = 6 Nil 
Edison & Swan, £9 paid . Ni — 9/6 — м 
do. до. fulypaid .. Nil — 12 — aie 8 
do. до. 5 percent. Deb. Б Б 51 -— 9 110 
Electric Construction ..  .. 6 1% 16/6 4 8d. 2 6 0 
Gen. Elec. Pref. .. ne ve 6 6 10 — 18 
Henley oe ee os ee 20 25 154 — 6 13 6 
do. LET Pref. ee oe ee 43 43 4 -— *g 8 4 
їпдїа-Впрһрег ee ee ee 10 10 123 0 ^8 6 0 
Telegraph Con, ee ee ee 90 90 89xd — 


* Dividends paid free of income-tax. 


Vol. 79. No. 2,018, Jury 28,196] THE ELECTRICAL REVIEW. ч 107 


EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JUNE, 1916 


THE June returns of electrical business show considerably increased with’ £302.583 i е à 

: : Ar se £302,583 in May ; a considerable d , і $ 
rats bath inthe export and impor seo as compared wich graphie aui topos: а оннары Поста нента а 
the previous ee which was itself considerably above the values obtained. j тоела 
average as regards business. Th Oy : : 
b: Thus the күрд e + re aonad ре value of. £603,510, as к med a MN showed „а slight increase on the 
compared wit 9,381 in May and £353,266 in April This Canada takes precedence i 

à f : as our t 

excellent showing is aeey accounted for by submarine cable but business eu bond in many ане teenie wees ana the 
exports to Canada (£96,000) and Brazil (£17,500), although various Colonies, while nearer to home France, Russia, and Norwa 
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higher dris than in May, while telephonic and battery exports Ав regards the importers into this country, the United States 
fell off in value. did a considerably increased business, while from ‘Holland we 


The imports for the month were valued at £316,697, as compared purchased some £26,000 worth of lampe 
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EXTENSIONS AT,THE SIMMER PAN 
STATION OF THE VICTORIA FALLS AND 
TRANSVAAL POWER CO. 


* 


By В. TURNBULL MAWDESLEY. 


Тнк writer is enabled, through the courtesy of Mr.. Bernard 
Price, the chief engineer of the Victoria Falls and Trans- 


vaal Power Co., to give a brief description of the extensions 


to that company's 
generating plant, 
which extensions 
" have been rendered 
necessary by Ше 
rapidly increasing 
demand for power 
on the Rand. 

Jt wil be re- 
membered that an 
exhaustive descrip- 
tion of the Victoria 
Falls and Transvaal 
Power Co.'s system 
has already ap- 
peared in these 
columns,* and these 
notes are confined 
principally to ex- : 
tensions at the Simmer Pan station, though, as will be 
noted, other extensions have taken place at Brakpan and at 
Rosherville. 

The generating plant at Simmer Pan comprised six 


CLEC REV 


. 4,000-K.V.A. turbo-alternators, and fig. 3 shows one of. 


two additional turbines in course of erection. Both of 
these, together with the new boiler plant, were put in 
operation early last year. Each of these generators is of 
11,000 Kw. (15,700 K.V.4.) capacity, the alternators being 
of the totally-enclosed type. 

3 There are three single-phase transformers | operating 
in conjunction ‘with each of the above alternators (one 
in each phase), and stepping up from 5,000 volts to 
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Fig. 1.—SIMMER PAN POWER STATION, SHOWING BOILER HOUSE EXTENSIONS. 
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contained in circular cases, with the H.T. leads entering 
the top. The existing boiler-house ab Simmer Pan was 
enlarged, and eight Babcock & Wilcox standard and 
marine type boilers, with chain-grate stokers of their 
latest design, were. added. ^ Each of these boilers is of 
33,000— 38,000 lb. per hour rated capacity, with internal 
superheaters. | 9 

Fig. 1 shows a comprehensive view, of the Simmer 
Pan station, with  boiler-house extension. The lake 
in the foreground is, it is understood, used only for 

i circulating water, 

and not for boiler 
feed. | 

Regarding ex- 
tensions at the 
company's other 
stations, it may 
be mentioned that 
last -summer the 
work of installing 
at the Brakpan 
station two fur- 
ther three-phase 
turbo - alternators, 
each of 12,000 Kw. 
capacity, and 10 
boilers similar to 
those already put 
into commission at 
Simmer Pan, was completed, and the plant was brought 
into use. | | 

At Rosherville eight boilers of 33,000 lb. capacity were 
installed, and three further turbo air compressors, each of 
about 10,000 H.P. capacity. | 

Fig. 2 shows an existing 10,000-Kw. turbo-alternator, with 
part of the station control-board at Rosherville power station. 

Under normal conditions, the four stations (/.e., Vereeni- 
ging, Brakpan, Simmer Pan and Rosherville) are operated 
in parallel, and the average load during the heaviest hour 
of an average day now reaches 100,000 Kw. This should 


. not be confounded with the peak loads, which may be 


considerably higher. 


~ 


either 42,000 or 


10,500 volts. transformers 


S 


* A paper read bythe company's managing director, Мт. A. E. 
Hadley ; ELEC. REv., March 28th, 1913. 


Fig. 2.—10,000-kw. TURBO-ALTERNATOR, ROSHERVILLE POWER STATION. 


These 
were made by the American General Electrice Co. in 
Schenectady, and are of the oil-insulated water-cooled type, 


The total generating capacity of the four power stations 
is now more than 137,000 Kw. The present business 
(inclusive of the supply of compressed air) closely approaches 
600,000,000 units sold per annum, and the extensions of 
plant will enable this figure to be considerably increased 
in the near future. 
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THE UTILISATION OF WASTE HEAT FOR 
AGRICULTURE. 


Tue following letter appeared in Nature last 


week:— 

In the cheap generation of electricity the great problem 
must be how to secure and utilise by-products. 
driven stations the chief by-product is an abundant supply of 
hot water from the condensers, which in this country is 
looked upon as a nuisance to: be got rid of as easily as pos- 
sible. Would it not be possible to make use of this low-grade 
heat for agricultural purposes, so supplementing our all too 
scanty summers? | е 

Power-houses burning 1,000 tons of coal and upwards per 
week are quite common, and something like half of the heat 
generated by the coal is absorbed by the condensing water. 
It might be possible to heat fields by running the warm water 
through ditches, or perhaps better results would be obtained 


Fia. 3.—15,000-K.v.4. TURBO-ALTERNATOR DURING ERECTION, SIMMER PAN POWER STATION (see p. 108), 


by running it through pipes buried in the ground. By this 
means large areas of land might be stimulated to produce 
e greater crops than have hitherto been found possible. 
t may be urged that the majority of existing power-houses 
are not in agricultural districts, so that the proposed experi- 
ment 18 not possible except in a few cases. To this one may 
teply that, in the near future, many large stations will be put 
UD to supply current in bulk to vast areas. With the high 
‘oltage used for them the location of the power-house be- 
MENS matter of wide choice, and it would be possible to 
Ps em in agricultural districts if this should prove finan- 
cary worth while. The views of readers of Nature on this 
pomt would be of interest. 
| C. TURNBULL. 


Electricity Works, Tynemouth, June 99th. 


ure E other ideas, Mr. Turnbull's suggestion 
| nly be tested by trying it on a practical scale. 
x сш mei improbable that something might be 
‘ade of it, and the experiment could easily be car- 


tied out on a plot of ground at no great cost, a^ 


m od being, of course, provided for compari- 
M ibl personal knowledge of agriculture being 
i te. € quantity, we cannot make any estimate 
i RES rise 1n temperature that would be required 
iis duce tangible results, but from the engineer- 
Point of view, certain considerations appear to 

шу obvious. 
ери ds apply the heat to the soil to the best 
Ehe. m uried pipes should be employed in pre- 
y evapor xs ditches, to prevent the loss of heat 
aves ace lon and convection currents in the air 
пагу drain water, which would be excessive. Ordi- 
e trifli ps wotld serve, as the pressure would 
only ha $ and leakage at the joints might be not 
* armless, but even beneficial. The system, if 


With steam- 


carried out on a considerable scale, might replace 
cooling towers, the piping being arranged'so as to 
return the cooled water to the power station, and 
obviously, if the go and return conduits were laid side 
by side, a few feet apart, the heating of the soil on 
the whole would be fairly uniform. By suitable grad- 
ing, the flow could be made gravitational, and very 


little pumping should be necessary. The maximum 


supply of heat would be available in the winter, 
when most needed, and the minimum in the summer. 
Assuming that a large area of level land is thus 
piped, then, except near the-boundaries of the area, 
the heat can escape in the vertical direction only. The 
earth being a poor conductor of heat, in the course 
of time the downward flow of heat would be limited 
by the establishment of a steady temperature 
gradient, for the determination of which data are 
available. The re- 
mainder of the 
heat would pass 
through the sur- 
face of the soil by. 
radiation and by 
convection cur- 
rents of air, also 
by evaporation of 
moisture; we 
know of no data 
as to the rate of 
loss of heat from 
the surface of soil 
covered or partly 
covered with 
vegetation, but 
some rough idea 
can perhaps  be- 
formed as to its 
order of magni- 
tude. The loss of 
heat per sq. ft. 
per hour per deg. 
F. difference of 
temperature be- 
tween the air on 
one side and that 
on the other of a 
24-in, brick wall is 
0.2 B.TH.U. If we 
suppose the pipes to be laid about 2 ft. deep, 
and the nature of the soil, its emissivity, &c., to be 
comparable with that of brick, we may employ this 
value for & in the equation: — | 


Н= ГАГ, 


- 


where Н = heat lost in B.TH.U., 

A — area of surface in sq. ft., 

t = time in hours, 

0 = temperature difference between the soil 

at a depth of 2 ft. and the air. 

Taking A = 1 acre = 43,560 sq. ft. 

{ = 24 hours, 

0-20 F, - | | 
then н = 4,180,000 B.TH.U. per acre per day re- 
quired to keep the soil 20 deg. F. above the tem- 
perature of the air. T 

Assuming, after Mr. Turnbull, that half the heat 
originally in the coal is transmitted to the circulat- 
ing water, or, say, 7,000 B.TH.U. per lb. of coal fed 
to the boilers, the above quantity of heat would be 
available for every 600 lb. of coal consumed (neglect- 
ing for the moment the downward flow of heat). 

In the case suggested by Mr. Turnbull, the con- 
sumption averages 1,000 tons a week = 320,000 1Ь.` 
of coal a day, which divided by 600 gives 533 acres 
as the area that could be thus warmed. 

According to Kennelly’s results, quoted by 
Messrs. Melsom and Booth in the I.E.E. Journal, 
the conductivity of ordinary moist sandy soil may be 
put at about 0.29; taking a depth of only 1o ft., 
and a temperature difference of то deg., the loss of 
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heat by downward flow, when a steady state is 
reached, is .29 x 24 = 7 B.TH.U. per sq. ft. per 
day, or about 300,000 per acre, say, one-eighth of 
the total heat available. But if a sufficiently large 
surface were dealt with, so that the lines of heat 
flow were normal to the surface for a great depth, 
this loss would eventually become negligible, ex- 
cept near the boundaries of the area. How little it 
is may be deduced from the practice of making hot- 
beds with stable manure, a comparatively small 
quantity of which produces a remarkable effect for 
a long period. “We may therefore take it that the 
great bulk of the heat will flow upwards. 

The question arises whether it is sufficient to keep 
the soil warm; possibly it is still more important to 
warm the air over the soil, in which case a 
covering to retain the warmed air is essential. 
Already it is the practice for market gardeners to 
erect glass houses of enormous extent, the glass 
acting as a trap to rétain heat, and clearly it would 
be to their advantage to do this over an area where 
bottom heat was available; this would entail no 
expense to the power suppliers, who, of course, 
would charge a rent to farmers or gardeners for the 
use of their waste heat. The alternative of using 
open ditches, in view of the great quantity of heat 
available, might serve to keep the air warm without 
a cover. ЖЛ 

The cosb of the piping. would be set off against 


that of cooling towers, and the rent would go to . 


cover any deficiency, any surplus being applied to 
increase the profits of the undertaking. With re- 
gard to the advantage of heating the ground in this 
way, we may cite the actual práctice in Yorkshire 
of conducting the hot gases from furnaces through 
pipes buried in the ground for the purpose of 
forcing rhubarb. Large areas are cultivated on this 
system, although the coal has to be consumed 
especially for the purpose; and if the system pays 
under these conditions, surely it will'pay still 


better where the heat is a waste product, which can. 


be put to no other use owing to its low tempera- 
ture. In all probability it would be possible to raise 


two crops, of suitable kinds, per annum with artifi- | 


cial heating. PE 

If we could add to such an installation artificial 
fertilisers obtained from the by-products of combus- 
tion of the coal, it will be seen that we should have 
an exceedingly efficient all-round combination! The 
electrical engineer of the future might thus become, 
in addition to his present functions, a chemist and 
agriculturist, a prospect which some, no doubt, 
would consider appalling. : 

No doubt many objections can be raised to the 
scheme. The cost, even using cheap drain pipes, 
might prove to be inordinately great; the water 
might be insufficiently cooled, and so on. Our 
rough calculations are admittedly based upon very 
questionable assumptions, and may be very wide 
of the mark. However, our object in making 
these speculations is not to make predictions or to 
put forward accurate calculations, but to attract to 
this interesting subject the attention that, we be- 
lieve, it merits, and to induce others, better qualified 
than ourselves, to investigate the matter. Ín these 


days, we cannot afford to despise amy possible 
source of economy. 


THE DIESEL ENGINE USERS' ASSOCIATION. 


° 


Tar OILS AS FUEL FOR DIESEL ENGINES. 


AT the July meeting of the Association the use of j 
iin an Dies enemies vas, [ег discussed. C ge 
г. Napier Prentice (Felixstowe) gave his experi 1 
regard to the use of tar oil, which he had obtained: rora P 
local distiller. Не had found difficulty in obtaining quota- 
tions and in getting the work in hand of altering a Diesel 


engine so as to adapt it specially for the use of tar oil in the 
manner which had been successfully employed on the Conti- 
nent, and he therefore decided to try the effect of using tar 
oil in one engine without any alteration. At about half-load 
he found this was not successful, as misfiring and a smoky 
exhaustoccurred. He was advised to work with a sharp edge on 
the flame plate, and with this alteration and a slightly different 
quality of tar oil he obtained satisfactory results so long as the 
engine was not run below about three-quarters full load.. The 
blast pressure at all running loads was maintained at five 
atmospheres below the normal pressure used when running 
with petroleum fuel oil, and the cooling water outlet was 
restricted so a8 to maintain a temperature of 125 deg. F., as 
against 110 deg. F. which had been maintained when using 
the other class of fuel oil. | 

Мг. Е, Banks WARNER gave some information as to the 
general position in regard to the question of obtaining suit- 
able supplies of tar oils, including delivery on site. At the . 
present time, the high railway rates for this class of business 
were a serious handicap to its development in certain parts 
of the country where local supplies were not available. 


‘LIFE OF DIESEL ENGINE CRANKSHAFTS. 


Mr. P. Н. Suita read a paper on ‘‘ Crankshaft Breakages 
in. Diesel Engines," of which an abstract follows:— — 

All shaft failures that I have ‘investigated owe their origin 
to lack of alignment of the main bearings. This is usually 
the result of unequal rates of wear of the several bearings 
supporting the shaft, though in some cases 16 can be traced 
t» negligence during erection, or, in older engines, to defec- 
tive foundations. So far as this paper 18 concerned, I am 
limiting my remarks to the case of bearings wearing away 
unequally on 4-cycle vertical engines. · | 

‘The type of engine least liable to shaft-fracture is the 


3-cylinder, and the worst is the 4-cylinder normally, though 


• 


the 2-cylinder runs it a close second if fitted with & very 
heavy flywheel. . Е ad JAM 
Almost without exception Diesel shafts have failed through 


the webs, the crack starting at the centre and working out- 


Fic. 1.—WEAR OF CRANKSHAFT BEARINGS. 


wards; the time elapsing between the first appearance of the 
ue and its complete failure generally extends over many 
weeks. 

As regards location of fracture, either web may fail in the 
single-cylinder units. In 9.cylinder engines, web 4 fails most 
frequently (the webs being numbered consecutively, com- 
mencing from the end further from the flywheel). In 
3.cylinder units the fracture occurs either in web 1 or б, and 
in 1 as often as 6. , Sometimes both fail simultaneously. І 
have no knowledge of any other webs failing in a 3-cylinder 
unit. In 4-cylinder units it is, I think, an almost invariable 
rule that web 4 fractures. | 

I have pleasure in placing before you data carefully com- 
piled and extending over four years of continual observation 
on two engines of the 4-cylinder type. 

"The plant was installed about nine years ago, and com- 
prised two Continental engines of four cylinders each, the 
cranks being arranged as shown in fig. 1, viz., up, down, 
down, up, as contrasted with the usual arrangement in this 
country, up, down, up, down. 

The cylinder dimensions were 415 x 600 mm., and the 

engines ran at 170 m.P.M., developing 390 в.н.р. each. . 
_ The flywheels weigh about eight tons each, and a bearing 
is interposed between the flywheel and a direct-current - 
generator. Expressed in relation to the cylinder bore (D), 
the main dimensions of the shaft аге :—Diameter of journals 
and crank pins, 0.53D; thickness of crank · webs, 0.965 D; 
length of pin, 0.530; length of main bearing, 1.1D. The 
shaft is, therefore, on the weak side. FEES 

One engine broke its shaft about four years after its 10- 
stallation and the other after about five years. In both cases 
web 4 failed. These shafts were replace by others obtained 
in England. The tensile strength of that now in No. 2 18 
about 32 tons, while in No. 1 it is 40 tons per sq. in. | 

The bearings were measured every year, and thus the 
actual wear has been regularly recorded for three and а half 
years in the one case and for four years in the other. 


. —————— —— - 4 
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The curve, taken from No. 1 engine, explains why the 
4-cylinder engine with this arrangement of cranks, fractures 
through the webs of the second 
acteristic of 4-crank éngines. | 

The engine was stripped right down; the bearings were 
Ófound to have the metal loose and cracked, and the spare set 
was substituted. The shaft was bedded in the usual way up 
*o а certain point, but, to complete the work, bearing С was 
left a shade high and bearing A was left a shade low. Finally 
the top caps were filed down, so that the journal ran in the 
bearing with running clearance only. Thus the perfect align- 
ment of the shaft was assured, and before re-assembling the 
‘engine, we micrometered the thickness of metal on each bear- 
ing interposed between the shaft and bedplate. This has 
been recorded, and now from year to year we can re-measure 
this thickness, and so obtain the relative rates of wear in each 
bearing. That which is worn most will constitute the datum, 
and the data will show exactly how much must be scraped 
off the " high" bearings in order to re-introduce conditions 
of minimum stress on the shafts. . 

This system of assuring perfect alignment of the shaft will 
appeal especially to those engineers who have no reserve 
plant, and who have to get repairs done during the week-end. 

As regards the subsequent adjustment of running clearance 
oi main bearings, it is not usually feasible to measure this 
with feelers; where possible, I prefer to feel the lift in each 
bearing, and let the cap closer and closer until the bearing 
either ere (in which case scrape out the cap) or until the 
lift just disappears. | 

The original Diesel shafts were made in 32-ton steel to the 
following proportion :— 3 

Diameter of pins and journals, 0.51 to 0.525 р. 

Length of main bearings, 1.1 to 1.2 p. 

Length of big-end pin, 0.51 to 0.525 р. 

Thickness of web, 0.25 to 0.27 D. 

The shaft I would propose, if my firm's system of re-align- 
ment is adopted and your hearty co-operation is assured, is the 
following :— 

Tensile strength, not less than 34 tons. 

Ductility, not less than 25 per cent. in 2 in. 

Diameter of pins and journals, 0.525 to 0.54 D. 

Length of main bearings, 0.75 to 0.8 D. 

Length of big-end pin, 0.525 to 0.54 р. 

Thickness of webs not less than 0.32 D, but centre to centre 
of cylinder made minimum possible, and any excess over the 
proposed length of pin and journal to be put into the webs. 
nee to be not less than one-tenth the diameter of the 
shalt. 

This shaft is comparatively light, but it possesses the fol- 
lowing advantages :— 

1. The fuel consumption of the engine is reduced. 

2. Initial cost and cost of upkeep is reduced. 

3. The bearings will run cooler, other things excepting pres- 
sure per sq. in. being equal, for it is high peripheral speed 
rather than high pressure which causes bearings to heat. 

i. Lubrication costs will be reduced. 

However, the success or failure of such a shaft depends 
upon proper attention being given to its adjustment from 
time to time; if this is not given, it is merely a question of 
tme before even the heaviest shaft will fail. 


The Association will resume its meetings next October. 
Information concerning the Association can be obtained from 
p iub. ү чей, Mr. Perey Still, 19, Cadogan Gardens, 
ondon, S.W. 


TRADE STATISTICS OF INDIA. 


Tue following figures of the imports of electrical and similar 
goods into British India in the year ended March 31st, 1915, 
are taken from the recently-issued official trade statistics; 
details for the year ended March 31st, 1914, are added for 
purposes of comparison, and notes of any increases or decreases 


аге given :— 
1913-14. 1914-15. Inc. or dec. 
Brass, wrought.— £ £ £ 
From Great Britain 49,000 31,000 — 18,000 
» Germany 18,000 3000 — 16,000 
+ Italy " 11.000 4,000. — 7,000 
„ Other countries 31,000 30,000* — 1,000 
Total ^. 109,000 67,00) — 49,000 
* Sweden £8,000. 
Copper and copper ware.— 
Flom Great Britain — .. 1,354,000 950,000 — 404,000 
» Germany ..  .. 666000 487,000 — 379,000 
" Belgium  ..  .. 6,000 19,000 — 49,00 
» France 170,000 196,000 - 44.000 
n Austria 3,000 2,000 = 1,000 
» Japan Е 274,000 254,000 — 20,000 
» Other countries 17,000 56,000 + 39,000 
Total .. 9,745,000 1,887,000 — 858,000 


cylinder. This curve is char- 


; А 1918-14. 1914-15. Inc. or дес 

ron wire.— 8 & £ 
From Great Britain 74,000 82,000 + 8,000 
» Germany  .. vis 38,000 19,000 – : 19,000 
» Belgium is 15,000 7,000 — 8,000 
s ` Other countries 33,000 31,000 — 2,000 
Total 160,000 139,000 - 21,000 

Prime movers, other than locomotives.— 

From Great Britain 519,000 428,000 — 84,000 
». Germany  ..  .. 28,000 - 1,000 - 27,000 
s United States ... ,000 10,000 + 3,000 
» Other countries 8,000 8,000 — 

Total 555,000 447,000 — 108,000 

Electrical generators.— | 

From Great Britain 20,000 14,000 – 6,000 
» Other countries 1,000 1,000* — 

Total 0 21,000 15,000 - 6,000 
* Belgium £1,000. 

Electrical motors.— | - 

From Great Britain 83,000 14,000 — 9,000 
» Germany... 5,000 1,000 — 4,000 
» United States 9,000 1000 - 2,000 
» Other countries 2,000 3,000* + 1,000 

Total T 93,000 79,000 — 14,000 
* Italy £2,000. | 

Other electrical machinery.— 

From Great Britain .. £195,000 243,000 + 48,000 
;, Germany  .. a 30,000 6,000 — 24,000 
„ Italy и is 2,000 4,000 + 2,000 
» United State 2,000 6,000 + 4,000 
» Other countries 3,000 _ 1,00 - 2,000 

Total 232,000 260,000 + 28,000 

Mining machinery.— : . 

From Great Britain 64,000 49,000 — 15,000 
» Germany  .. A 2,000 — — - 92,000 
» United States Te 28,000 48,000 . + 20,000 
». Other countries... 2,000 1,000 - 1,000 

Total 96,000 98,000 + 2,000 

Machinery, other (except textile, agricultural, 

and printing).*— 

From Great Britain 758,000 563,000 — 190,000 
,, Germany 64,000 22,000 — 49,000 
». Belgium ds 2,000 — — 2,000 
„ United States 35,000 34,000 - 1,000 
» Other countries 33,000 17,000 — 16,000 

Total 887,000 636,000 — 954,000 


*The details for the two years are not strictly comparable, 
those for 1913-14 including some items which were not 
included in 1914-15. 


Electric fans.— 


From Great Britain 32,000 28,000 — 4,000 
, Italy га 16000 10000 — 6,000 
;, United States 93,000 18,000 — 10,000 
, Germany - ... 4,000 2,000 — 2,000 
,, Other countries 7,000 2000 — 5,000 

Total 82,000 55,000 — 27,00 

Electric lamps and parts.— © 

“rom Great Britain 42,000 24,000 — 18,000 

i x С 007 9,000 3,000 - 6,000 
, Austria 6,000 2, — 4,000 
, Japan Jus 1,000 — — 1,000 
, United States 1,000 — — 1,000 
,, Other countries 2,000 2,000 — 

Total 61,000 31,000 ~ 30,000 

Electric wires апа cables.— 

From Great Britain 144,000 149,000 + 5,000 
^, Germany 5,000 9, — 2099 
» Belgium pr 3,000 — - 2n 

Other countries 6,000 2,000 — 4, 
Total 158,000 153,000 - 5,000 

Other electrical instruments, apparatus, ёс. (except 

telegraph and telephone materials) .— sia 

p it i 327,000 290,000 = ? 

PORE 24000 — 70 = 1700 
» Belgium 2,000 ae - 2000 
„ Austria 7 2,000 1,000 — 000 

, United States 52,000 19,000 — Ae 
Other countries 8,000 6,000 - ; 
Total 415,000 323,000 — 92,000 


1913-14. 1914-15. Inc. or dec. 
£ £. |: 0 § 


Scientific, £c., instruments.— 


From Great Britain — ... 82000 ` 63,000 — 19,000 
„ Germany  .. dx 5,000 2,000 =  ..3,000 
» United States 2,000 1,0000 - 1,000 
» Other ‘countries 3,000 3,000 — 
Total 1. —— 92,000 60,000 - 28,000 
Telegraph construction materials.— / 
From Great Britain 7,000 . 18,000 + 11,000 
Telephone construction materials.— | | 
From Great Britain 23.000 17,000 — 5,000 
, . Germany 1,000 — - 1,000 
Total 93,000 17,000 + 6,000 


In addition to the foregoing, the following were imported 
as Government stores:— -> 


Instruments, apparatus, ёс. (except musical).— 


From Great Britain 135,000 181,000 + 46,000 
,, Germany i 1,000 ~~ — 1,000 
a Other countries 1,000 2,000 + 1,000 

Total ... .. 187,000 .183,000 + 46,000 

Machinery.— 

From Great Britain ... 201,000 212,000 + 11,000 
,, Germany  .. 1,000 — ~ 1,000 
.,^ United States 1,000 — — 1,000 
,, Other countries 1,000 1,000 — 

Total ... .. 204,000 213,000 + 9,000 

Iron wire.— | 

From Great Britain 12,000 10,000 — 2.000 

Telegraph construction materials.— | 

From Great Britain 97,000 102,000 + 5,000. 

Cupper and copperware.— | 

From Great Britain 102,000 118,000 + 11,000 
; , Other countries 68,000 78,000 + 10,000 

. Total 170,000 91,000 


191,000 + 


\ 
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NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED). 
Puplished expressly: for this journal by Mgssres. W. P. THoMPSON & Co., 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpoo! and Bradíord. 


9,696. ''Incandescent electric lamps." F. Harrison & J. J. RUSSELL. 


July 10th. 
9,697. '' Shades or screens for electric lamps." W, Елу. July 10th. 
9,702. '' Electric controllers," C. P. Elieson & E. С. Payne. July 10th. 
9,738. '' Machines for making electric cables, &c." MacintosH Caste Co. 


AND P. W. Sankey. July lith. i 


9,742. ‘ Portable electric lamps." F. Westwoop. July llth. 
9,745. “ Electric couplings."  ALLMANNA SVENSKA ELEKTRISKA Акт! 

July lth. (Sweden, July 21st, 1915.) ` È м 
9,749. ''Spark plugs." С. Baysporrer & О. BaysporFer. July llth. 
ings " Electrica! signalling ог telegraphing systems." T. McLeop. July 

th. : ; 

9,753. “ Transmitting gear of ships' telegraphic, &c., apparatus." G. W 
Hastincs, H. M. R. Mappick AND A. ROISON & Co. July llth. | 

9,760. '' Towing ropes, wires or cables."  CALLENDER's CABLE & CONSTRUC- 
tion Co. July llth, 
9762. “ Selenium cell." М. Martinez & P. SaLerni. July llth. 

9,763. “ Device for electric or magnetic registrati f images." M. Mar- 
TINEZ & P, SanLERNI. July llth. E а. мен 

9,764, “ Relay." M. Martinez & Р. Salers. July Ith. 

9,766. ''Regulators for polyphase transmission systems. ~ BrITISH THOMSON- 


Houston Co. (General Electric Co., U.S.A.). July lth. 

9,774. '' Reels for winding and unwinding coils of wire." Е. J. 

(A. W. Risher). July lit." ERE IUE а ue 
9,776. '' Automatic method of electrical heating." A. M. Jane. July Ith. 
9,790. ''Arc light stand." W., G. Moore. July 12th. 
9,804. '' Electric lamp." H. S. Gtisrow. July 12th, 
9,812. '' Re julators for polyphase transmission systems.” 

son-Houston Co. (General Electric Co., U.S.A.). July 12th. 


9,819, '' Flangin lass tubes for electric 1 jt 4 SON & S 
ME istuc clectric lamps J. A. AtLisoN & Morris 


British Тном- 


9,825, '' Electric accumulator containers," D. P. B Г 
бек Jub Ion. ATTERY Co. & DB. M. 

9,826. '' Time-limit electric relays." — Britisit WESTINGHOUSE ELECTRIC AND 
Manuracturinc Co. July 12th. (U.S.A., July 12th, 1915.) 

9,833. “ Electric oscillating or wireless systems and apparatus." Inpo- 
EurorEAN TrLEGRAPH Co. & H. К. Rivers-Moore, лхо A. H. Morse. July 


12th. 


9,848. “ Electrolytic process for manufacture of metallic wire and strip.” 
5. О. Cowrer-Cores. July 13th. 


9,850. " Electric time switches." A. M. Coates. July 13th. 
iue " Method of electric bell alarm." J. Freixo & W. W. Kirk. July 
3th, Í 
9,865. “ Field telephones." L. P. LaNcrON. July 13th. 
Ie “ Electrical operating or controlling apparatus." T. McLgop, July 
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9,895. “ Electric torches.” H. Согоѕмітн. July 13th, 

9,909. “ Electrical terminal or connection." A, С. France. July 14. 
TE “ [ntercommunicquon telephone systems." J. W. Dunegy. July 

л. 

9,926, '' Electric pocket lamps." М. SrEINMAN. (E. Picard). July 14th. 

9,927. *' Producing asymmetric potential waves.” Вкітізн WESTINGHOUSE 
Ex.ectric & Manvracturinc Co, July 14th. (U.S.A., July 14th, 1915.) 

9,937. ''Dvnamo-electric gears of the unipolar type." М.  DRESLAUER. 
July 14th. (Germany, July 10th, 1914.) | . 

9,938. ‘ Protection of electric transmission systems." British THOMSON- 


Houston Co. (General Electric Co., U.S.A.). July 14th, 
9942, © Electrical resistance apparatus." Р. H. Dawe. July 14th. 
9,949, © Engine-room telegraphs.” J. W. Rav. July 15th. 


\ 


PUBLISHED SPECIFICATIONS. 


1915. | 
7.979. PROTECTED OR ARMOUR-CLAD ELECTRIC Switcnes. H. Berry & W. J, 
Markham. May 23th. | 
8,712. TELEGRAPH SYSTEMS AND APPARATUS THEREFOR. 
Helsby Cables, Ltd. & Н. Н. Harrison. June 12th. A 
9,282. Means ror Drivinc Dynamo-ELectRic Macnines. W. Langdon- 
Davies, A. Soames & Naamlooze Vennootschap de Nederlandsche Thermo- 
Tuluphoon Maatschappij. June 24th. 
9,345. ELECTRICAL SELECTORS OR IMPULSE RrsroNbzRs. Relay Automatic 
Telephone Co. & L. C. Bygrave. June 25th. (Cognate application, 
17,956/15.) : | 


British Insulated and 


9,527. Exvectric CLocks. W. H.fShortt, June 30th. 
9,557. METHOD OF AND APPARATUS FOR CASTING SQUIRREL CAGES IN THE 


Magnetic Corrs or Inpuction Motors. British Thomson-Houston Co. (Gene- 
ral Electric Co., U.S.A). June 30th. E 

9,684. Garvanic ‘Battery CELL OF THE MERCURIC Oxipg Tyre. -}. N. Bron- 
stead and Hellesens Enke & V. Ludvigsen (firm of) July 2nd. — 

9.836. Exvecrric Motor CONTROL SYSTEMS, British Thomson-Houston Co. 
(General Electric Co., U.S.A.) July 6th. 

10,330. Protective Reacrance Coits. G. Harlow. July 15th, 

12,516. SwrrcHES FOR RESISTANCES. L. Kamm. August 3lst. 

12,994. Exectric Arc Lamps. G. M. J. Mackay. September 10th. 
tember 12th, 1914.) 

13,088. Sparkinc PLUGS AND . THEIR MANUFACTURE. 
September 13th. 

13,733. SpaRKING PLUGs. 

15,460. ELECTRIC ADAPTORS. 
mour, Transvaal). November 2nd. 

15,539. ALARM Fuses ror TELErHONE, TELEGRAPH AND THE LIKE SYSTEMS. 
Automatic Telephone Manufacturing Co., J. Savin & S. К. Smith, Nov- 
ember 4th. | 

15,681. OPERATING Rotary CONVERTERS AND OTHER ALTERNATING-CURRENT 
MacHiNERY. A. H. Railing & C. C. Garrard. November 6th. 

15,863. Exectric Pocket Lamps. Dr lng. Schneider & Co. Elektrizitats 
Ges November 10th. (December 3rd, 1914.) 

15,922. CowsBiNATION Егесткіс TURN SWITCH AND Watt Piuc. C, E. Begg. 
November llth. 

16,349. ELECTRIC INCANDESCENT LAMPHOLDERS. C. G. M. 
ember 19th. 

16,827. Trays OR RECEPTACLES FOR HOLDING | ARTICLES. 
phone Manufacturing Co. & W. Rogers. November 30th. 


(Sep- 
K. E. L. Guinness. 


V. Joly. September 27th. | 
General Accessories (L. Rosenthall & C. Sey- 


Bennett. Nov- 


Automatic Tele- 


1916. 


1,248. Means FOR CONTROLLING ELECTRIC MOTOR Circuits. Igranic Elec- , 
tric Co. (Cutler-Hammer Manufacturing Co., U.S.A.). January 26th, 1916. 
Patent No. 100,703. : z 

1,300. APPARATUS FOR THE OBSERVATION OF AZIMUTH ANGLES AND THE SIMUL- 
TANEOUS ELECTRICAL TRANSMISSION OF THE VALUE OF SUCH ANGLES TO REMOTE 
Inricarors. E. A. Graham & W. J. Rickets. January 28th, 1916. Patent 
No. 100,704. 

4,688. ELECTRICAL Systems FOR Емсімеѕ. С. Е. Kettering & W. AE Chryst. 
July 16th, 1914. (Divided application on 7758/15.) Patent No. 1 3228. — 

5,085. MacNETO-ELECTRIC Macnines. J. W. Miller & M. Collard. April 
6th, 1916. Patent No. 100,713. 

6,049. Dry Battery. Е. P. Baumann. 
.100,086.) Patent No. 100,714. 


February 4th, 1916. (Addition to 
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Nitrogen Fixation,—In Nature, of J uly 13th, there was 
reported the formation of a Swedish . company to manufacture 
artificial fertilisers, such-as ammonium nitrate, and other nitro- 
genous compounds, by chemical processes from easily accessible 

- raw materials, without the aid of electricity. It is stated that the 
company is preparing to turn out large quantities of its producte, 
and is increasing its capital from 37 to 8 million kronor. 
Apparently the new system will prove aserious rival to the electrical 
fixation of nitrogen. 


Niagara Falls to be Flood-Lighted.— The City Council 
of Niagara Falls, N.Y., has authoriged an expenditure fof $10,000 
for the illumination of Niagara Falls. The money is to be devoted 
to carry out the flood-lighting scheme submitted by the Ameren 
Lighting Co., Chicago. For some weeks Will J. Davis, president o 
the company and inventor of the flood-lighting system of the 
American Lighting Co., has been making arrangements to illuminate 
the Falls, and for several nights previous to the action of the City 
Council a battery of 25 flood-lights was turned on the American 
Falls and the rapids of the Niagara River. The effect created was 
so far beyond the expectations of the promoters of the project, that 
the expenditure was enthusiastically approved, and it is, now 
planned to double the number of lamps in service, and from time to 
time to add to the battery as new lighting effects are desired.— 
Electrical Review and Western Electrician, 
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MOULDED INSULATORS | CHURTON 


Of all Descriptions. ФУ and Po, Y РАЎ 
y 


LITHOLITE, Ltd.,| = MOTORS. 


Atlas Works, Water Lane, LEEDS. 
BURNER & HEAT CONTROL 


Equipment for Lead Presses 


(HALL'S PATENTS). 


Monometer Manufacturing Co., Ltd., 
ASTON, BIRMINGHAM. 


"FIVE IN ONE" 
INDUCTION MOTORS. 


WRIGHT & WOOD, Ltd., 
HALIFAX. 


| COOPER 
HEWITT 
LIGHT. 


H hours’ daylight, 


Ф 


Have your Feed-Water Tested 
Free of Charge, by the. . . 


a6 » 

ECLIPSE” BOILER Сомро Co., 
6, Bristol Bridge, Bristol. 
SoLE MAKERS OF INFALLIBLE Сомро 
FOR PREVENTING AND REMOVING 
INCRUSTATION IN STEAM’. BOILERS. 

- AGENTS WANTED. —— 


“ EMPIRE ” 
AUTOMATIC CONTROL 


FOR 
Shell Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW. 


WESTERN-ELECTRIC 


COMPANY, LIMITED, 
Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 
Bee Advertisement last week, p. iii. 


Write fos List No. 273. 


THE WESTINGHOUSE COOPER HEWITT Co., LTD., 
80, York Road, London. N. 


BROOK 
MOTORS. 


Bee Advertisement, Вар. 86. 


CONNOLLY BROS., Ltd, 


for 


WIRES AND CABLES, 


Seo Advertisement this week, Вир. 83, 
ee 
SWITCHGEAR. WHITE 
ERNEST F. MOY, LTD., Electrical Instrument Co. 
Manufacturing Electrical Engineers and 
Government Contractors, 2 & 4, GLOUCESTER ST, 
| WÉENLAND PLACE, CAMDEN TOWN, LONDON. CLERKENWELL, LONDON, В.С. 
EN TOWN, LONDON. 
TAYLOR & CO. | MAVOR & COULSON, Ltd., 
MICA & MICANITE чект 
' li Уз 1 А == : 
pecia үа for high шша. MOTORS, DYNAMOS, 
50. HATTON GARDEN, LONDON, ЕС. SWITCHGEAR. 


OFFICIAL 
| NOTICES. 


INSULATING 
- - BEADS - - 


Immediate Delivery. 


HOLDER-HARRIDEN 1Т0.„ ^^ S^ 


1 London, Е.С. 


Regutered at б.Р.О, asa Newspaper and 
Canadian Magazine rate of postage. 


SUBSCRIPTION per annum Postage inclusive, in Greas 
£1 За, 10d. ($5.80); to all other countries, 80s.—Nxw York: D. Van NOSTRAND o. › IS D E 


OnT.: Wa. Dawson & Bons, Ltp,, Manning Chambers. Panis: Bovvrau & CHEVILLET, Librairie Etrangére, 22, Rue de la Bangu 
Telegraphic Address: "Ageekay, London." ABC Code. Telephone Nos. City 997: Central 
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FOURPENCE' 


25, Park Place, New York City. ToRowrto, 


а e. 
4425 (Editorial! on!vi 


CABLES AND WIRES. 
SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, 


CHARLTON, LONDON, S.E. 
AIR COMPRESSORS 


& VAC. PUMPS, 4 00 
Desiccators А «WM au 
ч qe à Pumps & 
nn Impregnators. 


Se Se 
25, Victoria St., Westminster. 
-ARGE STOCK KEPT FOR QUICK DELIVERY 


SHUNT REGULATORS, 


MJTOR STARTERS and all classes of Res Work. 


Iqtance 
The SOLENOID REGULATOR Co." е5, 


Telephone: BIRMINGHAM ЕНЕ СУ т-с aai" 


Midland 582. 
PIERCING, 


BLANKS. 


HAROLD, HARLEY & Co., 


Harley Works, Beckton Road, $ 
London, E. "Phone: East 1800, e 


STONE'S ELECTRICAL INSTALLATIONS 


for RAILWAY CARRIAGES. 


50,000 COACHES EQUIPPED ALL OVER 
THE WORLD. 


J. STONE & COMPANY, Ltd., 
Deptford, London. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 


"Phone : LONDON, E. 'Grams : 
EAST 4157. “Fulmen, Step, London." 


PATENT 
Alumino Thermic Welding Process. 


VICTORIA 
DYNAMO & 
MOTOR 
usa CO., 


Send for Stock List of Motors ready for delivery. 
hossdc SS Ė 


INGLEBY & СО., 


ELLAND ROAD, | LTD. 
LEEDS. 
Tel. 378 


CRAVEN HOUSE, 


MOTORS 


FOR DIRECT AND 
ALTERNATING CURRENT 


Delivery from Stock up to 50 Н.Р. 


Advertisement Index, see page xxi 
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FLASHES 


from the 


“LIGHTHOUSE” 


We have purchased a stock of 


VENTILATING 
FANS 


(Box Blade). 
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THE ALL-BRITISH 
HOUSE FOR ACCESSORIES 
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ROYAL 


"EDISWAN 


DRAWN WIRE LAMPS 


CATALOGUES ON REQUEST 
FROM THE 


EDISON & SWAN 
U-E:L CO, LTD, 
PONDERS END 


Full particulars will 
be sent upon 
receipt of enquiry. 


————— m a M S 
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SAASSAAN 


To day's Thought : 


* Maybe you can 
get it from the 
. LIGHTHOUSE.” 
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©ует 300 Electric Light Station Furnaces | 
stoked by " DROCTOR" HOVEL GQTOKERS. 


ШИШЕ PATENT ШШШ Saar 


i h 
Darlington, Southport, Tynemouth, Wigan, Harrogate, Bournemout А 
Huddersfield, Batley (to mention a few), selected the '' PROCTOR STOKER 
and MOVING FIRE ВА 5 to take the place of the expensive hand-firing 
method—they did so because money could be saved on the wages bill and peng ite 
coal could be used algo—another saving—so the money expended on ix 
4 PROCTOR" STOKER installation is all coming back, back again in "T 
annual saving—but the ‘‘PROCTOR” STOKER has such a long working 1 
that after handing back its own cost—it makes a handsome PROFIT for the user 
—while the cost of upkeep is not worth mentioning. 


4^PROCTOR'S" COAL ELEVATOR fitted with the PATENT RAM FEED 
BOOT—and used in conjunction with the STOKER—makes the Boiler House Ae 
itself. The RAM FEED BOOT makes every bucket carry a FULL i * 
every journey—NO JAMMING can occur—and the WEAR and TEAR i 
75 PER CENT. LESS than in the ordinary elevator. 


JAS. PROCTOR, LTD. 


HAMMERTON STREET, 
IRONWORKS, 


.BURNLEY. 
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BASTIAN METERS 


FOR DIRECT CURRENT ONLY. 


ALF? СЕЯНЯМ С° TM 
CROFTON PRRK,S.E. Made In ENGLAND with BRITISH CAPITAL & BRITISH 


ADOPTED B. Buy the cheapest and most efficient meter on the market from ғ 


THEBRITISH-ADMIRALTY THE BASTIAN METER CO., Ltd., 


OT GOVERNMENTS < ҮЗ 24 Bartholomew Works, Kentish Town, N.W. 


VULCANISED FIBRE. 


In Sheets, Rods, Tubes, and Special Shapes. 
Horn Fibre, Diamond Insulation, Press Board, Fuller Board, &С. 


DIAMOND STATE FIBRE GO., 57. ош т. iow EC 
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| Page ELSEWHERE in this issue, by the courtesy of the 
Electricity Supply ... E "S к та we 113 Council of the Institution of Electrical- Engineers, 
Private Supply of Electricity .. ...— ш, ...— .. 114 — we gre enabled not only to announce the Personnel 
D AM GNE NN LL ш ш V чу the two committees appointed respectively by the 
The Metric System ... I! — Institution on the one hand, and by the Incorporated 


те! үш a Modern Foreign Submarine 11, Municipal Electrical Association jointly with the 
Sinus a ла” E > Е is Ыз Incorporated Association of Electric Power Com- 
New Electrical Devices, Fittings and Plant (ilus) ... — ... ijs  Pamtes on the other, to deal with the subject of the 

future of electricity supply in this country, but also 


Correspondence— . : . 
Performan dE Sen ТИГИ кы з N to give some idea of the plan which they propose to 
. Mechanical Aids for Wounded Men P ou es. adopt in order to prevent overlapping and to ensure 
Hydro-Electric Power Proposals in Mysore... — ... ... 19] effective Co-operation. As we surmised when com- 
Legals. uar uw мшу oe ow dun o x 2s 5] menting on this subject some weeks ago, the Com- 
War Items ue .. „. s. ш, о, 4. ә mittees intend to divide the field of operations be- 
Business Notes — .. .„. .. у, .. 123 tween them, and whilst keeping in close touch with 
Notes... ш. uu бш uus use. TIB one another, they will act on more or less inde- 
City Notes... ш. uu us us 133 pendent lines. The Institution Committee will deal 
Stocks and Shares n. ..— 2 usu. s s 183 with the subject from the national point of view, 
Market Quotations ... eningae o0 077 077000 PM while the joint Committee will concern itself with 
Metal Market.— Fluctuations in July unc 07 07. 185 7 questions im their local aspect. Apparently the 
Prospects in South Africa. by R. T. Mawdesley vo. 7" 193 — duties of the fotmer will be to consider principles 


The Employment of Disabled Sailors and Soldiers (illus.) ... 136 


The Choice of Continuous-Current Motor-Control Apparatus. 
by W. P. Maycock (iddus.) : ; : 


апа methods, to confer with the Board of Trade 
13g Оп questions of policy, and to solve engineering 


South African Municipal Electrie Supply Statistics ... | 139 problems, while the latter will be a committee’ of 
Trade of Canada ence se se o us das Ways and means, and will investigate local éondi- 
New Patents Applied for, 1916 ... „цо tions in the various areas concerned, with a view to 


Abstracts of Published Specifications e o. 140 0 expediting the accomplishment of the work of link- 
Contractors' Column Uto 0050075 Advertisement page xx = Ing-up. . | , ў 

As ап alternative the two bodies might have 

decided to hold joint sittings and combine .their ` 


THE ELECTRICAL REVIEW. activities, but in all probability it would have been 


Published every FRIDAY, Price 4d. found necessary to appoint _sub-committees with 
The Oldest Weekly Electrical Paper. Established 1878, .. terms of reference very similar to those outlined 
TO BE OBTAINED BY ORDER FROM ANY NEWSAGBNT IN TOWN OR COUNTRY. above, so that in effect the same organisation would 


have been arrived at; and in case of need it will 


FREUEN е | 
OFFIOE ,—4, LUDBATE HILL, LONDON, Е.С. always be possible to hold joint sittings. It is in- 


Telegraphic Address: " Acuuxay, Lowpow," Code, A BO, teresting to note that out of the seven members of 
n.-n Telephone Nos. : City 997 ; Central 4495 (Editorial only). the I.E.E. Committee, no fewer than five belong 
ч tri l П 4 


bre ike а Credis р окпе medium of the ше Trades. snd bas ^ also to the Joint Committee of twelve. In. both 
, | ——— committees the representatives of municipal and pri- 
afin Pon Rates. — Per (85.90. "fo all other contre ardor S^ vate enterprise’ are practically balanced; Mr. 


FOREIGN AGENTS: Chattock is the Chairman of the I.E.E. Committee, 

ream Мета, Atkinson & Co, | Мацвотаме: The Mining & Engi and Mr. Chamen, who combines municipal with 
resham Street, > neering Review, 90, William Street; - ` К . 

ATOKLAND N.Z : Gordon & Gotch, Queen Btreet. company experience, presides over the Joint Com- 

Albert S ч Gordon & Gotch, Mian: Fratelli Treves. і : 5 Н ip in bot! 

rect; The Mining and New Yon : D. Van Nostrand, 95, Park mittee. The selection of the membership in both 


neering Revi » 81 . JP 
Sire) CUN | Place, cases leaves little room for criticism, and we have 


Arcade, Queen Sireet, : 
Paris: Boyveau & Chevillet Rue | s Я А . 
BaisBaxé: Gordon Gotoh, Queen St. | dela Basque, am every reason to hope that their deliberatiorts will be 


Gotch, Manches: Sheer a and | Tiam Giron, C000 & бос, (ү 

Devo, NZ.: Gordon & Gotch, | 2008: Woessner Ф Со, Corso The attitude of the Board of Trade towards the 

Paire Втрхвт: The Mining & Engineering. primary object of the movement was further defined 

roxrzin, Durman, Pony Br: | and Golch, Pitt Shee by Mr. Harcourt їп reply to a question in the House 

Id. 4^: Central News Agency, jog d rius &Sm»* — of Commons, when he stated that the Board had not 

һапясквтон: Gordon & Gotch, | waoe, he es aids contemplated comprehensive schemes of intercon- 
Чеге Street, ^! Cuba Street.” '  mection involving heavy expenditure, but rather the 


Tar Duet а04 Postal Orders (on Chief Office, London) to be made payable to linking-up of adjoining undertakings, where the 
Newgate Street Branch,” “84 Crossed "London City and Midland Bank, difficulties to be overcome would be of minor im- 


CU portance. He indicated that, while special legisla- 
Тис SE = tion for the purpose did not appear to be required, 
THE UNIVERSAL ELECTRICAL DIRECTORY с was prepared to consider the question if neces- 
| sary. This statement agrees with the impression we 

| (J. д. Berly’s). gained from the circular issued by the Board to all 

u | Pritish supply ugdertakings. The diffculty which 

191 b | l seems most likely to arise is in connection with the 
È D | TIO N. obtaining of wayleaves, an ever-present bone of con- 


tention in this country, which certainly demands 


H. À consideration. If it were possible to secure com- 
бек. SATEHOUSE & CO., pulsory wayleaves for public supply mains, whether 
4, Ludgate Hill, London, E.C. : overhead or underground, across private or public 
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property, on reasonable terms and at small cost, the 
situation would be transformed, and many useful 
schemes which have been hung up on this account 
would at once become practicable. Such legislation 
is urgently required, not only for the present pur- 
pose, but also for the due development of many 
undertakings quite apart from the new proposals. 
The further proceedings of the Committees will 
be awaited with interest, and we trust that they will 
not fail to follow the excellent example already set 
by the Council of the Institution, and take the public 
into their confidence, as far as possible. When 
nothing is known of what is being done, the general 


impression is that nothing is being done, a view | 


which in the light of past events is not without a 
measure of justification. But the door is closed 
upon the past; the Council of the Institution has 
adopted a new and active policy, and, we hope, a 
new era has dawned for the electrical industry in 
this country. | 


THOSE who essay to supply elec- . 


Private tricity to their neighbours otherwise 
Supplyof than in accordance with the terms of 
Electricity. а Provisional Order may have met 


with a series of difficulties. А cor- 
respondent has recently drawn our attention to his 
own case. Having established a small system of 
supply in his immediate neighbourhood, he has 
endeavoured to extend it to a town close by. Не is 
opposed by a local gas company, who endeavour to 
prevent his carrying cables over their shareholders' 
property, and by the District Council, which refuses 
to allow the cable to be carried over highways under 
its control. We fear that there is nothing in any 
of the electric lighting Acts which will enable him 
to extend his system in these circumstances. It is 
quite true that wires may be laid over private pro- 


_ perty by agreement, and that, subject to the consent 


of the Board of Trade given pursuant to Sec. 4 of 
the Electric Lighting Act, 1888, they may, in cer- 
tain cases, be laid over any street, but otherwise 
statutory powers must be sought. The Board 
of Trade have no power to sanction any inva- 
sion of private rights, whatever the motive of those 
who refuse to assent to the development of a scheme 


of supply. 


e 


DEVELOPMENTS in copper have been 
decidedly more interesting lately, 
although the progress of actual 
business has been very slow. The chief feature has 
been the spectacular rise in the price of standard 
copper, which now stands near £111 a ton, which 
compares with £84, the lowest point recorded in the 
course of the past month. "The recovery which has 
thus taken place has certainly been quite out of pro- 
portion to the amount of business transacted. 
Dealings, in fact, might be described as utterly in- 
significant, though this is not really surprising, 


Copper. 


owing to the prohibition of speculative trading. It- 


seems absurd that such fantastic movements, run- 
ning into as much as £25 a ton, should be possible 
in the space of а few weeks with but few. transac- 
tions passing; but the fact remains that there are 
only a few sellers, and the limited supply of warrants 
is lodged in strong hands. It is rather difficult to 
explain the change of sentiment which has become 
manifest. Of course, so far as warrant copper is 
concerned the fall was much overdone, and a natural 
reaction was bound to ensue, and the latter having 
synchronised with inquiries by parties who were 
short against outstanding contracts, and some de- 
mand from sulphate makers for rough copper, the 
upward movement was the more pronounced in face 
of the unwilling attitude of sellers. There is some 
reason for believing, however, that American 
manipulation has been at work in one direction and 


another, as máy be surmised from the rather sudden 
disappearance of cheap American offers of refined 


copper which has thus resulted in the current quota- 


tions being brought to within measurable distance 
of the terms maintairted steadfastly by the chief pro- 
ducing groups. Alongside of the swift rise in 
warrant metal there has, however, not been much 
change in the state of the market for fine copper, 
beyond the fact that second-hand metal is less plenti- 
ful on this side, and more firmly held in anticipation 
of some revival in the demand from consumers. De- 
velopments are thus being awaited with no little 
curiosity, especially in view of the highly inflated 
level of values ruling. American authorities in any 
case seem more hopeful that the strong control exer- 
cised by the copper magnates must eventually 
influence consumers and stimulate new buying, but 
this remains to be seen, although it is argued that 
producers have already placed the great bulk of their 
output over the current half-year, and that, there- 
fore, they have no big lines of metal to sell for 
several months to come. Admittedly there are possi- 


bilities in the way of a revival of buying by con- 


sumers who neglected somewhat to cover themselves 
ahead, but it is rather doubtful whether the orders 
to emanate from these quarters will be of sufficient 
importance to enable first hands to secure anything 


like a big business until fresh requirements for muni- 


tions are being released, a prospect which it is as yet 
rather premature to discuss, since it is understood 
that needs in that respect were already covered far 
ahead or right up to the end of this year. American 
consumption is undoubtedly heavy, manufacturers 
being reported to be well supplied with orders to 
keep them going for another five months or so. On 
the other hand, American production is excessive, a 
fact to be remembered, although it is to be inferred 
that American interests can now afford to accumu- 
late supplies and are well able to persist in thetr 
arbitrary control. 


Jupcinc from recent items of 

The Metric news, the demand for the adoption 
System. of the metric system and decima) 

| coinage is gaining strength, though 

the Government maintains an attitude of uninte- 
rested aloofness from the subject. Asked by Mr. M. 
Barlow, in the House of Commons, whether, in 
view of the advantage to the internal and external 
trade of the country, he would consider the appoint- 
ment of a committee to inquire into the matter, Mr. 
Harcourt said that the compulsory use of metric 
weights and measures was not contemplated by the 
Board of Trade, and he doubted the desirability of 
appointing a committee. The adoption of decimal 
coinage was a matter for the Treasury. However, 
the indifference of the Government 15 a small 
matter; everyone knows that it never moves unless 
it is pushed hard enough, and it is the nation’s busi- 
hess to exert the necessary pressure. The London 
and Provincial Chambers of Commerce, the London 
Corporation, the Institution of Electrical Engineers, 
the National Federation of Building Trades Em- 
ployers, and other important bodies have joined in 
the movement, and editorials in the daily Press have 
supported it. We welcome a leading article in our 
contemporary the Builder, which vigorously advo- 
cates the cause of reform. In the United States the 


scientific departments of the Government have taken _ 


the lead, but it is interesting to note that the 
National Wholesale Grocers’ Association is also 
working hard for the metric system, thus showing 
that practical commercial men over there, whose 


business transactions would be intimately affected by | 


the change, and who, if anyone, might be expected 
to raise difficulties, are convinced that the advan- 
tages of the metric system far outweigh the draw- 
backs attending its compulsory adoption. 
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THE ELECTRICAL EQUIPMENT OF 
A MODERN FOREIGN SUBMARINE BOAT. 


By NORMAN Н. WOOD. 


WHEN running on the surface this vessel has a dis- 
placement of about 180 tons, and is propelled by a 
6-cylinder double-acting reversible Diesel oil-engine 
of 350 Н.Р. and 450 R.P.M. The maximum surface 
speed is about 12.5 knots, and the cruising speed 
то knots, -with a radius of action of 950 miles. In 
the submerged condition the submarine is driven by 
means of a storage battery in connection with an 
electric motor of 330 H.P. at 115 volts and 460 R.P.M. 
which imparts an under-water: speed of about 
9 knots for 13 hours or 8 knots for 3 hours. Diving 
and emerging are effected by filling or emptying 
the ballast tanks, distributed fore and aft and at 
the sides of the battery tank. Two tanks for 
trimming are fitted, connected with each other 
and the sea; an auxiliary buoyancy tank is also pro- 
vided to compensate for alterations in weight during 
the voyage. A complete pumping equipment 
comprising two main bilge pumps of 26 н.р. each 
and one auxiliary bilge pump of 8 н.р., together 
with one hand pump, is fitted, all of which will 
work at a depth of 60 metres: 

The storage battery, situated amidships in a 
special steel tank, consists of 60 cells connected in 
series and arranged in four longitudinal rows of 15 
cells each, as with this arrangement the magnetic 
effect on the projector compass is practically nil. 
The plates of the individual cells are of lead, but 
as they are called upon to withstand repeated heavy 
discharges, the positives are of the large-surface 
type, whilst the negatives are pasted. Grooved 
wood separators are inserted between the plates, 
and a space of бо mm. is allowed between the lower 
edges of the plates and the container bottoms to 
collect any mud that may accumulate. The con- 


tainers are of special vulcanite composition, with 
watertight covers, on each of which is mounted a 
large inspection plug carrying a small non-return 
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air from the tank is admitted into the cell. through 
the small inlet valve. Each individual cell, as well 
as the battery tank itself, is thereby perfectly venti- 
lated, and the possibility of an internal explosion is 
entirely removed. "The officers! quarters lavatory 
IS connected to the forward end of the battery tank 
through a special lead-coated vent pipe with screw- 
down flap cover, which is opened when the fans 
are running. The floor and sides of thé tank up 
to a height of 110 mm. are covered with 2-mm. sheet 
lead, soldered at the corners to form an acid-tight 
tray, and over this and completely up the sides is 
placed a covering of 2-mm. 20-megohm rubber 
sheeting vulcanised directly on to the metal. The 
rubber covering is applied to all other fixed metal 
parts in the tank, and those parts which, owing to 
battery repairs, removals, &c., cannot be perma- 
nently fixed, are treated with three coats of anti- 
sulphuric enamel. The battery tank cover is of 
5-ply wood impregnated with acid-proof enamel, and 
over the whole is stretched a 3-mm. thick seamless 
rubber sheet, secured to the upper sides of the 
tank, with small teak channels and screw-down 
clips, whereby the whole tank is rendered gas and 
хасе - The capacity of the battery is as fol- 
OWS:— 

3,160 ampere-hours ог 350,76. Kw.-hours at the 
i hour discharge rate. | | 

4,610 ampere-hours or 525.54 Kw.-hours at the 
3-hour discharge rate. 

5,980 ampere-hours or 699.66 Kw.-hours at the 
10-hour discharge rate. | 

The battery can be discharged at the 1-hour rate 
without excessive heating taking place; further, the 
vessel can assume an angle of 25 deg. in any direc- 
tion without the acid running out of the cells. The 
total weight of battery and connections is 37,000 kg. 


"The battery ventilating valve placed between the 


fan trunk and the tank top is of the automatic non- 
return-flap type with a small cock and run-off pipe 
to drain away any liquid that may accumulate there. 
The connections between the individual cells are of 
H.C. copper electrically coated with lead, the same 


type being used for the conductors between the bat- 


{егу and main motor fuses. The latter leads are 
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ae and flexible rubber connection. Running just 
ue each longitudinal row of cells is a vulcanite 
ү the forward end of which is closed, whilst the 
пы in joins up to a common pipe connected, 
electe. a non-return battery valve, to two 
übe A ly-driven exhaust fans. The flexible 
m o to the cover of each cell joins 
D е overhead pipe, so that if either fan 
each ung the explosive gases are sucked away from 

individual cell and thrown overboard, whilst 


covered with 2-mm. para rubber vulcanised directly 
on the metal, and protected with a sheathing 
of 1-mm. sheet bronze soldered at the seams. Where 
these leads pass through the 7in. channel at the 
after end of the tank, gunmetal glands with rubber 
packing are fitted to prevent ingress of sea water. 


"The cells are arranged in two groups of 30 in series, 


with the middle wire permanently connected at their 
junction point, and earthed through an ammeter 1n 
conjunction with a small overload cutout. To check 
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the efficiency of the battery, two ammeters reading 
to 3,000 and two ampere-hour-meters registering to 
9,999 are placed in circuit with the main leads, the 
fatter meters being of the double-dial type fitted 
with ratchet and pawl gear, which automatically 
enables them to register charge and discharge cur- 
rents. Each of them is also fitted with a small wind- 
ing gear to enable the dials to be quickly reset to 
zero if desired. The ammeters are of the long-scale 
illuminated-dial type, and have each a double-pole 
change-over switch, operated by hand, to enable 
. them to register charge and discharge currents. An 
illuminated-dial voltmeter and switch are also pro- 
vided. The main propelling motor is of the 8-pole 
shunt-wound type, with one armature but 'two 


At Frame No, 10. 


~ separate windings . and two  brush-rocker sets 
placed one at each side of the common field, 


with interpole and compensating windings 
fitted to prevent sparking and surging when 
‘starting up. The full output capacity is 330 


B.H.P. at 460 R.P.M., at 115 volts, for 14 hours, with a 
temperature rise of 50 deg. C. allowed. Cooling 15 
‘effected by natural draught, and as seamless mica 
only is used for armature insulation, the whole is 
rendered practically non-hygroscopic and capable of 
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At Frame 85—Looking forward. 


reaching the commutators. The solid shaft is 
ground up from 3 per cent. nickel steel, with a 
minimum diameter of 120 mm. in the bearings, as 


it is required to transmit the full power of the oil. 


engine when the boat is running on the surface. A 
thrust collar is fitted in each bearing to take up the 


At Frame No. 16. | 
TRANSVERSE SECTIONS OF SUBMALINE, LOOKING FORWARD. 


At Bulkhead 394—Looking aft. 
TRANSVERSE SECTIONS ABAFT, 


withstanding any temperature up to 9o deg. C. The 
cast steel yoke has its bearings secured to the lower 
half with light steel sheets screwed on to the bear- 
ing arms, to prevent splash water from the bilges 


weight of the armature in the event of the boat 
assuming a list to fore or aft. O | 
The motor is connected to the engine and tail 
shafting through claw-couplings, either of which 
can be thrown in or out quickly. When running on 


. the surface, both couplings are connected up and . 


the motor, driven as a dynamo, is used to charge 
the battery, but when diving or running submerged 
the engine is uncoupled, and the submarine is pro- 
pelled by: the motor. There are, however, isolated 
instances when it is desirable to charge the battery 
when the boat is at anchor or in dock, in which 
case the motor is coupled to the engine but un- 
coupled from the tail shaft, and driven as a dynamo 
in the usual way, the field being excited directly 


Beovee Com Tower. 
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At Frame No. 82. 


from the battery. When driven thus, the machine 
is capable of giving 750 amps. ab 165 volts, or 1,500 


.amps. at 140 volts continuously, which ensures the 


battery being fully charged in about four to five 
hours. This motor can be run in either direction, 
or driven as a dynamo without any brush regulation; 
further, sparking is not set up at any load, even 
with a variation in pressure from 160 to 105 volts 
due to the battery voltage sinking on discharge. . 
The complete weight of the motor in running order 


At Frame 49— Looking aft, 


is 6,880 kg. The machine is started, stopped, and 
regulated by the manipulation of four quick-break 
change-over knife switches and a shunt regulator; 
no starting rheostat is installed (see article on 
“ German Submarine Motors," Erec. Rev., May 
28th, 1915). | 

To start, the shore charging switch is first of all 
placed in the “down” position, and current is at 
once sent through the shunt windings; it is thus 
quite impossible to start the motor upon ‘an open 
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field. The armature windings are now placed in 


series across the half battery pressure, and an in- . 


stantaneous current of about 3,000 amps. passing 
through them “causes the armature to revolve and 
reach a final speed of 85 R.p.mM. By means of the 
shunt regulator the speed is increased to the utmost, 
the shunt resistance is quickly cut out and, at the 
same time, the armature windings are placed in 
series across the full battery pressure, with a speed 
of 165 R.P.M. Again the shunt resistance is all 
switched in slowly; then cut out, and the armature 
windings are placed in parallel across the full bat- 
tery with a resultant speed of 330 R.p.m. The speed 
can now be adjusted at will up to 460 к.Р.м. With 
this arrangement a continuous regulation from 85 to 
460 R.P.M. is possible without interfering in any way 
with the lighting andauxiliary circuits, a most im- 
portant point. To protect the motor against wrong 
switching whilst starting up, constant ^overloads, 
&c., double-pole. fuses and automatic overload re- 
leases fitted with overload and time-limit relays are 
provided. The 3,000-amp. fuses are of риге silver 
wire enclosed in a very light watertight steel case 
carrying on the underside two small bronze safety 
valves, controlled by springs, &c., to release any 
gas pressure that may be set up in the event of the 
fuses blowing. 


(To be continued.) 


ees 


LABOUR AND INDUSTRY. 


(Concluded from page 80.) 
We have already quoted the views of the Lord Mayor of 
Birmingham respecting the need for higher efficiency on the 
part of the worker in exchange for the higher standard of 
* wages of the future, and we may now refer to the opinions very 
frankly expressed by Sir Richard Cooper, M.P., at a meeting 
of Trade Union delegates at Walsall, held last month under 
the auspices of the local Trades and Labour Council Sir 
Richard was of opinion that past misunderstandings between 
Capital and Labour should be removed, that there should 
be acloser relationship between the two parties, and that в 
hew system should be introduced which would be mutually, 
advantageous to employers and workpeople. In view of a 
Birmingham conference which was to be held, he asked 
organised Labour to consider whether, if they found a 
certain number of employers were willing to give them much 
of what they had been fighting for—recognition_and a 
hetter wage system—they were prepared to respond by bring- 
Ing any class cf labour which was at present inefficient up 
to higher standard. It had tobe clearly recognised that if a 
much higher rate of wages was to be paid, labour must be 
brought "p to а corresponding degree of efficiency. 
Sir Richard, who was addressing his constituents, 
expressed himself as being tired of politics and convinced 
that nothing eould be done at Westminster: he added 
that he had taken up this Labour problem because of his 
anxiety that progress should be made. 
with him in hoping that we shall not * go on tinkering 
with it for an indefinite period.” It was stated that 
women who had gone into munition factories absolutely 
unskilled could in a few weeks turn out double the finished 
product of some skilled. trade. unionists; but while it was 
hot suggested that that applied to trade unionists as a whole, 
$ Was a fact that a large proportion of Labour in this 
country Was not as efficient as it might be. Sir Richard 
ih that he had works in America—where, he admitted, 
there Was more speedmg-up of labour, but where for the 
-Same hours of work double the rate of wages was paid — from 


He skilled engineers could turn out machines and land 
Shot Б this Country as cheaply as a Birmingham or 
i : С manufacturer could make them. This fact, he 
- ought, showed that with a proper system of organisation 
wages could be doubled. 


to the local reports of the Walsall meetin , 
е жав 8 rejoinder by the ы i 


in this country, 
According 


th è 
M secretary of the Trades Council, 


Many will join | 


Ц 
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which, аз printed, is both a confession of, and a justification 
for, inefficiency. It was said that the reason why no trade 
unionist would work to his fullest capacity was that he 
knew that if he did 80, his employer would at once cut 
down the rates of pay. 

But. this was no answer to 
considered such a grievance ав 
of any new bargain, 


Sir Richard, who presumably 
being open to remedy as part 
How far we can expect Labour to 
adhere lastingly to any new agreement respecting increasing 
the workers’ efficiency in exchange for new standards of 
payment, is one of the very important parts of the 
whole controversy. ` By no means has all the slacking that 
has occurred been due to inadequate wages; there has 


been some of it in war-time directly owing to 
wages being much higher than the normal. Fatigue 
through over-strain, excessive overtime, perhaps the 


need of a holiday (the old saw 
work and no play makes Jack a dull boy ”), and undesirable 
surroundings in the factory, may. account for much, and 
call for serious and sympathetic consideration, but while 
reasonable thought should be given to such pointe, par- 
ticularly in war-time, we must not imagine that industrial. 
life and occupation ‘after the war can be transformed into an 
enchanting holiday. Betterment of conditions is at best a 
slow process and recognising that we have got to work for our 
living as well as play, we shall do well to get pleasure out 
of it by putting our best into it, remembering that a 
measure of hardship makes better characters of us all. Life 
may be more strenuous after the war than it was before, but if it 
can be conducted with greater harmony it will be more bear- 
able, perhaps bringing to the worker a greater spirit of content. 
If the worker increases his output, and thus increases the 
efficiency of production, the employer should be able to pay 
higher wages. It will be agreed that the labourer is worthy 
of his hire, and the good worker should not be penalised 
for performing good work, either by his employer or by 
his fellow-workers. In the past we believe that the 
enterprising worker has been penalised by Union men 
if he has set a pace that they have not desired to main- 
tain. There have been officials who have taken away 


is perfectly true that “all 


legitimate inducements to speeding-up in the way com- 


plained of, but inasmuch as both sides have erred, this 
is just one of those points for consideration. at such 
a conference as Sir Richard mentioned. Reliable assurances 
of higher efficiency should render grievances of the-kind bad 
policy for the foreman and for his employer. Harmonious 
co-operation is, perhaps, an ideal, but that is what we must 
aim at if we are going to get the best out of both Capital 
and Labour. Incomplete organisation of either Capital or 
Labour will leave the way open for difficulties. Complete 
organisation may make a basis for general agreement for 
the whole of our industrics reasonably probable. 

If we are to judge from the speech delivered by Mr. 
Harry Gosling before the. National Transport Workers’ 
Federation, the huge profits that have been made by ship- 


owners have whetted the appetite for higher wages to be 


. paid for earning those profits, but from the shipowners’ side 


we find the Government “ Excess Profits” measures attacked 
because of their economic unsoundness, The shipowners . 
want to put the money to building new ships—incidentally 
swelling their capital account—which will be so badly 
needed at the end of the war. Shipbuilding operations are 
proceeding in neutral countries at high speed and on an 
enormous scale. This “production” will be needed to make 
up for the great war losses of the past two years, but, British 
shipowners are not blind to the possibility of a certain 
injury being done to their supremacy by this neutral 
activity. However, on the point of those “ Excess Profits, 
the Government must have all the money it can get to 
finance the war; the Navy is protecting our shipping; 
and the shipping is feeding us all. “But it must be 
remembered that after the war the bigger the shipping 
facilities there are at disposal for imports and exports, the 
more speedily will industry be able to return to its normal 
activity. The transport workers ought to be enabled to see 
that. We note from Mr. Gosling’s speech that his Federa- 
tion intends, as far as lies in its power, to see that 
any changes in our fiscal system shall be preceded by an 
adequate established minimum wage, a limitation in Ње 
hours of labour, State provision of work for the unemployed, 
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and an assured standard of life for one and all! That this am- 
 bitious and idealistic programme was received with ‘ cheers ” 
goes without saying—such things generally are applauded by 
audiences of acertain kind under excitement ; but the“ cheers ” 
are doomed to die away into silence when, calmly and dis- 
passionately, Labour and Capital sit round a table and try 
to find how, with the menace of foreign competition still 
existing, or even without it, for the -matter of that, such 
things are to be brought into being in the. days that, we 
trust, are near at hand. The Federation passed a resolution 
affirming that Trade Unions should so adjust working 
hours as to secure employment for demobilised men after 
the war and make а surplusage of labour impossible. Yet 
. the door is to be left open for German manufactures to be 

‘dumped here, reducing the available work, until everybody 
has an adequate minimum wage ; and though a surplusage 
of labour is to be made impossible, the State is to provide 
work for the unemployed! There is just a little contra- 
diction somewhere in these programmes, all of which, and 


much else besides, shows that Labour orators and organisa-.- 


‘tions—well, want more Bovril! One important Labour 
- organisation recognises that the worker cannot secure his 
ends unless the State safeguards the interests. of his 
employer. Mr. Gosling’s Federation reverses the order, 
and says give us better wages, &c., and we will give State 
protection to Industry. The cart before the horse, 
assuredly ! — 

We referred a week or two ago to the fact that, in spite 


of all that has been done in the interests of Labour in |. 


Australia, no era of Industrial Peace has yet dawned there. 
This opinion receives full confirmation in a speech delivered 
by Mr. Herbert Brookes to the Victorian Chamber of 
Manufactures, reported in the Australian Statesman and 
Mining Standard for May 18th. The speaker deplored the 
marked increase of “ industrial strife fermented by self- 
seeking agitators " and supported by the militant. section of 
Trade Unionism. The Chamber re-affirmed its determina- 
tion to thwart, by means of continuous organisation and 
co-operation, the efforts of those who were working to the 
destruction of all domestic peace and progress. Members 
of the Chamber were prepared to make sacrifices in the 
interests of Industrial Peace, and Australia ought to 
emulate the example of France, where, though it was the 
home of Syndicalism, the Unions welcomed the introduction, 
of women into their factories and skilled workers willingly 
undertook their training. The courage of the French 
people, Mr. Brookes described as a splendid rebuke to all 
shirkers, and he said that one could not be other than humili- 
ated by the position in Australia, where, “even in this 
supreme hour of trial," domestie strife was predominant. 
The speaker went on to show that it was only by increasing 
production that wages could be kept high. If the present 
spirit of strife was to be continued when we were 
at peace again, how could we hope to compete with 
other nations ? If the seriousness of the Australian 
position is in proportion to the strength of Mr. Brookes's 
strictures, the services of Mr. W. M. Hughes, the 
Prime Minister, will be sorely needed now he has reached 
Home from Home again, if he is going to secure the 
co-operation of his own people in the work of Imperial 
consolidation and progressive development which has been 
the theme of his speeches here. But these are largely 
domestie questions for Australia : we are lost in admiration 
at the magnificent service that the Commonwealth has 
rendered to the cause of the Allies in Gallipoli and else- 
where: what we are being frequently reminded of by such 
speeches as Mr. Brookes’s is that Australia has not yet found 
a solution for the problems of Labour. © Mr. Brookes 
advocates the presentation of a united front by the employers 
in order to “ crush this militant official Union caste.” “We 
quote his following words :— 

It was a profound cause of s i i 
locked in a deadly struggle, ome adata LUE Bupi жаз 
seizing every opportunity, like the Sinn Feiners, to take advantage 
of others’ necessity and press for aygrandisement, which was not 
justified in the circumstances. In the opinion of many members of 
the Chamber, professional Unionism was becoming a caste, which 
was quite as offensive as the military caste in Germany which had 
led to the present war. If he were asked calmly which of the two 
castes he would prefer to live under, his answer would be that he 


would infinitely prefer the military tyr 


К le T anny of Ge 
tyranny of Industrial Unionism. The one ki to diis d y 


\ 
efficiency, and the other to incompetency and inefficiency, as well 
as to individual and national decay. He trusted the Empire would 
see the death of both when peace was established. 


From the utterances of Alderman Chamberlain, Sir R. 


Cooper, M.P., and others, we find a more conciliatory spirit. ' 


present at home in viewing the developing situation, and 
while hard things are undoubtedly amply justified by 
numerous occurrences, they will not make easy the pathway 
to Peace. Yet the truth must be told, and there will have 
to be plain-speaking and hard-hitting if Labour is to under- 
stand the errors of its whys and to be brought to act up to 
its responsibilities, so that after-the-war industry may be 
made attractive to all parties concerned in it. 

During the past week several important events have 
occurred in connection with the subject of Labour after the 
аг. One of these has been the publication of the summary 
of memorandum by the Demobilisation Conimittee of the 
Social Welfare Association of London, in which it is 


` declared that reinstatement to be successful * must be car- 


ried out by Capital and Labour, acting in partnership under 
the authority of the Government.” -The Committee also sets 


‘out a scheme for a Central Committee,-with local Com- 


 mittees, to carry out the work. The other event was the 


‘recaiving of the deputation of the Industrial Triple ` 


Alliance by Mr. Asquith yesterday. In this connection, 
Mi. W. A. Appleton, Secretary of the General Federation of 


' Trade Unions, is credited with having urged Trade Unions 
. and employers to set aside all petty jealousies and to co- 


operate in an effort to find a solution for dealing with the 
reinstatement problem. He holds that a joint conference 
would be of inestimable value, and goes so far as.to 
recommend Lord Derby as one who would readily 
facilitate the task. We have no doubt that Lord Derby, 
having, under great difficulties, done such magnificent work 
for the nation in securing recruits for the Voluntary Forces, 
will feel that no task would be more worthy of his good offices 
than that of facilitating the return of those men to industrial 
activity when their fighting work is done. Whether he 
will feel that the time is suitable for him to so concentrate 
his attention is open to question, in view of his speech of a: 
few days ago, in which he saw no signs of a speedy termi- 
nation of the war. That there will have to be joint effort, 
conference, co-operation and co-ordination of all forces con- 
cerned, in settling the vast problem along harmonious lines, 
is perfectly obvious. What is so essential is that each side 
should be able to sympathetically appreciate the point of 
.view of the other, and that there should be a willingness to 
give as wellas take. Only thus can we steer safely amid 
innumerable rocks, pass safely over turbulent waters, and 
avoid serious friction in negotiating a situation of unex- 
ampled difficulty, fraught with consequences quite without 
parallel for either good or ill. 


m 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Mexican Eagle Bitumen. 


We havé received а sample of the bitumen produced by the 
Mexican Eagle Oil Co. at their refineries at Minatitlan, Tampico, 
&c. under the most modern conditions and by the latest refining 
plant ; we understand that the bitumen is always of the same high 
quality, and it is guaranteed 99°5 per cent. pure, which is as high а 
degree of purity as it is possible to obtain in a material of this sort. 
This bitumen is used extensively by cable manufacturers for all 
electrical purposes, including pothead insulators for cable ends, and 
for filing joint-boxes and ordinary cable troughing. It has 
been tested for dielectric strength ; breakdown was found to take 
place at over 40,000 volts, with spheres of 2°2 cm. diameter, 
separated by 1 mm., fully immersed in the bitumen and allowed to 
cool for 24 hours after fusion. Particulars may be obtained from 


the ANGLO-MEXICAN PETROLEUM Рворостз Co., LTD. (Bitumen 


Department), Finsbury Court, London, E.C. 


The Bowden-Thompson System of Protection for Electric Cables. 


The former practice of relying solely on overload devices is not 
now considered sufficient protection for cables, and it is essential 
to adopt some means for automatically disconnecting в faulty 
length of cable from the rest of the system before the fault has 
seriously developed. Moreover, the disconnecting should be per- 
formed as rapidly as possible. in order to minimise the damage to 


"ыен. 


the cable and avoid any possibility of injuring the plant and 
switchgear, or disturbing synchronous machinery. 

The faulty cable should be isolated before the main conductors 
have short-circuited or broken down to earth, and, in order to 
achieve this, it has been necessary to design a special form of cable, 
as shown in fig. 1, with metallic shields interposed between the 
cores, and also between the cores and the lead sheathing, in order 
to intercept any leakage currents. | 

The principle on which the system works is shown by the 
diagram of connections (fig. 2) which shows a protected cable 
switched from one end only. { 

А ів the metallie shield between the cores, B the shield between 
the cores and the lead sheathing, C the main conductors. If any 
leakage occurs from any of the main cores to shield A or в, it is 
directed through relay D to earth, and the relay operates the main 
switch by trip coil E. If the cable is externally damaged, shield в 
is earthed before the main cores are reached, and as this shield is 
maintained above earth potential by battery F, current will flow 
through the relay and open the main switch. If preferred, a small 
transformer may be used instead of the battery. 

The following diagrams show the system as applied to cables 
switched at both ends, ring mains, &c. _ 

Amongst the chief advantages claimed for the system are the, 
following :—It isolates the faulty cable before the main conductors 


Me/al/lg Shields А" 
^ween main 
Conductors 


/nsulotion 


leod covering of cable 


insulated from lead 
covering of cob/e. 


Fig. 1—SEcTION OF CABLE PROTECTED ON THE 
BOWDEN-THOMPSON PATENT SYSTEM. 


A c 


Fig. 2.—CABLE SWITCHED FROM ONE 
, END ONLY. 


Fig, 3.—CABLE SWITCHED AT Вотн ENDS, Fia. 5.— ELECTRIC 


GAS LIGHTER. 


short-circuit or break down to earth, thus preventing damage to 
cable, plant and switchgear. j 
i provides protection between phases as well as against earths. 
operation is not dependent on any supposition as to the path 


Fig, 4.—BRANCH FEEDER FROM RING MAIN. 


of th ; В 
n ira current in case of a fault, nor does it assume that 
шдет ОЁ the same cross-section share the load equally. 


It i 
8 independent of any fluctuations in supply pressure or load. 
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As faulty sections are simultaneously isolated. at both ends, the 
system is suitable for protecting parallel feeders, branch feeders, 
rng mains, or any combination of feeders. 

If the cable is externally damaged when the supply is off, the 
relays will operate and prevent_the cable being made alive until 
the fault has been cleared. 

It will not operate оп sound cable when being switched in, if the 
switch contacts are not all closed at the same instant. This is 
experienced with some balanced systems, which either have to be 
cut out when switching is being done, or a time limit is inserted. 

There is no tendency to switch out sound feeders in parallel with 
à faulty one. 

Special switchgear is not required, and the switchgear will not 
have to deal with excessive overloads when faults occur. 

The system is being introduced by the MACINTOSH CABLE Co., 
LTD., of 176, Rice Lane, Walton, Liverpool. 


Electric Gas Lighter. 


. Messrs. WARD & GOLDSTONE, of Sampson Works, Salford, are 
introducing the " Gnita" electric gas lighter and hand lamp as 
а novelty for the forthcoming season. 

We illustrate this device in fig. 5; it consists of a Volex dry 
battery and ignition coil arranged so as to give a series of sparks 
at the end of the lighter. A small electric lamp is also provided, 
which can be switched on when entering a dark room, and thus 
help to avoid breakages of gas mantles. 

We may add that the standard lighter is 20 in. long overall. 


An Electric Bullet Probe. 


The determination of the exact position of a foreign body, such 
as a bullet or piece of shell in ‘a wound, has always been a matter 


` Of considerable difficulty. Even an X-ray photograph is frequently 


vague, and sometimes actually misleading, and therefore any 
instrument which will indicate more ey the position of these 
bodies, and so supplement the information given by the X-rays, 
cannot fail to be exceedingly valuable. { ы 

An electric bullet probe, designed for this purpose, has recently 
been introduced by the CAMBRIDGE SCIENTIFIC INSTRUMENT Co., 
LTD., of Cambridge, England. The complete instrument consists 
of a fine metal probe and a contact wire of the same metal, both of 
which are connected by flexible leads to a galvanometer. The 
contact wire is placed in the edge of the wound in good contact 
with the tissues, and the probe is employed in the usual way. Since 
the probe and contact are both of the same metal, there is no differ- 
ence of potential between them when they are inserted in the 
wound, and, consequently, no deflection of the galvanometer, As 
soon, however, as the probe touches some other piece of metal in 
the wound a voltaic cell is formed, of which the metal constitutes 
one pole and the contact in the edge, of the wound the other, the 


Fig. 6,—ErLECTRIC BULLET PROBE. 


blood heing the electrolyte. Consequently, a current flows through 
the galvanometer and deflects the pointer. The instrument is, 
therefore, simple and self-contained, no battery or other accessories 
being required. 


The galvanometer used is of the type shown in fig. 6. It is 


a moving-coil instrument fitted with a pointer, which swings 
across a scale, thus enabling the deflections to be observed 
directly. 

Although very sensitive, this galvanometer is of robust construc- 
tion. It is portable, and when in use can stand on the table con- 
veniently near the patient. The extent of the galvanometer 
deflections depends on the size and nature of the metallic body 
touched by the probe. The great sensitiveness of the instrument 
is shown by the fact that the presence of asmall piece of metal 
measuring only a millimetre or so in any direction causes a deflec- 
tion of 10° or 20° (about 3 cm. бп the galvanometer scale), while 
for larger pieces, the size of a bullet, the pointer is thrown com- 
pletely off the scale. As long as the probe is not in contact with 
any metallic body, the pointer remains steady. It is evident that 
by means of this instrument the presence of even a small piece of 
metal is distinctly indicated by a comparatively large deflection of 
the pointer, while the absence of any deflection is a clear proof that 
no metal has been touched by the probe. 

The probes are made in various thicknesses for different uses, 
and can be very fine when necessary. The probe and contacts and 


-the portions of the leads which may come near the patient can 


readily be sterilised, 
D 
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couplings, elhows, tees and other items. 
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“Kwik” Electric Conduit Fittings. 


The accompanying illustrations show a new and . quick (or 
‘“kwik’)-type of fitting for jointing conduit, applicable to plain 
The special feature of the 
device is the means provided for opening the socket to receive the 
pipe ; the-screw s is made with a collar s, and is slipped into posi- 
tion through the open slot in the lug L, the latter being slightly 
sprung open to receive it when assembling the fitting. Once in 
place, the screw cannot fall out and be lost; a few turns back- 
wards with.the screwdriver, force open. the grip by means of the 
collar. enabling the pipe P to be readily slipped into the socket A, 


m 


Fra: 7.—THREE-WAY 
“Kwik, SOCKET. 


Fig. 8.— END OF SOCKET 
OPENED TO RECEIVE PIPE. 


/ 


after which the screw is turned forward to grip the conduit in the 
usual way. The. effect. of. this arrangement is to. save time in 


erection, a matter of present and increasing importance; the . 


inventor and patentee. MR. H. F. JOEL, of 72, Finsbury Pavement, 
E.C.. claims that experience shows that the economy of time in 
fitting the pipes together is 50 per eent., and the cost of labour in 
wiring is reduced by about one-third. The invention has also been 
adapted to the opening and: closing of the covers of switch and 
street surface inspection boxes, valve covers, Xe. 


| * . 

^ 9 À Combination Soldering: Bit. 

A soldering. bit which» has many advantages over, the ordinary 
type of soldering iron-is shown 11, the accompanying. illustrations. 
The bit is.made of pure copper of octagonal shape. + in. in length 
and. lin, inwidth, - Тһе. copper bit is mounted in,a handle about 
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Fig, 9.—COMBINATION SOLDERING IRON IN ORDINARY ADJUST 
m HEATING ON BLOW ToRCH, AND IN USE AS SOLDERING 
Рот. 


15 in. in length, and by means of a wing nut and bolt can be 
adjusted to any desired angle or kept in a rigid position like the 
common soldering iron. The bit may be folded or reversed in the 
handle, thus shortening the overall length and preventing the 
point from damaging the tool bag in which it may be carried. 

. The construction of the handle is such as to enable it to be 
placed upon the burner of a blow torch and heated, thus avoiding 
the use of a blow torch direct on the wire. This method is shown 
in one of the illustrations, There isa groove on the nose of the 
copper bit or facilitating the soldering of wire. Y | 

n cases where a soldering pot is not available or its use is ni 

advisable, this combination tool may be used. The. Ni of the 
copper body is drilled out to a depth of 2 in. and an approximate 
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A miniature soldering pot is thus formed in the 
copper body, in which &older may be readily melted. 

This combination soldering tool is made by the CHAMBERS, 
BERING, QUINLAN CO., Decatur, IN.— Telephony. 


diameter of $ in. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


Performance of Steam. Turbine Sets. 


Referring to the record performance of the Glasgow turbine, 
published in your issue of July 14th, I shall be glad if you can also 
insert the enclosed results, obtained from a Fraser & Chalmers set 


installed here in 1911. \ 


I think too much prominence cannot be given to records of this 
kind obtained from all British-built machinery, particularly in view 
of the disastrous breakdowns of German-built plant reported from 
Shanghai and elsewhere. t . 

This particular plant was installed here in June, 1911, and is of 
the well-known Fraser & Chalmers-Rateau multi-cellular type, 
coupled to a Siemens alternator with a direct-coupled exciter. 

The set was designed for 1,000 KW. capacity. running at 
3.000 R.P.M.. The alternator generates three-phase alternating 
current at 50 periods, at a pressure of 3,000 volts, and the set has 
an overload capacity of 25 per cent. for two hours, and 50 per cent. 
for half-an-hour. 

During the year ending March, 1916, this set generated 6,084.000 
units at about 80 per cent. power factor. which equals 94'6 per 
cent. of the total output. The machine has done а considerable 
amount of overload up to peaks of 1,550 Kw. 

The daily load factor has reached 104 per cent. 

The machine has been overloaded for 13$ hours out of the 24, 
and has had to take the peak load with 24 in. and 25 in. of 
vacuum, due to shortage of condensing water. 

It is two years since the turbo was opened out, and with the 
exception of slight adjustments to the governor, no repairs of any 
kind liave been required. 

Such results may not establish a record, but I think, coupled 
with-the performance of the Glasgow plant, they argue well for 
the British manufacturer. ; 

J. C. Williams, 
M- "ngineer und Manager. 

Erith Electricity Supply and Tramways Dept.. 

July 25th, 1916. 

[This is certainly an admirable record of good: service. We 
shall be glad to receive particulars of -similar performances.— 


Mechanical Aids for Wounded Men. 


May I ask you, through the medium of your valuable journal, to 
appeal to all electrical manufacturers and contractors who have 
any form of workshop, whether large or small, to help me in the 
following excellent canse :— 

A very large number of metal leg and arm rests are required for 
those of our wounded heroes returned from the front with fractured 
limbs. I have taken it upon myself, on behalf of a branch of the 
Red Cross Society. to offer to supply a certain number of the 
necessary parts required in making up the above frames. This 
form of apparatus relieves the wounded af much suffering, and 


' helps to hasten the mending of the fractures. 


Anybody with an ordinary lathe can bend and drill certain 
simple parts.of the apparatus, made up of ordinary pieces of flat 
iron.strip and galvanised rod, and if contractors would kindly help 
to supply even a small number of these parts per week. I should 
then be in a position to keep this branch of the Red Cross 
equipped with suffieient material to enable the amateur workers 
who put the frames together to complete a considerable number 
per week. , 

At the present time thousands of these frames are required, and 
as the putting together is all done voluntarily, every small help is 
of valuable assistance. Therefore, again Г appeal to all manu- 
facturers and contractors to give me their support in this matter. 

The raw material will be supplied by me, and patterns of the 
parts required can either be seen in my office. or would be sent on 


- application. 


Thanking you for granting me the space for this letter. 
Н. F.- Simon, 
Managing Director, Electrical 4nstallations. Ltd. 
27. Martin's Lane, E.C., July 29th, 1916. 
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Carbon Electrode Manufacturing 
carbon electrode manufacturing business of 
Bruk is being taken over by a new company in course 
with a capital of £83,000. 
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HYDRO-ELECTRIC POWER. PROPOSALS IN 
L; - MYSORE". > m 
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Tue total capacity of the generating station at Sivasamudram, 
Mysore, will be, after the installation is completed, 22.650 H.P., 
and after deducting 1.650 H.P. to be held in reserve to guarantee 
the continuity of. supply. there will,be. available nt the bus-bard 
‚ 21.000 н.р. net for supply-to the transmission lines. _ During about 
nine months of the year, there is: sufficient water in the Cauvery 
river vo generate at Sivaeamudram 30,000 H.P. nt no very great 
additional expenst. ‘The capacity of the generating station will Бе 
made up of 11 units of 1,130 H.P. each ; З units of 2.000 н.р. each ; 
and ] anitof4,00U-H.P. | . NS. а е te ae | oo os 
It is therefore possible to obtain 9.350 additional н.р. by changing 
«the eleven 1.150 H.P. units-to unite similar to those of the third and 
fourth installations. The station would then consist of 14 2,000-H.P. 
units and one +,000-H.P. unit. or a total of 32,000 H.P. at the buses, 
leaving available for the distribution lines 30,000 H.P. net.. This 
substitution could be made remarkably easily ; each of the three 
large pénstocks of the first installation would be used for a 
24XX)-H.P. unit, and only eight new penstocks of 2.000 H.P. capacity 
bought. This increase of: capacity could be obtained without any 
building modifications, and the forebay alone would have: ta: be 
modified for three additional penstock intakes. ' With these small 
improvements, an additional 9.000 net H.P. may be obtained at a 
cost of approximately Rs. 15 lakhs. — ONES EE 
Under.the present allotment of water to be stored at Kannam- 
badi Reservoir, during at least three months of. the year the river 
supply is less than that required for 21,000 H.P., so this scheme 
will have to be. abandoned. The number of consumers. both large 
and small, within reach of the power linés, is rapidly growing, and 
‚аз the maximum supply of 21,000 H.P. from Sivasamudram is 
likely to be exceeded it the next few years. it becomes necessary to 
have recourse to a completely. new installation elsewhere, to be 
operated in parallel with. ог to entirely replace. Sivasamudram:. 
For this the ‘Cauvery viver is ideal. as the Cmuvery reservoir 


„м a certain definite discharge. at any point below ће . 


Below Sivasamudram two projects effer themselves : (1) Shimsha 
aad (2).Mekadatu. The power-station site of the former project is 
located on the Shimsha river just below the Shimsha falls. at -its 
junction with: the Hullabella. river, about 7'4 miles from the 
Сапуегу.. The Mekadatu project is sitünted immediately on the 
Cauvery itself, about 25. miles along the river below Sivasamudram, 
aid just within the Mysore State. The‘ power-station site is within 
a few yards of the boundary line where the river. enters Madras 
territory. Жн КЕ iue 

"The first proposal embodies taking the water- from the. Sivasa- 
modram head-vates through an open channel for approximately 
"P miles to а forebay or intake, and thence in steel pipes 
l mile to a penstock header. This header would be under 
approximately zero pressure. with a stand-pipe or surge tank open 
above the high-water level:at the intake, of sufficient capacity to 
discharge all the water in case of a sudden shut-down. { 

"То provide a crossing at Handia Nulla. it is proposed #0: dam this 
nullgh, thereby forming а very large reservoir for equalising the 
Вож. and. most important of all. (о provide а settling basin for 
ruüving silt and floating submerged vegetation. ` ` E 
б the penstock header: four penstotka will be taken 
a generating station. It is proposed to install in this 
vis n Tour units of 10,000 B.H.P. net output with a pro- 
waon for a future fifth unit. one unit being in reserve 
E у! of these units will be direct-coupled to Francis 
кш i a provided with its own exciter mounted on. an 
a t.. Each exciter will be of sufficient cupacity to pro- 

ay каш 2: nad two unite. The penstocks will be provided with 
ddial сойли devices at the penstock header and also 
will le AB и from theturbine room; The turbine governors 
niue ad vil-pressure type with auxiliary oil systems and 
The “switch Justments of load without shutting down the unite. 
controlled ea ri control appératus will be of the remote- 
con penne її е, and: the. voltage regulators arranged to 
ле transformers will be of the oil-insulated 
asr zi 2 
Muros Mel ai Sivasamudram and Kolar Gold Fields. step- 
"The powe s voltage up to 70:000— 78.000 volta. 
i rid ыш be transmitted over new lines about 4 miles and 
жаш ent system. " | i 
тави SE їз to utilise the rapids at Mekadatu 25 miles 
Arkavati, At Ше v 3 miles below its junction with the 
rosdene ont to gu ы of these rapids. the Canvery canyon 
channels for condu x an extent that it is possible to construct 
to the foot cüng.the waters of the Cauvery from the head 
A dam о Ве тары. . Pad 
diverted ж x pd be constructed across the river and the water 
1те; ће power je channel which terminates ina forebay just 
з ош, site at the foot of the rapids. 
mately ] 50 ft: lon to be of coursed rubble masonry approxi- 
‘tong and 12 ft. high. | 


he channel wj i 

| nel w ; : 

Width of 294 i Pai approximately ?0.00U ft. long with a bed 
Ш а {отеу with n depth of water of 10 ft., and will terminate 
“Hiter penstocks ar ae penstock intakes for four main units. No 
‘TOW the main antes provided. as the exciters will be driven direct 
We Xem 


‚ water-cooled type. 


——— 
— 


. uer 

Abttract of A 

ference, and Sf a eut read before the Mysore Engineers’ Con- 
п the Indian Textile Journal, — 
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Three horizontal type -generating units are proposed, eaeh of 
4,000 B.H.P. output, direct connected to suitable turbines. The 
generators will deliver three-phase, 25-cycle power at 2,200 volts 
and 80 per Gent. power factor. . The shaft will be extended for. an 
exciter of. sufficient capacity to supply excitation to two mair 


t . Provision will-be made for a future extension of-a fourth 
unit. : Ес MR WEE EE 
The turbines Will be of the Francis type, of 5.600-H.P. capacity, 
equipped with oil-pressure- governors -ànd pressure-limiting devices 
similar to those lately installed at Sivasamudram. The governors 
үш equipped with motors for load adjustment from the switch- 
` There will be four transformers (опе spare) of: the water-cooled 
and oil-insulated type, 1.750 Kw. capacity, at 80 per cent. power 
factor, for stepping. up the voltage from 2,200 to 70,000— 78,000. 
There will be no separate transformer station, ав at Sivasamudram, 
but all station apparatus will be located in one building, resulting 
in a considerable saving in capital cost, and obviating the necessity 
of a double operating staff. | жр 
The power will be transmitted over duplicate lines. 24 miles 
long. to Kankanhalli section house. and there fed into the present 
system.: Both these lines will: be on the same towers, spaced 
approximately 500 ft. apart. Suspension insulators will be used. 
апа the lines protected from atmospheric disturbances by over- 
head grounded ground wires, and for the protection of stations 
aluminium cell lightning arresters will be provided at both ends. 


à 


————M 


LEGAL. | 


BROMPTON AND KENSINGTON ELECTRICITY SUPPLY Co., LTD.— 
e mE . .QUINQUENNIAL ASSESSMENT. pos 
Ат ihe County of London Quarter Sessions. held at Clerkenwell. 
Mr. A. J. Lawrie (the Deputy-Chairman) was engaged for nearly 
three days in hearing ап appeal by the Brompton and Kensington 
Electric Supply Co.against am assessment of their works and-cables 
of £22.800 gross and £12,000 rateable by. the Royal Borough of 
Kensington. Á| Xx 

. Mr; Alexánder. Macmorran, K.C.. апа Mr. .E. M. Konstam were 
counsel for the appellants, while Mr. Walter Ryde, K.C., and Mr. 
Cecil Whiteley appeared for the respondents. 

„Оп behalf of the appellants, evidence was given by Mr. Carpenter. 
of Messrs. Humphreys. Davies & Co.. valuers : Mr, Spencer Hawes, af 
Messrs, May & Hawes: Mr. Ruthven Murray. Mr. R. S. Downe. 
general manager of the company. and Mr. J. T. Owens.the secretary. 

On behalf of the Borough of Kensington. Мк. М. HAROLD EVE, 
rating surveyor, of Mesers. William Eve & Sons. Union Court. 
Old Broad Street, E.C.. submitted a valuation on which he found a 
rateable value of £16,330. i m m ws ЖУ 

Sr JOHN SNELL also gave evidence in support of the assess- 
ment. and. in the course of cross-examination by Mr. Maemorran. 
contended that he had done the right thing in basing his tables 
for renewals on a figure of £68.00. although the prime tost was 
£103.000. The witness also expressed the opinion that there 
would be a considerable drop in ргісеѕ after the war., MR. 

MR.. MACMORRAN : I suggest not for two or three years. 

ев JOHN SNELL: I happen to be :conneeted with a large 
number of important contracts, and I have it:from most eminent 
manufacturers in this country that there will be very consider- 
able drop. especially in metale. - bot ue cs Wow 

. MR. MAcMORRAN: Do you anticipate much of a drop in wages ’ 

‘Sik JOHN SNELL: I anticipate а drop. The. war bonus will 
have gone. Ret ue Ves te ue 

In further cross-examination. SiR JOHN admitted’ that in a 
certain calculation in which he had taken the 31 per cent. table. it 


. was customary until a few years ago to take the 23 or 3 per cent. 


The price of money had increased in the meantime, and it was now 
customary to take 3} per cent: x 

- Mr. RYDE: But on this particular point. the difference between 
the 3 and 34 per cent. table would be very small, wouldn't it ? 

SIR JOHN SNELL: Yes, about £80, certainly under £100. 

Мв. RYDE: If you were dealing with something to-day. what 
would be your figure ? 

BIR JOHN SNELL: 
cent. De . | 
Mr. Куре, K.C.. addressed the Court on hehalf of the Borough of 
Kensington. and aubmitted that the assessment was amply justified. 
As regarded Sir John Snell's tables for renewals. Counsel argued 
that the position depended not on prime cost. but the cost of 
producing an efficient substitute. 

Mr. MACMORRAN. K.C.. for the electricity company. said that 
whereas the gross receipts of the cómpany were substantially the 
same, the expenditure had increased. and this made a difference of 
£3,876 in 1915. "That loss aecrued to the company despite that 
increased charyes were operating for nine monthsofthe year. He sub- 
mitted that the assessment which it was sought to impose on the 
appellants was excessive, and not in accordance with the true prin- 
ciples of assessment. Не urved that it shonld be remembered 


To-day I should take it certainly at 4} per 


that in the case of electricity companies there were serious 
possibilities of litigation. from time to time. Mr. Eve 
grosa value worked out ut £ 229995, which was £190 


more than. the Assessment Committee's valuation. As regarded 


«ir John Snell's figure of £68,000 instead of the prime cost, 
conditions as they 


counsel contended that they could not ignore 
existed to-day. 
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` The DEPUTY-CHAIBMAN, in announcing his decision, said he had 
gone into all the figures connected with the case with considerable 
care, but he did not think any useful purpose would be served by 
his now going into them in detail. The decision he had come to 


. was that the gross value should be reduced to £19,778, and the 


rateable to £11,378, and as that was--a substantial. reduction—a 
very considerable reduction—and аз the appellants could not get it 
reduced without coming there, the respondents should pay half 
the appellants’ costs. 


CHRISTIE v. NOBLES’ DRUG STORES, LTD. 


IN the Lord Mayor's Court, last week, before the Recorder (Sir 
Forrest Fulton, К.С.) and a jury. Mr. J. C. Christie, electrical 
engineer and contractor, of Mansell Street, Aldgate, E., sued Nobles’ 
Drug Stores, Ltd., of Well Street, Cable Street, Е, and Whitecross 
Street, E.C., for £20 18. 8d., work done and material supplied in 
May and June, 1915. : 

The plaintiff's case was that in May of last year an order was 
received from the defendants for a Blanchard incandescent lamp, 
and at the same time a discussion took place concerning an electric 
light installation to be fitted at defendants’ Whitecross Street 
establishment. The plaintiff did the work. and sent in his bill of 
charges. At first he was promised payment, but afterwards 
defendants suggested that there were overcharges in the bill. 
Plaintiff replied that owing to the increase in the price of labour 
and material, he could not see his, way to reducing the account 
more than-5 pef cent. The money had not been paid, Evidence 
was given by the plaintiff's traveller (MR. HART), who spoke to 
taking the orders. He said it was not true, as now suggested, that 
he was shown an estimate given by the Electrical Installations, 
Ltd, and had agreed to do the electrical work at the price contained 
in the estimate. ‚ 

For the defence, MR. WILLAM NOBLE, secretary and managing 
director of the defendant cÜmpany, was called, and he said the 
plaintiff's traveller had agreed to supply à Blanchard incandescent 
lamp for £3 2s. 3d., and to do certain electrical work at the price 
of £8 15s., the amount of an estimate he had received. He had 
always been ready and willing to pay those sums amounting to 
£11 17s. 3d. but he had been charged £20 18. 8d. When he 


. pointed the matter out to the plaintiff's traveller, he said there had 


been a mistake, and he (defendant) had been charged for & time 
job instead of а contract job. The traveller had promised to, 
arrange matters. E | 

The jury, after hearing further evidence, found for the plaintiff 


- for £18 15s. 1d. 


COMMERCIAL CABLE Co. v. THE GOVERNMENT OF NEWFOUNDLAND. 


THIS matter, which was before the d udicial Committee (Lord Chan- 
cellor, Viscount Haldane, and Lord Atkinson) on Monday, was an 
appeal from a judgment of the Supreme Court of Newfoundland, 
which, by а majority, dismissed a claim by the appellants against 
the Government of Newfoundland for payment of two sums of 
$12,000 and $10,916.13. The claim was based upon the provisions 
of an agreement under the Great Seal of Newfoundland, dated 
February 18th, 1909, between the appellants, an American company, 
and the Governor of Newfoundland in Council. By the agreement 
the company agreed to establish a cable station at St. John's, New- 
foundland, for the transmission of cablegrams to and from Great 


Britain and Ireland, the Government undertaking to pay them 


$4,000 annually for the advantages and facilities secured to it by 
the cable. Subsequently there was a change of Ministry in New- 
foundland, and the new Administration declined to recognise the 
validity of the agreement on the ground that it had not been sub- 
mitted to the Legislature of the Colony for its approval. The 
Chief Justice of Newfoundland dissented from the judgment of 
the two other judges of the Supreme Court, who dismissed the 
appellants’ claim. : 

According to the report in the Daily Telegraph, appellants con- 
tended that the agreement was valid and binding on the New- 
foundland Government, and did not require the sanction and 
approval of the Legislature. On the part of the respondents, how- 
ever, it was argued that the power of the Governor in Council to 
make contracts was limited by the rules of the House of Assembly 
made pursuant to the Representative Act, 1892, but the appellants 
contested that view, and contended that no rules established by the 
House of Assembly could have that effect. 

Lord Haldane now delivered the judgment of the Judicial Com- 
mittee, in which their Lordships intimated that they would humbly 


advise his Majesty that the appeal failed, and should be dismissed 
with costs. i 


WAR ITEMS. 


Controlled Works.—The number of establish t 
controlled by the Ministry of Munitions is 4.059: 194 е 
been added since the last announcement was made. 


To be wound up.—The Board of Trade has ordered the 
following to be wound up under th i it 
Enemy Amendment Keg ee nae Wii he 
eee 9 T. a eet Hatton Garden, E.C., 

assware merchants. ont : H. : T ing- 
EU SU RC. | ntroller: Н. Hartley, 70а, Basing 
е Muller, n. ае Westgate, Bradford, elec- 

accessories merchant. ontroller: Walter 
12, Duke Street, Darley Street, Bradford. a тшше 


. disallowed. 


Books for Prisoners of War.—T he recent revelations ге. 


 specting the condition and needs—physical and mental—of 


some of the British prisoners of war interned abroad, coupled 
with the recently imposed restrictions on the: transmission, 
by private individuals, of any printed matter to enemy or 
neutral countries, make it more important than ever that 
friends and correspondents of our interned men, when 
writing to them, should acquaint them with the existence 
of an Educational Book Scheme under which they can get 
their wants supplied. Under this scheme any such prisoner 
can obtain, free of charge and carriage paid, good’ books of 
an educational character (not fiction or light literature) 


on almost any subject for reading or private study during” 


his internment by communicating (either directly or through 
a correspondent) with Mr. A. T. Davies, of the Board of 
Education, Whitehall, London, S.W. Prisoners are invited 
to state as precisely as possible on a form (which can be 
had gratis on application 
The evidence that has already reached this country shows 
that it is necessary to provide not merely physical, but also 
mental, sustenance for British. risoners during their con- 
finement—and this the above. Educational Book >cheme 
aims at doing. Offers of suitable books for the latter will 


be gladly received by Mr. Davies, but they should be accom- · 


panied by a submission of the list of books proposed to be 
contributed. i 


Exemption Applications.—At the City of London Tri- 
bunal, on Friday, Mr. F. Shaw, who stated that he was in 
the employ of the British Thomson-Houston Co., Ltd., 
electrical engineers and manufacturers, made an appeal for 
exemption on business grounds. The applicant said he was 
appealing personally, as his em loyers would not make any 
appeals on patriotic grounds. he Clerk: ** It is impossible 


for an applicant to say that he is indispensable if his em- . 


ployers do not appeal." The Chairman said there was no 
case made out, as the applicant claimed on business grounds, 
and his employers would not appeal. The claim would be 
A claim on domestic grounds was made by 
Mr. H. C. Rodgers, also in the employ of the British 
Thomson-Houston Co., and the matter was referred to the 
applicant's local Tribunal. Е l 

At Rochdale, temporary exemption for one month was 
granted to Joseph Holroyd (33), armature winder and 
general electrical worker for the Sutcliffe Electric Company, 
with a view to enabling him to get work which would 
justify the authorities in iving him a badge. 

At the City of London Tribunal, last week, an appeal for 
exemption was made on behalf of D. R. F. Dobson (35), 
an electrical fitter, and married, by Messrs. Walter Mossop 
and Co., electrical contractors. A partner of the firm said 
that they were supplying electrical fittings to firms occupied 
with war work. obson was specially experienced in the 
arrangement and coritrol of dynamos, and was at present, 
and would be for the next three months, employed at a 
factory which was making munitions for the French 
Government. The firm did not know how they would be 
able to replace him. He was the only man of military age 
The Chairman said that the man was included in the list 
of certified 'occupations-as it now stood and сате under 
the heading of “ Electricians and electrical fitters,” but, of 
o the firm ran the risk of losing him if the list was 
altered. | 

At the Middlesbro’ Tribunal, the electrician of the Grand 
Opera House was granted exemption on condition that he 
undertook work of national importance. 

“On the appeal of the Town Clerk, Mr. W. Н. Wakefield 
(38). chief clerk at the Bexhill-on-Sea Electricity Works, 
has been conditionally exempted for three months. — . 

Befote the Axbridge Rural Tribunal, Mr. J. Winter 
Bobbett, Chairman of the Winscombe Electricity and Power 
Co., Ltd., applied for exemption for an engine-driver at He 
supply station named Hill, who is 41 in September. 1 
stated that .their customers numbered 190, and Hill ha 
sole charge of the engine. Conditional exemption was 


given. . EU 
` At the Keighley Tribunal, the Corporation claimed tha 
а railless-car repairer was indispensable, and the question 
was adjourned for further consideration. | | 
At the Southwark Tribunal, Hotton and Hodgson, elec: 
trical and lighting engineers, applied for the exemption 0 


. Mr. Fred Hotton, son of one of the principals, described ds 


an engineer, and for an electrical fitter and engineer. 

Hotton, senr., stated that the firm had undertaken a con 
tract from the War Office on the distinct understanding 
that they would get badges for their men, but they nae EA 
yet received them. Conditional exemption was granted ! 


both cases on joining the Volunteer Training Corps. 


ago the cases were adjourned for a conferen 
tary; 26 cases were settled by arrangement, and t 
did not oppose conditional exemption for the ten me 
the Tribunal. The Chairman said that the men MP thé 
exempted until October 31st only, and leave to go betore 
Central Tribunal was asked for, on the groun ages 
arrangement ае into should be confirmed. Leav 
.appeal was refused. А 
At Grantham, application was made by the ps се 
for the exemption of the sole manager, Mr. Jo ' 


what kind of books they desire.^ 
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Edmundson (37), who also manages the works at Stamford 
and is visiting engineer at Cromer. Conditional exemption 
was granted. Tues 

Carlisle Tribunal, on the application of the military repre- 
sentative, has sanctioned the calling-up of Thos. Young, 
electrician at the works of Messrs. Carr, who said that they 
were increasing -their electrical installation, and needed the 
man's services. 

At Hitchin, application was made for- exemption for Mr. 

‚ Oppermann (40), manager of the Alexandra Electrical 
а Co., Ltd., of Letchworth, who stated that all 
the employés had gone, and that he was carrying on the 
business with the aid of his two eldest daughters. ^ Condi- 
tiona] exemption was granted. | 

Before the East Kent Appeal Court, on July 26th, the 
military representative appealed against the decision of the 
Whitstable Tribunal allowing conditional exemption to Mr. 
Arthur Stewart (32), engineer to the Whitstable Electrical 
Co., Ltd. After hearing the facts the appeal was dismissed, 
` and the exemption confirmed. 

At Lewisham, S.E., on July 21st, Mr. Hanson, electri- 
cian, appealed, and-stated that he was willing to enter the 
Army for his profession, or in the Air Service, so that his 
wife could have larger means. Не had, however, failed to 
get into the Royal Naval Air Service. No exemption was 


iven. 

j Before the Redruth Rüral Tribunal, on July 22nd, exemp- 
tion was claimed for the cost clerk and the cashier of the 
Cornwall Electric Supply Co. The former has been with 
the company for five years and the latter, who is also in 
charge of the tramcar depôt, for 13 years. Mr. Smith stated 
that they had lost a lot of their technical staff) and had to 
keep the concern going. As the company’s employés had 
been previously dealt with, the military representative 
objected to the applications, the men not having been in- 
cluded in the previous list. Mr. Peter: ‘‘ You can’t pick up 
a cost clerk in ten minutes." The Tribunal allowed the cost 
clerk six months, but refused the other application. 

The East Sussex Appeal Court has refused exemption to 
the electrician of the Eastbourne Pier Co., aged 30, stated 
to be the only capable man employed. | 

Maidenhead Tribunal, on July 25th, gave Mr. Arundell, 
electrical engineer, leave to renew an appeal for Walter 
Sibley, the only man applied for, and who is engaged on 
power work and on occasional Government contracts. 

At East Grinstead, an electrical fitter in business at Forest 
Row, who has work at four military hospitals, was given 
one month's exemption without leave to apply again. 

Extended exemption has been refused at Brighton to an 

electrician with a local firm, who pleaded that they had 
had to refuse work owing to their depleted staff. The man 
has already had three months’ exemption. 
. At Folkestone, Mr. E. Morgan, electrician, appealed, and 
It transpired that lie had offered his premises to the 
Minister of Munitions, who, however, could offer him no 
work. Conditional exemption was allowed, with the stipu- 
lation that appellant joins the Volunteer Training Corps. 

At Buxton, on July 27th, a firm of electrical engineers 


appealed for their foreman fitter, who assists at the elec- . 


tricity works, Exemption was allowed until January 28th. 


BUSINESS NOTES. 


i ' 
Empire Contracts: An Australian Criticism.—In a recent 
editorial, entitled "How Not to Treat British Tenderers,” the 
Anstralian Statesman and Mining Standard writes as follows :— 
That something should be done to prevent large orders going 
© of the Empire, when they can perfectly well be executed within 
e Empire, has long been obvious. We are not going to say that 
i а must be placed within the Empire under any circumstances 
к may arise, but. where work can be fulfilled by an Empire firm 
а iw cost than by an alien firm, the Empire firm should 
x nar have the preference. That is not the feeling, apparently, 
el Electric Light Co., Ltd.. Brisbane. This company issued 
Rs cations. which closed in September of last year, for rotary 
verters, transformers, &c. The value of the business in round 
nied Was something between £12,000 and £15,000.. Several 
Electric Cu fneturers tendered, and so did the Australian General 
Be А Which put forward apparatus manufactured by its 
о ан the General Electric Co., of New York. The British 
fioe unsatisfactory in only one respect : though the manu- 
bi ought they would be able to carry out the work in a 
(sonable time, they were not willing, in view of the war condi- 


ti se 
Ons prevailing, to accept penalties for late delivery. This 


question of delive 


order wi ate : I | 
ем the Australian General Electric Co. for the American 


| the result that, at a time when money is of 

e ` yi 
£o. His me to the Empire, a sum of something like 
it More» EE it when it might reasonably be spent within 
apparatus consist sam same company called tenders for. further 
ing returnable M of a Jarge turbo-alternator unit, the tenders 
‘ ле ж Ist. Although the conditions were just 
tender, and did ore, the British firms were again invited to 
80, and representatives of some of these companies 


ту was used as the main excuse for placing the ' 


were later invited to meet the manager of the company to discuss 
their tenders. When these interviews took place, the demand for 
guaranteed delivery under penalty was made once again, with the 
result that an order for a plant worth something like £30,000 has 
been placed with the Australian General Electric Co., to be passed 
on to the British Thomson-Houston Co., the tarbine to be provided 
by the British Thomson-Houston Co., the alternator to be built by 
the General Electric Co., of America, and the condensing plant to 
be made by W.IH. Allen, Sons & Co., Ltd. The Australian General 
Electric Co. appears to have accepted the penalty for delivery, во 
that the plant may be operating under steam, in Brisbane, on May 
Ist, 1917, though it is obvious that the British Thomson-Houston 
Со. 1s 1п precisely the same position as all other British manu- 
facturing companies in the matter of delivery." . 

Our contempo goes on to suggest that, inasmuch as the 
Brisbane Electric Light Co. will probably have to issue new shares 
in order to pay for this plant, the Treasury should refuse leave to 
call up the money, if it should appear that the money is to be spent 
in America. “The flow of money to America for munitions is 
sufficiently large at the present moment to make exchange a 
difficult enough matter, without having orders placed in the United 
States for apparatus which can, and ought to, be bought within the 
Empire. The prices offered by the English makers are understood 
to be at least ав good as the American prices, and the failure to 
accept the penalty for failure to deliver by a specified time should 
not, in present circumstances, be regarded as sufficient excuse for 
spending this money outside the Empire." 


U.S. Electrical Exports.— The American Electrical Review 
and Western Electrician states that the U.S. electrical exports for 
the month of April, 1916, were valued at about 28 per cent. more 
than in the corresponding month of 1915, although somewhat less 
than the high values of last February and March. The volume or 
quantity of the export trade has probably not materially increased 
over last year, the inorease in total value being due almost entirely 
tothe high prevailing prices. Quantities are given in the official 
reports for only four classes of electrical shipments, which, in April 
compared as follows :— . 

—Numbers exported in— 


Articles. April, 1916. April, 1915. 

Electric fans 8,419 4,528 

Ато lamps ... is sea vat 22 - 35 

Cargon-filament lamps ... sas 45,818 218,388 

Metal-filament lamps 140,657 196,725 

The values are as under :— 
Articles. April, 1916. April, 1915. 

Batteries E ace $168,142 $88,372 

Dynamos or generators ... 151,727 127,071 

Fans Ses as wen 45,528 61,926 

Insulated wire and cable 386,239 854,341 

Interior wiring supplies, &c. (in- 
cluding fixtures) a z 44,805 67,605 

Lamps—  - 

Arc... дев as 5% T 639, 554 
Carbon-filament | : 5,110. 27,665 
Metal-filament ... vus ; 128,734 36,936' 

Meters and other measuring in- | 
struments : sie ДЕ 52,255 ` 69,885 

Motors... wee dite З 272,261 193,802 

Telegraph instruments (includ- 
ing wireless apparatus) 7,965 — 14,377 

: Telephones se эз 52;064 89,730 

Transformers . ... sx 68.889 47,763 

All others ia c née 1,245,511 875,395 
Total ... ... $2,630,169 $2,055,375 


For the first 10 months of the last three fiscal years, ended on 
April 30th in each case, the electrical export totals were as 
follows :— 


Ten months of fiscal year. Electrical Exports. 


1913-14 $21,569,687 
1914-15 15,922,467 
1915-16 23,666,267 


These totals do not include electric locomotives, which for these 
three 10-month periods totalled as follows :—1.13-14, $272,387 ; 
1914-15, $249,096 ; 1915-16, $422,340. During last April five such 
locomotives, valued at $26,964, were exported. 


Prohibited Swedish Exports.—The Swedish Govern- 
ment has prohibited the exportation from the country during the 
war of “mountings for incandescent lamps, with or without 
switches, with coverings or inner parts of other metal than iron.” 


Japanese Government Subsidy for Electrical Exports. 
—From a statement quoted in. the Huchi, it seems that the 
Japanese Government is going to subsidise the export of electrical 
apparatus. The Tokyo paper, which is regarded as the organ of 
the Government, credits an authority in the Department of Agri- 
culture and Commerce with the following statement :—" Japan's 
electrical industry has recently undergone a marked development. 
Efforts Should be made to further national interests by promoting 
the export of the various products of the industry. The Govern- 
ment is therefore considering means to encourage the export of 
electrical apparatus to China, India, and other accessible places. A 
new item of expenditure is to be provided in the next Budget for 
the purpose of subsidising the export. The scheme, however, has 
not yet been considered by the Cabinet in detail.—£Eastern 
Engineering, А 7: 


T 
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Catalogues and. Lísts,—IcnRAX10: Exectric.Co,, Lrp., 
147, Queen Victoria Street, London, E.C.— Illustrated leaflet No. 
1,621, containing full descriptive particulars and tabulated ratings 
of. magnetic couplings, clutches, and brakes.-.... =. - «+: — ; 

Mr. GEORGE ELLison, Victoria Works, Warstene Lane, Bir- 
mingham.—New list, No. 327 (34 pages), dealing with: totally- 
enclosed brake solenoids. Most exhaustive information——descrip- 
tive, tabular, and diagrammatic—is given regarding this type of 
gear, the contents being the result of many months’ careful 
caloulation sud research. Some typical’ specifications are given, 
which have been found: absolutely necessary owing to the fact that 
more than 50 рег: сепё. of the -inquiries . received do not give 
sufficient particulars, © ^: . 7.5 2 i 


THE MACINTOSH .CABLE Co. LTD.; :176. Віва" Lane. Walton, ' 


Liverpool.—Pamphlet describing · ће Bówdén-Thompson patent 
system for the protection of-electric cables.. ^ -.' ~ p ete ue 
X THE METALLIC.SEAMLESS TUBE 00., Lro- Wiggin Street, 
Birmingham.--61-page catalogue, giving illustrations, particulars, 
and .clearly-arranged : prices ‘of :“ Metallic? ‘steel oonduite- and 
fittings, -enamelled and. galvanised: réspectively.. Copies may be 
had by the trade on application. . 00 сз. € 
THE ELECTRIC: SUCTION CLEANER: Co., 56,- Victoria. Street, 
London, S.W.—A .12-page pocket pamphlet. entitled ‘The New 
Maid,” tells а. story--and а very attractive one; too—-of. wartime 
domestic difficulties, and how electricity solved them by the aid of 
a " Clarissa ” electric -housemaid, otherwise a “Premier? suction 
cleaner. e A. s osx TE 
Board of Trade Inquiries.— The B.-of T. Commercial 
Intelligence Branch has received applications from Home firms for 
the names of manufacturers and producers of electrolytic plant 
for the manufacture ‘of caustic soda; also for machines. for 
cutting and pressing peat for fiel, 7 7 7. 7 
. Electric. Light Switching.—As Не resultof.a recent 
supplementary. competition and. examination: on this:subjeot, held 
hy Messrs. А. P. Lundberg & Sons..9 Advanced, 30 Intermediate, 
and 36 Preliminary Certificates have heen awarded. the foremost 
place being gained by Mr. Н.Е. Ware, of Macclesfield. Though the 
numboer'of competitors i$ small compared with those in the recent 
record examination, it is really good, considering the present 


` 


circumstances. 


For Sale.—The Postmaster-General is offering for sale 
certain plant and machinery -at the Post Office Parcels Depot, 


‘Dublin, : 


The Receiver for the debenture-holders of the London. Electron 
Works. Ca., Ltd., is. inviting offers for the sale by tender of the 
land, factory, plant, &c. at Regent’s Dock, E. ` А 

Messrs.’ Wheatley Kirk, Price & Со: will offer for sale by auction, 
on August 22nd, the plant of the Holloway Electric ‘Supply Co., 
Ltd. Particulars appear in our advertisement pages to-day. . 


Book Notices.—The Swedish Chamber of Commerce for 
the United Kingdom (5, Lloyd's Avenue, London. E.C.) has issued 


© a Year Book of the Chamber for 1915. It contains a-copy..of the 


annual report, and articles оп Swedish shipping. during. the. war 
Swedish oversea steamship lines (with map); the Swedish route to 
Russia (with map and plan), statistics of trade between the United 
Kingdom and Sweden during 1914, &c.. There are anumber of trade 
reports treating with the principal. markets for. Swedish staple 
articles in the United Kingdom from,an individual point of. view. 
Innumerable charts are given, many of them. showing the imports 
and-exports of the: United Kingdom .for different. classes of elec- 
п шаша during five or six yearg. prior to the outbreak 
of war.- LE О ТИ Ons Bf ine a 

".Lektrik Schémas de Lumière,” is the title of a -F trans- 
lation of their " Lektrik Lighting Connections." vix Me 
А.Р. Lundberg & Sons, with characteristic entérprise, have just 
issued (price 1 fr.) The contents. which have. been adapted. by 
M. R: Drilhon, one of the firm’s advanced-grade certificate-holders 
are in substance identical with those of the English edition : the 
total number printed, including the French edition is now йо less 
than 37,000-copies, a fact which speaks-foritself. со 1 о... 

The J uly issue of tbe Journal of the. Tramways and Light Rail- 
ways Association contains a full xeport.of the proceedings at the 
recent annual.congress of the Association. E 

Post. Office Electrical Engineers’ Journal, 
їп» 1916. London: H. Alabaster, Gatehous 

“Programme for the Session 1916-17" 
London Institute, Depart 
Murray. Price 9d. net. ` 


." The Slide Rule." Ву C. N, Pickw И 
ала бр. „Prica Зв, net. 7 Te worth.. Manchester ; Emmott 


Vol. IX. Part II. 
e. & Co. Price 1s. 


of the City arid Guilds of 
ment of Technology." London : John 


К Thre  British-Italian ` Corporation.—In the. House of 
pena on : Monday, according to. the. Financial Times, Sir 
Archi ald Williamson. asked the Chancellor of the Exchequer if he 
was 1n. à position to give any information with regard to the -for- 
meen of & company to promote the. joint economio interests. of 
this country and Italy, and if he could state what financial assist- 
ae was being idees by the British Government. . 
221. 4Cchenna, W reply, gave particulars of t itish-Itali 
in ation. td. concerning which we gave MER yop 
Ssue.. He added that the Briti rer i 
узбе. ы к оа agreed to contribute 
years after its incorporation, an ann 
equivalent of 5 per cent.’ upon ita 
EOOD OND; : 


-LIGHTING AND POWER NOTES. - 


b 


might disttibute to the’ shareholders. in amy year’ after making 
such provision as the directors might think :desirable for bad and 
doubtful debts and the establishment of a reserve fund, until by 
such means the Government had been repaid (without interest) the 
amount so received by the company by way of subsidy. He pro 
posed to ask Parliament to give covering authority for the subsidy 
in the next Government War Obligations Bill A company under 
the style of the Compagnia Italo-Britannica would forthwith be 
formed under Italian law, with a capital of 10,000,000 lire 


. (£400,000),. one-half .of which >is: to. be taken ‘by the. British 


Italian Corporation and the other half by the Credito Italiano and 
its friends. Out of the nine directors of the Italian company three 
would be British. The two companies would -work together in 
close collaboration, and arrangements had been made by which 
their interests would be as far as possible identified, except -that 
the subsidy of the British Government.would naturally remain. for 
the benefit of the British company exclusively. The primary object 
of the two companies is the development of economic relations 
between the British Empire and Italy and the promotion of undertak- 
ings in the commercial and industrial fieldé in Italy. ‘They wouldcarry 
out banking. and: financial operations whith’ did.-not necessarily 
fall within the strict definition of bánking- as understood in this 
бошу. 2-0. 10089 199 e de моз WT ee, ud эви ed 
-- The questioner also asked. Mr. McKenna whether he was- pre- 
pared. tø consider similar arrángerhents with respect to Russia, 
and, according to the Morning Post, he was understood to assent. - 
New Building and Engineering Work.—In  corinection 
with the new Order in Council restricting building and engineering 
work above a. certain value, without licence from the Ministry of 
Munitions, it is explained that work which was in progress before 
July 20th need not be stopped pending the granting of a licence. 
Any building commenced before that date should be continued 
until such time as à licence. should be definitely refused. There 
is no desire to restrict building unless a national purpose can 
thereby be served. The principal purpose of the Ministry is to 
limit the use of structural steel. . A further purpose is to assist thé 
Ministry of Munitions in. obtaining such building labour as is 
urgently required upon munition factories. — ^ coe 8 


m 


- Trade Announcement,.— Messrs. WARD. & GOLDSTONE 
desire to remind the trade that their. London address is Albion 
House, 59-61, New Oxford Street, W.C. : Telephone No. ::“* Museum 
29088." .. ET d аа Ша 

‘Dissolutions and Liquidations.—ADNtL ELECTRIC CO., 
LTD.—August 16th is the last day for creditors to: prove their 
debts or claims. Mr. J. H. Stephens, 6, Clements Lane, E.C. 
liquidator. ` D ME MA: | 

T. W. THoMPSON & Co., electrical .enginéers, Endyne Works, 
Blissett Street, Greenwich.-—Messrs. Т, W. De Lasaux and E. J. V. 
Pucknell have dissolved partership. Mr. De- Lasaux,-39, London 
Street, Greenwich, will attend to debts, &c. | P 


"Australia. — A scheme for the electric- lighting- of 
Murwillumbah (N.S.W.) has been approved by the Municipal 
Council. Application wil! be made to the Government for per- 
mission to borrow £7,480 for carrying out the scheme if the consent 
of the ratepayers is obtained. | | 

Two of the six .J5-ton-high-speed electric.cramxes to be installed 
on the new wharf. at Newcastle (N.S.W.) have heen tested in posi- 
tion. These are.for coal shipping purposes, and the tests showed 
a hoisting speed of 98 ft, per min., a slewing speed at 55 ft. radius 
of 433 ft. per min. and a travelling speed of 134 ft. per, min. 
The-cranes were manufactured by Messrs. Cowans, Sheldon. & Со», 
Carlisle, to the designs of Mr. Percy Allan; Assistant Director- 
General of Public Works. Pe ies . 

А fire occurred recently at the Adelaide.(S. Aust.) Corporation 
electricity works at Jamestown ; the power house was completely 
destroyed. also much of the. plant. AE iv 

In connection with the installation of an electrical pumping 
plant at. Bendigo (Victoria); for-the drainage of certain portions of 
the goldfields, arrangements -have been made with the Electric 
Supply Co.. of Vietoria, for. the supply of the necessary power.-— 
Tenders. f E ERA cati. Py Bae ар Cd sue ec ар Sa У 

With a view .to testing the value of mountain streams for gene- 
rating electric power, the N.S.W. Government has in hand s small 
scheme at Jenolan Caves. The work has been proceeding-for some 
time, and is now almost completed. The scheme is to provide lighting 
for the Caves House, the caves and the various buildings, and: to 


provide power for heating and other purposes. И A 
Aldershot.—YeEar's WonkrNG.— There was a deficit of 
£204 on the working of the electricity undertaking for the yéar 
ended March 31st last. partly attributed to heavy law costs. 
which had been met out of revenue. The total revenue for the 
twelve months amounted to £8,128, as against an expenditure of 
£6,153, leaving a gross balance of £1,975. The units generated 
totalled 676.220, an increase of 58,384. АКА ка 
- Argentina,— The “Inspeccion General de Rentas" has 
been authorised to make arranrements with the Luz y. Fuerza 
and Anglo-Argentina. Companies for the. supply of electric 
light at the port and dependencies of..Paraná and. Concepcion- del 
Uruguay respectively. — Heriew.of the River Plates. ~- o s 
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Barrow.—PnoPosEp Loans.—The T.C. is to apply for 
sanction to borrow £10,300 for electrical extensions in Walney 
Island ; tenders are to be obtained for an electric lorry. 


ture amounting to £2,989, compared with £3,841: and a gross 


| profit of £2.776,as amainst £3,764. Interest and repayment charges _ 


amounted to £4,077, leaving a deficit of €1,321, which will be 
taken from reserve. During the year. the works have generated 
260.000 units less than in 1913, and 150,000 less than in the previous 
year ; the plant was closed down 15 times owing to war conditions. 


Brighton..—YEAn s" WonKrNG.—The detailed figures of 


the Corporation electricity undertaking for 1915-16 show that a. 


deficit of £3,990 resulted on the year, as against a deficit of £ 1,354 
in 1914-15. The total revenue amounted to £93,397, which was in 
excess of the previous two years’ revenues, and obtained on 
9,336,689 units sold, as against 10,214,436 ünits sold in 1914-15. 
A considerable increase occurred in expenditure, and the gross 
profit of £40,345 represented a drop of over £2,000 on the year. 
Interest amounted to £17,760 and sinking fund to £21,908, leaving 
the balance as shown. The coal bill increased by £9.000 to a total 
of £25,760 (average cost now 32s. per ton), despite decreased 
output and increased efficiency (3°83 Ib. per unit sold as against 
397 Ib. in 1914-15). The deficiency: is charged to the reserve fund. 
Owing to the extinction of the public lamps, the ratepayers saved 
some £7.00 during the year on that account. although the under- 
taking had to meet capital charges on plant as usual. 


Bury St. Edmunds,—Yrar’s WonRKING.—Mr. S. E. Day, 
the borough electrical engineer, in his report for the past year, 
states that there has been a decrease in the units sold of 27-per 
cent. and that the demand for electricity for power purposes 
exceeded that for lighting. being an increase of 17 per cent. over 
1914-15. The cost of production was £3,089. and the income 
£1.696, leaving a gross profit of £1,608. Мг. Day points out the 
necessity for replacing either, or both, of the 60 Kw. generating 
sets by a larger and more efficient unit. The new storage battery 
has been working satisfactorily. and the reduction during the past 
year of 406 tons of coal consumed is almost entirely due to its use. 
The " free wiring scheme " inaugurated two years ago has been the 
means of introducing electric light into: premises which otherwise 
would not have been secured, owing to the installation difficulty. 


Chelmsford.—SrREET LiGHrTiNG.— On condition that the 
Electric Supply Co. withdraws opposition to the Council's applica- 
tion to extend for a year the option to purchase the undertaking, 
the T.C. has deeided to enter into a new four years' contract for 
public lighting from April Ist, 1916. For such time as the lamps 
are not used there is to be a yearly payment of £ 150, and there are 


to be 14 500-watt " half-watt 7 lamps, instead of arc lamps, at £20 ` 


per annum each, 44 double lamps for street corners, and-190 single 
lamps, at £3 158; each. From June ist, 1915, to March 31st,-1916, 
when no lamps were used, a payment of £275 is to be made. The 
contract price for.that period was £1,375. | 


Continental—Spaix.—Evidence of the progress in the 
production and consumption of electricity in Spain is furnished by 
the report of the Sociedad Hidroelectrica Espanola, for the year 
1915, which shows that supply for lighting has undergone an 
enormous increase. The company supplies Cartagena, Alicante. 
Alcoy, Valencia and Madrid, and the output in 1915 was.103,254,203 
Units, contrasted with 96.707.616 units in the previous year. With 
the object. of increasing the hydroelectric production, a new intake 
of water has been made ori the River Guadazaon, a feeder of the 
Cabriel, which will make it possible to regulate the production at 
the Villora station. The available profits were 2,003,250 pesetas, the 
dividend being 8 per cent., and the carry over, 83.281 pesetas. after 
allowing sums to sinking fund, reserve, and em ployés' compensation 


Darlington.—The Electricity апа Light Railways Com- 
mittee has under consideration the question as to whether the price 
of electricity should be increased still further to meet the increase 
in the cost of coal. The Committee has decided to make a trial of 
seats for lady conductors on the tramway cars. 


Ealing.—Pricr IxcnEA&E.— The Corporation has decided 
to raise the charges for electrieity by 331 per cent. їп Séptember 
next : already the charge has been increásed by 20 per cent. 


French Indo-China.—An American Consular Report 
sence that only.the important cities of Saigon, Cholon and 
-TOmpenh in the south, and Hanoi and Haiphong in the north, are 
the hana supplied with electricity. The work is practically in 
à ie s of La Campagnie des Eaux et Electricité de l'Indochine, 
at С, РАШУ With about 6,000,000 fr. capital. А plant of 5,000 H.P. 
2000-5 n. supplies both Saigon and Cholon. and includes a 
Mytho E turbine and high-speed engines. Small plants exist at 
Prim attambong, Kompong-Cham. Kratie and Ventiane ; the 

ompenh plantis of 615 Kw. The Hanoi plant is of 1,000 Kw., 
privat; Haiphong plant of 1,200 H.P. There are a number of 
install: Installations ш use, and the Wolfram Co., of Tonkin, is 

ШЕ à 1,000-н.р, hydro-electric plant at its mine. 


z Heywood.—Yran's WonkiNG.— The report of Mr. R. В. 
March 2 Corporation's electrical engineer. for the year ended 


£7121 i км states that the total income was £8,565, against 
"int e previous year. There was a debit balance of £940, 


plus £112 disallowed by the L.G.B. inspector at the last inquiry · 


against a debit balance of £997 in 1914-15. The cost of energy 
purchased from the Bury Corporation was £1,714 ; and the units 
purchased were 405,077 for lighting and power, and 392.805 for 
traetion, making, with the energy generated by the Council's plant, 
a total of 1,776,497 units. The engineer estimated that, except for 
the operation of the bulk supply scheme, the loss on the nnder- 
taking would have exceeded. £3,000.— Bury Guardian, ` 


Ilford.—Reruse Drsrrucror—The U.D.C. has in- 
structed the engineer to prepare specifications for a H.T. alternating 
plant, with a view to utilising the steam at the refuse destructor. 
The cost is stated to be about £ 7.000. | 


The Electricity Committee proposes to discontinue the discount ` 


of 5 per cent. at present allowed on accounts: in cases of prompt 
payment. The electrical engineer has been instructed to communi- 
cate with certain authorities regarding the B. of T.’s circular re coal 
economy and inter-working. 


India.—As expert opinion from’ the Tata, Electric 
Works has been obtained to the effect that the city of Hyderabad 
is very favourably situated for an electrical installation to Бе 
worked by water power, the scheme will now be proceeded with. 

The Darjeeling municipality proposes working out "Mr. Stone- 
bridge's hydro-electric scheme initiated by the làte-Mr. Robertson. 
at a-cost of more than 4 lakhs ; the powerstation will'be established 
at Singla, from where current will be supplied. to: Darjeeling town, 
the neighbouring tea gardens and Kurseong.—Jndian Engineering. 

The Government of. Bengal -һав - appointed . a Committee 
to inquire into the rates charged for electric current in 
Caleutta, and the general question of supply. -It is composed -of 
the Hon. Mr. Y. Donald (president) and Mr. J. W. Meares, Electrical 
Adviser to the Government of India; Mr. A. K. Taylor. Electrical 
Inspector, Bengal ; and Mr. Hales. Registrar. of ‘Public Companies, 
Bengal.—Jndian Tertile Journal. : адь a 


Keighley. — Year’s Workinc.—The report of Mr. 
Webber, the borough electrical engineer, contains as пема] much 
interesting information regarding the last year’s working of the 
electricity undertaking, which continues to make substantial : pro- 
gress. The bare figures show revenue amounting to'£24,253 ‘as 
against £18,394 in 1914-15 : a gross profit of £R.689 against £ 8,013, 
and a net profit of £759 against £1,025 in 1914-15, this despite 
increased coal cost and financial charges. The total output sold was 
6.769.612 units, of which power absorbed over 6;000,000 units ; 
the previous year's total was 4.942.850 units. Lighting units fell 
from 311.482 to 280,513, and Mr. Webber- mentions that lighting 
supply has only increased about 168,000 units in 10 years, while 
power units have increased by 5,900,000 units during the-same 
time. The tramway supply, however, increased -from 311.710 -£o 
124,893 units, due to the railless trolley system being. in ‘full opera- 
tion. Some 8,852 Н.Р. of motors (exclusive of tramways) areon- 


nected, and we note that 22 н.т. and 35 ьт. large'power:consumers | 
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now have 5 or 10-year agreements with the department. The gonar 
ing plant capacity was 4,750 Kw., but preparations are advanced | oF 
installing a further 5,000-Kw. turbo-alternator, which will have the 
effect of reducing the present low capital cost per KW. of plant 
installed, of £22 to £18. The maximum load was 3,148 KW., and 
we note that the plant has been running night and day with prao- 
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tically no interruptions. The works and management cost amounted 
to ‘55d. per unit (an increase of '05d.), and the “all-im” cost to 
"834. per unit ; the average price obtained for supply was ‘86d. per 
‘unit, and private supply 


power supply) gave an average revenue of ‘79d. per unit. Mr. 


Webber advises the installation of an induced draught plant to. 


enable the five big boilers to give their full output; he also men- 
tions that negotiations are probable with the Yorkshire Power Co., 
with a view to а linking-up scheme. We reproduce a set of load 
curves for various years, which show concisely the excellent pro- 
gress made by this undertaking, 2S 


Keadby.— ELECTRICALLY-OPERATED BRIDGE.—A recent 
issue of the Railway Gazette briefly describes the new Keadby 
electrically-operated bridge, of the Scherzer rolling lift type, 
which was brought into use by the Great Central Railway Co. in 
May last. The lifting span weighs about 3,000 tons, and is said 
to be the heaviest bridge of the type constructed in Europe. The 


. bridge carries both a railway and roadway, and is provided with 


а generating plant and battery houses on either side of the river, 
one for working the bridge mechanism and one for supplying 
the signal circuits which are interlocked with the latter. 


Kendal. Year's Workine.—There was a gross profit 
of £880, and net loss of £390 on the working of the electricity 
undertaking for the twelve months ending March 31st last. The 


units generated amounted to 167,298, and 139,403 were sold. 


Notwithstanding the increased price of fuel, the .cost per unit 
generated waa reduced from 2'42d. to 2°37d. 


Liverpool.—The. City Council has approved the recom- 
mendation of the Electricity Committee that the provisions as to 
minimum supply in Messrs, Lewis's agreement be waived until 
12 months after the termination of the war, subject to the agree- 
ment being extended for a corresponding period from that date. 
Similar concessions have been made to the railway companies. 


London.—BETHNAL GREEN.— The Borough Council's 
electric supply scheme is now nearing completion ; ав a matter of 
urgency, and informally, the supply of electricity was commenced 
to a limited extent on June 19th.— East London Advertiser. 

FULHAM.—The B.C. has received the sanction of the L.C.C. to the 
borrowing of £2,500 for electricity purposes. 

L.C.C.—The Finance Committee recommends the Council's sanc- 
tion to the borrowing of £3,728 by the Battersea B.C. for electricity 
purposes, and £650 by the Hammersmith B.C. for the purchase of 
a site for electricity purposes. | 


Manchester.—RaTE RELIEF AND IncomE-Tax.~—The 
large contributions of certain of the municipal trading depart- 
ments to the relief of the rates are to form the subject of consider- 
ation, notice having been given of & motion that, in view of the 
present high rate of income-tax, &c., & Special Committee be 
appointed to review the basis on which the Gas, Electricity, 
UE and Markets Committees have hitherto contributed to 
rate relief. d | 


Merthyr Tydfil.—SrREET Licutinc.—Owing to the 
increased cost of fuel, &c. the Traction and Lighting Co. has 
informed the T.C. that the price of energy for public lighting 
will be increased by $d. per unit on the contract price. 


New Zealand.—WaTER Powrrs.—According to an 
article in the Commonwealth Engineer, there are available in 
New Zealand water powers of a total of 3,800,000 B.P., of 
which 3,305,000 н.р. is in the South Island. Among the most 
noteworthy powers in the latter may be mentioned Lakes 
Te Anau (750,000 H.P.) and Manapouri (420,000 н.р.), both 
on the seaboard; Wakatipu Lake (500,000 н.р.), 140 miles 


"from Dunedin; Tekapo Lake (400,000 H.P.), 40 miles from 


Timaru, and Ohau Lake (250,000 н.р.), 52 miles from the same 
town. There are also possible developments of 100,000 н.р. within 
50 and 88 miles respectively of Invercargill #па Christchurch. 


Rickmansworth and Chorley Wood.—The В. of T. 


has extended the provisional order for one year. ` 


Rotherham.—PLant ExrENsIONS.— The T.C. is recom- 


mended to extend the generating plant at the electricit 
an estimated cost of over £50,000. j mony worka at 


. Rowley Regis. —PRICE INcREASE.— The U.D.C. has been 
informed by the Midland Electric Corporation for Power Distri- 
bution, Ltd., that the charges for energy will be advanced by 
10 per cent., a total increase of 20 per cent. since the war started. 


The clerk is to advise the Council on the com ` Я | 
the increase. company s powers to make 


.Salford.—An additional supply of: energy is to he 
given to the works of the Broughton Copper Co. The Electricity 
Committee has given instructions that the two remainíng recipro- 
cating engine sets at the generating station shall be sold and 
the money realised eredited to the depreciation and renewals fund 
The Committee has accepted the offer of Mr. J. Heaton to supply 
2,000 tons of Tyldesley slack at 178. 11d. per ton. d 


Sevenoaks.— The Electricity Co. has applied to the 
U.D.C. for permission to run wiring for the supply of current to 
small dwellings on the “fixed-price” system, and the Council has 


decided to obtain information from Wimbled А m ee 
plan has been adopted, Медо, where a similar 


(which, in this case, practically means. 


. view of the magnitude of the interests, the 


Shipley. — LiNKING-UP PROPOSAL. —The Electricity 
Committee reported, with regard to the proposed linking-up with the 
Bradford electricity undertaking, that from particulars submitted 
it was thought that at present there was very little to be gained 
by interconnection ; definite figures had not been submitted, and 
the Committee has deferred consideration pending its enginegr's 
report. i - 


Watford.—PRicE INcREASE.— The Council has decided 
‘to raise the flat rate for lighting to 53d. as from the commencement 
of the September quarter until December 31st, when the matter 
will be reconsidered. 


í 

Willesden.—YEAR’s WonKING.—The working of the 
Council's electricity undertaking for the year ended March 31st 
last, showed a gross revenue of £37.646, and expenditure amounting 
to £26,463, leaving a gross profit of £11,182. Loan and other 
charges amounted to £12,900, and the result was a deficit of 
£1,276, as compared with the previous year's deficit of £3,094. 
The output sold amounted to 4,829,979 units, or over 800,000 units 
in excess of 1914-15. The engineer estimates a surplus of £1,618 
on the year ending March 31st next. | 


Wimbledon.— The chairman and vice-chairman of the 
Electricity Committee, with the town clerk and the borough elec- 
trical engineer, are to interview the L.G.B. respecting the Board's 
refusal to sanction loans for mains, house-services, meters, and trans- 
formers since March 31st, 1915. The question of increasing the 


| pe of electricity to ordinary consumers has been referred to the 


tanding Sub-Committee for consideration: 


Worthing.—The T.C. has decided to have a Diesel engine 
at the electricity works fitted for the use of tar oil as well as 
petroleum residue. The cost is placed at £269. 


TRAMWAY and RAILWAY NOTES. 


Australia.—NoRTH SHORE RAILWAY ELECTRIFICATION. 
—The Deputy Chief Commissioner of Railways in New South 
Wales, in replying to а deputation, foreshadowed an early start in ' 
connection with the electrification of the Bankstown and Milson’s 
Point-Hornsby lines. The Commissioner considered that funds 
would be available shortly for а start to be made, and stated that ' 
the Railway Department desired that a fair mileage of line might 
be in operation electrically before the opening of the City Railway, 
so that it might serve as a training ground for the staff which 
-would be required for operating the more complex system within 
the city.— Sydney Daily Telegraph. 

VICTORIAN SUBURBAN RAILWAY ELECTRIFICATION.—Owing to 
thedifficulty over the fulfilment of the electrification contracts, 
some of which are under negotiation for transference, and in 
vernment has 
authorised Mr. E. B. Jones, one of the Commissioners, to proceed 
to London to interview the Agent-General, Mr. Merz, and the 
contractors with a view to deciding on the course of action to be 
followed in the best interests of the State and of the electrification 
scheme. Any course of action recommended by Mr. Jones will 
be subject to the concurrence of the Government. 


Bradford. —ELECTRIC VEHICLES.—The Corporation is 
applying for permission to borrow £3,700 for the purchase of three 
electric tipping wagons. 


Continental.—FRANCE.—A new electric tramway line 
from Neuilly to Suresnes, viá Puteaux, in the department of the 
Seine, has just secured official approval as a work of ^ publie 
utility." : 

HOLLAND.—Apn American Consular report says that an electrie 
railway is proposed from Amsterdam through the * Zaanstreek," a 
district traversed by the River Zaan. Fourteen towns will be 
joined by this new electric road. Its length and other particulars 
are not yet definitely settled. 

Another new electric line is projected in the Provinces of 
Groningen and Drenthe, extending from the city of Groningen 
some 20 miles southward and touching several prosperous towns. 
As at present planned, the project will cost about £100,000. Both 
freight and passenger cars will be operated, 

SWITZERLAND.—An electric railway lately opened at Lenkerbad, 
in Canton Valars, was begun in 1912. The line is 124 km. in length, 
and is constructed on the rack system. 


Halifax.—LóAN Sancrion.—The Tramways Committee 
has received a letter from the Treasury agreeing to the borrowing 
of £2,700 for extensions at the tramcar depót, Skircoat Road. 


India.— Works are to be carried out on Chamundi Hill, 
Mysore, for a sanatorium. In this connection an electric tramway 
to the top of Chamundi is to be put in hand. The projeet is to be 
on similar lines to the Hong-Kong tramway, electrical power being 
used, во that before long this will be one of the most delightful 
attraetions of Mysore City. It will represent a rapid climb of 
1.000 ft. in roomy cars on the same principle as the line over the 
bluff at the Sivasamudram Falls.—Zadian Engineering. 
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Ilford. — HALFPENNY Fares. — The manager of the 
tramways undertaking has reported in favour of the abolition of 
the halfpenny fare; he points out that the receipts have not 
increased in proportion to the expenditure; the reserve fund is 
totally inadequate for future needs, and a loss is made on every 
halfpenny passenger carried. The manager is also of opinion that 
the undertaking has nothing to fear from the ‘bus company con- 
tinuing halfpenny fares; their schedule, the manager pointa out, 
wil be ruined, and their long-distance passengers crowded out, 
therefore they will be bound to follow the Council's lead. 


. London. — L.C.C. TRAMWAYS AND WAR SeERVICE.— 
The Highways Committee has-reported on the services rendered by 
the Council's tramways in oonnection with the war; the redistri- 
bation of the services has been of the greatest assistance to the 
large numbers of workers engaged in certain industries of national 
importance. More than Il} millions of passengers are being 
carried weekly by the Council's cars, the majority of whom use 
the tramears in connection with the industry and commerce of 
London. and for travelling to factories in various parts of the area. 
Inthe Woolwich section in July. 1914, before the war, the maxi- 
mum number of cars arriving at в certain point during the"busiest 
half-hour was 41; this number has now been increased to 86, an 
addition of 110 per cent. The number of cars arriving at the same 
point each day before the war was 975,the number is now 1,595, 


an increase of over 63 рег cent. During the busiest hour to-day 


accommodation is provided for 13,688 people, compared with 4.094 
before the war. an increase of over 234 per cent. The accom- 
modation provided by motor-omnibuses in this district, compared 
with that provided before the war, shows only a slight increase. 
To meet the present additional services the tramways’sub-station 
at Woolwich has been enlarged, and additional cables installed ; 
one section of the tramway track has been doubled, and at three 
additional pointe further doublings are in progress. 

To-day 1.072 women conductors are employed on the Council's 
cars ; the services of officers and employés have been lent to the 
Government for national work ; substantial allowances have been 
made to the men enlisting involving a charge of over £168,700, 
which will be increased to over £260,000 by the end of the current 
financial year, if the war continues until March 31st, 1917. 

The Highways Committee haa recently received a report from its 
consulting engineers pointing out that to supply the new turbine 
plant it will be necessary to fit 10 boilers at the power station 
with larger grates, This will also enable a cheaper class of fuel to 
be used. and the Committee considers that an experimental instal- 
lation should be made on four boilers immediately. The cost of 
the complete scheme is estimated at £5,000. which, it is expected, 
will be justified by the saving in cheaper fuel. 

HALFPENNY FARES.—The Highways Committee has been in com- 
munication with the Leyton and West Ham Councils on the 
question of halfpenny fares, which these Councils wish to 
abolish. The Committee has agreed to negotiate on the matter, 
Which affects through running arrangementa. 

The Highways Committee recommends that application be made 
to the B. of T. for an extension of the time allowed for the con- 
struction of tramways authorised, and which have not been 
commenced, the powers for which will expire in August, 1917. 


WoouwicH.—-The L.C.C. is to be informed that the Council is 
prepared to re-open negotiations for the laying of a double line of. 
tramway track between Beresford Square and Parry Place, Plum- 
stead, provided the County Council agrees to carry out the neces- 
sary street widenings within one year of the conclusion of peace. 


Middlesbrough. TRamway PURCHASE Inquiry. - The 
General Purposes Committee of the Corporation has had under 
consideration the position with regard to the local tramway—the 
powers of the Imperial Tramways Co. expiring in 1918—and has 
appointed a Sub-Committee to go into the whole question, and 
report to the Council aå to the advisability of giving the company 
sit months’ notice of its intention to acquire the undertaking. 


| Newcastle —W AGES.—The Tramways Committee, last 
E refused'to grant its employés ап advance of 2s. per week; on 
аи that the change suggested would interfere with the 
siu а. ratified by the Committee on Production. The tram- 
Producti accordingly decided to apply to the Committee on 
ds кы Pd ап increase of wages of 5s. per week for all grades 
ЖЫ, от by skilled workmen's organisations, and also for 
n to be placed on the same wage basis as men. 


о London Railway Electrification.—Further success- 

the North Ts dre been made over the recently electrified section of 

Richinond : | n Railway Co.'s system between Broad Street and 

Шаш electric trains are to commence running on October Ist, 
“ave 15 minutes on the old time table. 


Utm outh.—Year’s PRorrr.— The Corporation tram- 
year nay есше а net profit of over £21,000 during the 
arch last ; £13,000 is to be given towards rate relief. 


neath mpton.—YEAR's Workinc.—The accounts of 
а тоза profit ipo EE for the year ended March 31st last show 
1459 an the 1,95. To this has been added the balance of 
525353, which mE char-À-bane account, making a total of 
income-tax ie à been disposed of as follows :— Interest, £6,666 ; 
widitions ang in’ 10908. £5,346; renewals account, #5141; 

, Improvements, £1,685: cost of repair work in 
pended during 1915-16, amount carried forward), 
of borough rate, £14,018. The number of 


1916.17 (work ШҮ 
tes ip aid 


‘Wireless intercommunication is now complete. 


passengers carried during the twelve months shows an increase 


of just over a million, although the number of miles run shows a | 


falling off of 24,718. 


Wallasey.—W AGES.— The proposed increases to the tram. 
жау drivers and conductors were confirmed at a meeting of the T.C.. 
on July 27th, and an amendment that the women conductors should 
also share in the higher rates was defeated by а large majority. 


TELEGRAPH and TELEPHONE NOTES. 


Bolivia. — Radiotelegraphic communication has been 
experimentally established between Belem (Brazil) and Riberalta 
(Bolivia).— Journal Télégraphique. 

. Canada.—Four new cables have been laid in the Bays 

of Passamaquoddy and Fundy, from Eastport ‘ (Maine) to the 

осад Isles of Deer, Grand Manan, and Campobello.— 7. and T. 
де. 


German Wireless Communications. — Wireless traffic 
between the United States and Germany, which has been inter- 
rupted during the past month owing to atmospheric disturbances, 
has been reopened. - 


Russia.—In the Government's Budget for the current 
year, provision is made for the expenditure of a &um of 5,140,000 


-roubles on the erection and repair of telegraph lines, as against 


4,116,000 roubles in 1915. Similarly, the provision for the erection 
and repair of telephone lines has been increased from 2,890,000 
roubles to 3,325,000 roubles. 


Telegraph Construction Bill.—The first clause of the 
Telegraph Bill recently introduced into the House of Commons 
gives the Postmaster-General increased power to erect poles on. and 
carry lines over, private property, and the London County Council, 
considering that its rights as an owner of property would be 
seriously prejudiced, has decided to oppose the passage of the Bill. 
The Bill passed its second reading on Wednesday. 


Time. Signals.—The United States Naval Observatory 
states that the difference in the time signal between the Isthmus 
of Panama and the Arlington station is about ‘02 second, and there 
is в lag of (27 second between the Isthmus and Key West, the 
latter being due to the various relays used in the commercial 
telegraph lines over which the signal comes from the Observatory. 
The error in the time signal sent from the radio stations is usually 
less than 0°1 second.— 7. and T. Age. 


Trans-Pacific Wireless.— With the satisfactory conclu- 
sion of the official tests between the high-power wireless stations at 
Funabashi, Japan, and Honolulu, the trans-Pacific scheme of 
This service, 
stretching across some 6,300 miles of ocean, will be conducted 
between Funabashi and San Francisco, the station at Honolulu 
atting as a relay. The service between San Francisco and Honolulu 
has been in operation for some months. The Honolulu-Funabashi 
section, which has just received official approval, spans an interval 
hundreds of miles greater than the distance between Berlin and 
New York. $ 


Wireless Direction-Finder.—According to the Electrical 
World, the U.S.A. Bureau of Standards has developed a simple 
apparatus for determining the direction of origin of | wireless 
signals. of great sensitiveness, and less affected than ordinary 
apparatus by atmospheric conditions and by waves emanating from 
other stations. The device is used indoors and has no antenna, no 
earth connection; and no communication with the exterior. Besides 
its use on board ship for determining the direction of a lighthouse 
or lightship equipped with wireless apparatus, it is suitable for 
military purposes as а receiver, being perfectly portable, and can 
be used for determining the position of amateur wireless stations 
which fail to observe the regulations, and thus interfere with 


official messages. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—9YbNEY.— August 24th. — P.M.G. Auto- 
matic switchboard and apparatus for North Sydney Exchange. 


Schedule No. 511.* _ | 
September 20th. N.S.W. Government Railways. Опе 60-ton 


electrically-operated overhead travelling crane for Zara Street 
power house, Newcastle. October llth. One motor-driven air 
compressor for Zara Street power house. Electrical Engineer, 61, 


Hunter Street. 
PERTH.—October 4th. Deputy P.M.G. Telegraph and telephone 


measuring instruments and parts. Schedule 501 W.A.* 


Barking. — August 15th. Electricity and Tramways 
Committee. Cables, switchgear, апі transformers. Sec "Official 
Notices " July 28th. 
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Castlebar. — August 5th. U.D.C. ^ Street lighting by 
electricity. Clerk to the Council. : 


France.—Angust 18th. The State Railway authorities 
in Paris require an electric transporter for locomotives at Vaugirard 
depot. 


Glasgow.—The Clyde Navigation trustees Have decided 
to invite tenders for three 10-ton electric cranes and grabs. 


London.—L.C.C.—The Highways Committee recommends 
that tenders be invited for the provision of additional switchgear 
required in connection with the third new turbo-generator at the 
Greenwich generating station, and that the chairman and vice- 
chairman be severally authorised during the summer recess, 1916, to 
open any tenders that may be received for the work. 


. New Zealand. — INVERCARGILL. — September — 28th. 
Borough Council. Steam, turbo-alternator, condensing plant. and 


switchgear. Specifications from the Tramway Office. Contract 
No. 40. 


DUNEDIN. — September 6th. City Council. Oil filtering and 
drying plant, Plans and particulars from City Electrical Engineer. 
—New Zealand Shipping and. Com merce. 

Rochdale.—August 9th. Electricity Committee. Steam 
coal. Mr. С. C. Atchison, Engineer and Manager, Dane Street. 


St. Asaph. — August 16th. 


Union. . Renewal of accumulators. See " Official Notices " to-day. 


Spain.—August 29th. Municipal authorities of Porzuna 


(Province of Ciudad Real). Concession for the electric lighting of 


the town for 30 years. 

September lst. The Departmento de Fomento and the Mau- 
comunidad de Cataluna, at the Palacio de la Generalidad. Barcelona. 
Establishment of interurban telephone lines between Granollers 
and Vich, and also between Igualada, Santa Coloma and Vallfogona. 

Tenders are also about to be invited for the establishment of inter- 
urban telephone lines between Crida, Balaguer, Tremp and Sort, 
and between Manresa, Cardona and Solnoma. ` 


· Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. ' 


Australia.— The following tenders have been accepted :— 
P.M.G.'s Department, Queensland :—- 


One Gardner oil.engine and generator; Ph«enix dynamo, £237; power 
board, £145 ; 880 Chloride accumulators, 65a.h. capacity, £415.—Unite 
lestie reo bad ; &.h. capacity, £415. — United 

P.M.G.'s Department, South Australia :.-- 


Two motor-driven Wheatstone transmitters, £99 10s.—India-Rubber 
Gutta-Percha & Telegraph Works Co., Ltd. ' 


One common battery multiple switchboard. — Western Electric Cc 
(Australia), Ltd., £5,449, NEUES 
P.M.G.s Department, West Australia :— 
Twelve miles twisted pair O.S. distributing wire, £281. — Weste Zleetric 
air api E wire, £ Western Electric 
P.M.G.s Department, Victoria :- - 
Four tons Wheatstone tape, £164.—Creed, Bille & Co., 144. 
Victoria. State Coal Mine : — 
ooi lamps, half-watt 6'6 amp., 105. each.-- Australian General Electric 
p | { 
Metropolitan Board of Water Supply and Sewerage, Sydney :- - 


Electric mótor for Prospect & Sherwood pumping plant, 4£3580.— 
N. Guthridge, Ltd.— Tenders. pumping plant, #5А0, 


Barrow-in-Furness.— Accepted tenders :— 
Switchgear.—Ferranti, Ltd., £185. . 

проп switchgear.—British Thomson-Houston Co., Ltd., £470 and 
Rotary converter.— British Westinghouse Co., Ltd., £735. 


Overhead crane.—Herbert Morris, Ltd., £68. 
Sub-station at Walney Island.—Mr. J. Neal, £530. 


Bolton. — Tramways Committee.  Hadfields, Ltd.. for 


points and crossings. 


Bradford. — Tramways Committee. Messrs. Clay and 
Atkinson are to continue to supply phosphor bronze castings until 


December 31st next, at an increase of 434. per lb. on the schedule 
price. 


China. — According to the North China Daily News 
Messrs. Anderson Meyer х Co., Ltd., have received an order to 
supply a complete lighting plant for Urga. the capital of Outer 
Mongolia. The engines are to be delivered by the British firm. 
Messrs. Reader & Co., while the boilers are to be supplied by Messrs. 
Babcock & Wilcox, of the United States, and the electrical equipment 
by the General Electric Co.. of the United States. 


Kendal.— Electricity Committee : — 
Wigan Coal & Iron Co.—Twelve months’ supply of not more than 150 tons 


of best Arley nuts, at 235. 6d. and 24s. 6d. per ton according to the place 


о the rest to be John washed nuts, at 225. 7d. and 235,74, per 


London.—FuLuax.—The B.C. is recommended to accept 
the offer of Messrs. Cory Bros.. to supply 2,500 tons of small Welsh 
Dyllas coal, at 26s. 9d. per ton for the Electricity Department. 


Guardians of St. Asaph 


Manchester. — The following tenders for stores, &c., 
required by the Electricity Committee during the ensuing 12 months, 
have been accepted :— ; 


Asbestos sheeting.—Bell's United Asbestos Co., Ltd. 

Rubber insulated cables.—W. T. Glover & Co., Ltd. 

Paper insulated cables.— Western Electric Co., Ltd. 

Earthenware bridges.—Doulton & Co., Ltd. 

Electrical accessories.—General Electric Co., Ltd. 

Incandescent and radiator lamps.— British Thomson-Houston Co., Ltd. 

Radiator lamps.—Dowsing Radiant Hegt Co., Ltd. 

Cable protectors.—Doulton & Co., Ltd. 

Таре. 1. Andrew & Co., Ltd. 

Paper sleeves tnpe.— W. T. Glover & Co., Ltd. 

Bitumen tape and linen tape.— W. T. Henley's Telegraph Works, Co., Ltd. 

Rubber strip.—C. Macintosh & Co., Ltd. i í 

Service boxes.—Hardy & Padmore, Ltd. | 

Transformers.—British Electric Transformer Co., Ltd. 

Trifurcating boxes.—W. Lucy & Co., Ltd.; British Insulated & Helsby 
Cables, Ltd. 

Rubber-covered wire;— Liverpool Eleetrie Cable Co., Ltd. 

Flexible cables.— C. Macintosh & Co., Ltd. 

Copper binding wire and fuse wire.—A. F, Goodwin & Co., Ltd. 

Tin fuse wire.— British Insulated & Helsby Cables, Ltd. 

Tubing and accessories.—Brotherton Tubes & Conduit, Ltd. 

Recorder paper.— Elco Recording Press. 

Stoker links.—Babcock & Wilcox (three months only). 

Hellesen célls.—A. Н. Hunt. 

Varnish.—-Pinchin, Johnson & Co. 

Nickel-chrome wire and strip.—H. Wiggins & Co., Ltd. 

Armature wire.— W. N. Brunton & Son. 

Enamelled wire.—Connolly Bros., Ltd. 

Box compound and bettite tape.—Callender's Cable & Construction Co., Ltd. 

Boiler tubes.— British Mannesmann Co., Ltd. 

Cable troughing.—Coalbrookdale Co., Ltd. 

Léon jointing and packing.—J. Walker & Co., Ltd. 

Air-cooled transformers.— British Electric Transformer Со., Ltd. 

Cable.— British Insulated & Helsby Cables, Ltd. ; C. Macintosh & Co., Ltd. 

250-Kw. and 500-Kw. transformers.—Ferranti, Ltd. 

Five 1,000-kw. transformers.—Ferranti, Ltd. . 

Coal unloading plant.—Hydraulic Engineering Co., Chester, with licence to 
sublet turntable to Dick, Kerr & Co., Ltd. 

Valves.—-J. Hopkinson & Co., Ltd. 

Low-pressure circulating water pipes.—Aiton & Co., Ltd. 


Oswestry.— For electrical installation at the new Arcade 
Theatre. W. H. Kay, Blackpool (accepted). 


Salford.— The following tenders have heen accepted hy 
the Electricity Committee for the supply of materials during the 
period ending March 31st, next :— 


J. Неаќоп. —2000 tons of Tyldesley slack. 

Le Carbone.—Motor carbon brushes, £100. 

Reason Manufacturing Co., Ltd.—Maximum demand indicators, £40.. 
L. Andrew & Co.—Cable accessories, £76. 

Dussek Bitumen Co.—Joint box compound, £16. 

North British Rubber Co.—Rubber overshoes and rubber caps for cables. 
Baxendale & Co., Ltd.—Steam tubes and fittings. | 

Job Holland & Co.— Engine oil, £36. 

J. Cookson, Jutd.— Waste, sponge cloths, &c., £90. 


The offer of the British Westinghouse Co. to supply a 1.000-Kw. 
rotary converter and transformer, has also been accepted. . 

The Tramways Committee has accepted the tender of Messrs. J. 
Russell and Sons, Ltd., for 40 tramway poles, at £12 17s. 2d. per 
pole. 


Wolverhampton.—Electricity Committee :— 
Н. Morris, Ltd.—Forty-ton travelling crane, £1,450. | 
J. E. Perry & Son.—Steel chimney at the electricity works, £540. 


FORTHCOMING EVENTS. 


: North of England Institute of Miniag and Mechanical Engüneers.— 
Saturday, August 5th. At2p.m. Atthe Wood Memorial Hall, ewcastle- 
on-Tyne. Annual general meeting. EC | 


NOTES. 


Electrolytic Iron.—In a paper read before the AMERICAN 
ELECTROCHEMICAL SOCIETY, Mr. О. W. Storey states that electrolytic 
iron. when deposited by the usual methods. is brittle, due to the 
hydrogen present... In this form it can be easily broken into gmall 
pieces..and even ground into a powder. By heating the iron to а 
red heat the hydrogen is driven off, and the iron becomes ductile, 
the ductility increasing with the temperature of annealing. . 

Brittle electrolytic iron, as deposited, is highly soluble in acids, 
being much more readily soluble than zinc. Annealing the iron 
makes it become more resistant to acid attack than ordinary 17008 
and steels.’ This property of the brittle iron has resulted in the 
suggestion that it ean be used for the manufacture of hydrogen by 
acid attack. in place of zinc, and other forms of iron. Й 

The brittleness of the iron and its purity make it an ideal 
material for melting in crucibles. the hydrogen content having the 
additional virtue of forming a reducing atmosphere. The brittle- 
ness also allows it to be readily broken into small pieces for 
introduction into the crucible. 

The high purity of the iron makes it possible for it to be used in 
competition with Swedish iron, and at approximately the ваше 
cost. It may also be used for pharmaceutical purposes as а base 
for compounds, of which iron is a constituent. Here again its 
purity is of value. | 

The much-sugrested use of electro-deposited iron for electro- 
magnetic purposes appears to be becoming of commercial m 
ance. While the magnetic qualities of electrolytic iron seem to И 
superior to those of the commercial siicon rors, its he 
electrical conductivity counteracts this favourable property. 


' Electrolytic iron is used as a basis for scientific experimental 
work on the various properties of. iron where the purest available 
iron is needed to secure the most accurate data. It is also used as a 
basis for ' pure iron ` alloys. 

The materials that have been produced, and which seem to give 
the most promise for direct production without further mechanical 
working. are sheets and tubes. By producing these directly by 
deposition in such a manner as not to require further operations, it 
would be possible to make thin sheets and tubes of great uniformity. 
In tubes having thin walls, made by mechanical processes, these 
often vary in thicknesa, and it is ‘hoped that this defect will be 
overcome by making them electrolytically. ар» . 

The cost of producing electrolytic iron on a large scale, according 
to. Mr. С. F. Burgess. the plant.being of 1,000-KW. capacity, with an 
output of 8,640 tons per year of 360 days, would be about $10 per 
ton of refined iron. This is believed to be a liberal estimate. 'The 
operating coste, however, do not include interest on investment. . 
. The cost.of raw material is taken ab $20 per ton, thus making 
the cost of the electrolytic iron approximately $30, | І 


. . Electricity in Agriculture (Californian Data).—A recent 
issue of the Journal of Electricity, Power and Gas recorded some 
data regarding the. agricultural use of power, supplied by the Mt. 
Whitney Power and Electric Co., California.. This shows that of 
‚ а total of 2,503 motors of 17,500 H.P., some 1,666 motors of 
14.816 н.р. were used for agricultural purposes, and in view of the 
fact that the domestic use. was largely on farms, and that the 
industrial use was mainly for packing and canning factories, over 
90 per cent. of the load was directly connected with agriculture. 
A total area of 67,481 acres was irrigated by pumps. In 1914, 54 per 
cent. of the load was supplied under a flat rate of $50 per H.P. per 
year; 18 per cent. on a meter rent with a minimum of $24 per H.P. 
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AGRICULTURAL LOAD CURVES, 


per year, and 14°5 per cent. on a meter rate with a minimum 
monthly charge of $1 per H.P. of installed capacity. 


sumption per H.P. installed is 3,595 kw.-hrs. per year, repre- 
клы. Price of 1.39 cents per Kw.-hr. to the farmer. It may 
$ in mc in the Cases of Citrus and Alfalfa. from four to six 
CT Н.Р. were irrigated. he av i М 
was $310 to £335. g and the average farm bill per year 
o (or fixed) rate charge secures the company's revenue in 
int am There is an average of two consumers per mile of dis- 
XM oe Ine, which line costs the company $300 ‘per consumer. 
ш ы one mile of extension is'made to secure a 71-H.r. 
„and this rule has resulted in a service density of 13 H.P. per 


MU Hi late Batteries for Reserve Service.— With the 
be greatly ins. generators and boilers, the capacity of which can 
Charge оц ће by forced draught, the necessity for battery dis- 
teries are шо loads has diminished, 80 that now storage bat- 
prosent time t y employed only for emergency reserve. At the 
capacity batte be EE of the long-lived and comparatively small- 
orter-lived d о ену employed has been discontinued, and а 
York Edison Co ipher-capacity type has been adopted by the New 

Cro. Те first experimental battery of this type was 


Cw Н ; 

thickmesses p to adopt 14/64 in. and 12/64 in. as the standard 

plates respective) mergency-service positive plates and negative 

Which is 15 in, wele he Capacity of the 14/64 in. positive plate, 
: Wide and 31 in. long, is 150 amp. fór oné hour. 
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: By adopting these plate thicknesses for central-station ‘service 
a distinct Каїп is made in the amount of battery capacity . that 
can be installed in a given Space, since at the emergency rate of 
discharge, the capacity obtainable with а pasted-plate battery. is as 
much as three times as great as from a Manchester-Box type battery 
occupying the same space. Another advantage accruing from the 
adoption of the pasted-plate battery is that interruption of electric 
service 18 made a more remote possibility. ` 

^ The batteries installed on the New York Edison Co.'s system will 


As the yearly peak load exists for only a few. hours, the ratio of 
battery capacity to load is much larger than stated during the 


are normally operated in parallel. 


A booster set is used in conjunction with each hattery for 
charging purposes : each booster is connected in series with the 


station bus to produce a voltage high enough to charge.the battery. 


Extending over all the cells is a special bus to which leads may be 
clamped for charging the individual cella. Whenever the battery 
ів being charged, ventilating apparatus is employed to change all 
the air in the battery room once every ten minutes.’ The 
apparatus consists of a motor-driven exhaust fan and acid elimi- 
nator. The acid eliminator neutralises the acid fumes before dis- 
charging them into the atmosphere. ` 


CAPACITY OF BATTERIES EMPLOYED BY New YorK EDISON Co. 
TO ENSURE RELIABLE SERVICE. 


Total ampere-hours... eas 373.800 
TP ae | Waterside No. 1 and No. 2 ... 4 
Batteries in service at present Sub.stations ... Ж e. 44 
Total 222°, | ^ urdi 


Total ampere rating of sub-station batteries for onefhour 357,800 
T $i " T 4 seven min. 1,311.200 


The practice of holding all batteries in reserve for emergencies 
ìs universal throughout the system. With the exception of weekly 
charges and test discharges which are made at intervals of three 


months on each battery. all batteries float on the system con- 


tinuously in readiness to take any load that may be thrown upon 
them. Incidentally, the batteries regulate the voltage and assist 
the balancer to furnish some of the unbalanced current in the 
three-wire system, especially at times of short-circuits on, one side 
.of the system. The weekly charging and test discharging are per- 
formed from 12 o'clock midnight to 8 a.m., when the load is 
‘lightest, or at а time when the battery to be charged or tested may 
be taken off the system without lessening the proteotion to the 
consumer. 

‘The weekly charging of each battery is of about one hour's 
duration, and is for the purpose of determining the state of charge 
of the battery generally and giving the inspector opportunity for 
examining each cell for trouble, such as a low condition of: charge 
due to internal or external short-circuits.— Philip Torchio, in the 
Electrical World (abstract). = > | 


Iron and Zinc im German Electrical Work.—A little 
light on the cost of the metals used in Germany in substitution 


for copper was recently shed by W. Weehinann in the course of a . 


paper read before the Association of German Mechanical Engineers. 
As is well known, the electrical engineers in that country have 
had recourse to iron and zinc, owing to the comparative scarcity of 
copper for industrial purposes. and rules for the useof these metals 
were approved some time ago by the Union of Electrical Engineers, 
as previously mentioned in this journal. The author of the paper 
in question points out that in consequence of the greater eross 
section of the iron which is needed. the cost of an iron conductor 
is 20 per cent. greater than that of a copper conductor in order to 
obtain the same conductance for short distances. whilst in the case 
of long distances. where the cross section .is so thick that the iron 
conductor has to be made in the form of a stranded cable, the 
difference in the price is much greater. This comparison relates 
not to existing conditions. but, to the normal prices which prevail 


in peace periods. Special precautions have to be taken to prevent 
the rusting of the conductors, and soldering. of the wire has 
Strictly to be avoided. joints and branches being effected hy means 


of clamps. In the case of zinc conductors. particular measures 
have had to be adopted in the rolling and drawing of the wires, 
the jointing of which has also to be carried out with clamps 
instead of with solder: but the wires cannot be used in exposed 
positions—that is, in the open air. As compared with prices 
in times of peace, the cost of zinc conductors is stated to be about 
equal to that of copper conductors of the same cross section. But 
аз the conductivity of zinc is about 30 per cent. of that of copper, 
the zinc conductors are considerably dearer. | ME. 
The question of electrical machinery was also discussed by the 


.author, who remarked that гіпс conductors could be utilised’ in 


machinery. especially in magnet coils. Motors which have а “zine 
winding, however. have an efficiency of only 60 to 70 per cent. of 
that of machines having copper coils. although it is claimed 
that the output of the latter can be reached by increasing the 
speed of the zinc coil machine by 10 per cent. Transformers 
have a yield from 50 to 60 per cent. of that of transformers pro- 
vided with copper coils. From the rules laid down by the 
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Union it would appear that machines up to a fairly large size 
can be made with zinc windings. A further matter in con- 
nection with the comparative scarcity of copper is the fact that 
machines which were constructed some 15 or 20 уеатв ago 
contained substantially more copper than those which were 
being built immediately before the war. The recognition of 
this circumstance has led to the idea of gubstituting new machines 
for old, with the object of recovering а large quantity of „the 
copper. One large firm, for instance, is reported to have obtained 
6 to 7 tons of copper in this way from the dismantling of 66 
transformers which were constructed 15 years ago ; and а large 
quantity of copper can also be derived from switehboard installa- 
tions. Not only so, but the reorganisation of а complete instal- 
lation is capable of yielding copper, aa has been shown by the con- 
version of that at the Lehrte railway station from the two-wire 100- 
volt direct-current system to the three-wire three-phase system. 

The problem whether the use of the present metal substitutes 
will be continued after the conclusion of the war has already been 
answered by the comparisons of cost previously given, which are 
wholly in favour of copper. At the eame time, it is considered 
that iron and zinc will remain in use for high-pressure branch 
conductors which carry a light load, while the question whether zinc 
would offer advantages for the manufacture of cables for very high 
_ pressures has yet to be investigated, similarly to the inquiry which 
formerly led to the use of aluminium for this purpose. 


Inquiry.—The electrical engineer of Fleetwood, Mr. W.H. 
Miller, would like to hear from other station engineers of a good 
gerviceable lock for slot meters. The address of the maker of the 
“Tourtel” lock would also be useful. 


Institution and Lecture Notes.— The Institution of 
Electrical Engineers.—A conference has taken place between the 
Electricity Supply Committee of the LE.E. and the Joint Com- 
mittee of the I.M.E.A. and the Incorporated Association'of Electric 
Power Companies, with regard to co-operation between the 
Committees. These Committees are constituted as follows :— 


я | LEE. Committee: 


R. A. Chattock (Chairman), G. W. Partridge, 
C. P. Sparks (President LE.E.), Т. Roles, 
C. H. Merz, ; 


S. L. Pearce. W. B. Woodhouse, 
Joint Committee of the I.M.E.A. and. L.A.E.P.C. 
І.М.Е.А. . " LA.E.P.C. 
J. H. Bowden. W. A. Chamen (Chairman), 
R. A. Chattock, ` J.8. Highfield, ` 
W. W. Lackie, . C.H. Merz, 
S. L. Pearce, . D. A. Starr, 
Н. Faraday Proctor A. D. Turckheim 
(ex officio), (ex officio), 
T. Roles, W. B. Woodhouse. 


In order to avoid overlapping and to ensure co-operation and 
co-ordination, two members common to both Committees have been 
delegated as intermediaries, so that the two committees will be in 
continuous touch with-each other's work. | 

It has been agreed that the LE.E. Committee will -devote its 
attention to the question of Electricity Supply from the point of 


view of the requirements of the country as à whole, and will deal — 


with the engineering aspect of the matter, while the Joint Com- 
mittee will go into more immediate questions of organisation and 
linking-up of existing undertakings, &o. 

It will be seen from the above that the work of both Committees 
is of national importance. 

Natal Engineers’ Assoclatlon.—Mr. John Roberts, the first 
chairman of thé Engineering Section of the Natal Society for the 
Advancement of Science and Art, in his inaugural address dealt 
with " The Engineer in his Relation to Business," and referring to 
the saying that a man might be a good engineer, but was no busi- 
ness man, said that an engineer without "business" capacjty was 


an engineer in name only, and could never achieve success. The : 


business man was generally in control, and would claim that he 
was called upon to exercise powers of organisation ; but that was 
the very first essential of the engineer—organisation was the indis- 


pensable factor to success in his work. The lay-out of the plant, · 


the processes of manufacture, &c. all required organisation. The 
reason why the engineer occupied a position of inferiority was 
because he was the lineal descendant of the artisan, but’ he must 
struggle to secure control as well as responsibility. 

Canadian Electrical Association.—The annual meeting of the 
Canadian Electrical Association was held оп the steamship Toronto 
Canada Steamship Lines, on June 21st and 22nd, and was very well 

„attended. The arrangement made permitted the Western members 
to take the boat to Toronto, and proceed thence to Prescott, where 
they were joined by representatives of the Eastern part of the 

country. In the absence of Col. D. R. Street, the president, who 
had just left on active service, the chair was taken by D. H. 

McDougall, ‘vice-president, who was elected president for the 

ensuing year.— Electrical World. 
Physical Society of London.—At the meeting held on June 30th 

a paper, entitled “A Sensitive Magnetometer," by Dr. P. E. Shaw 

and Mr. C. Hayes, was read by the former. А torsion balance of 
extreme delicacy carries a pair of pure silver balls, each of 3 gm. 
weight. A solenoid with its horizontal axis passing through one of 
the silver balls is brought close to the balance. On exciting the 
solenoid, divergent fields of known strengths are obtained in the 
region of the ball. The resulting attraction of the ball to the 

solenoid is shown by a mirror reflecting a distant scale to a 
telescope. The couple on the torsion beam required to produce 
1 mm. scale deflection is £5 х 1077 dyne-cm., and this torsion 


balance is 10° times as sensitive as any known to have been used 
previously in this kind of work. oe | 

The magnetic properties of the silver have been ascertained even 
for weak fields of 1 — 10 gauss. The silver has а pronounced reten- 
tivity ; this effect is presumably due to the small trace of iron 
impurity. 
- Тһе relation of the susceptibility of silver to the field used has 
also been found. The susceptibility of each of the constituent 
materials (а) pure silver, (5) residual pure iron, appears to be greatly 
modified by the presence of the other material. | 

"Some Experiments on the Thermoelectric Properties of Fused 
Metals" were shown by Mr. Chas. В. Darling. The experimente 
related to observations made during the progress of a research, 


' having for its object the production of a thermoelectric pyrometer 


with a liquid element. If such a pyrometer could be made of 
guitable materials—such as graphite and molten copper—it might 
be possible to extend the useful range of base-metal pyrometers up 
to or beyond the melting point of platinum, as the boiling point of 
copper is 2,310? C. Р 

It was noted that when tin was partnered by iron, nickel, copper. 
constantan, or graphite, nó abrupt change occurred at fusion,the . 
E.M.F.-temperature curves showing no break. 

On substituting lead, zinc, and bismuth in turn for tin, and using 
а variety of wires, it was again found that the change of state | 
caused no alteration in thermoelectric properties, In the case of 
bismuth, however, three instances of thermoelectric " halt" were 
noticed, the E.M.F. attaining a maximum and then remaining 
unchanged over a considerable range of temperature. An iron- 
bismuth couple reaches a maximum of about 18 millivolts at 
about 250° С. (M. Pt. of Bi = 269), which remains constant to 
within 3 per cent. up to 550", beyond which it has not been investi- 
gated. Copper and bismuth behave in the same manner, the E.M.F. 
being practically the same as in the former case ; whilst aluminium 
and bismuth furnish a third example, the E.M.F. (about 15 milli- 
volts) being remarkably constant over a range of 300°, This 
steady E.M.F. might also be used in work for which a constant, low 
E.M.F. was required. 

American Institute of Electrical Engineers.—The annual con- 
vention of the Institute was held at Cleveland, Ohio, at the end of 
June. ` The President, Mr. J. J. Carty, read an address on “ The 
Relation of Pure Science to Industrial Research.” He showed that 
out. of the stupendous upheaval: of the European War, with its 
startling agencies of destruction, arose a growing appreciation of 
the importance of industrial research, not only as an aid to military 
defence, but as an essential factor in the development of every 
industry in time of peace. While many concerns in America had 
well-organised industrial research laboratories, particularly those 
engaged in metallurgy, and dependent upon chemical processes, the 
manufacturers of the country, as a whole, had not yet learned of 
the benefits of industrial research, and how to avail themselves 
of it. He considered it the high duty of the Institute to impress 
upon the manufacturers of the United States the wonderful possi- 
bilities of economies in their processes and improvements in their 
products, which were opened up by the discoveries of science, 
through the medium of industrial research conducted in accordance 
with scientific principles. Eb 

“Once it is made clear to our manufacturers that industrial 
research pays, they will be sure to call to their aid men of scientific 
training to investigate their technical problems, and’ to improve 
their processes. Those who are first to avail themselves of the 
benefits of industrial research will obtain such a great lead over 
their competitors that we are warranted in looking forward to the 
ee the advantages of industrial research will be recognised 
by all.” - 

In distinguishing between industrial research and purely scientific 
research, President Carty likened the investigator in pure science 
to the explorer of new lands, and the investigator in industrial . 
research to the pioneer who surveys the newly-discovered territory 
to locate its resources, and in other ways prepares for the peaceful ' 
and profitable occupation of the new territory. | 

“ Industrial research supports itself or it fails of its purpose, and, 
therefore, it will not lack for generous encouragement and support. 
Scientific research, on the other hand, must have encouragement 
and financial support." | 

Mr. C. le Maistre, general secretary of the International Electro- 
technical Commission, read a brief paper, in which he outlined the 
development of engineering standards in Great Britain, and showed 
how order and system are essential to modern production.— Hectrial 
World. 

We are informed that the SocrETY ОР ENGINEERS is experiencing 
considerable difficulty this year in arranging its usual visite to 
engineering works during the summer. Recently, however, Messrs. 
Johnson & Phillips weve able to show the members a portion of 


their works at Charlton including a large plant for the manu- 


facture of telephone cables capable of dealing with cables up to 
1.000 pairs of small wires for local lines, and also trunk cables 
consisting of fewer, but heavier wires. 


Enemy Firms Winding Up.— The issue of the Board of 
Trade Journal for August 3rd contains a consolidated list‘of enemy : 
firms which have been ordered by the Board of "Trade to be wound 
up. The list comprises the names of 279 firms, and is complete up 
to the Orders issued on July 31st. The date of the Order, and the 
name and address of the Controller appointed in each instance, are 
also included in the list, to which an alphabetical index 18 
appended. | 


Patents and Alien Enemies.—The Board of Trade has 
granted licences to Messrs. Watson & Sons (Electromedical). Ltd.. in 
respect of Patents Nos. 9499/12 апа 13903/13, granted to Siemens 
and Halske А.-С. | 
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Fatality.—The Daily Chronicle says that, through falling 
down a lift shaft at 22, Golden Square, London, an electrician 
named Galpin lost his life. | 


The Metric System.—At a meeting of the National 
Federation of Building Trades Employers at Brighton, last week, 
reported in the’ Contract Journal, the following resolution was 

on behalf of the London Master Builders’ Associa- 
tion :—" That this meeting considers -that the preseüt is an oppor- 
tune time to revise our system of money, weights and measures, во 
as to bring them into harmony with the metrical system prevailing 
among the rest of the Allied nations, in order to facilitate trade 
relations between them and us after the war, and requests the 
Administrative Committee to make representations on behalf of the 
Federation to the Government ‘accordingly, co-operating. if prac- 
ticable, with other bodies which are moving in this direction.” 
Several: speakers urged that the adoption of the system would 
greatly tend to simplify quantities, and it was pointed out that the 
building trade had а system of measurements which was practically 
unknown in the schools of the country. The resolution was 
carried. | : 
Educational Notes. — THE Souru-WesteRN  PoLr- 
TECHNIC (Manresa Road, Chelsea) will re-open on September 25th, 
for day and evening classes. The Engineering courses include 
lectures in electrical and mechanical engineering, physics, 
chemistry, and mathematics. and practical instruction in the 
laboratories. Students are prepared by recognised teachers of the 
University of London for the B.Sc. degree in Engineering, for the 
examinations at the engineering institutions. and those of the City 
and Guilds of London Institute. The evening courses also include 
classes in electrical wiring and. other trade subjects. In the 
Electric Wiring Department an advanced course has been arranged 
for the preparation of candidates for the Final Wiremen's Examina- 
tion of the City and Guilds of London Institute. Arrangements 
have been made for placing students who have passed satisfactorily 


through the three years’ day course in positions with large ` 


engineering firms, and hitherto such firms have offered more 
vacancies than the Institute has been able to fill with its students. 
The prospectus may be obtained on application to the Secretary. 

NORTHAMPTON POLYTECHNIC INSTITUTE.—Particulars of the 
Engineering day classes and courses in Technical Optics for the 
_ next session appear in our “ Official Notices " to-day. 


Parliamentary. ELECTRICITY SUPPLY  INTERCONNEC- 
TION SCHEMES.—In the House of Commons, Mr. Healy asked the 
Secretary of the Board of Trade whether a circular had been 
issued by his department urging an arrangement to merge electrical 
supplies, with a view to saving coal: had he considered that new 
cables and other expense might be necessary to enable such plans 
to be carried out, involving capital expenditure: and would 
enabling legislation be introduced to render possible the desirable 
economies which the Board of Trade wished to effect in cases 
where statutory authority would be required? Mr. Harcourt 
replied that the answer to the first two questions was in the 
affirmative. In issuing the circular. the Board of Trade had not 
in mind any large schemes of interconnection involving heavy 
capital expenditure and a large use of material, but rather con- 


templated arrangements between undertakers whose areas of supply | 


adjoined, or nearly so. He did not think that legistation for the 
purpose was necessary, but should the necessity for it appear to 
arise, he would give the matter full consideration. 


Engineering Research on the North-East Coast.— 
The North-East Coast Institution of Engineers and Shipbuilders 
recently appointed a Research Committee, which has already made 
a start with its work by acceding to the request of a well-known 
firm in the North to carry out exhaustive tests of apparatus having 
for its object the more economical próduction of power by marine 
steam engines. The Institution claims to be the first of its kind 

_ Actively to promote the progress of the industries with which its 
members are associated. Бу officially making and recording tests of 
new apparatus developed by them. Such work has been repeatedly 
called for of late, notably by the Council for Organising British 
Engineering Industry, and by the Scientific and Industrial Research 
Committee appointed by the Government, and we congratulate the 
North-East Coast Institution on its decision, which will certainly 
Prove of great assistance in achieving the desired end. 


Lifting-Magnets for Loading Pig-Iron.—In the Electrical 
Review and Western Electrician some particulars are given of the 
use of electromagnets for handling pig-iron on the American lakes. 
The freighter ('iroa, the first ship to carry its own equipment of 
magnete. can load up with a cargo of 4.000.000 1b. of pig-iron. at a 
cost of £20, as compared with £100 to £120 for manual labour. 

36-in, Cutler-Hammer circular magnets are provided, each 
controlled by one man, with one attendant for the generator. The 
three magnets, working simultaneously, lift 4,500 Ib. of pig-iron. 


, Engineering Standards Committee.—At a special meet- 
ing of the Main Committee (Sir John Wolfe Barry, K.C.B., chair- 
ХЫ held on July 27th last, Mr. Charles le Maistre. A.M.Inst.C.E., 
LInst.E E, who has been in charge of the work of the Electrical 


Section since 1903, was appointed secretary to the Committee їп. 


Succession to the late Mr. Leslie S. Robertson. M.Inst.C.E., who was 
is with Lord Kitchener in the disaster to H.M.S. ZJumpshire 
M гу оп ап important. Government mission. We congratulate 

Г. le Maistre on his appointment, which, we are sure, will be 


regarded with Ё 
of the шшк by all who are interested in the work 


Volunteer Notes, — sr LoNpoN ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place. Orders for 
"August by Lieut.-Col. C. B. Clay, V.D., Commanding. 

The Hendquarters will be closed during - August except on 
Tuesday evenings. Тһе range will be open on Thursday evenings 
only. Instruction Classes at Regency Street will be held as usual 
for Platoons Nos. 9 and 10. The Camp at Otford will be available 
until August 31st. Members wishing to attend should enter their 
names at Headquarters. 

Sunday Entrenching Parades. Parade in Uniform at Victoria 
Station (S.E. and C. Railway) Booking Office, 8.45 a.m. 


MACLEOD YEARSLEY, Adjutant, 


3RD Batt. (OLD Boys) CENTRAL LONDON VOLUNTEER REGI- 
MENT.—Battalion Orders by Capt. W. Ridd (Sub-Commandant), 
Thursdáy, August 3rd, 1916 :— | 


Week-End Parades.—Saturdny.—The Battalion will Parade at 
Liverpool Street Station (Low-Level entrance, G.E.R.), at 8.40 a.m.. 


forentrenching duties. "Those who cannot take the early train will 
parade at 1.20 p.m. ' | 


Sunday.—The Battalion will Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.). at 9.30 a.m.. for entrenching duties. 

Musketry.— The Holland Cup Competition.—This competition was 
closed on Sunday, July 36th. The following is the result :— 


Ist Prize С. S. Burge .. 93 Т. R. Renfree ie e. 90 
2nd , S.T. Hanmer ... 92 А. G. Howell sis .. 88 
Н. Locke ... .. 9] F. W. Vincent 2 .. 88 


Highest score possible—-100 points. 
Range—200 yards. 
Target—-Figure class marking. 


There will be no shooting at Bisley on Saturday and Sunday next 
Sth and 6th inst. : | 

Recruits will Parade at Lord's Cricket Ground on’ Saturday at 
3 p.m., and on Sunday at 11 a.m., for recruit drill. 


Wembley Park.—There will be no week-end parade at Wembley 
Park. * » i 
CLARENCE T. Coaain, Acting Adjutant. 


Appointments Vacant.—A technical assistant is required 
for the sub-station of a large supply undertaking ; fitter for power 
station in the West Riding ; junior shift engineer for Erith; shift 
engineer for a West of England municipal works; charge 
engineer for the Llandilo U.D.C.; man for X-ray work and male 
nursing (£2) for the Royal Berkshire Hospital, Reading; station 
superintendent for Barking Town U.D.C. Electricity Department. 
See our advertisement pages to-day. . 


Manchester Corporation Tube Contracts.— The chairman 
of the Manchester Corporation Electricity Committee, on Wednesday, 
mentioned to the City Council an awkward dilemma in which the 
Committee are placed. Their minutes contained a recommendation 
that a tender for the supply of boiler tubes should be accepted from 


-a certain firm. 99 per cent. of whose capital, the chairman said, was _ 


German. The difficulty was that the firm in question were the 
only manufacturers of these tubes, which were essential to the 
carrying on of the electricity department. The Committee, there- 
fore, asked the Council to say what waa to be done in the matter. 
The English works of the company were a controlled establishment 
under the Munitions of War Act. Alderman Kay, chairman of the 
Gas Committee, said the gas department were in exactly the same 
difficulty, all due to the lack of backbone of the Government in 


: not taking the works over lock, stock and barrel. The Council, in 


the exceptional ciroumstances, suspended the Standing Orders, 


,which would have prevented the acceptance of the tender, and 


agreed to accept it.—-.Wurring Post. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. | 


Central Station and Tramway Officials.—Mr. S. Н. 
Fow.es,. chief. assistant electrical engineer to the Aylesbury 
U.D.C., has been appointed resident electrical engineer to the 
Leek Urban District Cogneil, on the advice of Prot. Watkin- 
son, of Liverpool University. Ex 

The Wimbledon Borough Council is recommended to make 


the following payments in respect of special services rendered. 


i1 connection with the laying of mains and services and 
AUN installations, viz., to Mr. Н. TOMLINSON ІЕЕ, borough 
electrical engineer, £75; to the assistant electrical engineer, 
Mr. W. J. Oswarp, £45; and £20 to Mr. В. A. LanNEY, clerk 
t: the horoush electrical engineer. | | 
The Wolverhampton Corporation 1з recommended to grant 
increases in salaries to the following employés in the Е. 
tricity Department: Mr. E. STUBBS, chief assistant, from = < 
to £950 a year; Mr. E. Forper, engine-room e eri Ed | 
and Mr. С. BELLHOUSE, boiler-house su erintendent, bot \ Пош 
£165 to £180; Mr. J. Н. ROTHWELL, e ef clerk, from £ Q 


£200. 
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The salary-of Мг. Е. ScHorrELD, commercial manager to the 
Stalybridge, Hyde, Mossley and Dukinfield Joint Tràmways 
and Electricity Board, is to be increased to £400 per annum, 
with two further annual increments of £25 to £450. Mr. 
Jagger, accountant to the Board, has resigned on receiving 
another appointment. | | 

In answer to an inquiry from the Ministry of Munitions, 
asking whether Mr. J. W. Foster, permanent-way engineer 
to the Bradford Tramways Committee, could be spared to take 
up a post under the Ministry of Munitions, the Committee 


replied that it was essential that Mr. Foster should be retained. 


in his present employment. 


General.—The Bulletin Militaire states that Signor MARCONI 
has been promoted from lieutenant to captain for exceptional 
services.—Times. i. 

A young electrician, named Henry Howkr, dived into the 
Thames between Westminster and Charing Cross on July 27th 
and rescued two drowning children. . 

Mr. George VeRITY, chairman of Verity s, Ltd., was married 
on Wednesday, at the Brompton Oratory, to Ada Hamilton 
Walter, of Hyde Park Gate, S.W. Congratulations! 


Вон of Honour.—Lieutenant А. E. Heap, of the North-- 


umberland Fusiliers, who added to their fame in storming the 
German trenches on July 1st, has been ''reported missing, 
believed killed." The deceased officer was 23 years of age. Не 
served as a private in & Territorial battalion of the North- 
uniberland Fusiliers, and subsequently was appointed to com- 
missioned rank in a Tyneside Scottish battalion, in which he 
early got his second star for proficiency in scientific examina- 
tions relating to telephony, signalling and bombing, and at 
the front was given command of. the Brigade Bombing school. 
He was the son of Mr. W. J. Head, manager of the India- 
Rubber and Gutta-Percha and Telegraph Works Co., at New- 
castle. Г - Е 

The Times states that Lieutenant THOMAS CHALLONER, R.E., 
who died of wounds on July 95th, a short time ago did most 
excellent work, for which he was awarded the Mihtary Cross. 
He was a highly popular officer, and was well-known in Cardiff 
as an 'electrical engineer. К 
' Signaller James OLIVER, of the Manchester Regiment, an 
employé of Mesars. W. T. Glover and Co., Ltd., cable manu- 
facturers, Trafford Park, has been killed in action, aged 28 
ears. | : 
Р Captain R. C. MATHER, of the Manchester '' Pals," who is 
connected with the firm of Messrs. Mather and Platt, Ltd., 
has been wounded and is in hospital in London. 

Private Harry WarpRoN, who has died of wounds, and Sig- 
naller ALEXANDER SMITA, killed in action, were serving in the 
Manchester ‘‘ Pals," and prior to the war were both employed 
by Messrs. Baxendale and Co., Ltd. ; 

Private J. BnapsHAW, reported missing, was an employé at 
the British Westinghouse works, Trafford Park, as was also 
Private H. D. STRACHAN, reported wounded and missing. 

Private F. Ricwarvs, of the Border Regiment, who was em- 
ployed at the cable works of Messrs. Rickard, of Derby, has 
been missing since July 1st. e. MIN 

Private A. I. CASTLE, of the Birmingham City Battalion, 
Royal Warwickshire Кешш, who was engaged ав an elec- 
trical engineer at Hetchford, fell in action on July 21st. 

Signaller W.. Н. Harrts, of the West Yorkshire Regiment, 
who was on the York Corporation Tramway staff, has been 
killed in the advance in France. — 

Lieutenant WALTER KELL, late of the Barnsley Corporation 
Electricity Department, has been seriously wounded in 
France, and has lost a leg. 

Sergeant ALBERT HOLLINS, of the Somerset Light Infantry, 
who was with Measrs. Siemens, of Stafford, has been killed 
in action. He was in the battle of Loos, gaining proniotion 
there for gallantry. - - 

Private W. PEMBLE, of the 8th Leicestershire Royal En- 
gineers, an electrical engineer, has been wounded in action 
at Bezantine le Petit, and is in hospital at Liverpool. 

Private Harry LaNcasTER, of the 6th Battalion, North- 
umberland Fusiliers, who has died of wounds received in 
action in France, was an electrician, aged 27. When war 
broke out he held an appointment at Gibraltar. He returned 
to England and joined his regiment over a year ago. 

Private Н. Rosinson, of the Scots Guards, who has died 
of wounds received in action in France, was on the Preston 
Corporation tramway staff. 

Rifleman Ernest Scorron, of the Rifle Brigade, who has 
fallen in action in France, was, prior to the war, engaged in 
the production department at the Rugby works of the British 
Thomson-Houston Co., Ltd. | 

Trumpeter F. W. Hymers, Royal Field Artillery, who has 
died from disease in India whilst on active service, was before 
the war engaged with Mr. Edmund Dunn, electrical engineer, 
of Broadstairs and Ramsgate. | 

Private Epwarp Cowan, formerly employed at the British 
Westinghouse Works, Trafford Park, has been killed while 
serving with the Cheshire Regiment. 

Private Hanortp ТОРНАМ, formerly employed at the Middle- 
ton electrieity works, has been killed in action. 

Private SybNEY CrawsHaw, of the Royal Scots, killed in 
action, aged 90, was formerly employed on the clerical staff 
of the manager of the Oldham Corporation Tramways. 

Lance-Corporal RoBERT Lyon, Royal Scots, who is wounded, 
was employed as an electrician in Edinburgh. 


The Times records the death, ‘on July 30th, . at -tlte-age of 
23, from wounds, of Second-Lieutenant KENNETH RICHMOND 
Cook, Black Watch, eldest son .of Mr. David Cook 
M.Inst.C.E., of Richmond and Westminster. ` ag 


ployed at Darwen Electricity. Works. PN: 
Private CHARLES PAPE, of the Bradford '' Pals," killed in the 


Private W. C. NiNEss, of the King's Liverpool Reginient 
wounded and now in hospital at Devonport, was employe 
before the war by Messrs. Drake and Gorham, at Manchester. 

Sergeant Jonn W. Арлмѕ, 2nd Border Regiment, employed 
by Mesars. F. Thornton and Co., elettricians, of Burnley, has 
been. recommended for the D.C.M. . РОДЕ 

Lance-Corporal Н. Мвєс̧н, of the King's. Own. Royal Lan- 
caster Regiment, an employé of the Lancashire Dynamo and 
Motor Co., Trafford Park, has been wounded іп France, . 

Sergeant Harry Branston, of the Manchester “ Pals," 
formerly employed by Messrs. Baxendale and Co., Ltd., has 
been killed, along with his brother, Private W. Branston. 

Captain CHARLES SKAIPE WOLSTENHOLME, of the Durham 
Light Infantry, who was killed on July 17th, was the assistant 
superintendent engineer at the Leeds Past Office Telephone 
Department. Не was 43 years of аре, апа had had a long. 
connection with the Territorial Force before the war. | . 2 | 

A large number of our readers, particularly those in the 
Tendon district, will learn, as we do; with very deep regret, 
that. Company Sergeant-Major E. C. LavanToN, who for nine 
years was associated with the Lamp and Fittings Depart- 
ment of Messrs. Siemens Bros. Dynamo: Works, Ltd., has 
been killed in action. He joined .H.M. Forces in Sep. 
tember, 1914, and. sailed for France early in May, 1915; 
he had therefore over 14 months’ active service to bis 
credit.  Commnienciüg as ап ordinary Private, he gained 
promotion to Corporal before leaving for France, the remain- 
ing steps having been attained. while on Foreign. service. No 
details are available regarding the circumstances of his death, 
official notification of which was made last week, although. 
the records show that he was mortally wounded in the very 
early stages of the Great Offensive. He was serving with 
the 8th East Surrey Regiment, which, according to newspaper . 
reports, suffered heavily in the attack-on the Fricourt section 
of the line.: He was intimately known £o many members of 
the electrical industry, who will deplore the loss of a valued 
friend and colleague. ` ME 07 


t 


NEW COMPANIES REGISTERED. 


Phillips’ Magnetos, Ltd. (144,456).— This company was 
registered on July 26th, with a capital of £1,250 in £1 shares, to adopt an 
agreement, dated June 24th, 1916, with 1. Phillips, for the purchase of the 
business of a manufacturer of magnetos and all parts thercol carried оп by 
him at Birchett Road, Aldershot. he subscribers (with one share each) are: 
1. Phillips, Falmouth House, Aldershot, cycle -manufacturer ; С. Melton, 30. 
Queen's Road, Aldershot, accountant. Private company. , Table *“ A " mainly 
applies. Solicitor: №. Clinton, Aldershot. Secrétary (pro tem.): C. Melton, 
Registered office: 10, Birchett Road, Aldershot. v 2 

ew Peto and Radford Accumulator Co., Ltd, (144,436). 
—This company was registered on July 24th, with а capital of £30,000 in £1 
shares (12,500 10 per cent. preference), to carry on in the United Kingdom 
and elsewhere the business of electricians, . accumulator . manufacturers, 
founders, manufacturers of mining, agricultural and other machinery, - elec- 
trical and water supply engineers, manufacturers of and dealers. in clectric 
meters and other electrical instruments, etc., and to adopt three agreements, 
the parties to which are not named. The subscribers (with one share each) 
are; W. Peto, 12, Heddon Strect, W., electrical engineer; C. R. N. Minchin, 
149 Banbury Road, Oxford, engineer. Private company. ‘The number ;of 
directors is not to be less than two or more than seven; the subscribers are 
іо appoint the first. © Remuneration (except managing director or other 
salaried official), £105 each per annum. Solicitors: Mayo, Elder and, Co., 
10, Drapers Gardens, Е.С. | ОЙК ma ae Shes 

‘Carbic Italiano, Ltd. (144,400).—This company was regrs- 
tered on July 28th, with a capital of £30,000 in £l shares, to take over from 
Carbic, Ltd., the business which that company carries on -or 1S. authorised 
to carry on in Italy and in ltalian Colonies, together with the Italian patents 
and trademarks connected therewith, to adopt an agreement with the said 
company and H. Fonseca, and to carry on in Italy, its colonies .or elsewhere 
the business of manufacturers and producers of and dealers in acetylene, 
carbide of calcium, and oxide of calcium, and chemical and electrochemical 
productions of all kinds, mechanical, electrical and general engincers, elec- 
tricians, metallurgists, motor manufacturers, suppliers of light, heat an 
power, manufacturers of and dealers in accumulators, generators, installations, 
lamps, apparatus, appliances and fittings, ete. The subscribers (with one 
share each) are: Н. Fonseca, Geneva, engineer; A. Jackson, 5], Holborn 


Viaduct, E.C., secretary. Private company. ‘The number of directors is not 


їо be less than two or more than five; the first are Н, Fonseca and үт 
to be nominated and appointed by Carbic, Ltd. The said company has t c 
right. while a member of the company, to nominate and appoint a director. 
Solicitors: Bristows, Cooke and Carpmael, 1, Copthall Buildings, Е.С. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Troup, Curtis and Co., Ltd.—Particulars of £3,000 de- 
bentures, created July 5th, 1916, filed pursuant to Section 93 3) ol the, | ee 
anies (Consolidation) Act, 1908, the whole amount being now | d 
Property charged: The company's undertaking and property, present ап 
fi.ture, including uncalled capital. No trustees, mee, 

Vaughan Engineering Works, Ltd.—A mortgage dated 
July 19th, 1916, to secure £1, and £500 as compounded interest, саг 
on moneys to be received under a War Office contract, has been registered. 
Holder: J, Gee, Carlton House, Regent Street, W. 


ER 
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Highfield Co., Ltd.—Particulars of £750 second deben. 
tures, created June 21h, 1916, filed pursuant .to Section 93 (3) of the 
Companies (Consolidation) Act, 1908, th. whole amount being now issued. 
Property charged: The company's undertaking and property, present and 
future, including uncalled capital. No trustees, i 

A debenture dated July 19th, 1916, to secure not more than £500, charged 
on thé above-mentioned property, has also been registered. Holder: J. H. 
Bland, 95, Stirling Road, Edgbaston, Birmingham. | 

A memorandum of satisfaction in full on July 19th, 1916, of a debenture 
dated December 4th, 1914, securing £300, has nlso been notified. 


Parsons and Hodges, Ltd.—Particulars of £60) deben- 
tures, created June 30th, 1916, filed pursuant to Section 93 (3) of the Com- 
anies (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged: The company's undertaking and property, present and 
future, including uncalled and unpaid capital. No trustees. f 

Rushmore Lamps, Ltd.—A memorandum of satisfaction 
in full on June 27th, 1916, of a charge dated May 37ih, 1914, securing £2,000 
has been filed. 


Elliott Brothers (London), Ltd.—Particulars of £30,000 - 


debentures, created June 28th, 1916, filed pursuant ‘to Section 093 (3) of the 
Cempanies (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged: The company's undertaking aod property, present and 
future, including uncalled capital. No trustees. 


L3 
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CITY NOTES, 


German Electrical Companies, 


The Nitrit Fabrik, A.G., of Kopenick reports .net profits of 
£3,800 for 1915, as compared with a loss of £7,000 in the 
previous year. It is proposed to pay a dividend of 4 per cent. 
on the share capital of £75,000. 

The C. Lorenz A.G. of Berlin (felephone and telegraph 
works) has just issued new capital amounting to £75,000, and 
thus increased the ordinary shares to £225,000. The-additional 
capital is destined for the development of the undertaking. 

The Fabrik fur Isolierter Drahte A.G. (Vogel Telegraph 
Works), which recently declared a. dividend of 15 per cent. 
for 1915, has now secured the sanction of the shareholders to 
an increase in the share capital to £262,000 by the issue of 
new shares for £87,000, which have been taken over by a 
banking syndicate at the price of 130 per cent., and are to be 
offered at 138 per cent. The new capital is intended for the 
extension of the works, and particularly for the establishment 
of a lead-covered cable: factory. 

The Continentale Gesellschaft fur Elektrische Unlernehmun- 
gen, of Nuremburg, which is the financial trust of the Nurem- 
burg Schuckert Co., and owns or is otherwise interested in 
tramways and lighting undertakings, states that the working 
results of its concerns did not experience any improvement 
m 1915, the tramways in particular having suffered from exist- 
шр circumstances. As net profits the accounts indicate the 
sum of £44,000, as compared with £60,000 in 1914, and a 
dividend has been declared at the rate of 21 per cent. on the 
preference capital of £1,556,000, as compared with 3} per cent. 
and 6 per cent. in 1914 and 1913 respectively. "The report 
states that no direct information is available concerning the 
company’s French and Russian interests. 

he report of the Wolfram Lampen, A.G., of Augsburg, 
Which relates to the financial year ended with March 3st, 
1916, states that it wag possible to maintain working not- 
withstanding the scarcity of labour and of raw materials, and 
sufficient orders were on hand for the ensuing months within 
the existing possibilities. of inanufacturiny. The accounts 
Show net. profits of £7,100, as compared with £800 in 1914-15, 


and the available surplus permits of the payment of the arrears . 


on the preference shares, the ordinary capital again receiving 
no distribution. It is added that the Court of Appeal has not 
yet decided the patent action in relation to the manufactore 
of the tungsten drawn-wire filament. 


f Mr. J. G. B. Stone, presiding at the 
Electric Supply annual meeting held last Friday, said that 
9rporation. Ltd, the increase in the number of lamp con- 
nections had much exceeded the average 

ш advance being from 214,715 to 954,700 during the 
D out 73 per cent. of this was due to demands for power 
n Dumbarton, leaving to their other towns approximately 
рех usual growth, Which in these times was not unsatisfac- 
eS he Hendon Co., in which they were the largest share- 
un LM inereased its dividend by 2 per cent., whilst the 
of Hn m Tramways Co. again paid them а small dividend 
Which n. ү Apart from the normal capital expenditure, 
He i pen chiefly on mains, they had had to provide 
plant ш umbarton, mainly on account of the converter 
x aar hada т connection with bulk-supplv arrangementa. 
for ы} " Ad increased the demand for power but reduced that 
nong, particularly street lighting. The latter was especi- 
contract vith at Chelmsford, but under the terms of their 
the Ары Ше town, and in view of a recent decision in 
Reve ae Court, they u 
included x To amount of the contract, and that had been 
and they em accounts. The contract concluded last March, 


Белае They raised prices 
lus last half of the year, and this year а further 
een made to meet the heavier costs. The net 


— 


keith, Dollar, Dumbarton, Jedburgh and Melrose showed a 
decrease. 


to the costs being exceptionally heavy during the transfer of 


having to use both. The change over was now completed, and 
they would therefore only have one set. of costs in future. 
The coal market was a very difficult one, and the effect of 
the Coal Prices Limitation Act left much to be desired. At 
Dumbarton, though they had a bulk supply, the price paid by 
them varied according to the price of coal. The new Summer 
Time was making serious inroads into their revenue this 
summer, but they were not yet in a position to say to what 
extent the yearly revenue might suffer. They proposed to pay 9 
per cent. dividend, as against 21 per cent. last year, their policy 
being to let the year's dividend bear part of the reduction in 
profit, and their carry-forward bear the balance. The Chair- 
man referred to the excellent services rendered by the staff 
under.war conditions. | 


—— MM н 


STOCKS AND SHARES, 


TUESDAY EVENING. 


This week two- years ago was the first of the long series . 


ihrough which the Stock Exchange remained closed. Its 
doors were shut by the Committee that governs the House, 
not by the Government. The Committee's action was un. 
doubtedly influenced by an appeal from the late Lord 
Rothschild urging this course. Since those far-off days new 
history has been woven in a thousand directions. So far as 


. this particular column is concerned, the Stock Exchange has 


emerged from a precarious position on the slopes of panic- 
stricken bankruptcy to a condition of safety and stability by 
comparison with what might well have been expected as the 
result of European war upon a scale so unique. 


Electric-lighting shares and Home Railway stocks are still 


for the most part Standing at prices lower than those pre- 
vailmg upon the outbreak of war. The electric-lighting in- 
dustry has suffered .blow after blow during the war. Home 
Railway stocks have come down because of the influences 
undermining all securities that lean upon the money market. 
But Underground Electric Railway Income Bonds are two 
or three points higher. Telegraph issues are better on the 
whole, though Indo-Europeans form an exception. The 
Eastern group stands substantially better. Marconis also have 
risen. Mexican descriptions are very much lower, and so are 
the British Columbia Electric Railway stocks. | 

During the past week the markets have taken on a summer- 
like condition that all the excellent news from the various 
fronts has failed to energise. Probably the weather plays 
some. part in the listlessness; it is hard to arouse enthusiasm 
over investments what time the thermometer stands 13 points 
above Consols—taking the reading of both in the shade. Live- 
liness characterises the Shipping market, a full-dress gamble 
having sprung up in certain favoured shares. All shippin 
Stocks are strong, however, and the speculation might wel 
receive a little friendly attention from the Treasury. 

Several more interim dividends are announced by the supply 
companies.: `The Metropolitan repeats its previous per- 
formance of 2 per cent., and the Chelsea declares 3 per cent. 
against 4 per cent. a year ago. Both the City of London and 
the County of London, it may be recalled, pay the same 


‘rates of 6 per cent. and 5 per cent. respectively, as they did 


this time Jast year. County ordinary continue to improve, 
and have gained another 9з. 6d. London Electrics also are 
firmer, a rise of 1/16 making them 18. St. James’ and Pall 
Mall are ex their-dividend. 

Electric Constructions put on their regular threepence per 
week. Edison and Swan drooped to 9s., but recovered to their 
former price of 9s. 6d. British Westinghouse preference have 
receded 15. to 50s. 6d. | 

The Home Railway market is disposed to droop. Most of 
the Steam stocks are lower, and their example has been fol- 
lowed by those of the Undergrounds. Metropolitans are a 
point down. Districts lost 1, and the Underground Electric 
group is à shade easier, except as regards the shilling shares. 
For this dulness there is no further reason than that afforded 
by the decline in the price of Consols, which is having its 
effect upon all stocks and shares influenced largely by con- 
siderations of the.money market. 

The interim dividends are out, and can fairly be regarded 
as satisfactory in every case. "They matched anticipation too 
closely, however, for them to bring about, by themselves, 
any particular Improvement: and, with nobody anxious. to 
deal, quotations have sagged in sympathy with Consols. - Even 
the revival of the Channel Tunnel scheme has failed to save 
Southern passenger stocks from pursuing the same track as 
the reat. i | 

Brazil Tractions are again better at 623, the fraction mark- 
ing the extent of the rise on the weck. "The Rio exchange 
keeps steadily above 1s. per milreis. Argentines, on the other 
hand, are slightly easier; and Anglo-Argentine Tramways 
second preference shares have lost another 9з. 6d., the price 
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being lowered to 3. As the.interim dividend was postponed 
in respect of the last half-year, we have taken out temporarily 
from our columns the yield on the shares. | ` 

British Columbia Railway stocks are a little better, follow- 
ing upon the advance of last week; but most of the issues 
connected with Mexico have а very dull appearance, and the 
5 per cent. bonds of the Mexico Trams and {Не Mexican Light 
and Power Companies are both lower at 40. New York being 
in the midst of а heat wave apparently more severe than our 
own, the Wall Street operators have ceased to take any 
interest in this group, with the result that some of the shares 
in the Latin-Canadi 
sagged in price. 

The telegraph list is a little irregular. Cuba Submarines 
are 15s. up, thanks to a small demand, but otherwise what 
changes have occurred are mostly in the downward direction. 
The Eastern group has gone back a trifle. Great Northerns 
аге 10s. lower, Westerns lost 4, and West India and Panamas 
1/16, while Anglo-American stocks keep steady. Marconis 
at 34 are easier, but Marconi Marines have risen to 91 on the 
Board of Trade order that all ships over 3,000 tons shall be 
fitted with wireless apparatus. Americans are firm at 18s., 
and Canadians at lls. British Insulated Wires at 12 ‘ате 5s. 
higher, repeating their rise of last week. Henleys gained 10s. 
at 16, but India-Rubbers, on the other hand, reacted to 12. 
Callenders preference at 43 are a little easier. 

The Rubber market continues quiet, with business unexcit- 


‘ing. Another drop in rubber took the pricé to 2s. 2d. per lb., 


hich is not conducive to immediate.bullishness. The shares 
in the group of chemical companies keep exceedingly firm, 
and there has been a fair rally in some of the copper issues, 
a to another substantial recovery in the price of the 
metal. i 


SHARE LIST OF ELEOTRICAL COMPANIES, 


Home ELEOTRIOITY COMPANIES. 


Dividend Price 
—À Aug.1, Riseorfall Yield 
1914, 191b. 1916. this week. — p.c. 
Brompton Ordinary — .. E 10 10 ` 68 — £718 1 
Charing Cross Ordinary ,. b 6 8 — 6 18 0 
do. dd, do. 4% Pref. 44 4 8 — 88 7 
Chelsea oe eo ae ee b 4 8 = 6 18 4 
City of London  .. EN EK 9 8 123 == 6 8 0 
do. до. 6 per cent. Pref. 6 6 , 104 — 514 8 
County of London vs 498 q ii +3} 6 8 9 
_ do. 6 percent, Pref. 6 6 10 — b14 8 
Kensington Ordinary .. „ 9 17 5 — 6 16 7 
London Electric .. ГИ. 8 18 + А 610 6 
do. do. 6 per cent. Pref, 6 6 4% - 618 4 
Metropolitan е T pi .8., 28 — 6 64 
о. 43 per cent. Pref. 43 `8 — 710 0 
Bt. James’ and Pall Mall .. 10 8 Баха — 619 4 
South London... E T 5 b — 8 18 10 
South Metropolitan Pref, .. 7 1 1 = 646 
Westminster Ordinary .. .. 9 7 6; — 514 8 
| TELEGRAPHS AND TELEPHONES, 
Anglo-Àm. Те]. Pret. ее eo 6 6 104 mra 6 15 6 
: do. Det. es ee 80/- $ 83/6 98 * — 3 10 9 
Chile Telephone .. e. .. 8 В 6ўх — 618 5 
Cuba Sub. Ога. .. sz eO б 5 + 3 -6 18 
Eastern Extension " T 1 8 1 — *5178 
Eastern Tel. Ord. . > T 8 148 -à %79 
Globe Tel. and T. Ord, .. 8 51 124 — *6 8 8 
do. Pret. . 6 6 102 — , 610 4 
Great Northern Tel, .. 2 22 874 — į 617 4 
Indo-European .. ee .. 18 18 48 - 612 8 
Marconi... s oe ..^ 10 ` 21? Bà — $à 8.40 
New York Tel. 43 T 7 44. 4à 993 — 410 8 
Oriental Telephone Ord. `.. 10 10 244 +} 5.0 0 
United R. Plate Tel. . 8 8 63 - *5 18 6 
West India and Pan. .. ue vd. ee 1 — — 
Western Telegraph "e die 7 8 14 — i © 718 
CN Номе ars, 
n ndon, Ord. Aasented 4 4 14 — 
Metropolitan А id ee en. 1 1 254 —1 4 i: i 
do. District ..  .. Nil Nil 19 —ł Nil 
Underground Electric Ordinary Nil Nil 13 — dy Nil 
do. do. "A" .. Nil Nil 6, 49d. Nil 
do, do, Income 6 6 908 — $ *6 12 10 
FonE:iGN TRAMS, &o. 
Adelaide Sup. 6 per cent. Pref, 6 в Б — 
Anglo-Arg. Trams, First Pref. Б “BA: 34 — 4 о р 
до. 2nd Pret. se E 8 — à m 
Я do. 5 Deb. ae 5 5 7T) ыз 6 9 0 
Brasil Tractions es oe oe 4 4 62 TS + 3 6 8 0 
Bombay Electric Pref. .. S 86 6 104ха = 614 8 
British Columbia Elec, Rly. Pfce. Б 5 60 — 8 6 8 
о. до. Preferred — Nil 43 +4 Nil 
do. do. Deb. 4 4 66 — 6 10 9 
Mexico Trams 5 per oent. Bonds — Ni 40 —1 Nil 
о. 6 per cent. Bonds — Nil 81 — Nil 
Mexican Light Common -» Nil Nil 90 == Nil 
о, Pre . en 1 к Nil Nu 83 к= N i) 
do. ist Bonds Nil Nil 40 —8 — 
"E | MANUFACTURING COMPANIES, 
Babcock & Wilcox e >œ. 14 15 . B — 6 0 0 
British Aluminium Ord. .. 5 17 26/- ~ 5178 
British Insulated Ord. .. . 15 17 19 +1 1 510 
British Westinghouse Pref. .. % 4 50/6 —M- 518 0 
Callenders.. vs "s .. 15 90 1 — воо 
do. 6 Pret. vs as 5 6 4 — i 5 17 
Castner-Kellner .. Hn .. U — — 6 8 
Edison & Swan, £8 paid. . Ni — 9/6 — Nil A 
do. do. fully paid .. Nil — 1$ — Nil 
do. do. b percent. Deb. 6 6 67 — 816 8 
Electric Construction ..  .. e 7% 16/9 4 9d 8 19 
Gen. Elec. Pref. oe ae ее 6 6 9% —i ` 6 ч H 
Henley EN ES as - 20 395 16 — 8 18 
Indis 44 Pret. ee oe oe 43 4 4 on. 6 13 6 
dia-Rubber ee ee ae 10 10 12 -1i t3 6 8 
Telegraph Соп, ee ee ee 20 20 89 — s3 4 0 


* Dividends paid free of inoome-tax. 


an electricity companies have gently. 


MARKET QUOTATIONS. 


Ir should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary aecording to quantities and other circumstances. 


Wednesday, August 2nd. 


—————————————M—————————M—————— 


' Latest Fortnight's 
7 CHEMICALS, &c. Price, Inc. or Dee. 
a Acid, Oxalic .. js .. per lb. 1/8 e 
a Ammoniac Sal Ко ks +. perton £15 à 
a Ammonia, Mariate (large crystal) " £61 en 
a Bisulphide of Carbon  . xi эз £33 ; 
a Borax.. m А КЕ ss » £831 £1 iac. 
a Copper it aie E ssa . n £51 T 
a Potash, Chlorate .. — .. .. per ib. . 9/6 B 
a » Perchlorate ` .. - n 2/- { 
а Shellac s Ни ‘ per cwt. 98/- vs 
a Sulphate of Magnesia .. .. per ton 216 >» 
a Sulphur, Sublimed Flowers  .. Em 615 ag 
а p Lump .. ET г Е , £12 10 £1 inc. 
a Soda, Chlorate  .. МЕ | per ib ul 94d. aec. 
a „б, Crystals ee ee ae per ton 120/- ee 
a Sodium Bichromate, casks .. per lb. An 
METALS, &c. Ў i 
c Brass (rolled metal 2° to 12" basis) рег Ib. iat to 1/8 А 
c » Tubes (solid drawn) s ji 1[2 to 1/8 
e » Wire, basis ae ae eo » 1/8 to 1 os 
c Copper Tubes (solid drawn) .. Ке 1/62 to es 
g » Bars (best selected) .. per ton £146 - 
g » Sheet a A се Уз £146 М 
g FT] Rod oe oe oe eo » £116 P 
d , (Electrolytic) Bars E » £125 £2 ino, 
d › » Sheets .. » £148 £1 inc. 
“ЖЬ. н RO. Wie perlb ric id. ino 
» ГТ] ел 1те r Й g ‚ 100, 
f Ebonite Rod.. ов oe ee Жж 3/- ое 
Ё ' heet oe ee as ” И 2/6 өө 
n German Silver Wire .. T ” 9/8 T 
h Gutta-percha,fine.. — .. ae ” 6/10 T 
h India-rubber, Para fine ie " 2/10 ld. dec. 
i Iron Pig (Cleveland warrants) .. perton Nom. T 
l ,, Wire, galv. No. 8, P.O. qual. ” £86 ee 
a Lead, English Pig to ee oe ” £29 10 5J- inc. 
g Mercury А T - .. pet bot. £11 16 Ме 
e Mica (in original cases) small .. рег lb. ва. to 8j- ve 
€ » » » medium n 8/6 to 6/- E 
e v. » ,» large... s 1/6 to 14/- & up. T 
d Silicium Bronze Wire .. .. per Ib. 1/84 е 
r Steel, Magnet, in bars .. .. per ton £85 Ml 
g Tin, Block (English) En 850) - £171 £1to £5 ino. 
п „ Wire, №ов. 1 (016 .. .. per lb. ° 9/10 kd 


NEMPE ee ЧИНЕНЕНЕШВЕС Е ЕБЕ 
Quotations supplied by— 


g James & Shakespeare. 
c Thos. Bolton & Sons, Ltd. h Edward Till & Co, 
d Frederick Smith & Co. i Bolling & Lowe. 
e F. Wiggins & Sons. _[ Richard Johnson & Nephew, Ltd. 
f India-Rubber, Gutta-Percha and n P. Ormiston & Sons. 
Telegraph Works Co., Ltd. r W. F. Dennis & Co. 


a G. Boor & Co. 


cE 


Charing Cross, West End and City Electricity Supply Co., 
Ltd.—Interim dividend on the ordinary shares of the West 
End undertakings for the half-year ended June 30th, 1916, at 
the rate of 4 per cent. per annum. This is the same rate a8 
a year ago. 5 | 


Blackpool and ‘Fleetwood Tramroad Co.—Interim divi- 
dend at the rate of 4 per cent. per annum, (48. per share), 


free of income tax, on the ordinary shares for the past balf- 


year. х 


City of London Electric Lighting Co., Ltd.—Interim divi- 
dend at the rate of 6 per cent. per annum (6s. per share), 
less income tax, on the ordinary shares for the past half-year. 
This is the same rate as a year ago. | : 


Bristol Tramways and Carriage Co., Ltd.—Interim divi- 
dend at the rate of 5 per cent. per annum оп the ordinary 
sbares for the half-year ended June 30th, 1916. For the cor- 
responding period last year the rate was 4 per cent. 


Cordoba Light, Power and Traction Co., Ltd,—According 
to the Financial Times, the payment of the dividend on the 
preference shares will be postponed for the present. 


‚ Westminster Electric Supply Corporation, Ltd.—Interim 
dividend at the rate of 5 per cent. per annum, less income tax, 
for the half-year to June 30th. 


Chelsea Electricity Supply Co., Ltd.—Interim dividend at 
the rate of 3 per cent. per annum, less tax, on the ordin 
shares, as compared with 4 per cent. declared at this time 18: 
year. 


National Boiler and General Insurance Co., Ltd.—Interim 


dividend of 12s. per share, less tax, payable Septernber 1st. 
free of 


_ Vickers, Ltd.—Interim dividend 15. per share, 
income tax, on the ordinary shares. 
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S.A, Institute of Electrical Engineers,—In his valedictory 
кезү as retiring President, Mr. Bernard Price said that the most 
ан} nie undertaking upon which the Institute had yet embarked 
Min sr investigation of {Не possible development by electrical 
heen natural resources of the country. Consideration of 
үт T lishment of new industries had recently received an added 

mulus : the war and its effects upon the importation of manu- 
and commodities to the country had naturally 
боге to Increased utilisation of local resources, and the 
whole С ad appointed ап influential Committee to consider the 

dis r. The formation of the Government Munitions and 
пев Committee _ had therefore provided the necessary 
information dE the assimilation and utilisation of the data and 
iun hat had been worked up by the Institute's Committee, 
was hoped that the report on electrochemical industries, 
of the Cove been completed and which was already in the hands 
бе дш, шше Committee, would be the means of accelerating 
Tag ен of such industries in the country. The present | 
f the rich жы opportune, and there was no time to be lost. 
which they w um and her Allies were to consolidate the victory 
it was im 7 8 Я dsurely gain over their enemies, at terrible cost, 

6 жазы ue that they should organise industry on new lines. 

raining of portant factor in the problem was the education and 

engineers, e the efficiency of the industrial and 
ород t : ust ultimately depend to a very large extent 
i n E of those who controlled it. He was very optimistic 
country, pos ss, ртозрегіку of the Institute. Africa was а young 
to play an im кы almost infinite possibilities, and electricity had 
fe niga а dd ant part in the development of those possibilities. 
be made in d only a matter of time before rapid strides would 
dormant, * opening up of the vast resources now lying: 


factured articles 
directed attention 


machinery for 
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PROSPECTS IN SOUTH ` AFRICA. 


By R. TURNBULL MAWDESLEY. . 


JOHANNESBURG, June 23rd, 1916. 
Tur following brief article is prompted by the appearance 
їп your columns (issue dated May 19th) of ‘an in uiry from 
a correspondent of Dutch nationality regarding the present 
prospects in South Africa for electrical men. Your issue of 
May 19th has only just arrived, and I fear that any informa-. 
tion I am able to tender can hardly reach you in time to be of 
any service to your-correspondent. However, others may be 
interested in the prevailing conditions along the Reef, and 
in South Africa generally ; and I am giving some general 
Information with reference to the prospects for newcomers. 

I ventured to remark in these columns as emphatically as 
possible, some three years ago—at the time of the great 
strike in Johannesburg—that on no account, should electrical 
men come to South Africa on speculation, and since that 
period things have not changed. 

It is-to be feared that matters, from the point of view 
of employment, have got rather worse since the outbreak 
of the war. It should be said at once that, although a 
great many men connected with electrical affairs have gone 
to’ German East Africa with General Smuts, there’ are 
positively no appointments vacant in consequence. . The 
reason for this is not far to seek. No construction work is 
at present going on—)partly because of the difficulty in 
getting material from home, and for other reasons equally 
obvious. Even if the sanction of the Minister of Munitions 
is obtained to proceed with work other than munition work, 
it is not to say that, in consequence, Colonial orders can be 
filled with any degree of speed by the manufacturers. It 
will be appreciated, therefore, that where drawing and 
designing office staffs were depleted by men “ joining пр” 
no attempt has been made—nor has it been necessary—to 
fill up the openings thus caused. Again, apart from con- 
struction work, where maintenance and operating staffs 
have been depleted, it has always been possible to fill up 
such vacancies locally so far. — 

The branch offices of the big manufacturers are prac-' 
tically at a standstill through the stoppage of all construc- 
tion work, and therefore new-coming engineers, whether 
they be trained commercially, technically, or practically, 
have little chance of securing what I may term u staff 
appointment. There are at present many certificated 
men of undoubted ability working, practically, on the 
mines at an artisan's wage ; and this ів поё ‘ап alluring 
prospect for any one who knows what a Rand mine 
electrician, or fitter, is called upon to do.. ` ; 

In any notes upon electrical matters in South Africa, 
one is forced to keep the Rand in his mind's eye. This 
is unquestionably the area concerned, as, apart from Cape- 
town, Durban, and one or two other comparatively small 
towns where the municipalities have electric supply under- 
takings, there is no electrical work at all, if we except the 
smal! **'dorps" which possess tiny suction-gas plants with 
a Staff of, probably, two white men. South Africans are keen 
upon saying that there must be a complete abandonment of 
the foolish and singularly short-sighted attitude in which 
the Rand is regarded as a milch cow for the rest of South 
Africa ; but that attitude cannot be abandoned from an 
electrical view-point. | 

If we consider the diamond mines at Kimberley, the gold 
mines on the Reef, and one or two outlying coal mines, we 
have all the industries at once where electricity is applied 
on any great scale. 

There are no great factories in South Africa which take 
power in bulk, and it follows that the Rand ів, to all intents 
and purposes, South Africa, when we speak of electrical 
matters. poi 

Now the Victoria Falls and Transvaal Power Co. has a 
recognised system of promotion from the junior ranks, which 
is rigidly adhered to when any opening occurs at the top. 
This forms an undoubted encouragement to the juniors, 
though distinctly hard on a newcomer; and although а 
* new. chum " might be fortunate enough to strike a billet, 
either with this great company, or elsewhere, it is to be 
regretted that his ‘chances are distinctly small. There is, 
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too, a School of Mines and Technology in Johannesburg, 
where students are well grounded, and where encouragement 
is given by the mining houses to Afrikanders to train 
technically and practically in the mining and engineering 
professions. | | 

All resident engineers on mines must possess the Govern- 
ment certificate of proficiency before they can take absolute 
control. There are two- classes of certificate, one for elec- 
trical, and one for mechanical engineers—though either is 
sufficient. The examination is somewhat similar to that 
for the Associate Membership of the I.E.E. ; but when one 
has grown rusty, it offers some difficulties. An honorary 
certificate is given to engineers who have been in executive 
positions for a period of not less than three years. 

The Johannesburg municipality has taken steps to pre- 
vent further members of its power-station staff from going 
either overseas, or to G.E.A., and, consequently, there is 


nothing doing in this direction—the present staff having : 


grown comparatively old in its service. а, . 
Regarding thé actual practical side of the question, 16 


should be said. that there are no electricians, fitters, or 


mechanics at, present unemployed here. The mines offer a 
wide field for practical men, Sepe armature winders. 
The pay of a mine electrician varies ftom 18s. 4d. to 25s. 


per day, according to his experience, but the average is 208. 


per day, with a 48-hour week, | 
These figures, when compared with British rates, are 
distinetly misleading. Notwithstanding the improvements 
in transportation and railways, Johannesburg, and the 
Witwatersrand generally, are still among the most expen- 
sive places in the world in which to live—and this quite 
ápartfrom the more recent increase in the price of com- 
modities owing to the war. It must be remembered that 


Johannesburg (the actual centre of the Reef) is roughly 


1,000 miles from Capetown and 600 from Durban, and 
situated at the top of a mountain range, where it is 
tropically hot in е sunimer months (October to March) 
and bitingly cold in winter (April to September) ; so that, 
although £6 per week seems a high standard of pay, it is 


not worth more than 50s. per week in Great Britain—in 


fact, a man with 50s. per week at Home is in much the 
better position, | 

If, therefore, a man is practical, and satisfied with an 
elettrician’s job in the meantime, it might not be a bad 
“spec” to come to the Rand ; but the cost of living is the 
chief item to be considered. Clothes are very expensive, 


100s. to 200s. being the cost of a suit ; boots are 20s. to 458., 


and all food and raiment is on an equally high scale. Also 
house rents are abnormally high, the.merest “cottage ” 
being rented at “£5 or £6 per month. Railway fares are 
the only cheap thing, and this is necessary owing to the 
long distances between towns in S.A. (the Rand excluded). 

_ The Witwatersrand Reef, where all the big gold mines are 
situated, runs east and west about 50 miles, from Springs to 
Randfontein, with Johannesburg in the centre ; and along 
this Reef are situated a number of towns of more or less 
importance. ОЁ these, Johannesburg, Krugersdorp, and 
Randfontein (a suburb of Krugersdorp) each have their own 
municipal plant, but the remaining towns are supplied for 
lighting, &c., from the V.F.P. Co. 

In conclusion, it is far from my intention to cast a wet 
blanket on the enthusiasm of any electrical man who 
intends coming here; but, in common fairness, it is 
desirable to say that neither general ability in languages nor 


profession can procure one employment of a suitable kind 
where none exists. 


THE EMPLOYMENT OF DISABLED SAILORS 


AND SOLDIERS. 
EARLY in the war, the fact that many men who had suffered 
permanent injury in the service of their country would 
return to civil life maimed and unfitted to resume their 
former avocations, and would need assistance to enable 
them to find new occupations, was appreciated by the 
Council of the Institution of Electrical Engineers, which 
accordingly invited employers in the electrical industries 
to take such cases into considération (ELEC. Rev., June 


25th, 1915). At that time, however, it was found that 
there were very few candidates for employment, the demand 
for them apparently exceeding the supply. 

Obviously, this happy state of things could not be 
expected to last, and, with a view to forestalling the future, 


‘a small Committee was formed of members of the-Council, 


who took the matter in hand, and accumulated a guarantee 
fund to cover expenses (mainly out of their own pockets), 
Тһе most obvious opening for partially-disabled men in 
electrical work was as switchboard and  sub-station 
attendants ; certain physical disabilities, such as the loss 
of an arm or a leg, or one eye, would not seriously diminish 
the efficiency of the men for these purposes, though such 
cases as loss of nerve through shock, &c., were evidently 
unsuitable. 'The necessity of at least a smattering of 
technical knowledge for the adequate fulfilment of the 


duties of such posts, however, presented a serious obstacle. 


The Committee therefore approached, in the first instance, 
the Education Committee of the London County Council, 
as the Education Authority for London, which suggested 
that the work should be undertaken by the Northampton 
Polytechnic Institute. The co-operation of Dr. R. 
Mullineux Walmsley, the Principal, was invited, and 
he undertook, with the assistance of the Committee, 
to prepare a scheme for putting the men through a 
short course of training at the Institute; at a meet- 
ing held at the Institution of Electrical Engineers, ou 


SOLDIERS IN THE POWER HOUSE. - 


April 7th, at which Dr. Walmsley met the representatives 
of the Councils, it was decided that the work should be put 
in hand. In the first instance the classes were to be of ап 
experimental order, and if successful results were attained, 
the scope of the operations was to_be enlarged, and the 
system eventually extended to provincial centres. No fees 
were to be charged for the tuition, but, on the other hand, 
wages were not to be paid to the men during their course, 
the guarantee fund being intended to cover the cost of 
training only, and not to provide for maintenance. 

Mr. F. M. Denton, Associate Head of ће Department of 
Electrical Engineering and Applied Physics at the Nor- 
thampton Polytechnic Institute, was present with Dr. 
Walmsley, and the nature of the training, to be given 
was outlined. At a meeting on April 27th the matter 
was further discussed, and it was agreed to proceed with 
the organisation of training classes. 

Accordingly, Dr. Walmsley obtained introductions from 
Sir Alfred Keogh, K.C.B., Director-General of the Army 


. Medical Service, to the officers in command of six military 


hospitals in the metropolitan area, and, with Mr. Denton, 
visited the hospitals with a view to obtaining pupils ; but at 
this stage a remarkable series of difficulties arose, differing 
in character at each hospital, for some readily afforded facili- 
ties which others could not accord, and vice versá. Henceit 
came about that though all was ready at the Institute in April, 
a start could not be made with the first contingent of men 
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until June 26th. One great difficulty, which might have 
been fatal to the scheme, was that of providing for the 
maintenance and travelling expenses of. the men during their 
course of training ; this was only overcome by the aid of 
the Disabled Soldiers’ Aid Committee, of 40, Ebury Street, 
S.W., whose work has been beyond praise. The Committee 
undertook to defray the travelling expenses and the cost 
of dinners for those men whom it had been instrumental ‘in 


sending to the classes. The first class numbered 14, of. 


whom only 5 were derived from the hospitals, the D.S.A. 
Committee sending the rest. Accommodation was provided 
by the Institute for 20 men. The personal services of 
Mr. б. К. Buckley and Mr. R. Cunliffe are described by 
Dr. Walmsley as invaluable, and Mr. Buckley further 
encouraged the men by offering substantial prizes for com- 
petition to the first class, which closed in July, and to 
the second, which is now in training. | 

Perhaps the most serious difficulty met with in forming 
the classes was one to which we wish to draw particular 
attention, as to our mind it reflects the greatest discredit upon 
the Government department which is charged with the duty 
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pensation in a Court of Law. Surely a man who has 
voluntarily risked his life and lost a limb has a far higher 
claim for compensation than one who has merely met with 
an accident! — Fortunately, this subject has been vigorously 
taken up in the daily Press, with the redoubtable assistance of 
Sir Frederick Milner (whose health unfortunately has broken 
down completely under the strain of his arduous labours), 
and we hope that public opinion will soon compel the 
Government to abandon the paltry policy of chaffering and 
cheeseparing with the nation’s defenders. „ 

The course is laid out for a period of four weeks' training, 
from 9 to 12 and 1 to 4 daily, five days a week, making a 
total of 120 hours. The first class, attended from: June 
26th to July 21st, numbered 14 ; three men failed to come 
up to the standard tentatively set up, but 11 were passed 
as eligible for employment. The men were found to be, as 
a rule, excellent learners, interested in the work and readily 
picking up the novel ideas that were.put before them. 


More applications were received from supply authorities 


3g... 


Шап could be filled ; the County of London Co. asked for 
two and took four, who were not able*to leave London, and 
: [ 
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DISABLED SOLDIERS AT WORK IN THE LABORATORY OF THE NORTHAMPTON POLYTECHNIC INSTITUTE. 


x алс; pensions to our disabled heroes—men whom 
9: oe be our pride and boast to protect from injustice 
е Ppression, and to compensate with generosity, and by 
th ен ш our power, for the voluntary sacrifice which 
ey had made for their Motherland. Far from adopting 
es we It 18 the practice of the Government to hale each 
_elore a Medical Board. which appraises the net value 


b Н 
inquiries were received from Edinburgh, Manchester, New- 
castle (3), Nottingham, South Wales (4), Cleveland and 
Durham (3), and a private firm. The Institute recommends 
the men for a month's probation, with wages, on the jobs 
where they will be employed, and urges that the full normal 


rate of wages shall be paid to a man who performs the whole 


of ins , , 
his earning power, and deducts it from his pension. For 


omy Is reported that a man who had lost a limb, and was 
of amis. hy of 258, a week, was held to be capable 
E ga ut 155. a week, and his pension was reduced 
than this ; а week, Could anything be more monstrous 
with Rod UN procedure, by which men are provided 
fact that a incentives to malingering and idleness ? The 
able to earn ры though partially crippled, is likely to be 
tight to bern does not in the least affect his undoubted 
suffered i h ji est possible compensation for the injury 

n the service of his country, and in this connection 


we ; 
< may point out that a ‘workman injured in the course of - 


I8 e - Cen 
mployment is entitled to recover substantial com- 


/ 


of the duties usually attached to his post. 

The second course started on July 17th with 20 men, and 
applications for men have been received from the L. & N. W. 
Ry. Co. and from Salford, Tynemouth, Liverpool, Leeds, 


Birmingham, Blackburn, Woking, &c. The Committee has. 


decided that after the second course has been completed, 
the scheme shall be suspended for a month ог two, to see how 
the first two squads of men get on in their jobs ; a meeting 


will be held in September at which the whole position will 


be reviewed, and if the results are found satisfactory, arrange- 
ments will be made to resume the courses in October at the 


Northampton Institute, and, if possible, to start provincial ~ 


courses. | M" 
The system of training to be adopted presented an entirely 
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new problem, as regards both the subjects and the objects of 
the training, but Mr. Denton has laid out a course of in- 
struction, approved by the Committee, which appears to be 
admirably adapted to its purpose. The course includes a 
series of five or,six lectures, or, rather, demonstrations, lasting 
about one-and-a-half hours each, on elementary facts regard- 
ing electro-technology. The men are required to make notes 
(quite the most difficult part of the system to them, but soon 
mastered) and are encouraged to ask questions, and after 
seach lecture they write out their notes, whilst the instructor 


discusses and explains the various points to them indi- 


vidually. - Practical laboratory work with simple apparatus 
follows, bearing as far as possible upon the future occu- 
pations of the men; for this purpose they are paired off 
in groupe, with an eye to the desirability of associating a 
man who has a right arm with a mate who has а left—a 
consideration that touches one's heart, but which the men, 
fortunately, regard as a matter for jocularity. 

Simple experiments on heat and thermometry are carried 
out, and the men make a buzzer, wind a model р.с. and 
A.C. armature, and make up an elementary transformer—all 
actually working models, most ingeniously contrived to 
exhibit with the least expenditure of labour and material 
the utilisation of the great fundamental principles. 

To familiarise the pupils with electrical machinery, they 
are divided into groups of not more than four, each оѓ 
which is provided with a demonstrator, and spends, say, an 
hour in examiniug a motor or switchboard, the demonstrator 
answering questions and explaining the use and purpose of 
each part of the apparatus. Actual workshop practice is 
also taught as far as possible in the time available, such 
operations as soldering, jointing wire and cable, vice work, 
and the use of simple hand-tools being dealt with. 
Elementary testing is included in the course. No better 
choice of a teaching institution could be made, for the 
Northampton Polytechnic Institute is specially equipped 
for training men in station work ; we have described and 
illustrated the excellent modern plant installed in the elec- 
trical engineering department (ELtc. Rev., October 21st, 
1910, p. 665), which includes. p.o. and А.С. generating and 
transforming plant, switchgear of the flat-board' and cellular 
types, with remote-control and bench-control boards, &c., 
expressly laid out to represent current practice. Thus the 
pupils are enabled to handle apparatus of type similar to 
that which they will meet with later, and are tanght some- 
thing of the methods of synchronising and paralleling 
machines, regulating the voltage, &c. If the system of in- 
struction that is under trial does not prove successful at this 
Institute, it is safe to say that it will not succeed anywhere. 

Lastly, through the kindness of the County of London Elec- 
tric Supply Co., the men are allowed to visit the company's 
City Road generating station and certain sub-stations ; in 
this part of the work Mr. Dallas has rendered invaluable 
assistance by making the necessary arrangements. On the 
occasion of these visits the station staffs carry out various 
routine and special operations for the instruetion of the men. 

Ав a mark of the high esteem in which the work is held, 
we may mention that H.H. Princess Marie Louise, who is 


the president of the Disabled Soldiers’ Aid Committee, is. 


about to visit the Institute, to see the scheme in operation. 
In conclusion, we wish to thank Mr. C. P. Sparks, 
chairman of the I.E.E. Committee, Dr. Walmsley, and Mr. 
Denton, for affording us facilities to describe the working 
of this excellent project. The energy and enthusiasm with 
which they have devoted themselves to perfecting the organ- 
isation and carrying it into practice, command our admira- 
tion, and, we hope, will compel success. We may add 
that one: factor necessary to success, which is beyond the 
control of these gentlemen, is the central-station manager's 
goodwill ; without this, the system could not be given а 
fair trial. But we are certain, and indced the proofs are 
already forthcoming, that this factor will not be lacking ; 
and we are sure that engineers and managers will afford the 
men thus partially trained every opportunity to acquire 
further knowledge and skill in carrying out their duties, 
even though at first their patience may be tried by the un- 


avoidable inexperience of their new hands. For have not 


these men risked their lives on our behalf?“ Greater love 


hath по man than this"— let us show them that we are 
indeed their friends. 
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THE CHOICE OF CONTINUOUS-CURRENT 
MOTOR-CONTROL APPARATUS. 


By W. PERREN MAYCOCK, M.I.E.E. 


WHEN first investigated, there would appear to be а needless and 
somewhat bewildering variety of apparatus for the control of 
motors, but this impression is dispelled when we approach the 
subject from “ outside," so to speak, and consider, first, what the 
motor has to do; and, secondly, what is the most desirable method 
of operating it. ` | 

If, starting on this plan, we take the simplest cases and lowest 
powers first, and proceed step by step to the more complicated cases, 
it will be found that the methods and apparatus sort themselves out 
into more or less definite groups. 

The consideration of matters from this point of view could 
obviously be detailed at some length, particularly as regards the 
various tests to be undergone, and the details of construction and 
mounting; but we must certainly leave these unconsidered, and 
other omissions must be excused. 

When any given electric drive is to be considered, the Motor 
comes first, the Method of Control next, and the Control Apparatus 
last. Thus the type of motor and method of control lead up to the 
choice of control apparatus, but cost often determines the method. 
and very frequently the actual make of apparatus also. 

The points to be considered may be tabulated as follows :— 


MuTOR. 


E (Tsh)  Shunt. 
Type (T) (Tse) . Series. 
(Te) Compound. . 
(Ру) Very low (say up to 1 Н.Р.). 
(PD Low (say up to 10 H.P.). 
(Pm) Medium (say up to 100 Н.Р.). 
(Ph) High (say above 100 Н.Р.). 


METHOD OF CONTROL. 


( (Мв) Starting only (s). l " 
i (Msr) Starting (в) and speed regulating (r). 
Starting (s) and reversing (v). 
(Msrv) Starting (s) speed-regulating (г), and | 
L reversing (v). . de 
Inching (i) can be combined with any of 
Lcd the above. 
f (Oh) Ву hand simply. . 
(Ohd) By hand, with one or more 
. . distant stop-buttons. 
‘| (Ohs) ` By hand, with. slow-motion 
‘| Hand (h) | or elow-acting gear. 
- | | (Ohsd) By hand, with slow-motion 
} 


Power (P) 


or slow-acting gear, and 
with one or more stop- 


Operation (О) 5 | buttons. 
í(Osab) By pressing one or more 
Semi-Auto- | иной. 
ti e (ва) (Озатс) By operating a master- 
me ` * controller. | 
‚| (Osar) By pulling a rope or chain. 
: (Oaf) Float operation. 
Automatic (a) | (Oal) Lever operation. 
| (Oap) Pressure operation. 
( (Df) Fuses. 
Devices (D) | (Deb) · Circuit-breaker. 


for | (Dny) No-voltage release. 
protection. | (Dnvol) No-voltage and overload release. 
&c. . ‚ (Db) Braking. ; | 
L(Dss)  Speed-setting (for machine tools, &c.). 


The above tabulation may be used in two ways, first, for indi- 
eating the whole requirements of a given motor application ; and, 
secondly, for showing the character of a given control apparatus 
only. . 

[e an example of the first use, let us suppose that the motor 18 
to be series-wound, that it is of 50 H.P., that it is to be regulable as 
regards speed and reversible, that it is to be operated by a master 
controller, and that the control apparatus is to have a no-voltage 
and overload release. К | 

These various requirements may then be summed up as:— „ 

Tse, Pm, Msrv, Osamc, Dnvol. | 2, 

This gives, in a very concise form, the main information in 
respect of type (T), power (P), motion (M). operation (0), and 
devices for protection, &c. (D). j . 

In using the tabulation in the second way mentioned above, VIZ.: 
for indicating the character of a given control, it is clearly not 
always necessary to give the T and P descriptions. ч 

It is conceivable that some such tabulation would be useful in 
practice when all sorts of motor work have repeatedly to be dealt 
with. ; 


Map of Russia.— Messrs. В. Martens & Co., Ltd., of 
149, Leadenhall Street, E.C., shippers and mercantile engineers, 
who have branches in seven principal cities of Russia, have 1890 
a large economic map of Russia which should prove useful to 
traders who are interested in the cultivation of closer trading 
relations between this country and Russia. 
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ae 
SOUTH AFRICAN MUNICIPAL ELECTRIC SUPPLY STATISTICS. | 


THE following data relating to South African municipal eee ey supply undertakings appeared in a recent issue of the Nouth African 
: Mining Journal :—- І 


g Е, © СЕ м JA la | 
i141 Ho | Hel 4, sl: doc | oh les | 
Tora; Е | 8 qd Ze ЕРЕ an ee 28, HE à. | 38 i 
5 Е E [E 256 | 3 S2 | Яз ir 23 | БЕ | 
BEEN | 9 E. oS PE ec 4855 О g &. 8 as ЭА Ze | 28 | 
aAliwal North — ...; Water | — | 480—510 2804460 | p.c. | Under | — 65 60,000 | ^ во! 250 | 
Benoni es e. |, Bulk — 3,000 200& 346 | A.c. 25 Both 450 350 eim 259 924 { 
Bloemfontein -. | Steam | Yes 2,000 347 & 200 | a.c. 50 i Both 1.700 458 1,430,000 471 | 1,400 FE 
Boksburg ...  ..| Bulk .| — 2,100 230 | ac . Both 100 400 370,000 |. 450 | 740 | 
eBulawayo ... - — — ese -— — --— = = — — ено 
Cape Town es c5 | Steam | Yes | 475 & 2,200 140&220 | д.с. & D.C. · Both 2,025 | 1,984 5,031,716 | 1,675 | 2,772 "E 
Ceres... one = 0 Water | — 110 110 | р.с. | Over 35 30 1,200 100 75 | 
dDundee ... =. | Steam | No 220 210—200 | p.c. | Both 100 60 2 47 200 ; E 
Durban...  ..|Steam,| Yes $000. 2109 o 100,& | ac. & D.C. | Both 8,950 | 4,200 | 13,752,000 | 2,462 | 6,487 | 
! (02 200 A.C., : 
: | 500 D.c. , p 
East London ej ten Yes | 2,200 & 550] `110&550 | a.c.50&p.c.! Both 950 | 1,000 1,355,627 546 | 1475 $ 
Germiston эз» eve a ra, rez A LM Ipe TT = = P icd ; 
Greytown... .» | Steam | No 220 200 | D.c. i Over 136 55 48,000 12 143 | 
Harrismith ... . ... | Steam | No 2100 200 | А.С. 50. Under 185 70 102,975 98 | 298 | 
Heilbron... ... | Steam | No 250 230 | D.C. Over 50 25 56,821 | . 50 130 | 
& Саз к 
Johannesburg 4 | Steam | Yes ee 200 & 400 | D.C. & a.c.50! Both 13,750 | 9,700 | 20,551,894 | 7,000 | 12,300 | | 
| Р 460—480 500—600 | 
3,000— 3,300 460—480 : 
Kalk Bay we — .. | Steam | Yes 3,300 190—110 | А.С. 50 Both 300 200 = 284 203 | і 
bKimberley... — ... | Bulk 24 5,000 220 | A.c. 50 Both = = 838,742 191 | 1,078 lig! 
King William’s Town | Steam | Yes 2,200 220—225 | a.c. 50 Both 200 101 135,374 286 502 IM 
Klerksdorp se ... | Gas == ^ 500| 2388460 | рус. Oter 70 50 84,000:| 104 | - 200 E 
Kroonstad ... ... | Steam | No 250 230 | p.c. Both 180 120 394,500 115 | 413 hi 
Krugersdorp ... | Steam | Yes | 480 460 | D.C. : Both 450 340 | 755,340 ‚815 825 Ж 
Ladysmith ... ^. | Steam | No 220 220 | p.c. Over . 250 |600amp 269,597 162 240 2E 
dNewcastle ... S. | Steam | No 550 250 | D.c. Over 78 65 2,000 300 175 | 
Ondtshoorn... ... | Oil = 440—480 220—240 | D.C. Both |  180|^ 280 ` 127,127 258 |. 114 | | 
Рагув., ore — ..| Water | — 460 230 | D.c. Over 30 | 40 amp. — 100 57 - Шш 
Pietermaritzburg ... | Steam | Yes | 2.050&550 200 & 550 |D.C. & a.c. 100! Both 1,550 700 1,492,981 470 | 1,720 |o: 
Port Elizabeth — ...'| Steam | Yes 250 250& 500 | p.c. Both 1,200 812 um 715 | 1,688 Ae 
Potchefstroom «» | Steam | Yes 250 & 500 240 & 480 | D.C. Over 150 65 108,596 120 | '304 [ug 
Pretoria  ..  .. | Steam | Yes 550 | 250&500 | D.C. Both 8,300 | 2,000] 4,273,000 | 1,470 | 3,500 pe ey 
Queenstown... — ... | Oil =s 230 & 460 220 & 440 | р.с. ‚ Both 140 230 80,000 240 | 364 ne 
eRoodepoort.. ee | Bulk = 3.300 | 400 & 230 | a.c. 50 ; Over | 180 150 96,000 400 479 n 
Salisbury ж ОШ» me 460 |  220&440 | p.c. | Both | 0| 10| — 103 | 300 | 
Springs, se  .. Bulk | _ 2; ка MEL pes s EH ке бй | 
gStanderton.., ... | Steam | No 210 230 | p.c. ‚ Over 75 50 — 150 144 | 
Uitenhage e | Gas - = 440 220 | D.C. | Both 270 — — 296 180 
Wynberg ..  ..| Buk = 3,000 220 | А.С. 50 | Both 250 150 ae = | 318 
а Combined electric and water schemes, 4 Supplied by Messrs. E. H. Gellender & Co., Ltd. 


b Current purchased in bulk:from De Beers Consolidated Mines. e Current supplied by Victoria Falls & Transvaal Power Co., Ltd. 
с Electric light and water supplied by Bulawayo Waterworks J Plant installed in March, 1913. 


Co.. Ltd. g Current supplied by South African Railways. | | 


T ; demands made at home on the United Kingdom manufac- 

RADE OF CANADA ` turer, a substantial decrease could hardly be avoided. The | | 

: perceníage of imports from the United Kingdom in 1915 (7.7) | 

А REPORT on the trading position in Canada by Н.М. Trade . showed a relative loss of position of 50 per cent. in com-  - A 
ч (Gd. pioner has just been issued by the Board of Trade parison with 1913 (15.8 per cent.). 


d. 8,270. Price 3d. Wyman & Sons). An extract is given Many municipalities will ask their ratepayers early in 1916 
below of Such portions of the report as will be of interest to о vote upon the question as to whether they will take part 
е electrical and allied trades :— in the proposed scheme of electric radio railways in Ontario. 


Encouraging Outlook .—Since December, 1914, orders from Тһе municipalities agreeing to do во wil operate the 
the Allies to Canadian manufacturers have continually in- railways and the Ontario Hydro-Electric Commission will 
creased, and, as reflected in the trade returns, there resulted  styiply the power. The coming year should witness some- 
a trading balance of exports over imports of over $200,000,000 thing definite in regard to this scheme. | 
m favour of the. Dominion for the calendar year 1915. To The Ontario Hydro-Electric Commission will probably be 
the full meaning of this balance, one must remember for some time to come one of the largest purchasers in this 
* until 1915, Canada had not experienced for many market for motors, copper wire, insulatore, sluice gates, 
years à balance in her favour on а complete year's trading. generators, and power plant generally, and it would be advis- 
Part, however, from their intrinsic value, the orders for able for the Canadian representatives of United паво 
munitions and. equipment have been of great educative value firms to keep in close touch with the Commissioner's omces. 
» the Dominion, and now she has a very considerable body Preference and its Effect.—The preferential duties accorded 
ot persons skilled in the use of machinery and in the manu- to United Kingdom goods entering Canada may be taken ав. 
acture of many articles which, but for the war, might never an expression of the desire of the Canadian Government and 
t ve been manufactured in Canada at all. The result, from people to give some assistance to the United Kingdom manu- 
3 Point of view alone, bids fair to be of the greatest value facturer, and they have actually been of some service in the 
e country in its future industrial development. | desired direction. In practice, however, it has been found 
or the coming year, 1916, Canada offers an exceptionally that the preference has not operated to an extent nearly as 
ong and ш market to those firms who are in а much as was anticipated at the time of its introduction. 


Position to offer an supply commodities which she is pre- In the quinquennial period 1901-1905, the average amount 

to purchase. In short, as a consequence of greatly оѓ duty per centum on dutiable goods coming from the 
7 creased returns from agriculture, mining, fisheries and in- United Kingdom was less than that on dutiable goods coming 
Ostries in 1915, she is now a buyer of greater potential from the United States, but for the later periods the Unite 


Ай than she hag been for years past. It is, therefore, Kingdom goods have paid the greater percentage duty. The 
ү 9 More regrettable that British manufacturers, who explanation is that lower duties are payable on entry inte 
able guperienced poor trade during recent years, will be less Canada on the articles which form the staple trade of the 


an еүег {0 secure a share of her increased orders on United States with Canada, than on those articles which 


"inpar! inability to make deliveri ited Kingdom with the Domi- 
eliveries. Íorm the staple trade of the Unite gdom 2 
шо s of manufactures of metal and machinery from the ^ nion. For example, the average ad val. rate of duty paid on 
fion h Kingdom fell very seriously in 1915. The British posi- manufactures of iron and steel is about 21 per cent., hice 
Btate as been weak owing to the competition from the United the average ad val. rate of duty paid on manufactures o 
® and, for the period under review, as a result of the wool is about 29 per cent. 
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The operation of the Dumping Clause in the Canadian Tariff 
js not in sympathy with thc preferential duties granted to 
United Kingdom goods. The Special Duty under this Clause 
protects only the Canadian home manufacturer. | 

United Kingdom trade mins little from the preferential 
rate of duty on the value of packages or coverings, as United 
States traders rail goods cheaply -crated and, on occasion, 
without any crate or case whatever. It gains nothing from 
the provision, under the Customs Act, that duties generally 
shall not be charged on less than the invoice value in the 
case of goods.sold to persons in Canada prior to their importa- 
tion into Canada. Probably the larger proportion of United 
Kingdom goods are sold under these conditions. But, while 
Canadian firms with capital are able to purchase and import 
direct as purchasers (although the goods may actually be 
sold prior to shipment), and can thus pass the goods through 
the Customs on ‘‘ domestic value " without question, when- 
ever-a firm acts as “ ап agent” and sells on commission, the 
price to the Canadian buyer necessarily includes the “agent's 
commission," on which duty is also levied. 

Branches from the States .—The opening of branch works by 
the United States manufacturer across the border is a notice- 
able feature in the industrial life of Canada. The importance 
of the operations carried on by these branches naturally 
enough varies considerably, for while some branches are en- 
gaged largely in assembling plant, others carry on a genuine 
ешип раша and many manufacture a portion of 
an article in their Canadian works, and utilise imported parts 
for completing the article. The latest particulars indicate 
that the number of, United States branch works established, 
and in operation, їп Canada is about 409, of which 329 are 
situated in Ontario. ' 

The case with which a branch of a United States works 
can be established, maintained, and controlled from the parent 
works is, no doubt, one of the reasons for so many being 
established in Canada, and avoiding, by so doing, many tariff 
and transportation problems. It has been advocated that 
British concerns should act in the same manner, ата though 
one or two have done so, the difficulties are so considerable 
that it is unlikely that many United Kingdom firms will 
endeavour to establish branch works in the Dominion. The 

'expenses incidental to (1) ascertaining the probable success 
of the venture, (2) acquiring a suitable site for a factory, and 
(3) selecting machinery and equipment suitable to local power 
conditions and the class of labour available,-are infinitely 
greater to a British concern than to an American; whilst the 


system used, the class of manufacture, the labour to be em- 


loyed, and even the management, are all foreign to British 
ideas and methods. The whole subject, which is apparently 
вә simple and easy to those who have not given close con- 
sideration to it, bristles with difficulties. 

German Penetration.—German methods of investigating > 
market challenge comparison with British methods, and the 
comparison appears to indicate that the science of commercial 
penetration has not received in the past the same attention 
in the United Kingdom as in Germany. 

One is perfectly familiar with reiterated advice to the 
British. manufacturer to send travellers. and yet more travel- 
lers, into the Canadian market, and. to publish catalogues 
iu the currency of Canada, but it is clear that such advice 
is of little service unless accompanied with. the necessar; 
information `аѕз to the particular articles required by the 
market, and the communication of this information to those 
British manufacturers who are in a position to satisfy such 
requirements. In some such way only is it possible for 
British firms to judge whether an adequate return for the 
expense of sending travellers, and compiling catalogues in 
accordance with Canadian -requirements, would ensue. 

The German manufacturer appears to have had this advice 

and has attained a measure of success, as judged by the trade 
returns. It is clear that the considerable and carefully- 
trained German Consular service in Canada, coupled with a 
scientifically-conducted intelligence system in Germany itself, 
are responsible for the high average results which have been 
secured by those German manufacturers who have decided 
t» establish export trade relations with the Dominion. 
. Àn actual case of the working of the German system will 
illustrate its efficacy. Two young Germans came to Montreal 
in thefall of 1912 to introduce a line of goods, and took a 
small office; neither had been to Canada before, but they had 
received advice that there would'be a market for certain 
classes of articles. They worked hard for eighteen months. 
and at the end of that time had built up a considerable and 
profitable connection. When asked as to the reason of their 
success, they explained that they had coine to Montreal 
equipped with information as to :— i 

l. Likely buyers in Montreal, Toronto. and other towns in 
the neighbourhood. 

2. The financial standing of such firms, and the names of 
ү кш by these firms upon whom it was advisable 
о сап. 

т 3. The PE = aun or foreign manufacture that 
hey would have to meet m conmpetiti 1 of 
ee Е, 1 competition, and the prices of 

4. The customary terms of credit. prevailing. 

АП this information. had been available to them in Ger- 
inany before they set out for Canada. Moreover, they were 
e UT living and office expenses, they ness 
UPS LE 

rade, such as the preparing of invoices, 


| Wasal HaRpwARE MANUFACTURING Co, 


_ January 30th. 


declarations, &c., in accordance with the Canadian Customs 
requirements. | ° | 

There are rio grounds whatever for believing that the aver- 
age German manufacturer is more intelligently active in 
obtaining informatioh as to the overseas prospects for his 
goods than the average British manufacturer, and, one is 
forced to the conclusion that the German Government had a 
highly efficient organisation for conveying this information 
to such firms as could turn it to the best advantage. 
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NEW PATENTS APPLIED: FOR, 1916. 
í (NOT YET PUBLISHED). 


Cen-piled expressly for this journal by Меѕзкѕ, W. P. TuowrsoN & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


10,008. “ Method of producing high-frequency oscillations." 1. CHORTIK. 
July 17%. ` ; 

10,016. *'Interrupters or make-and-break devices for magneto ignition in 
internal-combustion engines." V. Rosso, July 17th. ` 

10,029. “ Electric. incandescerce lamps." J. W. Meek. July 17%. 

10,036. '' Electrically-driven vibratory apparatus." F. С, Bent & Srencins 
TELEPHONE AND Exectrric Co., Lip. July 17th. 

10,047. '' Mirror refieétor to be applied to electrical generating apparatus 
for inspection purposes." W. E. Line. July 18th. 

10,070. '*Electric-cable junction or terminal boxes or apparatus.’ 
INSULATED AND HeLssy CaBLES, Lro., & C. VERNIER. July 18th. 


Вюитіѕи 


10,072. '' Electric fuses or cut-outs." L. Newitt. July 18th. 
10,088, ''Electric switches." M. Brooks, L Е. Franks, А. E. Ren А 


July 18th, 
© Spark-gaps for wireless telegraphy." — J. 
GiRaRDEAUC. July 18th. (France, July 21st, 1915.) 
10,099. '' Multiple control apparatus for electric railways.” 
Brown, Boveri ЕТ Cre. July 18th. (Germany, July 29th, 1915.) 
10.100. '* Circuit-interrupting devices.” Britis WESTINGHOUSE FLRCTRIC 
wp Mantractcrinc Co, (Westinghouse Electric and Manufacturing Co.). July 
18th. 
10,101. “Protective relays for electric circuits," — Birrren WESTINGHOUSE 
Erec Mancractcrine Co. (Westinghouse Electric Manufacturing Co.). July 


18th. 

10,103. “ Generation of high-frequency currents." T. Сиоктік, July 18th. 

10,116. '' Circuit-controllors,"" TGkanic Erectie Co. (Cutler-Hammer Many- 
featuring Co.) July I&th. 

10,122. “ Oscillating audions." H. 
July 22nd, 1915.) 

10,126. “ Sparking-pluys for internal-combustion engines.” 
Watkins. July 18th. 

10,142. “ Pendulum indicators for electric-bell systems, ctc." 1, Н. Рав- 
“sons. July 19th. Д 

10,162. '' Electric photographic printing or copying frames." J. Halbes & 
Co. and J. B. Hanpes. July 19th. 

18.174. Dy nam Nees tic machines. 7 
(General Electric Co.). July 19th. 

10,176. '' Means for opening and closing clectrical circuits.” 
WinkLESS Terecrapn Co. & К. Н. Wue. July 19th. 

10,178. ‘ Controllers for electric motors." W. В. Вехмтт, July 19th. , 

10.182. '* Differentially metering electricity for lighting and heating." L. 
Birks & J. R. Tempus. July 19th. (New Zealand, March 2nd.) 

10,183. “ Apparatus for electro-deposition of metals. H. К. Braiw. July 
I9th. 

10,184. '' Insulation for electrical apparatus.” 
July 19th, (Switzerland, October 20th, 1915.) 

10,193. *' Electrolytic process for removing sulphide compounds from sur- 
faces of articles of copper or copper alloys." Р. МАКІХО. July 19th. 

10.227. ** Protective- devices for alternating-current electric systems." A. E. 
McCorr, July 20th. ` 


10,096. Bernexop & E. 


Ari. GES. 


pe Forest. July 18th. (United States, 


G. sr. B. S. 


Вкітіѕн THomsox-Hovgron Co. 


MARCONI'S 


E. HagrELY ЕТ CIE Акт.-Сеѕ. 


10,228. '' Method of galvanizing copper to electric non-conducting sub- 
. stances." U. UwsNo, July 30th. ; 

10,234. ‘ Telephone directory." W. Н. Aston. July 20th. 

; 10.257. '* Speed indicators and counters." EASTERN TrLEGRAPH Co. July 
20th. ` : 

10,272, ‘Means’ for cooling — sparking-plugs for internal-combusticn 
engines," J. Kwtour. July 2lst. 

10,274. ‘Electrical transformers." Беген EvectricaL ENGINEERING Co. & 


P. W. ScuorrrigLD..— July 21st. ` 
10.282. ‘Electric motor-driving gear." U. C. Leao. July 91st. | 
10,297. “ Devices for attachment to sparking-plugs for automatically clean- 

ing and cooling sparking points." А. E. Lamkin. July 21st. 

10,303. '' Telegraph systems," AUTOMATIC TELEPHONE MANUFACTURING Со. & 

S. R. Smith лхо R. Wooprasp. July 21st. | 

Execrric Co. (Western Electric 


10,335. '' Thermionic devices," — WESTERN 
Co). July 22nd. : 


10,361. '' Means of control for petrof-clectric vehicles.” p. Е. 5мин 5 


TiLtiNG-STEVENS, Lip. July 22nd. 


ee SD 


PUBLISHED SPECIFICATIONS. 


¥ 
1914. 
2,590. TELEPHONE EXCHANGE SYSTEMS IN WHICH THE CONNECTIONS ARE И 
LISHED THROUGH ELECTRO-MECHANICALLY CONTROLLED SWITCHES. F. Aldeadorii. 
17,022. FiLAMENT SUPPORTS FOR ELECTRIC INCANDESCENT ‘LANDS. Julius 
Pintsch Akt.-Ges. July 17th. (February 11th, 1914.) 
А e . 1 " NWT- 
17,003. Incanpescenr Erecrkic Lamr FILAMENTS AND THE METHOD rae 
ING THE same, Julius Pintsch Akt.-Ges. July Mth. (February 16th, 191 ) 


1915. 
April 


6,486. WIRELESS TELEGRAPH AND TELEPHONE. SYSTEMS. L. de Forest. 
30th. ., Я 
9.476. ArraRATUS ror Conine WIRE. British Thomson-IHouston Co. 


(General Electric Со. June 28th, 


M 


9.496. Tenecrarun Retays. United Telegraph and Cable Co. and W. 
Bruce, Junr. June 29th. 

9.690.  ELECTRON-DISCHARGE APPARATUS AND METHOD OF OrtRATING fhir 
Same. British Thomson-Houston. Со, (General Electric Co.). July 2nd. 


9.828,  MawNvrFiCTURE oF Бикстс Heating ELEMENTS, H. J. Dowsing and 


D. Huntley. July 6th 


Es 
DUM 
t dan 


~ Vor. LXXIX. | 
No. 2020. 
Britain, £1 1s. 8d. 
Orr.: 
' Telegraphic 


Address: “Agee 


Of all Descriptions. 


LITHOLITE, Ltd., 


65-67, Hackney Grove, London, N.E. 


INSTRUMENTS, CIRCUIT-BREAKERS, 
AUTO-CUT-IN & CUT-OUTS. 


= Record Electrical Co. 3 


BROADHEATH, MANCHESTER. 
| TELEPHONE: 164 ALTRINCHAM. 


8 Patents), 
Without come Automatic Heat Control, 
Enormous Saving in Residue. 
Easy payments arranged in special cases, 
Monometer Manufacturing Co., Ltd., 
ASTON, BIRMINGHAM. 


COMPANY, Lid., 
PRESTON, LANCS. 


Manufacturers of Railway Ca 
lor Electric Traction, Motor Bus 
kinds of Rolling ~tovk’ for Light Railwnys. 


BROOK 
MOTORS. 


Bee. Advertisomeat, Bup. 80. 


SWITCHGEAR. 
ERNEST F.M MOY, LTD., 


ufacturing Electrical 
Government Cont Engineers and 


PLACE, CAMDEN TOWN, LONDON. 


“ EMPIRE ” 
AUTOMATIC CONTROL 


Shell 

Presses, | Compressor, Machine Tools. 
E 
LECTRIC CONTROL. гр LIMITED, GLASGOW. 


| ™ SAXONIA 


ELECTRI 
ALL CAL WIRE CO., LTD., 


GREEN 
BRITISH WICH, S.E. 


| 
| FLEXIBLE CABLES 


Е № Over 50 years' experience. 


Advertisement index, see page xxiv. 


T 


cekay, London." 


MOULDED INSULATORS | CHURTON e 


FURNACES for WHITE METALS, &c. 


tee NNNM 
THE UNITED ELECTRIC CAR 


es, Tramcars, 
ies, and all 


ait вум Registered at G.P.O, N d PRICE 
Гея AUGUST 11, 1916. [оета аро Ден] Риск 
LONDON: PUBLISHING OFFICE, 4, LUDGATE HILL, E.C. SUBSCRIPTION per annum, Postage inclusive, in Greay 
8d.; Canada, £1 38. 10d. ($5.80); to all other , 80s.—Nzw Y. OBTRAND Oo., ' TORONTO 
Wu. Dawson & Sons, LD., теа йы: " P ары En D о Thue de Place ra о , 


& CHEVILLET, Librairie ue de la Banqu 
ABC Code. Telephone Nos. City 997; Central 4425 (Editorial only), 
SWITCHBOARDS. 
ARC LAMPS. 
JOHNSON & PHILLIPS, 


CHARLTON. LONDON, 


` MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEE EDS, 


VICTORIA 
DYNAMO & 
CRAVEN ion M OTO R 


DYNAMOS e 


Ww 
xe KL 
e S 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


Es 
Better than Rubber, Leather and Gutta-Percaz 


PACKING 
RINGS. 


KINGSWAY 
LONDON. CO., 
Send for Stock List of Motors ready for ФОР, 


FERQUSON, | A, 
PAILIN & со 


WESTERN- ELECTRIC 


COMPANY, LIMITED, 
Norfolk House, Victoria Embankment, W.C. 


Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


DERMATINE CO.,Ltd., 
See Advertisement this week, Вар. 25. 


Naata St.. London. S. E. 


я WHITE. STAR’ ” LAMPS 


The dira ENERO FILAMENT 
. and RADIATOR LAMPS, 


THE LONDON & RUGBY ENGINEERING 60., LTD., 


36 & 37, Queen соно Е.С. 
Telephone: City 525 
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the nation to “ envisage 


THE DEVELOPMENT OF A 
NATIONAL POLICY. 


1 


BRITISH industry has every reason to be satisfied 
with the House of Commons discussion on the-reso- 
lutions of the Paris Economic Conference of the 
Allies. The Prime Minister asked the House and 
the new conditions 
of a world-wide problem ” and to take part in secur- 
ing: for the future true, well-grounded, and lasting 
economic independence, as well as protection 


against the possibility of military domination. We 


need ‘hardly urge those who are interested in future 
trade and industrial Policy to read.the full reports 
of the debate from beginning to end; they will 
probably have done that already. The Premier ex- 


plained that three of the most important resolutions: | 


were drafted by Mr. Runciman, the President of 
the Board of Trade, were approved by Mr. Bonar 
Law, the Colonial Secretary, and were heartily 
agreed to by the Australian and Canadian states- 
men who attended the Conference. Together with 
the other resolutions in the series, they were unani- 
mously and unhesitatingly accepted by the whole 
of the Allied representatives, and finally they have 
been formally and publicly adopted by both the 
French and the British Governments. Credit should 
be given ungrudgingly to Mr. Runciman for reflect- 
ing in those three resolutions our determination 
to refuse to’ grant most-favoured-nation treatment 
to any of the Enemy Powers for a term of years, 
thus ensuring the freedom of the Allies to таке. 
such commercial agreements between them, or with 
neutrals, as they may please; our determination to 
protect ourselves against dumping: or unfair compe- 
tition; and our intention to adopt measures to 
render the Allies independent of enemy countries 
as regards essential industries. But while credit 
should be accorded to Mr. Runciman, we would not 
be slow to acknowledge the very definite progress 
made‘ by the Premier himself. His historic speeches 
delivered on great occasions since the outbreak of j 
war have left no room for doubt as to the Allies' 
intention to crush the power of Prussian militar- 
ism. In his Economic speech of August 2nd, 1916, 


- he was equally plain in expressing. the fixed deter- 


mination of the Allies, and therefore of the British 
Government, to guarantee our industries and trade 
against the penetrative machinations of Germany, 
and to work out a policy of common action -which 
will ensure the stability of our industry and finance. 


` From the intentions expressed in this speech there 


can be no turning back—nor will there be any such, 
desire, for the great body of national opinion is 
behind the Coalition Government in this matter, 
and those who elect to parade under the banner of 
Simon, Snowden, and company will have many spec- 
tators but few followers. Our accepted epithets in 
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regard to the enemy become stronger as each suc- 
cessive act of inhumanity puts him further beyond 


the pale of Christian civilisation. ‘‘ Barbarian 
. was good enotigh for most of us a short time ago; 


now we are unhesitatingly agreeing that '' Beast" 
is the more appropriate. Whining by the Beast 
itself, or solicitations on its behalf, will not avail; 
no quarter can be allowed if the Freedom of the 
People is to be preserved. Mr. Asquith seems to 
have received convincing information respecting the 
preparations that the enemy is making for impeding 
the industrial and commercial recovery of the 


Allies, for attacking Allied markets, and for а . 
vigorous and, if possible, victorious competition іп - 


neutral markets. In possession of this informa- 
tion, and backed by the strong convictions of his 
colleagues and those of the nation generally, John 
Bull throws back his shoulders, clenches his teeth, 
and is unalterably determined that in as far as it is 
possible for hinr to prepare against all this he will 


` be ready. His strong hand is ready to enter into 


action; we have to see to it betimes that the weapon 
is there, else it may be too late. This is how we 
interpret the attitude of mind to which the Govern- 


ment has arrived. But the debate was not only - 


acceptable because it contained the Premier's defi- 
nite interpretation of the Cabinet view. It is im- 
portant because it drew from all sides of the House 
confessions, if we may use the word, that “ the war 
had altered everything," and that they were ''pre- 
pared to alter their opinions and methods"; that 
Shibboleths which were useful and even sincere 
before the war were among the “ everything " thus 
inevitably altered. As we have suggested already 
on several occasions, the old fiscal controversy 
should be considered buried; we shall all live in an 
altered world, and through a long period of recon- 
struction, rehabilitation, and strengthening opera- 
tions, and in those years of regulation of inter- 
Allied economic relationships, pettifogging discus- 
sions as to Free'Trade v. Protection must be re- 
garded as more or less pre-historic. The Allies 
have got tó protect themselves against their 
enemies, We have recorded during the past two 
years all the various measures that have been taken 


to deal with enemy trading, and to clear out as, far - 


as practicable the very roots of Teutonic influence 
where it has cumbered British ground; also the 
efforts of the Board of Trade and the appointments 
of committees relating to the utilisation of Empire 
resources, to scientific and industrial research, to 
finance, and so forth. All of these matters were 
briefly reviewed by the Prime Minister in his sum- 
mary of the steps leading up to the Economic Con- 
ference and the Governmental approval of its policy. 
There are to follow the efforts of the Conference, 


and of all these committees and Government de- . 


partments, conferences at which the representatives 
of the Dominions and India will go into the whole 
question of the Empire's trade policy considered in 
the light of the Paris resolutions. Mr. Bonar Law, 
in the course of his gentle handling of Sir J. Simon, 
gave it as his belief that the probable effect of a 
tariff on the future position was greatly exaggerated 
by both parties in fiscal controversies, and we be- 
lieve that most of our readers who endeavour to 
"envisage . . the new conditions of a world- 
wide problem," and who remember the vast num- 
ber of questions that there are involved in this great 
problem, will be strongly inclined to agree with him 
that the whole matter ''is really a question of 


organisation more than of the method by which 


you are to carry out that organisation." 


Ever since, owing to the stoppage of German 
supplies by our blockade, the importance of our 
manufacturers launching out. upon new industries 
became recognised, there has been something akin 
to nervousness among our firms and financiers as 
to whether capital laid out upon such industrial 


developments during the war would have to be 


sacrificed after the cessation of hostilities owing to 
weak policy of the Government of the day. Mr. 
Asquith, by his latest declaration, is a determined 
anti-dumper, and will brook no unfair competition 
from the enemy. Here then, unless he should even- 
tually let the manufacturer down in a most unworthy 
manner—which we do not think he would do if he 
could, nor could he if he would against so strong a 
national feeling—is something in the nature of an 
assurance such as industry has asked for for two 
years. We endorse the opinion of Sir J. Randles 
that Mr. Asquith's statément would assure those 
engaged in British industries that they could with 
safety undertake developments and prepare for an 
increased production of goods for sale abroad. We 
hear many things, about which we are not permitted 
to write, proving that in a number of departments 
of electrical and allied activity our manufacturers 
аге Бу no means neglecting the present opportunity, 
but we may be pretty sure that as the feeling of 
future security grows upon our industrial authorities 
they will be encouraged to take in hand many new 
lines, previously regarded as enemy preserves, and 
to complete their schemes and organisations for 
increased productivity for both home and export 
consumption. 


‘RATHER more interest has been 

Lead. . centred on the position of pig lead 
lately, while the market, after some 

further weakening, has experienced a renewed up- 
ward movement. Prices fluctuated considerably 


within the last few weeks. Towards the end of last 


month the tendency was affected by the efforts made 
£. "M" е 
by the authorities to keep down prices, although 
the sales of controlled lead were of an intermittent 
character. Offers from that quarter having for a 
time practically subsided, the general tendency im- 
proved with decidedly more interest displayed by 
consumers in all positions. The improvement from 
the lowest represents about 205. to %os. a ton. 
Prices dropped at one period to about £27 тоз. for 
early shipment, recovering to about £29. The dis- 
count on forward metal, which had increased up to. 
fully £2 a ton when the price for that position fell 
to about £26, has been latterly reduced to roughly 
105. а ton. The position of the market remains 
entirely under Government control, but the fact 1s 
worth mentioning that the very liberal extent to 
which buyers were met in the open market in recent 
weeks from controlled sources would appear to have 
reduced the available supplies to dimensions whic 
eventually prompted the authorities to re-purchase 
some of the lead sold recently. This feature 15 
rather interesting, and may possibly be due to de- 
layed arrivals combined with the filling of addi- 
tional requirements for munitions. As it is, how- 
ever, the statistical position is more obscure than 
ever in the absence of complete returns of arrivals. 
It is estimated that in the course of last month 
roughly 3,500 tons of Government metal were scat- 
tered on the open market, so that the latter has 
shown rather more resistance than generally p 
pated. Consumers were evidently very short | 
stock, and although they have now been fairly we 
filled for the time being, the demand still seems to 
be pretty good. | Export business has геш 
practically at a standstill since’ licences are virtua у 
unobtainable, which, of course, compels some n) 
suming countries to draw supplies direct from езе 
where. In the case of Russia, however, it 15 un er- 
stood that a fair tonnage was recently diverted jn 
here to that country via Vladivostock, in accor à 
ance with the special arrangements in force ped | 
the British and Russian Governments. Pn уа 
tinues to import heavy quantities, her takings nd 
Spain for the first five months of this year De! g 
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well over 27,000 tons, or an excess of, roughly, 
10,000 tons and 21,000 tons respectively as compared 
with the same period for the two previous years. 
For the time being there is certainly no excess of 
supplies on this side over current needs, and unless 
the arrivals again increase, the chances are that the 
market may improve further. There are still freight 
dificulties to contend with, so that no reliance can 
be placed on regular arrivals. The fuel scarcity in 
Spain still tends to impede the progress of the'out- 
put, but judging from the fact that the exports from 
that country so far this year are considerably more 
than last year, operations have proceeded as well 
as could have been expected, in spite of the tem- 
porary labour disturbances. There has not been 
much alteration in the American position, where 
prices, though weaker, are still well above shipping 


parity, so far as the London market is concerned. . 


Prices are now not a long way below.the highest 
point recorded in the past vear, although showing a 
big fall from the extreme highest touched some 
months ago, after the enforcement of the Defence 
of the Realm Act. | 


WE are glad to see that in the 
further investigations conducted by 
Dr. R. V. Wheeler into the ques- 
, tion of electric bell signalling with 
bare wires in mines, he has had as collaborator 

Prof. W. .M. Thornton, whose knowledge of the 
subject of ignition; of inlammable gases in mines is 
of unique extent and authority. The joint report, 


Signalling 
in Mines. 


of which we give an abstract.in this issue, contains , 


additional particulars regarding the characteristics 
of the bells at present in use, which suggest that 
practice in bell design is very diversified; the same 
remark applies to relays, which have also been 
tested. In the case of the latter, the sensibility of 
the apparatus appears to be much in excess of the 
requirements, with the result that the self-induction 
of most of the relays is ‘greater than that of the 
bells, and consequently the break-flash is more 
dangerous. Fortunately, both bells and relays can 
easily be made perfectly safe by simple means, such 
as the provision of a short-circuited winding or a 
copper sleeve on the electromagnets, the addition of 
non-inductive resistance to the circuit, or shunting 
the magnet coils with a. high resistance. The 
authors conclude, therefore, that there is no need 
to reduce the battery power at present permitted, 
and that there is no difficulty in constructing bells 
: and relays incapable of causing the ignition even of 
the most inflammable mixture of air and methane. 
An interesting facthas been revealed by their in- 
vestigations—namely, that the iron cores of mining 
bells and relays are generally small, and are 
hable to be saturated. With reference to this and 
other details, they discuss the components of the 
bells on mathematical lines, which are hardly con- 
vincing; apparently they adopt as a criterion of the 
үү» ейсїепсу and safety of the bell the ratio 
m e шерт to the minimum igniting cur- 
sible s would make this ratio as great as pos- 
d Y the greater the minimum igniting cur- 
je: with a given voltage, the safer is‘the bell, a 
condition directly opposed to the authors’ view, and 


it would be interesting t | 
this peculiar do. o know why they adopted 


Very little change in the position 


The of th 1 . . а 
Wir e leading wire manufacturing 
bii firms in this country appears to 


have taken place during the. past 
few weeks, with the exception, per- 
reased slackness in the shipping sec- 
S been subjected for some time past 
restrictions from the War Trade De- 
e uncertainty caused by fluctuations 


haps, of the inc 
ton, which ha 
to increasing 
Partment. 


», 


at Bitterfeld to 


in the price of copper has necessitated increased 
caution among buyers of the metal in both the raw 
and the manufactured states. The requirements for 
war material continued to be good, and there is 
not, apparently, much reason for anticipating a 


. serious diminution of orders in this section for some 


time. to come. From America the information is · 
to hand that several of the leading German wire 
manufacturing firms have recently displayed some 
important concern as to the possibility of failure 
to recapture the trade previously done with this 
ccuntry in copper wire, strip, &c., which, in 1912, 
exceeded £317,000. The. success or otherwise of 
this future effort of the German firms will depend 
very largely upon the solidarity of principle and 
uniformity of purpose with which the British wire | 
manufacturers view the question in the meantime. 


It is now a matter of recent his- 
tory that the Berlin Electricity 
Works Co., which possessed a prac- 
tical monopoly of the supply of 

. energy for lighting and power pur- 
poses in the German capital, intended to overcome 
the difficulties incidental to increasing the output 
so.as to cope with the growing demand, by the 
erection of a huge generating station at the lignite 
mines of Golpa-Jessnitz, near Bitterfeld, which the 
company acquired for this and other purposes, and 
the projected transmission of energy to the works 
in Berlin for conversion and dietribution among con- 
sumers. But the recent purchase of the company's 
undertaking by the Berlin Municipal’ Council for 
over £6,000,000, which sum is now stated to have 
been paid over, caused the transmission scheme to 
be abandoned in so far as the company was con- 
cerned. The transfer of the undertaking to muni- - 
cipal ownership, however, has not prevented the 
establishment of generating plant at the lignite 
mines in question, although the power there pro- 
duced has been requisitioned by the Government for , 
the Imperial nitrate works for the extractiom of 
nitrogen from the atmosphere, concerning which no 
information has been allowed to be placed at the 


Long-distance 
Transmission 
in Germany. 


' service of the public. On the other hand, the Berlin 


Municipal Council is now confronted with precisely 
the same difficulty as that which applied to its com- 
pany predecessor, and hopes were entertained that 


it might be surmounted by obtaining an additional 


supply from the great power station which the Prus- 
sian State Railway authorities are erecting, also in 
the vicinity of the Bitterfeld lignite district, for the 
transmission of energy to Berlin in connection with 
the decision to convert to electric traction the metro- 


politan and circle railways in the capital, which was 


sanctioned by the Prussian Parliament a few years 
ago. Itis, however, to be feared that this idea will 
be scarcely capable of realisation, as the authorities 
of the province of Brandenburg, who have just 
acquired the Mark electricity works from the 
A.E.G., have already concluded a contract with the 
State Railway Administration for a large bulk 
supply of energy to be furnished by the State works 
the province for the scheme of 
development in Brandenburg in connection with the 
Mark works. Under the circumstances, the Berlin 
Municipal Council proposes to acquire a colliery in 
Westphalia in order to assure itself of coal for the 
municipal gas works, and lignite mines for the . 
supply of fuel for a projected generating station in 
one of the lignite districts. As the former 15 distant 
from Berlin by 235 miles, it would scarcely come 
into consideration in a transmission scheme, quite 
apart from the question of obtaining wayleaves, 

‘hilst only about 80 miles separate Bitterfeld from 
Berlin in a straight line. It is understood that offers 
of mines in both districts have already been made 
and are now engaging the attention of the Muni- 
cipal Council. 


/ 


” ' ! | | ' = 
144 . | THE ELECTRICAL REVIEW. [Vol 79. No. 2,020, Aveusr 11, 1916. 
— ——— a ——— —— —————————————————— 


THE L. & N.W. SUBURBAN RAILWAY 
i ELECTRIFICATION. 


Fon some considerable time the electrification of the 


suburban routes operated.and controlled by the London and 


North-Western Railway Co. in the London area has been 


quietly proceeding, and the work has now reached a stage 
when some indication of the present position may be of 
interest to our readers. As far back as December, 1912, 
we briefly described the proposed features of the scheme, 
which originated with the Parliamentary powers obtained 
by the company in 1907, authorising the construction of а 
new line from Euston to Watford running alongsidé the 
main line. This scheme was subsequently amplified, and 


THE L. & N.W.R. Co.'s STONEBRIDGE PARK POWER STATION, 


now embraces the electrification of the North London 


Railway from Broad Street terminus to Chalk Farm, and 


the North-Western's line from Camden Town vid Hamp- 
stead to Willesden (high-level station), together with the 
connecting portions of the West London and District lines 
to Earl’s Court; also the route from Willesden to Kew 
Bridge and Richmond, aver the North and South-Western 
Junction and South-Western Co.’s lines. 

A physical connection has also been made at Queen’s 
Park Station with the Baker Street and Waterloo tube 
railway, with a view eventually to providing through 
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travelling facilities between Watford and the Elephant 
Castle—a busy traffic centre in South London. 3 жа 
As many of our readers are aware, the ** Bakerloo” tube 
railway connection has been in operation for a considerable 
time, the trains running as far as Willesden ; this also 
applies to the Earl's Court—Willesden section, which was 
the first one to be completed, and now, trial trains haviug 
iven satisfaction on the North London's Broad Street — 


Willesden— Richmond section, it will be only a matter of a 
few weeks before this route is electrically operated. The 
remaining portion of the scheme, i.«., the original Euston— 
Watford line, has involved many serious engineering 
problems, including the construction of entirely new per- 
manent way for the electrical service over the whole of the 
ronte, with new tunnels at Kensal Green and Primrose 
Hill, the former of which have been in use for the 
^ Bakerloo " trains running to Willesden while the Primrose 
Hill tunnels, nearly a mile in length, are still under 
construction. 

These tunnels are the largest yet constructed by the 
shield method, being 16 ft. 4 in. in internal diameter, each 
accommodating a single track. Contemporarily with this 
work the permanent way at Chalk Farm, nearer to Euston, 


b 


First L. & N.W, ELECTRIC TRAIN IN RICHMOND STATION. 


has béen reconstructed, under the direction of Mr. E. F. C. 
Trench, chief,engineer to the company. — 

New lines are being provided at three different levels, 
and all the existing permanent way, with the exception of 
the down fast track, has required alteration. 

Provision had to be made for the existing slow lines 
between Euston and Chalk Farm to be used by electric 
trains as well as steam trains. 

Under the scheme adopted, the down electric line is 
carried in tunnel from a point south of the old Primrose 
Hill tunnels under all the existing lines to Loudoun Road ; 

the up electric line passes through a 
tunnel from Loudoun Road to the junc- 


VUES tion at Chalk Farm with the existing 

up slow line, The up fast line is carried 

М 2: , over the slow lines on a fly-over bridge, 
Eas 5 and an underground junction is pro- 
". waskwe — Vided with the electrified North London 

деч line at а point north of the junction 

UN of the new electric lines with the ex- 
"=; isting slow steam tracks. Much heavy 
Rn engineering work has been necessary to 


obtain the desired end, and it is ex- - 
pected that not only will it be possible 


Genser to run a 10-minutes’ electric service 


between Euston and Watford, but that 
greater freedom will be allowed for slow 
steam traffic north of Chalk Farm. 

The whole of the electrical equipment ` 
in connection with: the scheme is being 
carried out under the superintendence 
of the company's chief electrical en- 
gineer, Lieutenant-Colonel F. A.Contez- 
Leigh ; the greater part of this work 
has been completed. 

The generating station is situated at Stonebridge Park, 
on а 17-acre site, and has an initial capacity of 25,000 KW. : 
adjoining it are the main repair shops for the electric roll- 
ing stock, The general arrangement of the power station 
follows on usually accepted designs ; the boiler house, wit 
a central firing floor and overhead bunkers, contains 20 
Babcock and Wilcox boilers, equipped with drop-link auto- 
matic stokers and coal-weighing machines, and designed to 
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evaporate 25,000 Ib. of water each per hour, and supply 
steam at 200 Ib. pressure, superheated 200° F. ; the gases dis- 
charge through Green economisers to two 240-ft. chimneys. 

Coal is delivered in wagons from adjacent sidings to two 
elevated coal roads, the ‘wagons discharging their contents 
into hoppers underneath, which feed two tray conveyors, 
these in turn delivering the fuel into two bucket conveyors 
which pass up the end of the building and over the boiler- 
house bunkers, returning at practically the same level, as 
the ashes are removed by a separate pneumatic discharge 
plant in the basement delivering to the two outside storage 
bins shown in our view. 


STANDARD L. & N.W. ELECTRIC TRAIN WITH OERLIKON 
EQUIPMENT. 


A portion of the fuel discharged from the elevated coal 

roads is stacked, provision being made, we understand, for 
storing 20,000 tons outside. ' 
)- The whole of the water required for the plant is obtained 
from two artesian wells, with compressed air lifts ; this 
water is delivered to a large reservoir, over part of which a 
battery of eight Balcke cooling towers, has been erected. 
The same water is used for boiler-feed purposes after being 
passed through a softening plant. 

The engine house contains five 5,000-Kw. Westinghouse- 
Siemens three-phase turbo-alternators delivering current at 


BOILER HOUSE UNDER CONSTRUCTION, STONEBRIDGE PARK POWER STATION. 


11,000 volts and 25 cycles. 


- 2i An auxiliary low-voltage set 
18 installed for driving auxiliary machinery and for lighting 
Prime this consists of a tandem set, including a 500- 
de fale alternator and exciter, and a 120-kw. 220- 
kon рн machine. In the ordinary way the 
fuma A.C. station motors will be supplied through trans- 
Has Ps the main bus-bars, but, when the large units 
pie be Nas ied small set can be utilised for this pur- 
sub-stationa pplying through step-up transformers to the 


\ 


There are 11 of the latter, situated at Stonebridge Park, 
Bushey, Headstone Lane, Kenton, Willesden, Queen's Park, 
West End Lane, Dalston, Broad Street, Acton, and Chalk 
Farm. A standard equipment is provided, consisting in 
each case of three rotary converters, of either 750 or 
1,000-Kw. capacity, nine single-phase static transformers of 
the Berry oil-cooled type, a storage battery and automatic 
reversible booster of the Entz type. * $ 

The Chalk Farm sub-station is the old gas-engine power 
station reconstructed; this plant has for some years 


WATFORD RUNNING SHED FOR ELECTRICAL STOCK. 


supplied energy for lighting purposes to Euston Station, for 
which service three rotary converters are now employed, while 
for traction purposes three large rotary converters are also 
installed at Chalk Farm. It is intended that the small gener- 
ating unit at the main power station shall supply the current 
forlighting through this sub-station when the big units 
are shut down and the electric trains not running. The 
rotary converter equipment, including six 1,000-Kw. and 25 
150-KW. rotary converters of the self-synchronising type, has 
been supplied by the British Thomson- Houston Co., who also 
supplied the main H.T. switchgear at the power house. 

The н.т. feeder cables, of the three- 
core, paper-insulated, lead-covered and 
armoured: type, were supplied by the 
British Insulated and Helsby Cables, 
Ltd. The electrical equipment of the 
tracks naturally conforms to that of the 
various connecting electric railways over 
which running powers are exercised. 
Outside positive conductor rails are em- 
ployed, at about 600 volts pressure, to 
supply the collecting shoes on the 
trains; a negative rail is provided be- 
tween the running rails, and the latter 
may be used for track circuiting and auto- 
matic signalling, The conductor rails, 
of special low carbon steel, having 
about 64 times the specific resistance 
of copper, weigh 105 lb. per yard, and 
are mounted on Doulton porcelain in- 
sulators, attached to the sleepers by 
malleable iron clips, while special anchor 
insulators are provided at intervals to 
prevent creeping of the rails. Each 
rail joint is bonded by four flexible 
strip bonds having a copper area of 1°4 
sq. in. 

The trailing ramps are of cast iron, 
and the leading ramps on through 
lines are of forged steel, and in some cases, as on sidings, 
of special cast steel. The jumper cables are laid solid 
in bitumenised-fibre troughing, and fitted with the Cortez- 
Leigh patent sealing terminal. | 

"Three coach train units, consisting of a motor coach, 
trailer, and control trailer, have been adopted, either one or 
more units forming a train, according to traffic require- 
ments. The motor cars are equipped with four 250-H.P. 
motors, two to each bogie truck, and the usual multiple unit 
contzol equipment is provided. 


TN 
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The first trains used on the Willesden-Earl’s Court sec- ELECTRIC SIGNALLING IN MINES. 
tion were supplied by the Metropolitan Carriage, Wagon 
and Finance Co., and had Siemens equipments; the 5 | | 
Metropolitan Carriage Со. is also building the new standard вт week a further report on electric signalling with bare 
motor-coaches, while the remainder of the electric rolling wires, with regard to the danger of ignition of inflammable 
gaseous mixtures by the break-flash at 
the signal-wires, was issued by the 
Home Office. The report is signed by 
Dr. R. V. Wheeler, of the Home Office 
experimental station at Eskmeals, and 
Prof. W. M. Thornton, of Armstrong 
College, Newcastle-on-Tyne, who has 
collaborated with Dr. Wheeler in the 
investigation. Particulars of the pre- 
vious report were published in our 
issues of June lith, 18th, and 25th, 
1915 ; it was then shown that the break- . 
flash could readily ignite inflammable 
gases, and must be regarded as “ open 
sparking,” but that the flash could be 
rendered harmless. The present report 
defines the precautions necessary to 
attain this result. 

The conclusions of the former report. 
have been amply confirmed by further 
experiments, and a large number of bells 
have been tested, some of which were 
found dangerous with a voltage as low 
| | as 4'5 volts, whilst others were safe at. 
TURBINE PLANT, STONEBRIDGE PARK POWER STATION. 25 volts. The resistances of the wind- 

ings of 15 bells varied from 9 to 52 


stock is being constructed at the London - == 
and North-Western Co.'s works at AI fore Qd d | Р, ела уба ds 2; 
Wolverton. T ТТ da. ae MU ЖЛ РЕ Ун IR MES. 

Certain improvements have been Pe ee, ләү" 
incorporated in design, and the electrical 
equipments, while generally similar, are 
being supplied by the Oerlikon Co. Our 
views show a recently-constructed three- 
coach train, also the arrival of the first 
North-Western electrical train at Rich- 
mond station recently; other views give 
a good idea of the power station and 
sub-station equipment, which is, how- 
ever, now practically completed. 

In conclusion, we are indebted to 
Lieutenant-Colonel Cortez-Leigh and the 
electrical engineers department of the 
company for the information and views 
here reproduced, 


Doer "AS & 


———————————— 


Tungsten Lamp Patent Upheld. NT ss. y TY A —À 
The United States Court of Appeals has "1 Жау Np A IRR а UD CH RE рл ERN 
affirmed the decision of Judge Mayer of the : i АЙКЫ. casia MM zr 
United States District Court for the Southern = — 
Division of New York on the Just and Han- 
naman patent No, 1,108,502 for “ ineandescent ACTON NUB-STATION, L. AND N.W., RAILWAY ELECTRIFICATION, 
bodies for incandescent lamps.” The snit 
was won by the General Electric Co. against the Laco-Phillips Co., 
which importe all of its lampe from Holland, Both the squirted 


ohms; the minimum ringing current ranged from 
05 to 0°29 ampere, with little relation to the resist- 
ance, «апі the  self-induction from 
0°37 to 2°43 henries. The minimum 
igniting current at 25 volts, 0°08 
ay st ; ampere, was obtained with the most 

| 2}. Бү. ык inductive bell, and the maximum, 
| 17 "MESES ш | -M 023, with one of the least induc- 
АН У» es ve on] ^ jl iy х ^ X» | » ГА tive. The greatest resistance that could 


EU |. ul 1 


| ' Т 96 be inserted in the bell cirenit without 

2 |. ж / 9) ee Fe тә di | preventing the bell from ringing, a 
Gi. UP o MN —— Кю ^ rm quantity which has been' given the in- | 
TA Ж NEN SER - s A | „жт appropriate title of * battery efficiency, | 
| җит gm › was determined for 25 and 15 volts, | 
with dry and wet Leclanché cells; it | 


was somewhat greater with the dry than 
with the wet cells, and varied erratically 
; with the make of bell. At 25 volts, 
CHALK FARM SUB-STATION, SHOWING TRACTION ROTARY CONVERTER, KC. with dry cells, the lowest inserted resist- 

' ance was 72 ohms with a coil of 11 ohms, 

and drawn-wire filament lamp imported by the defendant were whilst 170 ohms could be put in series with a coil of 
he'd to infringe the patent,— Electrical World, 9 ohms, and another of 11 ohms ; yet a hell of 25 ohma 


i 
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could not riug through more than 95 ohms added resist- 


ance; whilst: one of 28:9 ohms attained the record of. 


400 olims. E | | f 

One of these 15 bells (that of 25 ohms, mentioned above) 
had a parallel short-circuited winding to ‘absorb the electro- 
magnetic. energy stored in the coil, and with this no ignition 
could be obtained below 1714 amperes at 41 volts. Another 
bell, wound to 106°8 ohms and provided with a copper 
sleeve for the same purpose, gave по ignition below 
0°35 ampere at 41 volts ; and one which was wound with 
brass wire of 120°5 ohms resistance gave ignition with 
("17гатреге “at 22 volts. The last three bells required 
minimum ringing currents of 0:20, 0-07, and 0:06 amp. 
respectively, and two of them (those provided with a short- 
cireuited winding or copper sleeve) were clearly safe. The 
mixture of inflammable gases used for the test consisted of 
к percent. natural methane in air. - Ux 

In many cases, the minimum igniting current (at 25 
volts) was. but little greater than the'minimum ringing cur- 
rent; iu some cases it was even Jess, and most of the-bells 
would give dangerous break-flashes on the wires, except at 
distances from the bell so considerable that the resistance of 
the line reduced the current below the igniting value. . 

The use of wet cells is recommended, to keep down the 
maximum value of the current, and аѕ this ів already 


almost universal practice, no difficulty should be met with - 


in making-it compulsory i.but.it is not thought -advisable 
to reduce the maximum ‘voltage allowable below 25 volts, 
Some types of bell at present in use ‘аге unsafe even with 
three or four volts, whereas bells provided with anti-spark- 
ing devices are safe at 25 volts. , 
Experiments were also carried out with relays, on the 
same lines. Nine types, with resistances. ranging from 9:8 
to 250 ohms, produced ignition at the signal wires with 
from 2 to 10 wet cells in circuit, and. minimum igniting 
currents from 0°05 to 0°20 amp. at 15 volts, "Their induct- 
ances ranged from 0°52 to 2:50 henries, and the minimum 
working currents from 0:005. to 0-042 amp., whilst the 
resistance that could be. inserted in.circuit with 15 volts 
ranged between 240 and 1,880 ohms, quite erratically. 
Two other relays had parallel short-circuited windings, 
and no ignition could be obtained with a battery of dry cells 
at 25 volts. These relays, which were , obviously safe, had 
respectively resistances of 510 and 515 ohms, and minimum 
working currents 0*006 and 0:015 ampere, and. could work 
with 1,100 and 240 ohms.in circuit at 15 volts, "In most 
cases 10 volts was ample to ensure the operation of the 
relays, but the higher inductances brought’ about the result 
that in general the minimum’ igniting’ currents were less 
than those of bells, — — | 
_ The report proceeds to explain the general theory regard- 
Ing the working of bells, and an oscillogram is given 
showing that the voltage across the trembler contacts of an 
ordinary bell'may reach nearly 150:volts. © Wher the circuit 
Voltage is low and the inductance high; as in a bell-signalling 
system, thé minimum: igniting-current. for*the ~break-flash 
Is Inversely proportiónal “tothe -inductance, so that the 
product Li is practically constant ; the mechanical rate of 
breaking being maintained constant, the valué of dildt is 
Proportional to i, and hence the inductance voltage, ийй, 
Is also constant, "The authors conclude that “ ignition by 
а тарі break-flash at^ a. low circuit voltage depends on the 
inductance Voltage at. which the flash is formed, and the 
ite power of the flash is proportional to the product Li. 
hen the break of.cireuit is made slowly, the igniting 
ү of the flash has been found to depend upon its energy, 
Ц Li". There are thus: two limiting conditions for the 
Suung power of the flash : at the one the inductance volt- 
"as n Importance, аб. є other the energy.” Between 
SOM un А lgmting power of the flash - may be 
ft ee a sa Intermediate function of з, and the 
dd ance the results quoted in the previous report, 
,,: 2 14 * was constant ; we drew attention to this 
point in our issue of Jnly 16th last year. 
less i inductance voltage ky == Ldifdf = k Li, where Ё 
"m bus i Since i = E, therefore E, = k LEfr. 
SC FE voltage is thus inversely proportional to the, 
TR dd : е circuit when, as can be considered roughly 
constant, Р: the battery voltage and inductance are 
: " -R so`far, therefore, as the ignition of ‘inflam- 


mable mixtures is dependent on the product Li, ignition | 


can be prevented by the use of high-resistance wiridings and 
high-resistance batteries. The energy of the break-flash, 
$ La? or V LES, is even more dependent on the circuit 


‘resistance, being inversely proportional to its square." 


‚ А series of ашо on the efficiency of bells was саг- 
Tied out, from which it was concluded that the minimum 
ringing currént was obtained with. a low tension on the 
spring which controlled the armature: the rate of ringing 
for a given current was practically independent of the ten- 
sion on-the spring and the length of the air-gap ; of. the 
ringing force the same could be said, this being most 
affected by the distance of the hammer from: the gong. 
Hence it is advisable. to use as light a spring as will 
suffice to maintain good contact at the trembler, and to 


return the armature to-its first position, after the ringing 


blow has been given. With regard to the electrical 
efficiency, the magnetic pull of the core upon the armature 
varies as the effective area of the core face and the square 


оГ the mean flux density .in the air-gap; when the 


reluctance of the gap is large compared with that of 
the iron in the magnetic circuit, so that the flux density is 
roughly proportional to the ampere-turns, the pull is pro- 
portional to the. square .of the ampere-turns, and ‘therefore 
inversely to. the square of the resistance of .the winding, 
with. a.given voltage. .. The number. of . blows. рег. second 
upon the gong depends upon the duration of the current а 


each make of circuit ; actual records from a number of. . 


bells give an average period (with ten wet cells) of 8 L/r, so 
that the number of blows рег second is 4rju. The product 
of the pull and the number of blows per second may be 
taken as ‘the total mechanical energy expended per second 
of continuous ringing, and .is therefore! seen to. "ary 
inversely as the resistance of the circuit. 


On theoretical grounds, the authors conclude that. when . 


the igniting power of the break-flash is- proportional to 
Lt, the more turns of wire the magnet coils have, the 
greater is the ringing power of the bell per igniting- 
current ampere ; the same .holds good when the igniting- 
power of the flash із determined by'its energy, 4142, the 
voltage and resistance of the circuit being constant. "This 
gives the * safest-efficient " bell, apart from the use of 
special devices. > This conclusion was put'to the test, and 
it was found that for every bell: and size of winding wire 
there was a definite number of turns at which the efficiency 
of the bell combined with “safety” of the self-induction 
break-flash reached a maximum. Mining bells and relays 
have iron cores of such small cross-section that the"iron 
becomes saturated at quite low currents, and, contrary to 
expectation, their inductance is controlled by this factor and 
not by the reluctance of the air-gap. Further experiments 
led to the conclusion. that the most efficient mining bells 
should have bobbins wound with from 25 to 30"layers of 
fine wire, and that the diameter of the core should 'be 


between-0-4 and: 0*5 that of the bobbin. | ma 
~ To make bells and relays safe, it is not essential to employ 


special ‘devices ; the resistance of the winding сап ђе ‘во 
proportioried that; the maximum current obtainable on short- 
circuit does not exceed the minimum igniting current for 
the system. This can be accomplished either by including 
а non-inductive resistance in the circuit, or by winding the 
coils with a wire of high resistance ; as already stated, a 
bell wound with brass wire, having a resistivity six tiines 
that of copper, could not ignite the most sensitive mixture 
with the maximum current ‘obtainable froma battery of 
wet cells at 25 volts. 

To lessen the break-flash voltage by' retarding Ше 
change of magnetism on breaking the circuit, either a 
parallel short-circuited winding, copper sleeves, a shunt 
resistance, or layers of tinfoil can be employed, with satis- 
factory results. ` 7 

After detailing various sources of current for the signal- 
ling system, showing preference for the wet Leclanché 
primary battery on the score of safety, the authors state 
the following conclusions :— | 

1. Ав a result of our investigations, we are satisfied that the 
bare-wire system of electric signalling, as commonly employed, can 
be rendered quite secure from any danger of the ignition of 
inflammable gases by the break-flash at the signal-wires or at the 
contacts of the signalling instruments. .  ... - 
` 2. In order to procure safety it ів necessary, in the first place, to- 

| р 
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limit the battery power that is to be employed on any one circuit ; 
and, in the second place, to ensure that the signalling instrument, 
whether bell or relay, shall comply with certain requirements. 

3. The present statutory voltage, 25, sets a reasonable limit to the 
battery power provided that wet Leclanché cells be used. Systems 
in which the battery used consists of dry primary cells or of 
secondary cells, or in which continuous or alternating current 
generators are employed. could be rendered safe if, in addition to 
the use of "anti-sparking " devices embodied in the signalling 
instruments, sufficient non-inductive resistance were permanently 
included in the bell circuit. ‚ 

4. The signalling instruments, bells or relays, should have flame- 
tight covers, and must be so constructed that, when included in a 
circuit with a battery at 25 volts, the break-flash produced, when 
bare signal-wires are separated after giving a signal, is incapable of 
igniting an 8 per cent. methane-air mixture. There is no difficulty 
in constructing either bells or relays to conform with these 
requirements. 


NEW ELECTRICAL DEVICES, FITTINGS, 
|» AND PLANT. 


The Fuller “ Sparta” Battery. 1 

On previous occasions we have described the " Block“ accumu- 
lators introduced by the FULLER ACCUMULATOR CO., LTD., of Grove · 
Road, Chadwell Heath, E.,. which combine the advantages of 
primary cells with those of ordinary accumulators, whilst avoiding 
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Fig. 3.—" SPARTA" 6-VOLT BATTERY FOR STUDEBAKER CAR. 


some of the drawbacks of the latter. The makers have now 
turned their attention to the requirements of electric starting for 
motor-cars, which imposes an extremely arduous duty upon the 
battery, necessitating very low internal resistance, to enable a 
large current to be developed without excessive drop in voltage ; 
rapid recuperative power, to allow of repeated starts being made 


with certainty: and robust construction to withstand the dis- 
integrating effect of the heavy discharges without injury. To 
meet these conditions, the “ Sparta" battery has been devised, and 
some particulars of its construction are given below. 

The elements are of the pasted type, with heavy positives using 
а specially porous oxide, which enables the battery to give а heavy 
discharge and quickly recover; the elements are of large area, 
placed close together, to give low resistance, with fluted separators 
between the’ plates to allow free circulation of the electrolyte ; no 
celluloid is used, so that acid of. high density can be safely em- 
ployed. The connections are massive and of ample area, specially 
designed to radiate heat rapidly and thus keep down the resistance ; 
PEN terminals are also very substantial, of the type illustrated in 

g. 1. $ 5 Er UN 

The construction of the cell is shown in fig. 2, part of the 
ebonite container being broken away to show the plates ; the cells 
are fitted into outer cases of teak, and are made up in-batteries of 
6 and 12 volts, with capacities ‘from 70 to 145 А.Н. and from 35 to 
90 A.H. respectively, for English cars. s 

Standard batteries are also made up for use on various American 
types of car, of which one is illustrated in fig. 3, having a capacity 
of 100 amperes at 6 volts, as well as batteries up to 24 volts, for 
every type of lighting and starting set on the market. 

A "Sparta" battery rated at 6 volts, 93 A.H., gave the following 
results on test :— . | 

69 amps.for 30 mins. 


Normal discharge 45 „ » 60 „ 


69 „  , 10 hours 
у: EON 
; л: 140 amps. for 12 mins. - 
Maximum discharges 10. itot iii: 


The weight of this battery, without acid, was 49 Ib. We have: 
inspected a number of these batteries and plates, which appear to 
bear out the makers’ claims fully with regard to substantial 
construction and high quality of workmanship. dem 


“ Quead ” Fires. 


We recently referred to the issue of the 1916-17 catalogue of | 
electric fires by MESSRS. QUEAD, LTD.. of 47-57, Marylebone Lane, 


Ета 5.—" REGENT" PATTERN CASE, WITH INTERIOR REMOVED, .... 


W. The Quead fire is built up of special elements, standardised at 


1 KW. each, and consisting of a heating spiral wound on a special -. 


composite fireclay support carried on a steel rod. The heating 
spiral is sunk in grooves which protect the wire and add іо ће. 
heating effect of the fireclay support ; these elements are supplied . 
under a three years’ guarantee, and the required number fitted on 


a special interior, which also carries all the switches, wiring, &c., 
and is detachable from, and interchangeable with, particular patterns 
of cases, Figs. 4 and 5 show an interior and case, while fig. 6 shows 
the same fire complete and ready for use. Quead fires are con- 
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Еа. 6. —REGENT PATTERN "QUEAD " ELECTRIC FIRE. 


structed in a variety of designs and finishes for standard loadings ` 


upto4 KW. Two and three-heat regulation is provided according 
to type and the switches are.of the sunk rotary snap pattern. The 
heaters give a red heat іп a few seconds, ~- 


New Telegraphic Apparatus, 


Under this title, іп our issue of June 30th, we described some 
of the inventions of Mr. Alban Roberts ; these were based on two 
main elements—the self-exciting vibration of a receiver and trans- 
mitter electrically coupled together and to a battery ; and the 
employment of a tube and plunger to provide resonance and enable 
tuning to be effected. Since then Mr.. Roberts . has ‘further 
developed his inventions, and has applied them to the evolution of 
anew kind of multiple telegraphy on a single line wire. 

The transmitter in this system consists of a: tunable buzzer 
embodying the principles above mentioned (described in the pre- 
ceding article), provided with adjustments, regulating rheostats, 


Fia. 7.—TuE ROBERTS TUNED TRANSMITTER. 


dc dillimperemeter, as shown in fig. 1; this gives rise to 
pipe " at ra Ans which can be tuned by means of the " pitch- 
telephone hed to the back of the receiver, and can be heard in a 
ich si ег at the receiving station as a musical note of 
шша A the Morse system. ^ The receiver, however, which is 
of the sy bon К. 2, has been greatly improved by the combination 
fear employed in the transmitter with the pneumatic 
Office stan diede DRE in previous article, and with a relay of Post 
and awi оне, together with a milliamperemeter, rheostat, 
the former oaae p c elVér is seen at the back of the figure ; as in 
case, It is excited by the incoming vibratory current 
tocket on the ug of a Watch-type receiver, which fits into a 
latter is алик indrical body of the device. At one end of the 
‘crophone transmitter, and at the other a watch-type 
ength a the end of a draw-tube, by means of which 
сап be-tuned ta erefore the natural pitch of the column of air, 
the transmits -correspond with the pitch of the note emitted by 
T id Pat the-sending-station.. = 
together wih te formed is connected in a local battery circuit 
regulating resistance, ammeter and relay, and 
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the adjustments are so made that the resonator is on the verge of: 
setting up а musical note, which сап be started by a tap on the 
box, or by singing or whistling a note of the correct pitch. So. 
sensitive is the resonator that the faintest whistle from the far 
end of the room, of the right pitch, causes it to "sing"; in use, 
this stimulus is supplied by the vibrations of the receiver set on 
the body of the resonator, and even when a resistance of 400,000 
ohms is inserted in the line circuit, the current is sufficient to 
start it. Once set in operation, the resonator would continue to 
sing were it not for the relay, which, being in the local circuit, is 
actuated by the change in the current which takes place when 
singing begins, and is so connected that it instantly stops ‘the 
Singing action by short-circuiting the resonating receiver ; this, 
of course, restores the normal conditions, and the relay contact is 
again opened, but if the incoming vibrations persist, as when a 
"dash" is being received, the singing is at once set up and the 
relay again operates, the cycle being repeated a8 long as the line 
current is maintained. The effect is to substitute for the con- 
tinuons note a series of rapidly interrupted notes, of duration 
corresponding to the lengths of the successive signals, 

Two very important objects are thus attained : exceedingly weak 
incoming currents are enabled to produce strong audible signals, or 
even to actuate a local recorder or ring a call bell; and the 
receiving apparatus is accurately and sharply tuned with the trans- 
mitting apparatus, so that a large number of such apparatus can 
be operated over. a single line, each transmitter actuating only the: 
receiver that is tuned to the same pitch, without having the 
slightest effect on those not so tuned. 

The great value of these two properties needs no emphasis. An 
apparatus so sensitive as to enable weak wireless signals to actuate. 
a call bell or a recorder has long been sought for, and Mr. Roberts's . 
device appears to fill that want ; while the economic possibilities 
of so simple an apparatus for multiplying the carrying capacity of. 
a line conductor are obviously very great. We hope to see-results : 
of the first importance arising out of this extremely ingenious- 
invention. . 

Another application of the device is to the control of: any - 
number of railway trains up to 20, with one transmitter at a 
central station and one telephone wire beside the railway line ; it 
would be possible to stop the train, blow the whistle, or actuate 
any other type of signalling device on the locomotive on this 
system, without affecting any train except the one in question at 
the moment.. Mr. Roberts has also applied the system to the 
control of an "aerial torpedo" by the sound of a siren. At his 
office he has equipped a model airship “ chassis" with two motor- 
driven propellers for horizontal propulsion, one propeller for 
raising or lowering, and a bomb-dropping device, all controlled by 
one of liis relay resonators. Each of these apparatus can be- 
brought into action in turn by a musical note or whistle of a 
definite pitch. In actual practice, each motor would have a 
resonator, tuned to a different pitch, so that any or all of the. 
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motions could be controlled, separately or together. As sound 
travels upwards freely, the inventor, who is himself а -skilled 
airman, states that his torpedo could be controlled at any distance 
at which it could be seen. 

Mr. Roberts's address is the Bedford Hotel. Southampton 
Row, W.C. 


UTERE CHEESE REX S CEDE ER A RE RE OI Pm c IIO NE A 


Australia (Tasmania).—The Sydney Office of Н.М. 
Trade Commissioner in Australia reports, under date June 9th, that 
a company has been registered in the Commonwealth, with a 
capital of £1,000,000, for the production of zine by the electrolytic 
process and for the manufacture of high-grade spelter. The com- 
pany proposes to erect works in Tasmania, and negotiations are in 
hand for the supply of power from the Tasmanian Government's 
lately completed hydro-electrie plant at Great Lake. .The.articles 
of association of this company provide for its remaining entirely 
under British control,— Board of Trade Journal. 
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Ax exhaustive report: оп: Ње trade of "Australià-for 1915; covér- | ` 
ing óver;50 “pages; has: beéni. conipiled *by Mr: Gs T, ‘Milne- 
or - Trade’ Commissioner in Australia) “and. issued by- the- 
cata: of'Tradé:*®:"An attempt is ‘made below to present ‘the ^ 
features: of -Mr. Milne'a report which are of more- immediate `- 
For ‘the rèst, -` 


intereBt to ‘readers ‘of the- ELectRicab: Review. Fc 
the: ате ‘recommended to: purchase: the report itself: `` 
› PREFERENOB-AND'TTS INCIDENCE. 


whole-of the’ trading year 1914-15, the increase in the amount, 
ds well’ ав the extended application of ‘the’ tariff preference 
to the United Kingdom,‘ 


seeitig that the new’ tariff. was not introduced’ until ‘December 


3rd; i914. Cértiparing the respective positions of the United - 


Kingdon? ‘andthe United States in 1914-15 and in 1913, “it 
is noted that while our share in thé competitive trade de- 


creased in valué by’ over 64 millions sterling’ out of a total: 


falling-off in imports of this class amounting to nearly 


£11,700,000, the American position improved by over £300,000. - 


The value of: the ‘imports in 1914-15 in respect of which the 
United Kingdorn/ and Possessions meet with competition from. 
foreign countries vas £48,967,011, this sum representing about 
75 per cent. of the total imports, after deducting specie, bul- 
lion; live’ animals, and values representing ‘goods, such 
timber, oils, tea, tobacco, rice, fruit, vegetables, and other 
items which are eithér not produced in the United Kingdom 

Are. produced of such: values and’ in such quantities as:to 
heghgiblé. . With the'exception of goods of: the value of 


froy 5- per tent. tó 10 per cent::ad valorem has been concede 
to foods When òf United Kingdom origin by the Customs 
Tarif. of the Commonwealth. The prineiple of preference, 
therefore, affected Over 93 per cent. of the imports which 
have beek classified by the Trade Commissioner as competi- 
tive merchandige. а: v 
-AsS'Bhowing the*extent'to which the principle of ‘preference 


i$ now operafivé in the tariff, it may be mentioned that, 


"while con&üerably' over two-thirds of the imports of a class 


subject to preference regarded as competitive are embraced 
їп the classification of metals and machinery, textiles, and 
apparel, only 4 small próportion'ià these groups are of & class 
excluded frónt-preferentiál treatment. The following figures 


will ‘make this: cleat :— nS 
| К | z А ў Е Values of Imports of Metals. | А 

(Pig and ingot, bars, rods, blooms, machinery, and other . 

so, 2 7 c. o manufactures, &c.) . | 
Metal manufactures and machinery, £17,325,592. 


£ 
Of a clase subject to preferential tariff ..: . 17,290,550 
Of a class not subject To"praferentiul tarif" ..: 35,042 
Value of imports `0 textilés, —5£11:136,969. ` ; 
Of a class subject to preferentil.tarifü ^... — .... 11,129,111 
Of a class not subject to:preferential tariff.. ш... 7,858 


Value of imports. df apparel, £4,614,108. : dm. 
Of a class subject :to preferéntial tariff ; өү зз (4,571,911 
Of a class not subject to‘préférential tariff ..; — ... ^ 86,797 
Mr. Milne gives: sebirate™ figures showing the iyBports of 
competitive ‘merchandise: into :Australia during the twelve 
months ended June 90tli,.1915,.but we shave already fully 
dealt with thes абёт і the ELEOPRICAL ‘Review: for May 

12th, 1916, p. 686. у С, a | 
Position OF THE UxizED^ KiNGDOM:— Notwithstanding the 
decline in the value ofthe imports-in*1914-15, арпа ће -handi- 
cap to which British tianufacturers : were,'and' аге ‘still;; sub- 
ject owing to. shortagé¥of‘labourtand raw material < difficulties 
in connection with shipping-arising’from shortage of'tünnage 
and congestion: at’ tlie ‘seaports; апа“ other: factors incidental 
to the war, it is sati$factory ‘to be able to record that:in the 


. year under review. the ‘percentage proportion. of; the sUnited 


Kingdom in the trade in competitive imports. (64.90 per cent.) 
has never stood so high’ since the tables:dealing with this 
class of trade were first compiled. | 

The pre-occupation of the manufacturers of the United 
Kingdom with war orders, as well as the handicaps to which 
they have been subjected in many ways, added to the absence 
df “German conrpétition; have afforded American manufac- 


, turer’ fin opportunity’ of which they have taken full advantage. 
- ЗЕЕ Stares Competition.—Reviewing the figures for last 


year às a whole, in the metal and machinery group the value 
of the iniports.from the United States were over £214,000 in 
excess of those for the year 1913, although the total value of 
the imports in this group were £6,139,000 less than in the 
year cited. The most notable advance- in- the American posi- 
tion in this group was in machinery. for although the total 
imports of this.class of merchandise declined from £4,682,1 


‘in 1913: to” £3,806,100 in 1914-15, the share’ of the Unite 
States increased from £1,397,098 (29:8 per cent.) іп the former 
‘year. “to £1,148,744 (21.9 per cent) in the latter, while the 
һате оГ the United Kingdom declined from £2,546,987 (54:4 - 
"per 'éént.) to- £1;988,409 (52.2 per cent.) during the same · 
period; Natwithstanding à general falling off in the value of. 
ЗЕЦ machinery imiported; tlie "share of.the: United. 
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FERE While the cessation of Ger- 
man competition ‘affected the import: trade. for practically. the - 


ected it for seven months ‘only, | 


a8. 


3.004 419, the whole of the sum mentioned: represented .mer- : 
. ekahdiss of & class on which a measure of preference varyin 


ta 


СА 


апа with the Allies. 


‘exhibit: more extensively than in the previous “ . 
5 TASMANIAN “GOVERNMENT "HYDRO-ELECTRIO parent Brae anti- 
.eipation of, the ‘termination of. the work o | 

"hydto-electric department of ‘the Government have, as already 


‘treatment-of zinc lead ore, and the manufacture of nitrates from 


of the somewhat limited market), rotary and percussion drills, 
machine tools, Tig proeses ARON REE аср: iti 
(db type 13 à 


American manufücturer : secures ^8 laygerce 


the Chamber of Commerce. offices, only. samples of goods.af 
German and Austrian manufacture, which had been collected 
from importers in Sydnéy, were displayed, and such informa- 
tion as was available regarding the value of the imports of egch 
class was stated on cards. This somewhat limited display 
included cutlery, tools, gas and electrical appliances, besides 
textiles, clothing,. chemicals, etc. The exhibition was followed 
in September by. another on a larger scale of goods manufac- 
tured in the United Kingdom, Australia, and in the Allied 
Countries. Between 25,000 and 30,000 persons attended this 
“ fair " or exhibition during the eighteen days it was open. 
Early in January the third and largest exhibition was held in 
Sydney Town Hall as a, Trade Fair, and during the week ii 
was open was visited by about 45,000 persons. eae 

The Sydney Chamber of Commerce contemplate “holding 
another fair on a more ambitious scale in September, 1916, 
and they hope-that the British firms may be induced to 


installation, the 


stated, initiated: an -active campaign of publicity in order to 
bring before: prospective users óf-power the prices at which it 
will:be sold -Mr. Milne sets out in.his report the propose 
rates for power. Wes c Ce 

An important: contract has. been arranged with the Hydro- 
Electric! Power’and: Metallurgical:Co., Etd., under which they 
will -take 3,500. H. P. with : provision” for Further blocks up to 
10,000 н.р. Tt is understood that this company propose manu- 
facturing carbide of calcium.’ Negotiations bre stated, to have 
been in progress with the Australian. Woóllén- Mills of Sydney 
with regard to the establishment ‘of a‘large ‘woollen mill close 
to ‘Hobart! and'a quotation’ for power ‘has’ been submitted by 
the Department, while‘a British ‘firm has ‘also made inquiries 
with. the ‘view of establishing’ woollen mills. The electrolytic 


the atmosphere, are mentioned as possible developments. 12e 
undertaking, may have а far-reaching effect on the develop- 
ment of Tasmania and‘ of Australian industry generally. 206 
Chief Engineer of the Hydro-Electric Department, informe 
the Trade Commissioner in December last that, in his орой. 
there would be an increased market in Tasmania for elect 
fittings and appliances, and he urged that British manwac 
turers should endeavour to secure the trade by investigating 
the possibilities without delay. | 


. E 05 


„—„—————— 


Lamp Factories in Holland.— Wc read in the U.S., Dai 


' Commerce Reports that a publication recently issued hy the S. V 


prosperity, > ab Palen 


giving the history of its plant, and elaborately illustrated е, | 
tive mnterial relating to its present, equipment. has been forwar е 

from The Hague by American Commercial Attaché Erwin us 
Thompson. It is explained by Mr. Thompson that before the in 
most of the electric lamps used in the- Netherlands were impor e 
but that since the war started this importation has almost.stoppe 
and.that. there has been a rapid: development of the few moe 
in the country that were able to produce incandescent lamps. qm 
Philips eorporation is among those that. have shayed 1" 


Philips Gloeilampen Fabrieken. of Eindhoven, the Netherlands. 
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‘>German Finaétite and German Plant: The Victoria Falls 
Со.'в Experiences.—Mr. Bernard Price delivered а most 
interesting inaugural address before the South African Insti- 
tution of Engineers at Johannesburg last month. Не dealt 
most exhaustively with е. history. and activities of the. Vic- 
{опа Falls, Power Co. and ita experiences in dealing with 
_ certain German firms. The matter is so important that we 
pfint in éxlenao the report just to hand in the Cape Times :— 


“Mr. Price said he-did not think a better example could be . 


cited of the methods which our enemies had diligently pur- 
sued in their attempt to attain supremacy in the industrial 
world. The. Victoria Falls and Transvaal Power Co. was 
promoted by British interests, and every effort was made to 
obtain the necessary capital in Britain. Unfortunately these 
efforts failed, and in the end certain German industrial banks 
took up debentures, on’ condition that the main contracts 
were placed in the hands of German manufacturing concerns 
svith which they were allied. As the result, the A.E.G. ob- 
tained important contracts ón favourable terms. The whole 
` grrangément was the direct result of the German system of 
industrial banks, under which financial assistance rendered to 
an industrial undertaking, such as a power company, became 
the means of assisting German manufacturing firms. Neeu- 
less, to say,.this initial arrangement was not continued; and 
аз the power. scheme.grew and proved its worth, capital was 
raised.in London at the rate of no less than a million per 
annum, and quite independently of German. banks.. The 
A.E.G. then became faced with competition, but this did not 
deter them in their effort to secure contracts for the addi- 
- пова!.ріапё required. On the contrary, they at once, reverted 
to the policy of dumping their goods at a low price. .. 
‚ “When, in 1912, certain large and. important contracts had 
to be placed, the power companies spared no pains to induce 
. British manufacturers to oust. their German competitors; but 
it became clear that the A.E.G. were prepared to accept the 
. sme guarantee as British firms to undercut their competi- 
tors' bedrock prices and to give better deliveries.. 

"It must be remembered that, although the feelings of 
sentiment to-day ran high, no purchaser in 1912 would have 
been -prepared to, sacrifice large sums of shareholders’ money 

in order to avert the dumping of German goods. In the end 
the Germans secured most of the contracts at prices largely 
below those offered by their British competitors. A contract 
for three large compressors for Rosherville Station was finally 
settled with that firm at a price of little more than 
one-half that at which it had first tendered, but the boiler 
plant at each station was of British make and had given 
every satisfaction... | | | | 
‚ „Мг. Price explained the system that had enabled the 
А.Е.С. to dump ita surplus production in foreign cóuntries, 

. бф said he felt that powerful weapons would be required 
to prevent a' repetition of such dumping after the war. It 
"as Do use to talk of boycotting German products. In the 
long run, British firms must compete on price if they, were 
to secure the market, and this would not be easy. Standardi- 
sation of prodact had nun important factor in the success 


ol large German factories. The history of motor-car manu- 


осе was an excellent example. > Мт: Price could not avoid. 


the conclusion that. in ,the electrical plant industry German 
‚ mpetition would not successfully be combated until British 
tums’ found a means for co-operation or amalgamation оп 
156 о88і5 which would materially reduce the cost of. pro- 
ОМ, Price went on to’ say that the Power Co's erperiencc 
9f lwo leading German .electrical firms was that. they made 
many mistakes, and had to acquire much knowledge at the 
“zpen’e of their customers. Не gave nearly a dozcn ex- 
amples, and anid that, while he was ready to admit the 
ment of much German workmanship, design, and organising 
Power, he-did. not think that the A.E G. oz their. German sub- 
(оао had reason unduly to be proud. of the record of 
ls рат which they had installed at the Victoria Falls Power 
?0..with. such a flourish of trumpets.” 
m GE. Cadet Corps.—On Saturday last'an inspec- 
atali 13 Corps, which: is formally knówn as the 1st Cadet 
m hon Sussex Yeomanry, “б ” London Company, was 
mand ce Hampstead Heath. The Corps was under the com- 
romm o. 206. E. А. Joyce, and gave an excellent display of 
.Ompanv drill and field manceuvres, culminating in an envelop- 


І охо рнек : | ie : 
aep Pvement which was carried out with a high degree of 


ww and inteHigence. After. the man i 
ice . er the manoeuvres, the Corps 
!narched to Springmead,”’ the residence of the chairman of 


l f | 
hé Genera] Electric Co.; Ltd., where they were entertained ` 


E TES 
dd inch ae - The aftérnoon was spent in a varicty of 

* "üjoved чы ng several boxing. matches, which were keenly 
invited Te LR DOE of wounded soldiers who had also heen 
was in att ; band-of. the 19th- Battalion King’s Roval’ Rifles 
ta th tendance, The weather was perfect, and the mem- 

?rouchly enjoyed themselves ' 
The South Af, 


Tr 

ae lara ID а South African newspaper just received 

wasimade to Jua Town , correspondent :—À novel application 

Y:the Supre udge-President De Villiers in the Rand. Division 

Sieinens te Court-on July 18th, when. the directors of 

company at К an order for the liquidation of the 
й hannesburg. Tt appeared from the- supporting 


% 
" i > 
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' exemption. 


African Siemens - Company.—The following. 


affidavits that the directors were not prepared to continue. the 
responsibility of..0 ce. seeing, that all the: shares pl tha com. 
pany. were really registered. in the names of. eneiny:-ehare- 
holders, or were in the possession of the. Dentsche, Bank. 
Furthermore, Siemens, Ltd., found. that. under. present. cir- 


cumstances it was impossible to carry.on the business of the 
company.. Therefore, they had resolved on. liquidation: ' The 


application was made to the Court on the ground Ма}. was 


· Just and. equitable that the.company should be. wound up. 
Mr. MacWilliam, for the applicants, stated that alikough 
there was no necessity, the directors had notified the Treasury 
of the application, and the Treasury had repliéd that it- had 
no objection to the course proposed, gubject,. of course, ::to all 
moneys realised belonging to enemy shareholders being. paid 


over to the Treasury. The Court granted a. provisional ayder 


for liquidation, but in view of the fact that the nature of the 
application was without, precedent, his lordship thought that 


- he should make a fairly lengthy return date—October, 26th. . 


_ Unemployment Insurance.—The : Board of Trade has 
Issued notices regarding the extension. of. Unemployment In- 
surance to workpeople engaged in a number of trades, *vhich 
comes into force-as from Monday, September 4th. . Two of 
the classes referred to are :—The manufacture -of* metals and 
the manufacture or repair of metal goods: the manufacture. of 
rubber and goods made therefrom. Employers are urged.to at 
once ascertain which of their workpeople are:insurable under 
the Act, and to see: that insurable persons obtain: unemploy- 


ment books as soon as possible. 


Gérman. Trade After the War.—A Reuter’ dispatch, from 
Amsterdam states that by в decree of the German. Federal 


Council an Imperial Commissioner will be appointed аз. 


director of the official board, whose task it will be ‘to supply 
and, distribute the raw materials which will be needed by 
German industry, agriculture, &с., for’ the’ trinsition perio 
from war.to peace. The Commissioner. .will þe, assisted by 


. D 


experts in all branches. 


New Zealand -Tariff.—Sir Thomas “Mackenzie, „Hig 
Commissioner for New Zealand, speaking ‚аё a meeting `a 


Glasgow the other day, said that most of New Zealand's (rade. 
in the past had been done with Great Britain, and::they :werg 


now taking. steps to conserve the trade of the Empire, within 
the Empire by placing а 50 per cent. tax upon: all enérby 
manufactured goods entering New Zealand. 8 


‚ Badges for Returned Employés.—The Salford Tramways | 


Committee, on the recommendation of Мг. G. Хү. ; Holford 
(manager) has issued badges to employés who have received 
their discharge from the Forces. The badges, .marked 
"D.S." in white on а red background, are to be returned 


when the Government badges nre issued. · .:.. 


Further Enemy Lists.—The: London Gazette’ for August 


Sth contains further: lists of persons and: bodies in! Brazil, 
Spain, Chile. Greece, Liberia," Netherlands. Swedety, arid other 
countries with whom trading is prohibited. TIN 


Exemption .Applications.—At Oldham, exemption until 


October Ist was granted ёо’ an electrician employed-at Messrs. " 
Platt Bros’. works, and exemption: until November. 18i:xwab: 
allowed to an'eléctrician and witeman emplóyed by another : 
firm. In the first case the ‘appeal was personal, and in the 
second there were appeals ‘on "both үш and: business: 


grounds, the employers stating’ that t 


: ey Were engaged on 
important ‘experimental work. £ f =. 


At Warrington, a firm of seed experts, who "appealed. for . 


their only electrician and mechanic, said. it was an-abso 
impossibility. to. get an electrician in these days. "Thi&- man 
"was 98 years of age and single. He was responsible for the 
upkeep of the whole of the-plant, which included - an -elec- 
trically driven elevator. The latter required specidl-attention ; 
it ran through seven floors, and saved the firm from ‘three to 
five men in the busy season.. In granting two mónths' exemp- 
tion, the Deputy-Mayor said thé Tribunal did:not say that’ that 
was a final exemption, but they. were-very rnuoh inclined that 
way. The man's age and ће ѓасё that hë was single: were the 
-strong points against the appeal. : 


At Dewsbury, an electrician, matried, aged 9;'and in 


iness on his own account, whose only’ brother:is ‘serving, 
a сы wife-has five brothers serving, and whó hás him- 
self done 18 months' service in the Volunteer Training Corps, 
had.his claim for exemption. disallowed, ‘but was given. two 
" grace. au MEME ee ce IE NP 
me Halifax Appeal Tribunal, Harry Smith, an electrician’s 
wireman, appealed against the decision ‘of the: рше 
‘Tribunal that he was a British subject. he having been eur 
vears in the States prior to oné year in Great-Britain. Не 
was informed that, though he. had the papers for пане 
tion as an -American subject,: he had not remained tin. t e 
States long enough to complete, the time required being- ve 
-years. | | RET MR 
he Bermondsey Tribunal,’ Leonard ‘Abol, commercia 
Шу Шш, engineer,. of Southwark. Park Roag.. applied for 
He explained ne he had been оша ТА 
years as а consulting electrical- engineer, and: that he. 
рош -his father, 78 years old; and bis mother, .67,-who 
lived with him. He was granted six months’ суеп. 3 
Before the Bucks. Appeal -Court- the Military шм 
against two months’ temporary exemption allowed, locally к 
Мт, R. G. Bridger, electrical. engineer, engaged. with fee 
Nash, of Beaconsficld.: Оп the latter's behalf, it poy 
that at-thé.London branch-there were gnly. four skilled engi- 
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peérs, but none of them was able to manage the business at 
Beaconsfield, which had been established four years. Mr. 
Bridger also looked after a branch at Gerrards Cross, and in 
Beaconefield there were 180 customers, including Lord Burn- 
ham, whose electrician had joined the Army. The exemption 
was confirmed, but endorsed- ‘* final." | й 

Before the Exeter Tribunal, Messrs. Hucklebridge & Son 
appealed for the retention of W. Smith, electrician, the only 
eligible man left out of a staff of eight. Postponement was 
given until the end of the year. . 

At Chester-le-Street (Co. Durham), an electrical engineer 
(33 and single), doing work for various firms, had his appeal 
for exemption rejected; and a wireless telegraphy student 
was given until the end of August to enable him to pass his 
final examination. bos a 

At Lincoln, appeals were made by Mr. E. White for bis 
electrician, B. C. Roe, who, he said, had entire charge of the 
installation at the 4th Northern General Hospital. The 
Tribunal allowed three months. | Ms А 
. Мг. С. Н. Baker, of Bexhill-on-Sea, appealed for his elec- 
trician, F. W. Climpson (37), the only man left. Mr. Baker . 
said that if Climpson went he would have to close down the 
business, as his own son was liable to be called up at any 
шп, for service in the Navy: Three months were con- 
ceded. 

_ fhe East Ham Tribunal has refused exemption {о Б. Е. 
ү лы electrician, whose mother is a native of Hanover. 

Àt Bath, on August 3rd, the Bath Electric Tramways, Ltd., 
app led for seven employés. The engineer and manager, Mr. 
W. -B. Hardy, said that since the war started 184 men had 
joitied te Forces, and the staff had been modified from 280 
mén aiid 30 boys and women, to 137 and 91 respectively. Six 
of ‘the. men were each allowed three months. and the other, 


a motor lorry driver, one month, with no further appeal with- _ 


out leave. i s 

Exemption until October Ist has been granted to Charles 
Homewood (28), electrician at Heath Lodge, Ullenhall, near 
Stratford-on-Avon, employed by Lieutenant Crosland, of the 
Grenadier Guards. . 
. On the appeal of Mr. С. Sommerville, borough electrical 
engineer, the Faversham Tribunal has given a month's ex- 
emption to Wallis Stanley Coe (19), a member of the staff, 
in order that another man might be prepared to take his 


- place. 


Before the East Kent Appeal Court, Mr. В. McStevens (38), 


electrician, of Deal, who 1s a conscientious objector, and was 


granted exemption from combatant service by the Local Tri- 
bunal, claimed total exemption, and said that he could not 
undertake any service whatever. He added that because of 
his conviction he refused a good appointment at Sheernéss 
Dockyard. The appeal was refuséd. 

The Berks Appeal Court has refused extended exemption 
to F. H. G. Pocock, electrician to Mr. Cain, at Wargrave 
Manor. 7 | | 

Having been medically rejected from military service, Mr. 
R. С. Walker, electrical engineer, of Reading, has been given 
total exemption by the Berks Appeal Court. 

A Northampton electrician appealed for his three sons, aged 


réspectively 25, 98, and 32, each being engaged in the busi- 


ness, they being the only members of the staff left. Tt was 
stated that if more than one was taken the business would 


. have to stop. The eldest son, who is single. was given a 


month; the youngest a final two months, and the other three 

созе on condition that he joins the Volunteer Training 
огрев. еи 

.Watford Tribunal has dismissed the appeal of Н. E. Ber-: 

ridge (81), electric light attendant with the London:& North- 
i \ 


· :Western Railway Co. | 


Before the Westmorland Appeal Court, Mr. E- C. Thorn- 
borough (28), electrical engineer, of Windermere, appealed 
against exemption until the end of August granted locally. 
It transpired that appellant's iwo brothers had been tem- 
porarily exempted, and the Chairman, saying that.one would 
certainly have to go, said the appeal would be respited for а. 
month to see if either of the other two brothers joined up. 

Wrexham Rural Tribunal has refused exemption to Leonard 
G. Pickering (23), electrician with Mr. Summers, of Shotton. 

At Worthing, Mr. Porter, borough electrical: engineer, 
appealed for several of his staff, but the Military -representa- 


‘tive (Colonel Browne) objected to two switchboard attendants, 


aged. respectively 21 and 23, on the ground that they were too 
ung їп civil life, and that their work was 
not. killed. Mr. Porter replied that a steady hand-and some 
training was necessary, and he- pointed out that under the 
actory Acts he was not allowed to put on leds younger. than 
18. "The younger of the two was allowed one month, and 
three ‘months were granted in each of the other cases. 
"Brosdstaira Tribunal, on пайм! Ist, persed further exemp- 
age ‚ previously given one month, 
са 8 ground that there was ро financial hardehip in the 
Bury St. Edmunds Tribunal has granted a certificate of 
conditional exemption to a member of the engineering staff 
aged do x the Corporation electricity works. б 
Liwelve tramcar drivers were appealed for at Southend-on- 
Sea on July 31st by the Corporation, it being urged pon it 
was impossible to find substitutes, and that the maintenance 
of the service was a public need. Mr. Birkett, for the Cor- 
poration, said that it was not in the interests of the public 


. tha& women -should act as drivers. Colonel Newitt expressed 


manager. Each was granted two months. - 


. maintained at all other parts. 


ТІ, 1916. 


а meer eee 


the opinion. that the men should be retained during the 
season, and each was’ given until November ist, with the 
proviso that they were to drill once a week.; leave to appeal 
again, if necessary, was conceded. p CP 
: On the appeal of Mr. W. E. Kidner, electrical engineer to 
the. Barking U.D.C., two months' exemption has been allowed 
to J. White, motor-man, engaged on the Beckton Light 
Railway.  . BODL ME CURT 
At Canterbury, . Mr. H. E. Philpot, electrical engineer, 
appealed for E. G. Langford (36), and G. H. Fowler (25), his 
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NEW BOARD OF TRADE REGULATIONS. 


THE following. new Regulations have heen prescribed by the Board 
of Trade, under Section Four of the Electric Lighting Act, 1888, 
in respect of electricity supply undertakings which are working 
without statutory powers :— Е 

General. 


(10) (2) The Owner on receipt of these Regulations shall fo 
with serve upon the Postmaster-General a statement containing 
full particulars of every electric line used for the supply of energy. 
together with a plan showing the mode and position їп which such 
electric line is laid. JS Zw 

(16) Where alternating current at a pressure exceeding 125 volts 
between any two conductors is used, the middle point of the wind- 
ing of the transformer on the consumer's side in the case of single- 
phase supply, or the neutral point: іп the case of two or three-phase 
supply, shall be connected with earth. hee: 

(17) Where: a medium pressure continuous-current supply or 
where alternating-current supply at a pressure exceeding 125 volts 
between any conductor and earth is used, one conductor consisting 
of one or two: continuous earthed neutral wires shall be carried 
from pole to pole. The other conductor or conductors shall be 
arranged in such a manner that in the event of breakage of one of 
them, it must make contact with the earthed conductor or with 
wires connected thereto. Se. E 


. Connection of Alternating Current Circuits with. Earth,’ 


(26) Alternating current circuits shall be connected with earth 
in accordance with the following conditions :— = 


/ 
г 


I.—GENERAL. c RE REN n 
(а) The connection. with earth shall be made only where energy 
is delivered to each circuit, that is to say, at а generating station, 
sub-station or transformer, and shall be made at а neutral point m 
the circuit and in such а manner as will ensure at all times an 
immediate and safe discharge of energy. ` oo s 

(5) The connection with earth shall be efficiently. mainja ned. 
except when it.is interrupted by means of a switch or link for the 
purpose of periodical tests for ascertaining whether any current 1s 
passing by means of the connection with-earth, ~~ - ; 

(c) The insulation of the mains shall be efficiently, maintained at 
all other parts. I Mp ae i ООО 
(d) Tests shall be periodically made to ascertain whether any 
currrent is passing by means of the connection with earth, and if 
at any time tbe current so passing exceeds one-thousandth part óf 
the maximum supply current of the circuit, steps, shall be imme- 
diately taken to improve the insulation. "m 


Connection of Concentric Mains with Earth. 


(27) Concentric mains used either for continuous or for alter- 
nating current shall be connected with earth by means of the 
external conductor ip accordance with the following conditions :— 

(a) The connection with earth shall be miade by means of the 
external conductor. | ONE M: , 

(6) The connection with earth shall be made only at the point 
or points where energy is given to each distinct circuit; namely, at 
a generating station, sub-station, or tránsformer. ". : 27:27: 7 — 

(c) The insulation of the external conductor- shalt be &fficiently 


(d) The external conductor shall form a complete metal sheath- 
ing round the inner conductor. . | seis wor mo n р 
(е) The: connection with earth shall be efficiently. maintained 
except when it is interrupted by means-of.a switch or link for the 
purpose of periodical tests for ascertaining whether any current is 
passing by means of the connection with earth. . 
(f) Tests shall be periodically made to ascertain whether any 
current is passing by means of tbe connection with earth, and if 
at any time the current passing by means of. the conneetion with 
earth exceeds one-thousandth part.of the maximum.supply curren 
of the circuit, steps shall be immediately taken to improve the 
insulation. | ПСА. 


Patent -Restoration.—Application for’ restoration of 
Patent No. 13,719, of 1908, for “Improvements in or relating to 
squirrel-cage rotors for induction motors and alternatoré, has been 


. made by J. С. B. Ingleby, >- .. Sa lo 


. week between representatives 


those of industry. 
pared than we for"the war in the field, and, with | 
characteristic thoroughness, she is now organising | 


, 
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GERMAN PREPARATIONS FOR PEACE. 


_ WHETHER Peace comes this year, next year or 


later, it will probably consist. simply in exchanging 


one method of warfare for another—in laying 


down the weapons of the field and taking up 
Germcny was better pre- 


every branch and phase of her industrial and 
economic system for the struggle to come. Acting 
vigorously on the policy that union is strength, Ger- 
man municipal, commercial, and industrial interests 
are welding themselves into a number of unions 
with definite aims and undeniable potentialities. 


The cases cited below. may be taken as typical, and, 


jn the light of the past two years' expérience, it 


would.be futile to assume that the details of the 


. Organisations are weak or ill-considered. 


Conferences took place їп Vienna during Easter 
of the Verband 


"Deutscher Diplom. Ingenieure and the. Oesterrei- 


chischen Ingenieur u. Archtitekten Verein, with a 


. view to establishing a Central European enduring 
and influential union of university-trained technolo- 


gists. Complete agreement was reached as to the 


.aims of the Union, and a working committee has 


been established to deal with scientific and profes- 
sional questions. Steps have already been taken to 


. secure the co-operation of academic engineering 


associations in other States allied with the Centrál 
Powers. How much a similar. Union with the 
academic interests of our Colonies, to say nothing 
of our Allies, would mean to all the contracting 
parties! | Е 

The vast technical production which the war has 
demanded, and which will not decrease after Peace 
is declared, has led the great technical and scientific 
associations, to which Germany owes so much, to 


. appreciate the new problems which await them and 
{о combine for their solutión.. A Union of Tech- 


nical and Scientific Associations (Deutschen Ver- 


Вава ` Technisch-wissenschaftlichen Vereine) has 


., been formed with a view to Serving the nation to a 


yet higher degree than in the past with the whole 
technital-power of-all:branches of industry, and to 
securing to the various branches of engineering, to 


chemistry, and to architecture, the position to which: 


they are entitled in the scheme of economic and 


' State organisation and policy. Affiliated to the new 


Union are the Verein Deutscher Ingenieure," Ver- 
band Deutscher Architekten u. Ingenieur Vereine, 
Verein Deutscher Eisenhüttenleute, Verein Deuts- 
cher Chemiker, Verband Deutscher Elektrotech- 


hiker, and the Schiffbautechnische Gesellschaft. 


Prof. C. Busley. has been elected president, Herr 


. Paurat Taaks vice-president, and Dr. Th. Diehl 


business manager. It would be unwise to under- 


. estimate the possibilities of this great Union, which 


_ Meal ‘codes and technical education. : 
. ЖШ be at the disposal of State, municipal, and other 


Me 


- 


Tépresents about 60,000 members of the Associa- 


. tens concerned, and constitutes a powerful organi- 
sation exerting influence all over Germany. The · 


+ Union has amongst its aims the safeguarding of 
© Mdustrial interests as affected by existing or new 


laws, and the ітргоуетё,т and unification of tech- 


1 bodies in all matters relating to technical problems, 
+: Subcommittees 


ie of suitable composition: being 
3Ppouted to deal with individual problems. As 
might be expected, the Union does not propose to 
ше its activities within the borders of Germany. 
t will establish close relations with technical and 


qistrial organisations in countries now allied to: 
..-Hmany, and, “ with the support of the authori- 


+ tles, it will demonstrate by its. actions that the 


г i : 1 
“Presentatives of technics are ready to work in 


The Union 


unison with the representatives of other callings to 
solve the problems which will arise after the: war.” 


` There is a certain amount of bombast in these sweep- 


ing claims, but one has not far to turn to find ex- 
amples of German “ penetration,” the number and 
extent of which has only been fully appreciated since 
the oütbreak of war. The long: experience of the 
above Associations, each in its own sphere, places 


the new Union in a position to deal. effectively with 
` {һе most diverse problems, and makes-it an organi- 


satio which must be reckoned with Sériously. 
Germany is counting a great. deal—doubtless far 
too much—on her relative immunity from war losses 
of merchant vessels. From German shipping: jour- 
nals reaching this country, it is clear that elaborate 
plans have been made to utilise interned: shipping 
the moment Peace is declared. Even such details 
as the best way to advise captains im remote ports 
of changes in navigation marks have béen dis- 
cussed! Naturally, in all this Germany is reckon- 


‘ing without her hosts, but the point is that. organi- 
sations have been constituted and plans laid. so that. 


German recovery from the war may be as rapid as 
possible, and so that full advantage may be taken 
of any laxity or weakness on the part of the Allies. 
Another phase of German activity lies in advising 
all interested parties in Germany of the. measures 
that are being taken by the ‘Allies for the present- 
elimination of enemy trading and the future limita- 
tion of German influence. This work is being car- 
ried out by every Chamber of Commerce and 
Verein—each in its own sphere—and the distribu- 
tion of this information naturally facilitates the 
arrangement of future policies and forms the step- 
ping-stone to retaliatory measures. To cite-only a 
few examples, the Institute for Sea Commerce and 
World Economics (of- the Kiel University) informs 
applicants gratis whether the Board of Trade has 


. sanctioned the working of specified German. patents 
` by English firms, or whether am application is 


under consideration or rejected. Wide publicity is 
given to the fact that we have now followed Aus- 
tralia's lead оп the matter of quashing contracts 
made by German smelters in the. Broken Hill and 
other mines, so as to free the Australian: zinc and 
lead industry from the German control under which 
it has hitherto existed. · Again, а list is being kept 
at the ‘offices of the ‘‘ Nachrichten fur Handel, In- 


. dustrie u. Landwirtschaft ” (Berlin) of the names of 
“enemy firms. compulsorily wound up under our 


"trading with the enemy " regulations. Imme- 
diately following this announcement is one to the 
effect that the B»itish-owned electricity station at 
Usingen has been placed under zwangsverwaltung 
(compulsory administration). ES oar 
Under present conditions, and owing to the care 


with: which details of plans are.concealed bv the 


` enemy, it is impossible to give a comprehensive sur- 


vey of German plans for after the war. It would be 
futile to believe that those plans are ill-considered. 
or even {һай they are not based on a recognition of 
the very difficult position in which Germany will 
find herself. The leaders of German industry and 
commerce are under no illusions as to the military 
situation. Their plans are not likely to presume 
victory in the field, but, rather to provide for a 
stern.uphill fight, first to recuperation, later to an- 
other bid for supremacy. Perhaps it is not necessary 
that we should know the details of the enemy’s plans. 
Their general aim is clear enough, and every manu- 
facturer, financier, and trader should know how, in 
his :own particular field, that aim could best Бе 
realised. That being determined, we may safely 


_assume that that way will be the one which the 
"enemy will endeavour to follow. Our policy must 


be to dam the percolating streams of enemy trading 
so that they never again sweep through our fac- 
tories and markets or float the stranded wreck of 
Prussianism. For the rest, we need a strong con- 
structive. policy of co-operative: development, the 


THE ELECTRICAL REVIEW. Vel. 79. No 2,020, AUGUST 11, 1916. 


D 
* g . M ` 


energy and guidance for which. .must come first from 
within our industries, so that they may then compel 
adequate.asgistance from without. | í 


' 


AMERICAN . ELECTRIC COOKING NOTES. 
Бвокмт issues of the American pdpérs have contained many 
references to electrical cooking matters, indicating the extreme 
interest, which is being taken in this.class of business. The 
Electric Range Committee of the N.E.L.A.. in its convention 


report predicted that the companies on the Pacific Coast and - 


adjoining areas would sell 10,000 electric ranges this year, and 
great efforts are being made to justify this forecast. In а 
paper dealing with the development of the electric range load, 
Mr. P. L. Miles, of the Globe Stove Co., classified 2,884 
American towns according to the rates charged, and it would 


, appear that more than half the number have rates of 4 to 5 


cents per KW.-hr., while only 835 have adopted a rate as low 
as 3 cents or less—which.the author hints must contain a 
pront margin, as it is scarcely likely that all these managers 

ave miscalculated their rates. n 

It must be admitted that the bulk of the rates mentioned 
appear prohibitive to English eyes, but then, as we have pre- 
viously pointed out, American conditions are widely different 


from our own. Mr. Miles's firm was called on to investigate ` 


the attitude of consumers towards electric cooking, апі can- 
vassed the views of housewives in 20 cities and towns with this 


object in view. The following data was obtained : 26 per cent. - 


had considered buying electric stoves; 11 per cent. were willing 


. to pay 100 per cent. more*than at present; 27 per cent. were 
willing 


to pay 50 per cent. more. Mr. Miles takes this as an 
indication of willingness of the American housewife to pay 
more for électric cooking. As to the proved advantages of 


' electric cooking, it was found that 37 per cent. of those can- 


. result in diminished eost. ·. 


vassed knew electric cooking was cleanly, but only 1 per cent. 
knew that.it would save on the meat bills; 94 per cent. knew 
it was more convenient; 6 per cent. that it was cooler, and 3 
т cent. that it was safer than gas. Whether the data col- 
ected is of а really reliable nature is open to question, but 
we admire the enterprise of our American friends in this mat- 
ter, and their evident determination to leave. no stone unturned 
in the endeavour to obtain new business. | 
Mr. Miles, however, argues at some length on the question 
of thé comparative costliness of the electrical stove—which he 
says is about twice as expensive as a gas range in the States— 
.With a view ,to proving that not reduced first cost but efficient 
salesmanship is the necessary factor for securing the more ex- 
tended use of electric cooking appliances—this, notwithétand- 
ing that, ав he admits, the bulk of the central-station commer- 
cial men hold an opposite view on the price question. At the 
eame time his remarks on the rate question seem. to indicate 
that he would have these same central-station men reduce their 
rates to the 3 cent level. | n 
Mr. George Hughes, the well-known American electric stove 
manufacturer, expresses the opinion’ that the cost of the electric 
cooking range always will be higher than that of its gas proto- 
type, because of superior construction and higher efficiency — 
according to Mr. Hughes, 85 per cent. as against 15 per cent. 
for the gas range—but that increased production will naturally 
Не · also explained. that electric 
ranges "were being sold in face of the competition of cheap 
natural gas, and laid stress on the point that electricity was 
being sold оп а quality, not a price basis—all of which indi- 
cates that money is much more plentiful, and the business 
instincts of the gas undertakings much less keen, in America 
than in this country. 8 | ied 
Whatever may be the American conditions, in this country, 
at any rate, electric cooking will only come into its own through 
the agency of general hiring-out arrangements: the great 
majority of domestic users do not wish to be saddled with the 
Poses lon of costly apparatus, which may require to be moved 
rom one supply area to another where supply conditions 
differ; the habit of obtaining domestic cooking "service ” from 
the Јоса] supplier for a rental charge is ingrained, and it has 
many advantages. | ын е: SD ; 
- The Electrical World, in discussing recently the question of 
using electricity in bakeries, pointed out the exceptional value 
о. ou load, which comes on at midnight, to the central 
on. IDEE i А 


Our contemporary вауз:—" Experience on Ње Western 


Coast indicates also that the initial cost of the electric .equip-. 


ment is lower than that of brick ovens now usually i 

and'it ts claimed that the cost for current is not ннан 
Operating costs depend, as їз often the case, on the intelligent 
use of thd electric oven: by the operator. One bake oven in- 
stalled at Portland made. tho first baking with a coneumption 
of 48 Kw.-hours. This was disappointingly high. On.the second 
day the baker regulated the heat more caref ully and the baking 
was equally well done with a consumption of 35 xw ..hours. 


Oven heats on the third day were regulated according to the: | 


more intimate knowledge of the mannfacturers' representative 
who was present. The consumption for the same baking on 
the third day was 24 xw.-hours. If the consumption had been 
З KW.-hours lower than this minimum the current cost would 
have just equalled the cost of the wood formerly used in the 


. 


same shop. In point of revenue the bake oven is one of the 
rods, 1 ol tho most, desirable: kind of load that has yet 
appeared in the Western field. One bake oven installed on 
the Pacific Coast increased the power company’s current in- 
eome in the ratio of $3,000 per year. Not the least important 
factor in the development of this business, aside from the en- 
gineering and cost questions involved, is the advertising value 
to the baker of electricity for baking and other purposes. 
Cleanliness and certainty of temperature control are factors 
which can be suitably advertised to the, public. With elec- 
trically-driven mixing machinery and electric delivery wagons 
the baker has а basis for a striking advertising campaign of 
his own." | s 

It is astonishing that so little progress has, to appearance, 
been made in this country in bakery supply, apart from motot 
applications, although under the conditions prevailing in Lon- 
don and other large English cities, where space is valuable and 
labour dear, there would appear to be every incentive to push 
this particular class of business quite apart from hygienic con- 
siderations. Electrically baked bread, turned out on a small 
&cale, has proved а most satisfactory product, and we do not 
doubt that specialisation in the larger field would lead to 
equally satisfactory results. An electrical cooking equipment 
has been installed at a restaurant in Sacremento, Cal., to pro- 
vide 20,000 meals a month. Electrical heat is.used for all 
purposes, including water heating, and ‘the total loading for 
cooking purposes amounts to 105 KW. An. average of. .623 unit 
per meal is required, costing 1.2 cents per person served, and 
an actual saving of 90 dollars per month in the restaurant's 
meat bill has been effected through the lessened shrinkage of 
meat while cooking, ав compared with oil and gas’ cooking. 
Amongst new American range designs-is a somewhat novel 
combination gas and electric stove which has been developed 
by.the Westinghouse Co. (U.S.A.). This is equipped with gas 
burners on the top and an electric oven, it being claimed to 
be particularly adapted to lócalities where the cost of energy 
is high, and therefore stove top heating, requiring continuoüs 
application of heat, is rather expensive with electricity. The 
oven is equipped with an automatic time switch for turnin 
on current and thermostatic temperature control, and it wil 
be seen that the design is dictated by price rather than the 
quality consideration emphasised by Mr. Hughes. : i 
‚ The conclusions arrived at by the Electrie Range Com- 
mittee of the National Electric Light Association regard- 
ing American practice in tariffs for electric cooking, etc., 
were that no definite form of rate could be recommended for 
general use since local conditions exercise such a preat in- 

uence on the business., The Committee did not believe that 


electric cooking in the average sized home could be secured on 


a three cent rate, while а lower rate would be necessary for 
hotels and large installations. A combination rate‘should be 
either a load factor rate or some modification; euch ав & room 
rate, eo as to protect present lighting earnings, ‚апд. should 
have a minimum monthly bill of two dollars or more. 

Information was obtained from companies supplying some 
three million consumers in various parts of the country, and 
these reported only 21 per cent. as many electric water heaters 
in use as electric ranges. It was found that if a water heater 


^ Was used as well as а cooking stove, the average monthly energy 


consumption of the latter fell fróm 100 units to 80 units, show- 
ing that the range without a separate water heater is.used for 
heating water sufficiently to increase the monthly energy con- 
sumption by 25 per cent. The majority of companies supply- 


ing water heating use a double-throw ‘switch, and find the 


maximum energy consumptión per mónth for a range; allow- 
ing а eatisfactory water heating flat rate service for an.average 
family-to be :—600-watt water heater, 125 units on-range; 150: 
watt water heater, 150 units on range; 1,000-watt water heater, 
units on range. With the double-throw ewitch arrange- 
ment, either the water heater or the range is on the system 
peak, and a long-hoür range user does not obtain as much hot 
water from a flat-rate water heater as does. a short-hour range 
üser, although he probably wants more. . 
One concern estimates that а water-heating flat rate of thtee 
ollare per KW. month, with the double-throw switch arrange- 


‚ ment, so that the heater is not on with the range, is equivalent 


to a price of 4 cent per unit. . MEE Те 
While the advantages of a combination rate, for domestic 
Service are appreciated (as in this country) it is pointed out 
that' during the development stage it -is ‘sometimes better 
to- have separate bills for: different services; an objection 
mentioned, is. the difficulty of securing -proper registration of 
lighting loads on a meter large enough to handle the- electric 
range. The Southern California Edison Co. has adopted a com- 
bination lighting and heating rate in which there is a primary 
charge per unit, on à certain number of units depending оп 
the active rooms in the house and 'a secondary; charge ‘for 
excess consumption. The Pacific Gas and Electric.Co:, at San 
Francisco, has a heating’and power rate bused on the active 
connected ‘load, with a primary unit charge for initial energy 
consumption and a low secondary rate for excess-anits. . Active 
load .consists. of the first 2 Kw. installed and-half of any excess 
load, Minimum charges of 2-23 dollars per month are impose 
with both these rates. The Wilmington and’ Philadelphia 
Traction Co. adopts a fixed rate for heating of 13-dollare ‘per 
month per Kw. of prearranged demand, plus a charge of бс. 
per unit for energy used if this demand is exceeded... Thus 
the consumer can make unlimited use of his apparatus at a 
fixed price, providing the prearranged demand is not ex- 
ceeded; he can also: fix bis: own demand in accordince with 
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domestie: requirements, the company being safeguarded by-the 
excess charge. [1/18 found in practice that a 3.6 Kw. range 
rarely exceeds a demand of 2 Kw. One advantage of such a 


rate is the incentive to ene nour use, with corresponding im: 


provement in load factor; the company is also secure of a cer- 
tain income in advance, a consideration which has: met with 
appreciation on this side, Any discussion of electric water 
heating in this country usually raises the bath-water bogey; 
but it would appear that there is scope for water heating on 
а small ecale for cooking purposes in conjunction with the 
electric stove, using the throw-over switch arrangement, во 
that the water heater or the stove is always connected to the 
supply; if in addition the limited Kw. demand and excess 
charge system adopted by the Wilmington and Philadelphia 


Co., or its equivalent, could be incorporated, it is possible that . 


the long-hour load resulting would justify a low average price 
per unit. i | 


..., LEGAL. 


STEALING ELECTRICAL Goops. 


AT the Mansion House :Police Court, on the 28th. alt., ‘Stanley 
Arthur Keeley, 26, clerk and stock-keeper, and Wm. John Dupoy, 
42, carman, were charged before Mr. Alderman Moore with stealing 
and receiving, on July 20th. from 16, Queenhithe, Upper Thames 
Street; а quantity of electrical appliances, value £7 10s., the 
property of the General Electric Co., Ltd. Keeley was charged further 
with stealing an electrical table cloth and plugs. and an electric 
standard and other articles, value £110. In consequence of com- 
plaints of the loss of electrical appliances from the company's 
premises, observation was kept by the police, and on the 20th ult. 
the defendant Dupoy was stopped as he was in the act of driving 
away in a van in which a number of stolen articles-had been placed 


by Keeley. who had been three years in the employ of the company. - 


Both men were arrested. At Keeley's address the police found a 
number of electrical appliances, including an electric table cover 
and an electric standard lamp. ': When shown the property. Keeley 
said. " These are articles I have stolen, and Dupoy has taken them 
away for me." i | 

Јонх Ww. JoXEs, storekeeper to the General Electric- Co. ` 
rl. Queen Victoria Street. said the articles contained in the list 
produced by the police were the property of the company, 'and 
Were of the value of £110 17s. 9d. Keeley admitted that he had 
stolen the articles during the past 18 months. 

MR. SAMUELSON, on behalf of the firm, said though these 
robberies were a serious matter, having regard to their previous 
A charactera, they did not wish to press the case unduly against 

e щеп, er eae 

Keeley was sentenced to three months’ hard labour, a 
опе month's hard labour. i eee 
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BUSINESS NOTES. - 


" Trade Openings in-Italy.—From the British Chamber of 

таша for Italy, at Genoa, we have received further lists of 

4 3 who former]y did business with German and Austrian houses, 

-n ате DOW seeking British connections. : We select the 

fellowing v S: І 3 | b 

E Representative at-Genga can place belting, industrjal 

eee PR rias inery, paekings for- engines, motors, 

ms (So. Rd pampa, tubes, пева Apparatus 
*0. 1.085, Agents at Turin і і i i А 

: E f require engineering articles. 

Ko T tools; hardware, lights. : (T. E.O. к C). VNB DUE 

ырен fee иіле, with office at Cagliari and Rome, would act 
Xo T electrical, scientific, and telephonic apparatus. . 

Ко ашы син at Como would buy glassware. ‘porcelains, 

CGE) 7 Hels for electric, gas and petroleum illumination. 


rade Tour. Ја Spain.—4 movement to "improve our 


‘rade with Spain 1 star 
| with Spain Баз. been started by the, Foreign Office. : In Spain E 


Britia o. 
tives of е, d arrangements are being made for representa- 
di 0 L2 Industries to apend a month visiting the principal 


Шеге ig Казр ДҮ 6 Д 
E probably a good opportunity of replacing many. German by 


ammere NE DUCTA 
lany sonl par айп, Тһе Foreign Office suggests that the 
‘it of aetna] pin ns 29 - arge, that it should. as far as possible con- 
Чош арте 99 Ts of large firms, and that the trades concerned 
Of cach бш hel M Tepresentutive rather than send à member 
etter relations a P Jest would be ratherto lay the foundations of 
‘Tule than act omc, to discuss tbe questions. applicable to a whole 


"Рашер wil] Аксы : 
il) assist in making arrangements. and possibly will 


"трапу the "у, s 
an ere “ERN. uM gyros Р | 
rule Supplems qd. iv. The four. wil be unofficial.-— The Times 


И I: conheetinn with the 

tor ee to x leading article і | 

i h Ц. oi 3 n v | a - a pain.” 

" ine : Ы ue British Electrical Enterprise in Spain." 

nee miad y [o PPProval .the suggestion of Vice-Consul 
itution of Electrical Engineers, ‘or, some 
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other representative combination of British manufacturers,” should 
take steps to investigate the Spanish market. We proposed that 
the Electrical Manufacturers’ Association should take action. May 
it not come to that éven after eight years? | ^ ^ зс 


- Book Notices.—‘ Polyglot Rubber Trade Directory of 
the U.S.A. and Canada.” 1916. New York: The India- Rubber 
World, Price $3,50. . ; ig ee : 

· Science Abstracts, “ А and B." Vol XIX. Раг Т. July 23th, 
1916. London: E. & F.N. Spon, Ltd. -Price Is, 6d. each net. 


. '"Alternating Currents.” ‘Vol. II. By A. Russell. Price 15s. 


net. Cambridge University Press. 

., The Telegraph and Telephone Journal. . Vol. ТЇ. No,” 23. 
August, 1916. The Editing Committee : СРО: North, ^ -. 

` _ " Proceedings of the American Institute of Electrical Engineers.” 
Vol. XXXV. No.7. July, 1916. New York: The Institute. ` 
- The Air Supply to Boiler Rooms of Modern Ships of War." 

By R. W. Allen. . Bedford: From the Author. ern f 


Bankruptcy Proceedings, —R. E. CONNOLD, “electrician, 
Canterbury.—A. first dividend of 3s. 4d. in the £ is payable August 
23rd, at the offices of Corfield and Cripwell, 119, Finsbury. Pave- 
ment, EC. ' "MEM : : 

Catalogues and Lists.—FosTER ENGINEERING O0., 
LTD., Wimbledon, 8.W.—Several new illustrated price-lists dealing 
with. various manufactures, as follows:—No. 101A: Half-watt 
lamp cases for positions where ornamentation or decoration is of 
consequence ; No. 101B : Foster half-watt lamp cases for industrial 
lighting, munition factories, yards, &c.; No. 102A : The " Wim- 
bledon" half-watt lamp case, solid copper, oxidised, for either 


outdoor or indoor service; No. 141: Foster drawn-wire metal. 


filament lamps for motor-car lighting. pocket lamps, hànd lamps, 
бе. ; No. 140 : Foster drawn-wire lamps of various shapes, styles, &с,. 
Messrs. JOHNSON & PHILLIPS, LTD., Charlton, S.E.— Three new 
illustrated lists, giving detailed drawings and particulars, as fol- 
low:—JB 1, dealing with sealing ends of British white-giazed 
porcelain for use with and without rubber ends; JB 2, relating to 
colliery boxes, and cable accessories for mining work ; and JB 3, 
showing inverted pole-type trifurcating boxes. | do d 
Messrs. DYER & YOUNG, Stansted, Essex.—A catalogue, which 
takes an unusual form, has been issued. It consists of: eight large 


sheets with metal top and bottom edging, the whole caught together 


at the top, so as to form a roll. Each sheet shows a number of élear 
drawings of standard tramway controller fingers of different types, 
including B.T.H.. W.H., Brush, D.K. and othera, also segments, &c. 
For Sale.—Mussrs. WHEATLEY KIRK, PRICE..&; Co., 
the agents for the Controller appointed by the.B, of T., invite 
tenders by August 28th, for the stock of electric lamps, accessories, 
office furniture, &c., of Krupka & Jacoby, Ltd. . M" 
By order of the Controller appointed by the. B.of T., Mr. E. 
Owers will offer for sale by auction on the premises on August 30th, 
the stock-in-trade, office furniture, &c., of Isaria, Ltd., 208, Tower 
Bridge Road. Particulars appear in our advertisement’ pages 
‚ to-day. | , P ges 
Dissolutions and Liquidations. — ANGLO - COLONIAL 
ENGINEERING Co., LTD.— This company is winding up voluntarily, 
with Mr. G. E. Corfield, Balfour House, E.C., as liquidator. A 
meeting of creditors was held on August 7th. à 
MILLER ANTI-FRICTION METAL Co., LTD.—This company is 
winding up: voluntarily, with Mr.. A., Hennings, of 3, Gore Street, 
Manchester, as liquidator. Creditors must send particulars of their 
debts, &c., by September 8th. А meeting of creditors is calfed for 
August 15th. ` à AC AA 
INSTITUTE OF INDUSTRY (ОЕ GREAT BRITAIN AND IRELAND), 
LTD.—This company is winding up’ voluntarily! with: Mr. ds W. 
Hawkins, Basildon House, E.C.. as liquidator. с | : — . | 
. BIDDLE AUTOMATIC SIGNAL: LTD.—A meeting is called: for 


September 8th,at.25. Victoria Street, S.W., to hear an account of 


' 


the winding-up from the liquidator, Mr. W. Braby. | 
Copper Prices.—Messrs. F, Smith & Co. and Messrs. 

James & Shakespeare report: August 2nd.—No changes in prices 

quoted last week. ` Í К Fas 
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LIGHTING AND- POWER NOTES. - 


- Abercarm.— The +B. of T. has extended the.period:under 
tie" Extension Order of-1915'(Abercarn’ Electric’ Lighting. Order, 
. 1914), of the Sonth Wales Electrical Power Distribution ‘Co. by 
ohe year. ОТ arce ЕК DX A 

* Aberdeen.—N &w `. PLANT.—The , Electricity Cammittee 
recommends. that.a new turbo-generating set.for the electricity 
station be purchased from Messrs, Parsons. -The.Committee reports 
that the units generated in. June showed.an increase “of 243,620 
compared with the-same month last.year, . .. .. 7. 

_Argentina.—Furr SHORTAGE.—The town -of Bahia 
Blanca is threatened with the cutting off of the electric “light, 
owing to the lack of coal. The local company endeavoured to 
obtain petroleum from the Minister of Agriculture, offering to pay 
current official prices, but without success: the trials made with 
wood fuel have not proved satisfactory. The stock af. fuel Was 
expected to last up to the 16th of last. month, when the service 
would have to be suspended.— Heview of the River Plate, Е 
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would belong to Ontario and half to New York.— Elec. World. 
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Atherton.—LINKING-UP . PRoPosAr.--The : Electricity 


Committee has had under consideration the proposed linking-up 


: - -with the Lancashire Electric Power Co.'s system for the extra supply, 
ОТТ of-electricity required for the district, which it is‘ estimated will 


involve an expenditure of about £800, and has: decided that the 
Council should agree with the South Lancashire Tramways Со. to © 


pay half the cost. of carrying out the work, with the amount 
stated as the maximum. ` ` 


Barking.— REVISED CHARGES.— The U.D.G. has amended 


` the charges for enrrent for power and heating to 144. per unit for 
.:8:001 to 80,000 units per: month; plus:a war increase of à per cent: ; 
г 80:001 to 200.000: to 14d.; beyond, id. Subject to a loan being . 
.sanobioned, power is to be supplied. to the works "of the Cape 
: Asbestos Co. for the term of three years. © ^ — - E 


..' "Belfast. —r kAR's WoRkING.— The Tramways and Elec-- 


tricity Committee reports a profit of £17,492 on- the electricity 
department on last year, partly due to the sale of a million ` 
additional units. It is proposed to give the usual £5,000 to 


ће relief of rates. The tramway accounts show a profit for the 
‘year of £7,860. s 


Canada.— The Hydro-Eleetric Power Commission has 
completed arrangements with the Pine River Light and Power Co. 


. whereby all of the transmission lines, sub-station equipments and 


a portion of the apparatus at the development at Hornings Mills 
will be taken over and utiliSed'as a portion of the Eugenia system. 


. These lines will be used to serve Shelburne, Orangeville and Horn- 


ings Mills, and these municipalities are already being supplied with 
hydro power by the amalgamation of the two systems, and pre- 
parations are being made to serve the municipalities of Grand 
Valley and Arthur by using the portion of the line purchased from 
the Pine River Light and Power Co., and by constructing approxi- 
mately 12 miles of new line.— Canadian Electrical News. 

The Thomson-Porter Cataract Co. is reported to have submitted 
plans to the Canadian Government, for а 2,000,000-H.P. hydro-elec- 


- tric development below Niagara, which will not disturb the Horse- 


shoe and American falls, and will cost $100.000,000. А charter 
has been asked for to construct in the rapids below the falls an 
international dam to raise the water 100 ft.: half the power 


According to the-Canadian Electrical News. work has been 


- started on the Bay of Fundy tide power project at Cape Split. 


N.B., by the Cape Split Development Co. We referred recently to 
the demonstration of an experimental tide motor which it is pro- 


_ posed to employ on this site. 


Chesterfield. — РкороѕЕр Works Extensions. — The 
proposal to transfer the electricity works from Brampton to a larger 
site has been considered by the T.C. Mr. S. L. Pearce. of Man- 
chester, advised that it would be better to remain on the present 
site, and application has been made to the L.G.B. for authority to 
carry out the proposed extensions: in the event. of this being 
obtained, the scheme for extensions will be submitted to the full 
Council for approval.. " ^ ке = 
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: Darlington.—At a Council meeting last week, the elec- 
trical engineer reported an increase of 33°96 per cent. in the 
number of units-generated during the three months ended April Ist 


' Dawlish.—PRIcE. TNeREASE.— The Electricity Co. has 


-> applied to the U-D.C, for permission to increase its charges for 


cufrent to private consumers by. 10 per cent:. until such times as 
prices of stores again become nórmal. The Council has agreed: 


- фо the request... .. . . fie QE 
©. Dewsbury.—A Sub-Committee is to consider the pro- 


poked agreement with the Yorkshire Electric Power Co. for the . 
supply of electricity to Ravensthorpe. A special tariff is to be pro- 


' vided for-those consumers who are not eligible -for the rateable | 
hg value system :— Lighting at the usual rates, and heating or cooking 
" to he on а flat rate of 1d. per unit (plus the increased percentage in 


force), and such consumers must guarantee a minimum of at least 
£2. per half-year for heating and cooking, and adhere to this system 
for at least 12 months. ` Ne 
. Elland.—PRICE Increase.—The Electricity Committee 
has decided to advance the price of current from 44d. to 5d. per 
unit, and the rate for power-by 7j per cent. 
Exeter.—Y cag s Wornkinc.—Thereport of the city electri- 
calengineer, Mr. H. D. Munro, on the working af the electricity under- 


- taking for the year ended March 31st, shows that the total revenue 


was £20,172 ; expenditure amounted to £12,753, leaving a gross sur- 


.plusof. £7.719; sinking fund and income-tax charges absorbed: 
| £1,597,leavirig a net surplus of £122. The increased price of coal and 
. the loss in revenue of #524 due to lighting restrictions. and the 
'incréased' charges for income-tax, interest, and sinking fund, 
. "absorbed nearly the whole of the gross surplus. Owing to the 


economical working of the new steam turbo-alternator during 
nine moriths.there was a decrease of 368 tons in coal consumptior 

although 419.000 additional units were generated, also a saving 
of £120 in the costs: of oil and water. The consumers increased 
by 100, and the power demand by over 210 H.P. £2,474, the 
costs for mains extensions, and £785 for accessories forthe new 
turbine, were paid out of the reserve and renewal funds, as the 


T.C. was not permitted to draw on the loans sanctioned for 
these purposes.. 


Frome.—STREET LIGHTING.—On account of restricted 


lighting the public lighting account of the U.D.C. has been reduced ^ 
by.£200 by Messrs, Edmundson; the contractors. Pos 


a 


‘by one year under the Gelligaer (Beülinog-àzid Fo hriwy ЕТ. order 
to a supply of electricity for Hale, owing to the: restrictions 
. current, due to the, operation of. the. Summer Time Act, the T.C. 


' meeting recently, at which Mr. К. T. B. Treaster, the Director of . 


the Periyar scheme, and it was necessary that the Council should . 


-from those of the existing hydro-electric scheme. The company under- __ 


and to apply for the electricity works to be declared. a. controlled 


Gelligaer.—The Board of Trade has extendeéd.the time 


1914. е и 

Hale.—An end has been made of the negotiations by the 
Farnham R.D.C. with the Gas and.Eleotricity :Оо., with reference 
imposed by-the Treasury upon expenditure, makíng it impossible 
for the mains to be extended whilst the war lasts. 


Hereford.—On account of the diminished consumption of 


has decided to levy a minimum charge of 10s. per quarter in cases 
where not more than 20 units are used. 


India.—The Madura Municipal Council held a. special ‚ 


Industries, Madras, explained the attitude of the Government on . 
the subject of introducing electric lighting into the municipality. - 
At present it would not’ be possible for the Government to take up . 


have its own scheme. The total cost would be nearly a lakh of . 
rupees, and would provide for 2,500 25-c.P. lights апа 200 fans. 
Mr. Tressler is to advise the Council how to proceed with regard to . 
the matter.—7ndian Engineering. "EM ЕТИ 

It is stated that the Tata Co. is engaged on a further 40,000-H.P. . 
hydro-electric scheme, the head works. of .which will be 10 miles : 


took to supply 40,000 H.P. to Bombay from the latter, and 30,000 H.P. - 
is already being delivered, while, were all the-mills electrified, itis . 
considered that Bombay could absorb 100,000 H:P.— Financier. | 
Leigh.—CoLLrERY SuPPLY.— The Westleigh Colliery Co. 
is to be informed that the Corporation is not prepared to allow the. 
Lancashire Electric Power Со. to supply it with electricity, but.. 


_ that the Corporation is -prepared to give a supply on terms to be 


agreed upon between the. company and itself, and, failing such - 


- agreement, on terms to Ье fixed by the B. of T. 


London. — ÉAxMERsurTH. — Year’s WonkryG. — The-: 
annual report of Mr. G. G. Bell, the borough electrical engineer, forthe ^. 


_ year ended March 31st, points out that the undertaking is one of the: 


few where the rates charged for electricity are still maintained at 
pre-war figures, and that a net profit of nearly £600 was earned. 
Owing to the lighting restrictions, and the disappearance of units v: 
purchased and resold, the total sales, 11,178,294. units, show an . 
increase of only 1,461,042 units, compared with the previous уеаг 
but the units sold from the Hammersmith generating station show >` 
an increase of 2,000,018, entirely due to the power load, -The most 
important item in the accounts, with the exception of the capital -. 
charge, is fuel, the cost of -which has increased in.two ways ; firet, — 
by the increased initial cost; and, second, owing to. large con- .' 
signments being carted to the generating station from railway 
sidings instead of being delivered at Chancellor's Wharf.. . | 
„Тһе cost of pumping coal from Chancellor's Wharf. by. means of 
coal-pumping: plant, and handling same, is only 4°57d.. per ton. 
The saving that would have been effected if.the-whole of the coal 
delivered at the sidings (11:390 toris) had been pumped; would have: 
been £391. The.cost of -cartage from” sidings being #1,054, and 
the cost of pumping 11.390 tons at. 4'57d. per ton. plus 9d: per ton 
for delivery by barge, would have been £663. The total cost of 
cartage would have béen ;further-íncreased ifthe. coal-pumping 
plant (which js naw in:successful operation) had тїбї, been: installed : 
6,872 tons of coal were pumped during the year аса eet; to the 


‚ departmentof £57 for electrical energy used by the-plan With 
the coal tanks in use no trouble was experienced; asin: previous 


years, from.the coal stock catching fire, ^ : · ^77 07 050578 
. The total units generated were 13,271,640 ; only 1,161 units wete 
purchased: -The maximum demand was 5,980 Kw.,&nd 971 motots 


. of.9.126 H.P. are connected to the mains. The total revenue wás 


£64,117 ; works cost and special expenditure amounted to £39,188, 
and gross profit to £24,629; while the net profit was £595, ds 
compared with £3,717 in the previous year. `- Ж 
MARYLEBONE.—At the meeting of the B.C. оп July 27th. the 
report on the working of the electricity undertaking for the year 
ended March 31st last was presented. During this period 16,069.87 0 
units were sold, аз compared with 15,926.167 units in the previous 
year, decreased lighting consumption being. more than counter- 
balanced by increased requirements for heating and cooking: : The 
total income amounted to £182,772.an increase of £13,559 : after 
meeting working expenses, &c., the net revenue balance was 
£122,192, from which the usual loan chargés were met, leaving 2 
net profit of £2,371, as against a deficit of £7,057 im the 
previous year. Ald. Duncan Watson, chairman of the Elec- 
tricity Committee, explained the figures in detail, . pointing 
out that generation costs had increased by 21 рег ud 
but distribution and management costs had decreased by 22 an 
20 per cent. respectively, while’ taxes, &c., were up 5 per cene 
The Sales and Publicity Department showed credit balance bf £479. 
A satisfactory linking-up arrangement with the Central ‘Electric 
Supply Co. had been entered into; he had himeelf handled the 
matter of the quinquennial assessment, and -the Committee сате 
out “оп top.” He concluded by intimating that, owing to ee 
private position, it had become necessary for him to resign the 
chairmanship of the Committee, an: announcement which was 


received with general г of regret by the Council. ` 


Maidstone.—The T.C. has decided. to supply the works 


of Messrs. Amies & Son, at an estimated cost for mains of £120, 
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sro 7 Oldham.— Two-RarE CONSUMERS AND “ SUMMER ” Summer Time Act the dail demand: was 50 KW., with t 

Vic TIME.—]t was mentioned at a meeting of the T.C. that the Elec- оѓ 2,820 units, now the dally demand- zi 275 Ew. with a dally 
tricity Committee had over 2,000 clocks in use in connection output of 2,010 units. The engineer stated that new connections 
with meters, the hands of which had not been advanced on the were making good the losses due to the Act and public lighting 


^ “adoption of summer time; Cotincillor Dixon. said there was dis- restrictions. 
: ~ 'atisfaetion among electricity consumers who were on the two-rate ты " ; Wc | ^ 
` "system as they were charged two different scales, and complained І Trowbridge.—P RICE INCREASE.— The U.D.C.. has con- 


~- that they had been “done out" of an hour at the lower rate. sented to the charges for current supplied by the Electric: Supply 
Councillor Hardman (chairman of the E.C.) said they could not Со. being increased by 10 per cent. for the duration of the war. 
possibly, in the limited time allowed, alter the 2,000 clocks. If Fr UTE | 

the new system were permanent something would have to be done, Turton (near Bolton).— Year's . Workine.—Repor ting 

and some means would have to be found of dealing with the > on the past year's working of the electricity undertaking, the 

= АӨ. ; D NC c '.-' electrical engineer states that units sold to private consumers 

numbered 27,011. -The-total revenue from, private consumers was 


. Perth.—PRicE INcREASE.— From the estimates of -the - £339, compared with £305: The total number of units purchased 


electricity рн it appears the rate of charge for ordinary was 43,397, compared with 58,133 in the previous.year. the 


consumers will be increased by 15 per cent; the trade rate by decrease being due to the reduction of publie lighting. There 
7] per cent., and the tramway rate by 7} per cent. Mh now 67 consumers connected, 23 new ones having been added 
Shrewsbury.— PRICE IxcREASE.—O wing to increased dcs ue Ad M 
costs in connection with the electricity undertaking. it has been Warrington.—PRIcE INcREASE.— The T.C. has agreed 
necessary to increase the charges to corisumers by 20 per cent. to the price of electric current (except where otherwise provided) 
Year's WORKING.— The annual report of the electricity under- being increased 5 per cent. as and from August lst, 1916, on the 
taking for the year ended March 31st last shows a total income of existing scales of charges. ` . T: 
. . £9,136. working expenses amounting to £6,519, and а gross profit ' | | Е 
". of £2,616. After {payment of interest and sinking fund, charges, Weybridge and Walton.— PRICE NEGOTIATION,— Ав an 


гг. there was a deficit for the year of £972. which Was taken from the outcome of the recent negotiations, the U.D.C.'s have sealed agree- 
.;.Fesérye fund. -The total capital expenditure is £60,733, and the ments with the Electric Supply Co. by which, for the duration of 
- outstanding debt, less sinking fund, £24,594. ub: the iod the расе of current will Бе 7d. per unit оп а flat rate ; Six 
e oM t "nm : І months after the war ends, if the circumstsnces do not render it 
' Skelton aud Brotton.— The Council has decided not to absolutely impossible. the rice is to be reduced to 6d, 
acceds to a request by the Cleveland and Durham Electric Power Co. to TET Р ы: т 
рау. а higher price for the current auppied to the-Conmcil for ita | | 
electric supply undertaking. AUS IM 
“South África,.—The Somerset - West. (Cape. Province) | ay ^ 
installation was formally inaugurated recently by the switching on | s : 
of thé supply at the transformer ‘kiosk, near the railway station, the TRAMWAY and RAILWAY | NOTES. 
Mayor. performing the ceremony. The supply is derived from De | 
Beers explosive works at Somerset Strand, about three miles from a RNC | 
heme i Mr Charl G. Trovet, who frat qeu See D ae Blackburm.—The tramway manager reports a profit of 
Transport Corps in East А iod. and the contractors are Mexars £1,479 on the Corporation tramways for the quarters working 
Herbert Davies & Co. Ё S ub Өй June Юн; $ ' 
The new electric light installation at Worcester (Cape Province) Chile. —The electrificati 'alparaiso : Santi: 
| | BM | ile.—The electrification of the Valparaiso and Santiago 
et Е а н par R ieee Railway is being considered, and a law authorising the Government 
College, and the contractors Messrs. Siemens, Ltd. —— юшуце tanders Has been passed by the xp ; 
generating plant, amd as аргон the oe ef rie Шарон ег іы Gateshead-on-Tyne—The Town Improvement Com- | 
African Explosive Co. of £7,500 for the same. excluding two Шы 2 mittee recommends the T.C. to rescind its consent to the proposal 
aid molo : ' лее. ATCA pump of the Gateshead and District Tramways Co. to double the track 
ЖК ` TE шз a a А on the Bensham route. Тһе Committee also recommends the. 
Stalybridge. —ExTENDED SUPPLY. ARE4.—At a special . - appointment of a Committee to confer with the Newcastle Corpora- 


80ДЕ :Е the Stalybridge Joint Electricity Board, consideration tion Committee with regard to running cars across the High Level 
‘wag given to the question of granting SURE of' current to pros- Bridgo between Gateshead and Newcastle. There was some discussion 


+ pective custo utsi : | - as to the desirábility of entering into negotiations with Newcastle- 
p ket ое о e Mir j on-Tyne on the subject, but eventually the report, was adopted, 
^ With the work for:t ; rent i exte - Ё > Paca RA VN Dog 
cribed in Clause 37 of the Rounds soris ае Glasgow. — Wacrs.—The  Tramways" Committee has 
55 ; ООО Аро "s f decided not to recommend the granting.of,a.war bonus of 6s. pér 
- = Stockport. —PROPOSED -- LoAN.— Subject to B. of T. week to motormen and conductors, but has agreed that employés 
Pofient: ата: L.G.B.' sanction toia loan, the Electricity Committee could have thé option of working six extra hours per week over- 
Errem К ош premises for £2,700, and to use the land for time at time-and-a-half rates. "ae NA g 
: TIC] ti i i in t : : : А E 
шшш chee (or ete on ү oe oo p. . Keighley.— The period. for the completion of the overhead 
payable 7s, 6d. per quarter, and where the units ‘consumed in алу equipment of railless trolley route (C), under the Keighley Cor- 
ds der OD not amount to 7s. 6d.; the unconsumed units are to be poration Act, 1912, has been extended Ьу. one year. “2 
-` carfied forward to the following quarter, but«not beyund a complete © Boost . Ind 
year. It is'beli ; KR ; ‘ London.—L.C.C.—The week ending August 2nd was a 
ttle стей that this will meet the complant of those ho record one for the Council's tramway undertaking. the traffic 


use very litt] i 
ry little current, in the summer. | revenue amounting to £52,300 ; during the week 729,177 children 
Stockton-on-Tees, —BULK SUPPLY.—At а meeting of travelled at reduced fares. | 


: the T.C. | : И . - Ж Eai з 
5 шо a кшш Ist), it was stated that a portion of the Manchester.—Alderman Bowes (cliairman of the Tram- 
until November ба о ора dua ways Committee) stated at a recent meeting of the City Council 
entered into with the Cleveland and Durham Power Con with that the military hospital authorities did not favour anything in 
Tegard to the supply of electricit Under.the agreement with the the way of a general grant of free travelling facilities on the cars 
p | ag for wounded soldiers. The department therefore issued tokens, and 


Company, the. Corporation is bound to ini 
Ra ‚ the pay for a minimum of | к ; : 
. .P0000000 units per annum, with a reduced charge on all energy in К agus ul soldiers to Mus they were handed to 


E dane DU ша. providing that the maximum demand. X NON | 
О: , KW., and д i i i ; MM EA jiu 
1 MER Under the now arrangement the Councils generating йыш. Oldham.—The Tramways Contmittes's, recommendation 
.^ Vill be under steam for only 782 hours per annum, as against of revised charges for the tarridge and delivery of parcels by car 
=- -7,500 hours formerly, ~ Е Е е ag | was referred back at the T.C. meeting last week, во that full details 
Mg $ | - : | | | ` ofthe charges proposed may be supplied to the Council. Arrange- 
р. Dke-0n-Trent.—EXTENSIONS APPROVED.—The Council ments are рын dee By cd ее a 
: Proved of the proposals of the Electricity Supply Committee soldiers wearing distinctive | ospital suits to use the cars free. 

carry out extensions of plant at -the central тады house, in . The Tramways Committee has dieposed of some chilled steel var 
ресі of which a loan of.£12,000-has been sanctioned by the wheels at, £1 per wheel more than it gave for them. ` 


L&.B. I 
` Thi | Tilbury.and Southend Railway. Electrification. — The 
"it Sk. —STREET Licutine:-—The Electricity Co. has Midland Railway Co. is applying to the B. of T., uhder the exten- 
` Beason a the P.C. with reference.to the lighting contract for next sion of Time Act, to extend until the session of 1917 the time within 
ments ering to keep the necessary plant ready.to supply require- which it must submit a scheme for railway electrification between 

£l a ye olding the cost, about £115, is met by the Council, and Fenchurch Street and Southend to Parliament.— Railway Gazette. 


» year paid for each lamp used. Th i l ; 
, “ore the ratepayers, pues i NS United States.—A strike affecting the tramways in New: 
Torquay. —« = M : York commenced on Saturday last. The. subways and elevated 
беті! y SUMMER-TIME " EFFECTS. — The deputy railways were not affected at the time of writing, though cases are 


4 


4 a tt 


engineer has reported that before the passing of the reported of tramway cars being atteckéd.. | 


NU E REUTERS REM 


. intercommunication will be of the greatest advantage. 
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~ TELEGRAPH. anid TELEPHONE NOTES. 


2 Dj + | s Е | T EX ` КИ v- B 
Canada.—Mr. Philip E. Edelman, of St. Paul, Minnesota, 
has been engaged by.the Canadian Government. as electrical engi- 
neer to prepare plans for wireless telephone and telegraph installa- 
tions in the 7,000 square miles embraced by the Dominion Parks of 
Western Canada. The object of the installation is to prevent forest 


- fires and game trespassing, by affording an instant means of com- 


mnuication for reporting, and calling for aid, іп territory where 
ordinary. means of communication are out of the question. 


: France.—À special department has lately been established 


` © by.the French Post and Telegraph authorities in Paris, to conduct 


experiments in connection with telegraphy and telephony. ^ u 


Telegraph (Construction) Bill.—In the Committee stage 
on this Bill, on Monday last, Mr. Pease agreed to substitute three 


months for one month as the period within which consent should ` 


be signified by the owner, lessee, or occupier of any.land or building 
affected by the placing of' а telegraph line, and a provision was added 


that the tribunal to which a difference is referred shall not give its  . 
consent to the placing of a telegraph line unless satisfied that the : 


refusal or failure of the owner, lessee, or occupier to consent is 
contrary-to the public. interest... The Committee stage was con- 
cluded, and the Bill was read a.third time. . - 


The Channel Tunnel ‘and’ Telephonic Communication - 


with the Continent.—The following interesting letter from Prof. 
Д.А. Fleming appeared in ће. 7imes a few days ago :—" One of 


the possible utilities of a Franco-British Channel tunnel; which . 


has not yet, I believe, been mentioned, is the increased facility 
it would afford for direct telephonic _communication between 
Great Britain, France, Switzerland, and Italy. There are at present 


two English Channel telephone cables, each with twin circuits, -- 
which, by the method of usage called phantomising, can be made . 


equivalent to three circuits each. "These cables are, of course, 


subject to the possibility of injury, like all submarine cables, and ` 


repairs might be costly and take time. If, however, the Channel 
tunnel were 
could be laid in it which would! afford greatly.increased means of 
intercommunication at a less cost than by equivalent submarine 
cables. If these were extended. by suitable coil-loaded aerial lines, 
telephonic communication could be established between the 


principal 'eities:in Great. Britain and those in France, and possibly 


Italy. Having regard to the far closer commercial relations which 
will exist between the Allies їп the post-war period, this. improved 
I submit, 
therefore, that in any plans for such а tunnel, ample provision 
should be made for telephonic and telegraphic cables of the latest 
type for long-distance working." "un 7 | 


TE 
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н “CONTRACTS ОРЕН -and CLOSED. 


(0.40 E ET T `$ 
мене ae TT ы». 
: Australia.—SybDNEY .— September 20th. 
ment - Railways. 
travelling crane for .Zara Street.power, house, Newcastle... October 
lfth. Опе motor-driven air compressor for Zara” Street power 
house. Electrical Engineer, 61, Hunter Street. . ^^ - 


PERTH.—October 4th. Deputy P.M.G.. Telegraph and telephone ` 


measuring instruments and parts. Schedule 501 W.A.* 


. Barking. — August 


` Committee. Cables, switchgear, .and: transformers. See .'. Official 


Notices” July 28th. 


. Blackburn,—August.1?th.. Steam. coal for electricity 
department for. 12 months. Mr. P. P. Wheelwright, Engineer and 


Manager. - 


"pr New Zealand. — INVERCARGILL. —. September . 98th. 


Bexough: Council; , Steam’ turbo-alternator,’ candensing "plant, and 


i еза. Specifications from. the; Tramway Office." - Contract 
o. 40. NEC E 


-- South Africa.—JosaxxEspUG.—September 4th.. Muni- 
‘eipal Council. :10,000-drawn-wire metallic-filament traction lamps : 


ы. a St: Asaph. — August, 16th. ., Güardians of St. Asaph 
Y 


nion. . Rénewal of. accumulators. .бес " Official Notices " August | 


АӨ miles of 219/14 ‘Underwriters’ wire у (lightly insulated wire for > 


'outdoor:use): . Coóhtract.No- 151;* 


t we 


September 21st. Municipal Council. ` Eramear spares. -Contract ` 


No. 153.* 


of Trade Coriméreial Габе ецбе. Bránc 


ace А" 
= Жа де i. x S , 
Ш 3 4. a? А 


in Гопдоћ.. | 


lam ee i „+ o бү 


» a 2 LEE . 


M . CLOSED. 


26 Aberdeen.— Electricity Committee, С. А. Parsons and 


Со · Ltd, --5,000-xw.. 


„Ша; - .turbine-alternator with: ‘condenser and 
auxiliaries, £18,858. beer Lodi e Ls 


l constructed with. proper provision for it, & large . 
number of telephonic and telegraphic cables of a certain type ` 


xm | 
N.S.Wy Govern- . 
One 50-ton’ electrically-operated--. overhead . 


‘15th. Electricity arid ‘Tramways 


‘Specifications for. the items marked * сап be зееї at the Board . 


- 


. 8s have the. world-war conditions of the last two years. 


"Batley.— Accepted terider: Brush Electricat-Engineering 
бо: | spare armature and spare condenseritubes. 7 5. c-n 
^Sheffield.——The contract with the ‘British ` Elécttic 
Transformer Co., Ltd., for transformers and series gear {в`%о be 
extended for a further period of two years, in accordance, with a 
revised schedule of prices. ' | i ee 


"^ Tramways Committee. ` Peckham Truck and Engineering Co., 
15 Peckham trucks, аб #92 10s. each. ` Ж 


Sunderland.—Electricity Committee :— TA 
- BA. &:Helsby Cables, Ltd., cables ; Steel & Co., mild steel shoots. 


"ut u . n 9 . " mE | 

= The Metric ‘System in the U.S.A,—Generations of 
effort by earnest advocates have not served to advance thé cause of 
the metric system in the United States and in some other countries 
American 
factories that knew only inches and feet 24 months ago, afe turn- 


. ing out millions of shells, rifles. guns, and other war materials 


entirely in metric dimensions. Scores of railway. locomotives are 
being manufactured by American plants in metres and millimetres, 
and in entire factories and sections of factories not a single gauge. 
scale, or other measuring device can be found bearing the compli- 
cated Anglo-American measures of length. |. ^. . PES 
The orders in metric terms that are flowing into, Anierican 
factories are not alone for what might betermed primary war materials. 
in addition to locomotives already. mentioned, orders. for rails, 
bridge members, machinery, tools. and .even. fabrics and wearing. 
apparel are accompanied, by metric., specifications. . Practically 
without exception, American manufacturers have adapted.. them- 
selves to the new requirement. | | 
. The experience has been a revelation: to many manufacturers, 
who. considered the metric system complicated. because, they. had 
had no experience with it.. Many practical workers have insisted 
that in spite of the handicap of unfamiliarity it is, in a very short 
time, a simpler matter to apply the metric system to their work 
than.to use the foot and inch system. with its unwieldy fractions. 


- ++ The war is helping the cause of the metric system in other ways 


as well., It, has shut off South America and other.consumers of 
manufactured goods from their usual sources of supplies-in Európe, 
and has awakened in American merchants the desire to supply these 
markets, not only temporarily. but -permanently. . Practically 
every one of these possible markets, however, is in а country using 
only the metric system, to the people of which price-lists.in pounds 
and tons, yards.and inches, dozens and: grosses, are hopelessly con- 


_ fusing.’ Furthermore, many:of the South . American - countries 


~ 


require that-gooda be. marked in metric measures before they may 
pass the Custom houses. V P КО 
. The result of this is that exporter after exporter has recognised 
the need of making use of the metric systent, айа has quietly 
begun turning out two classes of products if he fills both: domestic 
and foreign orders—goods. measured and marked іп .oustomary 
units, and -others sized and marked metrically.. .Coniplicated аз 
such a, procedure might appear at first sight: it has proved dis- 
tinctly «profitable. in. practically all cases in: which.it; has been 
tried, thus. confuting.:the contention of opponents of thalmetric 
system that its'introduction would! prove expensive.—<cientific 
American, 11 so 5 07 os E M уу. 
Our Consular Service.—In the August issue*of ће: 
Trade Supplenient Mr. De F. Pennefather, M.P., has ап informing 
and suggestive article on the Past; Present and Future of the British 


' Consular Service. Не holds that in:this department the necessities 


and outlook are’ greatly altered by the war, and after. givilig the 
fiistory. of the development of the Consular Sérvice over a lengthy 
eriod, and of the investigations of; and reports miade upori, it at 


егеп times, he contlüdés às follows :—, — 


“There should be little difficulty in ‘obtaining “all the’ men 


· required to strengthen our Consular. Service. . Thousands of men of 


business experience.and proved ability have voluntarily given up 
ood positions, both at home arid abroad, in order to jojn the: Army. 
Many of these must possess all the necessary. \ualifications— 
including knowledge of languages—aind if they аге unable to pick 
up their former careers ‘at the ‘point they laid. them down, may 
be seeking for new openings. ' A ‘short, training wonld render such 
men efficient, and no cast-iron ‘regulations’? or,‘ тей tape "should 
be allowed to stand in their way. `7 г "NO 

. " It.is obvious that a.great.deal of ‘consideration will, haye to be 
riven to the whole question of our Corisnlag Serviges in the light of 
recent happenings and; future’ probabilities, gid much spade ‘work 
Will have to bé done in order to invéstipate thoroughly many matters 
in regard to many places, countries, and trades; and to ascertain 
What our Consule.can most usefully do, and how-and-where they 
gan best dodit. — 07s з, om Dl 9S р ee pen к 
‚ "The Foreign Office or the..Board of. Trade. cannot.do. all this 
during the war, and yet if the work is only begun when theawar is 
over, our competitors may reap great advantages. A ty 

- "It therefore seems only natural and proper that our Chambers 
pf Commetce, which have for-só.-màny years taken an active and 
intelligeut interest. in the "matter. should collect throngh- their 
30.000 members, the results of: experiences im all parts of, the Globe, 
and thus furnish material which. will help the Government: te build 
pp a Consular Service which, will not. only, provide ` better 
facilities for the maintenance and expansion of the trade;of the 
Empire, but also carry out generally the objects aimed at by the 
Allies, as stated in their decisions at the recent Economie Conference 
in Paris.” a BN ae . 
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Educational.—Us IVERSITY ОЁ MANCHESTER:—We have 


received the prospectis:of the University courses in the Municipal . 


School of '"Fechnology for. the coming Session, which- opens- on 
October 5th. Prof: Miles-Walker-occupies the chair of: Eléctrical 
Engineering. ШЕ ж: к? eA x Se n pe 


The Electrical Trade Position tmthe United States.— 
Our contemporary, the Electrical World, says that few laige orders 
are being- booked for electrical goods.:: The high cost'of construc- 
tion materials is holding back a large volume ‘of buying. ' The 
writer says :—" One of the outstanding features of ‘the present 
market for electrical goods has been tlie absence of numerous orders 
for large quantities of material. To be sure, there have been some 
large orders, but these have been principally brought оп by the 
boom in metals. Iron and steel rolling mills have bought large 
quantities of electrical goods in single orders, but they were practi- 
cally forced to'it. But the large development projects scheduled 
for erection about this time have been held up, wherever possible, 
' until more favourable times. Those’ plants that are in the course 
of construction undoubtedly have either: been absolute necessities, 
owing to the condition of the load and the load expected, or else 
wére projected, and orders placed previous to this general advance 
in prices. All construction costs have advanced many per cent. 
Labour, besides being more expensive, is very scarce. Copper wire 


ызын es 


for transmission lines has advanced to an almost prohibitive price, . 
Praeti- .. 


owing to the demand for copper by the warring nations. 
cally all electrical equipment, including the necessary steam and 
hydro machinery, costs considerably more to-day than before the 
war. Although orders-of—large volume- have -been infrequent, 
there have been many inquiries for quantities of goods that would 
run into millions of dollars. All of these inquiries, it-is more than 
likely, will develop into bond fide orders as soon as the price is satis- 
factory. It is well known’ that there is а vast amount of railroad 
electrification awaiting lower prices, : One of the large eastern roads 
has laid plans for extending its electrified zone, but is hesitating to 
do anything definite.at. the present: time; beeause of the abnormally 
high prices. It is significant that the greater part of the buying 
of electrical goods during the reoent months has been by industrial 
concerns, factories, mills, &c. -There is therefore to be expected, it 
is believed, as soon as prices-warrant. a buying: movement from the 
other large purchasers,.the central stations and railroads... = = ` 


.. Lamp Voltage Standardisation іп the U.S.A.— Although in 
‘the early years of incandescent lamp manufacture it was impossible 
accurately to predict before the lamp was manufactured at what 
voltage it would operate most efficiently, with :the introduction of 
the drawn-wire filament, it became possible to foretell accurately at 
just what voltage any and all of. the output should be rated. 
Lamp manufacturers, therefore, are now in a position to standardise 
their output. and to bring about economies in:the manufacture, 
distribution. and utilisation of lamps. Among the many benefits 
which it is expected will. accrue from this standardisation of 
incandescent lamp voltages there.are others besides those of manu- 
facture. With a smallér number of sizes. dealers with the same 
investment naturally will. be. able to carry lamps fora greater 
Variety of services. Also there will no longer be any necessity on 
the part of central stations to maintain domestic-service voltages 
at other odd pressures. Э : 5 . 

АП of the affiliated lamp manufacturers have co-operated in this 
movement, it is understood,. although but one company, the 

National Lamp Works, will try it ont. Should, thẹ results justify, 
it is understood that all of the manufacturera are prepared to 
adopt, the same voltages which, after.a csreful analysis of the 
Кз output, were placed at 110, 115, 120 yo]ts.— Electrical 

‘orld. | ; | i 


Foreign Ттайе.—Тнк JuLy Ficures.—The official 
returns of imports and exports during last month contain the 
following electrical and machinery figures :— = 


55 July, ‘Inc. or — Seven months, 1916. 
lurponTs :— 1916. .  , dec. (, Jue. or dec. 
Electrical goods, е. £128,978 + 430.730 ^ .+ £395,303 
Machinery ... _ 684.293 .— 212317 : — 191.321 2 
EXPORTS :— y" | ' 
Electrical goods ... 349,967 + 87.916 +. 639,041 
Machinery ... we 1,761,054 +f 45,8220  , — — 348,913." 


Electric Vehicle Committee—At а meeting of the 
Electric Vehicle Committee, held in. London on July 28th. it was 
announced that the Royal Automobile Club had nominated as 
their representative upon the Comrhittee, Mr. W. Worby Beaumont. 

Correspondence has taken place between the B. of T. and the 
Electric Vehicle Committee on “Inport Restrictions.” and the 
Committee has been informed that, providing a statutory declara- 
tion is made to the effect that the chassis which it is desired to 
import are to be used solely for commercial purposes, the matter of 
their. importation will have consideration. : 

Curvespondence with the Car and General Insurance Corporation. 
btd.: was.submitted, from which. it. appeared that. the corporation 


` 


were willing to come into line with the. suggestions previously made . 


Dy the ‘Committee that their Standard Electric Vehicle Policy 
should ba:nltered:so'as to include the risk on the battery while the 


vehicle is in transit by road. гай, or ship. Subject to this altera- - 


tión,.the Committee decided to. give their approval to it. 


The Committee. regretted the decision of the Rugby U.D.C. not. 


to provide charging “fatilities ; the British "Thomson-Houston Co. -. 


are. however. ‘prepared,’ on ‘certain. conditions, to charge electric 
vehicles pasing thtough Rugby.. ©. o ..- : : 2 


at om LE 


The secretary. reported the action he hdd 'taken: in Gonpection 
with the report made by the borough engineer of, Southwark to 
the Works Committee.of the Council, and his action in this matter 
was approved..;. .. | 2 ol 


Scottish. Engineering Organisation, —A large -meeting 
of Scottish engineering employers, held in Glasgow op August 4th, 
Mr. Rowan Thomson presiding, passed the following resolution :— 

"That in view of the unprecedented situation created by the 
war and the uncertainty of the future this meeting is of opinion 
that all engineering firms in. England and Scotland ‘should come 
together under a strong’ central organisation, capable of dealing 
with important questions that will certainly arise in the near 
future ; that the existing organisations connected with engineering 


should also receive whole-hearted support in order that they may' - 


be strong to achieve the objects for which they were created." 
А committee was appointed to carry fhe proposal into effect. ~ 


Appointments’ Vacant.— Shift ‘engineer, for the Woking .' 


Electric Supply Co., Ltd.; engineer-in-charge, £2, for the Bexley © 
U.D.C. ; shift engineer, 35s., for the Neath R.D.C.; charge engineer; 
42s., for the Corporation of Wakefield Electricity Départment. Low Д 


our advertisement pages to-day. 


^ lr YN 


À Good Use for Old: Tracing Cloth.— One of the minor > 


directions in which engineers can help the war is by collecting all 
their old cloth tracings or unused tracing. cloth. and serndingithem- 
to Lieut. R. D. T. Jones, R:E., Ministry of Munitions, Explosiwes 
Department, Storey's Gate, Westminster. 
washed, and sterilised; makes excellent bandages, pillow cases,:écv, 

for the wounded—things that'.axre stil badly needed. Engineers | 
need have no fear that their designs will be copied, because all the 


tracings are handed to: a responsible person to'be treated.. Many .. 
firms have already helped in this way, and it is-heped that many . 


more will do во, . . E 


There are few works that do not destroy dozens of yards of - 


tracing linen a year, and now that this excellent use for the waste 
material is pointed out.to them we.feel sure that they will respond 


: to Lieut. Jones's request. 


Volunteer Notes. — 1st LONDON ENGINEER -VOLUN- 
TEERS.— Headquarters, Chester House, Ecoleston Place. Orders for 
August by Lieut.-Col. C. B. Clay, V.D., Commanding. | 

The Headquarters will be closed during: August except. on 
Tuesday evenings. The range will be open on Thursday evenings 
only. Instruction Classes at Regency Street will be held as usual 
for Platoons Nos. 9 and 10... The Camp at Otford will be available 
until August 31st. Members wishing to attend should enter their 
names at Headquarters. ; 

Sunday Entrenching Parades. Parade іп Uniform at Victoria 
Station (S.E. and C. Railway) Booking Office, 8.45 a.m. 

MACLEOD YEARSLEY, Adjutant. 
3RD BATT. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 


MENT.—Battalion Orders by Capt. W. Ridd (Sub-Commandant), 
Thursday, August 10th, 1916 :— . 


Week-End Parades.—Saturday.—The Battalion will Parade аб. . 


Liverpool Street Station (Low-Level entrance, G.E.R.). at 8.40 a.m., 
and proceed by train for entrenching -duties. Members will make 
their own arrangements for lunch. ‘Those who wish to return to 


town will reach Liverpool Street Station about 6 p.m. Those who 


cannot take the early train will parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 1.20 p.m. | . 
Sunday.—The Battalion will Parade at Liverpool Street Station. 
(Low-Level entrance, G.E.R.), at 9.30 a.m., and proceed, by train for, 
Entrenching duties. Members will carry their own lunch, and the: 


Quartermaster will make arrangements for light liquid | refresh- . 


ments. The Battalion will return to town about 6 p.m. 

Musketry.—Members, who have sent in their names to shoot at 
Bisley on Saturday, 12th inst., will report, in. Uniform, to.Sergt. 
J. W. S. Burmester, at 12.45 p.m., at No. 8 Platform, Waterloo 
Station. А i 

Recruits will Parade at Lord's Cricket Ground. оп Saturday at 
3 p.m., and on Sunday at 11 a.m., for Recruit Drill. ` 

Wembley Park.—There will be no week-end Parade at Wembley 
Park. CLARENCE T. CoaaiN, Acting Adjutant. 


Registration of Business Names Bill.—This .Bill 
passed its third reading in the House of Lords оп Wednesday. 
Lord Southwark informed the House that under the provisions 
included in the Bill, the commercial community would be able to 
tell whether. any firms included aliens.. Amendments: were 
approved providing that nationalities as well as names should be 
registered, and altering the date for the Bill to come into force 
from October, 1916, to January Ist, 1917. 


The Fall of the Levitated.— Notices appear in: the, 
London Gazette of Tuesday last to the effect that the following 
four companies cannot by reason of their liabilities, continué their 
businesses, and are to be wound up voluntarily, with Sir W. B. 
Peat as liquidator :— | КАЕ RES E 

Bachelet Levitated Railway Syndicate. Ltd. | О 
Bachelet Shiphuilding, Engineering and Ordnance Co. Ltd. , 
British Bachelet.Flying Train Syndicate, Ltd, q ^ ^ ^ 
Bachelet Shuttle & Loom Co., Ltd. " 


4 


+ 


Board of Trade Inquiry.—The -Board' of Trade..Com-.. 


mercial Intelligence Branch. has .received an application for names - 
of manufacturers, or producers, of plated metal fronts and reflectors 


for portable electric hand-lamps. zx uh 


P4 


The cloth, when boiled, .. 


-n 
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The State and Science.—The British Science Guild 
has prepared а memorandum on the relations which should exist 
in future between the State and science. The memorandum proposes 
that a national statutory Board of Science and Industry, the 
permanent staff of which should consist mainly of persons of wide 
scientifico knowledge and business experience, should be established, 
among other objects to :— | 

Promote the co-ordination of industrial effort. 


Secure co-operation between manufacturers and all available . 


laboratories of research. 

Institute a number of paid advisory committees consisting of 
men of wide scientific knowledge, assisted by expert investigators 
апа technologists,-who should receive reasonable fees for their 
services. | 

Organise scientific effort оп the manufacturing side and in com- 
mercial relations with other countries. 

Encourage investigation and, where necessary, give financial aid 


towards the synthesis and artificial production of natural products |. 


. and for other researches. . А 
The memorandum also urges that the courses at the public 
schools and at Oxford and Cambridge should be revised ; that more 
attention should-be given to scientific method and to educational 
handiwork in elementary and secondary schools ; and that a know- 


ledge of science should be essential for certain appointments in the | 


public service.— 7^e Times. 


Sixteen Years' American Electrical Sales. — During 
the last 16 years the aggregate sales billed by the three largest 
distributors of electrical goods in the United States has amounted 
to $2,191.937,000, or an average of approximately $137,000,000 
annually. Тһе total for the General Electric Co. was $963,899.000 ; 
Western Electric Co., .3792;800,000 ;; Westinghouse Electric and 
Manufacturing ::Со., $435,238,000. The accompanying curves, 
which are reproduced.from the American Electrical World, show 
graphically the annual variation in the sales of these three com- 
panies starting with 1900. i 
o It will be noticed that while the general tendency has been 
upward, the curve for each company contains more than one 
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SALES OF THE THREE LARGEST AMERICAN ELECTRICAL 

MANUFACTURERS. D 


inflection. Furthermore, in each case it will be noticed that the 
slump in sales billed followed a particularly good 12 months. In 
1907 the sales of tlie General Electric Co. were the largest on 
record, but in the following year the sales were almost on a level 
with those for 1905. Again, the 1913 sales took a jump to 
$106,477,000, which was almost $20,000,000 greater than any 
previous year. In 1914 but $90,468,000 worth of electrical goods \ 
were sold.. | 

The same condition is true to & different degree of the other two 
companies except. that the Western Electric Co. had a record year 
in 1906 and a slump in 1907. The 1906 Western Electric 
sales billed were $69,000,000, and the 1907 sales billed were 
$53,000,000... The 1913 sales billed were $77,500,000 and 
the 1914 sales billed amounted to $66,400,000. Sales billed by the 
Westinghouse Co. in'1907 were $30,325,000, and in the following 


year $18,216,000. In 1918 they were $40,741,000, and-in 1914 but 


$31,208,000, 


In 1911 both the General Electric and Westinghouse Companies 
billed smaller sales than in 1910, but the Western Electric Co.'s 
sales increased by $3,000,000. The 1910 sales of the General Elec- 
tric Co. were $71,479,000 and of Westinghouse $35,622,000. The 
1911 sales of these two companies were $70,384,000 and $31,223,000 
respectively. : : 

The largest year in the history of the three corporations was 


.1913. In that year the sales billed by the three companies were as 


follows : General Electric Co., 106,477,000 ; Western Elèctric Co., 
$77,500,000; Westinghouse Electric and Manufacturing Co., 
$40,741,000 ; а total of approximately $225,000,000. 

Both the 1908 and 1914 slumps were attendant upon inter- 
national financial depressions. The year 1907 opened with a 
liquidating movement following a year of extraordinarily good 
business. Before the year was ended affairs had reached such a 
point that credit was suspended, and in America a panic broke 
out. In this latest depression, says the Electrical World, it-is not 
difficult to understand why business should fall off when with the 


greater part of the civilised world at war and intermational com- : 


merce practically suspended, financial operations were suspended 
and money was both expensive and hard to obtain. 


Women's Working Capacity.—Dr. Carpenter, thé chair- 


man of the South Metropolitan Gas Co., told the shareholders, on 
Wednesday, that the amount of work a woman turned out was 


about two-thirds that of a man, and, therefore, they paid them 


two-thirds of the rate paid to men.— Daily Chronicle. -. 


OUR PERSONAL COLUMN. ^... 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and i ndustry, 
also electric tramway and railway officials, to keep readers оў the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station and Tramway Officials.—The Oldham Cor- 
poration has decided to grant an honorarium of £10 to the 
tramways traffic superintendent for his extra services for 
three months following the retirement of Mr. Dugdale from 
the managership, and an increase of salary has also been 
granted to him. The works manager has likewise received an 
advance. | aah 4 

Mr. R. B. Leaca, electrical engineer and tramways manager 
of the Heywood Corporation, has been appointed. electrical 
engineer and manager of the Loughborough Corporation at 
a salary of £300 per annum. There were 95 applicants for the 
position. я ` 1 | 

According to a Dublin newspaper, the Dublin Electricity 
Committee recommends an increase in remuneration to the 
shift engineers and switchboard attendants. ^ The Committee 
recommends granting.the men the difference between their 
present salaries and the maximum to Which they become en- 
titled according to their respective positions in a few years: 

The salary of Mr. S. D. Jones, electrical engineer to the 


Batley Corporation, has been increased by £15 a year, and 


that of Mr. OARTER, assistant engineer, by £10 a year. `- 
The Malvern U.D.C. is increasing the salary of the gas and 


electrical engineer, Mr. S. TRow Ѕмттн, by £50 per annum. 


General.—The directors of the St. James's and Pall Mall 


Electric Light Co., Ltd., have appointed Sir ALEXANDER B. W. . 
Кеммерү, F.R.S., chief engineer in the place of thé late Mr. ae 


S. T. Dobson, M.Inst.C.E 


Mr. Norman H. Woop has left the submarine department.’ | 
of Messrs. John Brown & Co., Ltd., Clydebank, to take up.'a os 


commission in the R.N.A.S. as Sub-Lieutenant, ‘R.N.V.R. ` 


Roll of Honour.—The Times states that Captain FRANK R... 


JESSUP, Border Regiment, killed in action, was born in 1887 
and educated at Brentwood and Gordon’s College, Aberdeen. 
On leaving Gordon's he entered the service of the Eastern 
Telegraph Со., and at the end of 1908 resigned to join his 
elder brother in Vancouver, B.C. Не was engaged in the 
engineering department of the Pacific Great Eastern Co. when 
war broke out. Du M 
The Times states that Captain A. E. Stone, who was killed 
ia action on July 94th, had been connected with Messrs. 
George White & Co., of Bristol, for about 90 years, and he 
rendered valuable services on the formation of the London 
United Tramways Co. He was Sir George White’s private 
secretary for many years. | 


Private Francis Stack, of the Sherwood Foresters, who — 


joined at the outbreak of war whilst engaged at the Derby 


Corporation electric light station, has died at Edmonton Mili- 


tary Hospital, of wounds received in action. Before going 
to France he served in Gallipoli for three months. К 
y Sergeant ALEXANDER Ross, of the Public Schools and Uni- 
versity Battalion Royal Fusiliers, killed in action in France 
on July 20th, at the age of 93 years, studied electrical engt- 
neering at the Faculty of Technology, Manchester, and re- 
ceived the degree of B.Sc. (Technical) in June, 191 


4. ! , 
Private Ernest Harris, formerly with the South Metro: . _ 
politan Electric Lighting Со., was killed in action in France... ..: 


on July 19th. 


Lance-Corporal CHARLES Jones, an employé of the Chloride 


Electrical Storage Works, Clifton, near chester, is un- 


officially reporte t j 
Driver THoMas FiNNIGAN, of the Ganadian Artillery, who 


has died in a casualty clearing station, was a Bolton man. Не 


to have been killed in action, aged 21.  -- 


emigrated to Canada five years ago with his brother, Edward, 
and the two were in business in the Dominion as electricians. 


They enlisted together, and Edward is now in the Canadian . 


Record Office in this country. | 
Private James. Crompton, Lancashire Fusiliers, who is 
missing, was employed in the overhead equipment depart- 
ment of the Salford Corporation tramways. | 
Private J. J. Нплтох, of the Lancashire Fusiliers, who has 
been killed in action, aged 32, was an employé in the elec- 
trical department"of Messrs. Mather & Platt, Ltd. | 
Sergeant P. J. Harris, of the Royal Warwicks, of Seedley, 
near Manchester, who was employed by the General Electric 
'*o.. Ltd., has died in France from wbunde, aged 26. . 
Sergeant FRANK. Dawson, of the Manchester Regiment, 


killed in action, aged 39, was employed by the British West- 


inghouse Co., at Trafford Park. , .. NEN 
Private CHARLES J. Parry, of Manchester, an employé of 


Messrs. L. Andrew & Co., Manchester, has been killed іп. 


action, aged 30. | | 

Private STANLEY SUMMERSCALES, of the Leeds '' Pals" Batta- 
lion, is reported missing. He was in the employ of Messrs. 
Veritys, Ltd. à MEOS 

Sergeant A. E. WRIGHT, of the Royal Field Artillery, who 
is an electrician, of East Ham, has been awarded the Mili- 
tary Medal for bravery and devotion to duty. 

Rifleman JoHN LAMBOURNE, of the Rifle Brigade, who was 
an employé at the Rugby works of the British Thomson- 
Houston Co., Ltd., has died of wounds received in action in 
France. M ‘ m 

Lance-Corporal Montaau Pearson, of the South Staffs Regi- 
ment, reported killed in action in France, was employed at the 
British Thomson-Houston -Co.’s works at. Rugby. He was 23 
years of age, and a year ago was wounded in Gallipoli. 

Two employés of the Leyton Municipal. tramways depart- 
ment, Messrs..G. Davies ара Н. J. H. McPHerson, have 
fallen in action in France. ‘ | at wel 

Private THomas LovELADY Woop, of the King’s Liverpool 
Regiment,. who has died at Rouen of wounds received in 
action, was on the staff at the Formby electric power station. 

Corporal А. RicHARDS, Royal Warwickshire Regiment, was 
killed in action on July 14th. Pra ас 

Second-Lieutenant J. H. C. CHANDLER, 24th Battalion R.F., 
who, before joining up in January, 1915, was chief tester at 
Messrs. Mather & Platt’s Park Works, Manchester, was re- 


cently wounded in France, and is in hospita] at Osborne, Isle : 


oí Wight. 


Lieutenant. 1. Н. Paumer, who has been killed in action, 


was educated in France and' at the Manchester’ Municipal 
School of Technology, and took his degree in electrical engi- 
neering at the Manchester University. Не was.later for 
several years with the firm of Messrs. Connolly Bros., Ltd., 
cable manufacturers. B "n E 

Driver LeoNARD Mort1s, who was an employé of the British 
Westinghouse Co., Trafford Park, has died in hospital in 
Mesopotamia. He was 22 years old: у ' | 

Rifleman CHanLES G. J. Berrs, of the London Rifle Bri- 
gade, who is officially reported missing since the great offen- 
sive, was formerly in the showrooms of Messrs. Cunninghain, 
Ltd., London. ^ BN a 

Driver W. H. Owens, В.Е.А., accidentally killed on active 
service, was formerly employed by Messrs. Downes & Davies, 
Wholesale electrical merchants; Liverpool. ——— ^ 

Private BEN Terry, of the King's Own Royal Lancasters, 
an employé of Messrs. Connolly Bros., Ltd., cable manufac- 
turers, Blackley Vale, has died from shell shock. — ,. | 

Private ARTHUR ВАТЕМАМ, Manchester Regiment, killed in 
action, was an employé of the British Westinghouse Co. 

Private Joun Hatey, who was employed by the Morley 
Electrical Engineering’ Co., Stanningley, before the war, is 
reported killed in action in France. | 


Obituary.—Mn. R. I. LoNaRIGG.—Mr. Robert I. Longrigg 
(38), electrical engineer, of Hoole, Chester, died at the Sea- 
combe Ferry Hotel, being found in his room with a gunshot 
wound in the mouth. At the inquest it was stated that de- 
ceased had been hard-worked and was on the verge of a 
nervous breakdown, and a verdict was returned to the effect 
that deceased committed suicide, there being no evidence as 
to the state of his mind. | "^ 

Мв. С. W. Curtis.—In the Times '' Deaths” column it is 
announced- that Mr. Chas. Wm. Curtis, Principal Medical 
Officer of the Rastern Telegraph and Allied Companies, passed 
away on August 6th at Ashford, Middlesex. 


Б-Т late Prof. Sinvanus РнцидлРв THoMPsON left 


.NEW COMPANIES REGISTERED. 


Grinyer & Со,, Ltd. (144,531).— This company was regis- - 


bee оп ‘August 4th with a capital of £5,000 in £1 shares, to take over the 
and Ge of electrical and mechanical engineers formerly carried on as Grinyer 
each) 9. at Wakeling Street, Stepney, E. The subsoribers (with one share 
3, W ncn J. McLaren, 9, Tillotson Road, liford, engineer; W. К. Germain, 
тес elin Street, Stepney, E., engineer. Private company. The number of 
Melaren 718 not to be less than two or more than five; the first are J. 
share ер тапет , chairman). and W. К. Germain. ualification, one 
Registered licitor: F. Budd, , Devonshire Chambers, 146, Bishopsgate, Е.С. 
0 office: 146, Bishopsgate, E.C. ` 
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British Revival Manufacturing Co., Ltd. (144,501). — This 
company was registered on August Ist, with a capital of £1, in 1,000 
preferred shares of £1 each and 10,000 deferred shares of Js. each, to manu- 
facture electrical accessories previously made and su plied by enemy countries 
and tò carry on business in connection therewith. ‘Lhe subscribers (with one 
preferted share each) are: Р. Н. Robinson, 72, Shaftesbury Road, Crouch 
Hill, N., clerk; W. H. Belleine, 120, Clarence Road, Lower Clapton, N.E., 
jewellei's assistant. Private company. The number of directors is not to be 
less than two or more than five; the subscribers are to appoint the first. 

Lalification, 300 shares. Remuneration, £100 each per annum (chairman 

150). Secretary (pro tem): P. Н. Robinson.  Régistered office: 160, High 
Road, Chiswick: | : 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


I 


. Mander & Co., Ltd.—4A first mortgage 
July 24th, 1916, to secure not more than £300, c 
undertaking and property, present and future, including uncalled capital, has 
been registered. Holder: J. E. Bendell, 20, Greenhill Road, Moseley. 


Small Electric Motors, Ltd.— Particulars of £3,000 deben- 
tures, created July 19th, 1916, filed pursuant to Section 93 (3) of the Com. 
panies (Consolidation) Act, 1908, the whole amount being now issued. Pro- 
perty charged : The company's undertaking and property, present and future, 
including uncalled capital. No trustees, i 


- Pitter's Ventilating & Engineering Co., Ltd.—Debenture 
dated July 20th, 1916, to secure £5,000, charged on the company's undertaking 
and property, present and future, including uncalled capital. Holder: H.M. 
Minister of Munitions, Armament Buildings, Whitehall, S.W. К 


Compania de Electricidad de la Provincia de Buenos Aires, 
Ltd.—A trust deed dated July 19th, 1916, supplemental to a trust deed dated 
November 24th, 1911, to secure an increased rate of interest payable*on, the 
amount secured by the principal deed (£900,000) charged. on the power dis- 
tributing and transforming stations in the Argentine 
pany’s undertaking and property, 
capital, and all existing and 
tered. 


present and бише шша » uncalled 
uture concessions and contracts, has been regis- 
Trustees: City Sale Deposit & Agency Co., Ltd. + 


tion in full on July 94th, 1916 >f mortgage dated March 151, 1910, ‘securing 
£2,000, has been filed, { чы . 
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CITY NOTES. 


The report for the year ended Septem. 


North Mel- ber 30th, 1915, just issued, shows that the. 
bourne Electric. gross receipts were £33,462, as against 
Tramways £30,438 in the previous year. The -ex- 
and Lighting репзез‹ were £21,730, against £19,721. The 
Co., Ltd. net revenue was £11,732, as against 


£10,717. The tramways department car- 
ried 3,138,327 passengers (against 2,874,021), and 475,017 car 
miles were run (against 463,293). New lighting consumers 
connected numbered 316, making the total 1,805. During the 
year the capital expended was £3,692. The scheme submitted 
to Ње debenture-holders and shareholders in June and July, 
1916, was adopted, and the necessary adjustments consequent 
thereupon are incorporated in the present accounts. The 
amounts written off in exchange for income certificates (issued 
with the sanction of the Treasury) were £37,575 in respect of 


Western Canada Power Co.—The First Mortgage Bond- 
holders’ Gominittee of this company announces that it has 
approved an agreement of reorganisation formulated by the 
protective committee for noteholders of Western Canada 
Public Utilities, Ltd.—Financial Times. | 

Elmore’s German and Austro-Hungarian Metal Co., Ltd. 
—The report for the year ended December 31st shows that, 
after charging debenture interest, &c., there was & loss of 
£4,815, thus increasing a debit balance of £21,517 brought 
down ta £26,332.—Financial Times. | 

Oldham, Ashton & Hyde Electric Tramways Co., Ltd.— 
Interim dividend at the rate of 5 per cent. per annum (6d. 
per share), less income-tax, on 
half-year. . |. 

Nairobi Electric Power & Lighting Co., Ltd.—Final divi- 
dend at the rate of 4 per cent. per annum, less income-tax, on 
the pin and ordinary: shares for 
December, 1915. — 2 

Kensington & Knightsbridge Electric Lighting Co., Ltd. 
— Interim dividend on the ordinary shares for the half-year 


ended June 30th, 1916, at the rate of 5 per cent. per annum. 
Paisley District Tramways Co.—Interim dividend at the 


full rate of 5 per cent. per annum on the preference sharea 
for the half-year to June 30th. 


Walter Scott, Ltd.—A further dividend of 10 per cent. is 


recommended, making 15 per cent. for the year. 


debenture dated 


nrged on the company's ' 


the year ended 


- 


epublic and the com: : ^ 


Т. F. Braine & Co., Ltd.—A memorandum of satisfac- ^ ` 


the ordinary shares for the 


Ù 
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STOCKS AND SHARES. 

2 = | TUESDAY EVENING. 
Stock Exchange markets have dropped into the placid 
quietude so usually. associated. with August. Though the 


Bank Holiday was cancelled; it seems likely, judged from the 
appearance. of the Stock. Exchange, that a good many. mem- 


‘bers started what holidays they are able. to get this year so 


as to include the Monday; and apparently, from the number 
of orders received this week, many of their clients have done 
the same thing:: There is little animation anywhere. Electric 
Lighting shares are steady, the telegraph market is as firm 
as ever, British Columbia Railway issues are better, and there 
is a fair amount of activity in the area of war stocks, this 
embracing iron and steel companies as well as those con- 
cerned with munitions,: transport, catering, shipping and the 


like. The shipping market in particular stands out promi- 


nently; and the shake-out which followed the mad upward 
movement has been succeeded by a swift recovery. 

It is ‘a little surprising that the electricity supply section 
should maintain so noticeable a degree of strength. 8%. 
James’. shares and .Westminsters are both wanted. In fact, 
the prices for the West End shares are all decidedly good, 
and there are more buyers than sellers. Counties and Cities 
remain firm: Although there are no quotable changes in the 
list, prices are better than they look. The Kensington and 
Knightsbridge Со. announce an interim dividend of 5 per 
cent., ав against 6 per cent. a year ago. - 

The Stock Exchange Committee will re-institute next week 
the system of double quotations where such are practicable. 
We have already indicated a few of the pros and cons. of this 
endeavour to bring back to pre-war conditions some, at any 
rate, of the hundreds of securities quoted-in the Official List. 
Whatever may be thought of the scheme—and there are a 
good many people who doubt it$ wisdom or utility—the experi- 
ment will be an interesting one to watch; and its institution 
in the dog days will enable it'to get into reasonably good 
running order by the time that Stock Exchange business 
revives, which it ought to do, in the nature of things, about 
the middle of September. The immediate nigger in the hedge 
is the osse of a further rise ip the Bank Rate, which is 
scouted in many quarters, just as а month ago the idea of 
the minimum rising to its present 6 per cent. was received 


. with scoffing and ridicule. 


The Home Railway market is moving extremely slowly, and 
when changes occur, they are mostly in the retrograde direc- 
tion. "This is because there is nothing of interest to sustain 
prices.. There are no trafics, reports, meetings to galvanise 
the position; and though ingenious commentators work out 
what is going to happen after the war, the future is so 
obscurely wrapped that it is impossible to accept the esti- 
mates as likely to prove reliable, except ‘by chance. | 

The Undergrounds are firmer than the rest, despite the 
severe restrictions applied to the use of petrol pressing upon 
the London General Omnibus services, which, of course, are 
the really. paying part of the Underground group; and the 
curtailment of omnibus. facilities in London affects more 
harshly the hard-working portion of the community than 
would’ the abolition of those monstrosities which. tear about 
the seaside and some of the country districts, packed with 
rubbey-necks. If the authorities. were to turn their attention 
to unessential motor conveyances on land and water, it 
might force people to use their natural means of perambula- 
tion a little more, but, at the same time, it would save petrol 
for services of more serious import at the present time. 

In:the telegraph market, Anglo-American preferred has 
fallen а point, but the'deferred is à higher. Great Northerns 
have recovered their. loss of last week, and West India and 
Panama shares are a little better at 12. There is a fair 
amount of animation in Marconis, and buyers have come 
along ‘at 3}, while the Marines keep good at 2}. Telephone 
shares аге steady, but without alteration. : 

British Columbia Electric issues are good, with rises of 2 
points in the preference and deferred Stocks, while the pre- 
ferred at 45 is 3 up. The financial position in Canada steadily 
Improves, and British Columbia companies are sharing in the 
increasing prosperity of the Dominion. Just as a little while 
ago it was not easy to sell the stocks, so now at the present 


time it is just as difficult to buy them. Brazil Tractions are — 


à dull market at 62. although the Rio exchan , 
елду. а group is neglected. ^ EP eco Very 
-Amongst the manufacturing shares, British Westi 
preference have partially recovered their decline e um e 
ahd Electric Constructions are again 3d. to the good. British 
Insulated are a strortg market at 12. Babcock & ‘Wilcox have 


little. Great firmness characterises the rubber share market: 
The price of the raw material shows a hardening tendency, 
and so far. as ‘shares of the good companies are concerned, 
it is once more easier to sell than it is to buy them. 


SHARE LIST OF ELROTRICAL COMPANIES, 


Номе ELEOTRIOITY COMPANIES, 
Dividend Price i: 
DN Aug.8,  Riseorfal Yield 


Brompton amni a . 10 10 63 — "18 3 
Charing Cross Ordinary x 5 b 88 — 618 0 
do. do. do. 4àPref..  4à 4% 8 — 6 8 F 
Chelsea ae j е 6 ae ee 6 è 4 8 тав 6 18 4 
City ої London .. ЭА .. 9 8 12} - 680 
do. do.. 6 per cent. Pref. 6 6 109 — 514 8 
County of London га га 1 1 1Cj - 8 9 
do. 6 per cent. Pref. 6 e 104 — 614 8 
Kensington Ordinary - 9 7 БА — 616 7 
London Electrice .. vs АР 4 8 1 = 610 6 
do. do. 6 per cent. Pref. ` 6 6 ‚4 — 6 18 4 
Metropolitan zs V. m 4 8- 2 — 6 6 4 
do. 44 per cent. Pref. 4 4 B - — 710 0 
‘St. James’ and Pall Mall .. 10 8 bixd — 619 4 
South Metropolitan Pref. 7 1 1 — 6465 
Westminster Ordinary .. 9 1 et — 514 8 
| TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. 6 6 108 —1 5 16 
do. · Det. 80/- 89/6 +1 7 8 
Chile Telephone .. 8 63xd — . 518 
Cuba Sub. Ord. ·.. b b | — 6 I 
Eastern Extension 1 8 "ln — i *5 8 
Eastern Tel. Ога.  .. vn 4 8 148 — © 7 
Globe Tel. and T, Ord. ae oe t 6 7 12 = *5 8 
do. - Pref. 6 6 102 i 5 10 
Great Northern Tel. ... 22 22 BS +4 6 15 
Indo-European .. s 18 18 48 = 613 
coni .. ve 2. 0O 10 Bà -— 8 4 
New York Tel. 44 о. 4 4а 992 | — 410 
Oriental Telephone Ord. .. 10 10 aye — 8 0 
United R. Plate T'el. 5 - 8 8 6 —  '" %18 
 WestIndi&and Pan. .. .. 1 — 1 + _ 
Western Telegraph E ER т 8 14 — 5 1 
| Home Валя, 
Central London, Ord. Assented 4 4 95 +1 568 
' Metropolitan os v "E 1 95 — à 818 6 
EE 
nderground Юіесігіс inary i _ i 
do. do. " A d . е Nil Nil 4, ad pares Nil 
до, do. Income 6 6 90 1i  *612 8 


Foreren Trams, &0, 


Adelaide Sup. 6 per cent. Pref. 6 6 5 — 6 0 0 
Anglo-Arg. Trams, First Pret. 5k 5b 34 — 7-390 
do. 2nd Pref, .. Б 8 — — 
do. . 5 Deb. 5 b TT — в 9 0 
Brazil Tractions .. £s e 4 4 62 —4 6 91 
Bombay Electric Pref. .. .. 6 6 10хӣа -— 614 8 
British Columbia Elec. Rly. Pfce. 5 Б 62 +2 B 1 4 
i do, do. Preferred — Nil 46 +8 Nil 
do. : до. Deferred — Nil 48 +2 Nil 
` до. do. Deb. 44 4 66 — 610 9 
Mexico Trams 5 per cent. Bonds — Мі 40 — Nil, 
о. 6 per cent. Bonds — Nil 8 — Nil 
Mexican Light Common .. Nil Nil 90 — -— Nil 
do. . еї, ... ste Nil Nil B8 — Nil 
do. 1st Bonds s Nil Nil , 40 — — 
MANUFACTURING COMPANIES, | 
Babcock & Wilcox xs - 14 16 21 - -%4 520 
British Aluminium Ord. s Б 1 26/- = 518 
British Insulated Ord. .. . 15 E 12 — 7 510 
British Westinghouse Pref. .. ү 1 51/- —8$d 517 8 
allenders .. a ate .. 16 20 12 — 800 
do. _ 6 Pref. T b b = == 617 8 
Castner-Kellner .. S e. Dm — 5 6 8 
Edison & Swan, £8 paid .. Ni — 9/8 — Nil | 
do. do. fullypaid .. Ni — 1 — Nil 
do. do. 5 percent. Deb. 6 5. 57 — 816 8 
Electric Construction .. ; .. 6 th 17/-. +84. 816 6 
Gen. Еее. Pref, ee e. ` ев 6 6 9% тт 6 1 6 
Henley oe ee ee oe 20 95 ` 16 — 8 1 8. 
do. 4$ Pref...  .. 4) 4 4 - 512 6 
India-Rubber ee ee ee 10 10 12 -— 98 6 8 
Telegraph Con, ee ee ee 20 20 89 = %6 4 0 


* Dividends paid free of income-tarx. 


Ч 


ELECTRIC TRAMWAY. AND. RAILWAY 
TRAFFIC RETURNS. ` 


CES + 


Month | Receipts for ||'s F A A <` "| Route 
Locality. ended ' the - со] Totaltodaté, | miles 
(4wks)| month, 02} .j .| open. 


£ £ 4 £ E 


Blackpool-Fleetw'd | July 22 | 5,2235 | 677 | 99 | 17,164 |+ 1,508 | 8 А 
Bristo (Trams) ..| ,, 98 [| 21,018 +1,681 | 80 149,780 |+ 8,716 | BO'B | .. 
А + 1 Ы 


E^ "O3. "ugs „ 27| 239507] — 30 | 14,746 |— 8:89 | .. 
Dublin ..  ..| „ 28 | 27,758-|+9,490 |) 80 | 178.497 |— 6,890 [54°95] .. 
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THE ELECTRICAL EQUIPMENT OF 
A MODERN FOREIGN SUBMARINE BOAT. 


By NORMAN H. WOOD. , 


(Concluded from page 117.) 

The main fuses for the auxiliary circuit are en- 
closed in the same box, which is located very close 
to the battery tank to ensure the main battery leads 
being extremely short. The cut-outs are mounted 
side by side in an explosion-proof steel case, with 
the operating handles brought through the sides. 
The overload and time-limit relays are mounted on 
the front cover and set to operate at 1,300 amps. in 
about two to three seconds. They are, therefore, 
non-operative whilst starting-up, but open should 
an overload last for more than the time limit stated 
above. In series with the solenoids is а small 
switch which opens with the cut-outs and releases 
the relays from electric pressure. | 

Each electrical circuit im the vessel is indepen- 
dently arranged with its fuses directly connected to 
the main battery leads, which ensures that in the 
event of any one set of fuses blowing no other cir- 
cuit or circuits will be disturbed. The auxiliary power 
circuits are fed from the full battery pressure, whilst 
all lighting circuits are taken off the half battery 
pressure through double-pole change-over switches, 
to enable either half battery to be discharged at will, 


and double-pole switches to cut out the complete 


circuit. The general, instrument, and navigation 
circuits are provided with regulating resistances to 
maintain a constant pressure of 55 volts at any bat- 
tery pressure. To prevent the boat being plunged 
into complete darkness, in the event of the general 
lighting fuses blowing, safety or police lamps 
are installed and fed from a separate circuit, but 
as no rheostat is provided in this particular circuit, 
the lamps are switched off during such time as the 
battery is on charge. Each lighting circuit is con- 
trolled from a special watertight gunmetal distri- 
bution box enclosing 6 D.P. fuses and 6 s.r. switches, 
and has cast on the underside three watertight 
sockets for portable connections; the spindles for 


Operating the switches: are brought through the 


front cover, which also carries a small hinged in- 
spection flap for fuse renewals, &c. 
_ The navigation lights comprise a masthead steam- 
ing light secured portable to the forward periscope, 
stern and stem anchor lights clipped to the hand- 
г, a masthead flashing lamp secured portable to 
ны after periscope, and the bow and stern lights. 
e last three lamps are fixtures built into the 
у ME round about the conning tower, and 
n directly from the navigation distribution box in 
us central] station, whilst all portable navigation 
is ps are plugged on to the special box in: the com- 
: ша о hatch behind thé conning tower, to 
M is also connected the portable Morse key and 
ox ий for the flashing lamp and the light in the 
portable compass which 15 used when steering from 
the bridge. | 
колы lighting consists of 16-c.P. metal-fila- 
falc ne enclosed in gunmetal guarded brackets 
Mt э the frames in the most efficient positions 
FRA ae other internal gear, and controlled from 
кы is lon boxes in the engine room, central sta- 
Hon ew space, and officers’ quarters; four addi- 
al 5-amp. D.P. watertight plugs are fitted in the 


engine room for portable lamps or small tools. Two 


es portable magazine hand lamps, with 
ыза resistance to enable them to be charged 
iom 55-volt circuit, are carried in the central sta- 
ie hotplates of 750 watts capacity and 
salle: ats each, built into one frame, are in- 

in the crew space for cooking purposes; cur- 


rent for these is taken from a special distribution 
box -placed just overhead, and connected to the 
plates throygh flexible portable leads. 

Four portable electric radiators of 1,500 watts 
consumption, with three heats each, are carried to 
warm the officers’ quarters and crew space in cold 
weather and special watertight р.р. sockets are fitted 
in these compartments to feed them. To ventilate 
these quarters in warm weather, two I2-in. noise- 
less fahs with three speeds and trunnion movement 
are provided. 

The vessel is equipped with one stern and two 
bow torpedo tubes firing 450-mm. Whitehead tor- 


pedoes by means of compressed air. Firing can be. 


effected by hand or electrically. In the latter case, 
the firing valve lever is released by an electric sole- 
noid energised from the lighting circuits through 
platinum-tipped push buttons, which are distributed 
in the boat in such a manner as will allow any tube 
to be fired from the conning tower, the central sta- 
tion, or at the tube itself. In each case, when not 
in use these buttons are secured with a padlock, the 
key of which is always in the possession of the Com- 
mander, to prevent the wilful firing of any tube. 
A complete submarine bell signalling plant is in- 
stalled, with an effective range of 12 miles; fitted 
with this equipment, the submarine can maintain 
communication with another submerged boat or simi- 
lar plant on shore. Transmitting is performed by a 
large bronze bell placed mouth upwards in the for- 
ward superstructure, and supported by a special 
mechanism so arranged that the bell can be stowed 
below the plating when not in use, or quickly raised 
from the inside of the boat, clear of the superstruc- 
ture, to permit the sound waves to travel out in all 
directions. The bell tongue is connected to a pneu- 
matic cylinder, the slide valve of which is operated 
by a Morse key in conjunction with a condenser, 
the supply current being taken. from the distribution 
box in the officers’ quarters. The receiving plant 
has two special submarine microphones placed port 
and starboard in the lower forward part of the boat, 
well below the waterline. On the face of the micro- 
phone case is a circular machined groove lined with 
a thick rubber packing, which forms a perfectly 
watertight job when pressed on to the hull, through 
which a small hole is drilled to ensure the dia- 
phragms always making good connectiom with the 


same instrument box are used to collect the signals 
in conjunction with a 4-volt primary battery and 
small-change-over switch to enable either micro- 
phone to be placed in circuit. The key, condenser, 


and telephone receivers are conveniently mounted - 


in the officers’ quarters just above the starter for 
the forward 26-н.р. . bilge -pump motor, which 
arrangement allows signals to be transmitted and 
received very efficiently. Should the vessel acci- 


dentally sink in shallow water, the crew inside the 


submarine can release the safety mechanism known 
as the telephone buoy, by which the position of the 
sunken submarine can be located and telephonic 
communication set up between the boat and surface. 


. The buoy itself consists of a wooden structure 


covered with 1/16 in. galvanised steel sheeting, and 
is secured to the superstructure by a screw releasing- 
mechanism operated by the crew inside the sub- 
marine. On top, the buoy has a hinged cover carry- 
ing a special watertight flashing lamp; on opening 
the cover, access is given to a portable microtele- 
phone and pushbutton. In the boat is a second 
microtelephone with alarm bell and 4-volt primary 
battery enclosed in a light steel case, and a Morse 
key to flash the lamp on the buoy cover. Electrical 
communication is maintained through a 60-metre 
long 4-core cab-tire covered cable (two cores for the 
telephone and two for the lamp), which enters the 
boat and buoy through bronze stufüng glands or 
deck tubes. Current for the flashing lamp is takem 


© seawater. Two telephone receivers mounted on the 
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from the distribution box in the crew space. When 


not in use, the 4-core cable is coiled up in a special 
cable locker just aft of the buoy. SEP 

The three electrically-driven pumps used for 
diving, emerging, trimming, &c., are arranged to 
pump from any tank of bilge through the main and 
auxiliary water service, or to pump out any torpedo 
tube through the auxiliary connections. By means 
of change-over cocks the small auxiliary pump can 
either draw from or discharge to any tank or bilge. 
For salvage purposes, pipes are fitted from the main 
and torpedo bilges to the top of the vessel to permit 

 water.inside the submarine to be blown out from 
the outside. The two large pumps placed fore and 
aft are of the high-speed double-rotor centrifugal 
£ype, capable of delivering 2,000 litres, per minute 
against a head of 30 metres with the rotors: in 
parallel, or 1,000 litres per minute’ against a head 
of 60 metres with the rotors in series at a speed of 
.*2,000 R.P.M. The changing over of rotors from 
series to parallel or vice versa is performed by the 
manipulation of a single cock. These two pumps 
are directly connected to 26-н.р. shunt-wound semi- 
enclosed electric motors with a speed variation of 
1,700 to 2,000 R.P.M. at II5 volts, the slower speed 
being necessary to prevent the motors being over- 
loaded when. the pumps are working against no 
head; for example, when the submarine is running 
on the surface. A temperature rise of 30 deg. С. 
at the six-hour rate was specified to the motor 
makers with a permissible total weight of 610 kg. 
per motor. 

The auxiliary pump is of the piston type, geared 

.to an 8-H.P. shunt-wound totally-enclosed motor 
with а speed variation of 500 fo 1,600 R.P.M. at 115 
volts, and a temperature rise of 35 deg. С, after 
one hour's run at full load. This pump delivers 300 
litres per minute against a head of 60 metres with 
a speed of 400 R.P.M. 
pended from the frames, weighs 415 kg., and has 
its starter placed just overhead on the watertight 
bulkhead; the weight of this starter is 53 kg. — 

The motor coupled to the after bilge pump also 

drives, through a reduction gear box, the high- 
pressure air compressor and auxiliary manceuvring 
propeller; interlocked couplings are provided to 
prevent both units being driven at the same time 
with a heavy resultant overloading of the motor. 
Тһе auxiliary propeller, situated right aft in the 
superstructure, is intended to aim the boat when a 
torpedo is to be fired, and to facilitate manceuvring 
when the submarine is in harbour. The starter for 
the forward pump motor is placed in the officers' 
quarters on the port side, directly opposite the 
motor itself, and weighs 65 kg. 

To enable the auxiliary propeller to be started 
and stopped from a position near the periscopes, 
and thereby directly under the supervision of the 
officer in charge, the controller for the after pump 
is housed in the central station, immediately under 
the main motor cut-outs. This controller, which 
weighs 140 kg., allows three speeds in either direc- 
tion at the 4-hour rate with its resistance enclosed 
in the casing, and is fitted with a separate inter- 
locked lever to reverse the current in the armature 
when a change in the direction of rotation is de- 
sired. The capstan motor is of the series-wound 
totally-enclosed type, with an output of 2 в.н.р. at 
1,600 R.P.M. and 115 volts for 15 minutes without the 
armature temperature rise exceeding 50 deg. C., and 
has a net weight of 115 kg. It is situated in the 
forward portion of the vessel, just under the tor- 
pedo tubes, and drives the anchor-winch and warp- 
ing-bollard through worm and cog gearing, but, as 
the output of the motor is too small to allow these 
two units to be driven at the same time, the vertical 
driving shaft carrying the small driving wheel is 
fitted to allow an upward or downward movement 
along its axial length. This. movement is controlled 


The motor, which is sus- 
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by a lever and hand-wheel, operated. by hand power, 
placed close to the motor; when raised, the driving 
wheel engages the warping bollard; in the centre 
position it runs empty, and when lowered it drives 
the anchor winch. ‘A friction clutch is inserted in 
the drive to prevent the motor being pulled up 
quickly or brought to a standstill when the sub- 
marine is being docked or the anchor housed. 
Despite the fact that the anchor winch is fitted with 
a tell-tale, experience has proved that such a clutch 
is very necessary, as the motor is too often left 
running after the anchor has been housed. The 


controller for this motor is secured to the frames , 


on the port side of the officers’ quarters, with its 
operating shaft extended through the shell into the 
superstructure to allow the motor to be started and 
stopped from the deck as well as the interior of the 
boat. Three speeds in either direction are allowed 
for, with the resistances and a small overload re- 
lease enclosed in the controller casing. The net 
weight of this controller in running order is 52 kg. 

"The semi-enclosed steering motor suspended from 
the upper frames on the starboard side of the crew 
space is of the flapper brake type, designed to give 


I B.H.P. at 1,200 R.P.M. with 115 volts continuously: 


with a net weight of 275 kg. It drives the rudder- 
actuating shaft through worm gearing, on which a 


double clutch is fitted to enable the electrical driving 


gear to be cut out and steering performed 'by hand 
in the usual way. The motor 15 controlled by two 


` automatic contactors operated. electrically, either 


by a small controller or portablé push-buttons. The 
controller is of the follow-up. type, with the two 


_ outer rings connected to the hand steering wheel, 


and the inner quick-breaking switch coupled to the 
rudder-actuating shaft through a small chain. The 
sailor turning on the handwheel in either direction 
causes contact to be fnade by one of the outer rings 
in the controller with the inner quick-breaking 
switch by sliding over the same when a current is 


caused to pass through one or other of the con- 


tactors, and the motor at once starts without any 
resistance in circuit. The motor turning the rudder- 
actuating shaft causes the inner switch to revolve 
in the same direction as was taken by the outer 
rings until the zero position is reached, when it 
quickly snaps out, and the motor is brought to a 
standstill by the flapper brake. 

Mechanical limits are provided on the rudder 
shafting to prevent the sailor overturning the con- 
trdller, and platinum-tipped limit switches to pro- 
tect the motor and gear when the push-buttons are 
in use. 

The contactors are of the usual vertical type, 
mounted side by side in a light watertight steel case 
and fitted with magnetic blow-outs and renewable 


. sparking pieces; further, a mechanical device pre- 


vents them being operated together. In parallel 
with each contactor is a 2j-c.». signal lamp, coloured 
red or green, to indicate whether tne rudder is 
being swung to port or starboard. The controller 
is only called upon to deal with the current passing 
through the coil and lamp, about 0.55 amps., which 
is so small that practically no arcing takes place in- 
side the same when in use. 

The two push-buttons, mounted in a small 
portable bronze box, have their tops enamelled red 
and green, and, in common with the controller are 
connected to the mains by three pin watertight 
plugs and sockets, with the pins of varying sizes 
to prevent wrong connecting up. Such à socket 
is fitted on the bridge, in the conning tower, and 


Pd 


in the crew space, close to the steering motor, to- 


permit the submarine to be steered electrically from 
either of these positions. A very small portable 
motor-driven dessicating gear is carried to dry out 
the periscope tubes and lenses, which, when in tse, 
is plugged on to one of the lighting distribution 
boxes. All fixed cables throughout the vessel are 


r 
t 


p 
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of н.с. copper insulated with pure para rubber, 
taped, lead-covered, and armoured with interwoven 
flexible steel wires impregnated with red-lead paint. 
They are secured to the frames with brass clips and 
screws in the/ most suitable positions to avoid other 
internal gear. Cables passing through the shell 
are encased in copper pipes, with a stuffing-box 
at the lower end inside the boat, and a union con- 
nection to the fixture they are feeding. This 
arrangement entirely prevents ingress of seawater, 
and im the event of the tubes being pierced no water 
can percolate into the submarine. Wherever cables 
pass through a watertight bulkhead they are led 
through double-ended stuffing-boxes. 

Owing to the excessive amount of moisture which 
is always prevalent in a vessel of this class, the Navy 
to whose order the boat was built specified that, as 
far as possible, the complete electrical gear was to 
be of the watertight type, and in those cases where, 
owing to restricted weight and space, it was found 
necessary to install splash waterproof gear, that, 
in the event of water reaching these units, their 
protecting fuses were to blow and isolate the cir- 
cuits. These stipulations were rigidly enforced and 
carried out, so that should the boat sink in shallow 
water and fill, the battery would be immediately 
isolated electrically from such circuits and, provided 
the rubber cover over the battery tank received no 
damage, the cells could not come in contact with 
seawater and liberate chlorine gas. | 

The only switchboard in the vessel is the auxi- 
liary, on which are mounted the switches and fuses 
for all motors, heating, and cooking circuits, also 
the change-over and double-pole switches, fuses, 
&c., for the various lighting. circuits. The board is 
of the watertight type, with the switch handles taken 
through the cover, which also carries small inspec- 
tion doors for fuse renewals, &c. Above the board 
are an ammeter for the auxiliary circuits, and a 
combined ammeter and voltmeter for the general 
lighting circuits, whilst at the after end are the 
ampere-hour-meters for the above circuits and regu- 
lating rheostats for the general and navigation 
light circuits. The projector compass, housed be- 
hind the conning tower, is provided with a drying 
lamp and two 6-volt interchangeable lamps to illu- 
minate the compass card, the voltage forthese being 
shunted from a resistance. 

The greatest difficulty confronting an electrical 
engineer in a submarine of this size is the very 
limited amount of space and weight allowed. As, 
when running submerged, the boat depends entirely 
on its metacentric heights for stability, it follows 
that all weights must be reduced to the smallest 
possible limit, and that all heavy gear has to be 
placed as low as possible in the vessel to keep down 
the position of the boat's centre of gravity, and 
thus help to increase the metacentric heights. With 
this object in view, the electrical gear installed was 
of the very lightest possible type; wherever pos- 
sible, very light steel cases were substituted for 
those of cast gunmetal (aluminium was not allowed 
owing to the corrosive effect of seawater), and the 
cables loaded to the utmost, particularly those feed- 
ing the main motor, where 2 amps. per mm.” was 
allowed as a safe working standard. All motors 
have cast steel yokes and end brackets to reduce 
weight and bulk, and in all cases (except the main 
propeling motor) are supplied with ball bearings. 
The total weight of electrical gear in the submarine 
1s about 49,600 kg. 


,, English Electrical Man Imprisoned in Mexico.—A 

ashington dispatch to the Daily Mail says that the British 
bassy has entered a vigorous protest at the State Department 

against the imprisonment of a British subject, Mr. Fuller. the 

president of the Electric Light Co. of Mexico City. It is reported 

кем the Carranza Government imprisoned Mr. Fuller because he 
used the demands of his employés, who are on strike. - 


ELECTRICITY FOR SMALL HOUSES. 


* 


REFERRING to our abstract of a recent paper on “ The 
Economy of Electricity in Small Houses," we subjoin some 
figures relating to the use of electricity in в small house in 
an industrial town in Scotland. The house consists of 
three principal apartments—a sitting-room, a dining-room 
(formerly a kitchen), and a bedroom—with scullery, bath- 
room, &c., and forms one of six dwellings in & tenement. 
The rent of the house is £32, which includes rates and 
taxes. "The occupants comprise two adults and one child. . 

During the past three years, electricity was used for 
lighting, cooking, апа occasional heating, while coal was 
used in the kitchen for hot water and heating the kitchen, 
and also for the heating of the sitting-room and bedroom. 


. The annual cost of electricity and coal averaged :— 


Electricity o. £6 411 
Coal ...  .. ae 613 6 
Total £12 18 5 


which is equal to 4s. 11d. per week, on the average. 

Early in May of this year, the experiment was com- 
тепсей of burning coal in the dining-room once a week for 
heating water for hot baths, all other heating being done exclu- 
sively by electricity. The results, as shown by the following 


. Statement of costs, have been quite successful. 


The electrical equipment is as follows:—Besides the 
usual lighting installation, there are electric fires in each of 
the apartments—a 3-Kw. “ Carron ” radiator in the sitting- 
room, а 13-kw. “ Magnet" fire in the bedroom, and a 2-Kw. 
* Belling" fire in the kitehen (which is now the dining- 
room). ‘These are fed on one circuit of 7/21 8.w.G. cable, - 


` е voltage being 250. In the dining room a small 


“Carron” cooker is in use of a capacity of about 4 KW., 
with oven, grill, and two hot-plates. As an adjunct to the 
cooker, a 2-pint kettle (700 watts) with self-contained 
element, and a radiant-heat “ Belling” boiling ring have 
been provided for fast boiling. In the scullery a 2-Kw. 
* Jackson ” water-boiler, with ball-cock valve, has heen fitted 
to the water supply. The cooker and hot-water heater are 
connected to a second circuit wired with 7/21 s.w.a. cable. 
All the cooking appliances have been in daily use for all 
meals since they were installed, but the radiators have 
only been put on at’ intervals when heat was required on 
cold days. The lighting rate is 3d. per unit, and the charge 
for heating is 3d. per unit. On May 24th a separate meter 
was fixed on the heating circuit to register the energy used 
for this purpose, as distinct from the more regular consump- 
tion by the cooking appliances. The units used for cooking, 
heating, and lighting respectively, commencing from May 
24th, 1916, were as tabulated below :— 


— ——_— — 
A 


m g ы E E b 3 
д | E | & = аа E 

Z tot & te 50 B E 
Es 3 | # | fe) # | Л 3 | ge 
. Ss 5 So Е E E È > 
“|8 | | d 3 

unt. И i ии еше 
May 28th 4 217 | 54 | 5l 0:2 270 | 67 
May 30th 2 12°0 60 02 02 124 6`2 
June 14th — — —— — — bp E ow 
June 18th 4 2331 | 58 6'6 0'4 301 12 
June 25th 7 3974 | v3 lI 03 38'8 55 
. July 2nd 1 281 | 410 1 01 283 41 
July 9th т | 383| 55 5 | 03 | 391) 56 
July 16th 7 449 | ^64 1076 0°5 600 | 86 
Total 38 |2055 | 54 | 229 | 20 2357 | 62 
MM. i 


NorE.— House closed during first part of June. 


For the whole period the total costs were therefore :— 


Cooking, 205°5 units at 3d. = 128. 10}4. = 2s. 43d. per week 
Heating, 242 „ at За. = 1з. 64d. 
Lighting, 2:0 , at 3d. = Os. Od. _ 
& wu mm - 
Total electricity (38 days) = 14s. 104d. = 28. 89d. per week. 
Coal used during the same 
< period, 14 ewt.. at Is. 7d. 
рег cwt. ... sis S. = 38. 234. 
' for coal and 
ftd = 188. ld. = 3a. 4d. per week. 


electricity (38 days) 


- i 


- 


` magnetic-drag principle and the friction contact as obtained in the: 


‘of burning. coal for. heating rooms and 


166 


THE ELECTRICAL REVIEW. [vol 79. No. 2,020, Aveusr 11, 1916. | 


ee errr ———————————— — 


The average weekly cost of heating, cooking, and lighting 
thus has been only 3s. 4d. Prior to the commencement of 
the experiment, the average weekly coal consumption .for 
the summer months was 2 cwt. at Is. 6d. = 3s., to which 
must be added the previous cost. of electric cooking only, 
namely, 18. 11d. per week—a total of 4s. 114. per week. 
The saving effected, therefore, by the new arrangement 
(allowing 2d. per week for electric lighting) amounts to 
ls. bd. per week. In addition to this, there is the further 
saving in the wages of a charwoman, who préviously was 
engaged for four hours each week at a 
cost of 2s.; and whose services are now 
required for four hours each fortnight. 
It is right also to point out that the 
electric water heater, while mainly used 
for the heating of water for washing up, 
has also been utilised for the washing 
of clothes not sent to the laundry. The 
consumption of energy for cooking also 
includes the energy taken by an electric 
iron of 550 watts, which is in use every 
day for about half an hour. It is esti- 
mated that for the summer six months 
a total saving of between £1 10s. and 
£2 will be made, and experience has 
already’ shown that the housework has 
undoubtedly been very considerably ге- 
duced. iss 
During the winter months the inten- 
tion is to revert to the old arrangement 


providing hot water, as the increased 
consumption of electrical energy for the 
heating of rooms in the winter would 
be prohibitive in cost. Electric cooking and occasional 
electric heating will, as before, be continued throughout 
the whole year. Excepting the kettle and iron, the 
apparatus has been obtained on hire from the local supply 
authority, the rental for the whole of the hired appliances 
totalling 8s. per quarter. 


A NOVEL ELECTRIC-CLUTCH GEAR FOR 
"P te MOTOR-CARS. 


AN interesting new form of power transmission for petrol motor- 
cars, known as acentrifugal electric generating clutch, has recently 


‚ been brought out by the Vesta Accumulator Co., of Chicago, U.S.A. 


The device, which may be described as a combination of the 


ordinary form of clutch, replaces not only the clutch, but also the 


| FIG. 1.—INTERIOR OF CLUTCH. 


change-speed gear box and electric generator. and engine starter 
which at present form part of what may be termed the standard 
design of petrol cars. It also eliminates the use of the clutch 
pedal, the emergency-brake lever, and the change-speed lever, all 
controls in the new arrangement being by push-buttons on the 
steering column, and the brake pedal. 

The device consists of two main parts: the armature and the 
fields, Unlike the average motor or dynamo, the fields are on the 


Fig. 3.—MaAGNETS AND BRUSHES 
OF CLUTCH. 


FIG. 2.—CoMPLETE CLUTCH. : 


inside and the armature on the outside. The armature, in fact, 
forms the engine flywheel, and ig bolted direct to the flange on the 
rear end of the crankshaft. 'The armature is in the shape of a 
drum, in which are mounted the armature laminations and form 
windings, which are connected to an internal commutator fastened 
to the outer edge of the armature drum, as shown in fig. 1. The 


! fields, fig. 3, are attached to the propeller shaft, which conveys the 


power to the rear axle of thecar ; they are mounted inside the arma- 
ture on the crankshaft extension, and rotate freely on roller bearings. 

The brushes, which are part of the field unit, press outwardly 
against the face of the internal commutator. The brushes are 
mounted in such a way that the centrifugal force of their rotation 
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Fic. 4.—VIEW SHOWING COLLECTOR- 
RING BRUSHES. 


increases the force with which they press against the commutator. 
When the engine of the car is at rest, the pressure is very light ; 
but when it.is running, and as the speed of the car increases, the' 
pressure óf the brushes against the commutator also increases, 
until, when the car attains a speed of 15 miles per hour and over, 
on: level roads, the friction (carbon against copper) is sufficiently 
great to prevent any slip between the fields and the armature. 
That little wear takes place on the brushes is evidenced by the fact 
that tests made with brushes 24 in. long showed only y in. wear 
on а car that had covered a distance of 12,000 miles., At lower 
speeds, and particularly in starting, the transmission of power is 
through the electromagnetic drag between the armature and 
fields; there is therefore no mechanical connection between the 
engine and the propeller shaft until the car speed reaches a pre- 
determined maximum, which may be altered to suit different 
conditions. 

By means of the new clutch, the makers claim that great 
flexibility can be obtained in. starting the car or in “ picking up” 
after a slow-down in traffic, and as the speed of the car increases, 
the greater the centrifugal force and the less chance of slip. The 
slip that does occur in starting is not wasted, the energy generated 
being utilised to keep the battery, used for engine starting and 
lighting purposes. in a fully-charged condition. For this purpose 
the field is provided with four slip rings with 
which brushes make contact. The battery con- 
sists of four sections of six volts each,of a total 
capacity of 200 ampere-hours, while the con- 
troller comprises a number of switches operated 
by push-buttons through a solenoid, and arranged 
to work automatically in conjunction with the 
engine throttle lever and accelerator pedal. 


The pushing of the engine-starter button 
operates the series side of the controller, causing 
the battery to be coupled ор in series in a 
24-volt, 50-amp.-hour connection. The operation 
of the engine throttle or accelerator automatically 
causes the other, or multiple, side of the con- 
troller to parallel the battery to a 6;volt, 200-amp.- 
hour connection. The controller is so arranged 
that it is impossible to close both series and 
parallel circuits at the same time. 


The operation of a car fitted with the system 
is claimed to be exceedingly simple. The vehicle 
goes through all ranges of speed, from zero to 
the maximum, by the simple opening of the 
engine throttle, the electrical and centrifugal 
action being entirely automatic. To start the 
engine, all that is necessary is to open the throttle 
and push in the starter-button ; the fields are then 
held stationary by an automatic locking arrangement, and the fly- 
wheel armature is revolved about them. The automatic locking 
device renders it unnecessary to apply the brakes to hold the fields. 
stationary in the starting operation, and prevents any chance: of 
the car running backwards. The operation of the throttle lever 
or accelerator automatically makes an electrical connection between 
the battery fields and armature, so that, when the throttle is further 
opened, the internal fields immediately try to catch up with the 
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revolving armature through the magnetic pull, assisted by the 
ever-increasing centrifugal 2 
Assuming t the car is approaching a hill requirin ter 
clutching effort, the gradient will cause a Freier aed ои the 
movement of the car, consequently causing the fields to run slower 
than the armature which is connected to the engine, this difference 
of slip causing current to be generated. The current will com- 
mence to flow through the fields until the field coils have received 
somewhat more than their normal amount, this small excess 
amount being due to the fact that the cut-out is made to cut in 
when the voltage is higher than 8 volts. 
т When a still greater clutching effort is required above that which 
is produced by the current flowing in the fields, the current will flow 
through the battery, making up for the difference required in the 
clutching effort, since this greater amount of clutching effort will 
have caused the cut-out to cut the battery into circuit. When the 
hill has been mounted, the centrifugal clutch will cause the current 
to cease flowing as before, and will recommence doing the work of 
driving the car. 
\‹ It will be seen that the centrifugal clutch can do all the work 
without the aid of any electrical circuit after it has once cut in, 
but no current would then be available for engine starting and car 


| 
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Fic. 5,—CLUTCH COMPLETE WITH COVER, 


lighting, The centrifugal action is consequently so arranged 
relative to the electric generating effect as to furnish the current 
for the charging of the battery with as little waste ns possible. 
When the car ia slowed down or is to be stopped, it is only neces- 
‘sary to close the trottle, this breaking all the electrical connections, 
the car then “coasting” until it stops by itself or by the applica- 
EC of the brakes. 
or reversing the car, as well as for emergency purposes in very 
hilly districts, a small gear-box providing a T por ion and a 
low forward speed is included in the transmission, this being 
operated electrically by push-buttons on the steering column. 


CORRESPONDENCE. 


— receired by us after 5 F.M. ON TUESDAY cannot appear until 

following week, Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hace the writer's name and address in our possession, 


" Twenty-Two Deaths from Heat Stroke." 


After seeing the following h i i 
e paragraph in two evening papers and 
one morning paper, I begin to think its incredib 
MTM EA c le and disgraceful 
The Secreta 
i g 4 oe M tet a the receipt of the following 


On recent voynge of hospital shi 
е p Dongola, (гош Basra to Bombay, there 
у ger of heat stroke among British sick and wounded troops, ‘and 17 


oceurred 

Ir eid necessitated sip etno | 
tated shi turned round ¢ hours for firs 

a6 ot * Smp р und every Jour hours for first 
most 1 a ы Mess ig could bi ventilated, Voyage was made under 


e la іка P. and О liner of 8,056 tons, built in 1905 f 
Indian Servi Y ns, buílt in specially for the 
ot when ie кш converted its a hospital Enipo on лты 
Bios аа years awo, ая your records will show, I brought an 
aguinst a steamship company trading with South Africa for 
"s LE it had electric ventilation, with the result that 
bui 1 undreds of electric fans were immediately sold to shipowners, 
Indi ae it comes about that a P. & О, liner specially built for 
тке “ү service, sailing in its own waters, and acting as a 

This ship, should lack proper ventilation is inexplicable. 

йы — on all fours with the Indian troop train incident, 
death d мы reaptty men were allowed to suffer intolerable agonies and 
Mmi Aw. aa scandalons neglect of persons in authority, too 
reyirementa erstand, and too callous to attend to, most obvious 
and aped -— equal to that of the boat is no novelty, 
Аы of alm гаі і м 
ward jourtiey from онон аш every wail steamer on its home 


among troops and crew, and five other 


= z oes 


түттү үзүү ыр 
һу" { аш JL. , 


Fic. 6,—CoNTROL SWITCHES, 


This has been called an айн war, but he has not А been 
fully appreciated and used in very many directions, of which the 
above is one more instance, 

Justus Eck. 


London, S.E., August Sth, 1916, ` 


Induction Motors on Circuits of Different Frequencies. 


„26 NINE information regarding the behaviour of induction 
p on different frequencies may be of use to your correspondent 
ractice :— 

In making changes of the kind suggested, the main point to 
watch is to keep the flux density in the iron the same na before 
the change. By so doing, the stator and rotor currents will remain 
unchanged when working against the same torque. To keep this 
density the same, however, necessitates a variation of the impressed 
voltage with the frequency. 

The first effect of reducing the frequency is to reduce the speed ; 
for instance, a 60-cycle motor will run at only $ of its normal 
speed if connected to a 50-cycle circuit. To keep the stator and 
rotor currents the same as they were before the change, the torque 
must be kept the same. Owing to the reduced | 
speed, therefore, the horse-power of the motor 
will be less than normal—the decrease being 
about Ф the rated horse-power. 

It is often undesirable to alter the voltage 

| in proportion to the change in frequency, 
4 | and 60-cyele motors are often run on 50-cycle 
m circuits of the same voltage. In such a case ~ 
the magnetic densities in the iron will be ¢ of 
the normal densities. The iron losses will, 
therefore, be increased, and a warmer running 
motor is the result. The poorer ventilation 
at the lower speed tends to agyravate this 
heating. The efficiency of the motor will be 
slightly decreased on account of the increased 
iron losses, the actual loss in any motor 
being dependent on the degree of saturation 
of the iron at normal frequency. The bigher 
flux density will increase the magnetising 
current required, and the power factor may 
therefore be lowered. If the voltage is 
corrected for the lower frequency, the power 
factor may be slightly increased, though this 
is by no means generally the case. 
v In running а 50-cyele motor on a 60-cycle 
circuit the chief consideration is generally the ability of the 
machine to withstand the extra stresses due to the 20 per cent. 
increase in speed. If the voltaye remains the same, the flux density 
will be only & of the normal, The iron losses will therefore be 
decreased, though the rise in frequency reduces this decrease 
sowewhat. Since the increased speed gives better ventilation, the 
rated horse-power may generally be maintained, and in some cases 
exceeded, if mechanical considerations permit. The slip will be 
increased, and on this account the power factor may be lowered 
slightly. 

Whether the machine is run on a higher or lower frequency 
than that for which it is designed, the actual performance depends 
to auch an extent on the magnetic and electrical designs, that it 
is difficult to weneralise. Two motors of equal voltage, frequency 
and output may behave quite differently as regards heating, 
efficiency, and power factor when run on s higher or lower fre- 
queney circuit, The writer hopes, however, that from the above, 
* Practice” will be able to form an idea as to what to expect when 
running motors under the sugyested conditions. iSd 


From the Front. 


І am again writing a line of thanks to you for the weekly бору 
of the REVIEW, which still reaches me regularly, I wish it were 
possible to read it under pre-war conditions once more—with the 
sing of the turbine in the ear and everything comfortably loaded. 
I'm afraid that shift work will prove somewhat irksome to а good 
many when the time comes to "take over" again. But haps 
when that happy time arrives we shall find log-books, load curves 
and all the rest of it under the spell of the eternal feminine ! 

I need not add that the REVIEW is still appreciated. It is 
distressing to read the long list each week in the “ Personal 
Column" of good men who have gone under. Now that we are 
"at the peak," may the end be not too far ahead, , 


J. H. Pembry, A.S.C., M.T. 
British Expeditionary Force, August 3rd, 1916. 


—————— 


Automatic Train Control.— According ‘to the Авул 
Railway Journal, the New Haven Railroad, which is investigating 
the question of automatic train control, has examined over 4,000 
plans of automatic stops, and tested two trial installations during 
the past four years As a result, the officials are convinced that 
automatic train control has not reached the degree of development 
that would eliminate the introduction of other and greater hazards, 
and warrant either universal or limited adoption by the New Haven 
line. The company has, however, appointed an engineer to give 
his whole time to the study of the problem, 
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FOREIGN AND COLONIAL TARIFFS ON 
J ELECTRICAL GOODS. : Е 


A 


EGYPT.—Revised Tarif Valuations for use in assessing 
duties on iron and steel manufactures imported into Egypt 
huve been issued, with effect from June 16th to August 15th. 
Duty is leviable on the Valuations at the rate of 8 per cent. 


BRITISH INDIA.—The information contained ір . the 
official Supplement to the Board of Trade Journal, July 18th, 
respecting prohibitions is modified by a later announcement 
that the export of sickle-dressed block clear ruby and slightly- 
stuined ruby mica of sizes Nos. 3, 4, 5, and 6 Bengal stan- 
dard, is prohibited to all destinations; and ‘all other descrip- 
tions of mica are prohibited to destinations other than the 
United, Kingdom and British Possessions. These prohibi- 
tions apply unless a permit, signed by the Chief Customs 
Officer, 13 produced to the Customs Collector at the port of 
export, and the mica shipped in accordance with the terms 


of the permit. 
ST. LUCIA.—An Ordinance has been issued providing for 
the amended Customs Tariff—vide the Review of July 30th, 


1915—to continue in operation until June 3Uth, 1917. Under 


the amended Tariff, telegraphic, telephonic, and electrical 
apparatus, and appliances of all kinds for communication 
or illumination, are free of import duties. All other electrical 
machinery and electric dental appliances .of all kinds are 
.dutiable at the rate (including the 10 per cent. surcharge) of 
13.2 per cent. ай. val.‘under the British Preferential Tariff, 
and at the rate of 16.5 per cent. ad val. under the General 
Tariff. All other electrical apparatus is dutiable at the flat 
rate (including surcharge) of 16.5 per cent. ad val. 

GREECE.—A Bill was introduced on June 14th providing 
for a general increase of the Greek Tariff rates of duty by 10 
per cent.—the additional duty to be collected from the date 
of introduction of the Billi—and also making provision for 
certain other alterations in the Greek Customs régime. 
According to information received at the Foreign Office from 
His Majesty's Minister at Athens, the proposed increase has 
now been suppressed, and the sums already paid to the Greek 
Government їп respect of this increase will be refunded. The 
other modifications proposed will also not take effect. 

UNITED STATES OF AMERICA.—The Treasury Depart- 
ment has issued, under date June 8rd, the following Circular 
regarding the appraisement of merchandise in respect of 
which a notice of change in value has been received :— 

“ It appears from a discussion at the appraisers’ conference 
that there is a lack of uniformity in appraising merchandise 
of which notice of a change in value has been received. 
Some appraising officers apply. the new price on all ship- 
ments made after the change of price, and others wait until 


they have evidence of deliveries at the new price either in 


the country of exportation or the United States. 

." It further appears that there are two classes of merchan- 
dise, viz., one which may be termed stock goods which are 
ready for delivery at all times, and the other goods which 
are manufactured on orders for future delivery. . ' 

“ As to the first class, the Department is of the opinion that 
the new price should be put into effect on all purchases 
made after the date on which the new price is to take effect, 
but that as to purchases made before that date and not 
shipped until after the new price becomes effective the new 

. price should not be applied unless there is evidence that sales 
have been made at the new price. 

“With respect to the Second. class, the new price should 
be applied to old contracts only when there is evidence that 
deliveries have begun at the new price. When the apprais- 
ing officer has no information as to whether sales have been 
mede or delivery begun at a changed price, he should with- 
x мшш until he can secure information on the 
Subject. 


A decision respecting the application of the United States 
Tarif Act of 1913 has recently been given, by the Court of 
Customs Appeals, that flaming arc-lamp carbons composed of 
lamp black or retort carbon, with or without a core impreg- 
nated with chemical salts, are dutiable under paragraph 89 
of the Tariff at the rate of 40 cents (about 1s. 8d.) per 100 ft. 


Variation of Friction Losses with Temperature.— 


According to W. Peukert in the E.7.Z, as the results of tests . 


carried out on a D.C, motor of 11°6 KW., the losses due to friction 
of the journals, brushes, and air-churning diminish with rising 
temperature. These losses were at 18° С. 42] watts, at 40° C. 
308 watts, and at 54? C. 208 watts, the corresponding efficiencies 
being respectively 86°68, 87°47, апа 88°35 per cent. The armature 
losses remained constant, the resistance of the winding ‘increasing 
with the temperature, whilst that of the brush contacts dimin- 
ished. The magnitude of the change in the friction losses is sur- 
prising, and evidently the subject deserves further attention. The 
temperature of the room in each case was artificially regulated so 
that all parta.of the machine were equally heated, and the instru- 
ments were installed in a neighbouring room unaffected by the 
temperature variations. 


 DELEBECQUE & WaLsaLL ELscrRICAL Co. July 97th. - 


NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED). | 


Cen:piled expressly for this journal Бу -Messrs. W. P. Tnoursow & Co, 
Electrical Patent Agents, 285, High Holborn, London; W.C., and at 
Liverpool and Bradford. 


10,386. '' Electrical connectors or junction pieces." G. Н. Couns & Н. F. 
CoLLiNs. July 24th. ] i 


10,402. “ Interrupter arrangements for electric circuits, chiefly for use with 
internal-combustion engines," Н. К. Wricnt. July 24th. 


10,418. “ Supports for accumulators.” С. С. Bennett & H. Garde. July 
24th. i : ' 


10,498. “ Electrical and automatic laying of anti-aircraft guns." М. A. V. 
VAN DEN EYNDE. July 24th. А 


10,458. '* Electric lamp shades, reflectors, ete.” 
REvNorps. July 25th. ( 

10,491. *“ Electrical driving for motor-vehicles, etc.” 
25th. (France, May 9th.) 

10,519. *'' Electric motors and dynamos." A. Lyon ano Wrencn & J. C. 
Тормам. July 26th. | i 


10,535. “ Electric resistances for com ensating, etc." J. E. Polak (Soc. 
Anon. des. Etablissements L. Bleriot). July 26th. 


10,554. ©“ Electric cable joint boxes." C. Vernier. July 26th. 
10,558. “ System of electric signaMing." L. Conen & С. О. Squier. July 
26th. 


A. REYNOLDS & F. A. 


Н. Скоснат. July 


10,561. *'Circuit controllers." Іскамс Exsctrric Co. (Cutler-Hammer 


“Manufacturing Co.) July 26th. 


10,563. '' Galleries for gas and electric fitments." Т. CRackNELL. July 
6th. 


10,573. '' Rotatable contact;breakers for magnetos, etc.” 
July 26th. * А 


10,576. ** Wireless telegraphy and telephony." J. BErHENOD & E GIRARDEAU. 
July 36th. (France, August 10th, 1915.) 


10,588. '* Attachment of ammeters and voltmeter 


E. J. Pusa. 


to supports." V. 


‚10,589. “ Ammeters and voltmeters." V. DELEBECQUE & WALSALL ELECTRICAL 


Со. » July 27th. 


10,611. “ Automatic telephone call distributing systems." WESTERN ELEcTRIc 
Co. July 27th. (United States, December 19th, 1914.) * 
10,627. “ Electrical transmitting apparatus," Н. K. Harris. Yuly 27th. 


10,640. “ Controllers for clectric motor circuits." IGranic Execrric Co. 
(Cutler-Hammer Manufacturing Co.) July 27th. 
10,677. '' Controllers for clectric motors, etc." Exectric CONTROL, LTDa 


& О. ELLEFsEN. July 28th. . À 
10,705. *'' Magneto-ignition devices.” G. R. Sat. July 28th. 
10,718. “ Valves for receiving ог producing wireless current.". E. R. 
CLARKE, EpIson AND Swan UNnzp Exectric Licut Co, & S. К. MuiLARD. 


` July 28th. 


10,720. “ Combined starter and lighting dynamos." A. Н. Mupezey & C. A. 
VANDERVELL. July 28th. | 


10,721. “ Magnetos, etc." W. O. KENNINGTON. July 28th. 

10,722. “* Method for producing high-frequency oscillations."' 
July 28th. 

10,734. ‘! Field magnets for electric dynamos and motors." Lyon & WRENCH 
AND L. Murpuy. July 29th. : Й 
- 10,745. '' Anodes for electro-plating." С. Jones. July 28th. 


10,750. '' Time meter for alternating current." ALLGEMEINE ELEKTRICITATS- 
Ges. July 29th. (Germany, April 26th, 1915.) : x 


LI 


I. CHORTIK. 


y 


PUBLISHED SPECIFICATIONS. 


| 1913. ` r 
96,994. TRANSFORMATION OF THE FREQUENCY or HIGH-FREQUENCY ALTER- 
NATING CURRENTS FOR WIRELESS TELEGRAPHY AND TELEPHONY BY MEANS OF 
DvNaAxOo-ELECTRIC Macuines. | Soc. Marius Latour et Cie. November ®ўпд. 
(November 22nd; 1912.) 
* 1915. 

9,852. IMPULSE TRANSMITTERS FOR ‘TELEPHONE SYSTEMS AND THE LIKE. Relay 
Automatic Telephone Co., and L. С. Bygrave. July 6th. 

9,921. ELECTRICAL TRANSFORMERS. G. Harlow. July 7th. 

9,934. SMALL ов Pocket EuscTRIC FLAsH Lamps. F. O. Trautmann. July 
8th. (Cognate application 12,377/15.) : 
9,964. Егестғіс Jot. С. H. Scholes. July 8th. 

9,981. Execrric Crock. Е. O. Read. July 8th. ; 
- 10,067. ELEcrRic Time Switcnes. Е. H. Horstmann àgd Horstmann Gear 
Co. July 10th. E Ei Г 
] итв. INcaNDESCENT ELectric Lamps AND HOLDERS THEREFOR. Т. P. Casotti. 
uly 12th. : 
10,242. Snart Раскімсѕ. British Thomson-Houston Co. (General Electric 
Co.). July láth. 

10,453. ELecrRIcaL DRIVING ОР SPINDLES FOR SPINNING, TWISTING AND LIKE 
MACHINES. Siemens-Schuckertwerke Ges. July 19th. (July 20th, 1914.) 


10,454. X-ray Tuses. British Thomson-Houston Co. (General Electric Co.). 
July 19th. 


10,938. ELECTRICAL Swrrcn CowTROLLING Devices. А. W. House. July 28th. 


11,201. MOUNTING OF SWITCHES AND OTHER ELECTRICAL Apparatus IN WALL 
Boxes. С. Н. Burt. August 3rd. 


11,922. Corp Grips For Execrrica. Purposes. R. G. Stripp. August 5th. 

11,776. TELEGRAPHIC TRANSMITTING APPARATUS. F. D. Dahl. August м. 

11,831. TRANSMITTERS FOR WIRELESS TELEPHONY.  Marconi's Wireless Tele- 
graph Co. and S. О. E. T. Trost. August 16th. | 

12,276. ATTACHMENT OF INSULATOR-CARRYING ARMS TO TELKGRAPH AND LIKE 
Pores. Bullers, Ltd., and Н. C. R. Dagnall. August 26th. 

13,807. Miners’ ELECTRIC Lamps. С. A. Bellamy. September 28th. 

18,943. Мктнор oF MANUFACTURING THE Caps FOR ELECTRIC INCANDESCENT 
Lamps. C. E. Hunter. October Ist. 

14,882. Contact BREAKERS oF INDUCTION Cous. M. А. кк papas а 
14,490. Funo wira INsuLariNG Compounp оғ ELECTRIC CABLE JUNCTIO! 
Boss W. T. Henley's Telegraph Works Co. and F. Harris. October 18th. 
14,783. Execrric Sroves. J. D. Crary. October 19th. | 
15,459. ELzcrRIC Lamp HoLpers. General Accessories Со. (L. Rosenthal 

and C. Seymour, Transvaal.) November 2nd. 


16,797. Casincs ror Porraste Evecrric Fiasnuicnts, Е. С. R. Marks 
(Interstate Electric Novelty Co.). November 29th. 


17,828. ANODES FoR ELECTRO-PLATING. С. Jones. December 10th. 
18,222. MetHop FoR CONNECTING TOGETHER CARBON ELECTRODES USED IM 


_ ELECTRO-CHEMICAL AND ELecTro-MeTaL.urcicaL Processes. R. Haddan (Soc. 


Francaise’ des Electrodes). December Sist. 
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MOULDED iNSULATORS | CHURTON 


Of all Descriptions. 


LITHOLITE, Ltd., 


65-57, Hackney Grove, London, N.E. 
WIRES. 


wa, LONGON 17 Р 
n 5781: 


CABLES. 
TINNING FURNACE 


(Hall's Patents). 


UNIFORM CONTROL OF TEMPERATURE 


For Coating Wire and Dipping. 
Easy payments arranged in special cases. 


Monometer Manufacturing Co., Ltd., 
ASTON, BIRMINGHAM. 


COOPER 
HEWITT 
LIGHT. 


34 hours’ daylight Write fon List No. 273. 


THE WESTINGHOUSE COOPER HEWITT Co. LTD., 
60, York Road, London N. 


BROOK 
MOTORS. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manutapturini Electrical Engineers and 
overnment Contractors, 


UAEENLAND PLACE, CAMDEN TOWN, LONDON. 
i UR ыа сы ы PES ND Ti aa 


TAYLOR & CO. 
MICA & MICANITE 


INSULATION. 


TELEPHONE :—CENTRAL 4575. 
40. HATTON GARDEN, LONDON, E.C. 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS 
for ELECTRICAL ENGINEERS. 


H. MORTON, 


. 6, Tenby Street North, Birmingham. 
Еак. = чота, 


AUGUST 18, 1916. 


& 
% 
ove and РО үр" 


3 MOTORS. 


e 


Т, HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


Have your Feed-Water Tested 
Free of Charge, by the. . . 


" ECLIPSE” BOILER Compo Co., 


S, Bristol Bridge, Bristol. 
бок MAKERS OF INFALLIBLE COMPO 
FOR PREVENTING AND REMOVING 
INCRUSTATION IN STEAM BOILERS. 

AGENTS WANTED. 


* EMPIRE " 
AUTOMATIC CONTROL 


FOR 
Shell Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL. LIMITED, GLASGOW. 
Á ———D— —— — — — —— ча 


WESTERN-ELECTRIC 
COMPANY, LIMITED, ` 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement last week, Sup. 25. 


CONNOLLY BROS, Ltd., 


for 


WIRES AND CABLES, 


Вее Advertisement this week, p. iii. 
WHITE 
Electrical Instrument Co. 


2 & 4, GLOUCESTER ST., 
CLERKENWELL, LONDON, В.С. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


INSULATING 
-- BEADS -- 


Immediate Delivery. 


35/37, Noble St. 
HOLDER-HARRIDEN LTD., оооп, Ec: 


Advertisement Index, see page xxiv. 


Registered at G.P.O, as a Newspaper and 
Canadian Magazine rate of postage. 


SUBSORIPTION per annum, Postage inclusive, in Great 


CABLES AND WIRES. 
SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, LTD., 
CHARLTON, LONDON, S.E. 
AIR COMPRESSORS 
& VAC. PUMPS, 
Desiccators \ 
Sets. ү L Pumps & 
NS Impregnators. 
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Sudamerikanische 


GERMAN FINANCIAL INTERESTS 
ELECTRICAL UNDERTAKINGS 
- ABROAD. 


IN 


T is somewhat difficult to realise that for so long a 
period as twenty years the tentacles of.the German 
trading octopus have been extending throughout 
all parts of the world. Yet during at least the | 
greater part of that period we have been keep- 


ing our readers informed as the movement has 


developed. In almost every seaport town or city 
of importance in every neutral country having a for- 
eign’ population, it has only required the- presence 
of a few Germans for the elaboration of schemes 
for the establishment of agencies which have either 
developed into branch houses of firms in the Father- 
land, or which, in the coursé of time, have expanded 
into large importing houses on their own account; 

and which have been quite willing to accept the 
representation of such foreign manufacturers and 
non-manufacturing companies, until the time arrived 
for the entire substitution of Teutonic for British 
articles, whilst the non-manufacturing representa- 
tion was continued for so long as it was available, or 
for so long as it suited the purposes of the German 
agents concerned. In fact, nearly every German 


has served as an active agent for German propa- . 


ganda іп some form оп other, and Teutonic banks 
have co-operated, commendably from the German 
point of view, but frequently reprehensibly and im- 
morally from the loftier points of view of inter- 


national commerce, in assisting in the work of 


propaganda. 

The great extent of the Teutonic banking con- 
nections in overseas countries is shown by the 
existence of the Deutsch Ueberseeische Bank, 
which was formed in 1893 by the Deutsche Bank,- 
and which has branches under the title of the Banco 
Aleman Transatlantico in various cities in Argen- 
tina, Bolivia, Chile, Peru, and Uruguay, as well 
as in Spain; and branches in Brazil under the name 
of the Banco Allemao Transatlantico. In addition, 
there are the Braziliensche Bank fur Deutschland 
and the Bank fur Chile und Deutschland, which 
were constituted by the Disconto GeSellschaft and 
the Norddeutsche Bank, of Hamburg; the Deutsch- 
Bank, the Deutsch-Asiatische 
Bank of Shanghai, the Deutsch-Orient Bank for 
Turkey and the Balkans, and certain banks for 
Palestine, East Africa, West Africa, and Africa in 
general. These great promoters of German inter- 
ests, assisted by the parent banking institutions in 
the Fatherland, have actively furthered Teutonic 
aims and trading affairs in the parts of the world 


ч 
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- where they have been established, and they have 


greatly facilitated the expansion overseas of the 
German electrical manufacturing industry, which, 
in turn, has been helped by the cable companies and 


their associated interests, the former comprising the . 


Deutsch-Atlantische Telegrafen Gesellschaft, and 
the Deutsch Sud-Amerikanische Telegrafen Gesell- 
Schaft. Indeed, every German undertaking abroad 


has been an actual or potential promoter of Teu- - 


tonic business. TEN 

The greatest German oversea undertaking is 
represented by the Deutsch-Ueberseeische Elektrizi- 
tats Gesellschaft, of. Berlin, whose combined share 
and loan capital amounts to the formidable total of 
£11,800,000. The chief centre of this supply- com- 


pany's activity is located at Buenos Aires, where - 
the company has endeavoured to secure a monopoly. . 


Some years ago the.company succeeded in inducing 
the shareholders in the Primitiva Gas and Electric 
Lighting Co., Ltd., to dispose. of their electricity 
works in Buenos Aires, but a fresh competitor has 
recently arisen in that great city in the form of the 
Italo-Argentina Electricity Co., and thus the mono- 
polistic policy of the German octopus has been 
checked. The company has also failed to obtain 
control of the Buenos Aires Tramways Co., in 
which, although an English undertaking, a Belgian 
tramway company holds very considerable financial 
interests. Yet the book value of the company's 
undertakings in Buenos Aires at the end of 1015 
amounted to £10,600,000, apart from ordinary and 
preference shares in the Companià Argentina de 
Electricidad, of Buenos Aires. In addition, the 
` value of the company’s electricity works at Santiago 
(Chile) was entered at £771,000; the investments in 
the Valparaiso (Chile) Electric Tramway Co. com- 
prised £250,000; those in the Transatlantica Co., of 
Montevideo (Uruguay) were 1,690,000 dollars in 
ordinary shares; and those in the Empresa de Luz y 
Fuerza, of Mendoza (Argentina) were 835,000 dol- 
lars in shares and 138,000 dollars in 6 per cent. 
bonds. Ап important point in this connection is 
that the Ueberseeische Co. is actually returned as 
also holding £650,000 in ordinary shares and 


£404,000 im preference shares of the Chilean Elec- . 


tric Tramway and Light Co., Ltd., and the total 
amount of the advances made by the former to the 
five companies in question is given at £3,669,000 
on December 31st, 1915. Although the total of 
these figures may not agree with the total capital 
of the Berlin company, it has to be borne in mind, 
as previously mentioned, that the figures refer to 
the estimated market value as entered in the com- 
pany’s books at the end of last year. | 

The enormous German shareholding in the 
Chilean Electric Tramway and Light Co., apart 
from the financial advances made to the latter, has 
not been unknown to those who have annually 
perused the reports of the Berlin company. In this 
connection, we observe from the report for 1915 
that the Chilean company, in accordance with the 
instructions given by the English Government, ab- 
stained from paying any dividend on the preference 
shares for 1914, although the net profits of £48,500 
would have permitted of a distribution of 6 per cent. 
being made on the preference shares. But if the 
prohibition of the Government has prevented any 
allocation of profits to the preference shares, of 
which the German company holds the entire issue, 
it has not hampered the continuance of business 
relations between the two companies. The annual 


. report for 1915 of the Berlin company, for example, 


states that the hydro-electric works at Santiago were 
practically completed in 1915, and handed over to 
the Chilean Electric Tramway and Light Co., which 
is operating the works for its own account and has 
to pay to the Ueberseeische Co. the amount of the 
rental, which was fixed by contract. Apart from 
these interests, other German electrical investments 
or undertakings exist in certain other parts of South 
America, including the holding of the German 
South American Telegraph Co. in the Compania . 
Telegrafico-Telefonica del Plata, of Buenos Aires, 
and the interest of the Berlin Gesellschaft fur Elek- 
trische Unternehmungen in the Société d'Electricité 
de Rosario (Argentina), which was formed by the 
Belgian Société Financiére des Transports, of 
Brussels. | 

We have drawn attention to the existence of the 


German element in the hope that means may be 


adopted whereby it may be totally eliminated. The 
above facts should be brought to the notice of the 
Committee which is sitting upon the question of 
British Finance іп its relation to After-the-War - 
Trade, and the Electrical Trades Committee might 
also with advantage take due cognisance of them. 

Our allies in Russia and France have removed, 
or placed under Government control, under- 
takings of Teutonic formation; in Italy the extinc- 
tion of German interests is proceeding on private 
account; whilst at home the Board of Trade is con- 
tinuing the practice of winding up enemy companies, 
and important ''black lists” of German concerns 
and individuals abroad are being issued. There 
is an old saying that '' trade follows the flag." As 
the result of the war sentiments of most of the world 
and the nauseous odour left by German immoralities 
and monstrous barbarities, perhaps that saying will 
be true again for a time. But-a more modern say- 


ing, as was exemplified several years ago in the case 


of the Victoria Falls & Transvaal Power Co., is that 
trade follows finance; and the question now. arises 
as to whether this has or has not been the case with 
the Chilean company in question. Some valuable 
light is thrown upon the experiences of the Vic- 
toria Falls Power Co. in its dealings with German 
finance and plant manufacturing in remarks made 
recently before a South African Engineering Society 
by Mr. Bernard Price, who is in a position to know 
the history of that company's operations. Mr. 
Price's comments were published in our ''War 
Items " last week; they form very profitable read- 
ing just now, not only for us at home, but for elec- 
trical buyers in other parts of the world where the 
failings of German plant at Shanghai electricity 
works have already been made known. 


Ir was with great astonishment 

“ Penny Wise." that we read in the Times Trade 
Supplement for July that, in the 

interests of economy, the Government had resolved 
not to publish further reports by British Consuls 
during the remainder of the war. When the Re- 
trenchment Committee was looking out for direc- 
tions in which to save money, we strongly advised 
against any hasty reforms being introduced in con- 
nection. with the Board of Trade trade efforts. At 
such a time as this, when our export trade must 
not be neglected any more than is really impera- 
tively necessary, and when other manufacturing 
nations are at liberty to gain a hold in our accus- 
tomed markets, it seems to us to be false economy 
to shut off altogether the supply of information that 


our imperfect Consular service is able to give us. 


As we have said before, that service has, in our 
opinion, not been appreciated at its proper worth 
by British traders; much of the criticism has been 
amply justified, but there has been a tendency 
among the critics to describe as useless or worth- 
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less ап improving service which they appeared to 
have given up using. Maybe some of that 
want of appreciation had led to Consular reports 
being regarded as a suitable thing to do with- 
out, or as a direction in which the great British 
nation might save a few hundred pounds per 
annum. Speaking for ourselves, we regret their 
temporary stoppage, and the more so because there 
is certainly no drop in efficiency in the American 
system of Commerce and Consular Reports. It 
was stated in our pages last) week that the Foreign 
Office was organising a British commercial tour in 
Spain. An excellent idea! ^ Would it be out of 
order to suggest that each member of the party. 
make a study in advance of the valuable report of 
40 pages just prepared by American Consul-General 
Carl Bailey Hurst on the commerce and industries 
of the Barcelona district? We print certain parts of 
it оп another page this week. It was published last 
month with appendices prepared by other American 
consular agencies in Bilbao, Corunna, Palamos. 
Mallorca, Tarragona, and Vigo. Mr. Hurst enters 
very fully into such matters as banking activities, 
local industries, the relative importance of different. 
classes of industries, metallurgical industries, and 
the conference of Spanish metallurgical interests, 
chemical and paper manufactures, hydro-electric 
developments, and Spanish measures for commercial 
expansion, and he makes a -variety of suggestions 
intended for American exporters, showing, among . 
other things, the place which American skill and 
products (especially engineering in character) may 
fill. It is the best report on Spanish trade and the 
Spanish market that we have seen for a long time. 
Let us hope that the Foreign Office tour will bring 
benefit to British trade in due course, but right here 
the American already has 40 pages of material and 
advice, while we, in the interests of national 
economy, are compelled for the present to forego 
the luxury of a report prepared for us by a British 
authority. German influence in the Spanish market 
has been strong in the past, and Teutonic resolves 
are made respecting the future in that country. 
cud somebody here is ‘‘ penny wise and, pound 
oolish."* 


WniLE the course of the crude 
rubber market has,continued mostly 
. _ disappointing for some time past. 
prices having fluctuated persistently downward 
since February last, it is only natural that values 
have lately displayed more resistance after touching, 
2s. 2d. per Ib. for plantation No. 1 latex. It may be 
pointed out that this figure shows precisely a depre- 
ciation of тоо per cent. from the topmost level re- 
corded in the earlier рав of January. The fact is 
worth noting, too, that prices now stand pretty well 
where they were at about this time last year prior 
to the steady upward movement which reached its 
culminating point at 4s. 4d. It thus-remains to be 
seen whether history will repeat itself within the 
next four or five months. This comparison, at any 
tate, is rather interesting, and the chances are that 
the worst of the recent depression has spent itself, 
and that when preparations are made in earnest in 
nm on with autumn requirements, prices will 
hi Once more on the up-grade. Of course, condi- 
ki ns are most abnormal, but it is considered that 

€ current price is intrinsically low, and that, given 
à more active and sustained Ámerican demand, the 
de will soon feel the effect of this. There is no 
the t that periods of low prices tend to stimulate 
de и Tubber in various new branches of іп- 
л T where the product was years ago not utilised 
ond + that the persistent growth of the planta- 
of dam put does not contain, after all, that element 
wi thin ih which has been surmised by some people 
us € last few years. America will probably 

inue by far the biggest world's consumer of 


Rubber. 
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rubber, although her takings for some months past 
disclosed an important falling off as compared with 
the early months of this year. i ; 

At the current relatively low prices, all the rubber 
being produced appears to be absorbed in spite of 
temporary accumulations of stocks and the inevit- 
able recurrence of trade slackness incidental to the 
dead season. The development of the plantation 
output in recent years has been truly phenomenal. 
Back in 1905, the world's output of native rubber of 
the Para grade was a little over 60,000 tons. In 
I914 the world's output of this grade was rather 
under that amount. Within the same period, the 
cultivated or plantation rubber industry had its 
birth and development, with its output reaching 
64,000 tons in I914, thus for the first time eclipsing 
that of Para grades. In recent years, the produc- 
tion of wild rubber has been steadily declining, and 
the Brazilian output this season may not exceed 


' 35,000 tons, whereas it is estimated that the produc- 


tion of plantation rubber may in the course of next 
year run into not far short of 150,000 tons. Ameri- 
can manufacturers seem very hopeful that the use 
of rubber for new purposes will be further consider- 


ably increased as time goes on. It is suggested that 


rubber will be utilised in increasing quantities for the 
making of shoes and belting, while the output of 
leather is declining. The London market has 
developed a somewhat better tone over the last 
week-end, and prices for plantation grades show a 
fair rally from the recent lowest point recorded, 
and the freer arrivals have been conducive to a 
more active demand. Fine hard Para has improved 
in sympathy, and still commands a good premium 
owing to the limited supply available. | 


THE enormous ramifications of 
German financial interests in Italy 
prior to the war are shown by the 
fact that out of 600 companies, no 
fewer than 327 have been found to 
have been fed by Teutonic capital. Indeed, the iron 
and steel industries, the electrical industry, and the 
mechanical engineering industry are declared to 
have been dominated by a financial group who acted 
through the intermediary of a well-known Italian 
bank, which formerly had large German interests 


The German 
Element 
in Italy. 


. and several German directors, apart from a large 


Teutonic staff. According to the statements of an 
Italian publicist, the native electrical industry repre- 
sented a nervous system whose brain was to be 
found at Berlin, through the indirect path of Swit- 
zerland. Now, however, a beginning has been made 
in the directiore of the elimination of the German 
element by the formation of an investment com- 
pany: with the initial share capital of £400,000, and 
under the title of the Società Nazionale per Imprese 
Elettriche, of Milan, for the acquisition of Teutonic 
holdings in Italian electrical companies. The first 
transactions aim at the absorption of all the interests 
of the Continental Company for Electrical Under- 
takings, of Nuremberg, which include the Societa 
Toscana per Imprese Elettriche, of Florence, the 
Palermo (Sicily) Tramway, the Società Industriale 
Elettro-Chimica di Pont St. Martin, of Milan, and 
the Società Torinese di Tramways e Ferrovie, of 
Turin. It is said that these and other undertakings 
have passed under the control of Swiss banks since 
the commencement of the war. In order, however, 
not to enrich the Germans by simple purchases, an 
Italian newspaper suggests that the Government 
should intervene in order to authorise an Italian 
group to manage German undertakings in Italy 
until the end of the war, according to the precedent 
set by Austria in transferring the Austrian rights of 
a Milan company to a group of Hungarian finan- 
ciers, and to that of Germany, which has empowered 
German banks to treat Italians as citizens of an 
enemy State. 
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constructors must turn in the near future. All the eggs must 
never again be placed in one internal-combustion basket. We 
are as confident as ever we were, and we have more than 
once expressed the opinion in our columns that the elec- 


trically-propelled vehicle must eventually receive that con- 


sideration which is its due. It is obvious that if serious efforts 
had been made in this country to develop the electric road 
vehicle as an alternative to the internal-combustion engined 
car, our position to-day would have been much less serious 
than it is, dependent as we are upon a vehicle that relies 
upon a.fuel the use of which is now being so seriously 
restricted. d P 
Curiously enough, our contemporary appears to 
have discóvered the “‘obvious’’ at the eleventh 
hour. | | . | 
The growing use of the electric vehicle for muni- 
cipal purposes has often been referred to in our 
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VigWS ОЕ EDISON ТїрРРїх@ WAGON AT SOUTHAMPTON. 


pages; we illustrate this week a two-ton Edison 
tipping wagon used by the Southampton Corpora- 
tion tramways department: for permanent-way and 
general carting work. 


* =; 
Ww D. 
Ж Ал Ту, 


ELECTRICALLY CONVERTED AMERICAN FIRE ENGINE, SHOWING 
ACTION OF SWIVELLING MECHANISM. 


Mr. W. T. Robson, the manager, has on previous 
occasions shown his partiality for the all-electric 
vehicle, and we understand that the wagon illus- 


trated and the electric tower wagon, which is also 
in use, have replaced five horses, with an appreci- 
able saving in cost to the department. 

In this connection, with lighting, tramways; and 
‘sanitary departments, as well as municipal fire bri- 
gades, and ambulances, seriously considering, and 
in many cases using, electric vehicles, the question 
of introducing a ''transport" department as а 
feature of municipal organisation should be worth 
consideration. ! es 

The electric vehicle lends itself to maximum effici- 
ency if used with discrimination, and there is no 
doubt that were a properly qualified official made 
responsible for supplying the transport requirements 
of all departments from one electric vehicle depót, 
and suitable interchangeable bodies, batteries, &c., 
provided, that less spare vehicles would be required, 


and more efficient operation would result—the 


municipal electrical undertakings benefiting at the 
same time. It may be argued that the idea is equally 
applicable to any type of self-propelled vehicle, but 
experience shows thdt any other type would in- 
volve more spare vehicles and more depot labour, 
and therefore be more expensive in the long run. 


à i; 


MODERNISING AN ELECTRIC SUPPLY 
PT UNDERTAKING. 


IN,a paper read before the Liverpool Engineering Society, 
Mr. E. M. Ноилмаѕуонтн, manager of the St. Helens 
(Lanes.) Corporation electricity undertaking, recently des- 
cribed the modernisation of his undertaking, which, in 
common with many others, was faced with the. necessity of 
meeting the demands of industry for energy at compara 
tively low prices. We reproduce his remarks in abstract, as 
follows :— я , 

Seven years ago, owing to the increasing demand for 
energy, it was found necessary to carry out considerable 
extensions to the plant and feeders, and the opportunity was 
taken of installing plant of a more efficient type. There was 
room for extensions on the present site, with good railway 
accommodation, and facilities for dealing with the aghes. 

Before the alterations were carried out, the plant consisted 
of four Lancashire boilers, two small water-tube boilers and 
seven engine-driven continuous-current generators at 460-550 
volts, aggregating 1,700 xw., the capital cost including\ build- 
ings, but not land, being £40 per kw. At that time, 2,750,000 
units were sold per annum, and the load factor was 26.5 per 
cent. е 

The capacity of the station is now 7,200 Kw., of which 


6,000 Kw. (.8 power factor) is modern plant, jnstalled at a cost 
per KW. as follows :— 


£ s.d 

Extensions to buildings as ry d se On 0 
Boiler plant (rated at 4,500 xw.), including eleva- 
tors and conveyors, water-softener, founda- 

tions, and steam pipes ... we e .. 210 0 
Generating plant, including turbo-alternators, con- 

densers, and foundations ... е x .. 310 0 

Cooling towers for 3,000 KW. ... hes dh 44 1 0 9 
Switchgear for generators and for four E.H.T. 

feeders eis) Mist,” bee af Kw шу. Oe 

717 6 

Convęrting plant with switchgear, rated at \ 

2,000 K.W. .... P sd bee oe uw 4 009^ 


Total cost per Kw., including converting plant ... £10 17 6 


At the present time, 6,250,000 units are sold per annum, and 
the load factor is 98 per cent. , 

The present boiler plant consists of four Lancashire boilers 
and economisers in No. 1 house, and four water-tube boilers 
in No. 2 house, generating steam at a pressure of 170 Ib. per 
Sq. 1n., superheated to 535 deg. F 

À single main steam pipe connects the two boiler houses, 
and all the branch pipes are of wrought steel, including the 
expansion pieces; all the valve bodies, tee pieces, and water 
pockets are of cast steel. 

Fuel is received on a siding and distributed Ьу elevator 
and conveying plant to the bunkers. The fuel used is mostly 
Lancashire fine slack, having an average heating value of 
11,000 s.rH.U. as fired, with 16 per cent. ash and 6 per cent. 
moisture. 

The Lancashire boilers are now used for stand-by purposes 
only, and will be replaced in the near future with others of 
the water-tube type. 

Four water-tube boilers, two of 18,000 Ib. and two of 25,000 
lb. steam rating, with superheaters and “E” type under- 
feed stokers have been installed. 

At the normal rating of the boilers, the stokers burn 90 lb. 
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of fuel per sq. ft. of grate area, and for short periods the rate 
can be increased to 40 lb. At this high rate of combustion 
the heat is too intense for brick arches, and they have been 
dispensed with. The side walls of the furnaces are not sub- 
jected to the extreme heat, and therefore the brickwork 
requires little attention. 

Forced draught is used, and there are three motor-driven 
direct coupled fans connected to the main air duct. The in- 
take of the fans is connected to the engine room, and warm 
airis thus supplied to the boilers. : 

The author has had eight years’ experience with this com- 
bination of boiler and stoker, and considers the results 
satisfactory. From a number of tests, the combined efficiency 
of boiler and superheater averages 76 per cent. With the 
1,250 and 2,500 K.v.4. turbo-alternators, later referred to, and 
using fuel of the quality above specified, the lowest monthly 
average is 2.56 lb. of fuel per unit generated. This figure 
cannot be maintained, however, owing to the necessity of 
still having to use one or other of the engine-driven genera- 
tors, but with the 3,750 x.v.4. turbo-alternator in commis- 


sion, it is anticipated that the average figure for the twelve ` 


months will not exceed 2.5 lb. 

. The whole of the water used is taken from the town supply, 
and has a hardness of 14 degrees, but as all the ‘‘ make up " 
i3 supplied to the cooling towers, the admixture with. the 
water returned from the condensers (jet type) gives а com- 


bined hardness of 10 degreea. The water for boiler feed pur- 
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. poses is further reduced to 5 degrees by treatment in a lime 


soda softening plant. The inclusive cost of treating.the water 
1 1.14. per 1,000 gallons. | : 

As water of a still lower degree of hardness 1з desirable for 
the sealing glands of the turbines, the author has under con- 
sideration the question of using а small '' Permutit "' filter in 
conjunction with the lime soda plant for this purpose. | 

The feed pumps, of the direct acting type, exhaust into а 
feed-water heater to which are also connected the exhaust 
pipes of the underfeed stokers. . 

„Adjacent to the power station, there is a large disused clay- 
pit of about 100,000 cu. yd. capacity, to which the ashes are 
being carted, at an inclusive cost for handling, carting, and 
tipping of 1s. 4d. per ton. | 

When first it was necessary to increase the capacity of the 
station, the merits of gas engines and producer plant were 
considered, but it was finally decided to continue with steam. 

The Dent generating plant includes three of the old 
engine-driven generators, one rated’ at 500 KW. and two each 
at 350 xw., with surface condensers. | 

The modern generators comprise three high-pressure tur- 
bines of the impulse type, with velocity wheel, operating with 
steam at 170 lb. pressure, superheated to 520 deg. F., and 

in. vacuum, and coupled to alternators generating 6, 
volt three-phase current at 50 periods, with a speed of 3,000 


- 


. the latter being of the self 


No. l combined set, installed in 1910, has a rated output 
of 1,250 x.v.4., with a steam consumption of 15.6 lb. per unit 
at full load, and 18.5 lb. at half load. 

No. 2 combined set, installed in 1912, has a rated output 
of 2,500 K.v.4., with a steam consumption of 15.2 lb. at full 
load, and 17.2 lb. at half load. 

‘No. 3 combined set (just being completed) has a rated 
output of 3,750 K.v.a., with a guaranteed steam consumption 
of 13.9 Ib. at its most economical output, ře., 75 per cent. of 
the rated output of the generator. 


Each generator has an exciter mounted on the shaft, and ` 


the voltage is controlled by an automatic pressure regulator, 
that of the large set being also arranged to control each of the 
other generators, and all three when operating in parallel. 
The generators are protected only by time limit, reverse 
relays, and the author has under consideration the advis- 
ability of fitting each generator with protective apparatus to 
automatically trip the main switch, and open the field circuit 
switch in the event of a failure occurring between phases or 
between any phase and earth. The system is opefated with 
unearthed neutral, but with the adoption of protective 
apparatus it will be advisable to earth the neutral through 
a limiting resistance. 

Two of the turbo-generators are of the self ventilating type; 
the other has an external fan and cloth air filter, but a rotary 
wet filter is being installed. The turbine condensers are of 
the low level jet type, the discharge being pumped over 
natural draught chimney cooling towers. The condenser 
arrangement is shown in fig. 1; the pumps are electrically 
driven by a single motor, the extraction pump being direct 
coupled and the air pumps gear driven. Direct-current motors 
are employed, which in case of an emergency shut-down 
would be supplied from a battery, with the lighting. The 
extraction pump is designed to work against a vacuum resist- 
ance and discharge against a total head of 52 ft. | 

The primary reason- for adopting the jet.plant was the 
trouble experienced with the tubes of the surface condensers 
installed with the engine-driven generators. The capital cost 
of surface plant for the 3,750 к.у.А. set would be 75 per cent. 
greater, not including for the extra cooling plant which would 
be required to deal with approximately 40 per cent. more 
water. As а set-off to this, however, the power taken by the 
pumps would be 90 per cent. less; the condensate would not 
require to be treated, and the condenser. could be connected 
to the turbine without intermediate pipes, thus increasing 
the vacuum by .25 in., and reducing the space occupied. 

The whole of the continuous current supply is at present 
transmitted from the power station, and for this purpose there 
are three converter equipments of 550 xw., 700 kw., and 800 
re each with a three-phase oil insulated, self-cooling trans- 
ormer. үн 

The 550-kw. rotary has an exciter and booster in addition 
to the starting motor, and can therefore be used for power 
factor correction, and also for running inverted. 16 ran in 
this way for some months under very severe conditions, the 
load including a rolling mill and colliery haulage plant. | 

The 800 and 700-kw. equipments are of more recent design, 
synchronising type. "These 
machines are fitted with & starting motor only, and are there- 
fore not reversible, and. have not the ability to improve the 
power factor to the same extent as when fitted with. а booster. 

The overall efficiency of the 700-&w. equipment, the last to 
he installed, when working level compounded, is as follows :— 


Full load. Three-quarter load. Half load. Quarter load. 
93.5 T 92.5 90.25... 84.5 
At one time, ffash-over troubles were experienced when the 
rotaries were on traction supply, but by re-arranging some 
of the short feeders, these troubles have been eliminated. 
The continuous current switchboard is placed on a gallery 


at the old end of the station, and the E.H.T. control panels on ~ 


the floor level of the new portion of the building, opposite the 
turbo-alternators. | 

The в.н.т. switchgear is of the mechanically remote con- 
trolled type, with the oil break switches and other E.H.T. 
details, enclosed in brick.cubicles, built in chambers directly, 
under the control panels. aun У 

Most of Ње energy supplied for lighting and power 1s trans- 
mitted to switch chambers placed at three pointa of the dis- 
tribution system, and these chambers have interconnecting 
feeders. | І . 

Three-phase current at 6,000 volts, 50 periods, js trans- 
mitted to static sub-stations in one district, where it is trans- 
formed to 400 volts for power, and 230 volts for lighting pur- 
poses. All the transformers are wound "' delta" on the 
primary side, and '' star ” on the secondary, with the neutral 
point of the “star” winding earthed. | „ 

There are ten sub-stations with outputs ranging from 195 
t» 1,000 x.v.4., with the switchgear placed in brick -cubicles. 
The switchgear is of the same type ав. that installed in the 
power. station, and the transformers are of the oil-insulated, 
self-cooling type. 

When the эше load of a consumer exceeds 100 EKW., 8 
supply at 6,000 volts is given to a sub-station on the pre- 
mises. In several cases, owing to the close proximity of 
Post Office wires, it was not permissible to use bare wires for 
extra high-pressure transmission. The consent of the Board of 
Trade was therefore obtained to suspend insulated cables from 
the existing poles. The cables are three-core, .05 sq. in., paper 
insulated, covered with lead containing 2 per cent. tin, tape 
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and compounded. They are suspended by means of steel 
suspenders and ‘wrought-iron clamps from catenary wire 
connected to short wrought-iron brackets fixed to the poles. 
The lead sheathing of the cables is: connected to the catenary 
wire at each end, and at every 400 yards, and the catenary 
wire is earthed at intervals of 200 yards; there are two miles 


of such cábles in use. ‚=. 


THE. ECONOMICAL PRODUCTION OF POWER 
FROM COKE-OVEN GAS. 


(Abstract of paper, by G. DBARLE, and discussion before the YORK- 
SHIRE LOCAL SECTION OF THE INSTITUTION OF ELECTRICAL 
ENGINEERS, ) | 


Ix the case of the regenerative type of coke oven the volume of 
gas available for the production of power is much greater than in 
the older pattern of waste-heat oven, and it is partly for this reason 
that the majority of new coke-oven instállations during the past 
few years have been of the regenerative type. ^ 
' The advantage of"regenerstive ovens is that the whole of the 
surplus heat in the coal is produced in the form of a combustible 
gas, instead of merely as a waste-heat product. This combustible 
gas can be used to much greater advantage than the waste-heat 
product, for by utilising it iñ ras engines it is possible to develop 
three to four times the power that can be obtained from the use of 
waste heat under boilers. There is also an advantage in being able 
to convey the gas any distance without deterioration, which is. not 
possible.in the case of the waste heat where the boilers must’ be 
installed quite close to the coke ovens. . | | 
· The principal objections raised by opponents of pas-Ariven power 
plant are :— | fee ae NE 
- 1; The unsteady turning moment. ^^: ' 
© 2.°The difficulty of starting the engine. 
8. The general absence of reliability in operation. 
' 4. High cost of maintenance. Me TENA 
In this paper the author hopes to show, from his personal experi- 
énce,' that such objections are without foundation. MELLE 
The installation consists of ‘three '500-B.H.P. vertical tandem gas 
engines direct-coupled to’ three-phase alternatórs; generating 
current at a ‘pressure of 440 volts, and a frequency of 50 cycles 
per second, ^ 0 9с 
' The gas engines aré of the single-acting type, operating on the 
4-cycle principle, the cylinders being urranged in tandem. On the 
up-stroke the inertia of the moving parts is absorbed by thé com- 
pression of either the top or the bottom cylinder, and part of the 
inertia is absorbed on the downward stroke by a buffer cylinder 
Farmed under the upper piston. ` ыы сыну ва 
` ‘Ty the case of the four-crank, eight-cylinder enyines under con- 
sideration, running at 300 в.Р.М., with cranks at 90°, the shaft 
receives four impulses per revolution or 1.200 impulses per minute, 
so that with a comparatively light ‘fly-wheel- the cyclic variation 
is less than one-third ot^1 per cent., which is sufficiently even'for the 
paralleling of the alternators without the slightest difficulty. - 
- ‘The upper cylinders ате 1 in. larger diameter than the lower 
ones, so that the whole line’ of pistons may be removed together. 
By this arrangement the dismantlin of the-engine for cleaning 
purposes becomes very simple, ánd' tlie" time usually taken for the 
removal of a line of pistons and the cleaning and replacement of 
these is from six to to ten hours, but. ifthe engine is urgently 
needed, this work can be carried out in threeto four hours. A 
considerable saving of time із effected by having: а spare line of 
pistons. i А EUN 
, The lubrication of the engine is effected by means of plunger 
pumps working from an eccentric on thé crank-shaft, these pumps 
drawing the oil from the well of the crank-ease through strainers, 
The oil passes from the pumps through coolers, and so to the 
various bearings of the engine; the whole of the circulating 
water for the engine first passes through these coolers.” The 
normal oil temperature at the inlet of the cooler is 74? C., and the 
temperature at the return to the crank-case'/is 45° C. "The oil ia 
pumped to the main bearings of the crank-shaft, and then through 
passages drilled in the crank-shaft to the crank-pins. From the 
crank-pin the oil is again led up to the gudgeon pin. The bear- 
ings of the cam-shaft are under forced lubrication, and the valve 
tappets. rollers, and pins are also fed from the same system. The 
top cylinders and piston rods are lubricated by means of a separate 
n ee mounted on the crank-case and driven from 
e cam-shaft. separate pump to e oint i i- 
cation absolutely certain: dei еш PUT 
The ignition is obtained by means of а magneto and transformer 
coil. The sparking plugs are of a very heavy design and mica 
insulated. A stand-by ignition is provided in the shape of an 
accumulator which is switched on to the coil by means of a change- 
over switch, but this is only used for testing the ignition, as no 
trouble has been found in starting direct from the magneto. 
. The engine is started by means of compressed air, which is 
stored at a pressure of 300 lb. per 8q. in. in six storage tanks 
each capable of giving five starts. The air is compressed by means 
of two-stage compressors,and these are arranged in duplicate, one 
кыы driven by a motor and the second by a small gas engine 
RE gee of gas from the same main which feeds the 
, The cooling water from the engine is pumped over a doubl 
drip natural-draught cooling tower by a Rees Roturbo pump deliver: 


grains of sulphuretted hydrogen in every 100 cb. ft. 


ing 12,000 gallons per hour against a head of 52 ft. This pump is 
driven by a 15-H.P. squirrel-cage motor. Stand-by sets are 
provided in the form of a separate 3-in. pump to each engine, each 
pump being driven by án 8-H.P. squirrel-cage motor running at 
1,400 R.P.M. | $ | 

`1{ is, of course, essential that the water used should be reason- 
ably free from impurities, and not exceed, say, 15 per cent; of hard- 
negs, and it is also important that the tank of the cooling tower 
bé kept free from grease and oil. Au - 

А certain amount of coal dust is always present in the circulating 
water of a colliery power station, but the application of a powerful 
hose to the hand holds of the jackets about every three months is 
sufficient to keep down this trouble, provided that the jackets are 
designed, as they should be, to facilitate flushing. E 

The ventilation of the crank-cases of the engines is effected by 
means of 3-in. pipes coupled to the top of each crank-case, and 
carried outside the engine-house terminating at the top of the 
exhaust pipe above the silencers. By. placing the outlet of this _ 
ventilation pipe concentric with the outlet of the exbaust, an 
ejector action takes place, which effectually scavenges the crank- 
cases and prevents any accumulation of gas or oil vapour such as 
would be likely to cause an explosion in the crank-case. 

The ventilation of the engine-house is effected by a 30-in. motor- 
driven fan, and though this somewhat aggravates the coal-dust 
nuisance, it is of great service in keeping down the sulphur fumes, 
and thus protecting the exciter, commutators, &e. — - ee 

‘The gas supply is obtained from a battery of 110 Otto ovens ; 60 


-of these are waste-heat ovens, and 50 are of the regenerative type. 


From the former about 15 per cent. of the total gas is available, 
and from the latter about 40 per cent. 

After all the by-products are removed—that is, after the gas 
has passed the benzole scrubbers—the gas is drawn to the engines 
by means of a steam-driven exhauster of 60,000 cb. ft. per hour 
capacity. - This exhauster is governed by a diaphragm governor 
controlled by the pressure of the gas in the main at the engine 
stop-valves. An electrically-driven exhauster is installed as a 
stand-by, and this is controlled from the power-house switchboard, 


‚апа is capable of dealing with 30,000 cb. ft. per hour. This 


exhauster is driven from а 10-H.P. motor by means of a silent 
chain-drive. A further steam-driven exhauster is, however. to be 
installed, as the electric exhauster is found to be scarcely large 
enough for the work during peak loads. 

The quantity of gas passing to the engines is measured by means 
of a rotary meter, and the gas pressure at the stop-valve is registered 
on an illuminated-dial pressure-gauge in the power house. The 
average gas pressure is approximately 10 in. 

When the gas leaves the benzole scrubbers it contains о! [i 

this 
sulphur were allowed to go through the engines, it would form, 
sulphurous acid, which would, of course, attack the inside of the 
cylinders and the exhaust valves. ' У 

A further effect is that the presence of sulphur appears to cause 
a certain amount of pre-ignition, or spontaneous ignition, of the 
charge during the compression stroke. A possible reason for this 
is that the presence of a small portion of the sulphuretted 
hydrogen acts as an igniter, this sulphuretted hydrogen being more 
liable than the rest of the gas to spontaneous combustion under 
compression. 

The gas is therefore purified by oxide of iron in a set of four 
purifiers of the Wilbourne type, each 20 ft. square by 5 ft. deep. 
The boxes hold about 30 tons of oxide in two tiers on ordinary 
grids. Two classes of oxide—" Lux" and "Bog "—are used. 
These boxes are worked on what.is known as the "backward 
rotation" principle. Air to the extent of 2} or 3 per cent. is 
drawn in at the exhauster, and this air supply plays a very im- 
portant part in the revivifying of the oxide in the purifiers. 

In order to check the amount of air flowing into the exhauster, 
it is passed through a small rotary meter. . The spent oxide after 
being taken from the boxes is revivified by being spread out and 
exposed to the air. When this oxide is no longer capable of taking 
up any further sulphur, a ready market is found for it, the present 
value of oxide containing 50 per cent. of sulphur being £2 per ton. 
and the revenue thus obtained pays for the oxide and the cost of 
labour on the purifiers. 
` After the gas has passed through the purifiers, it is taken to the 
engines. -Its average composition. is :—СО», 8'6 per cent. ; CnHn, 
2°6 per cent.; CO, 7°6 per cent.; О, 0'3 per cent.; Н, 502 per 
cent. ; CH4. 30°] per cent. ; N, 5'6 per cent. ' NN 

" The calorific value of this gas varies between 000 and 550 B.TH.U.. 

the average value being 520 B.TH.U. The total sulphur contained 
in the gas after passing the purifiers is less than 50 grains per 
100 cb. ft., and a further advantage of the purifiers is that they 
absolutely eliminate the last traces of any tar which may be left 
in the gas after passing the benzole scrubbers. This freedom from 
tar is of considerable benefit to the engine, as trouble from valve 
sticking is absolutely unknown, and not the slightest trace.of tar 
has ever been found in the engine. ^ ^ ^ | PA 

The current from the generators is delivered to a 13-panel 
switchboard, consisting of one voltage-regulating panel, three 
generator panels, one summarising panel. and seven outgoing 
feeder panels. A testing panel is also included in the power-house 
equipment, and suitable ineans for testing motors up to full load 
are provided by means of a “ Walker" air-brake dynamometer. 

The motors connected to the mains aggregate approximately 
1.700 H.P., and operate the whole of the coke-oven machinery; the 
fans, haulages, belts, shakers, fitting shops. saw-mills, хс. The 
lighting load connected averages about 70 KW. The daily load on 
the station reaches peaks of 1,050 KW., and tlie average load during 
the 24 hours would approximate 580 kw. The station is running 
continuously, seven days per week. 
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During the initial rünning of the plant, some trouble was 
experienced due to the difficulty of obtaining satisfactory mixing 
of the very rich. gas and air. The main gas-pipe to each engine 
was reduced for a distance of about 10 ft. to an internal diameter 
of 2} in., and on reaching the engine was led into the mixing 
chamber for a distance of about 6 in. Entering the mixing 
chamber at right angles to this pipe, and about 3 in. above its end, 
was an auxiliary air supply. controlled by a diaphrayin governor. 
The gas admitted to the mixing chamber was then diluted here, by 
a certain quantity of air. A further air supply, controlled by a 
hand-lever from the driving platform, was led direct into the 
chamber of the governor valve, where the diluted gas and air met. 
After passing through the chamber of the governor valve the 
mixture was given а rotatory motion by means of a set of vanes, 
and was also very thoroughly mixed by being passed through a set 
of perforated plates. With this device no overheating or pre- 
ignition is noticed, and the engines can be run up to and above 
their rated capacity without trouble. 

The exhaust yases are analysed at stated times, or as the need 
arises. and the percentage of carbon monoxide is noted. The result 
aimed at in the analysis of the exhaust yases is to obtain an excess 
of air, consistent with the engine giving its full power. 

Ig conjunction with the chemist, and by regular analysis of the 
exhaust vases, combined with instructions to the drivers to drive 
by the pressure gauge. the gas consumption was reduced to 124 
million cb. ft. per mouth in May, 1914. During the next віх months 
the consumption was again reduced. the load during this time 
remaining approximately at the same value. This «oes to prove 
the important part which exhaust-gas analysis playa in the 
suecesstul and economical running of these engines. The average 
of vood working results shows :- - 


Carbon dioxide sii YX per cent, 
Oxygen ТЄ mm m S. 
Carbon monoxid e aon wa, NIL 

The present consumption is approximately 39 cb. ft. per 
KW.-hour. ` | - "E 

The wearing quality of the engines is particularly good, aud the 
repairs needed have been very small. The total cost of repairs, 
including wages and spare parts used, for 12 months, із 0037d. per 
unit generated, which cannot be called excessive. 

The most tried part of a gas engine of the type under discussion 
is the exhaust. valve, and the material which has been found to he 
the best for the work is nickel steel. 

With regard to the ignition, the low-tension magneto and coil 
transformer are most reliable, and no failure whatever of these 
parts has occurred. Sparking-plugs, on the whole, appear to give 
very little trouble, the most frequent cause of failure of a plug 
being the widening of the gap, due to the burning of the points, 
and (less frequently) short-circuiting due to fouling by oil. 

The engines can be got away on the magneto. from cold, in eight 
seconds. This has heen done шапу times, and with a good man 
on the switchboard, a machine can be paralleled in 25 seconds. 
‚ This assumes that two men ure available for the operation. With 

only one man to do the running-up and paralleling, one minute 
would very easily suflice. With such results it surely cannot be 
said that the modern yas engine is difficult to start. 

The plant now described has no stand-by for 104 hours out of 
the 24, and during that 104 hours is run up to, or very little below, 
its full capacity. These conditions have prevailed for the past 12 
months without one involuntary stop. 

Finally. as to the eost of maintenance : during the 12 montha 
ended June 30th, 1915, 3,378,440 units were generated at ап 
average cost of U'132d. per unit. The capital cost of the plant. was 
£12,217, and it had been in operation two years at the commence- 
ment of July, 1914. The costs include all charges except interest 
on capital, depreciation, and gas used. The items are as follows :- - 


n " 


n 


Management (portion allocated to power house)... 0%094. 
Drivers Wages i trü31d. 
Cleaners’ wages tru2ad. 
Oil, water. waste, ke. (u22d. 
Sundry stores... А vood. 
Repairs, including labour |... АЕ (09374. 
urifiers, including labour and oxide 0'208d. 
Q07132d. 
The power-house staff consists of nine men : a foreman driver, 
four drivers, 


and four cleaners. The shifts are of eight hours 

duration, A 
е А vital question in the running of this type of plant is lubrica- 

оп. As far as possible the lightest oil should be selected. 
ace maker of каз engines recommends one drop per 
E per inch of cylinder diameter. The plant under discussion 
Dum a one drop per minute per 3 in. of cylinder diameter. 
m Sd шша run of one week with an average load of 
e t the oil consumption for the whole of the engine. including 
a “case make-up, was 124 gallons. 
fo тн Onok аб oil has been found to remain in good condition 
in the SRL 8 before requiring removal. The amount of the oil 
is кал “case is about 90 gallons, and about 50 per cent. of this 
Ыл; m sufficiently good condition after filtration to use as 
the: ‘crs р oul for the crank-case. It is advisable to make a test of 
condi АПК-Саве oil at least once in six months to determine its 
dition. 

ae "at e compression of the engines is about 105 lb. per 
at this СОП they have been run with it as high as 120 1b.. though 
pre-ignition [ta very skilful driving was necessary to prevent 
масаны t is usual to find that the compression increases ав 
gine runs in. An engine put to work at 100-10. compression 


аш, 


will, if képt in good order. go up to 105 Ib. or 108 tb: at the end of 
12 months’ ranning. | - 

In the discussion, Mr. Wm. Selvey stated that the efficiency of the 
latest type of this engine was exceedingly high, as he had found in 
a test, from which the following results were obtained :— 


Heat А 
eat consumption i, mean 
B.H.P. sis 


B.TH.U, (referred to lower Thermal efficiency, 


Load and в.н.ь. calorific value of gas). pet cent, 
Full load (60973) 8,130 | - б ‘8s 
ï load (45977) 4,230. —. . Q0. 
4 load (303) 19,800 . 23:5 
Overload (868'5) 8,320. 30'6 


Ina case in which he had been interested he found that violent 
pre-ignition was aecompaniéd by very high sulphuretted-hydrogen 
contents in the gas. He searched contemporary records as regards 
the explosibility of sulphuretted hydrogen. but could find nothing. 
lt was very curious that thé bog ore purifiers appeared to remove 
tar as well as sulphuretted hydrogen.  Pre-ignition had often 
been attributed to "tar for " causing deposits in the cylinder, but 
he had found pre-ignition to be violent where, although “tar fog" was 


undoubtedly present, the deposit in the cylinder was quite wet 


and oily. | | 

Мв. W. B. \оорногве said that if the surplus heat from coke 
ovens was to be used for the production of steam. there was no 
doubt that the waste-heat oven would give the bigger surplus. 
The advantages of the regenerative oven in other directions were, 
however. so considerable that the present-day tendency was 
altogether in favour of their use. The author's claim, that by 
using surplus heat from ovens in gas engines it was possible to 
develop three to four times the power that could be obtained from 
the use of waste-heat under boilers, was a serious over-statement of 
Ше сазе. The initial or no-load consumption of а gas engine was 
some 30 to 4U per cent. of the full-load consumption, whereas that 
of a steam turbine was from 10 to 20 per cent. This being. so, the 
relative consumption on commercial loads with load factors of 
between 25 and 50 per cent. was increased over that required at 
full load, much more in the case of the gas engine than in the case 
of the steam turbine. The engines that the author dealt with 
were not large yas engines, and could not be economically used in 
large power stations. Further objections to yas engines were the 
high capital cost of the plant and the high initial fuel consumption 
and relative inefficiency at light loads. There were a number of 
motors driving auxiliary machinery necessary for the gaswngine 


plant; the power required for these purposes was internal to the 


generating plant, and in making a statement of costs should 
have been deducted from the total output. The addition of capital 
charges would, of course, considerably increase the figure stated. 
The author was using a very small proportion of the total gas from the 
ovens. If his generating station were linked up to a power-supply 
system such as they had in Yorkshire, the whole of the yas could 
be utilised for the production of electricity, and benefit would 
accrue to the colliery owner in finding a market for the surplus, 
and to the power company in obtaining a source of cheap fuel. 
The future utilisation of its fuel resources was a matter of vital 
importance to the country, and one in which the public supply of 
electricity must take a large and important part. 

Mr. W. E. BURNAND said the engines could hardly be called 
large gas engines, since the use of eight cylinders to produce 500 H.P. 
represented a power-producing unit of only 62} H.P., so that many 
conditions which had occurred with really large sets were avoided 
in these machines, With large cylinders most troubles were 
traceable to the piston head and combustion-chamber walls 
receiving many more heat units per square inch of surface than in 
the case of a small cylinder. When large cylinders were put to 
work, it was found that the surfaces received very much more 
heat than in the smaller sizes, thus showing conclusively that a 
great deal of the heat which had to be conducted away by the 
cylinder and combustion-chamber walls was due to radiation from 
the body of the gas. Two possible ways of dealing with it were 
to get as near as possible to flameless non-radiant combustion of 
the gases inside the cylinders, either by perfect mixture of the air 
and gas before ignition or by a modification of the gas giving a 
less radiant flame, and by creating inside the cylinder, and pre- 
ferably adjacent to.the wall of the combustion chamber, a sort of 
fog impervious to the radiant energy, thus preventing this energy 
reaching the cylinder walls, and confining it mainly to the body of 
the ignited gases. 

Mn. S. SIMPSON said there was still a surplus of 50 per cent, of 
gas which by co-operation with the electricity supply authorities 
would have а definite market value, and could be entirely utilised 
if local conditions permitted. The author said the present gas 
consumption was 39 eb. ft. per KW.-hour., but the consumption during 
1913-14 apparently was 53°5 cb. ft, per Kw.-hour. Low consump- 
tion figures were dependent entirey upon full-load conditions, which 
were not realised continuously in actual working. 

In the United Kingdom, during 1914, some 12 million tons of 
coke were produced'in coke ovens, and if these were all of the 
by-product recovery type. the surplus yas available for power pro- 
duction would yield.1,000 million units per annum. or a steady 
output of 115,000 KW. Further. considering blast furnaces, 
8°92 million tons of pig-iron were produced during the year. and 
the surplus gas available for power production would yield 1,785 
million units per annum, or a steady output of 200.000 Kw. These 
two economies would supply at least 50 per cent. of the total 
colliery power requirements of the country, and in view of the fact 
that 6 to 8 per cent. of the coal tonnage output was used by col- 
lieries for their own requirements, some 9 to 10 million tons of 
coal per annum would thus be saved, and set free for other 
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industrial requirements. With regard to the working costs, he 
submitted the following amendments tó the statement of the 
total generation costs: — 

3,378,440 units generated, and, say, 3,210,000 units $o the colliery 
circuits. 


` Pence per Pence per unit 
unit (gross (net, i.e., to the 
Item. : generated). colliery). 
Management, wages, oil, waste, 
water, stores, repairs and purifiers 0:132 0139 
Interest at 5 per cent. and deprecia- i 
tion at 7} per cent. on £12,247 0'109 0'115 
Gas, 165 million cb. ft. at 3d. per 
1,000 cb. ft. N T sw.” 07147 0155 
Total, with no spare plant 3 0'388 0'409 
Interest and depreciation for fourth 
set (spare), say, 124 per cent. of 
£4,000... eve РТА s 0'035 0'037 
Total costs 0423 0446 


The above results were undoubtedly very good, but he was sure 
that the author would find many supply authorities who would 
only have been too glad, if they were within reach of him, to take 
on this colliery load at. say, 110 per cent. of his cost per unit. 
Were this possible, it would certainly have paid the colliery com- 
pany, and saved them a capital outlay of £12,000 on what was (so 
far as they were concerned) unproductive plant. This would have 
paid for 12 additional regenerative coke ovens. with the result that 
a corresponding increase in the profits would be obtained from the 
coking and by-products, owing to the improved efficiency of 
working and increased yields from the larger installation. At the 
same time, the supply authority would have been а most likely 
customer for all the surplus gas. The most economical means for 
the production of electrical power from coke-oven gas must depend 
upon the party with whom the choice lay. If with the colliery 
company, then for a relatively smalY installation, where sets not 
exceeding 300 Kw. each could be conveniently used, gas engines would 
show probably 20 per cent. better economy over the year's working, 
though capital and repair charges would be higher. There was no 
question that for 1,500-KW. capacity and over, the gas-fired boiler, 
in conjunctiou with a steam turbo-generator installation, was the 
soundest commercial practice, and as regards economy of operation, 
it was now possible, with the improved efficiency of gas-fired 
boilers and turbine plants, to obtain consumption efficiencies under 
working conditions practically equal to the gas-engine perform- 
ance. The difference was certainly not worth the extra capital and 
repair charges. | 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Novel Cooking Device. 


THE Ruvio ELECTRIC Co. of 50, Broad Street, New York, 
U.S.A., has recently developed a heating device principally for egg 
cooking, warming small quantities of food, &c. The food is 
cooked or warmed by steam generated by the passing of current 
through a small quantity of water, between two carbon electrodes. 
It is claimed that the amount of water may be adjusted, so that it 
will be entirely converted to steam at the end of a definite period, 
thus automatieally shutting off the current and preventing over- 


Fic. 1.— ELECTRICAL EGG-COOKER. 


cooking. The device consists of a base B, in whic 
ma dish a, with a cover ғ; а small well c 

e groove G, in which the cover rests is of sufficient 1 

$ ca y 

hold as much water as the well, and catches the ксы о 
the cover thus limiting the time of operation of the device. The 
eggs ure carried on a perforated plate. The carbon electrodes are 
impregnated with. salts which the water absorbs thus lowering 
its resistance ; it is claimed that one and a-half teaspoonfuls of 
water will cook four eggs. ы ы 

It will be noted that the device is an electrolytic one, and no 


doubt is designed to avoid the i i : 3 
mixture of gases, possible formation of an explosive 


h rests a porce- 
contains the water. 


“ Fluvent" Fuses. 


Notable improvements have been made in the construction of 
the “ Fluvent" fuses developed by MESSRS. PARMITER, HOPE AND 
SuGDEN, LTD., of Hulme Electrical Works, Manchester, and they 
are now supplied combined with switches, and in many other 
forms ; large feeder switchboards of the totally-enclosed ironclad 
type, built up on the firm's patent unit system and equipped with 
Fluvent fuses, are being made, and large numbers of them have 

supplied to the Government in connection with new factories, 
The Fluvent fuse as now standardised is of the handle type, with 


Б 


Fie. 2.— FLUVENT - FUSE. 


the fuse wire placed diagonally across a tube in the handle ; the 
contacts are at the sides instead of the ends of the tuke. and the 
wire passes from the contacts into the interior through small 
holes in the porcelain, which prevent any tendency te arc from 
contact to contact. Moreover, the oblique position of the fuse wire 
in the tube tends to blow the arc away from the contacts instead 


Fic. 3.— UNDER Sipe OF ~ FLUVENT" FUSE. 


of towards them. Hence it is possible to have & fuse with a very 
short break, reducing the watts lost and the mass of metal 
involved to the minimum. Asthe customary tables of fusing currents 
obviously do not apply under these conditions, a suitable table for 


dts 


Fic. 4.—Row ОЕ BASES AND COVER PLATES, FROM THE REAR. 


copper wire is printed on the bottom of the fuse plug. The holes 
through which the wire is threaded prevent the insertion of wires 
much too large for the capacity of the fuse. An incidental 
advantage of the arrangement is that уе in air copper fuse 
wire reaches dull red heat at about 75 per cent. of its blowing 
current, in the Fluvent fuse this takes place only at 89 per cent. ; 


.thus the principal drawback to the use of copper wire is practically 
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eliminated, and numbers of these fuses, grouped together, can be 
run sufficiently near their blowing currents to satisfy almost any 
requirement. In withdrawing a live fuse carrier, the china base 
below the contacts wipes the contacts and chills the arc. blotting 
it out suddenly апа withont danger; and the arrangement of the 
side contacts and the fuse wire enables full advantage to be taken 
of the magnetic field due to the contacts to blow out the arc when 
the fuse is blown. Every part of the device is made accurately to 
gauge, and any of the fuse bridges will always fit any Fluvent 
base 


The system has been subjected to very severe teste by the testing 


department of the. Manchester Corporation electricity works, 


some of which we have recorded. А D.C., 150-KW., 440-volt 
motor-generator has been repeatedly short-circuited through a 
couple of the fuses in series, similar experiments have been made 
with the eurrent gradually raised to the fusing value, with in- 
ductance in circuit, and more recently a single Fluvent fuse of 
standard type has been short-circuited across a 100-volt motor- 
generator—in every case without damage to the fuse and base. 

The firm has recently opened an office in Westminster, where 
sample fuses can be seen. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Corresponden's should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


The Employment of Disabled Sailors and Soldiers. 


I have read your excellent account in the REVIEW, of August 4th, 
of the training at the Northampton Institute. І think electrical 
engineers would be interested to know that there is also a school 
in connection with the Queen Mary's Auxiliary Hospital, at 
Roehampton, which gives preliminary training during the time 
the men are waiting to be fitted with artificial limbs. Those who 
show ability in the electrical shop, when discharged, can have 
further instruction at the Polytechnic. Regent Street, and a large 
number of men have obtained suitable employment, and firms 
wanting men to look after private installations, motors, &c., should 
apply to Mr. Dudley B. Myers, Hon. Secretary of the Employment 
Bureau, Roehampton House, S.W.. who tells me that the training 
scheme has proved a great success. and that the applications from 
the public have exceeded the number of men available. Instruction 
is also given in motor driving and other trades. 

The question of deduction of pension, which you rightly term 
“an incentive to idleness," should be settled at once, as the dis- 
abled men will probably in some cases lose their jobs when the 
large number of mechanics now in the Army return to work, and 
it would be more consistent to put aside the amount deducted from 
the pension, while the man is at work, and let him have it later, 
if through no fault of his own he is unemployed. 


Killingworth Hedges, 


Member of the Committtee of the Т.Е. Е. for the Employment of 
Disabled Sailors and Soldiers. 


August 10th, 1916. 


Dry Battery Manufacture. 


We notice an advertisement in your current issue inquiring for 
Swiss and Dutch dry batteries. 

If possible we should very much like to know if the advertiser 
has no faith in British manufactures, or is it merely a case of buy- 
ing in the cheapest market ? 


British Battery Manufacturer. 


Tar as Fuel. 


Will you kindly favour me with some information, through the 
medium of your valuable paper, relating to the use of "tar" as a 
liquid fuel for Babcock & Wilcox boilers ? 

H. C. C. 


Pernambuco, Brazil, July 10¢h, 1916. 


Whither Are We Drifting ? 


As each strenuous week draws to a close. it is usually one's 
recreation to turn to the weekly papers for light mental refresh- 
ment, and your issue this week is of more than ordinary interest. 

Your leader on the Paris Conference concludes with the hope 

Protection may be the outcome, with security to our industry 
be ‚ Progress in our business: if Protection comes, will the result 
" Ite every way satisfactory, or shall we fall asleep behind the 
Tre ring Tariff Wall? An equally ablearticle in this week's 

th (p. 220) gives the other side. 
M е most interesting item is contained on page 143 of your issue, 
deals with the electrical undertakings in Berlin. Notwith- 
all the Wu’ war, famine in food and metals, financial stress, and 
isch e other disadvantages that we all hope are existing there, here 
by "ua се z кын: working and achievements accomplished 

ple. 

oompare the results achieved in Berlin with those of London in 
matter of electrical supply. In London, Committees have sat 


for years, evidence has been collected, and things remain as they 
were, except that a few of the smaller undertakings are considering 
linking up. 

Near Berlin, within 12 months of the outbreak of war, a station 
of 180,000 Kw. was erected and working for the production of 
nitrates —a station equal in capacity to that of the combined 
stations in London ! 

In the article on the Victoria Falls Co. (page 151) the strong power 
of German finance stands out ; when shall we be in a position to 
command financial aid in like manner? In the article, а powerful 
weapon against German electrical trade lies to hand unused. In a 
few lines Mr. Price draws attention to the defects of German plant ; 
why are these defects not set out in detail? A few of them are 
known to me from first-hand evidence, and even they form a record 
of disasters which cannot be equalled in any British station fitted 
with British plant. That this is not an isolated case the experience 
at Shanghai bears out. The facts should be set out in detail as a 
warning to the cheap buyer of narrow views (there are still plenty 
left), and as & guide to our own designers. The article on German 
Preparations for Peace (page 153), is worthy of careful considera- 
tion ; again there is evidence of brains, energy and action. 

Well, what are we doing? Notices of various Committees are 
seen in the Press, but the names of prominent business men with 
weight and financial power are not in evidence. What will be the 
result of the labours of all the Committees—useful and strong 
action or only the preparation of masterly minutes ? 

With a knowledge of nearly every large electrical engineering 
factory in Europe, I know the need for action is great on the part 
of the British electrical industry. Is education necessary? See 


. the salaries offered to attract teachers—in many cases they do not 


exceed those earned by an industrious tradesman with no education 
at all! The municipality of Portsmouth is now advertising for 
“The head of mechanical and civil engineering department " of 
the téchnical school at £225 per annum. | 

After this war we should possess everything that makes a great 
nation. Reputation for honesty, credit, and power. What shall we 
make of it ? Р | 

When our businesses were small, individual and personal atten- 
tion made them successful ; now the world’s businesses are large 
we appear to lack the means of conducting them. If we are to 
remain a great nation. even of shopkeepers, let us get behind the 
counter without delay and:put the shop in order. | 


J. Shepherd, 
Leeds. August Lith, 1916. 


WAR ITEMS. 


South American Black List.—Lord R. Cecil, replying to 
a question in Parliament the other day,-said that there were 

3 names on the statutory lists of enemy traders in South 
America, the majority being German firms or persons. 


Export Prohibitions.—A number of headings previously 
included in the list of exportation prohibitions are now to be 
removed, according to a notice appearing in the London 
Саа for August 15th. А number of new headings are 
added. 


Picnic for Dependents.—Bolton Corporation tramway 
employés, on August 10th, provided & picnic for the wives 
and children of their comrades now with the Forces. Cars 
were lent by the Tramways Committee, and toys and prizes 
were given by members of the Corporation. 


Liebknecht and A.E.G. Employés.—The Rotterdam cor- 
respondent of the Daily Chronicle quotes а German paper as 
saying that “after the conviction of Liebknecht, disorders 
were the order of the day. 'The people were furious over his 
conviction. Amongst others, all the workmen of the General 
Electricity Co. (? À.E.G.) struck work. The following morn- 
ing 2,000 of them were sent to the Front." 


Patents in War-time.—In the House of Commons, last 
week, Mr. Peto asked the President of the Board of Trade 
whether he intended to introduce a Bill to amend the Patent 
Law so as to give further period for working patents the 
operation of which had been interfered with by the war; and, 
if во, whether such legislation would be introduced before 
the adjournment of the House. In reply, it was stated that 


. the President of the Board of Trade would not be in a posi- 


tion to introduce legislation amending the Patents and Designs 
Act before the adjournment. 


Italy and Enemy Traders.—Reuter's Rome correspondent 
says that a Government Decree has been published prohibiting 
Italian citizens, including those residing abroad, and all 
persons living in Italy or her Colonies, from trading, first, 
with persons, institutions, or companies established in enemy 


‘territory, or territory occupied by the enemies of Italy, or the 


alles of enemy States; second, with subjects of the above- 
mentioned States, wherever they may reside; third, with per- 
sons, commercial firms, or companies whose names appear 
n a special list. 
° Another Decree places under the control of the Government 
for their eventual liquidation all commercial enterprises exist- 
ing in the kingdom whose managers or chief shareholders are 
Subjects of States enemies of Italy, or allies of enemy States.— 


Daily Telegraph. 
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Australian Zinc and Spelter.—According to an announce- 
ment made by Mr. Hughes, the Prime Minister of Australia, 
at Melbourne last week, the Imperial Government has agreed 
to take a large proportion of the output of Australian. zinc 
concentrates during the war and 100,000 tons yearly for ten 
years after the war. 'The Imperial Government has also 
agreed to advance £500,000 on War Loan terms for the erec- 
tion of plants in Australia and to take 45,000 tons per annum 
of. Australian spelter. Negotiations are proceeding with 
France and Belgium to.take the remainder of the concen- 
trates produced in the Commonwealth. RS 


. Canada and Germany.—Mr.. J. W. Woods, president of 
the Canadian Trade. Commission, now on a visit to this 
country, said the other day that he did not think that Canada 
would want to have anything to do with Germany after the 
war. ' We are going to cut them out entirely." Мг. Faith- 
full Begg, speaking at the same function, said that. he had 
made up his mind to have nothing to do with anything that 
was German. He would not shut the door upon Germany 
for all time, but until she had the opportunity of demonstrat- 
ing that her present attitude of mind had passed, and that 
she had ceased to be literally a criminal lunatic in politics and 
diplomacy. or | 

The Commissioners are this week making а tour of the 
manufacturing centres. of the United Kingdom. . | 


'. Japan and the Economic Conference.—According to a 


Reuter dispatch in the Financier, a joint meeting of the 


; Chambers of Commerce of Japan, attended by the presidents 
of the Chambers of Commerce of -every city in the country, 
was held there last week. A resolution was passed unani. 
mously. agreeing to support the decisions of the Allies’ 
„ Economic Conference in Paris ав regards measures to be 
adopted both during and after the war. Mr. Nakano, presi- 
dent of the Tokio Chamber of Commerce, addressed the 


meeting, dwelling. on. the advantages of the Russó-Japanese 
agreement. 


German Preparations Abroad.—The “ Times " special 
correspondent at Amsterdam quotes the following note from 
'" Die Post," Berlin :— | Б | 

“German merchants, principals and employés, unable io 
return home from overseas, have settled in American ports, 
where they are making themselves as useful ag possible. 
China, the United States, and South America are the rin- 
cipal fields of their new commercial activities. They have 
succeeded with remarkable skill in adapting themselves to 
their new conditions. German firms in South America, after 
the cessation of the arrival of German goods, are working for 
native firms or for account of neutral firms. England's 
attempts to prevent this have been mostly ineffective. The 
tame ar us p pan UE overseas ‘stands as firmly as 
ever, an e German business world abroa | 

‚ confidence to the period after the war.” M LL 
he Daily Telegraph New York Correspondent quotes. the 


have good оооп for 

th» в ( ria are en 1 

: éffeet- record-breaking purchases of. copper in "he E 
| _ are under way for buying 

250,000,000 to 500,000,000: Ib. of: the metal, or all thes copie 

available for export.im 1917. ` The metal ig to be stored until 


t n У А : 
Turkey. “Тһе efforts of the Daily Telegrap у, Austria, and 


currency at a much earlier stage of the war .. 
To Бе Wound os age of the war. 
"by the Board of Trade to be wound 
e the Enemy Amendment Act, 1916,' include the follow. 
Bohler- Bros. & Co., Sheffield, steel facturers, - on. 
troller: G. C. Webster, 6, Orchard Street, Shamas и 
S. Reich & Co., 15, Clerkenwell Roád, E.C., glass manufac- 
turers. Controller: W. A. Slade, 9, Old Jéwry Chambers, E C 
Simon Menzel; 15, Seething Lane, London, E.C. iron шег. 
ani o ү, рое a Ironmonger Lane, E C 
Levy olcher, 15, Seethin ` B.C., i rchan 
саю овоо ая Шо ur. киш 
uron Co. Ltd., 1, Manchester Road, Bradford. : 
turers ‘and dealers in oils, fats, and chemicals бо 
W, Е, Harding, Central Bank Chambers, Leeds 21018: 
C. P. Goetz Optical Works; Ltd:, 4/5, Holborn Circus, E.O., 
opticians. Controller: C. Field, Broad Street Avenue, B.C.” 
neue dne ы d Ltd., 46, Cannon Street, Е C. 
ent e Bale of calculating machines. LE 
цав, D POE eb МЕ е . а bn 
international Metal Co., Ltd, І & 9 Bucklersb Lo 
. don, E.C., metal merchant , »ntroller: Ed 3. 
Basin shed Street, EO S Controller : W. H. King, 13, 
ee we Fund.—We have 
he Dalance sheet of the' British Westingh yés* 
* Relief. Fund for the period ended June Both 1916 aeS Маг 
:of the delegates is to be held to-day, Mr. J. H. Tearle ри 
‘siding. The number of employés who have joined the Forces 
13 2,100. The total receipts from August, 1914, to June 1916 
have amounted to £27,966, of which £18,942 hag been con- 
- tributed by employés and £8,791 by the company. The pay- 
ments to dependents: have been £15,648; Christmas gifts re- 


quired £885, donations to local and national funds have been 


received a copy of 


£780, there has been transferred: to Disablement and Depen- 
dents’ Fund. £6,090, and a balance of £4,390 is in hand.- The 


last two of these sums, amounting together to £10,480, are ^ 


invested as to £8,783 in Treasury Bills and £1,697 is at the 
bank. The statement is signed by Mr. W. С. Mann as hon. 
secretary to the fund, and by Messrs. W. Bryden and J. 
-Longden, the hon. auditors. AE 

Report on Disabled Soldiers as Drivers.—We read in the 
Times that the Committee appointed by the Home Secretary 
last January to consider how far disabled soldiers could be 
employed in the driving of motor-cabs, motor-omnibuses or 
tramcars has issued an adverse, but definite and unanimous, 
reporí. Having regard to the normal conditions of traffic in 
the Metropolis, it holds that the logical outcome of lowering 
the physical standard would be to increase the street casual. 
ties. It is recommended that men who have lost an eve, a 
hand, an arm, a foot, or a leg, should not be granted licences. 
The case of men suffering from minor disabilities do not. 
they think, require any hard-and-fast rule, but each should 
bə considered. on its merits, and a specialist called in to 
advise if necessary. ` 

The Committee points out that even under the present 
strict régime '' there is no margin of safety to spare," and 
this consideration plainly underlies all the recommendations. 
More than once it is stated that “the safety of the public is 
the first consideration," It is mentioned that over 7,000 
drivers of tram-cars, omnibuses, and cabs in London have 
joined his Majesty’s Forces. Assuming that the great majority 
of these are serving with the Mechanical Transport, where 
casualties are comparatively light, most of these men may be 
expected to return to their former employment. The infer- 
ence to be drawn is probably that it would be hard for these 
drivers to find their places filled by incapacitated men to 
whom licences had been granted: by misplaced sympathy in 
defiance of the requirements of public. safety. 


U.S. Tariti Policy for After the War.—In June last, be- 
fore the National Gas Engine Association, at Chicago, Dr. 
F. R. Rutter, Assistant Chief of the U.S. Bureau of Foreign 
and Domestic Commerce, urged,the necessity for a settled 
American tariff policy. He said that if. the country was to 
hold its own in the bitter competition for trade that would 
follow the war, the Government must be given the oppor- 
tunity to make favourable commercial treaties with foreign 
countries. 16 must be borne in mind that concessions could 


„not be obtained in the tariffs of other countries if they were 


not willing to make concessions themselves. “A fixed com- 
mercial policy is particularly necessary at the present time. 


. With rumours of -trade agreements that will give preferential 


rates of duty between the allies, апа with rumours of a 
Customs union to cover Germany and Austria-Hungary, we 
must be in a position to know definitely the effect on our 
industries of any proposed foreign action." Dr. Rutter re- 
garded the proposed tariff commission as a step in the right 
direction, as it was authorised: to study commercial conditions 
and to advise regarding commercial policies and commercial 
treaties, and in this way would be of the greatest possible 
assistance in establishing a settled. tariff policy. 


Exemption Applications.—Surrey Appeal Court has re- 
fused exemption. to-Mr. A. E.. Chatworthy (39), electrician, 
who pleaded conscientious principles.  - | 

Before the Warwickshire Tribunal, the: Stratford-on-Avon 
Electric Light Co., Ltd., applied for exemption until August 
8th in favour of Mr. A. L. Smith (28); electrician, to be 
extended. It was stated that he was the, only competent 
man left, and a substitute -could not be found. Exemption 
was allowed until October 31st. ^ ^ — sae | 

St. Albans Rural Tribunal granted -a certificate of condi- 
tional exemption to Mr. D. T. Webb’ (39), electrician at the 
Herts County Asylum, Hill End. `- ee "E 

At. Ње Buxton: Tribunal, conditional exemption was ap- 
pealed for on behalf of a foreman fitter, 98 years of age, 


employed by a firm of electrical engineers, by his employer. 


The latter stated that the man was employed entirely on skilled 
work other Шап driving, and including the. working repairs 
to 10 commercial cars. Ste also had the supervision of а shell- 
making department. The Gas. Works and Electricity Works 
relied on this man in all cases of emergency. He also did 
electrical work in connection with several of the local hos- 
pitsls. He was married, with a wife and two children, an 
came from a munition works to witness, and had been with 
him since some two or three months after war was declared. 
He had not doné'a stroke of work on pleasure cars for 
months. He was fairly represented as a mechanic retained 
for repairs of plant, machinery, and tools. Temporary exemp- 
tion granted for six months, until January 28th, IIT: 
` A final month's exemption has been granted by the Merthyr 
Tydfil Tribunal to Albert John Davies (31), electrician at the 
Oddfellows’ Hall at Dowlais. ` ^ tee | 

Temporary exemption until October lst has been: gránted 
to J. E. Bearpark, electrician nt the Queen's Theatre, Castle- 
ford (Yorks.). Е o Tubo 

At Castleford (Yorks.), on Aubust 8th, Mr. C. J. Cox (82), 
electrical engineer, appealed for himself and his assistant, 
F: A. Aldridge (93), financial reasons being urged, together 
with the plea that the: work done was of an indispensable 
character. Mr. Cox said that out of 19 men, two only were 
left; one had to go, and the other was AldridfÉe. He had con- 
tracts’ to keep in drder the electrical plant: at works of 
national importance, and thë -appeals were supported by letters 
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from local firms. Mr. Cox was given conditional exemption, 
but the appeal for Aldridge was ГАНЕ) E 

Before the Manx Appeal Tribunal, J. E. Gregun, electric 
mechanic, engaged with the Manx Electric Railway Co., ap- 
pesled against exemption until the end of July. The exemp- 
iion was extended until September 12th to carry him over 
the season. . | 

An Eastbourne electrician, who said that he would join 
up forthwith if he had anyone to carry on the business for 
him, has béen given 13 weeks' exemption. 

At Maidstone, the Corporation Electricity Committee ap- 
pealed for six coal loaders, and, on the ground of public 
utility, they were conditionally exempted. 

Before the Hants Appeal Court, on August 8th, the Alder- 
shot District Traction Co. appealed for two fitters, who were 
claimed to be indispensable owing to the depletion of the 
staff. It was suggested that the men were in certified occu- 
pations, but this was not accepted by the Tribunal. The 
appeals were dismissed. | ы D 

At Aldershot, on August 8th, Messrs. Burch & Vertue ap- 
pealed to the Hants Tribunal against refusal of exemption 
to J. F. White (32), electric fitter and wireman, who assists 
to keep in repair 60 motors used for industrial purposes, and 
the contracts for the maintenance of fire alarms, military 
electric bells, and lighting installations. As all the other 
men appealed for by the firm had been exempted, the appeal 
was dismissed. | 

At Hastings, Messrs. Adams & Jarrett asked for extended 
exemption for their wireman, C. J. Perks (30). It was 
stated that Perks was the only man on the staff who could 
do their electrical work, and, in addition, they were kecping 
going the business of Mr. Skinner, electrician, while he was 
engaged in Government service at Woolwich Arsenal. All 
efforts to fill the place through the Labour Exchange and 
Electrical Association had failed. i 
further. period, but the Tribunal gave unlimited conditional 
exemption. ; | 

Bath Tribunal has refused an appeal for exemption for 
A. B. Wills (33), on the clerical staff of the Bath Electric 
Tramways, Ltd. 

An appeal by E. G. Reynolds (28), electrician, engaged at 

the Redhill Kinema Royal, was dismissed by the Reigate 
Tribunal, but he was given until September Ist. 
"At Reigate, an appeal was made by Mr. H. G. Francis, 
electrical engineer, of Redhill, to the Surrey Tribunal, against 
refusal by the local tribunal of his claim as a conscientious 
objector. The facts have already been given in the ELECTRICAL 
Review, and he was now supported by counsel. who also 
urged that Mr. Francis was indispensable in the business with 
which he was connected. The Chairman said that Mr. Francis 
must make some sacrifice, and he was given time to find 
work of national importance. 

.At Maldon (Essex) Tribunal, exemption was refused to G. 
Хезу, electric wireman and fitter, engaged with Mr. H. Р. 

irling. | 

E firm of electrical engineers ut Eastbourne appealed to the 
East Sussex Tribunal for the retention of an apprentice, who 
has two years to serve under his indentures. The appeal was 
dismissed, but leave was given to take the case to the Central 
Tribunal. | 

-Before the. West Ham Tribunal, Mr. Haynes, electrician, 
appealed, and stated that besides other duties he had to 
supervise 60 lights and 25 motors. His appeal was dismissed, 
апі һе was advised to go before the Army Medical Board 
and be examined as to deafness. p 
. Appeals were made at Barnes by Mr. T. Н. Hellyer, elec- 
trical engineer, and Mr. G: Harwood, electrical fitter. The 
former said that he was solely responsible for the business, 
which must close down if he had to serve. Mr. Harwood 
had been in the business for six and a half years, and acted 
Аз foreman. Mr. Hellyer, on. joining the Volunteer Training 

Tps, was allowed three months, and Mr. Harwood until 
August 14th. 

On the appeal of Mr. J. H. Benyon, of Englefield (Berks), 
exemption until the end of the year has been granted to G. 
Slyfield (33), his electrician. 

At Rochdale, last week, conditional exemption was allowed 
to J. A. Shepherd, 36 years of age, a motor-man appealed for 
by the-@%rporation tramways department. | 

At Accrington, last Friday, the Military Representative 
sought the cancellation of an exemption certificate granted 
t> an assistant to the Borough Treasurer (27 years of age, and 
single). Mr. Beckett (borough treasurer) said this man was 
in charge of the electricity department finance, and it was 
absolutely necessary that revenue should be collected to keep 
the establishment going. There were 1,500 consumers, and 
It was necessary that the services of a thoroughly competent 
man should be retained to have charge of the collection of 
revenue.: They must have finance as well as engineering; 1n 
fact, there would be no engineering but for finance, added 
Mr. Beckett. He was of opinion that no man was indispens- 
able, but this man was essential to the management of the 
шш 8 department. The Mayor (Coun. Barlow) said the 
ee had decided that there should be no exemption in 
E Blackpool, on August 10th, appeals lodged by Mr. C. 

ürness (borough electrical engineer) on behalf of certain 
workpeople were heard. One man was a semi-skilled fitter 
mechanie; another was the chief fitter engaged on the repair 
and maintenance of plant on- the tramway system; & third 


The Military opposed any . 


> 


the interests of 


was the attendant at the transformer chambers and electric 
lighting sub-stations; and a fourth was the only blacksmith 
at the electricity works, engaged on general ‘repairs and_ 
plant. Mr. Furness said he appealed with reluctance for two 
of the men. who had not attested, but. force of circumstances 
compelled him to do so. The men were in certified occupa- 
tions, and if they left the Corporation they could go to their 
own work elsewhere. ` Two men were temporarily exempted 
until the end of September, and the other two were granted 
conditional exemption. Mr. Furness was granted leave .to 
appeal for a further month's exemption for the foreman’ of 
the tramway track repairers, whose services were desired 
until the department got over the heavy loads of the summer.. 

At Hyde, the ‘Slack Mill Co. appealed for an electrical 
wireman, who was granted conditional exer:ption. . . 

The Denton Tribunal has granted exemption till the end of 
September to Alfred Armitage, an accounting clerk employed 
by the Manchester Corporation tramways department. >- 

Appealing for a.depót foreman, aged 28, the manager ‘of | 
the railless traction system at Ramsbottom said the man was 
in а reserved occupation. He was single. It was pointed 
out that he was not in.a reserved trade on account of 
his age and the fact that he was single. The manager. said 
the man was the only skilled workman at the depót, and had 
to do both the mechanical and the electrical work. The.cars 
would have to stop if the man went away.. In 'ranling tem- 
porary exemption until October 186, it was strongly urged that, 
a man ineligible for Army service should be engaged. . . 

Littleborough Tribunal last Friday. refused an. appeal . ру 
William Fletcher, of the National Rug Works, on. behalf. of 
Herbert Thomason (36), electrician. А MED 

At Bexhill-on-Sea, Messrs. J. L. French & Co.. electrical 
engineers, appealed for F. C. Damm (29), electrical wireman, 
and Н. E. Mullinger (40), works manager and electrical engi- 
neer, and responsible for the estimates for electrical: work. 
Mr. French said that six out of the ten members of the, elec- 
trical staff had been called up, and the other four were m- 
dispensable if the branch was to be carried on.  Mullinger 
was given three months’ exemption, and Damm а fortnight. 

Grays Tribunal has given exemption until the New Year 


a 


to two stokers at the U.D.C. electricity works. E 


: y ` _ 
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Colombia.— An American Consul quotes El Nuevo Diario, 
of Caracas, to the effect that. cettaim Venezuelan capitalists, in . 
co-operation with a Colombian firm. are seeking a concession from 
& city in Colombia for the erection of a factory for ginning, 
spinning, weaving. and knitting cotton. The proposed contract 
provides that modern machinery shall be used for all purposes. 


Russian Waterways.— The Journal of the Russian- 
American Chamber .of Commerce at Moscow states that the 
Russian Government has .decided to reconstruct the Duke of 
Wurttemberg waterway system. connecting Archangel with Petro- 
ктай, so that it will accommodate vessels of large size, An effort 
will be made to complete the work -by the first half of the naviga- 
tion season of 1917. 


American Consular Activity and European Economic 
Policy.—The Nationa] Foreign Trade Council, which maintains 
headquarters at New York, has prepared a report to be submitted 
to Congress, on the needs of the Diplomatic and Consular Service 
of the United States. It urges the passage of H.R. 13,383. with all 
appropriations, recommended by the State Department, including 
the appropriations of $355,000 for the purchase of buildings for the 
United States Consulate and other Government offices at Shanghai, 


. China ; $100,000 for a legation building at Panama ; and $100,000 


for post allowances to offset the abnormal increased cost of living 
at certain posts due to the European war. In explanation of ite 
position the Council says in part :— 

“Whether the elaborate economic policies now advocated by 
many publicists in Europe are actually erected or are modified under 
pressure of the commercal interdependence of the warring powers, 
American foreign trade demand that our diplo- 
matic and Consular representatives throughout the world should be 
provided with greater facilities for anticipation and analysis of the 
new commercial policies of the Great Powers and their colonies. 
Not only intelligence and experience аге required in this duty, but 
all the support that national prestige can give our diplomats and 
Consuls in intercourse with the important foreign officials and 
business leaders. An American minister discharging his function 
from poorly-located rented quarters is hot an impressive ‘unit in 
world diplomacy. The most diligent Consul is naturally discouraged 
if unprovided with sufficient clerical assistance. Many Consuls are 
now chained to clerical drudgery who should have the time to 
cultivate important sources of information.” 


Some time ago the Council submitted a report . to Congress 
stating the needs of the Bureau of Foreign and Domestic Commerce, 
and recommending adequate appropriations for the maintenance of 
its trade-promotion work.— U.S. Commerce Reporta.: , 
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Swiss Export Prohibitions.—The Swiss Government has 
just prohibited the exportation of “carbons prepared for electric 
lighting," and also “electrodes. whether mounted or not." 


‘The Consett Iron Electrical Installation.—4t a meet- 
ing of the Consett Iron Co., Ltd., at Newcastle-on-Tyne, on 12th 
inst., Mr. Mark Fenwick said that their profit (£625,000) was the 
largest but one they had earned. Referring to the past years 
work, he said he regretted they had had to postpone certain con- 
templated electrical developments on account of the war, because 
it looked as though some of the wage increases, and other advances 
in cost, had come to stay, and the proposed developments would 
have made for economy. He mentioned that they had now one of 
the largest electrical installations in the country, which had 
enabled them to use coal-cutters and conveyors to work seams 
which it would otherwise have cost too much to work, and gene- 
rally to reduce costs, thus contributing to the financial stability 
of the company. @ 


Markets for Electric Fans.— Recent U.S. Consular and 
Trade Reports draw attention to the Danish West Indies and Porto 
Rico as promising markets for electric fans. In the case of Porto 
Rico it is stated that the electric fan is used to only a slight extent 
on the island at present. The field appears to be an attractive one, 
however, and it is believed that an active selling campaign would 
produce good results. “There is plenty of current available, but it 
is rather high in price, as compared with the prevailing cost in the 
United States. It is at present very hot here, and the humidity is 
great, and there appears to be no reason why a demand for electric 
fans could not be readily created." 

In regard tothe Danish West Indies, it is remarked that the recent 
completion of the work of installing an electric lighting system in 
St. Thomas has opened up а new market for American electrical 
supplies. “ There should be an especially attractive field here for 
good, but moderately-priced, electric fans, which are’ almost 
unknown on the island. St. Thomas lies in the Tropics, and 
becauge of the location of its principal town (Charlotte Amalie) on 
the southern slope of a high ridge of mountains, where refreshing 
breezes are lacking most of the time, the employment of electric 
fans would be appreciated everywhere and for all the year round. 
At the cinema shows, which are given two or three times each 
week, a number of large hand-made fans are suspended from the 
ceiling, and are operated by cords pulled back and forth by small 
boys stationed back of the screens. In the hotels, business offices, 
and private houses, though, there are no such appliances, and it is 
believed that immediately after the first electric fan has been 
introduced it will become generally popular. 

“The possibility of introducing electric fans was called to the 
attention of one of the leading commercial men of St. Thomas, 
who displayed a lively interest in the matter, and requested the 
Consulate to put him in touch with American manufacturers of 
electric fans and other similar articles. Correspondence with St. 
Thomas business people should be in the English language." 


Spanish Electrical Trade.— The French Vice-Consul 
at Alicante, forwards a report-on Austro-German imports into that 
city, from which it appears that the two latter countries furnish 
the greater part of the electrical imports, France, which is also a 
contributor, supplying principally telegraph material. The Spanish 
industry is a producer of a certain quota of electrical goods, to wit : 
Transformers, dynamos, motors, and measuring and protective 
instruments and apparatus for low power machines. Other classes 
are imported. Аз electric installations, flour mills. and water- 
raising installations are being frequently established, both in 
Alicante and throughout the province, the visits of German 
travellers are numerous, the Austro-German imports embracing 
electric cable and wire, lamps, carbons, dynamos, electro-motors and 
telegraph apparatus. The lamps may be of any origin, asa Spanish 
company which manufactures them is ready to affix any. name 
asked for hy the purchaser. As a result, the lamps on sale 
bear a variety of names, each having only a limited sale in the 
region of the person giving the order. Exporters may, therefore 
freely export a number of articles, making sure, however, to supply 
low-priced goods of pleasing appearance to catch the eye. With 
regard to articles difficult of importation, no hindrances exist pre- 
venting the establishment of local manufacturing branches in 
Spain, for which the war creates a favourable situation. 


The Norwegian Electrical Market.—According to U.S. 
Consul-General E. Haldeman Dennison, Christiania, owing to the 
large increase in the price of coal, which formerly cost $7.50 per 
ton and now sells for $23.50, an increasing number of households 
in Norway are turning to electricity for domestic purposes, and the 
sales of electrical cooking and heating stoves, ranges, wash- 
ing machines, irons, rings, &c., have never been so heavy as at 
present. "'The demand for these articles is unprecedented and 
American manufacturers, while deriving much benefit from the 
changing conditions, could, with little effort, improve their position 
in this market. It is generally supposed that electric current in 
Norway is cheaper than in any other part of the world. It is also 
thought that coal will he expensive for along time to come, and 
perhaps never return to its former price, for Norway depends 
entirely upon outside sources for its supplies. In any event the 
sale of electrical appliances is bound to continue to expand, and 
when once they are installed and their many advantages recognised 
ве care to return to the use of coal." ` i i 

is Consular office has recently been reguested 
largest electrical dealers in Norway to furnish a list ji writes 
manufacturers of electrical appliances, and invites such firms to 


send catalogues, price lists, and full particulars s 
of credit, &с. i р as to goods, terms 


Italy.—Among the new companies recently formed in 
Milan are the Società Nazionali di Impresi Elettrichi, with a 
capital of £40,000, to develop electrical undertakings in Italy and 
abroad; and the Consorzio per Elettro-trazione, capital £60,000, 
the object in this case being to encourage and take an interest in 
electric traction undertakings. 


The Westinghouse Supply Department at Manchester. 
—The Supply Department of the British Westinghouse Electric 
and Manufacturing Co., Ltd., has only been established in its present 
home for some three years, but it is already becoming generally 
well known, and is likely to become a ^ landmark " by reason of 
the large public clock which has recently been erected over the 
entrance to the premises. This clock is of handsome appearance, 
and consists of a copper housing supported on wrought-iron 
supports, with the name Westinghouse sawpiereed over the top of 
the dials at each side. the dial and backing to the sawpiercings 
being of white opal; the whole will, of course. be illuminated as 
вооп as the lighting restrictions are removed, and will be seen from 
both ends of Long Millgate. This clock is one of four which are 
synchronised with. and receive half-minute impulses from, a master 
or controller clock situated in the showroom. This master clock, 
in its turn, will shortly receive the 10 a.m. time signal direct by wire 
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WESTINGHOUSE SUPPLY DEPARTMENT, MANCHESTER. 


from Greenwich Observatory. The system has been supplied 
and fixed by Messrs. Synchronome, Ltd., of London. 

The illustration shows another feature of the shop window at 
Long Millgate, namely. a skeleton advertisement cut out from a 
"Cat" fan poster, and stuck on the inside of the glass. The 
window is set out with Westinghouse fans of different types and 
sizes, and incidentally with а novelty list and window card 
combined, making a good window display. The latter is a special 
catalogue designed and devised by the department, and takes 
the form of a Westinghouse fan, stamped out to correct shape. 
and printed in three colours to represent a fan; by means of 
a strut attached to the bottom of the front cover, and fitting 
into a slot in the back cover, this will stand on its own base as 
illustrated. This forms a novel advertisement for electrical 
contractors, to whom it has been distributed. i 


Electrical Stores for Transvaal Mines. — American 
Consul E. N. Gunsaulus, in a report on the store purchases of 
Transvaal mines during the year 1915, gives very detailed parti- 
culars, from which we extract the following :— 


Coal, 
diamond 
Gold and other 
mines. mines. Total. 

Electrical machinery ... = . £202,742 £7,656 £210,398 
3? “ Spares eae eee 19,424 4,565 53,989 
Electric power and light (purchased) 1,049,106 194 1,049,300 
Coal-cutting machines " — 3.598 3,598 
“ " spares ans — 4,935 4,935 
Transformer oils vis Jo Tt 2.498 35 2,533 
Machinery and tools ... 272,995 55,366 328,361 
Rock drills 54,485 472 54,957 
Sie. iis spares 195,189 866 196,055 
Machinery spares 231,531 13,492 245,023 


The total for electrical machinery 


given above (£210,398) is 
spread over the following articles :— Е 


Соа1, 


diamond 
Gold and other 
mines. mines. Total. 

Electric generators and engines, driving 

same if directly driven £2,401 £2,250 £4,651 
Electric hoists (including motors) 25.763 947 26.710 
Electric locomotives VA aro 14 -—- 1.474 
Electric motors driving pumps, including | | 

pumps if directly driven 21,865 487 28,352 
Electric motors not included above 25,627 922 26,549 
Power lines, transformers, kc. ... ... 05,593 1,125 56,658 
Electric bells, telephones, and other fix- | 
SE .,. "T ive sed ... 21,009 379 21.381 
Miscellaneous machinery... (s we 43,069 1,553 


44,602 
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A Wotan Monoplane.— Messrs. Siemens Brothers Dynamo 
Works. Ltd.. of 38-39, Upper Thames Street, E.C., are now issuing 
for trade distribution an ingenious advertising device. This is 
known as the Wotan monoplane model, and the accompanying 
illustration is an actual photograph of the made-up model in flight. 
It is accurately balanced, and when launched in the manner of an 
ordinary glider, is capable of performing many of the evolutions of 
a power-driven aeroplane. By adjustment of the tail elevators 
it is possible to make the model loop the loop, or complete a spiral 
descent. The instructions give the various adjustments required 
for the different manceuvres. The component parts of the model 


-— —— 


are printed in colours on a sheet of paper of special quality. These 
have to be cut out as directed; and when bent and stuck together, 
сап be easily assembled. The size of the completed model is 104 
in. across the wing tip. and the length from nose to tail is a 
little over 9 in. 

Members of the trade who are interested in the sale of Wotan 
lamps should communicate early with Messrs. Siemens, as above, 
asking for a supply of these sheets for distribution amongst their 
lamp-purchasing customers. We understand that a number of 
complete made-up models are available for trade display, so that 
the actual model can be exhibited in a contractors window. These 
жогор нешеу are supplied free, and, of course, must therefore not 

sold. 


Private Arrangements.— ANGLO-CoLONIAL ENGINEERING 
Co. LTD., electrical engineers and contractors, 13, City Road, 
London, E.C.—In pursuance of the provisions of the Companies 
(Consolidation) Act, a meeting of the creditors of the above was 
held on Monday last. at the offices of Messrs. Corfield & Cripwell, 
accountants and auditors, Balfour House, Finsbury Pavement, E.C. 
The chair was occupied by Mr. G. E. Corfield, who said that the 
shareholders of the company had passed resolutions in favour of 
voluntary liquidation, and he was asked to accept the post of 
liquidator. He had prepared a statement: of affairs, which showed 
liabilities to the trade of £4,247, while £810 was owing in respect 
of directors’ fees and salaries, and in addition £106 was due for 
preferential claims. The assets were only estimated to realise £38. 
The creditors passed a resolution confirming the voluntary liquida- 
eic company, with Mr. Corfield as liquidator. The following 

| creditors -— 


ow Electrical Engineering London Commercial Electrical 


. us в ee £181 Stores .. M «ў .. £247 

array JR а віле 9 London Telephone Service .. М 
m and Northern Shipping NA ects aea Elecktriska 

. mm P vs (Sweden). . he РА Sn 210 

Booker Bros. 15 Payne, Blythe & Huxtable .. 40 


General Beating Co., Ltd. 


.. 621 
Kremenesky & Co. (Austria) .. 


2,752 


ioci Bros. Dynamo Works, 
| Stokvis, W. J. (Holland) .. 107 
Liquidations.—AssEsTos MANUFACTURES, Lrp.—This 
e ae A is winding up voluntarily, with Mr. W. C. Tyler, 107, 
€ House, S.W., as liquidator. 
"e ч еск of the four Bachelet companies, referred to on 
ds ik of our last issue, has called meetings of creditors of all 
Mar ee for August I6th, at 11, Ironmonger Lane, E.C. 
Mice ICAL TRANSPORT, LTD.—This company is winding up 
Hw oi with Messrs. W. Н. Trewartha-James, б. W. Askew, 
. Philpott and Е. M. Sala, of Finsbury House, Blomfield 


Street, E.C.. as Bani ‘ s | 
dura 50. S liquidators, A meeting of creditors is called for 


Maen Netices.—" The Principles of Electrical Design : 
res А.С, enerators." By A. Still. З - ага 
Со, св 12s.'6d. net. y till. London: Hill Publishing 
„тав, Oil, and Petrol Engines." 1 А 
Whittaker & abe ча ы "d nes." Ву A. Garrard. London: 
—“ стр Papers of the Bureau of Standards." No. 283. 
meter fe and Magnetic Shielding Tests of a Thomson Galvano- 
Commerce, se in Radiometry.” Washington: Department of 
hg des Postes, Télégraphes et Téléphones.” Vol. V, No. 2. 
“Canada : ым. А. Dumas. Price 12 fr. 
of the natural е Country of the Twentieth Century."—4A review 
al resources of Canada and its industrial and com- 


mercial develo ` 
and Commerce COMM Watson Griffin. Department of Trade 


“ Ferodo " Fabrics.—Ferodo fabrics, which were origi- 
nally designed and supplied by the HERBERT Екоор Co., LTD., of 
Chapel-en-le-Frith, for lining clutches and brakes, are adaptable 
for other purposes. For example, а large firm which is at present 
engaged on munitions, is using Ferodo fibre in a circular vice for 
holding the shells whilst screwing in the noses. Good results have 
attended this application, as the work is not marked, and a 
remarkable gripping power is exerted. 


Catalogues and Lists.—Messrs. К. A. Lister & Co., 
LTD., 47, Victoria Street, Westminster, S.W.—[Illustrated list des- 
cribing the 8.0.5. type “ Lister-Bruston " automatic auxiliary plant, 
which is claimed to be the only system fully complying with the 
requirements of the Merchants' Shipping Act, 1914, Article 35. 
The equipment may be seen in operation at the above address. 

Messrs. T. W. BROADBENT, LTD., Victoria Electrical Works, 
Huddersfield.—Eight-page list (Catalogue No. 5, Leaflet No. 3), 
giving full specification, prices, shipping weights, &e., of "M" 
type continuous-current motors. Copies will be forwarded on 
application. - 

Messrs. BELLING & Co., Derby Road, Edmonton, N.— Illustrated 
leaflet giving particulars and prices of a rapid boiling-ring and a 
rapid griller-toaster. 


Fire.—Damage, estimated at £1,000, was caused on 
Monday night by a fire which broke out at the premises of MESSRS. 
F. J. JoNES & Son, electrical engineers, Love Street, Chester. 


Ozonair Advances.—Owing to the rise in the cost of 
everything, MESSRs. OZONAIR, LTD., announce an increase of 15 
per cent. in all list prices and net estimate prices, as from 
August 20th. 


Millwall Battery Works Closed—THE PRITCHETT AND 
GoLD AND ELECTRICAL POWER STORAGE Co., LTD., announce that 
owingto the completion of the extensions totheir works at Dagenham 
Dock, they have now closed the works at Millwall (formerly the 
works of the Electrical Power Storage Co., Ltd., with which com- 
pany they amalgamated last year). All communications previously 
addressed to Millwall should now be addressed to the company at 
Dagenham Dock, Romford, Essex. The surplus plant and stock at 
Millwall is to be sold on September 5th next. Particulars 
appear amongst’ our advertisements to-day. Messrs. Fuller, 
Horsey, Sons & Cassell will conduct the sale. It is interesting to 
recall that the Millwall Works were opened by the E.P.S. Co. in 
1881. and they have been continuously occupied in the manufacture 
of storage batteries during the last 35 years. 


Plant for Sale.— Bradford Corporation Electricity Com- 
mittee is advertising a Willans-Phenix 300-Kw. set, also a battery 
of 260 Hart cells, for sale. See our advertisement pages for 
particulars. 


Trade Announcements.— Mrs. C. Terr, electrician, 
announces that she is giving up the retail portion of her business 
at 7, Queen Street, Weymouth. 

The late business of Chas. A. Muller, electrical accessories mer- 
chant, Bradford, which has been wound up by order of the Board 
of Trade. as already announced, has been taken over by Mr. L. W. 
Douthwaite, who has been in the employ of the firm for 15 years— 
for the last eight years as manager. The business is now entirely 
free from alien capital, influence and staff, and will be carried on 
as L. W. DOUTHWAITE & Co., at the same address, 10, Arcade, West- 


gate, Bradford. 


LIGHTING AND POWER NOTES. 


Ashton-under-Lyne.— Having received a communication 
from the B. of T. as to economy in the consumption of coal, the 
Electricity Committee has deputed the chairman and engineer to 
consult the Ministry of Munitions as to whether an application for 
additional plant would be considered. 


Australia.— The Strathalbyn (South Australia) Council 
has decided to install electric light, and is endeavouring to make 
financial arrangements for carrying the scheme into effect. 

The Southport (Queensland) Council has been approached by a 
company for authority to provide an electric supply, and proposes 
to discuss the matter at a special meeting.— Tenders. 

Arrangements are being made by the Sydney City Council. for 
the erection of new workshops at Pyrmont, for the electric supply 
department. 

The Mittagong (N.S.W.) Municipal Council has decided to pro- 
ceed with an electric lighting scheme for the town, at a cost of 
£3,500. 


Barnes.—PRicE INCREASE. — The electrical engineer 
reported that Messrs. Watney, Coombe, Reid & Co. has consented to 
the addition of 10 per cent. to the contratt price on the understanding 
thatallrights under the contract are reserved, and that the increased 
price is only to be charged until notice is given by the company 
that it desires to revert to the original price, | 
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- Beckenliàm.— LiNKING-UP.— The engineét Has reported 
to the Electricity Committee that interconnection with adjoining 
areas was impracticable at the present time owing to the expendi- 
ture involved. The engineer is to report further on the matter.  . 


Burton-on-Trent.—CasLE ExTENSI0N.— Mains are to be 
laid; at an estimated cost of £4.000. to supply energy for power and 
lighting purposes to the India-Rubber, G.P. & Telegraph Works 
Co.'s new factory at Horninglow. 


- Callington. — Proposep E.L. ScHEME.—The Urban 
Council has been considering the purchase of Frogwell Mills for a 
power station in connection with the installation of electric light 
in the-town. A meeting of the ratepayers has been called to 
discuss the question. P | "^ ы 
- Continental.—NonwAv.—The A/S Traelandfos, Chris- 
Мапа, is extending its power. plant, so as to supply 5.000 H.P. to a 


new carbide factory. The company produces mechanical . wood 
pulp to the extent of about 13,000 to 16,000 tons per annum. 


. Dewsbury.—YEan's WonkiNG.— The report of Mr. 
Campion, the’ borough electrical engineer, on the working of the 
electricity undertaking for the year ended March, 1916, shows 
that the revenue amounted to £16,588. as compared with £14,950 
in 1944-15: the gross profit was £7,286, as against £6,364, and 
after meeting debt charges, the net profit amounted to £2,900 
(constituting a record). as against £1.863 in the previous year. 
It is satisfactory to know that the greater part of the surplus 
has been placed to the depreciation fund. which amounts to £1,066. 
During the year, 2,252,258 units weresold as against 1,949,026 units 
in 1914-15 ; the increased output was due wholly to power users, 
and of the total 1.212.255. units were sold for power. During the 
year 4,225 tons of coal were used at 12s. 8d. per ton, or 4'20 Ib. 
per unit sold, as against 3,933 tons at 9s. 24.. or 4°52 lb. per unit 
sold- for the previous year: the coal cost per unit sold 
increased from, '22d. to ‘29d., and the total costs from ‘916d. 
to ‘929d. per unit sold. As against this the price of electricity was 
increased during the year, and brought an additional revenue of 
£1,136. The: Ravensthorpe supply. which is purchased in bulk 
from the; Yorkshire .Power Co., resulted in a loss of £25; the 
agreement shortly expires and incrensed charges are suggested. 


. Dundee, —DavriauTr Savine.—It is reported that а 
decreased consumption of electricity for lighting. amounting to 
11 per cent., has occurred as a result of the Daylight Saving Act. 
This is. however, partly counterbalanced by. the increased output 
for роже... en 


Ealing.— The Chairman of the Electrie Supply Committee, 
in calling-attention to the electricity estimate for the ensuing year, at 
the Council meeting, said it showed what appeared: on paper to be а 
deficit of nearly £5,000. The engineer's estimate. showing what 
would have been the income and expenditure on a pre-war basis, 
showed a profit of £3,799. Ws 


Greenock.— Year's, WorKING.—The financial result of 
the past year's working of the Corporation electricity department, 
was а total income of £85,650, an increase of £22,015 on the year 
before. . Expenditure amounted to £52,612, leaving a gross profit 
of £33,037, and after meeting debt charges, the net profit. was 
£6,998, "The reserve fund now stands at £23,389, which, with the 
above surplus, is only £4,323 below the maximum required on the 
authorised borrowings. The units generated were 23,000,000, as 
compared with 17,000,000 in the year before. TM 


Hong-Kong.—The. rapid development of Kowloon and 
the demands for power and light have caused the China Light and 
Power Co. to carry out à scheme of extension of its plant. The 
new generating plant consists of two high-pressure three-phase 
60-cycle B.T.H. turbo-alternators, each capable of maintaining an 
output of 1,170 K.v.a. for two hours, three ‘Babcock & Wilcox 
boilers with chain-grate stokers, economisers. and condensing plant 
of the surface type, with rotary-type motor-driven pumps capable 
of delivering water from the sea to the condensers at the rate of 
1,200 gallons per minute through a double set of 14 in. suction 
mains, each 1,100 ft. long. The distribution mains cover about 
16,900 yd., and an extension to Old Kowloon City is contemplated. 
The Hong-Kong Electric Co., in Hong-Kong proper, is constructing 
a new plant at North Point, which will contain two 1,500-Kw. 
B.T.H. turbo-alternators and three Babcock & Wilcox boilers. 
The frequency of the new plant will be 50 cycles instead of 75. as 
in the present plant. The new station is not expected to be com- 
pleted fora year or 18 months.—U.S, Commerce ‘Reports. 


_. Hove.—YkAR’s Workinc.—The report. of Mr. C. B. 
Smith, the engineer and manager of the Council's electricity: under- 
taking, for the year ended March last, shows that the revenue 
amounted to £22,326 ; the working costs to 211.505; and the 
gross profit to £10,821... After payment of interest, sinking- fund 
and other charges amounting to £11,053, less. £371 income-tax 
refunded, there was a net profit of £139, as compared with £3,024 
in the previous year. The output sold was 1.021.031 ‘units, as 
against 1,115,168 units in 1914:15; During the December and 
March quarters, the increased charge of 20 per cent. was operative 
and resulted in a slightly increased revenue, on a decreased output. 
The Electricity Committee's recommendation that a minimum 
charge of 10s. per quarter be made in respect of each individual 
consumer was withdrawn, with a view to consideration by the 
General Purposes Committee. ; 

porn аку шы ecd there was a deficit of £252: 
94, units were purchas 1 ) i 

Adoro euis Rue p кп ш. Brighton Corporation, and 


. him on having been able to 


Iceland. — According to a report іп Ње Tekniske 
Ugeblad, the municipal authorities of Reykjavik had entrusted the 
Norwegian De Forenede Ingeniorkontorer, of Christiania, with the 
task of drawing up plans for a complete electric installation for 
the capital of Iceland. The work comprises not only the search 
for the site for, and establishment of, a water-power station, but 
also the erectión of the distribution mains, &c. 


Kearsley.—At a meeting of the D.C. held on August 10th, 
the question of the supply of electricity in the district was under 
discussion, and the clerk was instructed to inquire from the 
Lancashire Electric Power Co., as to its arrangements for comply- 
ing with the provisions of the Electric Lighting Act. - | 


London.—Furu SuPPLy.—Speaking at the half-yearly 
meeting of the South Metropolitan Gas Co., on Wednesday, last 
week, the chairman expressed the opinion that there was little 
doubt that the gas undertakings would be the fuel suppliers of the 
future— not only gaseous but solid. After extracting the valuable 
residuals the solid fuel would be passed on to the steam raiser. 
He could not believe that the Government would allow the present 
system of burning large quantities of raw coal to go on unchecked. 
It might well be considered whether the policy adopted by Parlia- 
ment of putting the suppliers of gaseous and electric energy into 
competition had not had its day. He could not imagine that they 
would put up а power station to produce electrical energy and 
another to produce gaseous energy; he asked why these steps 
should be taken separately, and whether the work should not be 
joined up. T P 

BERMONDSEY.—BULK SuPPLy.—The Electricity Committee has 
had under consideration the necessity of increasing its plant or 
taking a bulk supply, in connection with which it has been in 
communication with the Southwark B.C.. the County of London 
Electric Supply Co. and the London Electric Supply Corporation. 

The Council has now agreed to accept the offer of the latter 
company to lay duplicate. mains and erect switchgear free of 
charge, the Council to provide transforming apparatus, for a three 
years’ contact, based on a minimum consumption of 14 million 
units a` year at £3 156. per KW. of maximum demand plus “3d. per 
unit consumed, with a coal clause. It was decided that nothing 
further could be done at present in regard to linking-up with 
Southwark. : : 


Malvern.— Year's Workinc.—There was a profit of 


£698 on the electricity works during the year ended March 3lst 
last. | | 


Newcastle-on-Tyne.—Firt.—On Thursday, last week, a 
fire occurred at the electric power station off City Road. which 
apparently damaged the roof. 


Newcastle-under-Lyme. — YEaR’s Worxkinc.—In his 
annual report on the electricity undertaking for the year ended March 
31st last, Mr. А. Т. C. de Renzi, the borough electrical engineer, 
mentions that the units sold increased from 200.064 in 1914-15 to 
257,216 last year, the increase being due entirely to power supplies, 
which now exceed lighting requirements. The total revenue 
amounted to £3,475, and the gross profit to £1,553, and. after 
meeting the usual financial charges, a deficit of £116 remained, 
which is attributed to restricted lighting. It should, however, be 
mentioned that no advance has been made in the price of electricity 
since the commencement of the war ; and, further, that £300 extra 
loan charges, and £80 revenue expenditure on switchgear, has been 
met.during the year. The maximum load reached 210 KW., and 
the fuel cost was ‘33d per unit. | 2000 

Mr. de Renzi proposes to meet the increasing cost of fuel by 
adapting the Diesel engines for.the use of tar oil ; we congratulate 
“carry on" with only one skilled 
engineer assistant. 


New Zealand.—The Hampstead Town Board, Ashburton. 
has been granted a licence to erect and maintain within the 
town limits overhead wires for electric lighting, power, and heat- 
ing purposes.— Board of Trade Journal. Signage 
` The details of the year's working of the Auckland City 
Council electricity undertaking for the year ended March 
31st last show that 6,203,478 units were sold, as against, 5,157,312 
in the previous year; the income was £55,582, as compared with 
£51,120; working expenses were £21,711,.as. against £22,315: 
and gross profit £33,871, as against £28,804. The number ol 
consumers was 2,123, as against 1,818 in the previous year. 


Philippine Islands.—According to the U.S. Commerce 
Reports, nothing is at present being done to develop any ofthe 
hydro-eleetric projects and water-power sites in the, Philippine 
Islands ; several concessions have been made, but apparently more 
favourable conditions are awaited. : | : 


Queenstown.—SrREET LiemTING.— The Urban Council 
having applied to the electric lighting company for & rebate ipu 
lighting charges owing to savings under the Daylight Savihgs о 
the company has-refused, оп the ground that any saving made is 
completely swamped by the increased price paid for coal. · 


Sheffield.—Ykan's WonkiNG.— The operation of the 
Corporation electricity undertaking for the last. financial ve 
shows that the income from electric supply amounted to £21 LOS, 
and from installation and motors to £36,857. a total of £31444: 
works charges amounted to £181,027, leaving a gross ме p. 
£133,409, and after deducting interest, sinking fund, and othe 
charges, amounting to £100,114, there was a. net surplus. 
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:£33.295, which, with £6,982 brought forward from 1915. made & 
total surplus of £40,277. It is proposed that £39,777 shall be 
placed to the renewals and special expenditure fund, and £500 to 
the motors-for-hire fund. The sinking fund now stands at 
£383,885. The number of units sold—roughly 78 millions—was 
greater by 32,994,685, or 73 per cent., than the number sold dnring 
1914-15, and the net revenue increased from £184,668 to £277,580, 
an increase of 50 per cent. The whole of the increased output 
being for power and traction purposes at low rates, the increase 
in revenue was not in the same proportion, the total average price 
per unit having fallen. from ‘97d. to “85d. The percentage of 
working expenses to total revenue was 53, as compared with 43 for 
the previous year, the increase being due to the higher cost of 
coal, all other items of generation and distribution costs showing 


a reduction. The average price-obtained during the last буе years 
was as follows :— | | . 

1916. 1915. 1914. 1913. 1912. 
Light and heat ... 2174, 2'34d. 2°54d. 276d. 290d. 
Power  ... .. "1d. 72d. "73d.  "T6d. "78d. 
Total average price ‘85d.  '97d. 17184. 17214. 136d. 


The annual consumption of conl during the past five years is 
shown below :— 


1912 ase M EN 33,912 tons 
1913 T" is be 37.0013 ,, 
1911 «En A 14.187. „n 
1915 Ps EN arè 70,510 `n 
1916 -— s Cau 18141129 „ 


Large extensions to the buildings and machinery and plant at 

Neepsend have been put in hand during the year. and 28,000 Kw. 
of additional generating plant is now under construction or com- 
pleted. The total number of consumers is 7,318, an increase of 
109 during the year. and the total connections amount to 
83,834 KW., an increase of 17,691 KW., or 26°6 per cent. Applica- 
tions in hand now awaiting connection amount to 18.000 Kw. 
The turnover of the ing£allation and motor department during the 
year amounted to £36,837. 1.048 H.P. of motors having been 
installed, as compared with 3,339 H.P. in the previous year. The 
number of females employed on the staff and in the generating 
stations totals 49. and 105 employés are on active service. War allow- 
ances during the year amounted to £2,216. "The capital expendi- 
ture on the undertaking to date is £1,513,000. 
, The City Council, after considerable discussion, has agreed to an 
increase in the price of electricity by 10 per cent. where the 
present price is more than 2d. per unit. and by 20 per cent. where 
it is 2d. per unit or less ; the increase in price will apply to the tram- 
ways undertaking. At present. the tramways are supplied under 
agreement at '8d. per unit, and it was stated that the cost of pro- 
duction for the year ended March last at the Kelham Island 
tramways power station (now taken over by the electric supply 
department) had been ‘856d. per unit. Tt was also stated that the 
inereased cost of coal, which has more than doubled in price, 
represents £87,000 extra cost to the electricity undertaking this 
year. 

Mains are to be extended, at a total estimated cost of £1,019, to 
supply current to new consumers. 


- Stafford—Proposen Loan. — The T.C. has decided, 
owing to the greatly increased demand for current at the north 
end of the town, to extend the mains, at the cost of €1.000, and 
to apply. if necessary, to the L.G.B., for sanction to a loan. 


Straits Settlements.— The annual report of Mr. O. V. 
Thomas, the. chief engineer, on the working of the George Town 
(Penang) municipal electrical undertaking during 1915. shows that 
1,601,980 units were sold, being an increase of 9 per cent. on 1914. 
The total revenue amounted to $301.193, while total costs were 
$126.381, representing a decrease of $2,411 (due to the installation 
of economiser plant), despite the increased output. The gross 
balance, $179,811, represents 18°22 per cent. on capital, and, after 
meeting financial charges. including $46.000 to depreciation and 
renewals. the net balance of $76.914 represents nearly 8 per cent. 
on the average capital in use. We note that the gradual elimina- 
tion of the original vulcanised bitumen sheathed cable has resulted 
In a satisfactory decrease in the number of cable faults, of which 
there were 2] in the previous year. In the matter of public 
lighting. owing to the carbon shortage, 43 arc lamps have been 
replaced by 1,000 c.P. half-watt lamps, run nine in series on the 
original arc circuits, with suitable automatic cut-outs and substi- 
tutional resistances added. 


Swansea.—At the annual meeting of Messrs. Weaver 
and Co. of the Swansea Flour Mills. the chairman stated that 
owing to the present elevating and discharging plant being out of 
date, the company was. erecting an electrically-driven suction 
elevating plant, capable of discharging an average of 100 tons of 
grain per hour. 


Tasmania.—The State hydro-electric department has 
спеша а contract with the Amalgamated Zinc (De Bavays), 

td., and the company has already ordered the plant for the first 
чы of its works for treatment by electro-metallurgical processes 
ої complex zinciferous ores from Broken Hill. The works are to 
be started at Risdon, near Hobart ; the first unit will involve the 
2 1,000 H.P.. and under agreement 30.000 H.P. is eventually 
iud e available for use in metallurgical works and in kindred 

Th ries which the company intends to establish. | 
‚ the Oatlands Municipal Council is considering the question of 
introducing electric light. 


Representatives of the Launceston and Longford Councils have 
conferred with respect to the increased hydro-electric power, which 
can be obtained from the waters at the head of the Lake River, or 
the outlet from Arthurs Lake.— Tenders. 


Yarmouth. YEAR’s WorkinG.—The year's working of 
the electricity department shows a gross profit of £2,353, but after 
payment of interest and sinking fund charges there is an adverse 
balance of £6,219 to be carried forward. The Electricity Com- 
mittee recommended that the price of electricity be increased by 
14. per unit for lighting and 10 per cent. for power. 


_ TRAMWAY and RAILWAY NOTES. 


Aldershot.—The U.D.C., on August 9th, deferred for six 
months the question of an electric traction scheme between the 
town and Farnborough and Farnham. A Light Railway Order was 
obtained privately some years back, but it lapsed six years ago. 

The clerk reported on the matter, pointing out that the heavy 
traffic on the roads round Aldershot was against the adoption of 
any system of traction without permanent way, while tramway 
construction in the Aldershot area should be inexpensive, because a 
great portion of it could be of sleeper construction on the road 
margin, thus avoiding road maintenance. A great amount of 
pick-up traffic would be available between Aldershot and Farn- 
horough, but the extension to Farnham would be of a different 
character, and it might be best to defer that till later. 


Australia —SypNeEY City Ramway.—The Premier 
stated recently that the preparatory work on the city railway 
is progressing favourably, and the actual work of construction will 
be in operation about the end of this month. The work will- be 
started simultaneously at three points : between Eddy Avenue and 
Goulburn Street; from Macquarie Street towards St. James's 
Station ; aud from Harrington Street towards Wynyard Square 
Station. Half the city railway (14,400 yd.) will be above ground, 
and the other half (14,200 yd.) below ; starting from a station to 
be erected on the Illawarra platform side of the central station, the 
city railway will be above ground as far as the Oddfellows' Hall 
near Goulburn Street, where it will pass below the surface. The 
total length of the sections to be commenced is 9,600 yd. The 
total length of tunnelling will be 17.000 yd., the -difference 
between that and the 14,200 yd. mentioned above being due to the 
eastern suburbs junction, which will be put in hand at the-same 
time. The railway will leave the tunnel at Harrington Street, 
cross Circular Quay at high level, and re-enter the ground on the 
western side of Macquarie Street, and continue underground until 
it emerges at the southern side of Goulburn Street. The eastern 
suburbs junction will be situated under the Botanic Gardens and 
Inner Domain. and will also be put in hand, and the tunnelling and 
excavation on the eastern side of the city from Macquarie Street 
to Liverpool Street should be well in hand before the end of the 
year.— Sydney Daily Telegraph. i 

The Doncaster (Victoria) Council has appointed a Committee to 
inquire into a proposal to extend the electrio tramways from 
Kew to Doncaster, Templestone and Warrandyte. : 

The Tramway Board which was appointed by the Government 
to take temporary control of the cable system of the Melbourne 
Tramways Trust has issued a statement covering its work during 
five months. It is expected that arbitration proeeedings will shortly 


take place on the assessment of compensation payable to the company 


for its properties and the appeal of the company against the Board's 
demand for compensation for non-fulfilment of the covenants. of 
its leases. The Board has: paid the outstanding balance of the 
Melbourne Tramways Trusts indebtedness, viz., £351.200. The 
Board has recently made a successful trial of a Stone train-pattern 
lighting set on a car and trailer. 


Birmingham.— The total number of passengers carried on 
the Corporation cars on the first Monday in August was 
610,000 ; the receipts amounted to £3,000, these figures comparing 
with 474,000 and £2,368 for the corresponding Monday (Bank 


Holiday) in the previous year. 


.Liverpool.— The heavy rainfall on Monday morning 
was the cause of traffic being held.upon the Southport to Liverpool 
electric railway. Arrangements were made for steam locomotives 


to haul the electric coaches. 
London.—ELEcTRIC VEHICLES. 


According to the Pall 


"Mall Gazette, the Trocadero management has arranged for a fleet 


of private electric broughams to be in attendance in the evenings, 
after 11 p.m., for the benefit of clients, at charges a little in excess 
of ordinary taxi fares. 

The Metropolitan electric train service was interrupted on Tuesday 
morning. owing to the breaking of an axle of one of the coaches as 
it entered Bishop’s Road Station. aa . 2 

A small fire occurred on Tuesday morning in connection with 
electrical plant at the Russell Square station of the Piccadilly and 
Brompton Tube Railway, and was extinguished . by the Fire 


. Brigade. 


Manchester. PLATFORM FARE COLLECTION. — Notices 


have been posted in the cars asking passengers intending to travel 
on-the upper deck to hand the exact amount of the fare to the 


т 
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guard on the platform, excepting at busy loading stations. This 
deviation from the department’s rules is to minimise the labour of 
the women conductors. A correspondent has written to the local 
Press suggesting the risk of accident to passengers, and asking if 
the Tramways Committee will accept liability in case of accident. 
Spring flap seats have been affixed near the foot of the stairways 
on the cars, so that the women guards may rest when opportunity 
offers. 


Rugby.— ELECTRIC VEHICLE CHAnGING.— The Electric 
VehicleCommittee informs us that the British Thomson-Houston Co. 
and Messrs. Willans & Robinson have arranged to charge electric 
vehicle batteries, at 2d. per unit. between Monday 7.30 a.m. and 
Saturday noon.; Week-ends, additional fee 2s. per hour. No 
arrangements can be made for holiday periods, and notice should 
be given to the firms in advance. 


Salford.—CoNDpvcrons'! SEATs.— Experiments are being 
made with various types of seats for the use of conductors on the 
tramway cars. 


South Lancashire.—In consequence of the increased 
running expenses the South Lantashire Tramways Co. has 
increased the cost of return tickets on certain sections of its 
system from 3d. to 3$d. The revision came .into operation on 
August 10th. 


Straits Settlements.—The working of the George Town 
(Penang) municipal tramway undertaking during 1915 resulted in 
а deficit of $5.672, after allowing roughly $27,000 for depreciation 
and renewals in addition to debt charges. The system covers 114 
miles of single track, and 5,177,871 passengers were carried, a 
decrease of 74 per cent. compared with 1914. The revenue also 
fell off by 7 per cent., while operating costs increased by $3.000, 
leaving a gross surplus of $16,136, as compared with $60,397 in the 
previous year. The report mentions the difficulty, of obtaining 
materials for maintenance, and that axles have been made locally. 
The ordinary fares average out at a little over 4d. par mile, and 
the manager, Mr. Thomas, considers that the finances could be 
improved by a slight increase in fares. without inflicting any hard- 


ship on the public. E^ 


TELEGRAPH and TELEPHONE NOTES. 


Australasian Time. Signals.—According to the Australian 
papers. the Government astronomer has submitted a proposal to 
the Premier, as acting head of the Education Department, for 
fixing the longitude of islands in the Pacific by means of astro- 
nomieal observations combined with wireless time signals. The 
Premier is reported to have said that Prof. Cook proposed to 
compare Sydney with either Suva or Apia by means of wireless 
apparatus at Awanui, in New Zealand. and then to compare Suva 
with the Lick Observatory through Honolulu. This would be 


equivalent to a direct cable interchange between Lick and Sydney,- 


and should result in а determination of the greatest accuracy. 
When this work was complete, Prof. Cook proposed to establish the 
accurate positions of a number of spots in the Pacific, which would 
enable a more accurate charting of the Pacific islands to be made, 
and would establish fundamental guide posts from which the 
' accurate longitude of temporary astronomical stations could be 
determined. Above all. it would make possible the completion of a 
chain of wireless time signals round the world for navigators. At 
present this failed just in that part of the ocean where it was most 
urgently required. Prof. Cook thought that with more accurate 
charting and proper standard time signals the chances of wreck 
among the islands would be minimised. They were now in com- 
munication with the authorities at the various places it was 
necessary to link up by means of the wireless signals, and the work 
would be put in hand right away. | 

A Wellington report mentions that the New Zealand Government 
astronomer has been working on the same lines, and that recently 
the first direct time signal was experimentally sent to Tahiti from 


Wellington Observatory, with the co-operation of the Telegraph 
Department. 


Society Islands.—A  radio-telegraph tariff has been 
issued of 12 cents a word (10 cents wireless charge, and 2 cents 
telegraphic charge from Papute io the station at Mahina). An 
additional charge of 24 cents a word is made for relaying, vid 
the wireless Stations at Apia, Samoa, and Awanui. New Zealand. 
Tariff ratés are also provided between the colony and vessels at 


sea. All messages must pass through New Zealand to Tahiti, and 
are subject to war restrictions. 


Telegraph (Construction) Bill.—This Bill passed its 
second reading in the House of Lords on the lOth inst. Viscount 
Middleton stated that it might be necessary. on the report stage, 
for him to move an amendment which would- prevent tele- 
graph works ruining important amenities or agricultural advan- 
tages. The Bill later passed through Committee, with an amend- 
ment inserted which specifically mentioned the carrying of lines 
underground as a stipulation which the tribunal might. make. 


The Channel Tunnel and Telephonic Communication 
with the Continent.—With reference to Dr. Fleming's suggestion 
reproduced in our last issue. Messrs. Sir Douglas Fox & Partners 
have written to the Zimes as follows :—' Prof. J. A. Fleming, of 
University College, London. very properly points out that this 
tunnel could be utilised for telegraphic and telephonic cables, This 


matter has already received the attention of the company, and, 
doubtless, the Postal authorities and public companies would. as, 
for example, in the case of the Mersey Tunnel between Liverpool 
and Birkenhead, avail themselves of this excellent means of com- 
munication. Obvious advantages would be in the avoidance of 
damage to cables by ships’ anchors and sea corrosion, the greater 
conductivity of cables, and their accessibility for repairs, and 
economy in laying.” | 


CONTRACTS OPEN and CLOSED. 


| ОРЕМ. 
Aberdare.— September 6th. Powell-Duffryn Steam Coal 


Co. Electrical goods. Forms from Stores Manager, Aheraman 
Offices, near Aberdare. 


Australia.—Sy DNEY.—September 20th. N.S.W. Govern- 
ment Railways. Опе 50-ton electrically-operated overhead 
travelling crane for Zara Street power house, Newcastle. October 
llth. One motor-driven air compressor for Zara Street power 
house. Electrical Engineer, 61, Hunter Street. 

P.M.G.s Department.—Telephone material (Schedule 428). See 
^ Official Notices " to-day. j 

ADELAIDE.—September 27th. Deputy P.M.G. Telephones, tele- 
phone material, instruments and parts. Schedule Nos. 429 to 437.* 

PERTH.—October 4th. Deputy P.M.G. Telegraph and telephone 
measuting instruments and parts. Schedule 501 W.A.* 

` MELBOURNE.—November Ist. Victorian Railways. 50,000 flame 
arc carbons. Chief Storekeeper, Railway Offices, Spencer Street. 

October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling. Cont. No. 30,343.* 


Dublin.— August 29th. Electricity Committee. S.P. and 


three-phase, meters for a year. See ' Official Notices " to-day. 


Manchester. — August 22nd. Tramways Committee. 
Hard-drawn copper trolley wire. Mr. J. M. McElroy. Manager, 
55. Piccadilly. . 

August 22nd. Electricity Committee. Ash hopper at the Bloom 
Street station. Particulars from Mr. S. L. Pearce, Chief Electrical 
Engineer, Dickinson Street. A". 

August 25th. Electricity Committee. High and low-pressure 
steam and feed pipes at Stuart Street Station, Specifications, 21s. 
(returnable). from Mr. F. E. Hughes, Secretary, Electricity Depart- 
ment, Town Hall. 

August 30th. Guardians. Refuse destructor furnace for the 
Institution. Nell Lane, Didsbury. Specifications from Mr. Jas. 
Macdonald, Clerk, Union Offices, All Saints, Manchester. 


New Zealand. — INVERCARGILL. — September 28th. 
Borough Council. Steam turbo-alternator, condensing plant, and 
switchgear. Specifications from the Tramway Office. Contract 
No. 40. . 


Portsmouth. — August 29th.. Tramways Committee. 


Tramway stores, insulating materials, lamps, &c., for six months. 
See “ Official Notices " to-day. 


Rochdale, — No date. Electricity Committee. Static 
transformers for 12 months. Mr. C. C. Atchison, Electricity Works, : 
Dane Street, Rochdale (Contract А 117). 


South Africa.—JoBANNESBURG.—September 4th. Muni- 
cipal Council. 10,000 drawn-wire metallic-filament traction lamps ; 
10 miles of 19/14 “ Underwriters’ wire " (lightly insulated wire for 
outdoor use). Contract No. 151.* 

September 21st. Municipal Council. 
No. 153.* 

Spain.—Municipal authorities of Duenas (Province of 
Palencia). Concession for the electric lighting of the town during 
& period of 10 years. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


Tramcar spares. Contract 


CLOSED. 


Australia.—The Sydney Municipal Council has been 
recommended by the Electricity Committee to accept the following 
tenders :— : 

Submarine cable for laying across Darling Harbour.—W. T. Henley’s 

Telegraph Works Co., Ltd., £4,124 (based on copper at £85 per ton and 
lead at £22 10s. per ton). 


20 three-pole disconnecting switches and fuses.—W. G. Watson & Со 
Ltd., £420. 


12 three-pole, в.т., 10,000-volt, 50-amp. oil switches, 12 expulsion fuses. — 
Aust. Genera! Electric Co., £560. | 

Two ток 5,000 to 1,000-volt transformers.—Aust. General Electric 
Owing to the difficulty in obtaining consumers’ meters from the 
firms under contract, the City Council Electricity Committee recom- 
mends that the City Electrical Engineer be authorised to negotiate 
with the British Westinghouse Co. and the Australian General 
Electric Co. for the supply in the shortest time of from 3,000 to 


3,500 ‘consumers’ meters at a cost of from. £5,000 to £6,000.— 


Lenders, 
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The Melbourne City Council has accepted the following tenders : 


Metal-filament lamps.—Edison & Swan U.E.L. Co., Ltd., £612. 

Meters.—British Westinghouse Electric & Mfg. Co., Ltd., £305; Reason 
` Mig. Co., Ltd., £1,272. _ 

Carbons.— Beacon Carbons, Ltd., £2,040. ) 


N.S.W. Public Works Department :— 

иң! uer of electric light at Albury Hospital.— Globe Electrical 
T : 

W. Aust. Tender Board :— 


12 miles twisted-pair insulated wire, £251. — Tendera. 


Cape Town., — Tenders for wiring the Camps Bay’ 


Pavilion and Tea Rooms, for the Corporation of Cape Town :— 


Cunningham & Gearing га ix (accepted) £298 
Electric Utility Со... T ee oe - E .. 242 
Edward A. Shaw & Co.  .. э s ЛЫШ к» .. 244 
Clyde Engineering Works e os з oe oe .. 290 


Tenders for wiring new premises for Mitchell, Cotts & Co., 
Exchange Place, Cape Town. :— 


Edward A. Shaw & Co. (accepted) 6 


Electric Utility Со... vs v T Ya 

R. G. Jack & Son  .. кз is $ os ©» oe 279 
Woods, Westerton & Co. .. su e es vs .. 819 
Kitson (Cape) Lighting Co. m . 336 


Leek.—Lighting Committee. Accepted tenders for plant 
for the electricity works :--— 


Crossley Bros.—*‘ G " type gas producer, with motor-driven exhausting fan 
for starting the producer, £468 ; “ S E 228°’ engine, with the accessories, 
£1,997; a Mather dynamo, £773; indicator gear of special type, £16. 


NOTES. 


Australian Income-tax and British Industry.—The 
Morning Post states that on August 10th a deputation representing 
the Manufacturers’ Section of the London Chamber of Commerce 
and a number of provincial Chambers of Commerce waited 
upon the High Commissioner for Australia (Mr. Andrew 
Fisher) for the purpose of presenting a protest against certain 
sections of the Commonwealth Income-tax Act, the incidence of 
which, it was thought, would prejudicially affect trade between 
the United Kinydom and Australia. 7 

Mr. Fisher, in reply, said that this was a matter of policy upon 
which he could not express ап opinion or make any promise of 
amendment, but he would undertake to forward the representations 
of the deputation to the Commonwealth Government and ask them 
to give the matter their early and serious conaideration. 


The Board of Scientific Societies.—On the initiative 
of the Royal Society а Board of Scientific Societies has now been 
established for the furtherance of the following objects :— 

Promoting the co-operation of those interested in pure or applied 
science ; supplying а means by which the scientific opinion of the 
country may, on matters relating to science, industry and educa- 
tion, find effective expression ; taking such action ав may be neces- 
sary to promote the application of science to our industries and to 
the service of the nation ; and discussing scientific questions in 
which international co-operation seems advisable. 

The Board at present consists of representatives of 27 scientific, 
including technical, societies. The regulations give power to add 
to this number and to appoint as members of Sub-Committees 
individuals who are not necessarily connected with any of the con- 
stituent societies. 

Ап Executive Committee has been appointed consisting of the 
following members :—Sir Joseph Thomson, O.M., P.R.S. (chair- 
man); Dr. Dugald Clerk, F.R.S.; Sir Robert Hadfield, F.R.S.; 
Mr. A. D. Hall, F.R.S.; Prof. Herbert Jackson (hon. secretary) ; 
Sir Alfred Keogh, K.C.B.; Sir Ray Lankester, K.C.B., F.R.S.; 
Prof. A. Schuster, Sec. R.S. ; Sir John Snell ; Prof. E. H. Starling, 
F.R.S. ; Lord Sydenham, G.C.S.L, F.R.&.; Mr. R. Threlfall, F.R.S. 
. The first meeting of the Board was held on July 20th, when 
important questions relating to scientific, educational and indus- 
trial matters were under consideration, with a view to taking 
effective steps for co-ordinating the work carried out at present by 
а number of independent bodies, or initiating action in the case of 
other matters of national importance. 


Aeronautics Advisory Committee Report.—The report of 
this Committee, of which Lord Rayleigh. is chairman, for the year 
1915-16, contains a lengthy record of work done in connection with 
flying equipment for war purposes. Amongst other matters, a 
study of the conditions affecting the aeroplane compass, with a 
View to its improvement, was undertaken by Dr. Keith Lucas, 
F.R.S., and a special type of instrument, the R.A.F., Mark II 
Compass, was ultimately produced and standardised, being now 
made by contract in large numbers. 

_ The report also states that two wireless telegraph sets, of very 
light weight, have been designed and tested, and progress has been 
made in the evolution of optical systems for convenient observation 
of bomb dropping ffom aeroplanes. The bulk of the report deals 
With the investigations carried out with a view to perfecting the 
aeroplane as a flying machine. 


A Manchester Contract.—Last week, according to a 
Manchester paper, Mr. Joynson Hicks gave notice to ask the Home 
A retary whether his attention had been called to the fact that 
‘Ae Electricity Committee of the Manchester City Council had 
Же a tender for boiler tubes from a firm whose capital was 
dag cent. German, and would he say why the works had not 
E aken over by some munition department to prevent business 

is kind being retained for German benefit. 


PE 


Cable and Wire Manufacture in Australia.—According 
їо the Sydney Daily Telegraph, Mr. Webster (Postmaster-General) 
announced last month that he had in hand a scheme for the 
establishment of à Federal works for the manufacture of cables, 
steel ropes, and wire of various kinds for use in the various Com- 
monwealth Government departments. “ Prior to his departure for 
England," said Mr. Webster, "the Prime Minister conveyed to me 
his desire to see that everything which could be made in Australia 
was made here. But, having in mind the interest which Mr. 


Hughes had taken in the metal question, I necessarily must await . 


his return to confer with him as to his decision, based upon his 
riper judgment arising out of his contact with experts in other 
parts of the world. In the meantime, however, I аш having 
investigations made by experta, so as to have something tangible 
ready when the time comes. During 1913,” continued the Post- 
master-General, “ we imported into Australia copper wire to the 
value of £212,937, cable and insulated wires to the value of 
£637,426, and iron and steel ropes to the value of £131,063, or a 
total value of £981,426. “It is estimated that, taking the English 
costs as against Australian production, the Commonwealth can 
save in the neighbourhood of £90,000 a year. Then, of course, 
with a factory of this kind, instead of having to scrap cable, as at 
present, we will be able so to treat it as to make it equal to one of 
new manufacture. What the saving in this connection will be I 
cannot say, but it will certainly be considerable, as we scrap no 
small amount of cable each year." Mr. Webster said that he was 
unable to say just now what the probable cost of the proposed 
factory would be, but he believed that employment would be given 
to about 1,000 men. 

The Metal Manufacturers, Ltd., a company formed for the pur- 
pose of manufacturing copper wire and other goods, has made a 
start to drain an area of land on the site of the old Australian 
Smelting Corporation, Ltd., Port Kembla, and upon this it is 
intended to erect an up-to-date plant. 

The new industry may be regarded as a direct result of the war. 
Formerly the bulk of the copper produced at the Electrolytic 
R. and S. Co/s works was forwarded to Germany, where it was 
mauufactured into copper wire, electrical parts, domestic utensils, 
and munitions of war. Most of this copper now goes to England, 
but the plant is being added to, and there will be an ample supply 
to foster the new industry when the plant is ready.— Sydney 
Evening News. 


Inspection of Theatre Fittings.— The question of the 
inspection of alterations to the electrical stage fittings of the 
theatres in Edinburgh was considered at & meeting of Edinburgh 
magistrates on July 31st. Hitherto the engineer of the Electric 
Lighting Committee of the Corporation has undertaken the inspec- 
tion of such fittings where alterations have been made. No 
performance is allowed to take place until such an inspection 
has been carried through. The Committee are now putting 
forward a claim for payment for this service. The magistrates 
delayed the matter, in order that a report might be made ав to 
the practice in other towns.—Scutsman. 


Educational Note.—UsivERsITY CoLLEGE.—The Gold- 
smid Engineering Entrance Scholarship, of the value of £30 a year, 
tenable for three years, will be competed for nt University College 
in September. Full particulars of the scholarship examination can 
be obtained from the Secretary of the College, to whom application 
should be made before September 1st. 


The Slackers.— Тһе Leeds Munitions Tribunal, on 
Monday, imposed small fines on 18 apprentices engaged in a con- 
trolled establishment on winding for electric motors, who had 
absented themselves from work, some on the August Bank Holiday, 
and others both then and on Whit Monday. The excuse most 
commonly offered was that the boy was one of a pair, and as the 
other party did not intend to work, it was no use him coming. 
The penalty was 2s. 6d. for one Bank Holiday absence, and 5s. for 
two. 


City and Guilds of London Institute.—On the report 
of the Delegacy of the City and Guilds (Engineering) College, the 
Council of the City and Guilds of London Institute have awarded 
the diploma of " Associate of the Institute" to the following 
matriculated third-year students who have eompleted & full course 
of instruction as prescribed by the Council :— 

In Cicil and Mechanical Engineering.—Ailloud y Péon, A. Н ; 
Augier, E. H. N. ; Bateman, H. (Henrici Medal); Caldéron y Flores, 
А.М. А.; Dyson, F. (Bramwell Medal) ; Finch, Н. E. R. ; MeCann, 
С. M.: Marsden, E.; Müller, K. V. ; Rajada, M. С.: Ratner, L. ; 
Siennicki, K.; Swann, Е. A.; Swayne у Pró, J.; Watson, D. ; 
Winter. A. G. A. 

In Electrical Engineering.—Arana y Bengoechea, F. D.; Beer, 
C. A.: Calheiros e Menezes, A. L. de; Chagaloff, С. : Greenwood, 
W.: Messer, W. G.; Ramaswami, E. K. ; Rogers, A. H. E. ; Tapsell. 


HJ. 


Electrolytic Zinc in Australia.—The Mount Lyell Co. 
directors intend to install electrolytic reduction works upon the 
site now occupied by the Tasmanian smelting organisation at 
Zeehan, and to concentrate treatment operations at this point. 
The system for the electrolytic deposition of the zinc and the 
recovery of the lead, silver and gold in the ore will be similar to 
that so successfully operated by the Anaconda and other American 
companies.— Melbourne Age. А 

Registration of Firms Bill.—In the House of Commons 
on the 10th inst., Mr. Asquith informed Mr. Rendall (R. Thorn- 
bury) that the Government were considering whether any steps 
could be taken to facilitate the passage of this Bill. It was hoped 
а decision would be arrived at very soon. 
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Volunteer Notes.—— 197 LONDON ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place. Orders for 
August by Lieut.-Col. C. B. Clay, V.D., Commanding. 

The Headquarters will be closed during August except on 
Tuesday evenings. The range will be open on Thursday evenings 
only. Instrnction Classes at Regency Street will be held as usual 
for Platoons Nos. 9 and 10. The Camp at Otford will be available 
until August 31st. Members wishing to attend should enter their 
names at Headquarters. | | 
- Sunday Entrenching Parades. Parade in Untform at Victoria 
Station (S.E. and О. Railway) Booking Office, 8.45 a.m. : 

і MACLEOD YEARSLEY, Adjutant. 


3RD Batt. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.—Battalion Orders by Capt. W. Ridd (Sub-Commandant) 
Thursday, August 17th, 1916:.—.— * | 

Inspection’ by Brig.-General the Hon. F. C. Bridgeman, at 
Wembley Park, at 3 o'clock, Saturday, 19th inst. It is of the 
utmost importance that all members should attend this Parade. 

Week-End Parades.—Saturday.—Owing -to the Inspection, there 
will be no Entrenching duty, nor will sleeping accommodation be 
provided at the “ Blacksmith's Arms," Thornwood. 

Sunday. —The Battalion will Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 9.30 a.m., and proceed by train for 
Entrenching duties. Members will carry their own lunch, and the 
Quartermaster will make arrangements for light liquid refresh- 
ments. The Battalion will return to town about 6 p.m. 

Closure of Camp.—lt is proposed to hold a farewell supper in 
Camp after Saturday's Parade. Officers and men intending to stay 
will kindly telephone 207 Wembley, on Friday, as otherwise the 
Quartermaster will be unable to make the necessary arrangements. 

Musketry.—Holland Cup Competition.—All| competitors for the 
&bove are requested to attend at Wembley Park at 3 o'clock on 
Saturday next, 19th inst., when the presentation of ithe Cups) will 
take place. : 

There will be no shooting at Bisley on Saturday or Sunday next. 

The Miniature Range at Lords’ is open on week-days from 3 to 
5 p.m. - 

Reeruits will Parade at Lord’s Cricket Ground on Saturday at 
3 p.m., and on Sunday at 11 a.m., for Recruit Drill. ^ 


G. Н. F. Duncan, Acting Adjutant. 


_ Appointments Vacant.—Charge engineer, for Chelten- 
ham (35в.) ; telegraph engineer assistant (£350), for the Govern- 
ment Posts and Telegraphs Department, Gold Coast; electrical 
engineer (#200) for the Corporation of Heywood Electricity De- 
partment ; teacher of Electrical Engineering for the Dalziel School 
Board, Motherwell. See "Official Notices " to-day. 


Fatalities. 
aged Il, who was killed by climbing up a stay rod of one of the 
high-tension cable standards of the Powell-Duffryn Co.. and receiv- 
ing a shock from the wires, the jury returned a verdict of " Death 
from. midadventure." They recommended that in future the 
Powell-Duffryn Co., should exercise greater precautions in the 
protection of these supports. - ' 

The Globe states that Bishop William Perry Eveland, an 
American Methodist Missionary Bishop for Southern Asia, was 
killed while fishing near Carlisle, Pennsylvania, his steel 
fishing-rod coming into contact with a poorly insulated high- 
tension electric wire, carrying 20,000 volts, which hangs 
about 8 ft. above the fishing stream. One of the Bishop's hands 
was scorched, and death was apparently instantaneous. 

- The Times states that 12 miners have been killed by an explosion 
at Michel, British Columbia. It is supposed that lightning struck 


the exposed signal wires by which current was con lucted into the 
mine. 


EE ы TEES, 


OUR PERSONAL COLUMN, 

The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway uficials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—In the annual 
report of the electricity and iramway departments of the 
Municipality of George Town, Penang, it is mentioned that 

г. E. Б. HasLAM, assistant electrica engineer, who was on 
leave in England at the outbreak of war, was one of the first 
to volunteer, and he was in France on active Service. Mr. 
C. C. Roazgns, mams superintendent, has acted as chief assis. 
ten engineer сао to his other duties. | 

e marriage took place at Kensington, on August 
Mr. JABEZ SMITH, J.P., electrical E pn of Pc a 
Sittingbourne, and Miss Ethel Mary Harnden, of Canterbury 

At Blackpool, on August 10th, Private J. H. Downing. of 
the A.S.C., formerly employed at the electricity works, was 
ux о i va Crave, of Marton. | 

e sydney City Council has now, by the casti 
the Lord Mayor, confirmed the appointment of CA g 
AL. o De Pons: as deputy ‘manager of the electric 
epartment. е opponen 1 
irm Oanada pp 8 favoured Mr. T. P. Davies, 
he Loughborough Corporation has agreed to relea 
W. H. ALLEN as and from August Slate During the ‘péried 
that elapses before Mr. R. B. Leaca, the new engineer, takes 
up the duties, Mr. J. H. DENT, the present chief assistant, 


Ww e in full control, and a s lh i ч : 
for the services rendered. peciat honorarium will be paid 


At. an inquest into the death of a boy, 


Malvern U.D.C. has increased the salary of Mr. S. Trow · 
5мин, electrical engineer, by £50 a year. | 

General.—The wedding recently took place, at Burnley, of 
Mr. RoNALD Victor CAWTHORNE, electrical engineering inspec- 
tor of telephones in the Government engineering department, 
Burnley, and Miss Lilie McVilty, of Lazonby, Cumberland. 

Mr. EpwiN B. Roscoe, A.M.Inst.E.E., electrical: engineer 
to the Buenos Aires, Western Railway, has arrived in London. 
His address is: c/o Cocoa Tree Club, St. James's, London. 

Roll of Honour.—Corporal J. E. RUsseLL, Royal Engineers, 
formerly employed by the British Westinghouse Oo., Trafford 
Park, Manchester, has been killed in action, aged 35. 

Private A. E. Оарем, of the Manchester ''Pals," an em- 
ployé at Manchester Corporation electricity works, has died 
of wounds, aged 24 years. | | | | 

"Private Rotanp Crayton, formerly employed in Burnley 
electricity department, has died of wounds. о 

Flight-Sergeant EDWARD MEYNELL, member of the firm of 
Messrs. Н. Meynell & Co., machinery exporters and engi- 
neers, of Accrington, who was an assistant tramway manager 
ia the South of England up to a few years ago, has been 
awarded the D.C.M. for gallant conduct with the Royal 
Flying Corps in Egypt. "E | 

Private R. F. Morton, of the Royal Fusiliers .(Public 
Schools’ Battalion), killed in action at the age of 26 years, 
was formerly employed by Messrs. Dick, Kerr & Co., Ltd., 
London. и PES | 

Sergeant С. Н. RasTALL, Royal Lancaster Regiment, an 
employé in the Manchester Corporation tram ways depart- 
ment, has been killed in action. He had won the D.C.M., 
and had also been awarded the Russian Order of St. George 
(Fourth Class). 

Private С. W. WHALEN, of the Manchester '' Pals," who has 
been wounded, was employed by Messrs. Connolly Bros., Ltd., 
Blackley Vale. 6 : 

Sergeant J. D. Nixon, Canadian Field Ambulance, Mechani- 
csi Transport, formerly an electrical engineer at Crewe, 
has been awarded the Military Medal. When war broke out 
he was in America, and he made his way to Canada and 
enlisted. | | | | | 

Private У/пллам Moss, of the Border Regiment, killed ir 
action, was employed by the National Electric Supply Co., 
Preston. He was 99 years of age. see 

Lance-Corporal TuoMas QUIGLEY, Lancashire Fusiliers, who 
has been wounded, was formerly employed at the British 
Westinghouse Works, Trafford Park. Private C. L. DaRLow 
(22), of the Manchester ''Pals," formerly employed at the 
same works, has been killed in action. - | 

Corporal GEonGE Victor Pyne, of the 1st Canadian Batta- 
lion Field Force, who belonged to Reading, and was, when 
he enlisted, engaged at Chatham, Ontario, with the Beli 
Telephone Co., has been killed in action in France. 

Private T. R. RoGers, of the North Eastern Railway Batta- 
lion, Northumberland Fusiliers, who was on the railway com- 
pany’s electrical staff at York when he enlisted, has died of 
wounds. : 

Private ARTHUR liiPWELL, of the Leicestershire Regiment, 
and Corporal Ricnarps, of the Royal Welsh Fusiliers, whc 
have fallen in action in France, were engaged with the British 
Thomson-Houston Co., Ltd., of Rugby, the former in the 
turbine department, and the latter was a draughtsman in the 
drawing office. 

Private Frank Hinpe Hayes, of the Signal Department, 
Royal Warwickshire Regiment, killed in.France, was for- 
шеу п employé of the British Thomson-Houston Co., Ltd., 
of Rugby. 

Second-Lieutenant Вази, WHITBREAD, of the Royal War- 
wickshire Regiment, formerly on the staff of the British 
Thomson-Houston Co., Ltd., of Rugby, is reported missing 
and believed killed. | 3 

Private Harry STANLEY LAnt, of the North Staffs. Regi- 
ment, reported wounded and missing, was on the staff of 
Messrs. Siemens, Ltd., of Stafford. RM 

Private JuLrUs GreGcory, electrical engineer, of Romiley 
(Cheshire), who was in the Royal Fusiliers (Public Schools 
Battalion), has fallen in action in France. | 

Private Свован Mooney, of the Shropshire Light Infantry, 
8 wireman with the Great Western Railway Co. at Shrews- 
bury, has died of wounds. H T 

The Military Medal, for conspicuous bravery in the field, 
has been awarded to Sapper D. Е. ALLEN, who was, when. һе 
joined, engaged as en electrical engineer at Coventry. | 

Lieutenant Dan Huaues, of the Gordon Highlanders, who 
is reported wounded and missing, was an assistant electrical 
engineer at Llandudno. A soo 7 

Second-Lieutenant С. C. Martin,- Royal Dublin Fusiliers. 
reported killed, aged 24, had entered the Eastern Telegraph 
Co.'s Training School for-Submarine Telegraphy, which he 
left to join the Forces. 

Lieutenant J. R. Ногрем, R.E., reported killed, aged 32, 
had been employed at the Leigh Cable Works, and subse- 
quently at Hornsey electricity works. t. ut 

Captain -CARLTON Сомлхозуоор, South Lancashire Regi- 
ment, reported killed, aged 27, served his engineering -appren- 
ticeship with Armstrong-Whitworths, at Manchester,- and 
subsequently became assistant manager of the Vulcan Foun- 
dry Co., Newton-le-Willows. - ` 

Will.—It is announced that the amount of the net per- 
sonalty of Lapy KELviw's will was £204,941. 


NEW COMPANIES REGISTERED. 


Ascog Metal Products (Glasgow), Ltd. (9,651).—This 
company was registered .in Edinburgh on August 9th, with a capital of 
£1,000 in £1 shares (250 five per cent, cum. pref. and 750 ord.), to carry on 
the business of electrical engineers and dealers in electrical goods as carried 
on by А. Schonfield & Co., 57, Hope Street, Glasgow. Тһе subscribers (with 
m) pref. shares each) are: Н. Schonfield, 57, Hope Street, Glasgow, mer- 
chant; J. С. Samuel, 57, Hope Street, Glasgow, merchant, Private com- 
pany. The number: of directors is not to be less than two or more than seven; 
the first are Herman Schonfield, J. C. Samuel, E. Samuel, G. Samuel, and 
W. Samuel. Qualification, 50 pref. or ord. shares. Solicitor: T. H. Paterson. 
Glasgow, Secretary: Н. Schonfield. Registered office: 57, Hope Street, 


Glasgow. 


Association for the Protection of British. Capital and 


Property in Enemy. Countries, Ltd. (144,578).—This company was registered . 


оп August llth, as a company limited by guarantee, with an unlimited 
number of members, each liable for £100 in the event of winding up, to 
advise and assist members and others by all lawful means (a) in protecting 
and recovering the proceeds of the sale of any business or of the sale of any 
shares or interests in any company incorporated or trading in enemy terri- 
tory, or in protecting and recovering loans made to any company or individual 
ia such territory, and (b) in protecting, recovering, realising or obtaining 
compensation for the loss of or injury to property, rights or interests of any 
Lind whatever and wheresoever situate, domiciled or enforceable, including 
stuck of, and shares in, companies, capital in partnership concerns, bills of 
exchange, promissory notes, mortgages and securities, trade marks and patent 
rights belonging to or vested in any member or menibers (either solely or 
jointly with others, and either absolutely or as trustees, mortgagecs, incum- 
brancers or’ otherwise), or in subsidiary companies of which the member or 
members is or are the majority shareholder, which has been seized, attached, 
requisitioned, appropriated, madre use of, forfeited, destroyed, lost, ог injured 
by or at the instigation, or with the connivance or neglect of any enemy 
country ос State, or by any public body or authority, military or otherwise, 
situate in, or acting or purporting to act by the authority or in the name of 
any such country or State, or by any firm, company or person domiciled, 
establishel, trading or residing in any enemy country or in a country invaded 
ог occupied by the military forces of an enemy country, or being a citizen or 
citizens thereof; to organise joint aclion by all or any members for the pur- 
poses aforesaid, to collect information and draw up and present petitions and 
particulars of claims, and furnish information to British, Indian, Colonial, 
friendly or neutral Governments, &c. It is expressly provided that nothing 
shall be deemed to authorise or empower the Association to do anything in 
contravention of the Solicitors Acts, 1863 and 1874, or which cannot be legally 
transacted or performed except by a solicitor, The management is vested in 
a council, the first members of which are: Sir Arthur P. du Cros, Bart., 
М.Р., 14, Regent Street, S. W.; the Rt. Hon. Thos. R. Ferens, M.P., Holger- 
ness House, Hull, director of Reckitt & Sons, Ltd.; Joseph Hood, West- 
minster House, 7, Millbank, S.W., solicitor, director of British-Ametican 
Tobacco Co., Lid.; Sir Charles J. Jessel, 21, Austin Friars, E.C., chairman 
of Imperial Continental Gas Association; W. Hulme Lever and John. Mce- 
Dowell, both of Port Sunlight, Cheshire, and directors of Lever Bros., Ltd.; 
and Sir William E. B. Priestley, M.P., .Rosemount House, Bradford. The 
“original members ” and all British subjects, companies, and firms who shall 
be duly nominated and elected to membership shall be members until death, 
dissolution or retirement, subject to the provisions of the Articles of Associa- 
tion. No fixed annual subscription is payable, but the expenses are to be 
borne by members for the time being in such proportion as (in the absence 
of express agreement) the Council may decide, The "original members "' 
are the British-American Tobacco Co., Ltd., London; the Dunlop Rubber 
Co, Ltd., London: Lever Bros.¢ Ltd., Port Sunlight; Reckitt & Sons, Ltd., 
Hull; the Imperial Continental Gas Association, London; and the above- 
named first members of the Council. Sir William A. B. Priestley, M.P., 
represents the Bradford Chamber of Commerce. Solicitors: Simpson, North, 
Hurley & Co., Liverpool. No notice of situation of registered office was filed 
with the original papers. 


ee 


CITY NOTES. 
The Compagn A 


Edison realised net 


French profits amounting to £20,500 in 1915, as 
Electrical compared with £14,000 in. the preceding 
Companies. year. A dividend at the rate of 16s. per 


, | - share has been declared, this result con- 
trasting with no distribution for 1914. 

The Société Electro-Metallurgique Francaise (Froges) re- 
parts a considerable incwease in the value of the turnover in 
1915, and gross profits of £252,000, as compared with £64,000 
in 1914. After placing £130,000 to the depreciation fund, the 
a profits permit of the payment of a dividend of £93 per 
share, 

The Compagnie Universelle d'Acetylene el d'Electro-Metal- 
lurgique earned gross profits of £42,000.in 1915. After appro- 
priating £25,000 for depreciation, and making provision for 
doubtful debts, the balance of net profits allows of the pay- 
ment of a dividend of £1 9з. per share. ` 

Le Société des Accumulateurs Tudor is about to raise a 
loan in the form of an application which has been addressed 
to the shareholders to make an advance to the company of the 
equivalent to £4 per share. The Compagnie Générale d'Elec. 
Risus which is largely interested in the former company, 
dd guaranteed the success of the proposed loan, which is to 
›ё repaid after the war either in cash of by the issue of new 
shares at par value. 


Oficial Announcements re Companies.—The following 
si be struck off the register within three months unless 
cause 18 shown to the contrary :— 
Acton Lamp Со, 
Carlsbad Electro-Thermat Baths. 
Ne Laval Igniter Co. | 
Flexible Transmission Gears. 
Harris Calculating Machine фо. 
Manchester Exhibition Co. ~~ 
witional Fuel, Oil & General Trust. 
Peu dte Power Co. 
ate utomatic & Mechanical Advertisi 'ndicate. 
Re Nut Manufacturing Co. ME 
89 оч Haste Engineering Co. 
ерен Steam Engine & Generator. Syndicate. 
hee Duplicating Recorder Co. 
warner International & -Overscas inceri , 
i erphone Syndicate. ee Е 
house Steel Casing Со. 
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Tyneside Tramways & Tramroads Co.—The report_states 
that the surplus of receipts over expenses is £4,129. Includ- 
ing balance brought forward, the total to the credit of profit 
and loss account 18 £4,755. After deducting interest on deben- 
tures, loans, &c., amounting to £1,013, the available balance 
is £3,742. After paying the dividend on the preference shares 
at the rate of 5 per cent. per annum (less income-tax), £601, 
аһа a dividend on the ordinary shares at 14 per cent: per 
annum (less income-tax), £1,172, there is placed to reserve 
for renewals, depreciation, and other contingencies £939, in- 
creasing the fund ёо £23,936; there is set aside for reduction 
of registration and formation expenses, &c., £330, leaving to 
carry forward £700. The traffic receipts show a decrease of 
£1,018 on the corresponding period of 1915. . 


f 


‹ STOCKS AND SHARES, 


TUESDAY . EVENING. 

The Government have made another excursion into the 
mobilisation business, and this week have published the 
names of a nuinber of stocks and shares which they are pre- 
pared to accept on loan, but not for purchase, from the 
holders... The terms offered are, on balance, tempting and 
generous. There will probably be a rush о take advantage 
of the. Treasury's offer; and no particular surprise will be 
felt in the City if the lists are closed pretty soon. 

Тһе effect ^ upon other investment stocks has been a 
strengthening one. ‘The news, too, is excellent; especially 
that from the Russian and Italian fronts. Optinnam once 
more begins to raise a confident:head. Prices in most mar- 
kets are firm. The 6 per cent. Bank Rate no longer troubles 
or perplexes. The public are bent on buying stock. The 
railwaymen’s demand of 10s. a week extra, which in ordi- 
nary days would have collapsed Home Railway stocks, is 
passed by almost unnoticed. What does it matter, investors 
еее that Ше railways are.being run by the Govern- 
menti | 

Affairs in Mexico and in Brazil seem to be shaping healthily.. 
President Carranza has been at pains to explain that when he 
demanded from foreign баев асте in Мехісап согрогайопв 
that they should waive their right to appéal to their own 
Governmenta for the protection of their interests, he intended 
this decree to apply only to shareholders in new corporations, 
and not, as previously reported, to those in established con- 
cerns. There is a rising tendency in the rubber share market, 
the more noteworthy from the fact that the price of the raw 
material is slightly on the down. grade. 

Underground Railway stocks do not flourish in the^dog 
days. No doubt the London General Omnibus Co. is doing 
well, but this does not prevent a little selling of Districts, 
and of Metropolitans as well. The prices of both are dull; and 
Central London assented ordinarv lost the small improvement 
picked up last week. Underground incomes.are better at 
914, в rise of 2, on buying in advance of the £3 net dividend 
due on September 186. The steam stocks, on the whole, are a 
good market, influenced by the improvement in Consols and 
the expectation that there may be a further development of 
the Government scheme of mobilisation in the direction of 
purchase of foreign stocks, in which case home securities 
could scarcely fail to benefit. | 2 | 

Substantial improvements in British Columbia Electric Rail- 
way stocks are the feature in their particular market. For 
the last fortnight, it may be recalled, the stocks have been 
steadily rising; and this week another 4 points gain has lifted 
the preference stock to 66. `The preferred and the deferred 
are both 2 points higher; the 43 per cent. debenture at 66 is 
l up. Apparently the company is overcoming the competi- 
tion of the 'buses or char-à-bancs which threatened it a little 
while ago; while, of course, there is, besides, the increasing 
prosperity of the Colony as a whole. The financial year ended 
on June 30th. Maybe American buyers have gleaned intelli- 
gent anticipation of what the report may be likely to show. 

Fear of competition, incidentally, is something of а worry 
to holders of Anglo-Argentine Tramway issues; and the com- 
pany's 5 per cent. debenture stock lias fallen 3.60 161. there 
being several sellers in the field. It is dificult over here ‘to 
judge conditions prevailing in Buenos Aires, but the invéstor 
ол this side will probably trust the Anglo-Argentine Tram- 
ways Board to see to it that whatever competition is. threat- 
ened in the capital of the Argentine, effective steps are taken 
to meet it. For the first seven months of the year, Ше 
aggregate earnings came to just over 14 million pounds gross, 
showing a decrease of £3.20, as compared with the same 
period in 1915. The Brazilian Traction takings for June came 
to nearly 7 million milreis, an increase of 370,000 milreis above 
those of the corresponding month last year; but expenditure 
in material—especially coal—proved much higher, and, on 
balance, the month's net earnings showed а decrease of 32,770 
milreis. . : 

Several rises have taken place in electrical supply shares. 
Kensingtons are ł up at 5}, which is a remarkable sequel to 
the’ reduction of 1 per cent. in the interim dividend. St. 
James's are } higher, and so are the preference shares of the 
Charing Cross and the Metropolitan Companies. Manifestly 
the buyers are looking forward to the end of the : war, dis- 
regarding the immediate conditions, which, as we have ven- 
tured to point out all along, is the sensible thing to do. 


Telegraph stocks are steady, with a rise of £1 in Great 
Northerns and of 10s. in Anglo-American preferred. The East- 
ern group is firm, without any change. Marconis remain at 
31. The cable manufacturing shares are quiet. A few Cal- 
lenders have come in,.and, on this, the price receded to 191. 

The Mexican utilities are more healthy. There has not 
been so much difficulty as usdal in placing the bonds by 
sellers who happen to come along. Mexican Light & Power 
preferred has risen a point to 34. The company's second 
mortgage bonds changed hands this week at 993 and 30. A 
little attention 1s being paid to the 5 per cent. first mortgage 
bonds of the Pachuca Co., which stand about 30; they are 
guaranteed by the Mexican Light & Power Co., and would 
appear to be as promising as any in the Mexican group. 

A number of improvements have taken place in the 
Canadian-American power issues. Canadian Generals are 2 
points higher at 121, the preference stock being & point or 
two lower than this. Kaministiquia has risen to 126. Shawi- 
nigan Water is firm at 135, with very little stock about. In 


another continent, the second mortgage debentures of the — 


Victoria Falls Co. have hardened to 1001, which is, of course, 
ex the recently-paid interest. The preference shares keep 
about 18s., and, at the price, do not appear to be over-valued. 

Edison & Swan debenture stock is 3 points up at 60. Elec- 
tric Constructions have a rise of 6d. to their credit this week. 
Babcock & Wilcox are a firm.spot at 59s. Further strength is 
shown by the chemical group. In the rubber share market, 
the commodity has gone back without disturbing the firmness 
of share prices. It is а little surprising to notice how con- 
sistent the daily buying is of good-class rubber shares. Base 
metal shares are also good, substantial recoveries in copper 
and tin aang the prices. For August, there is a fair amount 
of business doing round the Stock Exchange, and the pre- 
vailing tendency 4s firm and optimistic. ‘ 


SHARE LIST OF ELECTRICAL COMPANIES, , 


Home ELECTRICITY COMPANIES. 


Dividend ^ . Price 
— Aug.15, Rise ог {81 Yield 
1914; 1915. 1916, this week, p.c. 
Brompton Ordina vs « 10 10 8 — £118 9 
Charing Cross Ordinary æ. b 5 В — 618 0 
do. do. do, 44Pref.. 44 4 P ti 8 4 3 
Chelsea oe oe ae ee 5 4 8 -— 6 18 4 
City of London .. е ке 9 В 123 = 080 
do. do, 6 percent. Pref.. 6 6 104 — 511 8 
County of London m TEE | 1 ri = 6 8 9 
x йо. m 6 per cent, Pref, б Ы ү — i 6 ч : 
ensington inary .. б» б + . 
London Electric .. MD TEN" 8 1g = 610 Б 
do, do. 6 per cent. Pref. 6 6 2 - 618 4 
Metropolitan а ie - 8 — 6 6 4 
do. 4à per cent. Pref. 4 43 P +$ 140 
Bt. James’ and Pail Mall .. 10 8 Баха + 616 4 
South London  .. ae " Б b - 8 18 10 
South Metropolitan Pref. es 7 1 1 — 646 
Westminster Ordinary... .. 9 7 ed — 614 8 
TRLEGRAPHS AND TELEPHONES, 
Anglo-Am, Tel. Pref. .. æ. 6 6 1034 +1 616 0 
Y do. Det. eo ee 80/- 83/6 93} za 1 8 9 
Cuba Sub. Ord. oe ee е» р] 6 == 6 1 B 
Eastern Extension EE. | 8 E — *6 8 6 
Eastern Tel. Ord. ae ee 1 8 148 -— M: 7 9 
Globe Tel. and T. Ord. .. 6 7 12 — © 8 8 
do. Pref. .. 6 6 10j — 510 4 
Great Northern Tel... , 2 да 89 +1 612 9 
Indo-European .. is .. 18 13 48 ~ 612 8 
Marconi  .. ET vs .. 10 10 8à — 8.40 
New York Tel. 44 ө "m 44 44 993 — 410 3 
. Oriental Telephone Ord. .. 10 10 — 5 0 0 
United R. Plate Tel, .. zi 8 8 ae — “5 18 6 
West India апа Pan, .. Ж 1 — 1 — — 
Western Telegraph .. .. 7 8 14 — %78 
Hone Кла, 
Central London, Ord. Assented 4 4 14 —1 58 1 
Metropolitan ee oe se 1 1 25 — 818 6 
do. District  .. . Ni Nil 19 — Nil 
Unde ground Blectric Ordinary Nil Nil 18 — Nil 
А , do. "A" ., il Nil 8, — Nil 
do. do. Income 6 6 914 + 2 *611 2 
FoREIGN Trams, &c, 
Adelaide Sup. 6 per cent. Pret. 6 6 6 ~ 
Anglo-Arg. Trams, First Pref, b 84 -' : a 0 
до. 2nd Pref. ee 6 et 8 = M 
do. А 5 Deb, ee 6. 6 16 — 8 10 4 
Brazil Tractions .. T „ 4 4 61 — i 610 0 
Bombay Electrio Pref. .. m 6 6 10i xd _ 614 8 
British Columbia Elec. Rly. Pfee. 5 5 +4 711 6 
до. до. Preferred — Nil 41 “42 Nil 
do. do. Deferred — Nil 45 +9 Nil 
‚ do. do. Deb. 44 4 €6 +1 6 8 9 
Mexico Trams 5 per cent. Bonds — Ni 40 — Nil 
.do. 6 percent. Bonds — Nil 81 — Nil 
Mexican Light Common s Nil Nil 90 — Nil 
do, Pref. .. i Nil Nil 84 41 Nil 
do, 1st Bonds e Nil Nil 40 — — 
MANUFACTURING COMPANIES, 
Babcock & Wilcox e 55 14 15 21à — fh 6 2 0 
British Aluminium Ord. .. 6 1 28/- – 5 7 8 
British Insulated Ord. .. . 16 17 12 — 7 510 
British Westinghouse Pref, .. ТА 1 Б1/- — 51? 8 
Callenders .. „> d. © 16 90 12 —1 B 8 4 
do. 6 Pref, ae s 6 6 4 — 517 8 
Oastner-Kellner .. we - 0 — 8 — 5 6 8 
Edison & Swan, £8 paid .. Ni — 9/8 = Nil 
do. do. ypaid .. Nil — 14 25 Nil 
do. до. 5 percent. Deb. б 6 60 48 868 
Electric Construction ., .. 6 Th 17/6 +6d.° 811 6 
Gen. Elec. Pref... .. .. 6 6 94 — ^ 8168 
Henley n ee ee es 20 95 18 0 B 1 Б] 
до. 43 Pref, oe ve oe 43 44 4 —- Б 19 8 
India-Rubber ee ee ee 10 10 12 —: *8 6 8 
Telegraph Соп... .. .. 90 9 89 d *6 4 0 


* Dividends paid free of income.taz, 
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MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday, August 16th. 


Latest Fortnight’s 
CHEMICALS, &c. Price, Inc, or Deo, 
a Acid, Oxalio .. oe © .. perlb. 1/8 € 
a Ammoniac Sal i s .. рег ton 275 s 
a Ammonia, Muriate (large crystal) E . #54 we 
а Bisulphide of Carbon  .. РА » £28 ec 
a Borax.. ee oe oe ee ” £34 
a Copper Sulphate .. "n m 26i 
a Potash, Chlorate .. as ee per lb, 2/6 
а , Perchlorate ne e эз 2/- 
a Shellac vis А .. percwt. 98/- 
a Sulphate of Magnesia  .. .. per ton £18 
а. Sulphur, Süblimed Flowers... " £15 
a , Lump oe ee oe эз #212 10 в 
a Soda, Chlorate е s per lb. ul 
a » Crystals ses. c S .. per ton 140 А 
a Sodium Bichromate, casks .. рег lb, a 
METALS, &c. | 
c Brass (rolled metal 2 to 12" basis) per Ib. 1/22 to 1/8 <3 
c » Tubes (solid drawn) n m 13 to 1/3 2. to dd. io. 
c » Wire, basis ee „+ ae [T] 1/8 to у А 
с Copper Tubes (solid drawn) .. . n 1/6 to 1/64 1d. ine. 
E » Bars (best selected) . per ton £146 А 
g » Sheet os ee ee 9 £146 
g ээ Rod ee ee . 0 о · » £116 
d ,, (Electrolytic) Bars M е #125 
а n "T Sheets .. " £143 
d ээ » Rods 2192 
а » H.C. Wire per lb 1/84 
f Ebonite Rod .. P vs Үз / » T 
FT] Sheet ee ee ” 2/8 е 
n German Silver Wire  .. aco, A3 2/8 . 
h Gutta-percha, fine .. ss Tm " 6/10 ʻi 
h India-rubber, Para fine .. a 2/13 lid. ine 


í Iron Pig (Cleveland warrants) .. 
» Wire, gaiv. No. 8, P.O. qual. js £86 a 

ГА Lead, English Pig ee ee oe n £31 

g Mercury . | per bot. |£17 " 6 to £17 16) 


e Mica (in original cases) small .. per lb. to 

e 7, 3 [1] medium . ” to 6, е ee 

e ». Т » large .. ” J6 to 14/- & up. ve 

d Silicium Bronze Wire .. .. per lb 3/8 

r Steel, Magnet, in bars  ,. .. per ton 22 

g Tin, Block (English) s NS i £175 to £178 |2410 £5 ino, 
n , Wire, Nos.1 to 16... ‚. per lb. 2 T 


Quotations supplied by— 


g James & Shakespeare. 

A Edward Till & Co. 

i-Bolling & Lowe. 

1 Richard Johnson & Nephew, Ltd. 
п Р. Ormiston & Sons, 

r W. F, Dennis & Co. 


a G. Boor & Со. 

c Thos. Bolton & Sons, Ltd. 

d Frederick 8mith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd, 


—— E 


Calcutta Electric Supply corporation, Ltd.—Units sold 
during five weeks ended June 30th, 2,354,014, compared with 
2,355,478 units in the corresponding five weeks of 1915. The 
slight reduction is owing to rains and cooler weather this 
year than last. 


‚Ж. T. Henley's Telegraph Works Co., Ltd.—Interim 
dividend on the preference shares at the rate of 4} per cent. 
per annum, less income-tax, and on the ordinary shares at 
the rate of 10 per cent. per annum, less income-tax, for the 
half-year ending June 30th. The interim dividends in 1915 
were at the same rates. 


Electro Bleach & By-Products, Ltd.—The directors have 
declared an interim dividend in respect of the current year 
of 3} per cent. (less income-tax at 4s. in the £) on the pre- 
ference shares. | 


South Metropolitan Electric Light & Power Co., Ltd.— 


"The transfer books are closed from August 18th to 3lst for 


the preparation of warrants for dividends for the half-year on 
the 7 per cent. and 6 per cent. cum. pref. shares. 


Fairbairn, Lawson, Combe, Barbour, Ltd.—Owing 10 
war conditions there will be no interim dividends on the pre- 
ference or ordinary shares. 


Metropolitan Electric Supply Co., Ltd.—Interim dividend 
of 1s. per share (at the rate of 2 per cent. per annum) on the 
ordinary shares, less income-tax. | 


Waste Heat & Gas Electrical Gegerating Stations, Ltd.— 
Interim dividend, 24 per cent., less tax. 


Montreal Tramways Co.—Ouarterly dividend of 23 рег 
cent., making 10 per cent. for the year ended June 30th. 


Crossley Bros., Ltd.—Interim dividend, 5 per cent. PET 
annum on the ordinary shares. 


Stewarts & Lloyds, Ltd.—Interim dividend of 10 per cent. 
on the preferred ordinary shares. 


чы, 
t.t» E I: 
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THE CENTRALISATION ОЕ, ELECTRICITY 
SUPPLY. 


[COMMUNICATED.] 


LarELv there has been an epidemic of proposals 
for the centralisation of electricity supply. Some 
would nationalise it right off, while others, more 
cautious, would generate through semi-national 
authorities controlled by a board of representative 
men with large legal powers. In his Institution 
paper, Mr. Williams suggested that the Board 
should' be made up. of a president, six' electrical 
engineers, one lawyer, one accountant, one financial 
member, and one parliamentary member. . 

When one thinks over the proposal, one cannot 
but feel that Parliament may be in no mood to take 
half measures. Even now many influential parlia- 
mentarians advocate the immediate nationalisation 
of railways and other businesses, and if a Centralis- 
ing Bill were introduced into the House, Socialis- 
tically-inclined members would undoubtedly declare 
that it was a golden opportunity for the nation to 
take over the monopoly of electricity supply. Let 
us not forget the fate of the telephone. Many 
benefits were to accrue when the old company was 
taken over, but so far we have seen only heavier 
charges and the flight of the erstwhile liberal profits. 
For the same fate to befall the electrical industry 
would be a calamity so far-reaching that one would 
not wish to contemplate it. | 

Again, why centralise the control of electricity 
generation at all? 
the fact that their plan means that'one set of minds 
will be set to do the work now carried out by a 
multitude? In other words, that it means the 
sterilisation of the minds of our most capable men? 
It is easy to assume that a Controlling Board will 
be sympathetic towards new ideas. But who ever 
found a Board that was so? A little thought will 
show that it is unreasonable even to expect it. Men 
who rise to places of high authority under Govern- 
ment are men who have proved themselves safe, 
men who are good talkers, whose personality 
appeals to the kind of men who become members 
of Parliament, and, if one may hint it, men who 
have influence behind them. The pioneer and the in- 
ventor do not appeal to committees of selection. 
Often the inventor is a shy man with a mixture of 
difidence and tactlessness that quickly rules him out 
of court. It was said once that Mr. Marconi spent 
his holidays putting kings and queens at their ease 
by his charming manners. If all pioneers were 
like him, the problem of centralisation would be 
коң but, unhappily, Mr. Marconi is the excep: 
ion. 

Mr. Williams's Board of Control would be for all 
the world like the Council of the I.E.E. The presi- 
dent would be a gentleman of highly dignified 
appearance with irreproachable manners, and the 
rest of the Board would be just the kind of men 
that we see year by year at our annual meetings. 


Only there would Ье this difference: the Council | 


of the LE.E. is open to improvement to some 
degree, if the members will only take the trouble 
to vote in new blood, but the Board of Control 
would be appointed for life. It would, further, be 
walled in by laws and regulations, and not infre- 
quently would have to spend more time considering 
Its terms of reference than in working out techni- 
calities. The more active members of our industry 
might fret and fume at the slowness of progress, 
but the legal member of the Board would continue 
to draw up memoranda proving that the energetic 
9nés were really ignoramuses who were not àware 
of the legal points in the said terms of reference, 
while the accountant would spend much time in pre- 
paring a flood of unnecessary forms to be filled up 
9n every conceivable topic, in the manner of the 


Do those who demand it grasp. 


-. 


War Office, so greatly admired (!) by our long- 
suffering officers. Some people may contend that 
there would be opportunity for progressive men to 
join the Board. This hope is a delusion and a snare. 
All councils and boards of control hang together, 
whether of institutions, associations, or golf clubs, 
and once a majority has passed a resolution, 
etiquette demands that all shall support it. The 
bigger the business controlled by the Board, the’ 
more unprogressive it must be, for the more severe 
will be the criticisms of failure through haste to 
take up new ideas. Accidents and mistakes occur 
m small businesses, but after necessary changes 
have been made, they pass out of rhind. But where 
there is a Board of Control, every untoward event 
is the subject of careful inquiry, which, in turn, 
results in an ever-multiplying variety of regulations 
which are distributed by headquarters to.all depart- 
ments. This is the origin of the red tape which 
strangles Government departments and destroys 
initiative in men, who, under different conditions, 
would take a high place in commerce. Life means 
continual adjustment, to environment, continual: 
change, and endless variety, and live businesses act 
accordingly. The best practice of to-day will be 
obsolete to-morrow, and live engineer-managers 
make it their business to ensure that they will leave 
things in a different state from that in which they 
found them: But the ideal of a Government depart- 
ment is to formulate perfect regulations "with which 
everyone must comply, and it is the insistent aim 
of governing heads of departments to frame such 


.rules that no servant will ever require initiative. 


Following this hope, our legislators year after year 
sit in the House passing laws for the guidance of 
the:country, with the result that the vast majority 
of the said laws fall into oblivion and are heard of 
no more in everyday life. Let us be thankful that 
it is so, for if the truth were known, most of us are 
infringing some of them every day of our lives. 
Ап industry which is growing at the speed of 
electricity supply requires freedom from unreason- 
able restraint, and not a growing accumulation of 
shackles and chains. It requires foresight and bold 
initiative, and not an eye riveted om musty prece- 
dent; it requires for captain the adventurous spirit 


who, Columbus-like, will venture out on the great 


unknown ocean in frail inefficient craft, and not the 
entirely safe man who won't leave port until some- 
one else has built the large, comfortable liner. Gov- 
ernment departments won't fill the bill. They 
carry out everything in a niggling’and obstructive 
spirit, with the idea of fulfilling to the uttermost all. 
the Acts of Parliament under which they work. 
The raucous voice of the House of Commons 
gentleman who wants to know by what authority 
this or that official did this or that thing, for ever 
rings in their. ears and deadens them to progress. 
Anyone who is keen for the nationalisation of our 
industry would do well to read the eyidence given 
before the Air Commission, bearing im mind that the 
urgency of the war might be expected to do some- 
thing towards bringing in a spirit of ‘eager endea- 
vour to help our brave flying men, of whom so few 
can possibly come unscathed through the war. Yet 
even with the urge of military peril pressing tod 
hard on them, some of the evidence revealed a 
state of things which filled us with loathing, and 
the enemy with derision. 

A remark of one of the judges throws light 
on the difference betweeh the methods of a 
Business Man and those of a Government 
Official. The judge told a witness that very little 
of his evidence would have been accepted by a court 
of law. Now, the interesting point about this is 
that very little of the evidence on which a business 
man is in the habit of forming his conclusions would 
pass іп a law court. Where a judge trusts to accu- 
mulated evidence, a business man trusts to judg- 
ment, experience, and intuition. Had a competent 


E 
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business man been sent to look into the aeroplane 
department, he would have held no inquiry in the 
manner of the law courts. He would himself have 
gone to France. He would have visited factories. 
He would have talked privately with many men. 
Then he would have dismissed some, promoted 
others, re-arranged things, and, more particularly, 
he would have encouraged. the better men to do 
their best. There would have been no mass of 
written questions and answers, and perhaps not 
even any report to speak of, but everything would 
have gone better, and oütput would by now be in- 
creasing with leaps and bounds. That is the differ- 
ence between Government and private control. Of 
course, private concerns often are badly managed, 
but these go into the, Bankruptcy Court and meet 
an end more or less painful. Government concerns, 
when they fail in their duty, hang on to the nation 
and drag it down as a drowning man drags down 
his would-be rescuer. БЕ 
Lest it should be thought that I am exaggerating 
the deficiencies of Governthent departments, I 
would remind readers of incidents which can be 
paralleled multitudinously by all who have experi- 
ence in that direction. Take our Patent Depart- 
ment. Only by continual pushing has it been com- 
pelled to give our manufacturers licences to use 
enemy patents. And when our own patentees ask 
that the duration of patents be extended to compen- 
sate them for non-manufacture of patented articles 
owing to the Government having requisitioned fac- 
tories for war material, the Board of Trade not 
only denies that it can do anything, but states that 
it does not even intend to ask Parliament to do any- 
thing. Fancy running a competitive electricity sup- 
ply business on these lines! | 


Or may we recall the change made a few years 


ago by the Parcel Post Department? They used 
to send parcels by baskets, апа breakage was almost 
negligible. Then someone thought that bags 
would be cheaper than baskets. So bags were used 
and, as might have been foreseen, the breakage of 
parcels was appalling. Anyone who sees the bags 
being thrown about at railway stations knows how 
it happens. But the Post Office would not rectify 
the error, and the breakage goes on year by year, to 
the great loss of the nation. A personal experi- 
ence will illustrate what happens to thousands of 
unfortunate people who send parcels by post. 
Some time ago I sent a carefully packed felt hat per 
post, which arrived a complete wreck. The local 
postmaster inspected the remains, and, with a smile, 
remarked that sometimes these things got through 
unbroken, but that there was no responsibility of the 
Post Office, as cardboard boxes should, according 
to rule, be protected by a crate. I suggested that 
the public could not know the rules, and that the 
Post Office girls should tell senders about them. 
The postmaster was horrified at this idea, and stated 
peremptorily that people who sent goods per post 
should first read the book of the regulations and 
comply with them! A friend in the Post Office 
summed the matter up thus:— Said he: ''It's like 
this. A lady sends a hat, someone else a rabbit, and 
another a bottle of medicine. When they arrive 
here, the rabbit is mixed up with the hat and the 
EE E ue over them both." Again, one 

nnot but say, fancy runni ici i 
nes к. y y ing the electricity busi- 

“One may recall one other ехрегіе i 
doubtless, is familiar to many. Sone Qe ees ue 
Telephone Department issued a batch of instruc- 


tions to the telephone irls, wi i : 
как 9 telep g with this kind of 


Telephone User 
Pc 

Jperator (desperately) : “Will vou ki 
‘ Little Puddleton-on-the-Marshes, necs say 


User: '" Why should I? Y ; 
what I want." i ou know quite well 


(calling Exchange): “Three, 


Operator: ''It's the orders, and I cannot attend. 
to you otherwise." | | кез 

' User: “‘ Oh, all right. Here you аге. Will you 
please get me Little Puddleton-on-the-Marshes, 
three? Will that до?” : | 

Operator: '' Number engaged." 

"This kind of thing went on for weeks in small 
towns where there was no possible excuse, until the . 
telephone girls were worn out, users were in a per- 
petual state of bad temper, and the working of the 
system was upset. : i 

One can only hope that our industry will not be 


"put under the control of Parliament to be subject | 


to this kind of thing. On July 25th, Mr. Ashley 
entertained (that is how the report in the Press puts 
it) the House of Commons for nearly an hour by 
telling them how money was. wasted by the War 
Departments, at a time when every penny counts. 
The. War Office wanted 30,000 packages of tapioca. 
Of these they bought 10,000 packages direct from a 
tapioca merchant, 10,000 at a higher price through a 
grocer, and a second 10,000, also coming from the 
same firm, and also at a higher price, from an iron- 
monger. А master tailor in a regiment was paid 
£25 for keeping non-existent suits of clothes in 
order. Over £700,000 was spent in converting ten 
oil-tank vessels into transports, and re-converting 
them again, quite uselessly, and so on. We also, 
most of us, know of influential gentlemen who are 
getting good pay in army departments during. the 
war for doing mighty little. We also know of other 
cases where pensions are withheld, and where 
tradesmen are quite unable to get their bills. paid. 
Many. of us also know of cases where money could 
be saved by a little experimenting, if only the top- 
hatted, frock-coated man would listen to the fitter, 
but that is not the way in Government departments. 

By all means nationalise the liquor industry. Wc 
want to reduce the nation's drink bill, and that will 
do it to admiration. But electricity supply has not 
yet come to that pitch, and something else is 
needed. 

A word ‘with regard to centralisation without ` 
Government control. This is not quite so bad as 
nationalisation, but it has many of the same vices. 
The president, who when appointed is full of push 
and go, settles into staidness and sobriety. One 
calls to mind the railway manager who would not 
allow a bogey carriage on his line, because he felt 
sure it would run off the rails, and they had to wait 
until he went to heaven before the improvement 
could be added. But ‘our railways, while not active 
in making improvements in the way that we under- 
stand that word in the electrical industry, have this 
advantage, that they are not all under one board. 
When the North-Western, Midland, and other great . 
lines have turned down a new idea, there is always 


a chance that the inventor may have luck with one 


of the other companies. One would hardly care to 


- think of what state our railways would have been in 


to-day if the whole lot of them had been controlled 
by one board for the past dozen years! Centralised 
control would be wrong for our railways, at any 
rate in the present state of development of this 
nation, and it would be even more wrong for elec- 
tricity. If one of the provincial stations wanted to 
use steam at 400 lb. pressure, why should. the Board 


have power to tell them to wait until some other  : 


nation had proved that it was satisfactory? And 
if the staff at some other station feel themselves 
totally at; variance with the policy of the Board of 
Control, why should they, in the name of etiquette, 
find themselves compelled to maintain a dire silence. 
when they feel that outspoken criticism would do a 
world of good? Boards of Control of all kinds are 
only too apt to become like Government depart- 
ments. Everyone treats the members with pro- 
found respect, as if, indeed, they were a bench of 

bishops, because it is the only way to keep in with 
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them. They, in turn, become portentous in de- 
meanour, and even come to believe that they know 
more about things than the men whom they control. 
Then the members spend so much of their time 
pottering about committee rooms, and that kind of 


thing, that they lose touch with the technical side - 


of the industry, although, of course, no one dares 
to tell them so. Also, they acquire large salaries 
and titles of various kinds, and with these their 
women folk demand that they shall spend much time 
in attending social functions suited to their'exalted 
rank. Now, it is the use that a man makes of his 
spare time that determines his real place in his 
profession, and no man can continue to do the 
highest work if he also strives to maintain a place 
in society. Of course, the private individual may 
try to do this, but he merely drops behind and takes 
a lower place. But where such a one holds high 
position officially, he is only too apt to hold back 
the whole industry. 

One may sum all this up by giving a type of 
standard letter, which we may imagine has been sent 
to some pushful young fellow who, in his inexperi- 
ence, desires the Board to give special terms to a 
new consumer. The said consumer is willing to 
spend much money on plant to introduce a new 
electrochemical process, but wishes the electricity 
supply authority to give him special terms to make 
it worth his while to run the risk. The pushful 
manager writes a long letter, pointing out that the 
station happens to be in a position to do just what 
is needed, and that he feels sure that it will bring 
about an outlet for their energy which will speedily 


bring in fine profits. Well, one knows the reply to . 


this kind of thing. It runs something like this: — 
“ Sir, —I am directed bv the Board of Control 
to acknowledge receipt of your letter. The Board. 
of Control directs me to point out that, under the 
rules and regulations, which govern the Board's 
actions, they have no power to depart from the stan- 
dard tariff.—I am, sir, your obedient servant, ——." 
The first time a man gets this kind of thing he 
feels as if he had slipped on a banana skin and sat 
down in a puddle. After a time he loses interest in 
progressive work and becomes a true official, and, 
when grown old, he may even take a delight in 
jumping on the next generation of men who have 


- 


come out of college and the workshop crammed full- 


of ideas for helping. humanity. 

But, it may be asked, what can be done to push 
the industry on? To reply to this would take up 
too much space for this article, but I will give a 
few heads on which there might be action. First 
Of all, we might set up a Board drawn from the 
then Councils of bodies such as the I.E.E., the 


I:M.E.A., the Civils, the Railway Companies, and. 


other interested parties. A Board selected thus 
would keep in living touch with the industry, 
and not tend to lose touch with new ideas as 
would be the case with a permanent Board. 
Funds should be collected by legal levy from 
the departments concerned; and with these a 
permanent laboratory should be set up with trained 
staff. This might well be a branch of our admirable 
National Physical Laboratory. The laboratory 
would test materials, including metals, coal, oil, &c. 
It would undertake the testing of plant of all kinds 
from the working of 20,000-Kw. steam turbines to 
the performance of voltage regulators. Many of 
these tests would continue over long peridds, and 
the staff would draw up reports on results obtained 
in actual working. One has only to think of Diesel 
engine and steam turbine experience to see how 
testing of this kind would help progress. Or take 
the experiments now going on with steam at 400 lb. 
pressure. We have reports that this is completely suc- 
cessful, and yet many men will continue to put down 
plant for 200 lb. pressure until the 400 lb. results 
have become common knowledge. With the re- 
sources of an expert staff to test and follow up' 


шый — 


results with the higher pressure, many years of | 
waiting would be saved, while the results obtained 
in the pioneer stations would be at the service of 
the whole industry. 

The laboratory would, further, index апа classify 
faults which occurred in all kinds of plant, which ' 
would prevent the repetition of the same defect 
long after the causes and remedy had been found 
out. It would advise the Local Government Board 
on the duration of loans based on the actual life of. - 
plant. It would advise Government Committees as 
to the desirability of linking-up and bulk supply, 
and would thus help the amalgamation of supply 
authorities in large areas. The London question 
alone would occupy much of its time, and we all 
know the vast possibilities that there are there for 
the elimination of waste. With the aid of a paid staff. 
the Board would draw up schemes by which all 
extensions would go to large efficient stations, while 
unnecessary stations would be wiped out as cheaply 
as possible. It would fix standard voltages and 
periodicities, and advise on ways. and means for 
bringing everyone into line as far as possible. 

The Board would, further, grant diplomas to pro- 
perly educated electrical engineers, thereby raising 
the status of the profession to that of lawyers and 
dectors. It would supervise and license wiring con- 
traetors and eliminate the nondescript man who 
goes into wiring because he has failed in everything 
else. It would, further, test apparatus and materials 
used in installation work, and grant certificates 
where the same were satisfactory. This work. is 


‘now carried out in some other countries, and is 


really required urgently here if we are to avoid a 
very unpleasant time in the near future, when much 
of the present bad wiring begins to yield to the 
stress of service for which it was never suitable. 
Doubtless additional opportunities would arise for 
useful work, but the above programme would do 
for a beginning. The proposals here set forth have 
the great advantage that, while they would make 
it harder for those engaged in the electrical industry 
to follow the wrong path, those who are doing good 
progressive work would be able to continue their 
efforts without the fear of unreasonable interference. 


SPANISH. INDUSTRIES AND TRADE. 
| [INFLUENCES OF THE WAR.] 


Ix an exhaustive report prepared by U.S. Consul-General 


in spite of extraordinary difficulties. 
conserva у stated that the value of the commerce of the 


regarding the commerce 
with those of other 
but in reality this tra 


It is the confluence of the шаша activity 


Burope. arcelona 


of Catalonia, 


out this district. 
year American merchandise has ever had іп, Barcelona; new 
lines of goods have. 
that promises a lasting 
have had an alog tace 
Barcelona and vicinity. r 1 | 
generally have adhered to their habits of saving and to con- 
servative business transactions. 
noticed for some years toward the absorption of banking 
negotiations by the Barcelona 
has been accentuated. The 
not known, and it is accor 
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the proportion of local capital invested in local &mmerce and 
industry. The confidence of local investors in home condi- 
tions is readily shown by the rapid absorption of new bond 
issues by the municipality or by the provincial Government. 
During 1915, 82 new joint stock companies were registered 
in Catalonia with a total capital of £576,470, nearly 40 per 
cent. of the capital thus invested in the whole of Spain during 
the year. A notable peculiarity of these companies is that 
they represent entirely Spanish capital, no foreign capital 
having been invested in this way, as has been the case in 
previous years. Mr. Hurst reviews the exchange situation, 
and details the railroad construction that has been «under 
taken. He next proceeds to discuss the local industries com- 
pared with those of the rest of Spain. In this connection he 
refers to five classes of tariff for taxation. ‘‘.The third tariff," 
he states, ‘‘ embraces manufacturing industries, including cot- 
ton, ‘woollen, and silk textiles, drugs, chemicals, leather 
goods, metals, machinery, and others, with a total of 57,439 
ccntributors. There were 9,889 of these industries in the 
Province of Barcelona, followed by "Valencia, with 3,708. 
Other Provinces in the district contained large numbers of 
contributors under this classification, amounting altogether to 
50 per ceni. of the whole number of contributors. In this 
‘district are centred the manufacturing interests of the coun- 
try. The woollen industries number 2,087, of which 660 are 
in the Province of Barcelona, 149 in Burgos, 116 in Gerona, 
, and lesser numbers in other Provinces of this district, making 
a total of 75 per cent. of the whole woollen industries of Spain. 
.The cotton industries have 1,520 establishments, of which 
1,155 are in the Province of Barcelona, 190 in Gerona, 31 in 
Tarragona, 34 in the Balearic Islands, and smaller numbers 
in other Provinces of the district, making 95 per cent. of the 
cotton industries of Spain. The silk industries number 252, 
of which 50 per cent. are in this district, 101 being in the 
Province of Barcelona alone.’ Sixty per cent. of the mixed 
silk, woollen, linen, and cotton industries are in this consular 
district, over 50 per cent. being in the Province of Barcelona. 
Of other textile mills, numbering 1,938, 85 per cent. are in 
this district, 756 being in the Province of Barcelona. There 
are 8,821 different kinds of plants making machinery, of 
which ‘75 per cent. are in this district, 2,393 being in the 
Province of Barcelona. Out of 355 paper factories, 67 per 
en in this district, 147 being in the Province of Barce- 
ona. ' 

Many of the Provinces of Spain have industries more or 
less peculiar to themselves, ап@ their centralisation in various 
localities is frequently the. result of natural causes. Catalonia 
is the greatest manufacturing part of Spain, and activity in 
this line has spread to some adjacent Provinces. The Viz- 
cayan Provinces are the seat of the principal blast furnaces 
and metallurgical industries, the Asturias are famous for 
their coal mines, and the Galician Provinces for their 
fisheries. : | 

The effect of the war on this district, wherein is centred 
s») much of the industrial life of Spain, has been at once 
favourable and harmful. It has created а demand in new 
markets for 
time, it has encumbered with difficulties the means of secur- 
ing raw material for their production. Local manufacture 
depends primarily on coal, which is imported annually in 
large quantity to supply the industrial plants. The interrup- 
tion of regular imports threatened for a while to paralyse 
manufacture hereabouts, but the Government removed both 
customs duty and transport tax on imported coal in April, 
1915, and soon. large shipments began to arrive from the 
United States.  - 

Although this district produces a great deal of iron, manu- 
factured articles of this metal have been imported exten- 
sively. Machinery and hardware of various classes were 
brought before the war from points with which traffic is 
now stopped, and some local industries have consequently 
suffered from the lack of machinery and parts while the raw 
material for their manufacture was at hand. The price of 
iron in Spain is nearly double that in other countries, while 
manufactured articles are admitted with а duty of approxi- 
mately 20 per cent. ad valorem, and this has apparently had 
the fendency to retard the development of local industries 
in this.line. A similar condition is noticed in regard to copper, 
produced here in large quantity, but almost all exported. 
The lack of sulphate of copper has been a menace to many 
industries. —— 

The textile interests of this district have suffered for want 
of colouring material, heretofore imported almost exclusively 
from Germany. and there has been a great demand for 
chemical products, aniline oils, varnishes, and other materials. 
While the requirements of the moment have been met, it 
has frequently been at great expense, and, although most of 
the mills and factories have been running, the net profits 
to the manufacturer have not been as great as might appear. 

Barcelona under normal circumstances ranks after Liver- 
pool, Bremen, and Havre as the fourth cotton port of Europe. 
There was increased activity of the Barcelona cotton market 
rs ер уеаг 8 : 

e Spanish cotton industry employs over 2,100,000 spindles, 
of which 2,000,000 are located in Catalonia. mee арса 
employed in Barcelona and neighbourhood in the cotton in- 
dustry works about 3,000 hours annually, or 62 hours a week, 
with 11 to 15 traditional and local holidays, besides the 52 
Sundays and 11 fixed holidays. In mountain villages he 
works 66 day hours and 48 night hours weekly, or a total of 


rtain manufactured articles and, at the вате, 


114 hours a week. The average weekly wage in this industry 
is from 3.60 dols. to 5.40 dols. for men, 2.70 dols. to 8.96 dols. 
for women, and 1.44 dols. to 2.16 dols. for children. The 
price of motor power is from 22.50 dols. to 27 dols. annually 
per H.P. in the river valleys and. 0.009 dols. to 0:0144 dols. 
per kilowatt-hour in the plains for not less than 3,000 hours 


‚а year. TM : 
The cotton-textile industries of Spain, as classified for the 


collection of the industrial tax, comprise 365 machines for 
spinning and twisting yarn, of which 260 are in the Province 
of Barcelona and 73 in Gerona; and 46,175 looms, of which 
33,883 are in Barcelona and 3,799 in Gerona. . 

The wool industry of this district is most intensive in the 
cities of Sabadell, Tarrasa, and Barcelona. In the mills of 
Sabadell there are 66,511 spindles for spinning wool, 64,131 
for twisting yarns, and 1,645 looms, employing altogether 
9,000 hands and producing annually goods to the value of 
7,880,000 dols. In Tarrasa there are 37,800 spindles for 
spinning, 54,000 for twisting, and 1,300 looms, besides finish- 
ing establishments. The wool industry of Tarrasa employs 
5, hands and turns out finished products with an average 
annual value of. 5,810,000 dols. Other towns in which this 
industry flourishes are Alcay, Bejar, Bocairente, and Ante- 


quera. 


At Tarrasa there are 186 combing machines employing 400 


‘hands, at Sabadell 30 such machines, and at Bejar and Ren- 


teria 14, making 180 machines in Spain, served altogether by 
530 operatives and consuming about 3,960 metric tons of wool 
per year. The number of spindles employed in wool spinning 
are 46,800 at Sabadell, 43,000 at Tarrasa, 18,800 at Barcelona, 
and 10,400 at Badalona, Renteria, San Juan de las Abadesas, 
Puigcerdó, and Gerona, making а total of 119,000 spindles. 
This branch of the industry employs 2,000 hands. | 

The metallurgical plants at Sestao and Baracaldo, near 
Bilbao, have modern coke furnaces and rolling mills for 
making steel rails and sheet iron. They, with another plant 
called the '' Iberia," formed in 1902 а combination known as 
the ‘‘ Altos Hornos de Vizcaya," the greatest metallurgical 
enterprise in Spain, and produce all kinds of iron and steel, 
machinery, and hardware. There are also important furnaces 
in the Asturias and the Government maintains a foundry at 
Trubia, in Asturias, for the production of steel for cannon 
and projectiles. . All of these establishments are fitted out with 
thoroughly modern appliances for an industry which is con- 
stantly assuming greater importance. 

.The neighbouring Provinces of Leon, Palencia, and Gerona: 


‘produce between 400,000 and 500,000 tons of coal annually, 


the Provinces of Barcelona, Teruel, Guipuzcoa, the Balearic 
Islands, and Zaragoza produce about 275,000 tons of lignite, 
and at accessible distance from the furnaces much lead and 
iron are mined. The Province of Vizcaya produces about 
3,500,000 tons of iron ore annually and Santander and Teruel 
contribute as well to the domestic supply of iron. In the 
Provinces of Santander and Lerida zinc also is mined to con- 
siderable extent. From Bilbao alone 3,500,000 tons of iron 
are exported annually under normal circumstances, and takin 
into consideration that the '' Altos Hornos ” handles 200, 
tons a year, it has been stated that if the amount exported 
could be: retained for domestic consumption it would furnish 
material for 17 more such furnaces, employ 17 more villages 
of workmen, stimulate coal mining, and generally benefit 
the metallurgical interests of the whole country. During the 
year 1915 the exportation of iron, steel, and zinc in pigs and 
blocks was prohibited. This will have a noticeable effect on 
statistics of exports from this district. | 

In November, 1915, an assembly of the metallurgical indus- 
trial interests was held at Barcelona, It was the first meeting 
of the kind in Spain, and the object was to geane on the 
course to be taken to remedy so far as possible the difficulties 
arising from a slack domestic market, high prices, and grow- 
ing scarcity of raw materials. The assembly adopted resolu- 
tions concerning Government aid, exportation of crude 
materials, some of which, although embargoed, found their 
way out of the country, and suggestions for classifying metal 
articles on а more technical basis in ensuing reforms of the 
Spanish Customs tariff. It was stated that the reduced activity 
affected over 100,000 operatives throughout Spain. 

Chemical industries in this district are greatly favoured by 
the fact that the country furnishes nearly all the necessary 
raw material, but they have not been sufficiently exploited, 
and а& present а need of finished chemical products is felt. 
The greater part of the curburetted calcium is produced in 


‘Catalonia, and a large plant for its manufacture is being built 


in Gerona. There are factories producing relatively small 
quantities of sulphuric acid, carbonic acid, oxygen, &c., an 
there is а noticeable tendency for such industries to concen- 
irate in Barcelona. m 
Among the chemical manufacturing companies one is at 
Cijón, in Asturias, making mineral fertilisers as well as explo- 
sives, and another at Besaya. A factory for carbonate of soda 
recently opened at Torrelavega, near Santander, is easily 
capable of producing about 30,000 tons of this chemical 8 
year. A company with а capital of 2,160,000 dols. is con- 
structing a plant near Lérida for obtaining nitrates from the 
air, endeavouring to render Spanish agriculture independent 
of imported nitrates, and to make, as a secondary produci, 
nitric acid for scientific and industrial use. This plant 18 in 
the Pyrenees, where the immense water power that exists has 
influenced Catalan manufacture in a marked degree. The 
olive oil of the district has contributed to the establishment 
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of a number of soap factories, which produce usually the 
ordinary grades, the finer qualities being largely imported. 


The extensive paper industries of Spain are largely centred А 


in Catalonia, where, established for centuries, they have 
developed, with the discovery of printing and modern methods 
of paper-making, to their present flourishing condition. 
Since the beginning of 1915 hydro-electric development in 
this district has recovered from the check suffered in 1914, 
and works of great importance are being continued and com- 
pleted. Aside from the Scandinavian countries and those in 


proximity to the Alps, this part of Spain possesses perhaps ' 


the best facilities for hydro-electric enterprise on the Conti- 
nent. The rivers flowing from the Pyrenees and vicinity are 
capable of supplying power calculated at 1,350,000 u.p.' For 


the exploitation of part of this great force there are three. 


companies now operating. А hydro-electric plant has been 
constructed at Capadella which utilises the waterfall of Flami- 
sell, 2,739 ft. in height, yielding 52,000 H.P., said to be one 
of the greatest forces obtained from water power in Europe. 
One of these companies, after studying the waterfalls of the 
Pyrenees, chose three groups which seemed susceptible of 
profitable exploitation. 'These are the Essera, in the Province 
of Huesca, which feeds the Aragon and Catalan Canal; the 
Noguera-Ribagorzana, forming the boundary between the 
Provinces of Huesca and Lérida; and the Noguera-Pallaresa, 
in the Province of Lérida. From these three groups the 
energy to be obtained amounts to 300,000 n.p. This vast 
enterprise is being finished in sections. During 1915 the 
works on the Run in the Essera were practically terminated, 
yielding 44,000 н.р. and having necessary apparatus so that 
it can be stepped up to 140,000 volts. The lines transporting 
this force from the Central de Sierra to Barcelona are 140 
miles in length. This line, capable of transmitting 80,000 H.P., 
traverses, by the bridge of Montofiana and Tremp, the rivers 
of Noguera-Ribagorzana and Noguera-Pallaresa. All along 
this line there are numerous terminal stations distributing 
this force throughout Catalonia. 

Besides the three great companies referred to, there are 
others of lesser importance, and growing out of this develop- 
ment are dependent industries of which at Barcelona alone 
there are 34 factories for electrical material, machines, and 
accessories required in the utilisation of this natural force. 

The capital employed in hydro-electric enterprises in this 
district has increased greatly since 1910, the date of the 
latest official statistics under this head. The three great com- 
panies referred to have a total capital of 86,400,000 dols., and 
Y one considers that there are in this region 177 localities 
with electric light, and some using motor power as well, it is 
safe to estimate the capital thus employed at 90,000,000 dols. 

The report proceeds to review the fishing industry, agricul- 
ture, vineyards and wine. 


(To be concluded.) 


TRADE STATISTICS OF SOUTH AFRICA. 


Tae following statement, showing the imports of electrical 
and similar goods into the Union of South Africa йине. the 
year 1915, has been taken from the recently-issued official 
trade statistics. The figures for 1914 are added for purposes of 
comparison, and notes of any increases or decreases are given. 


1914. 1915. Inc. or dec. 

Asbestos manufactures.— £ £ £ 

From Great Britain 3,000 4,0000 + 1,000 
„ Other countries 3,000 2,000* — 1,000 

Total e 6,000 6,000 — 
*Holland £1,000. 

Brass manufactures.— 

From Great Britain 26,000 19,000 - 7,000 
» Germany .. 1,000 — - 1,000 
» Other countries 2,000 2,000* == 

Total ET 29,000 21,000 — 8,000 
*India £2,000. 

Copper, plate and shect.— | 

From Great Britain ix 3,000 4,000 + 1,000 

Copper manufactures.— 
om Great Britain 4,000 3,000 — 1,000 

Electrical cable and wire.— 

From Great Britain 173,000 102,000 — 11,00 
» Germany p Ves 18,000 = р 18,000 
» United States i 8,000 8,000 + 5,000 
» Other “countries -— | — 2,000 + 2,000 
| Total 194,000 112,00 — 82,000 

Electrical fittings, including posts.— 

From Great Britain 157,000 195,000 — 32,000 
» Germany 40,000 3,000 — . 37,000 
» Holland BE 9,000 11,000 + 8,000 
n United States 22,000 37,000 + 15,000 
» Other countries 10,000 6,000° — 4,000 

Total .. 992,000 182,000 — 50,000 
"Denmark £4,000. з 


| 1914 

Lamps and lampware.— £ 
From Great Britain 16,000 
» Germany  .. 11,000 
» United States 12,000 
» Other countries `... 2,000 
Total z 41,000 

*Sweden £3,000. 


. 195 
1915. Ince. or dec. 
£ - £ 
15,00 — 1,000 
1000 - 10,000 

12,000 _ — 
4,000* + 2,000 
32,000 — 9,000 


India-rubber manufactures, including tire rubber, 


but not rubber tires.— 
From Great Britain 
» Germany...  .. 3; 


» United States 3,000 
» Other countries 1,000 
Total 34,000 
. *Spain £1,000. 

Machine bands and belting.— ; 

From Great Britain 87,000 
» United States 34,000 
» Other countries 4,000 

| Total 125,000 

Electrical machinery.— 

From Great Britain .. 178,000 
» Germany  .. .. 168,000 
» United States me 83,000 
, 9 Other countries... 5,000 

Total 434,000 


. *Mainly Sweden. 


Cranes, elevators, and lifts.— 


From Great Britain Qus 31,000 
„ United States — 8,000 
», Other countries 1,000 

Total .. ... 85,000 

Mining machinery.— 

From Great Britain .. 460,000 
» Germany  .., ET 60,000 
,» United States ... 155,000 
», Other countries 28,000 


Total 703,000 


*Sweden £2,000. 


Machinery not specially mentioned (other than 


agricultural, manufacturing, d£c.).— 


From Great Britain 898,000 
„ Germany  .. 23,000 
, United States 28,000 
,, Other countries 10,000 

Total | wee 389,000 
, . *Canada £3,000. 


Telegraph and telephone material.— 


From Great Britain 9,000 
» Germany 1,000 
» Sweden "E 2,000 
» United States os 1,000 - 
, Other countries . 2,000 


Total ... oe 15, 
Tramway rails.— 


000 

From Great Britain | : 000 
G "o а ; 

ss ermany | 900 

1,000 


United States 
Other countries: 


71 


3? 


Total... 2 14,000 

Tramway rolling-stock.— 

From Great Britain eee 19,000 
„ United States н 2,000 

Total ..  .. 21,000 

Other tramway materials.— 

From Great Britain .. . 12,000 
„ Germany... ius 2,000 
, United States 5,000 
, Other countries... — 

Total 19,000 


32000 + 6,000 
E 3,000 
5,000 + 2 ,000 
9.000* + 1/000 
39,000 + 5,000 
108,000 + 21,000 
38,000 + .4000 
= 4,000 
146,00 + 21,000 
110,000 .—- 68,000 
4000 — 164,000 
59,000 —._ 94000 
5,000* iod 
178,000 — 956,000 
18000 — 18,000 
9000 — 1,000 
Еа 1,000 
20,000 — 15,000 
368,000 — 92,000 
9000 — 58000 
940,000 + 85,000 
3,000* —. 295000 
613,00 — 90,00 
201,000 — 197,000 
5.000 — 18000 
49,000 + 15.00 
6,000* — 4,000 
955000 — 134,000 
800 — 100 
E es 1,000 
2,000 ^ == 
1.000 == 
А 2,000 
1,000 — 4,000. 
5,000 + 3,000 
тш 7.000 
2,000 - 9,00 
EA 1,000 
7,000 — 7,000: 
281000 + 2,000 
4,000 2,000 
25,000 + 4,000 
5,000 - 7,000 
pns 2,000 
2,000 те 3,000 
1,000 + 1,000 
8,000 m *11,000 


In addition to the above the following goods were imported 


as '' Government Stores zs 
Electric fittings.— 


From United Kingdom 6,000 
» Germany  .. M 500 
, Other countn s 1,000 

Total 7,500 
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. 1914. 1915, Inc. or dec. 
Brassware.— ' - £ | £ £ 
From United Kingdom 9,000 1,500 -— 1,600 
Copper, plate and sheet.— 
From United Kingdom 14,000 14,000 — 
Electrical cable and wire.— | m 
From United Kingdom .. 49,000 18,000 ~ : 
, United States : — 1000 + 1,000 
. Total ' 49,000 19,000 - 30,000 . 
India-rubber.— | | 
From United Kingdom ... 6,000 1,000 — .5,000 . 
Lampware.— | 
From United Kingdom 4,000 1,000 — 9,000 
Cranes and elevators.— 
From United Kingdom ... 14,000 8,000 — 6,000 
Electrical machinery.— | ; 
- From United Kingdom ... 9,000.. .3,000 — 6,000 
Other machinery.— m us n 
From United Kingdom ... ; ; = : 
i Other countries 4,000 1,000" — 8,000 . 
'- Total .. 49,000 21,000 — 21,000 
| "United States mainly. | z 
Telegraph and telephone material.— 
From United Kingdom .. 103,000 80,000 — 73,000 
Ж Sweden d к мда 36,000 5,000 — 31,000 
„ Other countries 1,000 1,000 — 
Total 140,000 36,000 — 104,000 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


Ly 
Li 


EGYPT.—Revised Tariff valuations for use in assessing 
duties on metals imported into Egypt have been issued with 
effect from July 1st to August 3lst. Duty is leviable on these 
valuations at the rate of 8 per cent, 


JAMAICA.—A new law, dated March 22nd, has been passed, . 


providing for the temporary increase of the import duties on 
certain articles. 


' Among the articles which were formerly free of duty, but . 


are now subject to a duty of 16% per cent. ad val., are: Loco- 
motives, railway rolling stock, and all materials and appli- 
ances to be used for construction and equipment of railways 
and tramways; professional plans, specifications, and draw- 
ings. 

Motor-cars and motor-car parts and accessories now have 
to pay an additional tax of 20 per cent. on the former duty 
of ч рег cent. ad val., making a total duty of 20 per cent. 
ad val. 


RUSSIA.—According to a Customs Circular, dated May 
96th/June 8th, it has been decided that temporarily, for the 
duration of the war, certificates of origin will not be required 
in respect of samples of various materials and manufactures 
having neither the form nor the nature of articles of mer- 
chandise. Samples from allied or neutral countries entitled 
to most-favonred-nation treatment will be admitted free of 
гош duty in accordance with the provisions of Tariff No. 


FRANCE AND ALGERIA.—A Presidential Decree, dated 
July 18th, prohibits the importation into France and Algeria, 
жо on behalf of the State, of certain metals from foreign 
countries. 


SUDAN-ERYTHR/EA.—The Customs Convention of Nov- 
ember 26th, 1901, between the Anglo Egyptian Sudan and 
Erythræa was denounced on July 2nd last by the Italian Gov- 
ernment, and the Convention will accordingly lapse on Janu- 
ary 2nd, 1917. 


MOROCCO.—The General Commanding in Chief in the 
‘French Zone in Morocco has issued an Order prescribing that 
all goods destined for Fez and Mequinez, which were not 
landed at а port in the French Zone, shall on arrival at the 
two towns mentioned be deposited in special stores, whence 
they shall not be withdrawn except on production by the con- 
signee of a certificate of origin as required by the regulations. 


CHILE.—The Board of Trade have received a copy of the 
new Tariff Law of Chile—vide the Review of May 12th—and 
of the general regulations for its application. The Board 
propose to publish, as soon as possible, a translation of the 
new Tariff, showing the former rates of duty for purposes of 
comparison. 

A copy of the Tariff, together with an alphabetical index 
thereto (both in Spanish), may be inspected at the Commer- 
cial Intelligence Branch. The Branch will also be prepared, 


- 


in response to written applications from British traders, to 
furnish information as to the rates of duty prescribed by the 
Tariff Law in respect of any particular class or classes of 
merchandise. 


NICARAGUA.—Telegraphic information has been received 
at the Foreign Office from H.M. Consul at Managua to the 
effect that the. Customs duties leviable on goods imported 


into Nicaragua have been increased. by 38% per cent. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED) 


1916. 


Compile expressly for this journal by Messrs. W, P. Тномрѕок & Co., 
lectrica 


Patent Agents, 285, High Holborn, London, W.C., and 
Liverpool and Bradford. g B » and at 


July et * Electrical telephones-for field ‘telegraphs, &c.'" С. M. Masters. 
шу е 
7 d: * Apparatus for testing electrical ignition plugs." С. T. GagwmR. 
u y ° 

10,783. ** Electric switches." М.'Сомрлве & E. Piza. July 31st. 
10,795. '' Magneto electric machines."  BnarrsH THOmson-Hovuston 
AND А. P. Younc. July Slst. 

10,809. **Sparking plugs for internal-combustion engines." В. E. SrACEY 
AND F. C. Stacry. fay 31st. vl 

10,835. “ Driving and controlling dynamo-electric generators.” 
AND W. F. W. Кноркз. August lst. | 
10,850. *'* Electron discharge apparatus." 
(General Electric Co., U,S.A.). August Ist. 
10,855. “ Electric: lighting and heating of railway, &c., vehicles.” 
VipAL. „August Ist, 

10,875. “ Ammeter for alternating currents and electric oscillations." I. 
WiLLIAMS. August 2nd. ; . 

10,882. '' Dynamo-electric machinery." Exectromotors, Lrp., E. GREEN- 
HALCH & В. І.омовоттом. August 2nd. 
5 10,888: * Life-saving electrical warmer." 
nd. 

10,905. '* Wireless. transmittin 
AND R. C. CLiNKER. August 2nd. 
10,906. “ Governing mechanism for compressors and exhausters." British 
Тномѕон-Нооѕтон Co. (General Electric Co., U.S.A.). | August 2nd. 


a 


J. Firm 
British Тномѕок-Ноозтон Co. 


C. H. 


H. О. Gunewarpens. August 


systems." Baitish THomson-Houston Co. 


з ee “ Sparking plugs.” R. Н. Coren & W. J. MarLmNsON. August 
nd. 
10,938. ''Switch controls." С. A. Fritsch. August 2nd. 


10,939. “ Motor-starüng switches, controllers, &c." Newton Bros. & F. 
Newton. August 2nd. | j 
а 100250. “ Electric switches." С. О. Donovan & W. Donovan. August 
rd. " 
` 10,979. “ Magneto-electric machines." British THomson-Houston Со. AND 
A. P. Youne. August 3rd. 
10,985. '' Apparatus for transmitting and i sound waves through 
* the ground." R. A. FESSENDEN. August 3rd. (U.S.À., October 7th, 1915.) 


. Travis & J. R. Walton. 


. tric Co., U.S.A.).. August áth. 


‘European TELEGRAPH Co. 


. 22, 
(General 


10,999. “ Detectors for wireless telegraphy.” W. Cross, (Svenska Aktiebo- 
laget Gasaccumulator). August Srd. 

11,001. “Electrical means far locking railway, &c., carriage doors.” Р. 
Davison. August 3rd. . ; i 

11,014. “ Electrical soreening or jamming systems.” R. A. Маск, б. H. 
Nasu & Western ELECTRIC Co. August 4th. 


. 11,043. '' Electric motor control." British TuoxsoN-HousrON Co. (General 


Electric Co., U.S.A.). August 4th. 
ко; ти Cut-out for electric circuits.” Е. С. К. Margs [J. Kuntziger" 
ugust 4th. 
11,052. “ Electric signalling or indicating "rui for signalling ocders 
and numerical data." E. A. GRAHAM. August áth. 
11,055. “ Electric oscillating or wireless systems and apparatus.” Ічро- 
& А. Н. Morse. August 4th. 
11,058. “ Electrical conducting cloths, &с.” Н. Н. Cooper. August 4th. 
11,083. “ Contact breakers for magnetos, &c." J. }]шлнү & W. V. SrzLrox. 
August 5th. ' 


a NGNERDUENGU MUN REDECEE PE ATONNENSUESSSUNSSEND 


PUBLISHED SPECIFICATIONS. 


1915. 

10,759. ELecTRIC MOTOR STARTERS AND ControLLERS. E. Schattner, T. G. 
July 24th. (Cognate application, 661/16.) 

10,785. RUMBLERS AND THE LIKE FOR ELECTROLYTIC PURPOSES. C. J. 
and D. L. Honeyman. July 26th. . 

11,3172. Means FOR SUSPENDING AND ADJUSTING ELECTRICITY Оуккнвлр COR- 
SU ORE British Insulated & Helsby Cables, Ltd., and J. W. Astley. August 
cd. 

11,263. Exectrica. Winpincs. British Thomson-Houston Co. (General Elec- 

11,723. LauPHOLDERS FOR ELECTRIC Laurs. Е. F. Guth. August 13th. 
(January 21st, 1915.) 

666. RECTIFIERS FOR ELECTRIC CURRENTS. 
Electric Co., U.S.A.). September 3rd. 
13,679. ELECTRO-MACNETICALLY-OPERATED BRAKE OR OTHER MECHANISMS. 
Lewis. September 25th. . 


British Thomson-Houston Co. 
R. S 


1916. 


988. ELECrRIC LIGHTING Means. R. S. Woods. January 7th. Patent No. 
109,879. . 

469. ELECTROMAGNETIC THERAPEUTIC APPARATUS. E. Bachelet. January 11th. 
Patent No. 100,800. ` 

1,643. Execrric Motor CowrRoL Systems. 


Igranic Electric Co. (Cutler- 
Hammer Manufacturing Co., U.S.A.) February 3rd, 


1916. Patent No. 


4,699. SwrirCHINO APPARATUS FOR. INTERCONNECTING TzLxPHONE Likes BY 
ELHCIRO-MECHANICALLY-CONTROLLED Switcues. Е. Aldendorff. Janua tent 
1914. (Addition to 98,502 /13, and divided application on 2,530/14) Ра 
2. 859. - . 

302. Pockzr AND OTHER Execrric Еглѕніилснт Barreres. J. W. Mander. 


; 6, 
May 3rd, 1916. (Addition to 7,079/14.) Patent No. 100,863. 
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MOULDED INSULATORS ЕТ e 


Of all Descriptions. 


LITHOLITE, Ltd., 


65-57, Hackney Grove, Londen, N.E. 


INSTRUMENTS, OIRCUIT-BREAKEBS, 
AUTO-CUT-IN & CUT-OUTS. 


€ Record Electrical Co. = 


BROADHEATH, MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM. 


BURNER & HEAT CONTROL 


Equipment for Lead Presses 


(HALL'S PATENTS). 


Monometer Manufacturing Co., Ltd., 
ASTON, BIRMINGHAM. 


ТИЕ UNITED ELECTRIC CAR 
COMPANY, Ltd., 


PRESTON, LANCS. 


facturers = Rips анна ay Carri , Tramoars, 
Ё ; Motor Bus lies, and all 
ds of Rolling B took for Light Railways. 


BROOK 
MOTORS. 


Bee Advestiserncat, Бар. 31. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manutaopuring Electrical Engineers and 
vernment Contractors, 


SAEENLAND PLACE, CAMDEN TOWN, LONDON. 
E MIO SPEC SC „аздк doi he tai 


“ EMPIRE” 
AUTOMATIC CONTROL 


Shell FOR 
Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW. 
C 


"е SAXONIA 


ELECTRICAL WIRE CO., LTD., 
LL GREENWICH, S.E. 
BRITISH 


FLEXIBLE CABLES. 


= MOTORS. 


Т, HARDING CHURTON & CO., LTB., 
Atlas Works, Water Lane, LEEDS. 


VICTORIA 
DYNAMO & 
MOTOR 
CO., 


CRAVEN HOUSE, 
KINGSWAY, 
LONDON. 


Send for Stock List of Motors ready for delivery. 


WESTERN- ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C, 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 
See Advertisement this week, Sup. 23. 


CONNOLLY BROS, Ltd., 


for 


WIRES AND CABLES, 


See Advertisement last week, p. iii. 


OFFICIAL 
NOTICES. 


See Sup. 21. 


SWITCHBOARD LABELS, 


Meter Dials, Name Plates, Address 
and Instruction Plates, Advertising 
Novelties, Club Badges, Checks, 
Tokens, Blanks, Die Stampings, Dies, 
Press Tools, Punches and Cutters. 


RELIANCE "eu. 


CHISWICK. 


JULIUS SAX M.E.M. 


FOR 


HOLOPHANE 


Established 1855. 


Registered at G.P.O. аз a Newspaper and 
Canadian Magasins rate of postage. 


BSUBSCBIPTIO ON por annum, P 


PRICE 
FOURPENCE, 


inclusive, in Great 
Park Place Neo York City, Товоито, 


CABLES AND WIRES. 
SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, [ TD., 


CHARLTON, LONDON, S. S.E. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


Better than Kubber, Leather and Gutta-Percha 


DERMATINE CO.,Ltd., 
NonteSt.. London, S. E. 


“WHITE STAR” LAMPS 


The “RUGBY” CARBON FILAMENT 
and RADIATOR LAMPS, 


THE LONDON & RUGBY ENGINEERING 60., LTD., 


36 & 37, Queen Street, Е.С. 
Telephone: City 5959. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 
LONDON, E. Grams: 


' Fulmen, Step, London.” 


'Phone : 
EAST 4157. 


PATENT 
Alumino Thermic Welding Process. 


LEA RECORDERS 
for measuring 
Boiler Feed Water 
and Condensed Steam. 


The LEA RECORDER СО., Ltd., Deansgate, Manchester, 


Keep those initials 
well in mind when you're buying 
IRONCLAD SWITCHGEAR 
—they standa Sure Guarantee of high 
Electrical Efficiency. Write for List. 
MIDLAND pepe MFG. CO.. LTD., 
MINGHAM. 


Rea Street BIRMI 


EE PRT EPET Index, see page EI? 
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Prentice 
| Fuse Board 


cuts labour costs. 
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r| Here is a new idea 
\ | in fuse boards that 
+ takes only half the 
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E 233, TOTTENHAM COURT RD., LONDON, W. 


TELEPHONE: MUSEUM 2516-7. TELEGRAMS: Lepecseuico ох. LONDON T? ^ 


\ 
Voce! 
ed 
Ж 
= 
d. 
г 
Е 
a 
he 
==] 
ie 
[e] 
С 
Uu 
LH 
e 
8! 
H 
£i 
piss 


— ate 

i 

1 

LET 

Ш! 

A \ 

4 

E 

: 

H 

t 

: 

і 

| 

' 

Ң 

Ң 

' 

! 

| 

| 

i 
ы. 

үе » 

SSS 


№ 
1 


Se ча чь m 9 


“ts 
à 
S 


E 
? £ MANCHESTER DEPOT ; 40, VICTORIA BUILDINGS. PHONE: CITY 5794, p ING 
D Inlet oo gestire 


"Mr А4 
di: t oY) 77777 777729 717 77 1727 377 22 STITT, жаа TL. 
7,20 72 


Ц 
X 
"La 
КЧ ч?л 


L] 
> 


` 
t 


Centrifugal Pumps 
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[Dulsometer Engineering С? 1” 
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Telegrams: ‘*Cuivre, London. 
Telephone: 186 Eastern. 
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COPPER EXPANSION TEE 
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Generating Station in London. 
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ENGINES. 


—— 


HIGH - CONDUCTIVITY 


CASTINGS and 
COPPER 1 FORGINGS 
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"CRESSALL 


MANUFACTURING 
COMPANY, 
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BIRMINGHAM. 


Manufacturers of 


BRITISH- MADE 


RESISTANCE 
MATERIALS. 


RESISTANCE NETS for MOTOR STARTERS, CON- 
TROLLERS, REGULATORS, ARC LAMPS, TESTING 
RESISTANCES and Special Resistances of Every 
Description. 


“CORD” MATERIAL fer ELECTRIC HEATING and 
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and for General and Special HEATING ELEMENTS 
of Every Description. 


ALL MATERIALS SUPPLIED BY US ARE ENTIRELY BRITISH 
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OF BRITISH ORIGIN. 


Please Address your Enquiries to :— 


THE CRESSALL MANUFACTURING CO., BIRMINGHAM 


READING. 
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NO BATTERIES. NO SWITCHBOARD. > 


Standard 110 volts—direct eurrent 

Output 500 to 750 watts. F 
(А complete electric lighting plant m “one , 
compact unit delivering current to the Impe. ' 
electric stove, electric fan, vacuum cleaner, 
pumping motor, or any other use, without 
the use of complicated switchboards and 
costly storage batteries requiring constant 
expense and care. 


WRITE TODAY POR COMPLETE DESCRIPTION. ` 


7 WALTER D. FAIR & CO. 
43 LEICESTER SQUARE, 
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SELF-HELP. ' 


Iu all our discussion of trade affairs we have never 
belittled the importance of electrical exportation nor . 
failed to observe the rate of its progress. Our 
object has been to show how much bigger it - 
might and should have been, considering the 
growing service of electricity and the developing 
state of the world. We have to remember that the 
by no means discreditable results of the past have 


been secured in spite of the strength of Teutonic 


rivalry, fair and unfair—largely the latter. They 
have been largely the result of initiative by indivi- 
dual manufacturers, and їй some measure the fruits 
of Britain's reputation. To-day, when we have come - 
to what is in many things the parting of the ways, we 
may be permitted to state that we hold that, what- 
ever happens, the future of our export trade pro- 
gress will continue to depend partly upon national 
and industrial reputation, but largely upon indivi- 
dual initiative, though, as we have often indicated, 
we'look also for great things from co-operative 
or consolidated efforts by groups of manufacturers 
and traders and by means of Trade Associations. 
This opinion is subject to the important reservation 


that any consolidation which means that we.go out 


as a solid body in search of new business contains 
an element of danger in that we may relax our 
personal specialised attention by putting our trust 
in organisations. Ву isolated action we may 
scatter our forces most wastefully, and, when 
against strong competition, more or less use- 
lessly; but unitedly we may go to the oppo- 
site extreme. Co-operative action may produce 
economy in the cost of trade expansion efforts; it 
may enable many an expedition or effort to be made 
that would not be undertaken by isolated parties; 
it may bring a united force up against a competing 
united force from other countries, and the fight 
may be fairer than in the past, when a huge Ger- 
man trust was able to come up against a dozen 
British firms acting separately, competing severely 
between themselves as well as with the said Ger- 
man trust. But it never can fill the entire needs 
of the situation. We would rather see many small 

groups and isolated enterprise on the part of strong: 
manufacturers, even if some of those groups have 
to confer and agree as to geographical limitations 


_to their activities. 


We have argued for national industrial organisa- 
tion, for organisation of Empire resources, and for 
the better organisation and utilisation of science 


and scientific training. АП of these we are now in 


a fair way to secure, and we trust, and believe, that 
the results will be immensely beneficial. But we 


“own to doubts when it is urged that we should carry 


our organisation efforts to such an extent that they 


.become an idol or a fetish. After all, boards and 


councils will be successful in so far as they limit 
their activities to the matters coming legitimately 
within their scope, and deal with matters or prin- 
ciples or measures which are common in their appli- 
cation—common to national industry, common to- 
the Empire interests, common to the national well- 
being. Let them render separate action in their 
special spheres of service, whether it be within their 
own ranks, or [ог the purpose of influencing 
the Government and the nation; but let them 
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be reasonably co-ordinated in an ultimate sense. 
Organised science and industry, with scienti- 
fically organised and utilised resources, should 
produce excellent results. „But the question 15 
sometimes asked whether to follow up the efforts 
in these very essential directions there should not 
be one other great national organisation of trades- 
men, salesmen, and commercial men. Now there 
may be very excellent reasons for affording traders 
and commercial managers facilities for conference, 
. discussion, and so forth, but while such facilities 
may promote a good deal of “ talking ’’ enterprise 


of the Across-the- Water type, they must inevitably . 


be very general, and cannot well become definite 
organised business-getting schemes for a particular 
class of trade. They may be very good in a general 
sense, but the selling of corsets and stockings is one 
thing, and trading in electrical machinery and appa- 
ratus is another and very different thing. Further, 


' even when men tell themselves off into groups, those ` 


groups are composed of a number of commercial, 
perhaps technico-commercial, men, all of whom 
have by the nature of their calling and experience 
particular interests and pursuits of their own, and 
have specialised knowledge of, and connections in, 
particular markets, which are their own and their 
 employers' property. s 
We recognise that in the three great movements 
mentioned there is no room for anything apper- 
taining to small commercial or trade detail, but we 
believe that all those local matters сап be handled 
in а far better way by specialised trade associations 
and by individual firms acting in co-operative 
groups. If the Board of Trade is sooner or later 
to emerge in a re-organised form it will, no doubt, 
find considerable advantage from the existence of a 
number of these specialised trade organisations; 
"but we are disinclined to favourably view the pro- 
. posal. which is, elaborated at length by Mr. P. A. 
Reuss in last week's Engineer.^ ‘Twenty-eight 
objects he enumerates for a National Commercial 
Company—a limited company with directors and, 
of course, directors' fees, with shares and dividends, 
with substantially-paid officials who would have a 
permanent career opened for them to exercise their 
personal abilities in furthering '' important patriotic 
work of this nature." The ratson d'étre of the com- 
pany or organisation, as it is variously termed, 


would be to carry out.in a practical way, ‘‘ amongst . 


others," the 28 suggestions so far as they relate to 
the hardware’ manufacturing, engineering, and 
allied industries. 

We cannot spare space to reprint all those sug- 
gestions, nor is it necessary. for they are far from 
being novel, nor can it be said that they are being 
grossly neglected by some of the leading associa- 
tions that are at work amongst us to-day.- The 
proposals are most certainly ambitious. The 
writer's idea seems to be to form an association, 
either of firms or individuals, “‘ to investigate funda- 
- mentally, and to remedy, the absence of sale or 
decline in the sale of manufacturers! products in 
overseas markets." As we study the suggestions 
we find some overlapping, and “ words, words, 
words." | Е | 

The Association will induce ''co-operation be- 
tween manufacturers in the production of different 
parts of one article"; will undertake а “ complete 
re-organisation of sales methods," whether we re- 
quire it or not; will solve the *' difficulties confront- 
ing manufacturers in extending their business over- 
seas," and will prevent “ further encroachment by 
foreign competition." It will “establish,” and, 
after having established, will “© nurse a demand for 
British goods in countries or markets at present in 
foreign hands." ‘But, most desirable organisation 
—it will study the “ methods of our principal com- 
petitors, and particularly the commercial side of 
German enterprise." So far, we have hinted at but 
six out of the 28 or more offices that this Company 


will fulfil. As we proceed, we coge to a lengthy 
omnibus resolution covering a hundred useful pur- 
poses (insurance, freight, packing, ''information 
and subscription,” “© chartering, import and export, 
catalogues, correspondence in foreign languages," 
and goodness knows what else). Later, we find. 
that the said company will buy and sell goods—it 
must, we suppose, in order to pay directors' fees and 
dividends—will represent groups of manufacturers 
abroad, will assist ''the smaller manufacturer to 
extend his business abroad," will bring the overseas 
purchaser into touch with the most suitable supplier 
in this country (a member, of course!), will act as 
purchaser ‘‘ of articles where contributory manu- 
facture is necessary," will ‘‘ organise a. continuity 
of business ” in certain cases, will organise the hold- 
ing of stocks abroad, will ‘‘ obtain early informa- 
tign " of contracts, will negotiate concessions for 
public works, will “‘ investigate the processes of 


‘manufacture adopted by competitors abroad in 


cases where under-selling is taking place." But we 
have now only arrived at No. 18. When we get to 
19 and 20 and 21, and think of the assistance that is 
to be offered to certain trades where “ under-sell- 
ing is not warranted by cheaper production," and of 
the information that: is to supplement Consular re- 
ports, and of that vast catalogue of industry that 
is to be compiled, we have to pause to take fresh 


breath. And when, in 22, we contemplate this great 


company .''assisting manufacturers "—poor help- 
less creatures—''in the preparation of their ' own 
special catalogues," find it engaging competent 
men abroad in such a way as to save our manufac- 
turers' money, see it setting up a '' department for 
the expert, technical, and scientific study of com- 
petitors' patterns, goods and processes of manufac- 
ture,” and watch it facilitating '' the prices of goods 
delivered,” &c., we are humbled to the dust with the 
terrible extent of our past inefficiencies which have 
enabled ds to build up so fine an export trade, and 
overwhelmed with the vastness of the organisa- 
tion, staff, operations, and profits or losses, of the 
proposed company. But our blood runs cold, and 
our cover goes bluer than it ever was before, as we 
follow on to the bitter end and read the contents 
that it is proposed to publish in that '' trade paper "' 
that it is proposed to ''regularly " publish in dif- 
ferent languages ‘‘ with a scheme of advertisement 
for British manufacturers." If we were to say that 
there was “ nothing new under the sun," we should 
lay ourselves open to the charge of uttering a plati- 
tude; or if we referred to the size of a given ser- 
vant's baby, or to the result of the throes of labour 
of a certain mountain, it might be wondered what 
we meant; but when we give the above brief sum- 
mary of the great organisation of Mr. Percy Reuss. 
we believe that, like the curate's egg, being good 
only in parts, it speaks for itself. ^ Wherein it is 
good, we seem to have heard most of it before, but 
taking it as a whole it is fearfully and wonderfully 
made, terribly and unworkably overloaded and, if it 
is no reflection on the good intentions of the author, 
it is, on the whole, mere light fantastic. = 

The moral of all which is that, while up to а 
certain point trade organisations are most excellent 
things, they never can adequately do for the ind: 
vidual ^manufacturer a host of things that he can, 
and should, do for himself. The individual manu- - 
facturer may profitably confer with his competitors 
and friends in respect of many important matters, 
but conference of such kinds, and the setting up of 
companies to do parts of his business for him, never 
will—particularly in the times that are ahead of us— 
remove the necessity for him to take his own coat 
off and do things for himself. He will want an 
excellent export staff and organisation of his own, 
and will have to be prepared to spend money. It 15 
useless pretending that the future course of business 
is going to remove that necessity or lessen it by 
one 10ta. 
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BLUSHING UNSEEN. 


— Tuat we have never failed to appreciate the im- 
portant place that efficient organisation occupies in 
connection with industrial affairs is well known to our 
regular readers. Without desiring to unduly belaud 
the system of the Teuton, we have made it our busi- 
ness to keep observers informed concerning its 
manifold aspects and activities, and our volumes 


upon the readers’ shelves contain an abundance of . 


interesting material. which, in season and out of 
season, has been placed on permanent record. То 
many of our readers, therefore, much that has been 
appearing in the daily Press in ''special"' article 
form, and in the reports of speeches by political 
and other leaders of thought, has been very familiar 
indeed. Even during the last few weeks we have 
observed in important newspapers “ features ” 
which have consisted of popular discussions of some 
electrical and other industrial matters to which the 
public should have given attention years ago. 
When legislators in their Parliamentary speeches 
confess the extent of their pre-war ignorance of 
German economic, financial, and industrial opera- 
tions and intentions, and admit their failure to see 
the trend of German scientific education and deve- 
lopment, they are but endorsing the criticisms 


that they have had their heads too much in the, 


clouds and have given too little thought to common 
mundane affairs. They have, in other words, been 
so occupied with what might be called local and 
domestic matters that they have been blind to 
momentous international tendencies and move- 
ments. Stating the case bluntly, they have been 
more interested in heavy monthly reviews and the 
legal journals than in the Trade Press, and if we 
say that the Trade Press has latterly come into its 
own to a larger extent than previously in point of 
reputation and prestige with public men and public 
departments, let it not be imagined that we are 
unduly puffed up at-having been able in war-time 


to render national service in a score of ways: 


about which we cannot at present write, but 


that we appreciate the privilege, and recognise : 


that we have done nothing more than has been 
our duty and our delight. What we some- 
times. wonder is whether, when the times of 
"piping peace" return, those days when matters 
of industry and trade will inevitably occupy a much 
larger place in all our national thought, we shall 
witness a relapse into indifference to the contents 
and counsel of the great and substantial organs 
which form the Trade and Technical Press of the 
United Kingdom. We believe that the revolution 
that has taken place in much of our thinking during 
the past two years will render us secure against any 
such relapse, for, unless we mistake the signs, party 
politics as we knew them in the past will not return 
for a long time to come, and the nation will desire 
to be governed along national lines with a policy 
which shall involve a closer concern for business 
and industrial affairs, conserving the interests of the 
Empire, carefully reconciling the interests of the 
Empire and the Allies, adequately safeguarding 
those of neutral countries, meting out justice to 
enemy trading communities, and securing as decent 
as possible a standard of employment and remunera- 
боп for our own. people. All the problems of the 
. past two years, and those which appear,to be open- 
ing out before us.to-day calling for inquiry and solu- 
tion, seem to us to suggest that public men and 
public departments will in the future find the Trade 
Press and Trade Associations of great utility. We 
gather from a recent speech by the Prime Minister 
_that a scheme for the re-arrangement or re-organi- 
sation of the Board of Trade is being elaborated. 
We have heard of many such schemes before, but 
they have come to nought—this is one of those 
Pieces of organisation work that the Trade Press 
has long been anxious to see carried out—and we 


м 


hope that the measures now to be taken will soon 
actually mature, and will be suited to the needs of 

the case. By the co-operation of a re-organised | 
Board of Trade, large and representative Trade 
Associations, and a substantial Trade Press, there 
would be made available for the service of the nation 
а co-ordination of effort which could render industry 
invaluáble assistance in the important period that 
lies before us. 


f 


THERE has certainly been more 
demand for copper from all con- 
' .Süming centres within the last few 
weeks, though the great bulk of the business has 
been on behalf of big American consumers and belli- 
gerent countries. The fact is worth noting that, as 
regards the latter, the buying is more centralised, 
or organised in such a way as to eliminate competi- 
tive inquiries through various channels, which 
usually tempts sellers to raise prices unduly against 
buyers. There is, in fact, good reason for believing 
that there is an understanding between the Allies as 
to the filling of their requirements for war purposes. 
Importations by Russia, too, are being made through 
the medium of the British authorities, as arranged 
with the Petrograd authorities. At any rate, the 
orders placed quite recently for Russia, which 
amounted to about 7,000 tons, went through the 
British authorities. А very large portion of this 
copper is being provided by Australian and Japanese 
producers apart from American. For one thing, 
these orders have not had any effect on the market. 
Obviously, the current high prices are found tempt- 
ing enough, and there is not much doubt that lead- 
ing American producers will be induced to make 
some concessions when the further big orders to be 
placed by Allied countries come on the market. 

So far as can be gauged, current output across 
the Atlantic is so heavy as to leave a considerable 
surplus ovér present actual requirements, although 
it is claimed by American authorities that the pro- 
gress of operations at the refineries has been in ` 
some degree impeded in the last two months 
through the abnormally hot weather. Advices from 
that quarter are more optimistic as to future deve- 
lopments since buying has shown signs of reviving, 


Copper. 


. and with supplies well under control, it is probable 


that attempts will be made to hold prices as long 
as possible, inasmuch as there is now a more general 
impression that the European struggle will be pro- 
longed well into next year. This, of course, means 
the continuation of a phenomenal consumption for 
copper in connection with munitions. Prices in 
New York were lately again advanced with reports 
of large orders being placed, though doubtless these 
have been exaggerated, as usual. The price. of 
electrolytic on this side has risen again to about 
£130 c.i.f. for near shipment, but the run of ordinary 
business is still light, consumers fighting rather shy 
of the extravagant prices while munition works are 
being accommodated by Government copper at 
some pounds a ton below the figures at which busi- 
ness is possible in the open market. Dealings in 
warrant copper: have been a little more active, and 
prices have been lifted at one period up to £116 for 
cash delivery in a sensitive market, due to the fact 
that there are but few sellers, while the stocks of 
standard copper in home warehouses remain at a 
dangerously low point, as shown. by the last statis- 
tics. The European visible supply is now down to 
about 11,000 tons—a new low record—this compar- 
ing with 35,113 tons at the end of July last year, 
when the price of standard metal stood at £71 5s. 
а ton. The American refinery production was then 
somewhere in the neighbourhood of 65,000 tons a 
month, whereas it is now not much below 90,000 
tens a month.. There is a fair amount of metal 
coming from various outside sources, including 
Australian, Japanese, and even African descrip- 
tions, but American control has still to be reckoned 
with so long as the war lasts. , 
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THE CHICAGO, MILWAUKEE AND ST. PAUL 
RAILWAY ELECTRIFICATION.” 


WHILE many terminal and tunnel installations have been 
made in the past for the purpose of eliminating smoke, 
taking care of suburban traffic or other local conditions, 
the Chicago, Milwaukee and St. Paul electrification is the 
first project of the kind where electric locomotives were 
installed to operate over several engine divisions. . 

Steam engines were first abandoned on the Three Forks- 
Deer Lodge Division, 115 miles long, and crossing the main 
Continental Divide, 
thus giving the 
electrical equipment 
its initial tryout 
under the severest 
service conditions 
of the entire sys- 
tem. The first 
electric locomotives 
were placed in regu-’ 


December 9th, 1915, 
and during the 
month of April, 
1916, service was 
extended to Harlow- 
ton, making a total 


electrically-operated 
road. By Novem- 
ber Ist, 1916, it is 
expected that steam 
engines, will be 
superseded over the : 
entire distance of 440 miles from Harlowton, Montana, 
to Avery, Idaho. T: 

In crossing the three mountain ranges included in the 
electric zone, there are several grades of 1 per cent. or more, 
the most difficult of which is the 21-mile 2 per cent. grade 
between Piedmont and Donald, and the longest the 49-mile 
1 per cent. grade on the west slope of the Belt Mountains. 
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ELECTRIC FREIGHT LOCOMOTIVE AND 82-CAR TRAIN, WEIGHING 2,680 TONS. 


over a mile and a half in length, through the ridge of the 
Bitter Root Mountains. 

The passenger service consists of two all-steel finely 
equipped trans-Continental trains in each direction, the 
“Olympian” and “Columbian,” and a local passenger 
train in each direction daily between Deer Lodge and 
Harlowton. , . 

Freight traffic through the electric.zone comprises from 
four to six trains daily in each direction. Westbound, the 
tonnage is made up of manufactured products and mer- 
chandise for Pacific Coast points and foreign shipment. 
Eastbound tonnage includes grain, lumber, products of the 
mines and some live 
stock, . 

As a large part 
of the traffic is 
through freight, 
trains are made up 
of an assortment of 
foreign cars, in- 
cluding box and flat 
cars, coal and ore 
hoppers, stock cars, 
refrigerators,  &c., 
varying in weight. 
from 11 to 25 tons 
empty, to as much 
as 70 tons loaded. 
These cars being 
owned by many 
different railway 
systems, are equip- 
ped with air brakes 
adjusted for differ- 
ent conditions of 
. operation, and in 
accordance with different standards, as to braking power 
and type of equipment, thus making the problem of holding 
the long trains on the heavy down grades by air brakes, 
a most difficult one. 

Electrification promises a material reduction in running 
time. It has been found, for example, that on the 21-mile 
2 per cent. grade from Piedmont to Donald, the electric 


3,000-VOLT DIRECT-CURRENT LOCOMOTIVE AND 40-cAR TRAIN, CHICAGO, MILWAUKEE AND ST. PAUL RAILWAY. 


А Тһе curvature is necessarily heavy, the maximum being 
10 . There are also numerous tunnels in the electric zone, 
36 in all, of which the longest is the St. Paul Pass tunnel, 


* Previous articles on this subj i 1 
Ject appeared i 
February 3rd and November 5th, 1915. i ee eh 


locomotive can reduce the running time of passenger trains 
from an hour and five minutes to approximately 40 minutes. 
On the run from Deer Lodge to Butte, which, under the 
steam locomotive schedule, required an hour and 20 minutes, 
а saving of approximately 30 minutes can be made. 
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In the freight service it has been found that on the first 
division, where the steam locomotives have required 10 to 
12 hours to make 115 miles, electric locomotives can meet a 
schedule of from seven to eight hours for the same distance. 
The capabilities of the electric locomotives are in no way 
impaired by cold weather, or by inability to obtain fuel or 
water in case of snow blockades. During a geries of record- 
breaking temperatures in December, 1915, Mallet engines 
were frozen up at different points on the system, and the 
new electric equipment was rapidly pressed into service to 
replace them. On several occasions electric locomotives 
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RAILWAY SUB-STATION SHOWING POWER Co.'s TRANSMIASION LINE. 


hauled in disabled steam engines and trains which would 
otherwise have tied up the line. : 

During initial operation on the Rocky Mountain 
Division, the capacity of the new locomotives has been 
thoroughly tested. Trains of 3,000 tons trailing have 
been hauled east and 2,800 tons west, using a helper on the 
heavy:grades, From the operating data obtained on the 
first division, it is evident that much heavier trains 
can be hauled with the electric locomotives than with 
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OVERHEAD CONSTRUCTION ON CURVE, CHICAGO, MILWAUKEE 
AND NT, PAUL ELECTRIFICATION, 


steam engines, and all passing tracks are being lengthened 
to take advantage of longer trains. On some Of the runs 
where the grades are less than 1 per cent., trains of as 
many as 130 cars and as heavy as 4,000 tons have been 
hauled with a single locomotive. M 
„The four through passenger trains, “Olympian” and 
Columbian,” are taken across the two mountain ranges by 
a single passenger locomotive. These trains at present 
consist of eight full-vestibuled steel coaches, weighing 
approximately 650 tons. Instead of changing locomotives 


at Three Forks, as has been the practice under steam 
operation, the same locomotive is run dough the 220 miles 
from Deer Lodge to Harlowton, changing crews midway. 
Passenger trains will travel over the entire electrified 
division in approximately 15 hours, including all stops, and 
the tourist thus will have an opportunity of traversing by 
daylight some of the most beautiful scenic regions in the 
United States, and without suffering the annoyance of 
cinders and &moke incident to the use of steam locomotives. 
The local passenger train operating in the electric zone 
between Deer Lodge and Harlowton is handled by a half 
unit weighing about 150 tons. А 

Regeneration furnishes а ready solution of the difficult 
braking problem on the long-sustained grades encountered 
in erossing the three mountain ranges, where great skill is 
required to handle either the heavy and varied freight or 
the high-speed passenger trains with the usual air brakes. 

With regenerative braking, the strain on draw bars and 
couplings is reduced to a minimum, since the entire train 
is bunched behind the locomotive and held to a uniform 
speed. The electric-braking mechanism , automatically 
controls the speed by regulating the amount of energy fed 
back to the line, The smooth and easy descent is in 
marked contrast to the periodical slowing down and 
speeding up of a train controlled by air brakes. 

The usual speed of the electrically-hauled freight train 
is 15 miles per hour ascending and 17 miles per hour 
descending the maximum grade, but half these speeds 
can easily be maintained with series connections of the 
motors should conditions require it. 

Regenerated power not absorbed by other trains passes 
through the sub-station machinery into the distribution 
system connecting all sub-stations. The Power Co.'s 
lines are so extensive and the load of such a diversified 
character that any surplus power returned by regenerating . 
locomotives can readily be absorbed by the system ; credit 
is given for all energy returned. 
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100,000/2,300-vor,T TRANSFORMERS AND OIL SWITCHES, 
MOREL SUB-STATION. 


The advantages of regenerative braking include elimina- 
tion of brake shoe and wheel wear, with resultant reduction 
in maintenance; reduced wear on tracks, especially on 
severe curves ; and a probable saving of approximately 15 
per cent. in the total power consumption. 

The scheme of electrification includes the generation of 
electricity from the several water-power plants of the 
Montana Power Co., developing, roughly, 160,000 H.P., 
transmission at 100,000 volts, three-phase, 60 cycles ; con- 
version in sub-stations to 3,000 volts direct current, and 
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distribution over catenary overhead construction to electric 
locomoti ves. | 


The main line electric locomotives are constructed in two. 


units permanently coupled together, the halves being dupli- 
cates, and each capable of independent operation. The 
modern Mallet steam locomotive, weighing 278 tons with 
tender, which has' been released, has a tractive force of 


76,200 lb., while the electrié locomotive, weighing 282 tons, . 


SWITCHBOARD FOR MOTOR-GENERATOR SETS AND OUTGOING FEEDERS. 


MOREL SUB-STATION. 


has a running tractive force of 85,000 lb., or a starting 
tractive force of 136,000 1b. 

There are 42 of these main line locomotives (30 freight 
and 12 passenger) and two switching locomotives. The 
passenger locomotives are equipped with a gear ratio per- 
mitting the operation of 800-ton trailing trains at speeds of 
approximately 60 miles per.hour on tangent level track. 
The average passenger train weighs from 650 to/700 tons, 
and is hauled over the 2 per cent. grade without a helper. 
. The freight locomotives are designed to haul a 2,500-ton 
trailing train at approximately 16 miles per hour on all 
grades up to and including 1 per cent. 
On 2 per cent. grades the trailing load 
was limited to 1,250 tons, although this 
figure has been exceeded in actual 
operation. 

Each locomotive is equipped with 
eight 1,500-volt motors, insulated for 
3,000 volts to ground. The motor has 
& normal one-hour rating of 430 H.P. 
and a continuous rating of 375 H.P., so 
that the locomotive power plant has a 
normal one-hour rating of 3,440 H.P. 
and a continuous rating of 3,000 H.P. 
Each motor is twin-geared to its driving | 
axle in the same manner as on the Butte, 
Anaconda and Pacific, the Detroit River 
Tunnel, and the Baltimore and Ohio 
locomotives, a pinion being mounted 
on each end of the armature shaft. Àd- 
ditional flexibility is obtained by the 
use of a spring gear and a Spring nose 
suspension, which minimise the effect, of 
all shocks, and also reduce gear wear to 
a minimum. The motor is of the 
commutating pole type, and is con- 
structed with longitudinal ventilating 
ducts in the armature for forced ventilation from a blower 
in the cab. i 

The control equipment is the well-known 
General Electric Type M arranged for mult 
tion. The main control switches are mounted 
compartments inside the locomotive cal with co 
aisles for inspection and repairs. A motor-generator set 
in each half of the locomotive furnishes low-voltage current 
for the control circuits, headlights, cab lighting and for 
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charging the storage batteries on the passenger coaches., 
Under steam operation the charging current for -these bat- 
teries is furnished by a steam turbo-generator set located 
on the locomotive. The blower for ventilating the traction 
motors is also direct connected to one end of this set. 

The pantograph collectors, one of which is mounted on 
each half of the locomotive, are of the double pan type with 
a working range of from 17 ft. to 25 ft. above the rail. 
| | .. Тһе tontact elements are of the same - 

metal as the trolley wire, 80 that cur- j 
rent passes from copper to copper. - 

The air brake equipment is practically 
the same as that used on steam loco- 
motives except that motor-driven air 
compressors are used to furnish com- 
pressed air.. Aside from the air brakes, 
compressed air is also used for signals, 
whistles, bell-ringers, sanders, flange 
oilers, pantograph trolleys, part of the 
control equipment, and on the passenger, 
locomotives for the oil-fired steam 
boilers. : | 

' . The switching locomotives are of the 
swivel-truck type, weighing 70 tons 
each, and equipped with four geared 
motors: a Single pantograph is mounted 
on the cab. The motors are of the 
commutating-pole, single-geared type, ` 
designed for 1,500 volts, with an insu- 
lation of 3,000 volts to the ground. 
Many of the switching locomotive parts 
are interchangeable with those used on 
the main-line locomotives ; for example, 
the air compressors, small switches, 
head lights, and cab heaters. | 

The Montana Power Co.'s transmission lines are carried 
on steel towers or wooden poles, and tap the railway system 
at seven different points. 

А 500,000 cir. mil. feeder is installed the entire length 
of the electrification, and a supplementary feeder on heavy 
grades. The feeder is tapped to the trolley wire at every 
seventh pole, or approximately every 1,000 ft. _ On top of 
the poles is carried a supplementary 4/0 negative feeder, 
which is tapped to the middle’ point of every second~react- 
ance bond. These bonds are used for insulating the 60-cycle 
signal circuits, апа are installed at points averaging from. 


2,000-Kw, ?,000-VOLT .D.c.—2,300-VOLT A.C. SYNCHRONOUS MOTOR-GENERATORS, 
MOREL SUB-STATION. 


9,000 to 6,000 ft. apart. With this completely intercon-. 
nected transmission system. each sub-station may be fed 
from either direction and also at the tie-in points from a 
third source of power. _ 

Fourteen sub-stations are distributed at average intervals 
of 32 miles. Each station contains step-down transformers, 


„ motor-generator sets, switchboard and the necessary con- 


trolling and switching equipment, the, plant aggregating 
99,500 Kw. in 32 sets. The transformers receive the line 
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current at 100,000 volts and supply the synchronous motors 
at 2,300 volts. Each synchronous motor drives two 1,500- 
volt, direct-current generators connected permanently in 
series, thus supplying 3,000-volt current for the locomotives. 
The fields of both the synchronous motors and the direct- 
current generators are separately excited by small direct- 
current generators direct connected to each end of the 
motor-generator shafts. 

The overhead construction is of the modified flexible cate- 
nary type designed by the General Electric Co. (U.S.A.), 
comprising two 4/0 copper wires flexibly suspended side by 
side from the same steel messenger by independent hangers 
alternately connected to' each wire. Bracket construction 
is used wherever the track alignment will permit, and cross 
span construction on passing tracks and in the switching 
yards.: АП of this work is supported on 40-ft. wooden poles 
suitably guyed and spaced. 

Electrie locomotion has been undertaken with the expecta- 
tion of effecting a sufficient reduction in the cost of 
operation to return an attractive percentage on the invest- 
ment required ; about $12,000,000,00- will be expended, 
and with the work more than half completed there is every 
reason to believe that the cost of construction will come 
inside the estiniates. 

À summary of the advantages which will be derived is as 
follows :— 


Marked reduction in cost of electricity as compared:with cost of 
eval. 

Reduction in maintenance cost of locomotives. 

Elimination of delays due to coaling, taking water, oil, &c. 

Elimination of delays due to natural causes, such as freezing of 
locomotives, loss of steam in cold weather, bucking snow drifts. 

Elimination of non-revenue trains hauling coal and water for 
steam locomotives. 

Inereased tonnage per train ; increased train speed on grades. 

Greater reliability and certainty of maintaining schedules. 

Reduction in train crew hours per ton-mile. 

Reduction in damage to rolling stock due to rough handling by 
steam engines. Я 

Greatly inereased safety of operation on grades due to rengenera- 
tive braking. Saving in power and reduction in wheel and track 
wear by use of regenerative braking. 

Improvement of tunnel conditions, uniform speed and absence of 
grinding brake shoes on grades. 


In conclusion, we are indebted to the General Electric 
Co., of New York, and British Thomson-Houston Co. for the 
particulars and illustrations contained in the above article. 


PREVENTION OF CONDENSER CORROSION. 


————— ——— 


Is a paper read by Mr. J. F. PETER, before the Institute of 
Marine Engineers, the author described the Cumberland 
electrolytic method of preventing corrosion in condensers, 
boilers, &с.; an abstract of his remarks is as follows :— 

The most widely held present-day theory is that electro- 
chemical action is the cause of corrosion, and it is not a 


^ Motor generatór; в, switchboard; с, ammeter; D, adjustable resistances; 


pet switches; r, double pole switches and fuses; c, fuse; Н, wires from 
ive pole to electrodes; J, wire from negative pole to tube-plate; к, surface 
condenser; L, electrodes, 


Fia. 1. 


Matter of sur 
overlaps man 
18 how found 


prise to learn that this theory embraces and 
y others previously put forth. Galvanic activity 
to play the primary part in this deterioration of 


metallic structures; therefore, the author wishes to confine 
attention to the preservation of metals in contact with water 
and other corrosive liquids, and to briefly describe an effective . 
method of eliminating this evil and, incidentally, keeping the 
protected surfaces free from deposit of any kind. 

.This action is not only existent in cases of distinctly dis- 
similar metals, as we generally regard them: iron and steel 
contain other elements, the presence of which imparts special 
properties fitting the iron and steel for specific purposes. It 
1s found that these incorporated elements in conjunction with 
the surrounding fluid, cause corrosive action by forming micro- 
scopic galvanic cells. 

Galvanic action also occurs between the harder and softer 
portions of a similar metal comprising the structure. This is 
met with in parts of boilers which have been flanged, caulked, 
hammered, or stressed in any way, either during manufac- 
ture, or by reason of unequal working strains. The harder 
or stressed portions are found to be electro-positive to the 
softer or unstressed portions, and this may account for the 
grooving and pitting met with in various types of steam 
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Fio. 2.— GENERATOR AND SWITCHGEAR FOR CUMBERLAND PRO- 
CESS INSTALLED AT BROOKLYN Navy YARD, U.S.A. 


ilers. Tt is also noticeable in thé case of copper pipes where 
зы к bends, and have been subjected to working and 
hammering in the course of manufacture, and may show up 
as pitting over certain areas, or grooving, according to the 
manner in which the material has been strained. 

Thermo-electric couples also exist, due to variations of tem- 
perature, and evidence of this is to be found on the water side 
of the furnaces of marine boilers, along the line of firebars. 

Much of the corrosion in hot-water pipes, heating systems, 
&c., 18 due to electrolytic action between the hot and cold 

ions. 
Pohe question of perfect non-ferrous alloys has been a sub- 
ject of much research, and it is found that mechanical mix- 
tures are often prodiges instead of the desired true alloy, or 
ical compound. : 

лүе prevaleng corrosive action which causes the Таи 
of condenser tubes manufactured from an alloy of copper дз 
zinc produces minute pinholes extending right through the 
tubes, and in other instances patches of various EE 
become weakened and, ultimately develop cracks A re 
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away. On examination it' is observed that the zinc has dis- 
appeared from the mixture, leaving the. copper unsupported. 
This is generally known as ''dezincification," and when it 
occurs locally, the life of the tube is a very short one. 

In view of the general acceptance of the electrolytic theory, 
let us consider the reason why some methods which are adopted 
to check corrosion prove futile, while others are effective. The 
question resolves itself into preventing the corrosion cells from 
working. The essential parts to a complete cell are two 
electro-chemically dissimilar conductors in contact, and the 
presence of an electrolyte; therefore, if we eliminate, one of 
these factors, or overpower it by some means, the action will 
cease, 

It will be recognised that all attempts to-obtain a perfectly 
homogeneous metal are doomed to failure in æ practical way, 
when we bear in mind that the dissimilarity which gives 
rise to the formation of electric couples may be physical or 
chemical, and that the operations necessary for manufac- 
turing the parts of most structures considerably affect the 
regular erystalline formation of the metal. А 

The next method that suggests itself is raising the resist- 
ance of the electrolyte. By increasing the specific resistance 
of this part of the circuit, the current flowing in each cell 
will be restricted, and corrosion proportionately lessened. 

Since the days of Sir Humphrey Davy, slabs of pure zine 
suspended in the liquid and in good metallic contact with the 
structures have been used to lessen corrosion, and this method 
is still observed and respected by many engineers. This 
method is only temporarily. effective, the reason being that 


в, elec- 
trode support; о, tell-tule 
hole (indicates when elec- 


A, iron electrode ; 


trode needs renewing); D, 

condenser end; к, rubber 

insulations ; F, insulating 

distance bushes; о, nut; 

H, contact lug; 4, lock nut. 
Fic. 3. 


with the inserted iron as anode. А similar. arrangement is 
applied to boilers. b. 

The Cumberland process has overcome most obstinate. cases 
of corrosion, and it was also discovered: that it had a remark- 
able effect in decomposing and removing hard scale in boilers. 
It has been adopted. оп а large scale by, shipping; companies; 
the Union Steamship Co., of New Zealand, has. all its boilers 
equipped, and a number of the White. Star vessels have it 
fitted to their boilers and condensers; it has also received the 
approval of the Inventions and Research Committee andis 
being fitted to. H.M. ships. . ` | rco gat; 

The. apparatus as fitted to the average steamship, consists 
of a compact type of rotary converter receiving its electric 
supply from the ship's mains and giving a continuous current 
of sufficient amperage at eight.to ten volts. The switchboard 
may. be fixed near to this machine, and- the current supplied 
is distributed. to the various units by electrie cables suitably 
protected from injury. i 

The amperemeter, mounted on -the switchboard, is of the 
moving coil-type, and so arranged. that:the amount of current 
passing to each individual unit catibe measured; this amount 
may be regulated by the adjustable resistances fitted on a 
frame at the back of the board. 
* The amount of current found necessary to-ensure protection 
from :согговіоп : varies somewhat. ‘In the case of surface боп- 
densers, one ampere for: 500 sq. ft. cooling surface is, found 
in practice to, afford complete protection. "lake the case ofa 


surface. condenser containing 6,000 sq. ft, of cooling surface ; 
the amount: required will be 12’ amp. at'8 volts, equal to 96 
j [12035 CL - SNIK 


Fig. [.—CUMBERLAND SYSTEM APPLIED TO CONDENSER, BRIGHTON ELECTRICITY WORKS. 


the zinc soon becomes coated with the products of corrosion 
which are electro-negative to the structure. It, therefore, 
rapidly loses its power to protect, and subsequently reversal 
of polarity occurs, and if the zines are not frequently renewed, 
the result will be accelerated corrosion of the structure, in- 
stead of protection. / 

Mr. Elliott Cumberland has devised and perfected“a system 
whereby an unlimited supply of protective electrical force 
can be introduced to overcome corrosive action. The appa- 
ratus consists of a low-tension dynamo, generating a 6 to 
10-volé continuous current, and pieces of metal, preferably 
iron, suspended in the water contained in the vessel to be 
protected and suitably insulated from it. 

Figs. 1 and 4 show the Cumberland equipment fitted to a sur- 
face condenser of the usual type with the circulating water 
passing through the tubes. It will be noted that the iron elec- 
trodes or anodes L are supported by the steel stud в (fig. 3), 
and insulated from the condenser door. "These electrodes are 
connected through the adjustable resistance D and two-way 
switches E (fig. 1) to the positive terminal of the generator. 
The body o$ the condenser is connected as shown to the 
negative terminal. An amperemeter € is fitted on the switch- 
-board, and the supply of current can be regulated to the 
anodes with the aid of the resistance coils D. 

The common cause of failure of condenser tubes is galvanic 
action brought about in various ways, such as dissimilar 
metals in juxtaposition, the presence of carbonaceous matter 
in contact with the tubes, or difference of electrical potential 
due to variations of temperature, &c. This action is rendered 
ineffective by introducing a superior F.M.F. from an external 
source and ensuring that the flow of current is from the 
inserted electrode through the liquid on to the surfaces to be 
preserved—the whole of the condenser surfaces in contact 
with water becoming the cathode of a strong artificial cell, 


watts at ld. per &w.-hour. This would cost roughly £1 15s. 
per year running continuously. | 

The number of anodes fitted to a condenser of these dimen- 
sions would be six, each weighing 90 Ib. As these would 
require renewing each year, the amount of iron consumed 
would be less than 120 lb., at the outside cost of 15s. to cover 
casting and drilling. "Therefore, the total annual expense 
would work out at £2 10s. for a condenser of these dimen- 
sions. , 

Where only the question of corrosion has to be dealt with 
in boilers, it is found that considerably less current is required 
than 1 amp. per 300 sq. ft. Д 

One of Н.М. cruisers having 19 Yarrow water-tube boilers, 
with a total heating surface of 49,500 sq. ft., or 4,125 sq. ft. 
per boiler, was fitted with the process, and on the above 
basis it was decided to supply 14 amp. per boiler. The engi- 
neers found in actual practice that all corrosion was arrested 
and heating surfaces kept clear of scale by using about 1 amp. 
for 800 sq. ft. of heating surface. The anodes in these boilers 
consisted of two 7-ft. lengths of 3 in. X ł in. bar iron, fitte 
in the steam drums of each slightly below the water level, 
and their life will be considerably more than two years. 


[We may add that the process has been adopted by several 
electricity supply undertakings in connection with condensers, 
economisers, &c., and is in use on large land boiler installa- 
tions as well as on the vessels of many well-known shipping 
concerns.—Eps. Exec, Rev.] 


Japan's Electric Lamp Business.—According to the 
Acting British Consul-General at Odessa, electric lamps (bulbs) an 
appliances, formerly supplied by Germany to the Russian market, 
are now being supplied in large quantities by Japan. 
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Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Cab Whistles and Lamp Calls. 


Now that whistling for cabs is at last to be put down, to some 
extent in London at any rate, perhaps sign makers, contractors, 
and others wil wake up to the: fact that, itis quite feasible to 
arrange over the portico or entrance of a building, a lamp signal 
which will give a silent call by day or night. 

All that is wanted is a neat double-faced sign-case of distinctive 
shape. with two or three coloured lamps in it, and adequate 
switching arrangements whereby one, two, or three of the lamps 
can be turned on from one or more points (with or without a repeat- 
ing lamp indicator) inside the building. The one, two, or three 
lamps would correspond with blasts on the whistle; and not so 
long ago would have signified taxi, hansom und growler. Nowadays 
possibly two lamps would suffice to signify taxi and private car, or 
perhaps one lamp only. Whatever the number of lamps, up-to-date 
methods of switching provide various convenient ways of turning 
the lights on and off from-various points ; and the use of indicating 
lamps prevents confusion. We published various methods some 
time ago, and а simple one for two lamps may be described briefly 
as follows :—AÀ lamp indicator in the entrance and another in the 
office (of the hotel or club, с.) shows the condition of the sign. 
Às soon as a cab draws up, the man at the entrance switches off 
the call. Either he or the office can then start another call. 
RE signalling a call, the office waits till its indicator shows 

There are various simpler or more elaborate arrangements ; and 
a little reflection will show that the idea constitutes a notable 
addition to the numerous convenient minor applications of elec- 
tricity. Something of the kind is already in limited use we believe. 


A. P. Lundberg & Sons. 
London, N., August 18th, 1916. 


Induction Motors on Circuits of Different Frequencies. 


I should like to express my thanks to your correspondent, 
" A. B. Ј. for his most interesting reply (published in your issue 
of August llth) to my previous letter dealing with the above 
subject. 

It is apparent from his remarks that in order to make sure of 
the behaviour of each machine. running on different frequencies, 
the only satisfactory method is to place the motor on the test bed, 
unless records of the individual design are available. 

I should also judge that. as a rule, it is better to run a 50-period 
machine, say. of 200 volts on a 6U-period supply. rather than vice 
тегй, providing the mechanical design be substantial—and, in fact, 
that one might safely take a 50-period machine of a reputable make, 
and have little to fear of the behaviour of same on a 60-period 
supply of the same voltage, expecting. however, that the power 
factor might be slightly lowered. Presumably. in any case, 
machines of, say, 1 H.P. and under, can quite satisfactorily run 
under conditions specified. | 

I am told that it has been the practice with Continental manu- 
facturers to import into this country, machines designed for 50- 
period cireuits, and sell for either 40, 50, or 60-period ditto. If 
this is the case, I presume from “A. B. J.s“ explanation, that 
under such circumstances it. would be evident that special attention 
must be given to the mechanical design, to allow of use on higher 
periodicity. with consequent higher speed, also that the saturation 
point of the iron is not exceeded, and that the ventilation ia suffi- 
cient, even at the lower frequency. 

To sum up, I deduce from " A. B. J.a“ kind explanation that it 
would be fairly satisfactory to vary the frequency and voltage on 
single-phase circuits, within reasonable limits, providing the 
machines were generously designed, 

Practice. . 


The Channel Tunnel and Telephone Cables. 


In view of the great importance of the subject, 1 venture to 

remark that the letter of Sir Douglas Fox and Partners, which you 
quote from Zhe Times, does not indicate a full appreciation of Dr. 
Fleming's suggestion that ample procision should be made for tele- 
phonic and tele;jraphie cables in aay plans for such a tunnel. 
. Ав a conduit for telephone cables the tunnel has always been of 
Interest to telephonists. Some years avo, when the prospects of its 
construction were by no means brilliant, Mr. Е. R. Welles, who has 
ап exceptional knowledge of Continental telephony, wrote me on 
the subject. If I remember rirhtly, he argued that the telephonic 
value of the tunnel might be an important factor in determining 
upon its construction. Now that there is greater prospect than 
ever before of its becoming an accomplished fact. it is well to 
emphasise this importance, and to avoid the possibility of the 
designs being completed without full inquiry as to the ample pro- 
vision which Dr. Fleming advocates. 

Perhaps it may be permissible for me to quote from my " Tele- 
phone and Telephone Exchanges." which you reviewed on April 
2lst last. the following very brief statement of the principal 
effects з 

"Telephonically. Great Britain is not separated from Europe by 
the Channel. Submarine cables as at present constructed limit 


the distance of speech ; but suppose that .a-dry-core cable suitable 
for submergence be evolved, or that the Channel Tunnel be oom- 
pleted. the talking distance will be extended, the cost reduced. and 
the number of communications increased.’ (Page 410.) ч 
R In. quoting Dr. Fleming above, І have italicised the words, 

ample provision” and "in any plans," because they are of the 
essence of hia communication. .Only expert telephone engineers 
familiar with traffic developments would be able to determine what 
18 ample provision, and to indicate how the plans for the tunnel 
should be modified to meet the requirements. 2 

In making such estimates, the engineora would take into account 
the larger area of the Continent which would be brought within 
speaking distance of Great Britain by reason of the improved 
transmission that would result from dry-core cables laid in the 
tunnel, and the probable growth of traffic which would be 
obtained within the period contemplated before a second tunnel 
would be built. The results of such estimates would have their 
influence on the designs of the tunnel, and it would be unfortunate 
if they were omitted to: be made by those who are specially 
qualified. i | 

The construction of the.tunnel must, of course, bo primarily 
determined by its profit-earning capacity as a means of physical 
transit, but the money value:of the facilities afforded for con- 
ductors of speech, and inessages might eventually be found to be of 
material importance in estimating the Tunnel Co.'s net revenue. 

The estimates should be prepared in advance, and would have 
their effect upon the designs. It would be unfortunate if the very 


. important question of telephonic communication were regarded as 


too much of a side issue, and dealt with in a haphazard way. 
7 J. E. Kingsbury. 
7, Serjeants' Inu. Temple, London, E.C., . 
August 21st, 19106. | 


“ Whither are we Drifting? " 


After reading many articles and much correspondence in the 
technical and lay Press concerning- the awakening of our national 
faculties towards scientific education and economic development, I, 
as а -Wayre-earner, am wondering whether my class, so well verbally 
fiogged for its inefficiency, will receive any encouragement for an 
increased technical ability and skill when the great awakeniny shall 
arrive. | | 7 
` In pre-war days we were flooded with evening school prospectuses. 
and we were confronted each week with the advertisements of 


numerous correspondence schools, promising prodigious increases of 


earning power after their special treatment. Many men spent 
strenuous hours to improve a poor general education, and in getting 
а sound knowledge of their business. When this knowledge has 
shown itself. their superiors, or employers, often much leas 
instructed, have dubbed the manifestations " Perkiness," and, with 
the usual snobbery of the lower middle classes, have barred the men 
from opportunities of further experience. the very food of efficiency. 
Nothing more calculated to make stationary a man's market value, 
can be practised, and the victims, not disgusted. but merely dis- 
appointed, pursue knowledge for its own sake. "s 

These generalisations do not apply to chiefs and leaders whose 
knowledge and ability is a lustre to their positions and a shining 
light to the profession. These men invariably encourage latent’ 
ability in their staff or workmen, but it is otherwise with those 
whose value із potential rather than intrinsic. 

Much must be done to ensure an open passage for the aspiring 
worker, and many years will pass before the profession can be 
cleared of the wretched limpets who, in a well-ordered community, 
would most probably be pushing a barrow. T" 

` OnK. 


С 


LEGAL. | 


MUNITIONS COURT CASES. 


AT the Monmouthshire Munitions Court, sitting at Newport 
on August 15th, according to the South Wales Argus, Reginald 
V. Powell summoned the Newport Corporation, his em- 
ployers, for unreasonably refusing to issue a leaving certifi- 
cate. His complaint was that he objected to a man 
being made senior switchman attendant over him while he 
was put as switchboard assistant, which was a drop in his 
position. He gave a week's notico in writing. He had been 
in this employ 18 months and objected to a young man who 
had only been employed there three weeks being made his 
senior. Jf they would put hiin on the same footing he would 
remain. In reply to the Chairman, Powell said that he went 
аз a temporary switchboard attendant at 30s. a week, but had 
recently received an increase. If he had not seen, on the 
pay-sheet, the other man described as ‘‘ senior ” he would not 
have complained. He was told that that was a clerical error. 
but could not get any information. Tbe man he complained 
of received the same wages as he. The defence was that both 
шеп were seniors. The application was refused. 

At the same Court, James Tutton was suinmoned for absent- 
ing himself from work on July 22nd and rd, aud Јевушх 
his einployinent on August Ist. Mr. Frank Quick, National 
Union of General Workers, defended. Mr. A. Nicholls Moore, 
borough electrical engineer, Newport, proved that defendant 
was absent without permission. He was assistant coal plant 
attendant. He had been employed there since September, 
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1915. They had a very small staff indeed, and the coal plant . 


was one of the most important. There was no actual short- 
age in this case, another man having been obtained. -Their 
allegation was that the reason of his absence was for the 
poros of drinking. Their work was important to numerous 
actories engaged on war work. NS 

According to the report in the South Wales Argus, Mr. Quick 
pleaded guilty, but suggested that there were extenuating 
circumstances. The man was under the impression that he 
. could leave when he liked, and did so because of certain 
anomalies in his position as compared with some of the other 
workmen. He was paid the standard rate of 318. 6d. a week. 

The Ohairman said men must realise that all rules as to 
leave had been suspended. 'They must realige the importance 
of the work they were engaged upon. Inasmuch as he had 
returned, he would only be fined £1, payable in four weekly 
instalments. 


At Newcastle-on-Tyne Munitions Court, on August 18th, 
Albert E. Pryke, an assistant engineer employed by an elec- 
trical company, applied for a leaving certificate. He stated 
that he was now a qualified electrical engineer, and he would 
have no difficulty in obtaining a berth at £2 10s. or £3 per 
week, whereas his present wage was only 30s. He had been 
told that if he left they would bring him back between two 
soldiers. At that time, he alleged, the firm was not controlled, 
and he had therefore been detained by deliberate and wilful 
misrepresentations and threats.—Mr. Cusworth, the manager 
of the company, strongly objected to the terms '' deliberately 
and .wilfwlly misled,” but admitted having.told Pryke that 
he could not leave. Pryke was the kind of young man who 
came to pick up all the information he could in order to 
better his position as an electrical engineer.—The application 
was refused. 


THEFT. 


! 
Ат West Ham, last week, James Benjamin Phillips, West- 
minster, and Alfred Berry, East Ham, electricians,' were 
charged on remand with stealing a quantity of wire and other 
electrical fittings, valued at £6 6s., the property of the Mid- 
land Railway Co According to the Morning Advertiser, Mr. 
Swarbrick, who prosecuted, said that Phillips was employed 
by the company as foreman in charge of the electrical depart- 
ment at Plaistow, and Berry was engaged under him. It 
appeared that at the beginning of July Phillips entered into 
a contract with a man, named Byers, to fit up a shop in 
High Street, Plaistow, and he had been working there, with 
Berry, during the hours they were employed by the company, 
and they had been using material which belonged to the com- 
peny.—Detective-Inspector Childe deposed to stopping Berry 
in High Street, Plaistow, carrying а roll of wire, and when he 
уаз questioned he made a statement which showed that he 
was taking it to a shop, where he was working under the 
‘instructions of Phillips. When the shop was visited it was 
found that it had been almost completely installed with elec- 


+ 


- ‘trical fittings which belonged to the company.—Berry pleaded 


that he was innocent of any knowledge of the theft.—Berry 
was discharged, and Phillips was sentenced to six months' 
hard labour. 


WAR ITEMS. 


Iron and Steel Trades and German Dumping.—Mr. John 
Hodge, M.P., addressing & meeting of iron and steel workers 
at Newport (Mon.), on Sunday, said that in 1898 he proposed 
a scheme to prevent the dumping of German and American 
steel into this country. At present 10 or 15 millions of pounds 
sterling had been expended on new plant, and after the war 
no German or American steel should be imported. Whether 
this result was achieved by means of a prohibitive tariff, 
subsidy, or bounty, he did not care, but we must keep the 
whole of the new plant erected going, for, if not, the money 
would be taken from the pockets of the British working men. 


When he contemplated the barbarities of the enemy he could - 


never shake Germany's blood-stained hand after the war.— 
Morning Post. ; 


Enemy Goods in Australia.—A Reuter dispatch from Mel- 
bourne, dated August 19th, reports Mr. Hughes as stating 
that enemy goods imported before the war were still being 
sold. The Government had decided that wholesale houses 
must not sel such goods after September 30th, nor retail 
houses after November 30th. 


. The British Mannesman Tube Co.—In reply to а ques- 
tion in the House of Commons last week, it was stated, for 
Mr. Runciman, that the British Mannesman Tube Co., Ltd., 
was a controlled establishment under the Munitions of War 
Act. The right to transfer the shares belonging to enemies 
had been vested in the Public Trustee, who had now com- 
pleted negotiations for their sale. 


Australian Metals.—Mr. Hughes, Prime Minister of Aus- 
tralia, has announced his intention to issue & regulation as an 
additional safeguard against the metal industry falling into 
enemy hands, prohibiting any contract for the sale of mining 
or metallurgical business to any person other than a British 
subject.—Morning Post. 


. suspended for a time. 


To be Wound Up.—The latest list of companies ordered 
to be wound up includes the following :— 

F. Turpitz & Co., 150 & 151, Fenchurch Street, London, 
E.C., iron and steel merchants. Oontroller: P. Woodthorpe, 
1, Leadenhall Street, E.C. | | 

Haberecht & Co., 75, Parade, Birmingham, export hard- 
ware merchants and factors. Controller: W. S. Aston, 45, 
Newhall Street, Birmingham. 

Enemy Businesses Wound Up.—In reply to a question 
in Parliament, Mr. Pretyman stated that orders had been 
made under ihe Trading with the Enemy Act in respect of 
312 businesses belonging to enemy aliens, of which approxi- 
mately 00 were carrying on manufactures in the United King- 

om. 


Export Prohibitions.—A special Supplement to the ‘‘ Board 
of Trade Journal” for August 17th contains a detailed list 
of '' Prohibitions of Export in Force in the United Kingdom 
and in certain Allied and Neutral Countries.” 


Export Trade Prohibitions.—In the '* London Gazette "' 
for August 22nd there appear further lists of persons and 
bodies in the following countries with: whom or which trading 
is prohibited :—Argentina and other South American States, 
Denmark, Netherlands, Norway, &c. 

Additions to the list of firms, &c., àp China to whom exports 
may be consigned are also published in the same issue. 


Manchester War Charities.—The collections on the Man- 
chester Corporation tramcars, which were started soon after 
the outbreak of war, to assist war charities, have now been 
It is announced on the cars this week 
gh е 1088) amount collected for various war funds to date 
is ,082. | - 


The Board of Trade.—In reply to a question іп Parlia- 
ment by Sir E. Cornwall, Mr. Даш said that active steps 
were being taken with & view to placing the Board of Trade 
ia а position to deal effectively with post-war economic and 
commercial problems, but he was not now in a position to 
go into details. In regard to a Minister of Commerce, no 
good object would be attained by the multiplication . of 
Ministers. | 

Lighting Restrictions.—When Charles Beckett, a Black- 
pool Corporation tram-driver, was summoned at the local 
Police Court for a breach of the lighting regulations, it was 


‘explained that the conductor had charge of the car lighting 


regulations, and not the driver. This view was corroborated 
by the chief inspector, who said the conductor was solely in 
charge of the car’s arrangements. Тһе Magistrates’ Clerk 
held that both' were responsible, and he advised the Chief 
Constable to proceed against both on the next occasion. The 
driver was fined 20s. 


German Ordinance re Contraband.—In fhe ©“ London 


"Gazette " for August 18th there is printed at length a trans 


lation of a new Ordinance signed by the German Emperor 
declaring’ various articles contraband of war. These articles 
include electrical supplies for use in war, submarine sound 
signalling apparatus, searchlights, lathes, machinery, alumi- 
nium, and many other manufactures, metals, &c. - 


Absentee.—At Newcastle-on-Tyne Police Court, on Friday 
last, Ernest Raffield Freeman, electrical engineer, was charged 


` under the Military Service Act with being an absentee.— 


Defendant said he did not know really whether he was an 
absentee or not, and asked for an adjournment in order that 
hs might instruct a solicitor.—The Bench declined, and im- 
posed a fine of £1, at the same time ordering him to be 
handed over to a military escort. 


Exemption Applications.—Before the Bucks Appeal Court, 
Gen. Sir G. W. A. Higginson, of Marlow, answered an appeal 
by the Military against exemption granted to his electrician, 
Wm. Bridgen. The Military representative said it was a 
question whether the man was indispensable, but as he 
was over 40, and was passed only for home service, he left 
the case to the Tribunal. Ultimately the appeal was with. 
drawn, with the consent of the Tribunal. NE MM 

An appeal for the exemption of Mr. C. Wokey (37), assia- 
tant foreman at the generating station at the Aberdare U.D.C. 
electricity works, has been refused by the Local Tribunal. 

Before the East Kent Appeal Court, on August llth, Mr. 
W. Marshall (25), electrician, of Brookland, Romney Marsh, 
appealed on the grounds of domestic and financial hardship,: 
but exemption was refused. е 

Maidstone Tribunal, on August 15th, conceded conditional 
exemption to Mr. P. E. Graefe (24), secretary to the muni- 
cipal tramway service. 

The Farnham (Surrey) Tribunal, on August 17th, granted 
a final three months’ exemption to Mr. E. Banwell (33), 
electrical engineer, of Hindhead. mE 

At the East Kent Appeal Court, Mr. W. H. Glendinning 
(39), electrician in charge of an installation at a private resi- 
dence at Broadstairs, appealed, and was given until Nov- 
ember 30th. 

Before the Bucks Appeal Court, Sir J. Bell, of Stoke Poges, 
High Sheriff for the County, appealed for Frank Lavington 
(40), who attends to the electric light plant at his house. 
Exemption was allowed whilst Sir John is High Sheriff. 

At Bideford, on August 12th, Messrs. Stevens, Brain & Co. 
applied for exemption for Robert H. Grant, electrician. It 
was stated that the man had put his name down for muni- 
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tion work, but the firm protested, and, as a result, the 
Minister of Munitions decided not to take him away from his 
employment. Exemption was refused. | 


Mr. Arundell, electrical engineer, of Maidenhead, appealed 
to the Local Tribunal, on August 15th, for Walter Sibley (30), 
electrician, the only man left capable of dealing with a parti- 
cular class of work in the erection of electrical machinery, and 
who will be engaged on work at Aldershot Camp. He was 
exempted until November Ist. - 

On the Appeal of the Corporation electricity and tramway 
departments, Gloucester Tribunal has conditionally exempted 
a wireman and two tramway inspectors. 


( 

The Llanfair Electric Light Committee appealed at Llan- 
fyllin for exemption for John Fred Arthur, who has been 
specially trained to look after the electric light system. It 
was stated that the Committee could not get another man 
to do the work. The Tribunal decided to put the case back 
for the Committee, who were not represented, to be per- 
sopally represented. 


Brighton Tribunal has granted six months’ exemption to 
an electrical engineer and contractor (36), all of whose men 
have been ''badged." | 


At Carshalton, Mr. S. J. Evans asked for the retention of 
his electrical fitter, aged 32, and said that he had been unable 
to fill the place of the man. who carried out work of national 
importance. His staff of five men was reduced to two. A 
final month was allowed. 


Mr. Furness, electrical engineer and tramway manager. 


Blackpool, asked for conditional exemption until the end of 
the season for 12 motormen. one track supervisor, and a 
skilled mechanic in the electricity department. He had the 
authority of a special resolution of his Committee to appear. 
Twenty motormen were going from the department within 
the next 14 days. and if these men for whom he asked were 
also taken it would mean withdrawing 15 or 18 cars from a 
service which it was taking the department all their time 
to maintain. If any motormen over age had been diamissed, 
it was hecause of serious irregularity. which could not be 
condoned. Application sallowed.—Application was also made 
at Blackpool on behalf of a working foreman and electrical 
engineer. Conditional exemption: was allowed to each, with 
the condition of joining the V.T.C. 

At Great Harwood Tribunal, on August 17, Mr. P. 
Haworth applied on behalf of a doctor for his chauffeur and 
electrician, who looked after his electrical plant. He did not 
think a woman could do the work efficiently. Final exemp- 
tion to October 30th. 

At Oldham? the Empires Theatre Co., Ltd., appealed for 
the head electrician of their five theatres—a married man 
of 40—and exemption until October 1st was grahted, the firm 
to trv to release him by that date. . | 

At Accrington Tribunal, on August 18th, Mr. Lupton 
appealed on behalf of an electrician. single, aged 24, who was 
the only armature winder available. It took several years 
s uds Р man competent to do this class of work. October 

st, final. 


Mr. Pilling. manager of the Accrington tramway under- · 


taking, appealed for two motormen and an electrician, all 
married. He said that motormen were necessary. and hoped 
that the Tribunal would release the men rather than compel 

‘to employ women drivers. Conditional exemption was 
granted under the public utility instructions. 

The Daily Telegraph states that two officials of the Institu- 
tion of Electrical Engineers—the accountant and editorial 
assistant—have been granted four months’ exemption by the 
Westminster Tribunal. 

The Llandudno Tribunal has granted conditional exemp- 
tion to George Sowter, assistant engineer at the electricity 
works, the chief engineer having stated that his services were 
indispensable to the conduct of the undertaking. 

At Bermondsey, Benoit Lejeune, Ltd., electric welders, 
applied for the exemption of an electric welder and factory 
manager, and for an engineer and workshop manager. The 
latter was 24 years of age, and registered as з '' barber." He 
had already been granted two months’ extension as a "'barber" 
by the Southwark Tribunal. The Mayor: How did he learn 
this trade—hy singeing hair? Applicant: I suppose at the 
time he registered he was a barber, and came to me after- 
wards. Не is a very good man, and had previously been in 
the trade. The Mayor: He is a general utility man. Ald. 
Bulmer : Then he will be of use in the Army. Applicant: 
I* he had not been a good man I should not have appealed 


Tor him. One month's final exemption was granted in each 
case. 


American and Japanese Shipbuilding.—AÀn American 
Commerce report says that at present the U.S., for the first time 
In over half a century, is not only building more merchant 
shipping than any other country. but the American output for the 
year 1916 will probably exceed that of all the rest of the 
world. The report also states that the shipyards of Japan are 
fully oceupied with work for two years, and have reluctantly been 


Obliged to decline foreign orders in order to supply their own 
shipowners, = ЕРУ 


REVIEWS. 


Advanced Theory of Electricity and Magnetism. Ву W. 8. 
FRANKLIN and В. MacNurT. London: Macmillan and Co., 
Ltd. Price 8s. 6d. net. 


"This work is described as a text-book for colleges and tech- 


nical schools, and it possesses several somewhat novel features. 
.The’ authors have endeavoured to limit the purely mathe- 


matical aspects of the subject and to keep physical things 
always clearly and vividly in mind; or, in the phraseolo 
the preface. ' The character of the treatment in this book 
has been determined throughout by the desire to keep the 
student's mind jammed up tight against physical things.” 
Accordingly we find that in discussing electromotive force, 
electric fields, electric oscillations and electric waves, and во 
on, mechanical analogies are freely used, arranged in parallel 
columns, so that the student who has already a knowledge of 
mechanics may find less difficulty than he otherwise would in 
bringing to his mind definite ideas of the more abstract elec- 
trical conceptions. For instance, in dealing with the electro- 
motive force required to make a current increase we find, set 
down in columns side by side. the following :— | 

' Imagine a boat moving without frictional opposition; then 
the propelling force would be used wholly to cause the velocity 
io increase (to produce acceleration) and we would have: 

E-Ldijldt, . 

where Е is thé propelling force, L is the mass of the boat, and 
di|dt the rate of increase of the velocity. Ifd1/dtis negative it 
signifies decreasing velocity." | 

“Imagine à circuit having no resistance; then an electro- 
molive force acting on the circuit would be used wholly to 
cause the current to increase, and, we would have: 


E = L d i]dt, 


where E is the electromotive force acting on the circuit (of 
zero resistance), L is the inductance of the circuit, and difdt is 
the rate of increase of the current. If d1/dtisnegative it signifies 
decreasing current.” | 
This sort of thing is largely used, and we must confess to 
a sneaking regard for it. For many students find little diffi- 


culty in obtaining accurate ideas of mass. acceleration, etc., 


who have much trouble in forming mental pictures of in- 
ductance, rate of current increase, and so on. The former 
lend themselves naturally to better mental conception than 
the latter. ; | 

Another example may perhaps be mentioned as indicative 
of the method. The starting of a boat is compared to the 
growth of current in a circuit. In parallel columns we have: 

* At a certain instant a constant force Е begins to act on 


a. boat, and it is reauired to find an algebraic expression for 


the increasing velocity ? of the boat, on the assumption that 
the frictional drag of the water is exactly proportional to i, 
or equal to Ri. 


` “At a certain instant a constant electromotive force E 


- begins to act on a circuit, and it is required to find an alge- 


braic expression for the growing current i. . 

“Tf we subtract the force which is required {о overcome 
the backward drag of the water (namely, R i) from’ the total 
propelling force E, we get the portion of the propelling force 
which is used to cause the velocity of the boat to increase. 
Therefore we have : 


E = Ri = Ldijdt. 


" If we subtract the voltage which is required to overcome 
the resistance-of the circuit (namely. к i) from the total pro- 
pelling electromotive force Е, we get the portion of the 
propelling force E, which is used to cause the current to 
increase." Therefore we have: 

E —Ri = L di|df. 

A chapter which the student will find interesting is that 
on electric oscillations and elecfific waves. It opens with a 
schedule comvaring the equations of mechanics and electricity. 
the former for both translatory and rotatory motion. Tt 
then deals with the electric oscillator. the equation of a 
travelling curve, equation of motion of a stretched string, 
differential equations of electrical wave motion on a trans- 
mission line. the ribbon wave, superposition of waves, reflec- 
tion, transmission line surges which follow the switching on 
of a generator and when a circuit-breaker opens, Impure and 
pure waves, immediate effects of wire resistance and poor 
insulation on a wave on a transmission line, wave distortion, 


electrical oscillation of a transmission line, moving wave trains, · 


clock diagram of moving wave trains, and forced oscillations 
of a transmission line. Towards the end of the chapter there 
are a dozen pages of interesting matter on mechanical con- 
ceptions of magnetic and electric fields, in which Maxwell's 
model of the ether is made use of. A_ photograph is given 
showing the shape of the electromagnetic wave which shoots 
out along a telephone line when the syllable high is spoken 
into the transmitter. This is really an extraordinary visual 
demonstration of the complexity and delicacy of such a wave. 
and when it is recognised that the reproduction of the original 
sound by the distant telephone receiver depends upon the 
delivery of thia complicated wave, with all its fine detail, at 
the distant end of the line, the student has vividly brought 
to his mind the importance of such things as spreading and 
distortion. " 


Н 
| 
» 
ї 
| 


(—— =, жайы, ус. T 


208 E 


THE ELECTRICAL REVIEW. [Vol79. No. 2,022, AUGUST 25, 1916. 


The last chapter, also on the electron theory, gives very, 
clearly some of the chief experimental results, the diagrams 
especially being really illustrative апа unencumbered with 
detail. Altogether there are ten chapters and 300 pages. 

Most of the chapters have a number of questions (with 
answers) at their ends. Speaking generally, the book will be 
found most useful by.advanced students who have already 
studied mechanics and have & good knowledge of mechanical 
laboratory work. Опе of its best features is the clearness and 
appositeness of the diagrams, of which there are more than 
two hundred. >> „ИЕ Е 


The Year Book of Wireless Telegraphy and Telephony, 1916. 
^; London: The Wireless Press, Ltd. Price 3s. 6d. net. 
This truly- remarkable annual ів now in its fourth year of 

publication, and it is difficult to commend 1t sufficiently with- 
out going into extravagance of language which might .defeat 
its:own object, at any rate so far as concerns those unfortu- 
nates who have hitherto.overlooked the. existence of. this 
work. It 16 hardly necessary to вау that this is the standard 
work of reference on all matters pertaining to wireless services 
and facilities. .It 1s authoritative and surprisingly: complete con- 
sidering that this is the second ‘‘ war number.” It is remark- 
able value for money, and we trust its price will always 
remain as low, for, though it is a volume for which one might 
reasonably be asked half-a-guinea or more, it doubtless reaches 
а much wider public and does proportionately more service 
at its present price. Among the regular features of the year- 
book which are still retained and, when necessary, brought 
up-to-date, are the almanac and various calendars, the record 
of wireless development, the list of useful formule and equa- 
ticns, data and tables, the glossary and five-language dic- 
tionary of technical terms, and the reference ап technical 
sections, and. special contributions, concerning which more 
must be said. 

_In. regard .to the International. Radio-Telegraphic Conven- 

tion, the text of which is reprinted in the reference section, 


it may be remarked that Germany, who took a predominant . 


part in the debates leading to the various regulations, syste- 


matically eluded the latter in time of peace, and has treated 


them on. her usual international basis since the outbreak of 
war. А very valuable addition to the collection of laws and 
regulations peculiar to the various countries in which wire- 
less telegraphy has been developed is ап ingenious and com- 
plete index, which immensely facilitates reference to this sec- 
fion. The well-known list of land and ship stations. now 
occupies 273 pages. and is as complete as permitted by present 
circumstances. The tables specify the call signal, normal 
range, wave lengtb, and service particulars of shore and ship 
stations, and there is also an alphabetical list of call letters. 


We would again suggest that technical particulars concerning: | 


ihe equipment .of the stations be added wherever possible, 
and, personally, we should prefer the special notes now col- 


lected at the end of each table or list to be set as footnotes 


on the page concerned. ^" 
Special contributions have always been a feature of this 


publication, and this year there is a very admirable collection 


(ali new and specially contributed). including a fascinating 
article by Prof. Fleming on photo-electric phenomena. which 
18 much more readable than its title might suggest. Mr. 
Arch.: Hurd's essay on intelligence in naval warfare «deals 
well with the possibilities of the subject chosen by that well- 
kncwn expert, whilst Col. Maude's review of the Allies’ 
strategy in 1915 will be read with the keenest interest and 
appreciation from end to end, though it must. be confessed 
16 contains little of “ wireless"’ interest.. A third article of 
interest to the genera] reader is an outline of radio-telegraphic 
progress under the title of ‘‘ Long Distance Services." Among 
the more highly technical contributions must be mentioned 
Dr. Eccles's demonstration of the dictum that a knowledge of 
the wave lengths of an antenna is of greater practical and 
experimental importance than a knowledge of the electrostatic 
capacitance. This paper includes a number. of original and 
instructive abacs.. . A NAM mE 
There is a totally inadequate appreciation in this country of 
the remarkable progress which has lately been made in the field 
of radiotelephony. Нот many electrical engineers, let alone 
laymen, realise that on September 28th last wireless tele- 
Phonic communication was established across the American 
continent from Arlington to Hawaii, a distance of nearly 5,000 
miles, whilst ón October 96th communication was effected -by 
the same means between Arlington and the Eiffel Tower? 
Whatever may have been done in Europe during the past two 


. years, the published record .of wireless telephonie progress 


must. for the present be confined to the United States 
good statement of this progress is included in the ber 
Other technical matter included comprises the report of the 
В.А. Committee for Radiotelegraphic Investigations, a valu- 
able contribution by J. L. Hogan on. the measurement of 
signal intensity, and an article by P. W. Harris on the prob- 
lems of interference. The latter article is particularly instruc- 
tive, апа should be useful to student, operator and general 
reader alike. '' Wireless Waves in the World's War," by 
H. J. B. Ward, is an interesting collection of war incidents 
in which wireless telegraphy has realised and exceeded the 
expectations raised on its behalf by those who saw far ahead 
топов the difficulties of. earlier vears. | 

ету much more might be said in commendatio i 
book, but its size is such that we can only outline ie ie 


and testify to. its consistent excellence: Dr. Erskine Murray 
is to be congratulated on the arrangement and utility of the 
“ useful formule ” tabulated under 27 headings. The record 
of wireless patents, the particulars concerning wireless com- 
panies, the biographical -notes, the bibliography of wireless 
literature, and the directory of wireless societies, are of the 
reatest possible value to all interested in radiotelegraphy. 
Finally, there is the folding wireless map of the world. The 
production of the work is as excellent as ever and reflects 
great credit on the editorial staff, who are, doubtless, pining 


* 


‚ for the day when the lifting of the war-cloud will permit the 
. full tale and state of wireless progress to be told. | 


Cverhead Electric Power Transmission; Principles and Calcu- 
lations. By ALFRED STL, A.M.Inst.O.E., M.I.E.E., &c., 
&c., Assistant Professor of Electrical Engineering, Purdue 
University. London: Hill Publishing Co. Price 12s. 6d. 
net. - 


The question of. overhead electrical transmission has received 
more attention in America than in this country and, owing 


to its deceptively simple appearance it is sometimes regarded 


as a comparatively easy and rather uninteresting subject. 
. The eight chapters, 310 pages, 115 illustrations, and volu- 
minous appendix of Prof. Still's book prove by their existence 
that the building of the most economical line is not so simple 
as it may at first sight appear. pus 7 | 
Like all the publications of this firm, the book is well 
printed, well bound, and contains only a few mistakes. Оп 
page 2 we notice “It is not . . . Ње cheapest . . . articles 
that wins in the long run." On page 53 occurs the word 
'" cornona," and on page 97 “‘mutal.”’ On, pages 114 and 119 
the author seems doubtful as to whether “arrestor’’ or 
“ arrester ° is correct, and a division of opinion between 
“impedence ” and "impedance ' is noticeable on pages 23, 
68, 90, 114, 126, and 127, there being three cases of each 
spelling. On page 120 the word "'intellingenily " appears, 
and on page 122 ''breifly." On page 170 we read that '' Mr. 
Н. J. Glaubitz as evolved an equation." Resistance ig spelt 
" resistence ’’.on page 118. On page 126 а parenthesis is left 
unclosed, and there are one or two other minor errors in 
punctuation.: а і о KCN 5 
As a contribution to the literature on the subject the. book 
has much value. It ‘provides many useful tables of data, and 


` goes thoroughly into the theoretical as well as the practical 


side of the problem. The author gives reasons for his views, 
or for procedure that has been adopted in laying down. sys- 
tems, and explains the method of arriving at results. Ме. are 
nol-confronted, as is too often the case, with pages of intricate 
mathematics followed by the bland remark, '' This is a matter 
which must.be largely left to the discretion of the individual 
engineer.” Ta AMET 

The-economic side of the subject is never lost sight of, and 
the engineer is recommended not to try experiments, for in- 
stance, in voltages higher than may be justified by commer- 
cial conalderations. At the same time, he is advised not to 
follow the fad of the day, but to think for himself. 

The use'of the unit “circular mils per ampere ” does not 
appear to be attended by any advantage at all commensurate 
with the labour of discovering exactly what it means, and we 
d» not see why Prof. Still is so fond of the horse-power. 
Surely we can shed this unit from purely electrical work, if 
not from steam and gas engineering. On page 56 mention is 
made of the cost of a generating station in dollars per horse- 
power, ‘followed immediately by a table showing cost of 
details per kilowatt. 2 

The demonstration of the fact that line losses are inversely 
proportional to the square of the power factor of the load, as 
given on page 19, might be simplified thus:— | 


wle 1 = сов б, 
I = wie cos 0. 
1? == u? rle сов? Ө, 


where the symbols used have their customary meanings, 
and are those employed by Prof. Still. н 
The percentage drop in conductors is more often given in 
terms of the pressure at the generating, rather than at the 
receiving, end of the line, and we prefer this practice. 
Chapter VI, 14 pages in length, is devoted to a considera- 
tion of the Thury system of transmission of energy by con- 
tinuous currents, said by the author to hold its own in 
Europe. In spite of its adoption in 1911 by the Metropolitan 
Electric Supply Co.; of London, and the existence of some 15 
installations on the Continent, we do not think we should go 
80 far as to agree with him. Prof. Still gives a careful and 
impartial summing-up of the advantages and disadvantages 
of the system, and quotes (on page 146) an interesting para- 


- graph from the Electrical World, of New York :— 


“ Any engineer who wanders through one of the large 
Thury stations and then calls to mind the usual long concrete 
catacombs bristling with high-tension insulators and filled 
with dozens of oil switches, scores of disconnecting switches, 
webbed with hundreds of feet of high-tension leads and 
spatted with automatic cut-outs, will stop and think a bit 
before he complacently sniffs at high-tension direct-current 
transmission.” 

With the exception of the word ''spatted," this fairly ex- 
presses the views we had formed on the matter. 
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Many more interesting points might. be taken from. the 
book, such as the consideration of waves on the line; the" 
mechanical testing of insulators by shooting at them with 
guns; the reference, surprisingly open, to- the rigging of the 
metal market ; the cost at which line losses must be reckoned; 
the disadvantages of the two-phase three-wire system; the 
arguments for and against the use of protective devices and 
of apparatus for regulating the power factor of the system; 
skin effect and its diminution by ‘coating conductors with a 
thin layer of high-resistance metal; the use of the earth as a 
return; and the effects of: blizzards. Those interested can 
read of them for themselves. | | 

'The book should find.a place on the shelves of all those 
whose work brings them in contact with the subject. 


BUSINESS NOTES. 


\ 

American Electrical Industry. — The. total value of 
products of the electrical machinery industry in the United 
States increased practically 50 per cent. between 1909 and 
1914. А summary of the census of manufactures for that 
industry in 1914 has been issued by the United States Bureau 
of the Census. The total number of establishments decreased 
by 80 in the five-year period, from 1,151 to 1.121; but, eltmi- 
nating those which make electrical machinery as: a. subsidiary 
product, the total number engaged primarily in this industry 
increased by 21. E ZEE uc 

Of the 1,121 establishments reported for 1914, 934 were 
located in New York, 151 in Illinois, 129 in Ohio, 114 in Penn- 
sylvania, 100 in Massachusetts, 83 in New Jersey, 46 in Con- 
necticut, 46 in Indiana, 30 in California, 19 in Missouri, 18 
in Minnesota, 17 in Rhode Island, 8 in. Colorado, 7 in Mary- 
land, 6. іп New Hampshire, 5 in Iowa, 4 cach in Delaware, 
North Carolina, Tennessee, Washington, and West Virginia, 
3 m Kentucky, 2 each in District of Columbia, Louisiana, 
Nebraska, and Vermont, and 1 each in Alabama, Kansas, 
Üregon, South Carolina, Texas, and Virginia. ` 

The. comparative ‘statistics for 1914 апа 1909 are sum- 
marised in the following statement of values of products : — 


. Products. . 1909. 1914. 
Dynamos $17,231,804 $23,233,437 
Transformers 8,801,019 13,120,065 
Motors: f bu i 32,057 482 44,176,935 
Batteries, parts and supplies 10,019,470. 23,409,455 
Carbons (including furnace. light- — : 
ing, brushes, battery, &c.) . 1,934,864 3,602,741 
Are lamps ... — .. еи S 1,706,959 742,142 
Searchlights, projectors. & focus- à | 
ing lamps ae . 935,874 2,081,545 
Incandescent lamps ‘eft ... 15,714,809 17,850,385 
Sockets, receptacles, bases, &c. ... 4,521,799 5,519,609 
Electric lighting fixtures ... 2,200,668 9,983,955 
Telegraph apparatus 1,957,485 2,248,375 
Telephone apparatus 14,259,357 22,815,640 
Electric heating apparatus 1,954,119 4,034,436 
Electric measuring instruments 7,800,010 8,786,506 
Insulated wire and cables 51,694,737 69,505,573 
Uther products 66,694,153 115,416,577 
Total ... $940,037,479  $359,412,676 


U.S. Commerce Reports. 


The Dominican Republic,—In a report on the Dominican 
Republic the American Vice-Consul at Santo Domingo says :— 
pane country is undeveloped and is said to have a great 
uture. Many opportunities for American skill will offer them- 
selves in connection with the present programme of the Gov- 
ernment construction work. There are at present only a few 
Toads and practically no bridges, and the few miles of railroad 
ae often out of commission. Santo Domingo needs a new 
electric light plant, a street-car system, a new ice plant, and 
many municipal improvements. Lack of funds is the main 
cause of delay in carrying the plans into execution. | 
камын a8 some system is devised which will ensure a steady 
d enue from the many sources at present exempted from 
axes there will be sufficient money fur all improvements." 
E е el at Puerta Plata says :—“‘ The present tendency 18 
AME ue nearly everything except a few specialities in the 
vas 5 tates, as there аге no regular direct steamship con- 
i der Europe. European goods have in most cases 
eui i high trans-Atlantic freight rates in addition to the 
dels. rom New York, and are further subject to long 
id Germany, which formerly held the second place, 
М бег” о 8 деше factor on account of the war, 
the United р ve been in most cases replaced from 

he character of imports does not change greatly from 
ind eee the bulk of them consist of staple articles, 
DILE AE ware. In view of the practical: monopoly now 
Ei E: enean exporters can hardly expect to secure a 
dich us tha a proportion of the business. Increased consump- 
М к: e tuture, will be largely dependent upon the further 

Qpment of the resources of the country, which in turn 


will be influenced by the investment of capital. A greater 
number of American salesmen have visited this territory dur- 
ing the past. year than formerly. Manufacturers should 
realise that such visits are the most effective way to inaugu- 
rate business, and that the expenses of a trip to this country 
are moderate in view of its comparative nearness to the United 
States. Some small new industries were started, among 
which may be mentioned a match factory and one or two 
new ce plants. The company controlled by American capital, 
which has been furnishing electric light in Puerto Plata since 
1913, completed its transmission line to Santiago. and com: 
menced the lighting of that city in December, 1915. . The 
Hoyal Bank of Canada has established new branches in 
Santiago and Sanchez which will facilitate commercial trans- 
actions. Except these instances, however, no new enter-. 
prises by foreign capital have been inaugurated. The country 
need. шеш of ‘capital and the work of skilled men 
io direct: it.’ IX 


Catalogues Wanted for China.—H.M. Consul-General 
at Yunnan-Fu says that the representative there of a British firm 
established in Hong-Kong wants British firms’ catalogues and 
price-lists of water turbines of small power, high-specd steam- 
generating gets direct-coupled to three-phase alternators of 2.200 
volts, 50 to 500 н.р. ; steam boilers for ditto, telephone exchanges 
for 50 to 500 subscribers, and many other manufactures, of which 
particulars appear in the Board of Trade Journal for August. 170. 
Communications and catalogues should bo sent to the Consulate- 
General, at Yunnan-Fu. , | 


Russian Customs Exemptions for Gold - Producing 
Machinery.—In the list of machinery. &с., connected with the 
gold-producing industry, particularly as regards dredges and exca- 
vators, which, according to decree of the Russian Minister ot 
Finance and the Minister of Trade and Industry, under date June 
15th-28th last. are now to be admitted free of duty into Russia, the 
following are the items that interest the electrical industry: -~ 
Dynamo machines, electromotors with cables, and wires and chs- 
tributing equipment, safety and measuring apparatus, transformers, 
likewise complete equipment for electric stations situated on the 
banks of rivers, marshes, &e., or on barges for producing current to 
drive motors on dredges ; all steam engines, boilers, motors in the 
electric station, electric generators, wire, and everything that is 
necessary to install such a station ; all electrical parts of dredges. 
Generally speaking, the same statement applies to excavators, 
the lists including electric locomotives, also all manner of boring 
apparatus, including such, if electrically driven, and all electrical 
apparatus connected therewith. ` : 

This list is specified in more detail in the Government (razetfe, 
and it may be stated in explanation that the object of this modi- 
fication of the Customs list of the country is to enable the gold 
producere to obtain foreign-made dredges, and accompanying equip- 
ment. cheaper than is possible with the high protective duty that 
has been set up in order to bolster up the home dredye building 
and excavator construction industries; so that more gold may be 
produced, and the country’s urgent requirement in regard to the 
metal may be better served than appeared cconomically possible 
when dredges and excavators had to pay enormous duties to he 
allowed into the country. The exemption applies whether the 
goods specified are imported with the dredges or excavators, or 
separately consigned. 


Trade Conditions in China.— The. Acting British Viec- 
Consul at Tientsin (Mr. D. B. Walker) writes that as the 1915 
harvests were good, and the last export season was very successful, 
money should not be scarce in the Consular district during 1916. 
The chief difficulty ав regards the British share in imports into 
Tientsin will be the high prices ruling in the United Kingdom fer 
all lines of manufactured woods, and the restricted output. Under 
present conditions it seems futile to bewail the comparatively small 
share which the United Kingdom takes in the import trade of 
Tientsin. The fact remains, however. that now is the time for 
British firms to endeavour to replace, as the Japanese have already 
taken steps to do, articles previously supplied by the factories of 
Central Europe. Unless the opportunity is grasped. and the posi- 
tion consolidated before a year after peace is declared, it will be lost 
altogether. On the conclusion of hostilities Germany will turn 
again to trade with redoubled activity ; her traders are not likely 
to be welcomed or encouraged to stay in the countries and posses- 
sions of the Allies; what better market than that of China will be 
open for Germany to operate in? Driven from Tsingtaun. and 
reluctant to return thither under new conditions, what port more 
suitable than Tientsin for the centre of their operations in the 
northern trade? United Kingdom manufacturera know whether 
the effort is possible. and they must decide immediately. Both the 
United States and Japan are ready to grasp the opportunity. Опе 
bright feature of existing conditions is that, owing to the enforced 
inaction of German importers, Chinese dealers are taking more 
kindly to the "cash on delivery " system, and some of them are 
now beginning to realise that this alone ean prevent overtradiny, 
which has always been the bane of the Tientsin market. Japan is 
reaping advantage from the disabilities under which the bellizerents 
in Europe are labouring. Quick to итазр the opportunity, Japanese 
traders have taken steps to replace on the Tientsin market articles 
previously supplied by the Central European Powers, such as 
enamelled ware, tin and crockery ware, hardware. window class, 
ribbons, needles ; in fact. all classes of goods commonly known as 
i muck and truck." Efforts have been made by local British firms 
to make home manufacturers realise the present opportunity of 
capturing this trade, but little has as yet been done. 
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Trade Announcements.—Mr. WILLIAM HARPER, elec- 
trician and ironmonger, of 6, Kirkgate and Wharf Street, Shipley 
(Yorkshire), who has been called up for service is having the whole 
‘of his stock and fittings sold by auction and is giving up the 
. business. 

Mr. MICKELWRIGHT, of Mickelwright, Ltd., of  Alperton, 
Wembley, has joined the R.N.A.S. The business of the firm will 
be continued as usual. 


F 


Book Notices.—THE SECRETARIES’ ASSOCIATION, LTD., 
Bassishaw House, Basinghall Street, E.C., has issued (1s. net) a 
pamphlet containing a verbatim report of lectures delivered 
during the 1915-16 session. One of these lectures is on “The 
War: its Effect on Commerce and Finance," and others deal with 
'* Foreign Exchanges: the Part they Play in International Trade," 
“Curious Cases in Company Law," and “The Secretary and his 
Directors." 

“ Text Book of Applied Mechanics and Mechanical Engineering.” 
By A. Jamieson. London: C. Griffin & Co., Ltd. Price 6s. net. 

“ Proceedings of the Physical Society of London." Vol. XXVIII, 
Part 5. August 15th, 1916. London: Electrician Printing and 
Publishing Co.,Ltd. Price 4s. net. : 

“ Welfare Work : Employers’ Experiments for Improving Work- 
ing Conditions in Factories.” By E. Dorothea Proud, B.A. 
London : G. Bell.& Sons, Ltd. 7s. 6d. net. 


Dissolutions and Liquidations.—H icH-TENSION INSU- 
-LATORS, LTD.— This company is winding up voluntarily with Mr. 
G. T. Broadbridge as liquidator. A meeting of creditors is called 
for August 28th, at 32, Sackville Street, W. 
` FLEXIBLE WHEELS, LTD.—This company is winding up volun- 
larily. with Mr. Р. T. Hills, 65, Temple Chambers, London, as 
liquidator. Creditors' meeting, August 28th: 

Арми, ELECTRIC Co., Ltp.—A first dividend of 10s. in the £ is 
. payable August 30th, at 6, Clement's Lane. Е.С. 

BARKERS, builders and electricians, Dean Street, Oxford Street, 
W., and Artillery Lane, E.C.—Messrs. E. M. Harvey & W. J. 
Barker have dissolved partnership. Mr. Barker attends to debts, 
and continues the business. 


Catalogues and Lists.—Messrs. Donovan & Co., 47, 
Cornwall Street, Birmingham.—A number of illustrated leaflets 
showing their insulated switch-holders, “ Safuses," motor-starting 
gear, &c. Р 

“ When found, made а Note of," has been the case—or should 
have been— with all our gold coins since 1914, and we must there- 
fore have a receptacle for “ Notes," to mind them in safety until 

we exchange them for war-saving certificates—or something else. 
Messrs. D. HARPER & Co. LTD. of Holloway Road, N., have 
studied the convenience of the public by introducing a reversible 
Treasury Note case, which is suggested asa very suitable advertising 
medium for the trade. One of these—a two-fold real leather one — 
is before us. Its special feature ів that it is a patent one, and the 
10s. ahd 20s. notes can be kept separate. 


Belling Prices.—Messrs. BELLING & Co. announce that 
owing to increased cost of material and labour they have had to 
increase the advance on prices in their 1915-16 Fire catalogue (which 
still holds good for the coming season) from 10 per cent. to 20 per 
cent., as from September Ist, 1916. . In view of the difficulties of 
obtaining supplies of material in the iron industry, they ask the 
trade to advise them as early as possible of their requirements for 
Belling electric fires. 


- Bankruptcy Proceedings.— TarTTERSALL, J. W. & T. W., 
electrical engineers, Willesden Lane, Lohdon.—Trustee released 
August 14th. | 

BouLT, JOHN, electrician, Liverpool and Chester.— First and 
final dividend, 5s. in the £, payable September llth. at 2 Bixteth 
Street, Liverpool. 20 i 

Bourr, J. & J. H., electricians, trading as John Boult.—First and 


final dividend, 8з. in the £, payable September llth, at 2, Bixteth 
Street, Liverpool. 


Li 


New Russian Electrical Factory. —T uz ELECTRICAL EQUIP- 


MENT Со. has begun the construction of a large electrical factory in 


Moscow, where telegraph and telephone apparatus will be special- 
ised in, and orders therefor are already in hand to the Salus oF 


3,500,000 roubles. The concern is subsidised by th 
with 1,500,000 roubles. y the Government 


Copper Prices.—The week's changes.—Mesars. Е. Smith 
and Co. report :—Wednesday, August 28rd : Electrolytic bars rose 
from £125 to £127 ; ditto sheets, from £143 to £145 ; ditto rods 
from £132 to £134; ditto H.C. wire, from 1s. 31d. to 18, 41d. 
Messrs. James & Shakespeare report :— Wednesday, August 23га: 
Copper bars, sheet, and rod (best selected) rose from £146 to £148. 


LIGHTING AND POWER NOTES. | 


Aberdeen.—The output of the Corporation electricity 


works for the financial year ended Jul ‚ 1915, w 

curtailment of lighting, public lighting being Wise cae бы. 
and private lighting practically 10 per cent. down compared with 
the previous year. Due. however, to the increase of power, 22 
per cent., and heating and cooking, 39 per cent., the total output 


4 


efor the year was 8 per.cent. up. The year just finished, to 


July, 1916, shows a greater decrease for lighting purposes, but 
a marked increase for power, and the total output of the under- 
taking will show an increase of about 20 per cent. Over 2,000 H.P. 
of new motors has been coupled to the mains. | 


Aldershot.—ExcEss Prorits.—The Inland Revenue 
Commissioners have made a demand upon the U.D.C. for £73 excess 
profits duty on the electric undertaking. Inquiries are to be made, 
and an appeal is to follow if necessary. A recommendation not to 
entertain applications for the electric light to be connected to The 
Foleys, the hospital, and the premises of Mr. Charkham, of Arthur 
Street, has been referred back to the Lighting Committee for 
reconsideration. 


Alloa.—PrANT Extension.—The Electricity Committee 
is installing a 700-B.H.P. National gas engine coupled to a generator ` 
by the British Electric Plant Co., consent having been obtained 
recently to the borrowing of £10,000 for plant extensions. The 
output of the station during the last financial year increased by 
about 45 per cent. >` 


` Amesbury.— Negotiations are proceeding with a view toa 
private company distributing electricity in the district. The 
County Council is to be approached in regard to the use of over- 
head wires on main roads. ) 


Argentina.—At a meeting of the. Rosario Municipal 
Council, the action of the Intendent in ordering the substitution of 
electric lighting for the gas lighting, in view of the Gas Co.'s 
suspension of the service, was approved. Also an expendi- 
ture of $25,000 mfn. on the necessary electrical material in 
Buenos Aires, was authorised. The Gas Co. was obliged to suspend 
its service owing ‘to being unable to purchase coal, due to the 
Rosario Municipality not having paid the gas bill of about 
$350,000 mjn. ` ; 


Australia.— With regard to the proposal by the Strath- 
field municipality for the supply of electricity for street lighting 
by the Sydney City Council from March 1st, 1917, the City Council 
has suggested the advisability of the postponement for a further 12 
months, when the cost of materials may be more nearly normal. 

On the recommendation of Mr. B. E. Rushton, chief mechanical 
engineer to the South Australian Government, the Government 
workshops at Islington are to be reorganised, electric power is to 
be installed, and £4,000 is to be spent in providing additional 
furnaces and boilers for steel making. 

Owing to the Granville (N.S.W.) municipality deciding not to 
give any undertaking to refuse permission for the erection of 
electricity mains by another company along a toute on which the 
Sydney City Council has provided electricity supply mains, the 
City Council is recommended not to proceed further with the pro- 
posal to extend its mains in the neighbourhood to supply power to 
various firms. 


Bedford.—The B. of T. has consented to the T.C. 


| supplying electricity to the new works of Messrs. W. Н. Allen. Son 


and Co., Ltd, at Biddenham, which is outside the ‘area of the 
borough. ; 


Bingley.—The U.D.C. is recommended to reduce the 
minimum charge for electricity supplied to private consumers to 
10s. per half year, inclusive of the meter rent, after the termina- 
tion of the first two years of the supply. 


Bo'ness.—WoMEN Navvres.—According to the Daily 
Chronicle, women navvies are being employed in the laying of 
cables in connection with the electricity undertaking. 


Canada.— The -Shawinigan Water and Power Co. is 
making extensions to its power house, in order to give a supply of 
2.000 H.P. to the Sherbrooke Railway and Power Co. The power 
will be tranamitted over the Shawinigan transmission line between 
Victoriaville and Windsor Mills, and from the latter point a new 
transmission line is being built to Sherbrooke. 

The Great Lakes Power Co. isextending its power house, and has 
on order with the Canadian Westinghouse Co. for that purpose 20 
650-K.v.A., 25-cycle vertical generators, four 650-K.v.A., 60-cycle 
vertical generators, and one 660-H.P. motor-generator exciter set. 

Owing to the increased demand for power, the city of Sherbrooke 
has decided to improve the city plant ; the present rock-filled crib 
dam on the Magog river will be replaced by a concrete structure 
225 ft. long and 49 ft. high. Three central-discharge turbines 
of 1,400 H.P. each will replace the present turbines, together with 
three new generators, each of 1,000 K.v.A., rating with the neces- 
sary additions to the switchboard equipment.— Canadian Electrical 
News. 


Continental. Russ1a.— With a view to ascertaining the 
amount of electric power available for new industries, and to supply 
those displaced by the invading armies, the Electrotechnical Section 
of the Russian War Industries Central Committee has carried out 
a census of all the installations existing throughout Russia. Of 
the two inquiries made, 90 per cent. of the former, and 60 per cent. 
of the second, returned replies. They have come from 108 towns, 
93 of which are situated in European Russia, 12 in Siberia, 5 in the 
Caucasus, and 5 in Central Asia, or a total of 115 electric stations. 
The 93 stations in European Russia have a total of 79,553 KW., of 
which 39,132 is continuous-current, 34,043 three-phase, and 6,378 
single-phase plant. The 12 Siberian stations have a total power of 
9,505 KW., 2,320 being continuous, 3,750 three-phase, and 3,435 
single-phase plant. The five stations in. the Caucasus have a tota] 
power of 3,026 KW., 676 being continuous and 2,350 three-phase 
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plant. The five stations in Central Asia have a total power of 
679 Kw.,all of which is continuous-current plant. Of the plant 
specified some 30,000 H.P. is available for new undertakings 
requiring an uninterrupted supply, and 60,000 н.р. for those able to 
use an interrupted supply.— Z' Industrie Electrique. 

NoRWAY.—The Union Carbide Co., finding its works at Niagara 
inadequate, and after seeking in vain in North America for 
an additional site, has decided to establish a branch in Norway. 
It has set aside $2,000,000 for the purpose, and the works are now 
in course of construction at Sande. The increasing number of 
electrochemical and other concerns established at Niagara, the 
constant call for more room for extensions, the limitation of the 
power available, and the proximate increase in the price of electric 
current, are the motives for this departure. The migration of other 
American industries, under the pressure of similar requirements 
and considerations of a like nature, is said to be a matter of 
certainty in the near future. 


. Dundee.—PRoPosED Loan.—The Corporation Elec- 

tricity Committee has had under consideration the question of 
acquiring borrowing powers for £27.000. According. to the 
treasurer the amount authorised to be borrowed is £487,000, 
and the capital expenditure to May 15th of this year was £469,175, 
leaving a balance of £17,825. In reference to the sum of £17,825 
the T.C. is already committed to the expenditure of that amount, 
‘contracts having been ‘placed for machinery, cables, &c. Mr. 
Richardson. the general manager, estimated that additional bor- 
«owing powers would be required to cover the cost of works to the 
amount of £27,000. With reference to the application which had 
been received from the Caledon Shipbuilding Co., and taking into 
account the power which would be required in the immediate 
vicinity for King George Wharf and other large consumers, it was 
suggested that the best method would be to build a new sub-station 
on the spot. and so reduce the length of heavy cables to the 
. minimum. The motion for applying for borrowing powers was 
adopted. 


‘Harrogate.— At the last meeting of the T.C. it was stated 
that the day-time use of electricity for domestic and power purposes 
now exceeded the load for lighting. | 


Japan.—At the annual meeting of the Tokio Electric 
Light Co. it was stated that the increased receipts were due princi- 
pally to the sum received for the temporary supply of power to the 
municipal electricity station when it was short of energy, owing to 
the breakdown of the Kinugawa Power Co.'s plant, Receipts from 
the sale of power amounted to 200,000 yen. There was an increase 
in the general demand for electric light in the city during the year, 
and 65,000 additional lamps had been installed.— (7.5. Commerce 
Reports. | | 


London.—HaAMwMERSMiITH.— The Electricity Committee 
has received an application from the Chiswick Electric Supply 
Corporation for a supply of electrical energy for a factory in its 

The borough electrical engineer reports that the estimated cost 
for cables and transformers, &c., will be £3,500, and he estimates 
the minimum annual revenue at £3,500. 

The Committee recommends the Council to: give the supply of 
electricity asked for, the minimum guaran payment to be 
£2,000 per annum, the corporation or the proposed consumers to 
advance to the B.C. the capital sum (£3,500) for laying on the 
supply, the B.C. to pay 5 per cent. interest upon the sum advanced 
each year the actual consumption of electricity exceeds £2,000 in 


value. The cables and apparatus to remain the property of the . 


Council, and to be taken over at £2,000. 


Market Drayton.—STREET LienrING.— The U.D.C. has 
agreed to the offer of the E.L. and Power Co. to accept £50 in 
settlement of its account of £100 under the contract for public 
lighting for the six months ending June 30th. 


Newport (Mon.).—Proposrp Loan.—The Council is 
to apply to the L.G.B. for sanction to borrow any necessary sums 
for cables, &c., to give a bulk supply to a new consumer. · 


Perth.—Yrar’s Workinc.—During the last financial 
year the electricity department, made a net profit of £284, of which 
£200 has been placed to reserve. and £84 carried forward. The 
total revenue was £11,097, and expenditure amounted to £7,423, 
leaving a gross profit of £3,674. The reserve fund now stands at 
£4,481, or 75 per cent. of the total amount allowed. 

The City Council has decided to increase the electricity. charges 
for lighting by 123 per cent. and for power by 5 per cent.; an 


amendment not to increase the price of energy supplied for traction . 


was lost by a large majority. 


Portuguese India.— The municipality of Goa has been 
authorised to install an electric lighting system in the town of 
Nova Goa. A contract for the work has been awarded toa Bombay 
firm.— B. of T. Journal. 


_ Rawtenstall.—Loax Sanction.—The L.G.B. has sanc- 
tioned the borrowing by the T.C. of £1,447 for mains in connection 
with the supply of electricity in bulk to Haslingden, £584 for 
transformer, and £185 for other plant. 


Reigate—Speaking at a meeting of the T.C., recently, 
th or Priest mentioned the adverse conditions under which 
li het ectricity undertaking had been working, due to decreased 

Ki ing output. Heating units increased by 74 per cent., 
yielding a revenue of £101, and power output also increased by 


ты 1 


47 per cent. The gross profit of £3,891 was £234 less than in the 
previous year, and it was decided that the net surplus of 233 be 
carried to reserve and renewals. 


Rochdale.—PRoPosED LoaNs.—At a. meeting of the 


с Electricity Committee, on August l6th, the borough electrical 
| engineer recommended that the T.C. should apply for further 


borrowing powers for £50,000 for improvements and extensions at 
the electricity works. A scheme for spending £60.000 on the works 
was rejected in May by the T.C., but application for borrowing powers 
for £10,000 was made for the most urgent portion of the work—the 
provision of an additional chimney, induced draught plant, and 
additional economisers—and sanction for this has been received. 
The recommendation made last week that powers be sought for the 
further £50,000 was made owing to the irregularities in the supply 
of energy this month, which have caused great inconvenience to 
local firms dependent upon the Corporation for power. The Com- 
mittee referred the recommendation to the Works Sub-Committee 


` for consideration and report. In regard to the irregularities, а 


number of works were affected last week, and in the case of the 
cotton mills of Tyre Yarns, Ltd., and Fabric Weavers, Ltd., who 
are the largest consumers, it is stated that 75 per cent. of the 
machinery was idle owing to the difficulties referred to, and about 
500 workpeople employed by the firms were thrown on tothe funds 
of their Trade Unions. The Rushbearing Holidays are taking 
place this week (August 19th-26th), and the majority of local works 
and factories are shut down. It is hoped that necessary repairs 
will have been completed.by the time the mills and workshops 
re-open on the 28th inst. 

The Electricity Committee has accepted tenders for 34,000 tons of 
coal at advanced prices. The dispute between the Committee and 
Tyre Yarns, Ltd., respecting thé interpretation of clauses in the 
agreement for the supply of current to the firm's mills, has not yet 
been settled. 


Salford.—The House Committee of the B. of G. proposes 


to install a mechanical dough-mixer, to be driven by electricity. 


U.S.A.—AÀ recent issue of the Journal of Electricity, 
Power and Gas mentions that the Hammond “ Delta Home," in the 
San Joaquin Valley, Cal, is provided with electric heaters in 


every room, and instantaneous water heaters in. the bathrooms. 


Electric cooking apparatus and an electric boiler are in use, also an , 
automatic electric pumping set for the garden. It is stated that 
175 electric ranges are being used in the San Joaquin Valley, and 
the number will be increased to 400 by the end of the season. 


TRAMWAY and RAILWAY NOTES. . 


Blackpool.—Last week the lifeguards on the cars pre- 
vented two accidents to children, who, in both cases, were picked up 
and escaped injury. : 


Caucasus. — The Novoie Vremya says the question of 
constructing the trans-Causcasian electrical railway is approaching 
solution. | 


Continental, —SPArN.— The new electric tramway in the 
town of Palma de Mallorca, which has been constructed by the 
Sociedad General de Tranvia Electricos Interurbanos, has now been 
completed and opened for traffic. The electrical equipment was 
supplied by the Sociedad A.E.G. Thomson-Houston Iberica. 


London.—P.0. Tuse RaiLwav. — A. recent Parlia- 


‘mentary communication by Mr. Asquith stated that the tunnel for 


the above line was nearly completed. It runs from Paddington, 
riá Mount Pleasant, the G.P.O. in Newgate Street, and Liverpool 
Street to Whitechapel, some 64 miles, at a depth of 28 ft. to 37 ft. 
below the surface. Normally, it is a 9-ft. diameter tunnel with 
two 2.ft. gauge tracks, and double tunnels at stations with space 
for lifts, shoots and control cabins, the trains being operated by 
distant control and capable of attaining up to 35 miles an hour. 


с The electrical system is that of the British and Colonial Pneu- 


matic Tube and Transport Co. 


New Zealand.—The Christchurch tramway plant was 
put through a final test last month, operating from the Lake 
Coleridge high-tension supply, the result being satisfactory in every 
respect.—.V.Z. Shipping and Commerce. 

\ 


Northampton.—YEAR's WorKING.—The accounts of the 
Corporation tramway undertaking for the year ended March 31st 
last, show a total revenue of £24,130, and a gross surplus, including 
bank interest, &c., of £14,452 (as against £10,111 in the previous 
year) Interest and sinking fund payments absorbed £10,200. and 
the net profit was £4,252, as compared with £1,581 in the previous 
year. Of the surplus £1,500 was transferred to the rates, and 
£2,600 to reserve. The track mileage amounts to 64 ; 770,000 car- 
miles were run and 9,936,774 passengers carried, as compared with 


` 8,423,884 in 1914-15, when a section of horse tramway was still in 


use. 


Rochdale.—WacEs.—The Tramways Committee has 
referred to the Works Sub-Committee an application of local tram- 
way employés for an advance of wages, 
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TELEGRAPH and TELEPHONE NOTES. 


-Arabian Telegraphs.—Accordiug to the Times, a Cairo 
telegram states that in addition to Jeddah and Mecca, telegraphic | 
communication has now been established with Taif, via Wadi Halfa 


and Suakin. Tn | nm - Е А 

: Brazil Telephones;—There are at present in the federal 
district and immediate vicinity 12,000 telephones in service in Rio 
de Janeiro, 1.200 in Nictheroy (across the bay), 750 in Petropolis 
(the summer resort of Rio de Janeiro), 100 at Barra do Pirahy, 23 
at Barra Mansa, and 19 at Rezende. It is estimated that in this 
séetion of Brazil there is one telephone for each 100 inhabitants. 
Much of the wiring of the system is underground. In the State of 
Sao-Paulo and the southern part. of the State of Minas Geraes, the 
telephone systems are operated by the Companhia Telephonica do 
Estado de Sao Paulo, with headquarters at Sao Paulo, Santos, and 
Campos, and the Companhia Rode Telephonica Bragantina. The 
first-named company has about. 8,000 subscribers in the three cities 
just mentioned, and a number of rural lines.. There are al&e:con- 
nections with the lines of the second-named company, which has 
its headquarters at. бао Paulo city. · Тһе Companhia Bragantina 
connects by its lines 171. cities and towns in the States of Minds 
Geraes and Sao Paulo, serving 4,500. subscribers. Besides. these 
two companies there are numerous smaller local companies in many 
cities.and towns of those. two States, still further completing the 
facilities for conneotions. Conversations mayibe carried on between 
Sao Paulo and Riberao Preto, 211 miles, or between Riberao Preto and 
Santak, 206 miles, or with Guaratingueta, a distance of 812 miles. 
Connection may be obtained from Sao Paulo to Guaratingueta and 
from. Rio de Janeiro to Barra de Pirahy; and the. intervening 


unconnected distanoe.to ‘complete the telephone communication ` 


between the cities of Rio de Janeiro and Sao Paulois but 103 miles.— 
Telephony. 


rates for telegrams sent to the places named below are now :— 

; Albania, 44d. per word; Newfoundland, by cable l&,'and ria 
Marconi, 84, ; Labrador, by cable 1s. 2d., and vid Marconi, 10d. .. 

. Jamaica.—A severe hurricane passed over the island on 
August 15th, causing great damage in cultivated areas and com- 
pletely dislocating telegraphic communication. 

Multiplex Wireless.—Mr. Burr V. Deitz has been granted 
a United States patent. опа method of transmitting two or more 
messages, or signale, from one wireless aerial, and this with 
relatively high efficiency and without interference between the 
messages or signals: .. С -  . - 

Mr. Deitz. has found that while the discharges of a radio-trans- 
mitter occur as frequently as five hundred times a second, each 
single discharge occupies so small a part of a second that the dis- 
charges in the aggregate consume опу a small fraction of the time 
elapsing during transmission. In the invention he utilises a part 
of the time heretofore unused and existing in the intervals between 
discharges to transmit additional distinguishable messages or 
' signals by applying additional transmitters whch are used with a 
single or common aerial system.. The results obtained are similar 
to those of the multiplex system of wire telegraphy, in which 
several operators can use one line at the same time. 

Mr. Deitz states that the apparatus is comparatively simple, and 
possesses the great advantage of being reliable and durable, 
requiring no sensitive or delicate ‘adjustments. and little. or no 
attention.— Telegraph and Telephone Age. - | 


` Telegraph Construction Bill.—This Bill passed its third 
reading-in the House of Lords, on Monday ; the House of Commons 
also agreed to the Lords’ amendments to the Bill (mentioned in our 
last issue), and on Wednesday it received Royal Assent. 


United States.—According to Telephony, the House of 
Representatives has passed a resolution providing for the formation 


of a joint. Sub-Committee to investigate the subject of Government 
ownership of all public utilities, such as telegraph, telephone and 


other companies engaged in inter-State and foreign commerce ; and . 


to report as to the efficiency of Government regulation and control 
as compared with Government ownership and operation. The 


joint Sub-Committee is instructed to report to Congress on or before - 


January, 1917. . 


. Venezuela Telephones.—American Commerce Reports 
mentions that the local company, Teléfonos de Maracaibo, which 


has 300 PANAS onits system, is proposing to extend its exchange 
equipment to cope with new business. It is interesting to note 


that à ground return system is in use, and that calling is by name, 
not by number, no directory being issued. The Board of Trade 
Journal mentions that Senores Sardi Hermanos has received permis- 
sion'to construct two telephone lines in Teronday district. 


E Wireless in the West Indies.—A. wireless installation is 
in operation at- Nevassa Island Light Station, and will be con- 
trolled by the U.S. Lighthouse Service. D TES S Е 


‚ Wireless in Police Department.— Besides a station at 
Police Headquarters in New York, U.S.A., the department is 
planning to establish 15 other wireless stations ih the inspectión 
districts of the five boroughs and on the police. steamer Patrol. 
A school of wireless telegrapliy for policemen is now bejne main- 
tained by the department, and has a class of 27 men, who were 
télegraphers before joining the department. Eight already have 


passed the Government test for wi torg.— Telenn 
Telephine Age. : ‘or wireless operators.— Telegr aph and 


CONTRACTS OPEN and CLOSED. - 


Cable. Rates.— The ‘London Gazette. annotinces. that the 


, 


bj 
‘ 


OPEN. - x 


Aberdare.—September 6th. Powel]-Duffryn. Steam Coal 
Co. Electrical родів. , Forms from Stores, Manager, Aberaman 
Offices, near Aberdare. ME | па 


Australia. —SYDNEY.— September 20th. N.S.W. Govern- 
ment Railways. ‘One 50-ton electrically-operated ^ overhead 
travelling crane for Zara Street power house, Newcastle. October 
llth. Onè motor-driven air compressor for Zara Street. power 
house. Electrical Engineer, 61, Hunter Street. , m A3 

' P.M.G.’s Department.—Telephone material (Schedule 428). See 
* Official Notices ' August 18th. i | | | 

ADELAIDE.—September 27th. Deputy P.M.G. Telephones. tele- 
phone material, instruments and parts. Schedule Nos. 429 to 437.* 

PERTH.— October 4th. Deputy P.M.G.. Telegraph and telephone’ 
measuring instruments and parts. Schedule -501 W.A.* =... -- 

. MELBOURNE.—November Ist. Victorian Railways. 50,000 flame 
arc carbons.. Chief Storekeeper, Railway Offices, Spencer Street. 

Oetober 18th. "Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling. Cont. No. 30,313." 


Dublin.—Auguüst 29th. Electricity Committee. S.P. and 
three-phase metérs for & year. See "Official Notices " August 18th 


‹ Manchester. — August , 25th. Electricity Committee. 
High. and low-pressure steam ‘and feed pipes at Stuart Street 
station. Specifications (21s., returnable) from. Mr. F: E. Hughes, 
Secretary, Electricity -Department, Town. Hall. i 

August 28th. Electricity Committee. Motor-car of from 12 to 
26 H.P. |... - | n EM i 

September 12th. Tramways Committee. (a) Permanent-way 
special trackwork, and (b) permanent-way point ‘tongues: and 
crossings... Specifications, &e. (£1 18. returnable). Mr. J. M. 
McElroy, General Manager. У 


New Zealand. — INVERCARGILL. — September 28th. 
Borough Council. Steam turbo-alternator, condensing plant, and 
switchgear. Specifications from the Tramway Office. Contract 
No. 40.* | | | Í | 


Portsmouth. — August 29th. Tramways Committee. 
‘Tramway stores, insulating materials, lamps, &c., for six months. 
See '* Official: Notices” August 18th. .. ME 


Rochdale.—No date. Electricity Committee. 500 K.v.4. 
static transformer. Мг. С. C. Atchison; Borough Electrical Engineer. 


South - Africa. —JOHANNESBURG.— September 4th. Muni- 
‘cipal Council. 10,000 drawn-wire metallic-filamént traction lamps-; 
JO miles of 19/14 “ Underwriters’ wire" (lightly insulated wire for 
outdoor use). Contract No. 151.* -` 

September 21st. Municipal Council., Tramcar spares. Contract 
No. 153.7 |. etn ee, ee л, т 

Spain.—The municipal authorities. of Jijona (Province 

of Alicante) have just invited tenders for the concession for the 
electric lighting of the town. | к, 
.  MaADRID.—October 7th and 11th. Direccion General de Obras 
Publicas, Ministerio de Fomento, Madrid. Electric tramway con- 
cessions in Barcelona and Madrid. Some particulars will be found 
in last week's Board of Trade Journal. 
September llth. Telephone system connecting the towns of 
Lerida, Balaguer, Tremp, and Sort (£5,000). Tenders to Departa- 
ment» de Fomento de la Mancomunidad de Cataluia, Barcelona.— 
Board of Trade Journal. NC ИЧИ M 
Specifications for the items marked " can be seen,at the Board 
of Trade Commercial Intelligence Branch in London. 


1 


CLOSED. 


London.—5ST. MARYLEBONE.—The Electricity Committee 
recommends the acceptance of. the tender of. Messrs. Babcock and 


Wilcox,-Ltd. at £144, for repairs to the coal elevator at the 
generating station. 


Government Contracts—List of new contracts during 
July, 1916 :— - Ак 


Іхргл OFFICE STORE DEPARTMENT, 


. Carbon cups.—Peel-Conner Telephone Works. | 


CelHs,—General Hlettric Go., Ltd: Ps TX 
Extension of switchboard.—Automatic Telephone Míg. Co., Ltd. 


А " ; . Post OrrickE. | 

Telegraphic apparatus.—Automatic Telephone Mfg. Co., Ltd. ; 

Teléphonie apparatus.—British L. M. Ericsson Mfg. Co., Ltd. ; Western 
Electric Co., Ltd. А . 

Telegraph cable.—Craigpark Electric Cable Co., Ltd.; W. T. Henley's 
Telegraph Works Co., Ltd.; I.R., G.P. & Telegraph Works Co., Ltd. ; 
Telegraph Construction & Maintenance Co., Ltd. | Я 

Telephone cable.—B.I. & Helsby Cables, Ltd.; Fuller’s Wire & Cable Co., 
Ltd.; London Electric Wire Co. & Smiths, Ltd. ; Siemens Bros. & Co., 
Ltd.; Union Cable Co., Ltd.; Western Electric Co., Ltd. 

Porous cells. —I.R., G.P. & Telegraph Works Co., Ltd. 

Telephone cords.— London Electric Wire Co. & Smiths, Ltd. ; Peel-Conner 
Telephone Works, Ltd. ; Phoenix Telephone & Electric Works, Ltd. 
Galvanometers.—Edison Swan Electric Co., Ltd. ; W. G. Pye & Co.; 

Record Electrical Co., Ltd. 
Tackle for cable-ship.—Telegraph Construction & Maintenance Co., Ltd. 
Telephones.— Western Electric Co., Ltd. | 
Galvanised-iron wire.—Dorman, Long & Co., Ltd.; F. 8mith & Co. 
Tenn eee equipment extension, Leeds.—Siemens Bros. and 
о., E d [] ` 
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. - * WAR OFFICE, 
тау apparatus.—A. E. Dean.  . 
Шыде hable Divefpaol Electric Cable Co., Ltd.; Siemens Bros. and 
Co., Ltd. 
Lightning dischargers and parts.—British L. M. Eriesgon Mfg. Co.; 
Siemens Bros. & Co., Ltd. | 
Electric light and power sundries.—General Electric Co., Ltd. E 
Electric lighting sets.—Aster Engineering Co., Ltd. ; Day Motor Co., Ltd. ; 
W. H. Dorman & Co., Ltd.; Fyfe, Wilson & Co., Ltd. ; Norris, Henty 
and Gardners, Lid.: Petters, Ltd. | . 
Electric crane gantry.—Butters Bros. & Co. 
Generating sets.— W. Н. Dorman & Co., Ltd. | 
Electric generators and motors and parts.—B.T.H. Co., Ltd.; City 
: Electrical Co. : . : 
"Worka services.—Rotary converter at Woolwich : General Electric Co., Ltd. 


NOTES, 


Electrical Power from Low-Grade Fuel.—It is now 
well established that hydro-electric power plants, though using no 
fuel, involve such high capital charges in comparison with modern 
coal-burning central stations, that the latter can sell electric power 
at a much lower figure, in countries producing coal. It is also 
well known that refuse-destructor planta cannot produce electric 
power at a price to compete with coal-fired plants; and experi- 
ments in using coke breeze, of nominal value, as a substitute for 
slack coal, have failed for the same reasons. In countries where 
coal is very dear, the use of poor lignite is justifiable, provided it 
is mined in dry condition. Experiments with very wet fuels, how- 
ever cheaply obtained, seem doomed to failure. Such an experi- 
ment, in Prussian Saxony, was described in Engineering, of 
June 30th last. It appears that the Weisweiler central electric 
station, near Acken. was started two years ago, having two 
1.900-R.v.A. turbo-generators, and six water-tube boilers, each of 
{50 sq. metres or J,844 sq. ft. boiler heating surface, with super- 
heaters for 380° С. or 716° F., and economisera. The fuel.is raw 
wet lignite, only 2.700 B.TH.U. per lb., and burnt direct on the 
boiler-grates. Adjoining the power station is a briquetting factory, 
arranged to convert each 34 tons: of raw lignite with 61 per cent. 
moisture. into 1 ton of dried briquettes of 9.000 B.TH.U. per 1b. ; such 
dried briquettes would give about two-thirds the steaming duty per 
boiler as obtained with ordinary slack coal. A syndicate fixed the 
sale price of such briquettes. prior to the war, at 7s. 6d. per ton; 
but it seems clear this was an unprofitable price. It is certain 
that the artificial drying. or evaporation of 25 tons. water from 
45 tons of raw lignite, would take two-thirds of the product as 
fuel for the drying process, thus trebling the cost of the briquettes 
available for sale. 

The cost of converting 35 tons raw lignite into briquettes is 
stated to be at least 184., plus 2644. for other expenses; 
the latter item is presumably labour cost for stacking the briquettes 
for sun-drying in summer. The cost of the raw material is 

‚ ‘sumed to be the difference between the sale price df 7s. 6d. per 
ton for the dried briquettes, viz.. 45°6d. for 34 tons, or, say, 
13d. per ton of the bulky raw lignite, for the various operations 


«f obtaining it from surface deposits, transporting by ‘chain haul- 


age, sorting and breaking and elevating it to overhead bunkers ; 
but no proof is given as to the possibility of this low figure in 
practice. Taking, however. this figure of 13d. per ton of raw 
lignite crushed and delivered to bunkers, and falling thence direct 
to hoiler grates. it is evident that the steaming duty per boiler will 
not exceed one fifth of its normal output when burning coal, so 
that the capital outlay for boiler plant must be very high indeed. 

„16 is estimated that when the Weisweiler power station is suffi- 
cently enlarged to produce sixty million units yearly (average. 
кау. 6.850 Kw, hourly) from this raw, wet lignite, the thermal 
cliciency will be very high, viz., 4 kg.. or 88 lb. x 2.700 = 23.760 
B.TH.U. in fuel per KW.-hour. But as a large percentage of the fuel 
heat must be lost in vaporising in the furnace. the 23 tons of 
water which accompanies every ton of combustible, high thermal 
efficiency is improbable. For comparison, reference may be made 
to Áppendix II of Mr. Lackie's recent paper to the Municipal 
Electrical Association, showing that the actual result for 1915 at 
the Glasgow Corporation Port Dundas plant of similar output, 
51.078.693 units, involved 3:16 Ib. slack coal. of, say, 11,500 B.TH.U., 
or 36,340 B.TH.U. per KW.-hour, with chain-grate stokers. Consider- 
ably better efficiency has been obtained in large plants with 
multiple-retort grateless underfeed stokers burning good coal. 

The Weisweiler estimate not only assumes a very high thermal 
efficiency with the wet lignite, but also abnormally low charges for 
other working costs (which must include wages, repairs and 
maintenance, rent. rates, taxes, and management, &c.); and 
imoring the extra boilers necessary with poor fuel, it provides for 
d n sum of £11.550 per annum (60,000,000 Kw.-hours at 

462d.) for interest and depreciation, which would be very low 
for a coal-fired plant of same output, viz. :— 


nine of raw lignite (4 kg., or 8'8 1b.) 0434 pfennig, viz. 070521d. 
pdiional working costs... 0180 — 070216d. 
*Preciation and interest... — .,, (385 — , 004624. 


Total esti 0'999 pfennig, viz.,0°1199d. 
0-а! estimated cost, say, 1 pfennig, or 4d. per unit delivered. 


„ Assuming this improbably low cost of producti i 
ti n production of 4d. per unit, 
| un es to sell half the output, viz., 30,000,000 KW.-hours, 
thee a о А emical, electrol ytic, and similar manufacturers, though 
ing к n Ot appear to exist yet at Weisweiler or at the neighbour- 
епа town of Acken in Prussian Saxony ; the other half isto be 


old at 2:6 pfenni i i 
: E. во a8 t : 
pfennig, or (2164. eru о obtain an average sale price of 1°8 


DON 
um ius + ^ 


It is stated that a new electric -station at Bitterfeld. another 
‘small town in Prussian Saxony, also using lignite, has sold ал 
for large demands at one pfennig, or $d. per unit ; but the financial 
result of this "dumping " under cost is not stated. The bulky wet 
lignite might be used in destructor-type furnaces of large area; 
but it cannot be properly used on boiler-grates, owing to its very 
low steaming capacity. 

Assuming a good load factor, then a low capital cost is the most 
important factor for cheap power production ; and this involves a 
good fuel, capable, with a good mechanical stoker, of combining 
high thermal efficiency and high boiler duty at peak loads, 


Electric Hot-water Supply.— Tank-heaters are generally 
installed in outside piping, so that the ordinary range boiler may 


be used, as shown in the figure. Obviously both the tank and as 


much of the hot-water piping as possible should be well heat- 
insulated, in order to cut down radiation losses to a minimum. А 
further “kink " is to place a diaphragm in the piping, in order to 
restrict the free circulation of water from the heater, which othér- 
wise would be quite rapid. Without restricted circulation, à large 
amount of water is heated a few degrees only, ahd айега large 
| | quantity of hot water. has been drawn off 
from the tank, it is a matter of hours with 
a small-sized heater before the water again 
reaches a high temperature. - But if, with a 
medium-sized heater of from 750 to 1,000 
watts. a diaphragm of copper leaf witha 


navy union near the top of the tank, the 
‘circulation can be so restricted that water 
near the boiling temperature will accumulate 
at the top of the tank, and a small amount 
will be available within a short time after 
all of the hot water has been drawn off. 

A small heater, in this way, may be run 
at 100 per cent. load factor, storing very hot 
water between meals and over night. A 
heater as small as 500 watts, which may be 
attached to any lamp socket— requiring по 
special wiring—has been found to furnish 
sufficient hot water for a family of four 
or five persons when installed in this way. 
Afterthe household had become accustomed 
to frugal consumption of hot water, there 
was seldom any complaint over an insufficient supply. At the 
rates now being offered hy many companies, electric water-heating 
is no longer a luxury, especially during the simmer months. · An 
electric heater may be installed for use in connection with an 
ordinary coal or wood range without disturbing the piping in any 
way.—A. В. HAYNES, in the Electrica! World. Pa 


American Engineering Societies’ Joint Building.— The 
August Journal of the American Society of Mechanical Engineers 


announces that the American Society of Civil: Engineers has decided. 


to accept the offer of the United Engineering Society to become ‘an 
equal partner with the three Founder Societies (i.e., the Electricals, 
Mechanicals and Mining Engineers) in ownership, occupancy, and 
administration of the Engineering Societies' Building and all other 
activities which the societies may jointly undertake. Thus, the 
Journal remarks. the hope of Mr. Andrew Carnegie. the donor of 
the building. is fully realised —that the building should become the 


- home and headquarters of the engineering profession in Americe., 


Three storeys will be added to the top of the building for the use 
of the Civil Engineers, at a cost. of not more than $250.000, and the 
financial arrangements are such that all four societies enter upon 
the same basis, and share equally in all regpects. The. building 
represents an investment of practically $2,000,000, the societies 
owning it free of all encumberance, and having a reserve fund of 
over $70,000. 011 "VW. 

Eighteeu societies, including the original Founder Societies, now 
make the building their headquarters; each is under its own 
management. and all live in independence and harmony. — — 

With the accession of the Civils, the total membership will be 
52.677, the resident societies being as follows :— | j 


American Society of Civil Engineers... ЕРЕ woe 8.022., 
American Institute of Electrical Engineers ... .- 8.305 
American Institute of Mining Engineers | dus exl 5.097 
The American Society of Mechanical Engineers e) 7,149 
Aeronautical Society of America ... oad УКР. codec: 200 
American Society of Heating and Ventilating Engineers 705 
American Gas Institute — ... an оозе .. 1,530 
Association of Edison Illuminating Companies... Vis 73 
American Institute of Aeronautical Engineers ... 121 
Empire Gas and Electric Association 115 
Illuminating Engineering Society ous one 1,350 
Municipal Engineers of the City of New York ... 600 
National Electric Light: Association dee bs ... 14,000 
National Association of Engine and Boat Manufacturers 175 
New York Electrical Society ^ ... ET 705 
Society for Electrical Development | 1,128 
` Society of Naval Architects and Marine Engineers 900 
Society of Automobile Engineers... - 1,975 


U.S. Naval Consulting Board Qus kis nee ids 21 


The Joint Library contains over 62,500 volumes, accessions being 
made at the rate of 3.000 annually; in future the valuable Civil 
Engineers’ Library will be consolidated with the above. There has 
lately been an increasing amount of co-operation between the 
societies in matters affecting the welfare of the engineering 
profession and with the Government. И 
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Inquiries.—A correspondent asks the name of maker of 
" Boley " electric drilling machines todrill 10,000/16,000 of an inch. 


American Views on Higher Steam Pressures.—Con- 


sidered purely from a thermodynamic viewpoint, an increase of 


pressure from 200 1b. at 200° superheat to 600 lb. at no superheat 
(giving the same steam temperature) will theoretically permit a 
32 per.cent. increase in prime mover efficiency with atmospheric 
exhaust and 134 per cent. with a 29-in. vacuum. On the other 
hand, however, mechanical obstacles must be surmounted to permit 
using the higher pressure. In the recent report of the N.E.L.A. 
Committee on Prime Movers, Robert Cramer pointed out that 
operating at higher pressures will probably require a- complete 
revision in boiler design to withstand the increased pressure safely. 
Most boiler fittings, pipes and valves, as made at present, are of 
sufficient strength for 600 lb. pressure, but the latter may need 
slight modification to facilitate operation. The construction of 
enginea and turbines may have to be strengthened, however. The 
greatest difficulty with regard to engine or turbine design will 
probably be to minimise friction and leakage. 

Since higher steam pressure will mean higher water temperature 
in the boilers, the efficiency of heat transmission at the boiler 
surfaces will be reduced, and the stack temperature consequently 
increased, The heat discharged up the chimney may be recovered 
in part, however, by economisers, but these, too, will have to be 
designed to withstand the high pressure. Higher steam pressures 
also mean larger temperature differences during expansion. This 
does not present a serious difficulty in turbines or in uniflow engines, 
but it may in some reciprocating engines due to condensation. 
Entrained moisture, which is very liable to exist in unsuperheated 
steam, may, however. corrode turbine blades. In one way entrained 
moisture is beneficial, since it reduces the amount of condenser 
surface required. With higher pressures larger bearing surfaces, or 
better lubrication, will be needed in contact with steam, but these 
do not constitute an obstacle, in view of the conditions which are 
already satisfactorily handled in combustion engine operation. 
Leakage at pipe and fitting joints can probably be prevented by 
welding them. Mr. Cramer pointed out that, while it is hardly 
reasonable to expect the general introduction of pressures as high 
as 1,500 lb., pressures of 400, 500, and even 600 lb. seem to be in 
immediate prospect. As far as constructing ‘boilers for operating 
at such pressures is concerned, one large manufacturing company 
has stated that if the demand is sufficient, it can turn them out in 
commercial designs.— Electrical World. ° 


Japanese Electrical Developments.—American Consul- 
General Scidmore, of Yokohama, in a report dated June, 1916, 
states as follows :—' А few years prior to the outbreak of the war 
there was & boom in electrical enterprises in Japan, and the 
number of companies manufacturing electric wire increased 
remarkably as a result. Financial depression supervened, how- 
ever, and electrical enterprise suffered a setback, says the Japan 
- Chronicle. The result was а falling off in the demand for electric 
wire and an over-production of these goods. The European war, 
however, has had the effect of increasing demands from China and 
India, and also from Russia. This has brought prosperity to the 
manufacturing companies, according to the Chronicle. 
foreign orders have thus increased, the demand for domestic 
requirements has also developed, chiefly as a result of a revival 
of activity in general electrical enterprises and the Government 
extension of the telephone service. 
apparatus is being manufactured very largely. Since the war 
began it has been very difficult to import dynamos. and Japanese 
manufacturers have endeavoured to make the larger class of 


dynamos that were formerly imported. This ambition has no 
been achieved." my 


American Consuls at Work.—The following extracts 


from recent issues of the U.S. Commerce Reports form a few illus- 
trations of the fruits that are being reaped by American traders 
owing to the timely co-operation of Government Consular agents :— 

" An American electrical supply firm has notified Vice-Consu! 
Carl C. Hansen that, as the result of information supplied by him, 
a Bangkok company has placed an order with it for 22 meters, 
accompanied by an inquiry for 400 additional meters. 

“Through the activities of Mr. Joseph Heim, American Consular 
Agent at Penang, Straits Settlements, а Pennsylvania gas engine 
company has received $1,400 worth of business from that territory. 

"So satisfactory were the portable boat motors supplied by an 
American concern to a Bangkok firm, with which it got in touch 
through the * Trade Opportunity ' service of the Bureau of Foreign 
and Domestic Commerce, that the Siamese company has ordered 36 
additional motors. 

“The district office of the Bureau of Foreign and Domestic Com- 
merce in New York City is informed by & South American business 
man that through connections he effected as a result of assistance 
given by the New York office during his recent visit to the United 
States, he has sold over $250,000 worth of American goods in the 
past five months. He further states he is convinced that he could 
have sold four times the amount if American manufacturers had 
been in position to make better and prompter deliveries, irrespective 
of the fact that South American importers were obliged to pay cash 
in New York City before shipment of the goods, instead of long 
credits, to which they had been accustomed. The business man is 
now on a return visit to the United States with a view to placing 
orders апа securing additional lines of goods for sale in South 
America. He states that there are good opportunities for the sale 
of American products in various South American Republics," 


In addition to wire, electrical: 


While ` 


, to the port captains. 


- (Bury), on “ Utilisation 


How Standard Time is Distributed in the U.S.A— 
Time is obtained accurately by the astronomers at the United 
States Naval Observatory at Washington, D.C.. observing the transit 
of certain stars every clear night, which are due to cross the meri- 
dian at a known time. The exact iostant of their transit is 
recorded electrically by means of a chronograph, which also records 
the seconds from a sidereal clock. The difference between the time 
the stars cross and the time of the sidereal clock, as recorded on 
the chronograph, shows the error of the clock. 

The time signals sent out each day are wholly automatic and 
consist of a series of short marks produced on ап open telegraphio 
circuit by the beats of a transmitting clock located at the observa- 
tory. .The signals are given the widest possible dissemination over 
the lines of the Western Union Telegraph Co. for an interval of 
three and five minutes immediately preceding noon, and ending at 


- exactly noon of the 75th meridian, standard time. 


For the country east of the Rocky Mountains, the signals are 
sent from the observatory at Washington, D.C.: for the country 
west of the Rocky Mountains, the signals are sent from the United 
States Observatory at Mare Island Navy Yard, California. 

The electric connections of the transmitting clock sending these 
signals are such as to omit seconds of each minute. These breaks 
enable anyone who is listening to & telegraph instrument at any 
office that is cut into the circuit during the transmission of the 
signals to recognise the middle and beginning of each minute. At 
the 59th minute there is an interval of 10 seconds, which is fol. 
lowed by the final noon signal. During the last long interval, or 
10-second break, those who are in charge of time balls and of 
clocks that are connected electrically at noon throw their local 
linea into circuit so that the noon signal, drops the time balls and 
corrects the clocks. | | | 
- Two chronograph relays'are connected, опе to the Washington 
time service circuit and the other to the Western Union grand 
master clock circuit, and are operated by electric impulses from 
these sources. The operation of each relay is recorded on a tape. 
As the tape moves at the uniform rate of 2 in. a second, the longi- 
tudinal difference, if any, in the position of the two lines on the 
tape shows the error of the Western Union grand master clock. 

Time is transmitted daily from Washington to the Panama Canal 
for the purpose of correcting ships' chronometers. Correct time 
is highly important for a vessel, because in making observations of 
heavenly bodies, & variation of 1 second means an error of about 
one-fourth of a nautical mile in location. The time signal is sent 
by wire from Washington to Key West, whence a relay transmits 
it by wireless. The Darien wireless station in the Canal Zone in 
turn transmits the signal by ordinary telegraph to the port captains 
offices. - 

The signal is sent from Key West in а series of dots. Five 
minutes before noon the wireless begins counting off the seconds 
by dots. After the 28th second there is a pause, the 29th dot 
being omitted; similarly there is a pause from the 5ith to the 
60th second. The count is resumed exactly on the minute. This: 
procedure is kept up until 10 seconds before 12 o'clock, when there 
is a pause followed by a long dash at exactly 12 o'clock. The aerial 
transmission is recorded at Darien by a current too slight to permit 
ordinary relaying. Consequently an operator with а wireless 
receiver at his ears sends dots through an ordinary telegraph wire 
With practice he can strike the dots on his 
sending key in almost perfect synchronism with the dots received. 
The principal difficulty is in sending the final dash after a wait 
of 10 seconds. Here the tests show that the lag is between two- 
tenths and three-tenths of a second. By making allowance for 
this lag the chronometers in the Canal Zone can be adjusted to 
within about one-tenth of a second of the correct time. Arrange 
ments are being made to install a clock at Darien which will trans- 
mit the time exactly|as received from Key West.— Telegraph and 
Telephone Age. 


The Municipal Tramways Association Meeting, 1916.— 
This years meeting of the M.T.A. will be held at the Surveyors 
Institution, Great George Street, S.W., on September 215-2200. 
The programme for the first day includes the Presidential address. 
by Mr. Peter Fisher (Dundee), and papers by Mr: J. M. McElroy 
(Manchester) on “Some Notes on Passenger Transportation Ш 
Large Cities,” and Messrs. G. W. Holford (Salford), and W. Clough 
of Tramways for Goods Traffic.” On the 
second day the annual general meeting will take place. 

The headquarters will be the St. Ermin's Hotel; as last year, 
no social functions will take place. The hon. secretary 1s Mr. C. d 
Spencer, 7, Hall Ings, Bradford, to whom communications shoul 
be addressed. 

Austrian Patents.—According to the Times, the Austro- 
Hungarian Government has decided that patents and trade marks 
of subjects of France and Great Britain can, on request, 5 
restricted or abolished in the public interest by the Minister 0 
Public. Works, or charged with royalties. The same regulation = 
be applied to Russian patents without regard to public interest. 
Applications for patents and trade marks by subjects of enemy 


States will be accepted, but not granted. 


Metal Workers’ Wages.—A meeting of delegates герге 
senting the metal, wire, and tube workers in Birmingham 7" 
district, held on Saturday, passed the following resolution :— be 
this meeting of delegates hereby declare their earnings altoget k 
too small to live on and to pay rent and clothing ; and, in order : 
help us, our employers be requested forthwith to agree to pay s 
extra 5s. to day workers and 12} per cent. to pieceworkers, pay а 
from the first week in July last," | 
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Electric Furnaces at Salt Lake City, U.S.A—The 
Mining and Engineering World mentions that the Utah Iron and 
Steel Co., of Salt Lake City, is considering the installation of a 
12 or 15-ton electric furnace for converting scrap maierial into soft 
steel for its rolling mills at Middale. The American Foundry and 
Machine Co., of the same city, is installing a 3-ton Rennerfelt 
electric furnace in connection with its foundry. 


Educational Notes. — SOUTH- WESTERN POLYTECHNIC 
INsTITUTE.—The next session commences on September 25th. 
Particulars of the electrical engineering day and evening courses 
are given in our advertisement pages to-day. 

RovAL TECHNICAL COLLEGE, Glasgow.—Session 1916-17 begins 


on September 26th. Particulars are given in our advertisement, 


pages. 


The “ дпе-Мап ” Car in U.S.A.—In a paper recently 
read by Mr. J. B. Ervin, of the Westinghouse Co., the author men- 
tioned that it was estimated that light-weight one-man cars were 
in use on 100 systems in the country. 

He suggested that lines of short headway and heavy traffic appeared 
at present to be beyond the field of usefulness of the one-man car. 
With large crowded cars one-man operation would increase the 
time of stops to such an extent that schedules would be lengthened 
and street congestion made worse. Granting that there must be 
some limit to the traffic handling capacity of one-man cars, beyond 
which conditions would be uneconomic or intolerable, the question 
of their field of application became involved with considerations 
of headway. street congestion, schedules, character of traffic, &c. 

Although the one-man car is best fitted for light service, it is 
probable that the future will witness a gradual extension of its 


field.. There are some periods of the day on all except the very. 
heaviest trunk lines when the big cars are run half empty or when | 


headways are increased to the point where considerable revenue is 
sacrificed. At.such times the smaller one-man cars could be used 
to advantage if there was some way to take care of the rush-hour 
traffic without congestion or sacrifice of economy. It has already 
been found feasible to use a second man for the rush hours only, 
and probably under certain conditions it will be found practicable 
to have the conductor ride the cars and collect fares in the down- 
town zone and transfer from outbound to inbound cars at certain 
points. — in 

A possible future method of taking care of the rush hour may 
be to couple two smaller motor-cars together to be controlled by 
ш man while the second man collects fares.— Electric Railway 
vurnal, 


Institution and Lecture Notes.—South African Institu- 
tion of Engineers.—The inaugural address of Mr. Bernard Price, to 
& section of which we referred in our issue of Aug. 11 (p. 151), dealt 
in ite early stages with the position of the Institution, which Mr. 
Price considered was in danger of slipping downhill just at a time 
when it should be exerting itself to the utmost. The establishment 
of new industries had been advocated for many years, but, apart 
from mining and agriculture, little headway had been made, and 
progress had been left almost entirely in the hands of private 
enterprise. Mr. Price reminded the members of the steps taken by 
local scientific bodies in this connection leading to the formation of 
a representative Central Committee for Industrial Research.; he 
believed that the Committee's recommendations, when they 
matured, would receive the sympathetic consideration of the 
Union Government. It was the desire of the Council of the Insti- 
tution that the whole question of industries and industrial research 
should be made a special feature of the Institution's procedure 
during the session. Mr. Price remarked on the poor attendance 
and steadily falling membership of the Institution, and appealed 
for more active interest in the work, He also briefly described the 
work of the power companies on the Rand, mentioning that the 
output was still increasing, and had reached 800 million units per 
annum. The companies were now consuming coal at the rate of 
over a million tons per annum. In his opinion, the Victoria Falla 
was а most valuable potential asset of the country, and he looked 
forward to seeing the power developed in the future for industrial 
Purposes within an economical radius of the Falls themselves. 

iron and Steel Institute.—The annual meeting takes place at the 


D шы: of Civil Engineers, London, on September 21st and 
2n 


Electric Cooking Poster.—The Newcastle-upon-Tyne 
Electric Supply Co., Ltd., which years ago distinguished itself by most 
enterprising publicity efforts, has almost surpassed in excellence all 
Ив earlier achievements by a poster which is both immense and 
magnificent. It will be sure to make an immediate and a lasting 
Impression on the minds of all who see it on hoardings. Electric 
cooking is the theme, and the designer is Mr. ҮҮ. 8. Bagdatopulos, a 
well-known poster artist. In size it is 16 ft. double crown ; we had 
to Spread it on the floor of our editorial sanctum in order to 
examine it, and at once its brightness illumined the gloomy den. 


Plant for Sale,—The trustee in bankruptcy, Mr. W. 


ge has for sale by tender the engineering plant and machinery 
of the McKenzie Engineering Co. Borrowash, Derby. See our 
advertisement pages to-day. | 


Веск Eugineering Co., Ltd.—In the debenture-holders' 
n in re Beck Engineéring Co., Ltd.— Donne г. the Company, 
de ustice Sargant, sitting as Vacation Judge, on Wednesday 
Ppointed a receiver and manager of the defendant company. 
nid WS given to the receiver to apply in Chambers for liberty to 

ow for the purpose of meeting current wages. 


addis | ; 


Change of Names.—The Edison and Swan United 
Electric Light Co., Ltd., has changed its title to the EDISON SWAN 
ELECTRIC Co., LTD.; the Bastian Electric Heating Syndicate, Ltd., 
has changed its name to the BASTIAN ELECTRIC Co., LTD. 


Volunteer Notes. — 1st Lonpon ENGINEER VOLUN- 
TEERS.—Headquarters, Chester House, Eccleston Place. Orders for 
August by Lieut.-Col. C. B. Clay, V.D., Commanding. ; 

The Headquarters will be closed during August except on 
Tuesday evenings. The range will be open on Thursday evenings 
only. Instruction Classes at Regency Street will be held as usual 
for Platoons Nos. 9 and 10. The Camp at Otford will be available 
until August 31st. Members wishing to attend should enter their 
names at Headquarters. 

Sunday Entrenching Parades. Parade in Uniform at Victoria 
Station (S.E. and C. Railway) Booking Office, 8.45 a.m. ; 


MACLEOD YEARSLEY, Adjutant, 


Wages on the C.P.R.—As a: result of a conference 
between the management and the Unions, the machinists, boiler- 
makers, pipefitters, carmen, and electrical and sheet metal workera 
of the Canadian Pacific Railway have secured an increase in wages 
of 80 per cent. and better working conditions, which they consider 
equal to 25 per cent.— Times. i 


1 =a a E E TR 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to‘their movements, 


Central Station and Tramway Officials.—Mr. Н. Рпонек, 
who is severing his connection as inspector with. the Dover 
Corporation tramway department, to take an appointment 
elsewhere, has been presented by the staff with an inscribed 
half-hunter watch and a cigarette-hqlder and case. | l 

At the last meeting of the Huddersfield Council, Coun. T.. 
Shires made courteous reference to the impending loss of 
Mr. MOUNTAIN as the manager of the electricity department, 
and stated that that gentleman, who had been with them 
since the inception of the department, had engineered the 


‘works in a way that could not have been surpassed. 


The marriage was solemnised at Marton, on August 17th,’ 
of Private Jos. H. Downina, of the A.S.C., formerly em- 
ployed at the Blackpool Electricity Works, and Miss Helena 
Cardwell, of Marton. 

Mr. WM. FRASER, station superintendent at the Barking 
Urban Council's electricity works, has been appointed elec- 
trician-in-charge of important shell and projectile factories in 
the Midlands. He has been in the employ of the Barking 
Council for 17 years. | 

Мт. R. D. SHEPPARD has been appointed junior engineer-in- 
charge at the electricity works, Newport (Mon.), cr P 

The salary of Mr. C. T. AsTBURY, resident electrical engi- 
neer to the Atherton District Council, is to be increased from 
£185 to £240 per annum. The allowance that he ia now 
receiving as & war bonus, and for electricity used at his resi- 
dence, is to be discontinued. E 

Mr. GEonaE Lewis, traffic inspector in the Manchester Cor- 
poration tramways department, retires next week. From 
1876, until the old tramway system in Manchester was taken 
over by the Corporation, he was employed by the Manchester 
Carriage Co. 


General.—At Keighley, last week, the marriage took place 


: of Mr. HERBERT WHITAKER, M.Sc., analytical chemist ёо the 


British Westinghouse Co., Ltd., of Manchester, and . Miss 
Elsie Margaret Smith, second daughter of Ald. J. Smith, of 
Dalemoor, Keighley. | 


Roll of Honour.—It is with the deepest regret that we 
record the death in France, on August 184, from wounds 
received on July 30th, of Lieutenant HAROLD ASHCOMBE 
CuaMEN, Bedfordshire Regiment, aged 22, younger son of Mr. 
W. A. Chamen, engineer and general manager of the South 
Wales Electrical Power Distribution Co. Lieutenant Chamen, 
before the war, was а student at Reading University College, 
in the agricultural department. On the proclamation of war, 
he volunteered for service, and, after a month's special train- 
ing in camp at the Queen's University, Belfast, was gazetted 
to the South Wales Borderers as Second-Lieutenant. After 
two or three months, however, he decided to make the Army 
his permanent profession, and proceeded to the Royal Mili- 
tary College, Sandhurst, from which he was given & com- 
mission in the Bedfordshire Regiment. He went out to 
France in May, 1915, and came home, accidentally wounded, 
at the end of July, 1915, but returned to. France in January, 
]916. He was in the heavy fighting at Trones Wood on July 
12th and 13th, and came through without injury, but in an 
attack on the German position south of Guillemont on July 
90th his battalion was heavily shelled, and young Chamen 
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was badly wounded by a shell. He died from his wounds on 
August lst, and was buried at ae, near Amiens. His 
Commanding Officer, Lieut.-Col. Н. $. Poyntz, in a letter 


to Lieut.. Chamen’s father, says: ‘‘He was generally loved, 


by all. A better officer never stepped. I cannot tell you how 
we-miss him, and I cannot speak too highly of his character 
and ability as в soldier,” ONE | i 
“Second-Lieutenant A. J. Pearson, Machine Gun Section, one 
of the telephone engineers of the Western Electric Co., Ltd., 
has just been awarded ће Military Cross. i 
. Sergeant H. Bryan, D.C.M., who was, before the war, en- 
gaged. with Messrs. W. H. Allen, Son & Cọ., Ltd., Bedford, 
has: fallen in. action in France. He gained the D.C.M. in 
February, 1915, by bravely rescuing wounded comrades under 
heayy fire. ·. A 

Private Purton, of the Oxford and Bucks. Light Infantry, 
who has died of wounds, was on the Rugby staff of the British 
Thomson-Houston Co., Ltd. 
. Private :Вевт .BUNKER, of the Cheshire Regiment, killed in 
action in France, was formerly, engaged at Stafford with 


Messrs. Siemens Bros. Dynamo Works, Ltd. 


_, Private James DUNKERLEY, of the R.A.M.C., killed in action, 
:aged 20 years, was formerly employed by Messrs. S. Н; Hey- 
wood & Co., Ltd., electrical engineers, Reddish. 

Private Навогр Hott, of the King's Own Royal Lancasters, 
who was employed at the British Westinghouse Works, Traf- 
ford Park, has been killed in action, aged 95 years. » 

Private JOHN Wippup, of the Duke of Wellington’s Regi- 
ment, who has been killed, was an electrician. in the employ 
of the Craven and District Private Telephone & Electric Co., 
at, Skipton. = & o 
` Sergeant WM. Grace "оке, of the Oxford and Bucks Light 
Infantry, of Oxford, an electrical engineer, has been wounded 
in’ action. | 

Second-Lieutenant H. C. Davis, of the Lancashire Fusiliers, 
who was secretary for Messrs. Pearson's (Electricians), Ltd., 

of Manéhaster, has been killed in France, aged 98. 2 
"Private WILIAM TiTTINGTON, of the Manchester “ Pals," 
aged 19, employed at the British Westinghouse Works, Traf- 
ford Park, has been killed in aetion.:  - 
Sergeant Fren Devey, of the Loyal North Lancashire Regi- 
ment, formerly an electrician with Messrs. Dick, Kerr & Co., 
Ltd., Preston, aged % years, has died from wounds. Private 
Юа, Round, of the Royal Fusiliers, reported missing, and 
Private P. DovLE, of the Loyal North Lancashires, wounded, 


were also in the. service of the same firm. 


Private: Josera HoLL1Nás, of the Manchester Regiment, re-' 


ported missing, was employed by the Bfitish Westinghouse 
Co., Ltd., Trafford Park. Sergeant W. E. Jones, of iie Loval 
North Lancs. Regiment, aged 96, who has died of wounds, 
was also employed by the same firm. 
. Private Epwarp Lyon, of the Manchester “ Pals," reported 
wouhded, was employed by Messrs. Slater Bros., electrical 
engineers, Manchester. | UA 
.Second-Lieutenant Ceci, Grorce SmADDICE, Dorsetshire 
Regiment, who. was killed on August 8th, aged 23, entered 
the service of the Western Telegraph Co., and, according to 
the Times, was home on sick leave from Cape Verde Islands 
at the outbreak of war, | 
Sergeant F. Warre, West Yorkshire Regiment, who has 
been killed in action, was employed in the Harrogate Cor- 
poration electricity department. | 
Corporal J. Masor, of the King's (Liverpool Regiment), 


wounded in action, was an electrical wireman on the Lanca. 


shire and Yorkshire Railway. 


The Times states that Second-Lieutenant S. L. FAITHFULL, 
R.E., who.has.been accidentally killed in action. nged 40, was 
а qualified electrical engineer. He served in the Boer War. 
In 1911 he was selected from 900 candidates to be Inspector of 
Electrica! Plant of the Gold Mines on the Rand. 


. Second-Lieutenant A. J. Brockman, King's Own (Royal | 


Lancaster Regiment), who has been killed whil leading: hi 
Platoon, ‘was the son of a director of F. Baby & Co Чы 


He spent many years in the East wi 
Co., Ltd. y Fas with the Eastern Telegraph 


, Obituary.—Mn. "авало Виле. Ме regret to learn from 
the Times "Deaths" Column, that Mr. Harald Bille, M.I.E.E., 
of Oroydon, joint managing director of Mesars. Creed, Bille 
and Co., Ltd., telegraph instrument makers, died on August 
кыы the result of a railway accident. He was 37 years 

Mn. GEoRaE KRrTH.—We regret to read in the Financi 
Times of the death, which occurred on Tuesday, in. Led 
of Mr. George Keith, chairman or director of à number of 
South American telegraph and telephone companies, includ. 
ing the Cuba Submarine Telegraph Co., the United River 


Plate Telephone Co., A 1 р 
Telephone T Co. БЕ alee raph Co., and the Chile 


Will.—The Times states that Mr. Harry MacDosarp Сил 
aged 43, of Lowestoft, electrical engineer, who had recoil 
‘been appointed Munition Engineer for Central Scotland, for- 


BA EA engineer at the Isle of Wight electrical works, 


NEW COMPANIES REGISTERED. 


East Kent Road Car Co., Ltd. (144,585).—Registered 
August llth, by Mowll & Mowll, Canterbury. Capital, £125,000 in £1 shares, 
Objects: To take over all or part of the businesses carried on in East Kent 
by. Thomas Tilling, Ltd., the British Automobile Traction Co., Ltd., the 
Margate, Canterbury and District Motor Services, Ltd., Wacher & Co., Ltd., 


and the Ramsgate Motor Coaches (Griggs), Ltd., or some ef them, und to 


carry on in the United Kingdom and elsewhere (whether as owners, lessees 
or otherwise) the businesses of tramway, railway, light railway, pier, motor- 
car, omnibus, van, wagon, cab, and carriage proprietors, store and garage 
keepers, carriers by land and sea, manufacturers of^and dealers in motors, 
motor-cars, omnibuses, cycles, carriages, trucks, locomotives, vehicles, elec- 
trical engineers, &c. The signatories (with one share each) are: Sidney Emile 
Garcke, Wye. Lodge, Maidenhead, engineer; George Griggs, Rosebery Farm, 
Ramsgate, farmer; Frederick William. Wacher, Pier Villa, Herne Bay, con- 
tractor; Thomas Wolsey, The Manse, Beech Road, Haslemere, director; 
Walter Wolsey, jun., Everley, Parklangley, Beckenham, director; Walter F, 
French, 314, Hugh Road, Balham, S.W., engineer; Richard J. Howley, 1, 
Kingsway, W.C., M.LC.E. Minimum cash subscription, seven shares. The 
first directors (to number not less than three or more than 13) are: Sidney 
Emile Garcke (chairman), George Griggs, Frederick William Wacher, Thomas 
Wolsey (deputy-chairman), Walter Wolsey, jun., Walter F. French, Richard 
J. Howley, and Richard H. Grant. Any trust deed for securing debentures or 
debenture stock may, if so arranged, provide for the appointment from time 
to time by the trustees of a person nominated by them to be a director, 
Qualification, 250 shares. Remuneration, £30 each per annum (chairman £30 
extra, and deputy-chairman £20 extra). Solicitors: Mowll & Mowll, Canter- 
bury. Registered office: 68, Castle Street, Canterbury. 


British Aero Magneto Manufacturers’ Association, Ltd, 
(144,598).—This company was registered on August láth as à company 
limited by guarantee, with 20 members, each liable for £1 in the event of 
winding up, to promote and protect the interests of manufacturers of aero- 
plane and airship magnetos in the United Kingdom, to promote the con. 
sideration and discussion of subjects affecting such máànulacturers, to con. 
duct and assist in experiments and researches for the purpose of improving 
aero magnetos or of producing improved machines or contrivances capable of 
producing the electric spark in aero combustion engines, &c. The subscribers 
are: W. C. Lusk, 53,- Cannon Street, E.C., director of British Thomson- 
Houston Co., Lid.; D. K. Morris, Victoria Works, Coventry, director of the 
M. iL. Magneto Syndicate, T.td.; C. H. Kirby, 14, Soho Square, W., director 
of Nicole, Nielsen & Co., Ltd.; B. Steeley; Arden Works, Cheapside, Birm- 
ingham, director of Thomson-Bennett Magnetos, Ltd. ; P. F. Bennett, Arden- 
cote, Four Oaks, manufacturer; E. Garton, Tralee, Kenilworth, engineer; 
C. A. Lister, Sneyd Park House, Sneyd Park, Bristol,. manufacturer; К. B. 
North, St. Wilfrid's, Hagden Lune, Watford, manufacturer. Members must 
be hona-fide British manufacturers of aero magnetos or their authorised 
representatives. The first. members are the British Thomson-Houston Co., 
Lr, the M. L. Magneto Syndicate, Lid., Nicole, Nielsen & Co., Ltd., the 
Thomson-Bennett Magnetos, Ltd., P, Е. Bennett, E. Garton, C. A. Lister, 
and R. B. North. All other candidates are-to be elected by the company. The 
subscription for the first year is £25 per member; afterwards as the company 
shall decide. Solicitor: A. R. Monks, 123, Cannon Strect, E.C. | 


Hil Bros. (Magnetos), Ltd. (144,612). — Registered 
August 15th by Waterlow& Sons, Ltd., London Wall, E.C. Capital, £50,000 
in £1 shares (20,000 6 per cent, cum. pref.) Objects: To take over the 
business carried on by W. A. Hill at Phoenix Works, Morley Road, Ded. 
minster, Bristol, as Hill Bros., and to carry on the business of manufacturers 
of and dealers in magnetos, engineers, electricians, machinists, fitters, manu- 
facturers of electrical or other machinery, founders, mill and wheelwrights, 
smiths, wire drawers, tube makers, metallurgists, &c. The subscribers (with 
опе share each) are: W. А. Hill. The Carlton, Portland Street, Southport, 
electrical engineer; W. Robefts, Park Avenue, Handsworth, Staffs., gentle- 
man. Private company. The first directors (to number not less than three 
or more than seven) are to be appointed by the subscribers. Remuneration, 
£200 cach per annum. Solicitors: Forsyth, Bettinson & Co., 36, Cannon 
Street, Birmingham. : 


OFFICIAL. RETURNS OF ELECTRICAL 
S COMPANIES, 


D. P. Battery Co., Ltd. (44,084).—Capital, £10,000 in 
£1 shares (4,996 А," 4,996 ** B," and eight others), Return dated July 
9151, 1916: All shares taken up; £10,000 paid. Mortgages ‘and charges: 


213,000. | 

Briliant Arc Lamp & Engineering Co., Ltd.—Memor- 
anda of satisfaction (a) in full on July 97th, 1916, of debentures dated ш 
18th, 1915, securing £1,200, (b) to the extent of £50 on June 17th, 1916, o 


debenture dated June 22nd, 1916, securing £90, have been filed. 


S. Bill & Co., Ltd.—Particulars of £600 debentures, 
created June 14th, 1916, filed pursuant to Section 93 (3) of the Companies 
(Consolidation) Act, 1908, the whole amount being now issued. Property 
charged: The company's undertaking and property, present and future, 1- 
cluding uncalled capital. No trustees, 


A. Hirst & Son., Ltd. (57,889).—Capital, £5,000 in 100 
pref. and 400 ord. shares of £10 each. Return dated June 17th, 1916. : 
shares taken up; £2,000 paid on’ 100 pref. and 100 ord.; £3,000 considered а5 
paid on 300 ord. Mortgages and charges: £1,000. : 


m D 
Lancashire Power Construction Co., Ltd. (77 202). 
Capital, £300,000 in 18,000 “А” and 12,000 ‘“ В” shares of £10 each. 
Return dated July Gth, 1916. 18,000 '* A " and 11,836 В” shares taken ur 
£283,360 paid on 18,000 A” and 10,336 “Б”; £15,000 considered as ра! 
on 1,500 “ B." Mortgages and charges: £300,000. 


New General Traction Co., Ltd. (47 ;821) .— Capital. 
£262,000 in #1 shares. Return lated June 28th, 1916. АП shares i DU 
£250,000 paid; £12,000 considered as paid. Mortgages and charges: £152,200. 


Lrd , 
Barnsley & District Electric Traction Co., Ltd. ( 72,962). 
—Capital, £50,000 in 5,000 pref. nnd 5,000 ord. shares of £5 each. Каси 
dated May 2nd, 1916, 4,400 pref. and 4,007 ord. shares taken up; £429. 
paid Mortgages and charges: £21,000. 


Venner Time Switches, Ltd.—A memorandum of saltis- 
faction to the further extent of £550 on August 2nd, 1916, of ШЕШ. 
dated July 10th, 1911, securing £5,000, has been filed. (Amount outstanding : 
£2,950.) 

Hong-Kong Tramway Co., Ltd.—^ memorandum. of 
satisfaction to the further extent of £400 on July lth. 1916, of a trust uce 
dated July Ist, 1903, securing £195,000, has been filed. 3 


Barlord Electric Su ply Co., Ltd.—A debenture dated 
August llth, 1916, to secure £700, charged on the company's underta em 

roperty, present and future, including uncalled capital, has Bn "MV 
Molders J. В. Carslake, 7, Cannon Street, Birmingham; Major A Bar. 
Richard, Withington Manor, Andoversford; and ILo D. Smith-Ryland, 0: 

ford Hill, Warwick. 


Shanghai Electric Construction Co., Ltd, (36,799) 
Capital, 000 in £10 shares, Return dated June 2nd, 1916. i harpes: 
ER up; £317,000 paid; £3,000 considered as paid, Mortgages and CU 
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Pitter’s Ventilating and En ineering Co., Ltd.—Memor- 
ol. 


anda of satisfaction in full on August 4th, 1916, of. à. Land Registry Charge, 


and Memorandum of Charge, both dated August. 6th, 1915, securing moneys: 


from time to time owing to the London & Provincial Bank, Ltd., have, been 
filed. Aa MOM PF Г OMM 
Siemens Bros. & Co., Ltd. (14,777).— Capital, .2600;000 
in £5 shares. Return dated June 8th, 1916. АП shares taken up; £600,000 
paid. Mortgages and charges: £150,000. А considerable number of the 
shares are held: in Berlin. George von Chauvin, -of Bromley, (one of the 
directors at the date of the return), has since changed his name to George 
Chauvin. 7 : з z 

Sheerness and District Electric Power & Traction Co., 
Ltd. (65,749).— Capital, 275,000 in 5,000 ord. and 2,500 pref. shares of £10 
each, Return dated June 14th, 1916. 5.000 ord, and 2,473 pref. shares taken 
up; £74,730 paid. Mortgages and^ charges: £29,280. | - 


LÀ 


—— M9 


“CITY NOTES. . 


ТЬе bhalf-yearly: meeting was held in 
Tyneside ‘Newcastle-on-Tyne on 15th inst. Dr. J. T. 
Tramways and Merz, who presided, said the figures for 
Tramroads Co, the half-year showed a considerable differ- 
; DERE, ence compared ‘with the: slow, but pretty 
certain, improvement on former occasions. : For the first 
time they had to report a considerable decrease in revenue. 
The receipts were £1,018 less, and the costs were 2967 more, 
than in the corresponding half-year, so that they had £1,285 
less to deal with. That amount could only ‘be ‘met from 
three sources: partly by reducing the dividends, partly by 
not increasing the reserve fund to the same extent as last 
year, and partly Ьу reducing the amount carried forward. 
The reduction in the dividend from 3 to 13 per cent. meant 
£537, the reduction of the amount to the reserve meant £261, 
and the reduction in the carry-forward meant £991. In spite 
of reducing the amount to reserve, they had increased, in the 
course of the last twelve months; that fund from £20,666 to 
£929,036, a very considerable amount coming from the interest 
on investinents and loans. They need not be discouraged by 
the reduction in the dividend, because it was largely explained 
by the fact that the holiday traffic, which in former years 
always showed up so well, had practically disappeared for the 
present. It was, he hoped, only a temporary incident. 
ordinary traffic had been reduced by £645. There was a small 
increase on the workmen's traffic. For the second half of the 
year, they had hoped some time ago they would get the 
holiday traffic, but at present it appeared as. if there: would 
bə no general holidays which would give them much in 
holiday receipts; the week-end traffic was regular, ‘and, 
especially in fine weather, was larger than last year. It was 
quite possible that in the course of the second half-year there 
would be an increase on the receipts:of last year. To date 
the traffic had increased. ~On the whole,.,unless things 
changed considerably, they might look forward to a better 
time during the second half-year. ї Na E 
The directors have issued the following 


Metropolitan ^ statement of the company's accounts for 
' Electric Supply the first six months of the years 1913, 
Co., Ltd. 1914, 1915, and 1916—being. two pre-war 
and two war periods respectively :— 
, Inc. or Amount 
Ine. or dec. on available 
dec. on Approx. previous Approx. for reserve, 
previous gross year of net . dividend an 
Six months No. of yearof revenue approx. revenue ord. shares 
^. ended units units from all gross for half. and carry 
June 30th. , 8014. sold. sources. revenue. year. forward. 
1918 8,847,581 +1,809,510 — £111,688 + 210,313. £57,014 £36,470 
1914 9,038,750 — 791,14 114,635 4 2,917 ,220 85,801 
T915 9,536,001 — —102,064 ^ 114,312 —823 54,475 31,751 
71916 11,600,918 49,064,927 — 132,900 +18,648 55,611 ‚ 85,368 


.." The above table shows that, except for a slight decrease 
in the first six months of 1915, iheré has been a steady de 
crease in the number of units sold in each succeeding half- 
year. The increase is most marked in the last half-year (1916), 
notwithstanding the adverse effect produced upon the lighting 
load by the Daylight Saving Act and by the restrictive regula- 
tions under the Defence of the Realm Act. The directors con- 
sider the half-year's trading satisfactory, especially as the 
costs of production have largely increased owing to the war, 
the price of coal, alone, being 50 per cent. higher thsn4ip 
1914." As announced last week, an interim dividend: of 1s. 
per share (being at the rate of 2 per cent. per annum) on the 
ordinary shares has been declared, less income-tax. This will 
absorb £10,000, and leave’ an unappropriated balance of 
£25,363. | i | | 
For the year ended December, 1915, 
Guildford Ње gross receipts were £12,098, a de- 
Electricity crease of £259. There is a balance on 
Supply Co., Ltd. the revenue account of £2,380 after pro- 
viding for renewal of distributing cables, 
feeders, and pilots in Portsmouth Road, conversion of boilers, 
renewal of stokers, and renewal of chimney, totalling £1,694. 
To help meet this special expenditure, which had to be ar 
ried out in order to maintain the supply efficiently, £1, 
-was transferred from reserve to revenue account. After pro- 
viding for debenture and loan interest, and ‘preference*tivi- 
dent for the half-year ended June, 1915, the “net révefitte 
„balance of £222 is to be carried forward. The number of 
«connections increased from 1,195 to 1,995; the total revenue 
fell from £12,356 to £12,098; the total costs increased from 
£7,409 to £9,024; and the gross profit fell from £4,947 to 


The ° 


` 


£3,074. The company suffered considerably owing to the 
greatly increased cost of production of electricity, also to a 
large extent by the enormous decrease in the sale of current 
for lighting purposes. This decrease has been partly made up 
by the increased sale of low-priced units for power purposes. 
Charges for current for all purposes were increased: as from 
ihe end of September quarter, 1915. Mr. C. W. Dixon, who 
has been in France on Red Cross duty: from the commence- 


| ment of the war, ceased to: be a director during the year. 


The Russian Siemens. Ф Halgke Co. 
. Russian 


records gross profits amounting to £134,700 
f Electrical for 1915, and net profits of £84,900. It is 
‚ ‘Companies. intended to distribute 8 per cent. on the 


. | ‚ share capital, or £3 2s. per share. - А 
Thé accounts of Ње Russian Siemens-Schuckert Co. indicat 
gross profits of £179,300 for 1915.. The allocation made to the 
depreciation fund is £48,000, whilst the proposed dividend of 

6 per cent. will absorb £90,000. _ diu WE MUS 

The Kieff Electricity Co., whose undertaking was placed 
under State control in 1915, is now to be liquidated by Minis- 
terial order. The ordinary shares number 24,000, of which 
23,592 are in the possession of the Berlin Electrical Under- 
takings Co., and the technical and economic. management 
have béen found to have been in the hands of the A.E.G. 

The report of the Russian General Electricity Co. fos 1915 
states that the' activity of the undertaking was less produc- 
tive than in normal periods, although the final results could 
be considered satisfactory, having regard to the difficulties 
created through the war, including the removal of the Riga 
works. The company was mainly engaged on the execution 
of Army contracts, which had reached a. large scale, and 
which rendered necessary the provision of additional capital. 
As net profits, the accounts show the sum of £223,800, and a 
dividend has been declared at the rate of 10 per cent., as in 
1914, but the date of payment has been postponed to a 
more favourable time. he directors present at the recent 
annual meeting were all Russian subjects, and authority was 
then given for the share capital to be raised. from £1,200,000 
to £2,000,000 by the issue of new shares for £800,000.  . 

: The report of the special administration, of the Petrograd 
Electric Lighting Co. of 1886 states that the financial results 
in 1915 were not on the same level аз those realised in the 
preceding year, às the working of. the Lodz station was not 
included, and'sale. prices were not increased, despite the 
growth in the cost of production, and all communication with 
Lodz had ceased ‘since November, 1914. At the end of 1915 
the value of the connections of the Petrograd and Moscow 
works was 194,476 KW., as compared with 172,771 xw. at the 
close of 1914: the number of consumers rose from 83,701 in 
1914 to 91,705 last year, and the total production advanced 
from 193,948,000 xw.-hrs. to 230,209,.000 kw.-hrs. in the two 
years respectively, the works engaged on Army contracts 
having been exceptionally large consumers. The special'corn- 
mittee, which assumed control of the undertaking in July, 
1915, is composed of members of the board of directors, and 
representatives of the Ministries of Trade and Industry, War, 
Navy, and of the Town Couneila of Petrograd and Moscow. 
"The net profits are returned at £680,900 for 1915, as com- 
‘pared with £683,800 іп 1914. It is proposed to pay a rate 
of 10 per cent. on the preference shares, as in 1914, and 7 
per cent. on the ordinary shares, as against 8 per cent. in 
the previous year, but the amount available for these purposes 
has been credited to the dividend account, as in 1914, for 
disposal at an appropriate future period. · l 
. The Electro-Mechanical Equipment Co. (Duflom Constanti- 
noviteh & Co.) has paid 14 per cent. dividend. a NA 

The Russian Regional Electrical Stations Co. . (capital 
4,000,000 roubles) made a profit of 402,340 roubles in the year 
1915, and will pay a dividend of 4 per cent., as for the pre- 
ceding vear. | M ; 

Phe Russian (Tudor) Accumulator ‘Factories Co. made a 
profit of 377,061 roubles in 1915, and will pay а 10 рег cent. 
dividend, against 9 per cent. in the preceding year. 

The Moscow Electrical Factories Co. has been formed to 
exploit the I. Struchkoff and V. Chibisoff Electrical T'actories 
in Moscow. Capital, . 900,000 roubles. 

The Donetz Basin Electrical Со. 


oikea in Petrograd) 
began operations on June 95th/July 8th. ^ - . 


Cuban Telephone Co.—A dividend of 12 per cent. on the 
preferred shares for the period to June 30th is announced. 


, Ltd.—At the generat meeting of Tubes, Ltd., on 
abd det a resolution was subinitted ‘to increase the capital 
from £100,000 to £150,000 by the creation of 50.000 shares 
of £1 each, which, are to be offered to shareholders in the 

roportion 'of one new sháre for every two shares held.: It 
1s proposed to declare, about two months after the. general 
meeting, a bonus of 5s. per share, payable out of the reserve 
fund, and to ask the shareholders to authorise the application 
of this bonus to the payment of the amount due on the new 
shares.—Financial Times. | 

h Telephone Co., Ltd.—The directors recommend а 
ай ef б ре cent., less income-tax, for the year ences 
May ‘3ist, leaving £1,281 to be carried forward.—Financia 
Times. = | 
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STOCKS AND SHARES. 


TUESDAY EVENING. 


Very much better news is reported from Mexico. It came 
in the shape of an intimation from Carranza to the effect 
that the Mexican Railway Co. will be handed back to the 
proprietors of the line, and upon terms which the latter are 
not likely to quarrel with. This was a complete surprise, and 
the immediate result was to put up the prices not only of 
Mexican Rails, but of all other securities connected with the 
country. The utilities, of course, have gone with the rest. 

It is not во much а question of actual prices as of change 
in the condition of the market which really matters to the 
stockholders. Whereas they found it hard to sell just lately, 
now the position is that there are many buyers, with no 
stocks to supply them. It is hardly likely that, after wander- 
ing in the wilderness of gloom and depression for the last 
two years, the holders of Mexican stocks will be anxious to 
sell them now. | 

Mexico Tramways at 30, and the Firsts at 42, are both 2 
higher. The Light and Power Co.’s first bonds at 42 are 
similarly better. Pachuca Fives at 33 are up 2 points nomi- 
nally, though in-the actual market it is doubtful whether 
$1,000 could be bought at anything like 94. Mexican Electric 
light 5 per cent. bonds at 34 are 3. points better. The 
assumption is that Carranza will see to 16 that proprietors of 
these utility companies are treated equally well with the 
stockholders in the railways, because, if the disturbed areas 
are really to settle down, there is a highly important part 
for these light and power undertakings to play—a part, in- 
deed, which is indispensable to Mexico's return to commercial 


activity. | Mexican Northern Power Fives have come into 
SALT ne 141. Monterey Fives at 30 are 34 points up on 
the week. 


These may be early days to sketch with any generous hand 
the prospects of the country; and disappointments have be- 
fallen too often on previous occasions for anyone to exaggerate 
the pleasant promise which seems to offer at the present 
time. Nesertlicless, after the many false starts, this may 
well turn out to be the turning point in the situation; and 
it is not difficult to understan 
part with their securities. | 

Another good spot is that for the British Columbia Electric 


stocks, which have made further progress, following upon · 


their previous substantial rises. The quartet of stocks quoted 
in our lists, which gained 1—4 points Jast week, shows rises 
of 1 or 2 now; the reason, as we mentioned before, is the 
expectation that the forthcoming report will make cheerful 
reading for the shareholders. With the improvement in these 
stocks has come a sympathetic rise in Vancouver Power 44 
per cent. debenture stock, taking it to 67, which is a point 
below the similar security of-the B.C. Co. 


Other foreign and colonial issues are somewhat irregular. - 


Anglo-Argentine Tramway Firsts fell back to 3 13/16, and the 
5 per cent. debenture stock to 76. Brazil Tractions picked up 
to 624, around which price they have been revolving for the 
past few weeks. Buenos Aires Lacroze Fives at 84 are some- 
what easier on the week. The Canadian-American list of 

wer companies has for its feature a rise to 245 in Montreal 
aight and Power, this being a jump of about 6 points. 
Canadian General Electrics reacted to 122, after being 195. 
The remaining stocks in this group are firm, with a slightly 
better tendency. 

The Home Railway market is still forlorn and unbefriended. 
So far as the electrical stocks are concerned, Districts at 18} 
are 4 down, Metropolitans fell 4, London & South-Western 
deferred has gone back to 254. The ‘Underground group is 
fairly steady, the Income bonds remaining at 91}, sustained 
by their шош dividend payment. The Labour situa- 
fion is not calculated to attract much general buying of the 
stocks, and it seems likely enough that prices will have to 
go back still further before the public come in. 


The hope for domestic securities of all kinds lies in the. 


obvious fact that there is a lot of money being made in the 
country, that many folks are chary of touching what are 
called “war stocks” at the present time, and that money 
available is seeking employment in other channels in addition 
to those provided by the Government borrowings. Even now- 
adays it is by no means an easy maíter to get a perfectly 
sound 6 per cent. stock, notwithstanding tha current Bank Rate. 

Kensington ordinary and Metropolitan ordinary, in the 
electricity supply section, have both recovered their dividenda. 
Westminsters have been lowered i, and the same fraction 
has been deducted from both classes of Charing Cross shares. 
The ыо dividend, as we showed last week, is at 
the rate of 9 per cent. per annum. The market is firm 
throughout, with very little supply to meet a consistently 
Steady demand. 

Great Northern Telegraphs at 40} are 30s. higher, making 
a rise of £2 10s. in a fortnight. Cable shares are good. West- 
erns are à up at 15%, and Anglo-American Telegraph preferred 
at 104 is 4 higher. Rises have occurred in ‘ China "' shares, 
їп Eastern ordinary, and in Chile Telephones. In the Marconi 
section, the parent shares are strong at 39i, but the subsi- 
diaries have given way a trifle—Americans to 18s. 9d., Cana- 
dians to 10s. 94. Animation has died out of the market of 
late, speculators preferring to wait for the next developments 

efore giving the shares another run. But the market cer- 
tainly looks decidedly good at the moment. 


why bondholders refuse to` 


Henleys have risen to 161, a gain of the fraction, on the 
declaration of an interim dividend on the ordinary shares at 
the rate of 10 per cent. per annum, the same as a year ago. 
Even now the shares pay over 72 per cent. on the money, 
allowing for inclusion of the dividend, provided they are to be 
obtained. Callenders pay a little more. British Insulated, 
which have gained 5s. at 121, return about 7 per cent. on the 
money. Electric Construction debenture stock at 69 is 2 
points higher, and the shares hold all their rise at 17s. 6d. 
General Electric ordinary have hardened to 131. 

In the chemical shares, the popular favourite of the moment 
is Salt Unions. Castner-Kellners are quiet at 33. Babcock 
and Wilcox remain a little under 3. Edison & Swan £3-paid 
shares are 18. up at half-a-guinea. There is no particular 
variation elgewhere in this list. | 

The rubber anomaly continues of the share market bein 
good in the face of'dulness in the raw material. The usua 
sequel to the latter is once more in evidence, namely: the 
complaint that the price of rubber itself is being manipulated 
by interested parties. The expansion in America’s demand 
for.the article is expected to reach 50 per cent. above last 
year's consumption of 90,000 tons. With the Continent closed 
to Americans and to the money that they.are making by 
reason of the war, the United States holiday-makers are con- 
fined to a large extent within their own country, to see which 
they must, of course, have motors, motors, and ever more 
motors. . 

Amongst copper and tin shares, there have occurred no 
changes of interest. The prices of the metals remain some- 
what quiescent after their recent activities. More business is 
moving in armament shares; and investors in the North are 
evidently not afraid to buy at the current prices, notwith- 
standing the caution shown by the Southern capitalists in 


their selection of war stocks. 


— MÀ 


SHARE LIST OF ELEOTRICAL COMPANIES. 


Howe ELECTRICITY ÜOMPANIES, 


Dividend Price 
Aug. 92, Бізе ог fall Yield 
1914. 1916. 1916, this week, р.о, 
Brompton Ordinary ..  .. 10 10 6 — 8118 3 
Charing Cross Ordinary œ. 6 6 ха = 7 210 
s do. do, do, 4j Pref.. 44 4 xd — 8 5 1 
Chelsea LE J .9 en so 5 4 8 — 8 18 4 
City of London ee oe oe 9 8 193 — 6 8 @ 
do. do. 6 per cent. Pref. 6 6 10% =a 614 8 
do. 6 per cent. Pref. 6 6 1 — 614 8 
Kensington Ordinary .. .. 9 7 xd — i 678 
London Electric .. s% s 4 B 1 — 610 6 
do: do. 6 per cent, Pref. 6 6 4 = 618 4 
Metropolitan is ee vs a 8 9#ха +1/- 6 6 4 
do. 43 per cent. Pref, 44 B — 1.4 0 
Bt. James' and Mall .. 310 8 xd - 616 4 
Routh Metropolitan Pref. 1 1 1 — 646 
Westminster Ordinary .. 9 q xd — 614 8 
j TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref, ео ee 6 6 104 т + à 6 16 б 
до. Def... .. 80/- 88/6 281 — 78 9 
Chile Telephone .. 8 8 ti 616 5 
Cuba Sub. Ога, .. Б Б — R- 1 8 
. Eastern Extension 1 В 14 + { 5776 
Eastern Tel. Ord. P 7 8 149 + %76 
Globe Tel, and T. Ord. .. 6 7 124 — © 8 8 
Great Northern Tel, 2 n 404 +14 689 
Indo-European 18 18 48 =e 612 8 
Marconi .. .. .. 10 10 81 + ё 816 
New York Tel. 4} v 4 4 99 — 410 8 
Oriental Telephone Ord. 10 10 — 0 0 
United R. Plate Tel. .. 8 8 6 - *5 18 6 
West India апа Pan, .. vs 1 — 1 = 
Western Telegraph .. se .' | 8 ‚1 + 4 *6 6 10 
| Home RaiLs, — 
Central London, Ord. Assented 4 4 74 — 681 
Metropolitan is x se: 0, d 1 24 — i 4 010 
Underground Electric Ordinary Nil NH 18 = Nil 
ndergroun otric -— i 
фо, do. "A" .. Nil Nil в, — Nil 
: do, do. Income 6 6 914 E *6 11 3 
FoRziIGN Trams, &o, 
Adelaide Вар, 6 per cent. Pref. 6 в 6 — 6 0' 
Anglo-Arg. Trams, First Pref. 5 LH — à тев 
до. 2nd Pref. .. ты 
Brazil Tractions .. Sa Cuius d 4 62 +1 e 8 0 
Bombay Electric Pref... ., 6 6 10йха _ 614 8 
British Columbia Elec. Rly. Pfce. 5 5 6 +2 771 
do, do. Preferred — Nil 49 42 Nil 
do, do, Deferred — Nil 46 +1 Nil 
do. do. Deb. 4 4 +2 6 5 
Mexico Trams 5 per cent. Bonds — Ni 42 +2 Nil 
о, 6 percent. Bonds — Nil . 85 41 Nil 
Mexican Light Common .. Ni Nil 90 -— Nil 
до, Pref. .. .. Nil Nil B4 — Ni 
MANUCPACTURING COMPANIES, 
Babcock & Wileor .. .. 14 16 n — 620 
British Aluminium Ord. . 6 7 - — 6178 
British Insulated Ord... |) 15 17 19 +3 7 210 
British Westinghouse Pref, .. 7 1 50J- —}/- 6 0 0 
Calenders.. ^ .. .. .. 16 90 1 — 8 8 4 
do. Pre.  .. .. 6 6 — 5118 
Castner-Kellner .. v . 20 — = 6 6 8 
Edison &Swan, £8paid .. Ni — 1 — Nil 
do. do. fullpeid .. Nil — 1 — Nil 
do. do. 6 percent, Deb. 6 6 60 — 8 6 8 
Electric Construction .. ex 6 7% 17/8 = 811 6 
Gen Elec. Pref... .. у. 8 6 — a 1 6 
Henley... 5% ie - 90 95 16 + і 7 18 10 
do. 44 Pref... |... . 4à 4 4 = 619 6 
India-Rubber ..  .. .. 10 10 19 - 6 8 
Telegraph Con, es ee ee 90 90 8 = 6 4 0 


* Dividends paid free of inoome-tax. 


B Act 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JULY, 1916. 


ALTHOUGH the July returns of electrical exports and imports show sections. It is somewhat notéworth 
y that France was our best 
a considerable reduction in business as compared with the preceding customer, while other European countries, Ёле India and 
month, the values attained satisfactory dimensions. China were good markets. Compared with pre-war times South - 
The exports reached a total value of £487,575, as compared with American trade was dull. 
£603,510 in June, when, however, telegraphic exports were on There was a fairly general falling off in imports, traceable to a 
an exceptional scale. decrease in purchases from the United States, whose contribution of 
"The imports for the month were valued at £213,714, as compared £125,960 value towards the total compares with £245,622 in June. 
with £316,697 in the preceding month ; and the re-exports reached An exception must be made in the case of lamp imports, how- 
a total of £13, 513, being some £9,000 down on the month. ever, which reached some £45,000 in value, Holland contributing 


During the month machinery, battery, and telephonic exports £32,500 worth—the totals being much in excess of those for 
somewhat exceeded in value those of the previous month, but a June. It may be noted that Japan figures this month as an 
considerable falling off occurred in the telegraphic, cable and lamp importer into this country of various classes of goods. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom" 


, 


p 
| te Ж E Ea mom 5.8 | 
ЕЛЕЕ ИРИТЕТ 
Destination of exports and country consigning | 98 | oss |526 9 Ay | ovaj Fos 3 B E Sc 3.5 я 1.9 5-2 | а= | E 
imports. (235 | ЕЕЕ КЕНЕШ | Баа Reg 9. | Беа. Ба 5 ЕЕЕ hee} © 
|B у Фев ырза) 93 ЕЕЕ: E 59 993 КЕ Е |$28 #24 | = 
$ 7|B23 388g jag 3 8, B la 8| ag | ° 339 "| 
£ £ £ £ £ £ £ £ £ £ £ £ £ 
Russia, Sweden, Norway and Denmark  ... 770 | 4,051 153| 1,181 | 374 | 2,032 [14,088 | 1,73 389 | 994 '825| 5,530 | 32,116 
Netherlands, Java and Dutch Indies VAN 336 120.157 819| ... "M | 273 | 2.042 | 1,589 19 41 | 4,911| 356 | 30,843 
Belgian Congo... nak m Gs 2:6 РАА ous is T 252 еу 3 - aaa aye - 
France ... Se 5. s Ке ... | 2,780 710 839| 266 | 279 516 [19,304 888} 614 3.346 |16,156/27,061 | 72,759. 
Portugal & ЕР за 255 | 1,361 131 609 „ка 257 887 622 51 108 | 1,386| 8,826 14,493 
Spain, Canary Isles and Spanish N. Africa... 233 300 385 15 .. | 1,908 | 9,998 478| 120} 323 54| 407 | 13,621 
Switzerland, Italy and Austria-Hungary ... 170 362 ry 3 us 42 | 1,859 | 2,197 630) 534 46 146/110,241 |, 16,504 
Greece, Roumania, Turkey and Bulgaria ... 29 «da 51 13 -— 5 229 s ES 1 „зә dr 319 
Channel Isles, Gibraltar, Malta and Cyprus... 92 | 150 28 7 Bs lus SAB) seb «ж: A 17| 819 | 1,423 
U.S.A., Philippines and Cuba TP SEC Ст 97] 91| 16 14 | 1,478 | ·... 64| ... 39| .745 | 3,166 
Canada and Newfoundland ... sti 403 389 34 239 45 399: | 1,073 TF бл 23 674 54 3,933 
British West Indies and British Guiana ... 383 TT 141} 199 | ..: s 292 TN 84 16 26| 350 | 1,491 
Mexico and Central America - ss T ves 46 ЇЗ. us "T 22 e = vax 102488] > 2,269 
Peru and Uruguay  ... Kes ies TE 74 41 50 ЗБ". е 77 n 180 |... ets 10 427 
Chile ... pa e ex га JA: TOME es 869] 208]| ... 849 | 1,824 а 192 8 22) 142 |, 5,496 
Brazil ... T ET Hes МАР ^a 601 | 1,184 135 38 ri 109 | 2,072 | 1,036 dT 89 aes 907 6,171 
_ Argentina. 1692 | 6,812 | 967| 412 | ... | 2,542 | 2,199 | 1,110) 1,329 | 55 | 489 693 18,300 
` Colombia, Venezuela, Ecuador and Bolivia.. 67 48 161. ... sis 595 226 bea SOT ч 159 59 | 1,200 
Egypt, Tunis and Morocco ... ee А 87 775 206] 164 | ... 229 | 271 13} 690 | ... | 1,060] 83 | 3,578 
British West Africa ... .. es vest 2 ET. tease 48] a - IOTI uu 3m | ... 286| 618 | 1,217 
Cape of Good Hope ... Sis ont ass 863 | 5,592 309 723 е 1,584 | 2,481 42| 5,452 11 689 10 | 17,756 
Natal ... bas ..| 805 | 9,143 | 228] 307| 20 28 | 5,517 | 5°) 56 | 15 64| 277 | 17,055 : 
Rhodesia, ORC. “and Transvaal kat 447 | 2,329 307| 2.405 T 233 | 2,348 EN: 684 11 d 687 9,537 
Zanzibar, Brit. E. Africa, Mauritius & Aden 112 | 51 17 24 T b 168 са Е NA 102) 115 889 
Azores, Madeira and Portuguese Africa  ... 117 53 | 117 Si °з. | 109 96 ДЕ ет " iA 10 584 
French African Colonies and Madagascar... 1б ж oes 24 yv eve 1,496 oes e. | 22 1,552 
Persia i ч "T "T ИТ Үз - ag T T ah is ке Б 1,291 | 1,291 
China and Siam ае з Eis .. | 1,039 | 4,553 266| 677 46 | 1,606 |13,795 | 497 268 | 51 47| 1,871 | 24,716 
Japan and Korea As VA е ЕТМ ec L9 БӨ ues 44 894 | 8,451 vee | 1,533 83 |... | 3,420 | 15,854 
India ... as Ji v ч» .. | 1.841 15132 | 3,416} 3,554 | 238 | 5,251 [16.994 | 4,256) 5.036 161 | 2,147] 738 | 58,764 
Ceylon ... 398 | 654 | 211| 209| ... 5 2937 | 3.205) 122 | ... 100| ... 5,066 
Straits Settlements, Fed. Malay States and | | | d 
Sarawak Ahi Aa: | ma 2129| 188 2385| = | 159 | 784 | 455] 588] 265| 287) 307| 5,950 
Hong Kong. .5 — e их з м] 278 | 2,074 | 615]. 965] 12| 564) 920| ..| 173 | 43 | 123| 509 | 4,477- 
| | | | 
West, Australia йы» =й, Teg жа D TEL 471 20| .. | 1,173 | 799] | ,130 | дё 55] 29 | 2,809 
South Australia T "e aoe ans 164 | 5.869 | 68| 207 157 | 1,392 |. ... 5.398 | 2 | 7,838) ... 21,995 
Victoria Mis "T © +r 374 | 4,959 | 2.269) 686 756 110,642 | 2.700] 157 91 | 1,030] 473 TA 
New South Wales — ... i yas .. | 2,046 | 6,503 | 865| 1.320 | 104 | 518 | 8.093 | ... | 1.222 | 156 2,139] 496 | 23,462 
Queensland... v б Lo e. | 205 661 50 5262 12 | 92 690 613 593 25 (3|... 5,900 
Tasmania zi ane TP heall uox е "a Г 8 | 12 T ШЕ TA E es 1 te 
New Zealand and Fiji Telands Бә эте 413 | 6,443 546, 834 | 157 | 424 | 5,377 | 321| 2.579 | 88 | 2,573) 162 15,911 
—— | | | oe 
Total. £ 119.89] 1036011 {,78115,197 1.388 194.550 139,330 20,784 28.223 6.007 416.161/67.356 |487 DD 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden a IMP Пле EE Ea "МНЕ, рЫ 
Holland... A В sha 72 | 1.752 | ... 126,118 | 6,425] ,.. 385 | ... f40 | iss 965 | 35,857 
Preteens M ДУ, „дл "ШУ cuis oM 16 86 | ... 382 | 199| 951 | 1306 | ... | 6,512 [1,824 100 | 11,376 
Switzerland .. у  ..  ..  ..]| 899|2,10| 206 | 150| 956 5,015 | 145 | ... 80 11,250 en 11,511 
Hale ^. Cn. аА" GL cr s zc Bd DE eee | osi ИРЕР 2 536 39 ee. dues " 10,315 
United States шо о ш. ош. з. .. 21484 | 3410 | 133 | 5,822 | 2,036| 1,633 | 9,643 | 64,810 5,764 |7,008 4.517 [125,960 
DAE uu Quis Xue s xu xe ES | Ge p dh] $99. | 2008), xo ми o Бб. aes 210 |, 4,381 
Total, £ 27,571 14,052 | 383 133,867 |11,621| 7,599 [20,502 | 64.832 [14,629 10,082, 7,038 212,176 


Additional imports.— Spain, carbons, £755; Natal, electrical goods, £20; Canada, electrical goods, £423: batteries, £40 ; 
electrical machinery, £300. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


849 | 77 2,815 13,513 


1,714. 23 | 372 2,358 


Various countries, mainly as above 1,455 | 3,850 


! ` TOTAL EXPORTS: £487,575 TorAL RE-EXPORTS : £13,513 - ToTaL Imports: £213,714 

| NoTE.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to “goods” ‘otherwise unclassified, the latter, doubtless, consisting of similar 
materials to those appearing in adjacent columns. Imports are credited to the country whence consigned, which is not necessarily 
the country of origin, : 
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ELECTRIC POWER ON A RUSSIAN 
PEAT ВОО. 
er 

Мв. №. MirsrEIN writes in the Elektrichestvo that the 
increase in the price of wood, coal and petroleum has 
urgently directed attention to the search for cheaper fuel. 
One of the leading substitutes proposed is peat, which is 
widely distributed in Russia, particularly in the north. It 
will be of particular service, he says, to the electrical 
industry, for electricity, compared with steam, offers valu- 
able facilities for operating peat presses. 

The electrification of the Zhuravlino-Melechensky marsh, 


he continues, has certain characteristics that, in his opinion, 


may be of interest. 

The central electrical power station belongs to the 
Bieloretsk (Pashkovich Bros.) Co., and is equipped entirely 
for the service of the 11 peat presses (Hendun system) 
installed on the marsh. Neither’ lighting nor power trans- 
mission for other purposes is to be found on the marsh. 
The plant consists of three combined Fitzner & Hamper 
steam boilers, two single-cylinder horizontal Goerlitz 
engines, without condensers, and two three-phase Siemens- 
Schuckert generators. i | 

The system is designed for the simultaneous operation of 
all the 11 presses, each of which requires 60 H.P., with a 
power factor of 0°7; a loss of energy in distribution up to 
10 per cent. is allowed for. Bare aluminium cables, 
50 mm.? in cross-section, were used for the main, and 
35 mm.?for the branch lines; aluminium was chosen in 
preference to copper for economical reasons. The difficulty 
in soldering was got over by the use of special couplings, 
the mechanical strength aud reliability of' which are quite 
as good as those of soldered joints. A great advantage in 
using the coupling is the rapidity with which a joint may 
be made or separated. | | 

The overhead lines that run down to the respective 
excavations are situated about 18 to 20 sazhens (1s. = 
7 ft.) distant. This distance is chosen so that the 
Supports, as the peat is worked, may be removed every third 
working season. The depth of the turf at the.Zhuravlino- 
Melechensky marsh averages 4 metres. 

The current is conveyed to the electric motor that drives 
the peat press by a flexible rubber-insulated cable of 
3 x 6 mm.? for 2,000 volts pressure, tested at the factory 
to 4,000 volts. 
calculated so that for an average production per press of 
40,000 to 45,000 briquettes daily, and at a depth of 3-5-4 
metres, a transfer of the-coupling-box in consequence of the 
removal of the.press, may take place every five or six 
Deu days. The motors are connected to the presses by 

The motors are mounted on small hand sledges, and are 
fixed to the sleepers which form the frames of the platforms 
of the peat press. The motor, bedplate, press, and dis- 
tributing-box with a 25-mm.? section conductor are con- 
nected to a galvanised iron plate which is carried in the 
direction of the transfer of the press. and sunk 14 arshins 
„(8 ft. 6 in.) in the ground. | 

The power used in running the peat presses is irregular 
not only for the individual presses compared with each 
other, but also for each press. This variation is due chiefly 
to the properties of the peat dealt with by the presses, the 
degree of its humidity, the quantity of material thrown into 
the elevator, the presence in the mass of non-rotted branches 
and, finally, the mechanical condition of the belt. The 
great difference inherent in the factors named can be 
appreciated by comparing the work of presses Nos. 1 and 7. 
The former stands on very dry ground, and often meets 
with unrotted pieces of wood. "The motor driving shaft is 
often badly aligned with regard to the shaft of the press 
At press No. 7 the transmission is properly mounted ; the 
mass is friable, with an average quantity of water. The 


The length of cable for each press is 


number of workmen in the pit loading the elevator for both 
presses was at first the same— namely, 12 per pit. 

Observations were made with the aid of the ammeter at the 
distributing box and a wattmeter. There was no other 
apparatus at hand. On connecting the elevator of press 
No. 1, the ammeter reading varied between 28 and 26 
amperes, This press used about 60 Kw. It was stopped, 
the number of workmen to feed the elevator was reduced to 
eight, and water was poured on the mass. This reduced the * 
load to 19-21 amperes. Meantime, the load of No. 7 during 
work varied between 15 and 17 amperes, making an average 
of about 40 Kw. Thus the H.P. of the motors (60) chosen 
may be considered correct, except in section No. 1, where 
the motor-power had to be increased to 75 H.P. But to 
estimate in advance the many factors that might affect the 
work of the motors, as shown in section No. 1, is almost 
impossible. 


SPANISH INDUSTRIES AND TRADE. 


- | [INFLUENCES ОР TRE Wan.] 


(Concluded from page 195.) | 

The mineral wealth of north eastern Spain, the most moun- 
tainous part of the country, has not yet been fully exploited, 
but progress has been made in this direction during the past 
year, owing to the stimulus given by increased demand for 
metals of all kinds. Some difficulty has been experienced 
through the lack of proper transportation for ore from the 
mines to smelting works. In some instances, however, їш- 
proved facilities have been afforded. Among minerals in 
which this district is especially rich may be mentioned coal, 
iron, zinc, lignite, peat, rock salt, fluorspar, limestone, and 
potash. During the past year embargoes have been placed 
on the export of many of these and their by-products, with 
the object of protecting domestic industries against lack of 
raw material. These measures have had a direct bearing 
upon local mining interests, especially as to the export of 
minerals, but cannot be regarded as having any permanent 
damaging results. . 

Mining in this district has to contend with various obstacles 
to its development. Some serious strikes have threatened to 
paralyse the industry, but they have been averted by conces- 
sions made to the miners. Much foreign capital is invested 
in the mines of Catalonia, and while this has often been 
advantageous, it sometimes results that proprietors of mines, 
for reasons of their own, obstruct exploitation, thus immo- 
bilising mineral wealth of the district. 

After summarising the position of coal mining, iron mining, 
and potash deposits; Mr. Hurst reviews Spanish measures 
for commercial expansion. During the year 1914 a special 
agent was sent to Barcelona by royal order to study. the 
export relations of this port with Latin America and suggest 
such means as would tend to increase commerce with the 
Republics of South and Central America. The report of this 
expert was published late in 1915, and shows an intelligent 
and comprehensive analysis of the subject. Another indica- 
tion of the practical interest taken in foreign markets may be 
inferred from the fact that the University of Barcelona gives 
a course in commercial expansion, with lectures, excursions — 
to principal industrial centres, and meetings with chambers 
of commerce and boards of trade. Lectures are delivered by 
specialists, not only in Spanish, but in French and German 
and enthusiasm is expressed in pushing the trade of this 
country abroad. 

To the other South and Central American Republics much 
attention is devoted with the avowed purpose of gaining а 
stronger foothold in lands where the tastes of the public are 
largely Spanish. The common language is a strong factor 
in negotiations and several well-fitted lines of navigation are 
a constant bond of union. 

The exceptional circumstances which have called for enor- 
mous quantities of merchandise from the Barcelona district 
for various European markets are recognised, while of vital 
importance for the moment, as not likely to continue indefi- 
nitely. For this reason, the Catalan does not wish to neglect 
an opportunity to entrench himself in trans-Atlantic markets 
which will, it is anticipated, require increasing supplies. The 
system of permanent expositions abroad of Spanish products 
has been agitated, but many faults have been found in the 
project. It is claimed that such expositions require a perfec 
tion in the way they are conducted and the manner of pre-« 
senting merchandise which is difficult to accomplish at a great 
distance. The efforts of travelling salesmen who show the 
goods to those actually interested in a special line, accom- 
panied by oral explanations, more or less persuasive, are 


- regarded as more efficacious. High freight rates in Spain and 


lack of sufficient railroads tapping the hinterland are obstacles 
with which the Spanish exporter has to contend, and serious 
effort is being made to alleviate this state of affairs in behalf 
of. the commercial expansion of this district. 


^ 
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The facilities of the Harbour of Barcelona are next dis. 
cussed, and the report then proceeds to refer to the coming 
electrical exposition. This is planned for the year 1917 for 
Barcelona, to be called the Exposición Internacional de 
Industrias Eléctricas y General Española. There will be sec- 
tions or departments for commerce, forestry, each of the 
great national industries, works of charity,*bookmaking arts. 
social institutions, and several special sections for electrical 
industnes. Various concessions have been offered to the 
exposition committee by the Madrid, Zaragoza and Alicante 
Railroad and the waterworks company of Barcelona. The 
Bank of Barcelona has undertaken to place a comprehensive 
bond issue in behalf of the City Oouncil for the completion 
of the works already in progress. | 


The American import trade into this district has taken on | 


a new aspect during the past twelve months. 
with Austrian and German goods 
almost entirely eliminated, and the demand for American 
pioducts to replace supplies formerly drawn from Austria 
and Germany has been greater than out merchants could 
meet, Again, the supply from Belgium, whence merchandise 
of many kinds, especially large quantities of metallurgical 
manufactures, had formerly been received, is now shut off. 
In several lines, notably coal, machinery, and textiles, the 
export from England is restricted and freight rates have risen 
erormously. . | 

Some helpful ideas for American éxporters may be gained 
from the means employed by Germany and Austria to hold 
this trade before the war. А leading factor hás been the 


Competition 


establishment of a German bank in Barcelona with connec- 


' tions throughout the district. This facilitates financing ship- 
ments and handling credit, and lends assistance to schemes 


of trade promotion. Such banks with their agencies and cor- . 


respondents also offer efficacious aid in reaching new cus- 
tomers. They frequently supply their home offices with the 
ratings and characteristics. of firms or individuals in this 
district and study the credit problem from a mercantile point 
of view. The detailed information they have gathered has 
been largely influential in enabling European exporters to 
extend the long credits which have.appealed strongly to local 
merchants. | ' | 

German banking facilities in this district are so well 
organised and effective that they have become а powerful 
adjunct in the furtherance and grip of German trade here. 
The system renders not only prompt and careful banking 
service, but perforce takes in a measure the place of 4 
chamber of commerce, the establishment of which certain 


foreign merchants avoid. For thoroughness, patience, con- . 


tentment with narrow margins of profit, and ultimate pros- 
pect of becoming an inseparable participant in the trade of 
the country the German commercial worker here along these 
lines has no superior. ` ? 
With the unparalleled advantages now in favour of a heavy 
and immediate American trad» with this district every effort 
must be made, not so much to: increase the volume, but 
tather to keep what has been gained. Regular and more 
adequate means of transportation are imperative and indis- 
pensable. The need of such transportation has been signally 
demonstrated in the coal question. Several large shipments 
have arrived from the United States since the removal of the 
duty and transport tax, but importers complain that the lack 


of ships for this purpose renders it impossible for the local . 


eoal trade to count upon receiving supplies with any regu- 
larity. Other commodities are affected in like manner, and 
the shipping problem has become one of the most important 
їп the maintenance of our trade with this district. 

One of the greatest handicaps -to American trade in this 
district is the lack of banking facilities. Ab the present time 
nearly all banking operations are carried on: through London 
or Paris, with consequent increase in cost to exporters and 
importers. i j 

Towards the end of the year it was reported that an Ameri- 
can bank would be established in this country, to develop 
and facilitate Hispano-American trade. The newspapers com- 
mented favourably on the proposition, especially with regard 
to obviating commercial difficulties at present complicating the 
cotton trade, which is of vital importance in the district. It 
lias been stated that this bank will be in Barcelona and con- 
stitute a part of a banking system which will extend through- 
out Latin America and Europe. No definite steps have thus 
far been taken in relation thereto. 

e importance of straicht, first-hand credit information 
concerning local merchants is vital, as on it naturally depends 
the benefit to be derived from spreading our products in this 
territory. Especially where a transaction involves long credit 
the business standing of the importer must be determined 
beyond all doubt. Mercantile credit agencies of the type 
‚ familiar in our country exist in Barcelona, and a New York 
heuse 1s established here through which trustworthy inside 
information may be promptly obtained. 

any merchants here, when soliciting the aid of this con- 
sulate-general for connections with business concerns in the 
United States, give bank references as to their credit, and 
Tune refer to firms in the United States with which they 

ave already established relations. Besides these, there is a 
vast number of men desirous of securing agencies. who in 
Some cases аге not known to the mercantile world. having 
small capital and business strength as yet untried. In some 
of these cases the would-be agent aspires to build up a busi- 
ness on а commission basis, and naturally there is some ris 


has been for the present - 


to the American exporter in entrusting his interests to him, 
but, again, there is a certain advantage where the prospective 
agent 1s endowed with push and honesty. The consular officer 
1s sometimes impressed with the appearance of the applicant 
for agencies and is desirous of enlisting his services for the 
extension of the sale of American goods, even though no exact 
data as to his business solvency can be secured. 

Numbers of agencies have been given out to such persons 
by American merchants, and there is reason to presume that 
the men chosen will prove good factors in the extension of 
trade in this market. The Catalan has a good reputation for 
business integrity and his instinctive business ability and 
natural pride in the reputation of his country render him 
generally reliable. 

"American engineering skill has been practically demon- 
strated in this district by the construction work done in con- 
nection with hydro-electric development and_ irrigation 
especially by the Ebro Irrigation & Power Co. . What is stated 
to be the greatest work of its kind in existence is a dam пёаг 
Talarn on the Noguera Pallaresa River for the purpose of. 
regulating the flow of this branch of the Serge River. ' The 
dam is approaching completion and. will remain a monument 
in this district to American skill and enterprise. When com- 
pleted it will be over 269 ft. in height above the general level 
of the river bedrock, over 328 above the lowest point of the 
foundation in the upstream cut-off wall, and will raise the 
water level 243 ft. above the present level. American manu- 
focturing skill is also highly rated here, as is shown by the 
fact that cotton spinning and weaving are carried on largely 
along American lines, and in connection therewith & consider- 
able -part of the machinery used has been imported from the 
United States. Of other industries the same may be said to 
be the case in a more or less marked degree. Agricultural, 
ice-making, and knitting machinery, dynamos, turbines, elec- 
tric engines, and many other classes of machinery of Ameri- 
сап make are in constant use here. Recently one of the 
principal clinics of this city, having large orders to place for 
scientific and orthopsdic articles, applied at this office for 
addresses of houses in the United States that could supply its 
wants. American electric meters, transformers, and apparatus 
of all kinds are used here extensively, and it is interesting to 
note that those interested here always expect something new 
in this line from American manufacturers and exporters and 
constantly inquire for novelties.” A E i . 

“The large and varied line of American goods now on this : 
market and in general demand here would indicate that there 
are splendid opportunities for further products from American 
mills and factories. The local merchants are in constant 
search of novelties in every line, and seem to feel that there 
js always something new in America.” . 

“The decrease in imports of electrical supplies from the 
United States should be checked and the coming Electrical 
Exposition is suggested as a rare opportunity for our manu- 
facturers to exhibit their products and bring our goods in 
this: line fully before the Barcelona purchaser." 

‘The exports of electric carbons to the United States from 
this district rose in value during 1915 to 6,601 dols., as com- 
pared with 3,985 dols. in 1914. "This would apparently indicate 
that these carbons have proved satisfactory to American pur- 
chasers, who were the first to buy here in 1914, when former 
sources of supply were cut off. The electric carbons exported 
to the United States from this district are all produced by 
the Compañia Fabril de Carbones Eléctricos, of Barcelona." 

Other reports have also just been issued by the American 
Consular representatives in the following placés:—Madrid, 
Malaga, Almerja Province, Jerez de la Frontera, Seville, 
Cadiz, Huelva, and Valencia. Consul Putnam, at Valencia, 
reports a demand for household mechanical appliances, 
machinery in ‘general, including gas engines, pumps and 
pumping machinery, machine and other tools, electric motors, 
leather belting, and electric motor-cars. Не .says :— 

*" Under conditions ruling in Europe at present the oppor- 
tunity for extending American trade with this district 1s 
excellent, and there is no reason why the American exporter 
should not do a good business, provided he is in a position to 
make deliveries with reasonable promptness, sell his product 
at fair prices, and grant to responsible buyers terms such as 
they have been accustomed to receive. If he is not in a posi- 
tion to fulfil the last two conditions, sales will be limited to 
those articles which are absolutely essential to the purchaser 
and unobtainable in other markets. By arranging for pay- 
ment on receipt of goods, sales of our products will be greatly 


facilitated and a long step taken toward establishing a per- 
manent foothold in the market. Many American firms do 


not find it feasible under present conditions to sell except 
for cash against documents at port of shipment, while the 
Spanish buyer has been accustomed to pay for his purchases 
on arrival at the earliest and more often at 30, 60, or 90 days. 
Firms in the United States have written to this office stating 
their willingness to grant more liberal terms when conditions 
become settled; but the Spanish importers require such terms 


‚ at the present time—not later when all the markets of the 


world will be open to choose from. To secure the Spanish 
trade and to retain it, American exporters should supply the 
buyer in Spain with the goods required promptly, reasonably, 
and on terms similar to those he has been accustomed to 
receiving. It is necessary to supply samples of the larger 
part of the American products for which a market is desired, 
and the. trade should, be solicited by eee agents. The 
market must be studied just as much as the home market 1з. 
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studied. It may be necessary to meet new conditions as to 
quality, &c., which will require changes in the product. 
Goods suitable for the American market may not be suitable 
for this market, and the producer must be prepared to adapt 
himself to local requirements. Trade with this district can 
be materially assisted if the Spanish buyer 1s furnished 
promptly with accurate information, in his own language, 
regarding the goods offered, the price and terms of payment, 
also the time of delivery. Such information may best be 
provided through responsible agents having а thorough know- 
ledge of local conditions, requirements, and the Spanish lan- 
guage. A single agent could represent several non-competing 
firms, and thus be able to handle the business economically. 


THE JOHANNESBURG 
MUNICIPAL ELECTRIC POWER STATION. 


(Abstract of paper read before the SOUTH AFRICAN INSTITUTION 
OF ENGINEERS, by J. Н. ровѕом. M.Sc., M.Eng.) 


THE assets owned by the Johannesburg Lighting Co. were acquired 
by the public of Johannesburg in 1895, and those of the Johannes- 
burg Tramway Co. in 1904. 

The first Council appointed by the Government after the termi- 
nation of the Anglo-Boer War immediately set to work to place 
the future of the electric supply on a sound and permanent footing, 
and Messrs. Mordey and Dawbarn were appointed consulting engi- 
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The order for the gas plant was placed on April 6th, 1904, and the 
guarantors were Messrs. W. Beardmore, Ltd.. Glasgow. Messrs. 
Stewart & Co., of Glasgow, became the main contractors. 

The first set, a 1,000-H,P. D.C. set, was started up on April lst; 
1906, and from thence onwards at various intervals the remaining 
units were put into commission, and all engines actually ran for 
limited periods with the exception of one 2,000-н.Р. A.C. set, which 
was never started. | 

In October, 1906, after. six months of most unsatisfactory 
running, the Council decided to take drastic measures to see that 
the contract was carried out satisfactorily. Accordingly, the con- 
tractors for the plant entered into an agreement with the Council, 
known as the “ running agreement," whereby they guaranteed to 
run the plant for a period of 12 months. 

On May 15th, 1907, the contractors themselves abandoned the 
* running agreement," and the town was faced with an appalling 
situation. The Council decided to reject the whole of the gas- 
engine plant, and to claim through the Law Courts the whole of 
their enormous losses, which litigation was only terminated in 
February, 1912, nearly five years after the rejection of the plant. 

The Council claimed for £391,872, and was awarded £340,177, 
made up of £115,134 against Messrs. Stewart & Beardmore, and 


' £225,043 against Messrs. Stewart & Co. Defendants decided to 


appeal, but before the appeal was heard negotiations were entered 
into through which the Council accepted a cash payment of 
£100,000, and Messrs. Beardmore retained an option on the plant 
for віх months at a purchase price of £5,000. This option was 
never exercised, and the sale of the plant realised £7,000. The 
differencé between the Council’s claim and what was actually 
obtained was £284,872. 

The plant consisted of gas producers for producing power gas from 
incandescent coalby means of an air blast working in conjunction 
with steam applied at the bottom of the fuel. The gas had to be 
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Fic. 1.—DIAGRAM SHOWING ARRANGEMENT OF DISCARDED GAS PLANT, JOHANNESBURG ELECTRICITY WORKS. 


neers to the Council in July, 1902. They relinquished their con- 
nection with the Council in 1908, and from January, 1909, the 


author has been responsible for all work carried out up to the 
present day. 


THE GAS ENGINE SCHEME. 


The date of the consulting engineers’ report on the choice of power 
plant coincided with a period at which the internal combustion 
engine had made great progress, and they were imbued with 
enthusiasm to give Johannesburg what they considered was the 
best possible scheme, viz., gas engine plant. 

It was arranged to invite alternative tenders for steam and gas 
power plant. On March 2nd, 1904, tenders were dealt with for three 
1,350-KW. D.C. sets, two 675-KW. D.C. sets, two 1,350-KW. А.С. sets, 
and ойе 675-KW. А.С. set. In the opinion of the engineers the 
most favourable tenders for steam plant and gas plant were :— 

Gas Plant.--Messrs. Poetter & Co., gas producer plant, £50,600 ; 
Messrs. D. Stewart & Co., gas engines, and Messrs. Siemens Bros.. 
dynamos, £154,320 ; other additions, £18,630 ; total, £223,550. — 

Steam Plant.—Messrs. Dick, Kerr & Co., £195,495. 

Coal and water costs of steam and gas plant were reported upon 
and, although the capital cost of gas plant was over £28,000 more 
than steam plant, there was to be an estimated saving of £15,000 
per annum on the coal and water bill, and other charges for labour 
oil, repairs, &c., were regarded as the same for both schemes. 


cleansed by means of cooling and purifying plant before being 
used in the gas engines. 
à Fig. 1 shows a plan of the layout, and an elevation is seen in 

g. 2. | 

As Messrs, Beardmore & Co. did not exercise the option to take 
over the derelict gas plant, it became the property of the Council, 
and this was the first time the author became officially connected 
with it; as technical adviser to the Council, it became his duty to 
make recommendations as to what should be done with it. With 
all the information at his disposal. obtained during a period 
extending over four years, from a close study of the plant and а 
perusal of the various reports made during the unsuccessful period 
of attempting to run it, he finally advised the Council to dispose 
of it. There was a strong predisposition on the part of the author 
to utilise it if at all possible, but there was no similar gas-engine 
scheme in existence, and it was necessarily a purely experimental 
plant, more especially the gas-producer plant. With the modern 
boiler and its auxiliary apparatus, such as mechanical stokers, &c., 
it is possible to burn the very cheapest grades of coal, such as 
dross, peas, and nuts, for the purpose of steam-raising. Assuming 
that certain of the Transvaal coals are suitable for burning in gas 
producers, the cost would be appreciably higher than the coal 
which can be used under ordinary steam boilers with mechanical 
stokers. The coal actually used in the gas producers cost nearly 
twiceas much as coal used with the ordinary boiler plant. This 
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fact alone eliminated any benefit in thermal efficiency which may 
be claimed for a gas-engine scheme. Experience showed that it 
was necessary to modify the design of the interior of the gas pro- 
ducers to prevent the ashes clinkering, and to allow of uniform and 
continuous gasification. Irrespective of the bituminous nature of 
the Transvaal coals, much investigation work was required 
to determine the correct design for the proper gasification of 
Transvaal coal, because of the large percentage of ash. The 
steam raisers could have been eliminated by erecting suitable 
boilers for the production of steam to actuate special steam engines 
to drive the air blowers directly, and for the attainment of 
efficiency to utilise the exhaust steam from these engines in the 
gas producers through suitable receivers, instead of drawing steam 
from the steam. raisers. From the results obtained, and from the 
coals which were suitable, it would have been necessary largely to 
increase the cooling and purifying plant; in fact, to obtain gas 
free from dust and tar, it might easily be stated that the coolers, 


the coke scrubbers and the centrifugal tar separators, as well as - 


the sawdust scrubbers, must have been doubled. Over and above 
these points, there was the question whether the gas producers 
were able to gasify the amount of coal in accordance with the 
specifieation, and, if actual results were to be taken as a guide, it 
would have been necessary to increase the number of gas-producing 
units, to give the amount of gas required for the power demand in 
the gas-engine room. These practical points were matters simple 
enough from the purely mechanical engineering point, of" view, but 
they involved large capital expenditure and additional working costs 
(especially in the amount of water required); and the financial 
aspect was altered entirely. 

With regard to the gas engines, experience proved that the com- 
pressed air plant for starting would have to'be increased and the 
method of driving completely altered. Thequestion of lubrication 
was another matter of great importance, and it would have 
been necessary to design an improved system of lubrication to 

attain successful running. This point can be appreciated when one 
is aequainted with the phenomenal dust of Johannesburg and the 
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necessary communications between the business portion of 
Johannesburg and the suburbs, All plant which the Council had 
at its disposal was quickly put into service, and the only steam 
power available was a collection of isolated and heterogeneous 
belt and direct-driven plants, some of which were rescued from the 
scrap heap ; altogether there were 15 boilers, making a total of only 
1,660 H.P., and no fewer than 10 reciprocating. sets, giving a maxi- 
mum of only 840 KW. D.C. and 400 KW. A.C. These were pressed into 
the service, and every available electric unit extracted therefrom. 
To those acquainted with Johannesburg conditions it will be realised 
that it takes under normal conditions 12 months or more to obtain 
generating plant from the time of inviting tenders and having the 
same under working conditions. Two 500-Kw. non-condensing 
D.C. sets and three boilers (each of 14,000 lb.'per hour), without 
superheaters or econoinisers, were procured and set to work within 
six weeks after the gas-engine plant was abandoned. There were 
also one 1,000-KW. condensing D.C. set and two similar boilers set 
towork by the end of 1907, and during 1908 were erected two 
1,000-KW. sets and one 500-Kw. set (only one of which was con- 
densing), and four boilers of the same size as before. The recipro- 
eating engines were made by Messrs. Belliss & Morcom, and the 
boilers by Messrs. Babcock & Wilcox. Astonishing records were : 
made by the contractors, Messrs, Reunert & Lenz, in the expeditious 
manner that some of the plant was erected; on the other hand, 
the Council had to pay “famine prices" for the plant under the 
exceptional conditions. The conditions under which the plant had 
been installed during a period extending over 18 months up to the 
end of 1908, subsequent to the closing down of the gas-engine 
plant, were those of meeting urgent and immediate requirements 
for power at any cost, and plant had been hurriedly erected regard- 
less of layout or future extensions. Floor space was exceedingly 
limited, as most of the ground was occupied by the gas-engine 
room and the derelict gas-producer plant, the future of which was 
unknown. е 

In 1909 the arrangements in the boiler house were most unsatis- 
factory, ashes had to be withdrawn in front of the boilers, which 
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Fig. 2.—DIAGRAM SHOWING ARRANGEMENT OF DISCARDED GAS PLANT, JOHANNESBURG ELECTRICITY WORKS. 


enormous weights of the moving parts, such as the fly-wheels (up 
to 70 tons on the 2,000-H.P. engines) and the electric generator 
armatures (up to 35 tons on the 2,000-H.P. engines). These points, 
in the same way as those of the producer plant, could no doubt 
have been overcome with good mechanical engineering, but appre- 
ciable capital expenditure would have been involved. The cost per 
unit as obtained by the hurriedly erected steam plant up to 
February, 1912, when the law case terminated, was such as to 
render it unnecessary to attempt any scheme of setting the gas- 
engine plant to work for the production of electric power. 

Investigations were carried out as to whether it would be econo- 
mically feasible to utilise the gas-producer plant for the production 
of tar and other by-products, and to burn gas instead of coal dust 
in the Bettington boiler, which forms part of the present steam 
plant. Here also, when the cost of suitable coal for burning under 
the gas producers was considered, together with the cost of 
necessary alterations to the plant. as well as the working costs. 
and the question of the variable revenue obtained from tar and 
Ч other by-produets, such as sulphate of ammonia, it became evident 

that it was a very risky proposition from the financial point of 
view to attempt to utilise the ras plant in this way. ; 

The final termination of the gas-engine scheme was that tenders 
Were invited on separate occasions for the removal of the 
mechanical and electrical sections respectively. and the plant was 
finally disposed of for £7,000, this being greater than Beardmore's 
option of £5,000. | 

The discarded plant was taken to the steel works at Vereeniging 
ready to be melted up, and the gas-engine house has been trans- 
formed into workshops. ч 

hree years after the placing of the contract for the gas-engine 
generating plant, Johannesburg found itself in a worse position 
than prior to placing the orders. During the three years. April, 
1904, to May, 1907, the number of houses in Johannesburg had 
Increased enormously, the electric distribution systent-had made 
steady progress all over the municipal area, and would-be con- 
паі were waiting anxiously for electric supply. The new 
тен of electric tramways, to the extent of about 30 ог 40 track 
miles, had been gradually completed, ready for supplying the 


, 


was also the only space available for the coal used for stoking 
The distance between the two rows of boilers was exceedingly 
small, only some 18 ft., and only 7 ft. between the coal-hoppers, 
and, as а consequence, ashes and coal were inevitably mixed, and 
the boiler-house presented a most disorderly appearance, due to the 
circumstances of its origin. Although the gas plant had been shut 
down. the main distribution switchboard in the gas-engine house 
was still used for the distribution of the electricity generated in 
the new steam station, some 300 yards away. The generator panels 
were erected in temporary positions in the steam station, the power 
being transmitted from thence to the gas-engine switchboard for 
distribution. The difficulty of issuing instructions from one station 
to the other during times of trouble can be imagined, and this was 
accentuated when it is stated that this switchboard, like the gas- 
engine plant itself, was ultimately discarded. The problem in the 
early part of 1909 was to battle with the rapidly growing require- 
ments. The load was 5,400 KW., this being more than the total 
plant then available. 

(To be continued.) 


U.S.A. Government Nitrogen Plants.—According to the 
Mlectrical Review and Western Electrician, Congress has passed 
a Bill authorising the development of hydro-electric power for the 
electrical fixation of nitrogen, which will be used in the manufac- 
ture of munitions of war, and thus make the Government indepen- 
dent of imported nitrates for this purpose. The President is 
authorised to cause an investigation of the best means for pro- 
ducing nitrates, &c., by water or other power ; to obtain exclusive 
use of any necessary site for the purpose of the Act, and to 
provide the necessary equipment, &c. Any surplus product may be 
sold and disposed of, and may be used in the manufacture of 
fertilisers. The sum of 20 million dollars is appropriated for the 
scheme, which will be operated solely by the Government, and not 
in conjunction with any other industry or enterprise carried on 
by private capital. 
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FOREIGN AND COLONIAL TARIFFS ON 
| ELECTRICAL GOODS. 


с 
RUSSIA.—The Department of Assessed Taxation, acting in 
conjunction with the Customs Department, has issued an 
official notice to the effect that when commercial travellers 


‘coming from abroad as representatives of foreign firms to 


obtain orders through samples have not taken out the licences 
required by law, the Custom Houses shall immediately exact 
from them their address and the nearest commercial points 
they intend to visit, for the information о the tax inspectors. 
The latter are to require commercial travellers to lodge а 
deposit equal to the cost, and as security for the payment, of 
the necessary licences which they have failed to procure. In 
cases of refusal to lodge the deposit, the tax inspectors have 
power to seize the goods, to the amount of the deposit, for 
sale by auction. 


URUGUAY.—A Presidential Decree dated May 3rd amends 
Articles 211-13 of the Consular Regulations pence une the 
manifests of goods shipped to Uruguayan ports. The De 
repeals the Decree of September 13th, 1915, relative to certifi- 
cates of origin and that of January 25th last respecting mani- 
fests—vide the Revitw of April 218%. | 

Manifests of goods shipped to Uruguayan ports must now 
state the declared value of the goods in local currency, in 
accordance with the respective bills of lading or certificates of 
origin. Three copies of each manifest are to be presented to 
the Uruguayan Consular Agent, of which at least one must 
be drawn up in, or translated into, Spanish; this copy is to 
be ''legalised " by the Consular Agent. ` А certificate of origin 
and nationality must be provided in all cases, it ће form to be 


prescribed by the Uruguayan Foreign Office. For the “‘ visa " - 
of each’ certificate in respect of goods to be shipped with bil! · 


of lading or parcel receipt, the Consular fee is 50 centavos 
(about 2s. 2d.); and in respect of goods to be sent by parcel 
post, 20 centavos (about 10d.). 

From October Ist, 1916, the Uruguayan Customs authorities 
will not allow the clearance of any goods through the Custom 
House until the accuracy of the. declaration of the goods has 
been verified by comparison with the certificate of origin. 
Such certificate must, therefore, in all cases be produced by 
the person clearing the goods. 


UNITED KINGDOM AND CERTAIN FOREIGN COUN- 
TRIES.—A Supplement to the Board of Trade Journal of 


August 17th contains complete lists of articles. which, accord- 


certain foreign countries, viz. 


_ing to the latest information received by the Board of Trade, 


are prohibited to be exported from the United Kingdom and 
Denmark, France (and 
Algeria), Greece, Italy, Japan, Netherlands, Norway, Por- 
tugal, Roumania, Russia, Spain, Sweden, and Switzerland. 
The list of articles prohibited to be exported from Sweden is 
based upon information received at the Board of Trade up to 
August 14th, and should be of considerable interest to British 
exporters to Russia in view of the application of the Swedish 
prohibitions to goods passing in transit through Sweden to 
Russia. The present Supplement supersedes that issued on 
May 18th last. Copies may be obtained price 3d. (4d. post 
free) from the usual sale agents for Government publications. 


CANADA.—An official warning has been issued that the 
Department of Customs is now strictly enforcing a regulation 


' (which has been actually in force since August Ist, 1910), to 


the effect that in invoicing goods for Canada, the value to 
be shown must be the '' Fair market value as sold for home 
consumption at time shipped." This value must be given in 
the first parallel column on invoices, and care should be taken 
that the heading of the column contains the proper wording. 

The warning appears to have become necessary owing to a 
number of shippers stil using the older form of invoice 
(which was cancelled in 1910), which required only the '' Fair 
market value as sold for home consumption." Many shippers 
also seem to be under the impression that in cases where 
orders are booked for delivery at a future date, the Canadian 


` Customs Department are prepared to accept in the first 


column of the invoice the price at the time the orders are 
booked, irrespective of the prices ruling at the actual time of 
shipment. This, however, is not the case, and shippers are 
accordingly advised to see that invoices for goods sent to the 
Dominion are made out in accordance with the requirements 
set forth above. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED). 
кере expressly for this journal by Messrs. W. P. Тномрвом & Co. 


lectrical Patent Agents, 285, High Holborn, Lond W.C. 
Liverpool and Bradford. n cp ‚ and at 


1916. 


11,009. “ Sparking plugs for internal-combustion engines." D. McGrecor 
August 7th. | 

11.100. “ Elcctrical signalling apparatus for mines, &c." 1. Н. PARSONS 
ANO Н. R. WADDINGTON. August 7th. 

11,114. “ Battery cells or tanks." W. C. FamwtraruER (Lz : 
Boat Со.). August 7th. d Б 


cree | 


11125. “ System of electrical distribution." W. H. Cow. A 
(U.S.A., August l2th, 1915.) э 


11,130. '' Method for producing high-frequency oscillations.” 
August 7th. : | 


11,146. '' Electric chest-warmers." A. Sgivatico. August 7th. 

11,169. “ Suspenders for electric cables, &c." Р. HUNTINGDON. August Bth, 
А 11,75. '' Mercury interrupter and induction coil." L. В. Милек. August 
th 


1. Сноктк. 


11,189. ‘‘ Means for appiying heat produced by passage of electricity.” 
S. Сневтнам. August 8th. passag ку A 


. 11491. *'' Motor controllers.”  IcRANIC ErgcrRIC Co. (Cutler-Hammer Maru. 
facturing Co., U.S.A.). August 8th. 

11,212. “* Renewal point sparking plug and high-tension connection.” 

С. C. Beaumont & в? HAYDON. Agua oth, У в M 

11,214. “ Sparking plugs for internal-combustion engines." E. Н. Норскіх- 
SON & J. A. Kgennepy-McGrecor. August 9th. 

11,229. “ Production of clectric incandescent lamps." 
asp E. C. Hutton. August 9th. 

А үе. е Means for connecting electrical conduits." F. W. Uren. August 

th. П А 

11,249. “Controlling electric circuits from а distance.” 
TzLEcRAPH Co. & A. Н. Morse August 9th. — 

11,254. ''Generation of electric energy." W. S. Simpson. August 9th. 

11,267. '' Apparatus for medical ‘treatment by electricity." L. Mayor. 
August 9th. (Switzerland, September 25th, 1915.) . s 

11,286. ''Sparking plugs for internal-combustion engines." 

AND SoNs & H. R. ies. August 10th. 

11,826. “ Dynamo-electric machines." С. SCHROEDER. August 10th. 

11,827. '' Alternating-current dynamo-electric machines of the compensated 
commutator type." British WesrincHouse ELgcrRIC & Manuracturina Co. 
(Westinghouse. Electric & Manufacturing Co., U.S.A.). August 10th. , 

11,337. “ Ammeter for measurement of alternating currents and electric 
oscillations." 1. WittiaMs. August llth. 

11,348. “ Starters for electric motors." G. H. Neer AND SWITCHGEAR AND 
Cowans. August llth. ! 
` 11,358. “ Automatic Selecting devices for telephone systems." SIEMENS AND 
HaLske Акт. Ges. "August llth. 

11,960. “ Electric heaters for water, &c." 
AND SoNs. August llth. 

11,961. ''Spooling filament for mctal-filament lamps." J. A. ALLISON AND 
MonRIS & Whitham. August Jlth. 

11,362. “ Electrical apparatus for obtaining synchronous motions at a 
distance." W. KINGSLAND. August llth. 

11,363. '' Apparatus for passing through the human body currents derived 
from town main electrical supply." Е. E. Grevus. August lith. 

11,968. “ Alternators for high frequencies.’ М. W. W. Масктк. August 
lith. j 
11,371. “ Systems of ship propulsion." 
(General Electric Co.. U.S.A.). August Ith. | 

11,381. “ Electric knife switches." Е. Lister. August llth. 

11,382. “ Electric transformers," А. F. Berry. August llth. 

11,397. '' Means for telephonic communication to and from moving railway 
trains, &c." K. Н. Warrirnce & V. G. Werner. August 12th. (Sweden, 
August 2lst, 1915.) 

11,425. “ Use of relays for telegraphic, &c., purposes." H. W. SuLLIvAN. 
August 12th. ^ 

11,428. ''Electró-magnetic switches.” ^ BRITISH ~ THOMsON-HOUSTON Co. 
(General Electric Co., U.S.A.). August 12th. 

11,429. '* Bipolar electrode electrolysers."' 


G. T. Hutcnison 


INDO-EUROPEAN 


T. Crosaze 


С. R. ALLENSBY AND BENHAM 


BnuirisH-THowsoN Houston Со. 


С. С. Нервикх. August 12th. 


11,495. ‘Electrical machines.” ALLGEMEINE ELEKTRICITATS Ges. August 
12th. (Germany, August 6th, 1915.) : | 
. PUBLISHED SPECIFICATIONS. 
1915. 
5,511. INsULATORS. Akt. Ges. Brown-Boveri et Cie. April 12th. (Api 


25tn. 1914.) 
7,758. ELECTRICAL IGNITION SYSTEMS FOR ĪNTERNAL-COMBUSTION ENGINES. CF 


„Kettering & W. A. Chryst. May 25th. (July 16th, 1914.) 


10,11. CooLING OR VENTILATING DEVICES FOR DyYNAMO-ELECTRIC MACHINES 
A. Mond (Maschinenfabrik Oerlikon). July 3rd. i 

10,726. ELECTRO-MAGNETIC Levitatinc Apraratus. Е. Bachelet. July 93rd. 

10,755. Соп, ron ELECTRICAL PURPOSES, AND METHOD FOR WINDING SAME. 
H. Wade (Leeson). July 24th. 

11,011. Process FOR ELECTROLYTICALLY DgrositING A STRONGLY ADHERENT 
AN? MALLEABLE LAYER OF TIN ON IRON AND OTHER METALLIC SURFACES. 
P. Marino. July 29th. a 

11,603. Contro or Exectric Motors For DRIVING HypRO-EXTRACTORS. 
Thomas Broadbent & Sons, Ltd., British Thomson-Houston Co. and W. L. 
Wise August llth. 

11,658. ELECTRIC Motor CONTROL SYSTEMS AND PNEUMATICALLY-OPERATED Con- 
IRCLLERS EMPLOYED THEREIN. British Thomson-Houston Co. (General Electric 
Co.. U.S.A).) August 12th. 

:12,979. ELECTROMAGNETICALLY-OPERATED SWITCHES. 
28th. : 

19,747. Protective Devices For ELECTRIC SYSTEMS. British Thomson- 
Houston Co. (General Electric Co., U.S.A.). September 6th. 


17.419. DBnakiNo ELECTRIC MOTORS ACTUATING LIFTING, LOWERING, Нал, 
WINDING AND LIKE APPARATUS. Maschinenfabrik Oerlikon. December 13th. 
(December llith, 1914.) à 


С. Wilkinson. August 


19168. 


1,176. Sayetry Devices FOR — ELECTRICALLY-OPERATED LIFTS AND OTHER 
Vinictes. J. T. Clarke. January 25th. (100,916.) 


1,526. Evectric Motor Pumpr. S. Kawakami. February 5th, 1915. (100,056.) 


2,020. SPARKING PLUGS AND THE METHOD OF MAKING SAME. W. J. Mellersb- 
Jackson (Champion Ignition Co.). February 10th, 1916. (100,933.) 

5,841. ELECTRICAL SYSTEMS FOR ImTERNAL-COMBUSTION' ENGINES. С. F. bid 
ing ы D A. Chryst. June 24th, 1914. (Divided application on 7,757 /15 ) 
(100,361. 

6,977. Exectrica, Connectinc Devices. Ges. Siemens-Schuckertweérke. May 
2nd, 1915. (100,533.) 

7,567. Serarators For Seconpary Barreres. W. J. 
(India-Rubber Co.) May 27th, 1916. (100,994.) 

8.11. EukcrROLYTIC APPARATUS. Siemens & Halske Akt. Ges. 
1915. (100,739.) 


Mellersh-Jacksor 


June 2th, 
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WELFARE WORK. 


“AMONG „all the changes which the great war has 
brought in its train, none is more significant, and 
none more likely to have lasting effect than the 
revolution in the structure of British industry. . . . 
The factories are alive with new workers; the State 
assumes new responsibilities; fresh needs and oppor- 
tunities arise; industrial conditions are in solution.” 

With these words Mr. Lloyd George commences 
a foreword to a book on ‘‘ Welfare Work "—em- 
ployers' experiments for improving working condi- 
tions in factories—by Miss E. D. Proud, B.A., 
which has just been published; and they form by no 
means an exéggerated picture of the extraordinary 
conditions which now obtain in British industry. 
Nothing less than a world-war that shook the British 
'Empire to its very foundations could have brought 
about changes so vast and so unprecedented, or 
could have induced our workers to divest them- 
selves, even temporarily, of the rights and privi- 
leges which, as the result of years of industrial 
strife, they had succeeded in wresting from their . 
employers, and even in placing on the Statute Book. 
Who, before the war, could have conceived, by the 
wildest flight of imagination, that an army of women 
would one day be engaged in manufacturing shells 
by the million, or that, as was recently stated, 14,000 
women would be employed in general engineering 
work other than shell making on the Clyde alone? 
The volume before us in itself is a remarkable pro- 
duction—the work of a woman, a graduate from 
an Australian University, who has made an intimate 
study of the conditions of ‘‘ welfare work ” in fac- 
tories, and possesses a knowledge of'the subject 
of unique extent and understanding. The fact, too, 
to which Mr. Lloyd George calls attention, that it 
is out of the manufacture of weapons of destruction 
that the opportunity to humanise industry has 
arisen, is another singular feature of the situation, 
recaling the riddle with which Samson perplexed 
the Philistines: ‘‘ Out of the eater came forth meat; 
and out of the strong came forth sweetness.” “Тһе 
eflort now being made to soften asperities, to secure 
the welfare of the workers, and to build a bridge 
of sympathy and understanding between employer 
and employed " may leave behind ''results of per- 
manent and enduring value, to the workers, to the 
nation, and to mankind at large,” says Mr. George. 
So may it be. | 

In itself, of course, welfare work is no new thing; 
it has been practised in isolated instances for years, 
even for generations, and the fact that it is not only 
sccially, but also commercially profitable, has been 
recognised in many quarters. But never before has 
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it been taken up so generally and so earnestly, and 
thé State, though it has set up what Miss Proud 
defines as a “ minimum objective standard ” by fac- 
tory legislation, has hitherto confined, its efforts to 
such requirements as can be regarded as essential 
to, the maintenance of the health and to the pre- 
servation of the life of the workpeople, without 
attempting to secure for them greater physical and 
mental comfort or to increase the efficiency of their 
productiveness. .Now, however, when the Govern- 
ment has become by far the greatest employer of 
workers in the State, and also controls thousands 
of privately-owned concerns, whilst the necessity 
for securing the highest possible efficiency of pro- 
duction has become imperative, entirely new condi- 
tions have arisen, and' we are glad to add that the 
Government has fully recognised the new responsi- 
' bilities that it has incurred. 

The Departmental Committee appointed to con- 
sider the question of the 
Workers has issued a series of reports which will 
prove of permanent value; some of these have 
already. been dealt with in our columns. 


to provide canteens, cloak-rooms, rest-rooms, lava- 
tories, &c., and the importance of welfare work 
has been so fully demonstrated. that a new depart- 
ment of the Ministry of Munitions has been created 
to secure a high standard of conditions for all 
workers in munition factories, and the training of 
* welfare supervisors” has actually become the 
subject of special courses at several Universities. 

To review Miss Proud’s book adequately in the 
` space and time available would be an impossible 
. task; it constitutes so thorough and exhaustive a 
' treatise that, as Mr. George remarks, it bids fair 
to become the standard work on the subject. It first 
deals with the history and development of the efforts 
thade by employers to improve the working condi- 
tions of their employés, and of the legislation to 
which they gave rise—for it was largely to the 
initiative and support of the mill-owners themselves 
that factory legislation was due. One of the 
earliest discoveries made by certain manufacturers 
was that a reduction of the long working hours then 
in vogue actually led to increased output, a fact 
which has been re-discovered in connection with the 
manufacture of munitions of war. The importance 
of distinguishing between philanthropy—which the 
workers resent—and real welfare work, which they 
feel to be their due, is emphasised by the authoress; 
justice, not charity, or even the suspicion of charity, 
must be the foundation. In the second part of her 
book Miss Proud treats in detail of the actual con- 
ditions and methods obtaining in factories, wages 
and hours, the necessity of rest and recreation, sani- 
tation and housing, mental development, regard for 
the dignity and self-respect of workpeople, and 
matters of organisation. In every section she dis- 
plays a mastery of her subject. a breadth of view, 
and a judicial balance of mind which impress the 
reader with the value of her treatise, and we most 
cordially commend this timely work to the attention 
of all employers and works managers. 


Health of Munition `+ teristic devices, to conceal his whereabouts. 


Financial 
assistance has been afforded, to enable employers : 


It will be remembered that in 

Identifying — the early months of the war some 

the of the popular newspapers, and 

Enemy Trader. many of their and our correspon- 
dents, inspired no doubt by the 

worthiest of motives, and anxious to clear out thick 
layers of Teutonic influence from the Augean stable 
of British trade, sometimes allowed their zeal to 
-get the better of their discretion. All and sundry 
who were suspected, or whom the writer wished, or 
thought he ought, to suspect, were open to attack. 
The slowness of the Government Departments in 
coming into line with public opinion and fully 
recognising the necessities of the case, was in some 
measure responsible for this tendency, and no doubt 
the more recent progressive policy of the Govern- 
ment has been consequent upon the pressure of 


. public agitatron, according to the teaching of Lord - 


Haldane, though we happen to know something of 
the extremely difficult nature of the problems that 
have arisen, rendering the exercise of careful dis- 
crimination most necessary. But the attacks, in- 
discriminate and otherwise, have also been due to 
the method of the German in secretly getting in 
here and there, and managing, by the aid of de 

ven 
now there are difficulties in the way of those who 
have strong suspicions, amounting almost to con- 
victions, regarding certain traders, but can neither 


confirm nor disprove them. The best thing in such 


a case is for them to lay the matter before the Board 
of Trade—they can do that without running any risk, ` 
and they will not put upon the Press a burden that it 
ought not to Бе required to carry. We learn from 
Australia that the Press out there, which has attacked 
many concerns about which it has been difficult to 
ascertain the true facts relating to their connections, 
ownership, and interests, has, after bearing the 
burden of risk involved, now been protected by a 
special War Precautions Act which was passed in 
June. This Act prohibits any person from taking 
action, without the written consent of the Attorney- 
General, against any other person, for relief, ''in res- 
pect of anything said or done, or permitted to be 
said or done, by the defendant, which states or 
implies that the plaintiff is an enemy subject or a- 
person of enemy origin or associations, or influ- ` 
enced or controlled by enemy subjects, or having, 
or intending to have, any connections with. enemy 
subjects either personally or in his trade 
or business." It is provided that the Attorney- 
General shall not withhold his consent where he is- 
satisfied that the statement or implication has been 
made maliciously or recklessly. ` With this provision 
included, it seems to us that the measure is a very 
desirable one under the prevailing conditions. In 
many respects during the war Australia has been 
far more advanced in its methods than the Mother 
Country. Here the Government leaves the Press 
to fight its own battles, and preserves privileges to 
the man of straw against the well-intentioned news- 


paper. : 


ALTHOUGH the situation in pig 
lead has remained under the close 
| supervision of the Ministry of Muni- 
tions, the market has admittedly again felt the effect 
of the enormous requirements for munitions in one 
direction or another. Until a few weeks ago, the 
selling operations on the part of the authorities in 
connection with the surplus parcels which could be 
spared out of the controlled supply from Spanish 
and Australian sources tended to keep prices down. 
Subsequently market movements have been appar- 
ently chiefly determined by the preparations which 
were made by the Government to make adequate 
provision for Russian requirements over the winter 
months. This! coinciding with a temporary consider- 
able contraction of. the arrivals through delaved 


Pig Lead. 
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shipments, no doubt has naturally enough left the 
market rather bare of near metal. Hence the ten- 
dency became sensitive, which with a more insistent 
demand from consumers in other directions has 
resulted in a steady advance in prices, more espe- 
cially in near positions. 

In the course of the past week, the market was 
particularly bare of sellers, so much so, in fact, that 
purchases were more difficult, and only a compara- 
tively limited amount of business could be got 
through. The premium on spot delivery was forced 
up to quite £2 а ton, which is not surprising, for so 
far as can be gathered there is very little metal held 
in warehouse to meet urgent needs. The position 
still seems rather tight, and some further hardening 
of prices in near positions may ensue, but there is 
good reason for assuming that some relief is now 
pretty near at hand, judging by the fact that more 
liberal supplies have reached this side lately from 
Spain. For one thing, there is not much doubt that 
Russian needs have been satisfied for some consider- 
able time to come, so that there should be more lead 
to spare to meet requirements in other directions. 
Considerable quantities went to Russia via Arch- 
angel and also Vladivostock, and it is' not expected 
that much more will be diverted to the latter port. 
It is well to bear in mind that the market is abso- 
lutely under Government control, and since it is 
understood ‘that the latter have now made pretty 
full provision for all their munition contracts for 
several months to come, it is suspected that a change 
of feeling may eventually ensue should controlled 
lead at any time come on the market in, appreciable 
quantities. History is likely to repeat itself in that 
respect, for it is an open secret that the authorities 
will neglect no opportunity to prevent an undue in- 
flation of values. The fact, however, that France 
centinues to draw supplies from Spain on.a large 
scale by rail tends to keep the Spanish exports to 
this side on a rather restricted scale. 

Shipping conditions may possibly improve since 
the requisition of German ships released by the 
Portuguese Government, and: this would facilitate 
the accession of fresh supplies, but under present 
conditions it is hardly likely that surplus supplies 
will accumulate to any very large extent. For some 
time past the American position has been tight, 
partly due to the considerable quantities shipped to 
Russia via Archangel, and New York prices have 
again risen, but this feature is not calculated to have 
апу material influence on this market. А set-back 
in prices in America would cause no surprise, since 
the Russian demand has been met. The market 
here this week re-opened with a firm tone, sellers 
being still reserved pending developments. 


Ох Tuesday next the 86th annual 

Тһе В.А. оп meeting of the British Association 
the Tyne. for the Advancement of Science will 

be opened at Newcastle-upon-Tyne. 

Аз at the previous war meetings, there will be no 
excursions or festivities, and the sittings will be con- 
fined to four or five days, but we have no doubt 
that, as last year, good work will be done and 
results of national value will accrue. The Associa- 
ton has a long record of usefulness to its credit, 
and in its title, which we purposely quote at full 
length, may be discerned the aspirations of its far- 
sighted founders, who recognised the importance of 
Propagating a due appreciation of the value o 


science.in the public mind. We rejoice to think that 


the aims of those wise men are now approaching 
fruition, though nothing less than a war directly 
involving the destinies of at least 14 nations, and 
indirectly affecting the whole world, has been neces- 
Sary to awaken the British people to the perilous 
condition to which the apathy and ignorance of their 
rulers had brought them. ` 

Details of the programme have not yet been 


+ 


was * 
' 
+ 
D 


received, but we are glad to note that prominence 
will be given to such questions as-'' Education after’ 
the War," '' Economics after the War,” and '' Fuel 
Economy and Smoke Prevention "—all subjects of 
first-class importance to the nation. Mr. Gerald 


Stoney will preside over the Engineering Section, . 


in which a number of papers on matters of imme- 
diate interest are set down for reading by distin- 
guished authors. The interim reports of the Fuel 
Economy Committee and the five Sub-Committees 
which were deputed to examine specific questions 
are expected to be of exceptional value and import- 
ance. There is good reason to anticipate, there- 
fore, that the meeting will be noteworthy from a 
scientific point of view, and we wish it every 
success. 


* 


YESTERDAY the report of the Com- 

Science and mittee of the Privy Council for 
Industry. Scientific and Industrial Research 
for the year 1915-16 was published, 


"together with the vastly more loquacious report 


of the Advisory Council and its five Appendices. 
The latter commences with a review of the past 16 
years purporting to show that the Government 


VE that period had done much to encourage 


“ orgánised scientific support for our trades and 
industries," but in view of the niggardly and 
absurdly inadequate grants to the National Physical 
Laboratory (stil only £7,000 a year), and the 
meagre recognition and assistance afforded to the 
Engineering Standards Committee, the Imperial 


. Institute, and the Imperial College of Science and 


Technology, the instances cited by the Council as 
evidences of the said ‘‘ encouragement,” we are un- 
able to join even in the faint praise with which the 
Council damns the authors of its being. 

Optical glass, dyestuffs, magnetos, drugs, and 
zinc are once more paraded as the chief items whose 
conspicuous scarcity compelled the Government to 
take action just two years ago, with the result that 
the first meeting of the Advisory Council was held 
one year ago, and the organisation of science in aid 
of industry was at'last commenced. 

The necessities of the case compelled the Council 
to give attention first of all to science in its imme- 
diate applications to industry rather than to the 
development of pure science, upon which those 
applications ultimately depend. The first proceed- 
ing of the Council was to rescue from abandonment 
certain researches which were being carried on by 
professional associations, by means of grants to the 
societies concerned, some of which have been 
recorded in our pages. Conferences were held 
with representatives of all the scientific and engi- 
neering societies in the Kingdom, and several trad- 
ing associations, with gratifying results. А register 


"of researches in progress at the outbreak of war 


was drawn up, and grants were made to some 40 
individuals. Standing Committees have been ap- 
pointed to deal with specific subjects, and other 
committees will be formed. A large part of the 
Report consists of a running commentary on the 
dcings of other bodies interested in the maintenance 
of British trade supremacy, many of which have 
been recorded in our columns, and the practice of 
our American and German competitors is reviewed; 
we hope to deal with it more fully at an early oppor- 
tunity. At the moment we can only give the terms 
in which the Council summarises the conditions that 
appear to be neoessary for the success of its work; 
these are, in the briefest form: “ First, a largely 
increased supply of competent researchers; secondly, 
a hearty spirit of co-operation among all concerned, 
men of science, men of business, working men, pro- 
fessional and scientific societies, universities and 
technical colleges, local authorities and Govern- 
ment departments. And neither condition will be 
effective without the other.” 
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SWITCHBOARDS FOR POLYPHASE TESTING. 


Bv A. T. BULLEN. 


To the electrical engineer, the value of a switchboard is 
not its cost in pounds, shillings, and pence, but is rather 
the amount of work and number of operations it is capable 
of performing. Yet, on account of the expenditure involved, 
switchboards are. more often than not designed for one 
specific purpose and for but one distinct set of operations. 
The cost of erecting and throughly equipping a testing 
switchboard for polyphase currents is, as a rule, much more 
than the central-station engineer is prepared to spend, 


and so we often find that the testing of two or three-phase - 
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DiAGRAM 1, 


meters, for instance, is sadly neglected, or is, on the other 
hand, carried out by the use of single-phase current, which, 
while giving approximate results, does not cover all the 
possibilities of a three-phase circuit. 

One of the greatest obstacles in the way of three-phase 
testing is the cost of the necessary instruments. The 
writer, therefore, proposes to illustrate . and explain a 
simple arrangement of switches adopted in one of our 
municipal testing departments, whereby the current in any 
phase of & three-phase system can be measured on a single 
instrument, without stopping to change the connections. 

The arrangement is shown in diagram 1. 

4, B, C, and N are single-pole switches inserted in the 
three phases and neutral of a star System. 

P, Q, and' R are double-pole, two-way switches. The 
centre contacts of Q are taken to the current terminals, where 
an ammeter or the current coil of a wattmeter is inserted. 

The two top contacts of switch о are connected ‘to the 
centre contacts of switch P, and similarly the bottom con- 
tacts of Q are connected to the centre of R. 

The top and bottom contacts of P and of R are then 

connected астовв the switches А, B, C, and N respectively. 
. By opening the switches a, в, c, and м in turn and alter- 
ing the two-way switches accordingly, it is obvious that 
without disturbing the circuit we can measure the current 
in any phase or the neutral. 

This arrangement is particularly suitable for balanced 
loads, and is used almost exclusively for motor testing. 

A somewhat similar arrangement might be used for the 
pressure, but it is the opinion of the writer that the simplest 
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possible method for pressure is the use of wall-sockete. Ап 
arrangement as shown in diagram 3 covers all possible | 
connections. И | 
The phases ате brought in according to the letters on the- | 
lugs. | | 
i "Phe above is a very useful, although a very simple, board ; 
and, moreover, it is not costly. 
It is, however, limited in its scope, and is hardly suitable 
for unbalanced circuits. To meet these requirements, there- | 
fore, a more elaborately designed board is in use. 
The equipment consiste of three single-phase transformers, 
each of 6 K.v.4. output, the primaries and secondaries of 
which are both wound in two equal sections, which can be 
joined in either series or parallel. 'The ratio of trans- 
formation is 6 to 1, the primary volts being 415, Each | 


NEUTRAL 
FROM 
PRIMARY 


LINK UP 
FOR 
3-PHASE 
NEUTRAL 
LINK DOWN 
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TRANSFORMER SECONDARIES 
DIAGRAM 2. 


transformer connected singly is, therefore, capable of giving 
secondary voltages, as under :— 


Primary Primary Secondary Secondary 
volts. cohnections. connections, . volts. 
415 Parallel ' Series 138 

4 А Parallel 69 
т Series Series 69 
Parallel 3475 


When the transformers are connected to form]a three- 
phase system, there is a much greater range of secondary 
voltages. 

Below is a tabulated list of the connections and secondary 
voltages, for both star and delta combinations :— 


THREE-PHASE. 


| 
| 


Primary Primary Secondary Secondary 
volts. connections. connections. volts. 
115 Parallel-A Series-Y 239 
з " Parallel-Y 1195 
Series-A 138 
= Е Parallel-A 69 
115 Parallel-Y Series-Y 138 
5 y Parallel-Y 69 
" a Series-A 80 
* | $ Parallel-A 40 
415 Series-A Series- Y 11975 
" КИ, Parallel-Y 60 
A " Series-A 69 
А T: Parallel-A 345 
415 Series-Y Series Y 69 
iy - Parallel-Y 347» 
T ^ Series-A 40 


T RS Parallel-A 20 


! 
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In addition to this each transformer is provided with 
tappings to allow for Scott, connections for transforming to 


two-phase. In this case, of course, only.two transformers 
are used, the secondary voltages obtainable being as under :— 
TWO-PHASE. 
Primary Primary Secondary Secondary 
volts. connections. . connections. volts. 

115 Parallel Series 138 

x s, Parallel 69 

^ Series Series 69 


Ü = Parallel 3415 

The switchboard is designed to give all the above arrange- 
ments with a minimum of trouble. і 

Diagram 2 shows the arrangement on the secondary side 
of the transformers. The primary connections are similar, 
but with an additional panel for Scott connections. | 

The half-windings of the secondaries are brought to con- 
tacts, on the lower panel of the board, numbered 1 and 2 


DIAGRAM 3. 


for one coil, and 3 and 4 for the, other. It is clear that 
by linking numbers 2 and 3, the coils are connected in 
series, and that by linking 2 and 4 and 1 and 3 they are 
joined in parallel. Ammeters A, Аз, &c., are placed in 
circuit in each half winding, which can be reversed or 
entirely cut out by means of contacts 5 and 6. 

Two three-pole two-way switches on the top panel control 
the connections, and are wired to give three-phase A with 
the left-hand switch up, and three-phase Y when down. 

The right-hand switch is thrown up for three-phase, and 

down for two-phase, when, of course, the left-hand switch is 
out of use. 

The neutral is brought through from the primary board 
on to a special link, which also has to be changed over for 
two-phase working, since the neutral 
then forms the fourth wire of the two- 
phase system. Ammeters are placed 
in the three lines 4, B and c. 

The maximum secondary line cur- 
rent, without over-loading, is 150 
amperes on the three-phase and 90 
amperes on the two-phase. 

It is obvious that when the primaries 
are connected in series, only half the 
output is available. 

The pressure arrangements are dealt 
with as before, being brought to six 
wall-sockets, as in diagram 3. | 

At present no phase-shifting device 
is installed, but there is a plentiful 
supply of inductances, which, so far, 
has met all requirements. 

The chief merits of the board are 
its adaptability, and, at the same time, __ 
its simplicity of operation. In construction it is not 
elaborate, but it will do all that is required for ordinary 


жаш and a good deal more than many а more costly 
ard. | 


. Electricity:on Aeroplanes.—From the annual report Just 
issued by the Advisory Committee on Aeronautics, we learn that 
during the past year two wireless telegraph sets of very light 
weight have been designed and tested at the Royal Aircraft Factory. 
À number of special testa have also been carried out in connection 
with the ignition magnetos of aeroplane engines, and an improve- 
mént has been effected in the system of electric lighting of 
aeroplane instruments. 


~ 


B.T.H. TURBO AIR COMPRESSORS. 


THE turbo-compressor, which is to-day constructed 
in single units of the largest output, has been deve- 
loped within a period of about ten years. 
Compressors of this type have been built in sizes 
ranging up to 60,000 cu. ft. per min. of free air, up 
to a pressure of 170 Ib. per sq. in. gauge when run- 
ning at a speed of 3,000 R.P.M. This output corres- 
ponds to an input of 12,000 to 13,000 H.P. measured 


.at the shaft. 


The outstanding advantages of turbo-compressors 
as compared with reciprocating compressors may be 
summarised as follows: — | 

(a) The floor space occupied is much smaller, the 
capital expenditure is less, and the over-all efficiency 
is higher. 

(b) Much lighter foundations are required, and 
the turbine drive permits of the condenser being 
placed immediately below the turbine, with a conse- 
quent reduction in the length of the eduction pipe., ` 

(c) No internal lubrication of the compressor is 
necessary, and since with turbine drive forced lubri- 
cation is. provided to all bearings, a considerable 
amount of oil is thus saved and less attention is 
required. | ! 

(d) The turbo-compressor permits of the use of 
exhaust steam from winding, hauling, rolling-mill 
engines, &c. | ; 

(e) The supply of air from a turbo-compressor is 
(ree from oil, which is a si»e qua non in the case of 


certain ehemical processes. 


(f) The air delivered by a turbo-compressor is 
continuous in supply, and not pulsating, as in the 
case of reciprocating machines. oe 

In designing turbo-compressors, the British 
Thomson-Houston Co., Ltd., have kept before them 
the vital importance of producing a machine which 
will be reliable in operation and of high efficiency. 

The multistage construction employed permits of 
the advantages of cooling, and it is possible to 
approach .the isothermal pressure curve more 
closely than in a piston compressor with staged com- 
pression and intermediate cooling; the air, which 
is inhaled through a suitable duct, passes through 


Fic. 1.—B.T.H. Turso Ain. Compressor, STEAM END. 


a number of stages in series, the stages being 
divided over two casings, since the number of im- 
pellers is too large to be carried on one shaft. The 
work done in compressing the air in each set of 
stages is approximately of equal value. 

Each casing contains a number of diaphragms, - 
the space between the diaphragms forming the 
stages; the ends of the casings are provided with 
covers which have the inlet and outlet ducts cast 
in them. The.impellers are mounted on shafts 
which revolve in bearings of patented design, 
which permit of high speeds of rotation without 
appreciable vibration. The impellers are constructed 
of high tensile strength steel of the best quality, 
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accurately turned and bored. and are forced on to 
the shafts by hydraulic pressure, the fit between the 
impeller and shaft being provided by means of 
special bronze rings embedded in the bore of the 
impeller, according to the patented practice of the 
British Thomson-Houston Co., Ltd. Thanks to 


this construction, which is standard both for turbo-. 


compressors and turbines, loose fits, with conse- 
quent vibration, are unknown. 

The vanes of the impellers are attached to the 
impeller disks in such a manner that trouble due to 


loose vanes is an impossibility; this defect has been - 


known to occur in the case of impellers of the. usual 
riveted type, with the result that serious vibration 
troubles have been incurred. EE 

The shroud plates of the impellers are machined 
from pressings of extra high tensile strength steel 
plate. 

The flow of air through the two sets of impellers 
is so arranged that the end thrust of one set of 
impellers is eliminated by that of the other set of 
‘impellers, the two shafts butting together between 
the bearings to be found in the centre pedestal 
situated between the two casings. | 

The connection between the two shafts for driv- 
ing purposes is through a flexible coupling of the 


The water jackets surround the impeller cham- 
bers, the diffusers, and the return passages, whilst 
the hollow partitions separating the return passages 
from the diffusers are also supplied with circulating 
water. All the water connections are exterrial. 

Cooling blades of cast-iron are attached to the 
hollow partitions between the stages for the pur- 
pose of increasing the cooling surface. These 
blades, furthermore, ensure correct flowing of the 
air in the direction of the following impeller. 

Due to the method of construction employed, the 
surfaces over which the air will pass can be easily 
ground and machined to a smooth finish and by 
this means the friction losses are greatly reduced, 
with a consequent increase in the efficiency of com- 
pression. : \ ј 

The sealing of the openings in the diaphragms, 
through which the shaft passes from stage to stage, 
and also in the covers of the casings is effected by 
a patented construction consisting of an internally- 
grooved ring split ‘nto four parts, and held to- 
gether by leaf openings. The ring fits in a groove 
turned in the diaphragm, which prevents it moving 
inwards on to the shaft, but at the same time allows 


. it free movement outwards. This effectually guards 


against any possible risk of damage due to inaccu- 


Fic. 2.—B.T.H. TURBO-COMPRESSOR, WITH CasING REMOVED. 


claw type, and the coupling between the turbine and 
the compressor is also of the same type. 

The position of the two sets of impellers relative 
to the casing is determined by a multi-collared 
thrust bearing situated in the outboard pedestal of 
the compressor. The value of the load carried by 
the collars of this thrust bearing is very slight, due 
to the excellent balancing of end thrust between 
the two sets of impellers. | i 

The two casings are connected together by means 
of piping, and if a comparatively low temperature 
of air at the delivery of 
ап inter-cooler may be connected in at this point in 
place of the pipe mentioned above. By this means 
the temperature of the air can be reduced to approxi- 
mately 136 deg. Е. with an inlet cooling water tem- 
perature of 50 deg. F., the final air pressure in this 

case being 120 lb. per Sq. in. gauge. 

After the air has passed through an impeller, it 
passes through a set of guide vanes in the diffusers 
by means of which a high efficiency is obtained, and 
by the suitable design 
operation of the compressor has been secured. 

The cooling of the air as it passes through the 
casing’ 1S very effective. Cooling is necessary, of 
course, in order to reduce the power required to 
compress the air, and also to reduce the final tem- 


perature of the air, which would otherwise be exces- 
sive. 


the compressor is required, | 


of these vanes a very silent 


rate assembly, and enables fine shaft clearances to 


be used without danger. The shrouding of the im- 
pellers at the inlet annulus is also provided with 
similar packings to reduce the short-circuit losses. 

In order to maintain a constant pressure of air 
at the delivery of the compressor, independent of 
the quantity of air being used, the speed of revolu- 
tion of the turbine and compressor is varied. This 
effect is produced by means of a piston moving in 
a cylinder, which is acted upon by the delivery 
air pressure from the .turbo-compressor. The 
piston operates the pilot valve, which controls the 
supply of steam to the turbine. 


In actual operation it is found that this type of. 


governor will maintain the pressure at the delivery 
of this compressor constant to within 2.0 to 3.0 Ib. 
per sq. in., with a variation in output on the delivery 
mains from practically full load to no-load and vice 


| versa. 


The compressor illustrated herewith is driven by 
à mixed-pressure turbine of the Curtis type. The 
details of construction of the Curtis type of turbine 
аге now so well known that they need not be 
recapitulated. | 
_ The turbine in the case of the machine illustrated 
15 п operation at a well-known colliery in the Mid- 
lands, and receives its supply of exhaust steam from 
winding, hauling, and other engines at the pit brow. 

The capacity of the machine is 5,000 cu. ft. of 
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free air per minute up to a pressure of 8o Ib. per 
sq. in. gauge. It has also an overload capacity of 


6,250 cu. ft. of free air per minute at the same de- 


livery pressure. 

The normal speed of rotation is 4,600 R.P.M. at 
full load. . 

The machine is not provided with an inter-cooler, 
as a low temperature of air at delivery was not 
specified. ` 

The compressed air in the case of this machine 
is employed in coal-cutting, operating haulages, 
ventilating, &c. Although the demand for com- 
pressed air in the case of this machine varies very 
considerably, and ranges at times from 5,000 cu. ft. 
per minute down to 1,500 to 2,000 cu. ft. per 
minute in less than 30 seconds, the variation in 
pressure of the air at the delivery of the compressor 
does not exceed 2.0 lb. per sq. in. 
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THE JOHANNESBURG 
MUNICIPAL ELECTRIC POWER STATION. 


(Abstract of paper read before the SOUTH AFRICAN INSTITUTION 
OF ENGINEERS, by J. Н. DoBsoN. M.Sc., M.Eng.) 


(Continued frum page 223.) 
^ THe Present Steam PLANT.* 


Coaling Arrangements.—The Council has a branch railway : 
siding which runs from Braamfontein station to within the 


power station yard. When the coal trucks are shunted into 
the yard, the coal delivered is weighed on an Avery triple com- 


bined weigh-bridge which has been erected some 200 ft. from . 


the boiler house. Between the weigh-bridge and the boiler 
louse is an underground coal boot into which ihe coal is 
delivered. The coal trucks are generally fitted with bottom 
hoppers, which when opened allow the coal to fall into the 
coal boot without any handling. The boot has a capacity of 
360 tons. There are four discharge doors in the bottom of the 
coal boot, through which the coal falls on to a tray conveyor, 
90 ft. long. The coal falls from the tray conveyor into a 
rotary automatic filler, which in turn feeds the coal into a 
gravity bucket conveyor. The coal is then elevated from the 
shaft at the end of the coal boot to the coal bunkers, which 
have a capacity of 400 tons and run the whole length of the 
boiler house. | 

The gravity bucket conveyor is capable of dealing with 40 
tons of coal per hour; the total length of the conveyor, inchid- 
Ing the return, is 580 ft. 

The kind of coal used at the power station is chiefly nuts 
from the Middelburg district. Investigations were carried out 
as to the economic value of nuts, peas, and duff; unless peas 
and duff coal are purchased at an appreciably lower price 
than nut coal, the latter is far more economical. As the price 
of duff peas landed at the power station is only between 1s. 
and 2s. a ton less on a price of about 10s. per ton, nut coal 
1з almost entirely used. "The coal is purchased in accordance 
with a specification based chiefly upon calorific value. 

or removing the ashes a shaft was first put down at the 
south end of the boiler house, and a tunnel was driven under- 
neath the centre line, the distance from floor level to the 
bottom of the tunnel being 27 ft. This tunnel extends the 
Whole length of the boiler house. 

he ash gullies or chutes connecting the back of the chain 
Brate stokers were then driven upwards and connected to the 
tunnel, which is lined with hard blue bricks. 
. the above work was carried out departmentally, without 
interfering with the working of the boiler house. 

The ashes fall directly into the ash gullies through mouth- 
pieces. In the tunnel pans are filled with ashes by openin 
the chute doors; they are then run along rails at the en 
of the tunnel, and are elevated to the receiving bin by means 
of a tray conveyor. At present the ashes are removed from 
the bin by mule wagons, although arrangements have been 
made, when a suitable dumping site has been obtained, to 
remove them by electric freight cars capable of holding eight 

ns of ashes, . 
" arge amount of patience and foresight were involved in 

€ process of installin chain-grate stokers, superheaters, and 
economisers in those boilers which were originally installed 
without these accessories. 

ree chimneys were removed to provide the boilers on the 
east gide of the boiler house with economisers and proper 
craught arrangements. Before the chimney stacks could be 
ч Ше new dranght arrangements had to be erected 
eady for connecting to the boilers. There is now only one 


ФА full illustrated description of the i 
: present power station 
Nae ae in the EtEcrRICAL REVIEW of January 21st —February 


from Prof. роо оза are supplementary details taken 


. one of these boilers, which was 


natural-draught chimney, which is connected to Nos. 6, 7, 
and 8 boilers, which are not fitted with economisers. 


Each draught lant deals with two boilers, and operates 
satisfactorily with all the coal required for evaporating 
34,000 lb. of water per hour. The fans are driven by direct. 
coupled motors of 50 H.P., running at a speed of 1,080 в.р.м. 
on 460 volt direct current. The temperature of the gases 
entering the economisers is about 520 deg. F., and when 
entering the chimney is about 308 deg. F. The draught at 
the end of the boilers is about .375 in., at the foot of the 
chimney # in. natural draught, and 1 in. when the fan is 
working. 

After an experience of five years it may be stated that 
these draught plants have given general satisfaction. 

The question of installin 


mitted to be perfect; in that combustion takes place within 
the burning fuel itself without any necessity for specially 
built arches as required by the chain-grate stokers. Before 
the final choice of stokers was made the Johannesburg repre- 
at their own expense, 
fitted up a Babcock & Wilcox boiler with their stokers, and 
their working was compared with that of a chain-grate stoker 

The underfeed stokers certainly showed 


. great flexibility, and combustion could be obtained as nearly 


as possible perfect. Taken over a period of six hours' run- 
ning, the tests for lb. of water evaporated per lb. of coal were 
always favourable to the chain-grate stokers, but the chief 
point which made the adoption of the underfeed stokers abso- 
lutely impossible was the necessity to open the furnace doors 
at regular intervals for cleaning purposes, as the ashes cannot 
be disposed of as in the case of chain-grate stokers, and, in 
addition, there was the tremendous clinkering of the Trans- 
vaal coals. , Accordingly, chain-grate stokers with the neces- 
sary brick arches were installed one by one in all the boilers. 

Five “ Auto" CO, recorders are connected to the various 
groups of boilers. ‘With boilers working under normal condi- 
tions, with a draught at back of boiler of .375 in., the average 
percentage of CO; is 10 to 12. : f 

The Bettington boiler is of relatively new design: the chief 
pioneering and experimental work was carried out on the 
Witwatersrand by the late Lieut. Claude Bettington and Mr. 
Robeson, formerly consulting mechanical engineer of the Cen- 
tral Mining & Investment Corporation. Facilities were given 
{о the manufacturers (Messrs. Fraser & Chalmers) to install 
in the experimental stage— 
to be paid for provided the boiler gave satisfaction. The 
particulars of this boiler are as follows :— 


Evaporative capacity, per hour T ss ... 94,000 Ib. 
Healing surface, 240 tubes, 31 in. dia., 92 ft. long 4,480 sq. ft. 


Heating surface of boiler shell -. 460 sq. ft. 
Heating surface of superheater tubes — ... ..., 1,900 sq. ft. 
Heating surface, 75 economiser éubes, 31 іп. dia., | ' 
2 ft. long УТУ esc pe s 1,400 sq. ft. 
Henting surface, 188 air-heater tubes, 31 in. dia., 
10 ft. 10 in. long ... ads $us He 1,730 sq. ft. 


As the above boiler is the largest of its kind that has been 
made, some particulars will probably be of interest. | 

Fig. 3 shows the arrangement of the boiler. It consists 
briefly of solid drawn steel vertical tubes connected at the 
top and bottom to mild steel annular headers. The top header 
is fitted with doors for drawing out the tubes whenever neces- 
sary. The steam drum is fitted into the annular space of the 
top header, large holes being made in the periphery of the 
steam drum to form one common water and steam space at 
the top of the boiler. The top and bottom headers, torpan 
with the vertical tubes, form a circular structure like a huge 
cage. The interior part of this structure forms the .combus- 
tion chamber, where the fuel is burned. The coal is placed 
in the coal bunker, fed into the coal hopper, and falls by 
gravity on to a worm gear, which forces the coal into & com- 
bined pulveriser and blower. This latter arrangement is 
simply an ordinary centrifugal fan with heavy blade or beater 
tips, and with a constricted space between the ends of the 
beaters and the casing. The boiler under review ів fitted 
with two sets of combination blower-pulverisers, each directl 
driven by 100-н.ь. motors at approximately 1,400 в.Р.М. Eac 
ulveriser is capable of giving the full rated output of the 
boiler. In this way the coal is driven outwards by centrifugal 
force, and is crushed fo fine dust and blown into the dust 
chamber. The heavy particles fall back again into the pul- 
veriser to be further crushed to fine dust. _This is carried 
upwards to the air and fuel pipe, which terminates in a large 
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tuyere, and the coal dust when ignited burns like & large 
Bunsen burner. The ignited coal dust forms a mushroom- 
shaped flame within the closed ring of vertical tubes which 
form part of the steam producing plant. The flame strikes 
the bottom of the steam drum, is deflected downwards, and 
asses over the interior row of tubes, which are protected 
rom the high temperature of the combustion chamber by 
specially shaped firebricks. The hot gases are then deflected 
upwards and pass over the outer rows of vertical water tubes 
and the superheater tubes, and finally round the economiser 


tubes through which the boiler feed passes before it gets to. 


the boiler. ‘here is also another set of tubes through which 
the gases pass before entering the chimney and passing to the 
atmosphere. This latter set of tubes forms a separate air 
heater, and 1s connected to the pulveriser blower, which draws 
the air around the hot tubes, thus heating the air before it 
asses into the boiler and enabling the pulveriser to dea] with 
fairly wet coal. The superheater tubes are connected to the 
upper part of the steam space of the top header by means of 
a steel expansion pipe, and the superheated steam 1s led away 
to the mains in the usual way. The firing of the boiler when 
cold is done at the municipal station by inserting a 2-in. gas 
pipe into a 4-in. air pipe to form a large Bunsen burner, the 
whole being placed inside the tuyere, and the boiler is 
started up instantly by simply lighting up the large gas Jet. 
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Via. 3.--BETTiNGTON BOILER ARRANGEMENT. 


The Bettington boiler was installed in 1911, and a thermal 
efliciency. of 85 per cent. was guaranteed. The boiler, as 
depicted in the figure, had to be somewhat modified. At first 
it was fitted with a parallel chimney 60 ft. high and 4 ft. 6 in. 
diameter. It was expected that the pulveriser, which acts as 
а fan and produces a pressure of 1 in. to 14 in. in the combus- 
tion chamber, would be suflicient to force the hot gases 
around the boiler tubes, the economiser and air heater tubes, 
and thence up the chimney. In practice, however, the gases 
were somewhat choked, and cooled to such an extent that 
additional draught had to be provided to get the full capacity 
out of the boiler. It was impossible to modif y the air pressure 
at the pulveriser, as it interfered with the combustion of the 
coal dust. The economiser and air heater were. considerably 
reduced, and a more direct path for the gases to the chimney 
was provided, by raising the air heater nbout 96 ft. In addi- 
tion, the boiler was fitted with a Schwabach indirect induced- 
draught plant exactly similar to those installed on the other 
boilers, and the height of the chimney in the new arrange- 
ment is 86 ft., the draught at the bottom of which is about 
Е in. In this way the rated capacity of the boiler was 
obtained, but its efficiency was somewhat lowered. No donbt 
in the future design of this boiler its efficiency can be some- 
what improved by a proper relation between the pulveriser 
pressure, the boiler tubes, and the magnitude and arrange- 
ment of the economiser and air heater system without the 
necessity of an additional mechanical draught system at the 
base of the chimney. | l 

After these alterations and certain adjustments at the pul- 


verisers were made, the boiler, whilst not attaining the high 
effeiency of 85 per cent.. as guaranteed, was considered 
thoroughly reliable for the purposes for which it is used at 
the municipal power station. Practice shows that the water 
tubes are practically self-cleaning. The inner row of water 
tubes does not appear to show any unusual evil effects by 
being close to the combustion chamber. During a period of four 
years very few tubes have been replaced. The boiler can he, 
and is, usually put on the steam mains from cold in about 
20 minutes to half an hour from lighting it up by gas. The 
boiler is usually run to take the evening peak load, but hag 
been run regularly day and night on occasions for a period 
of over a week, during which time it is necessary to rake out 
the pebbles of slag every 12 hours, and there was no рагі: 
cular trouble experienced through slag depositing on the brick 
lining. This boiler has been of great service when part of the 
other boiler plant has been suddenly put out of action. _ Its 
ability to get up steam quickly is regularly taken advantage 
of, especially during the rainy season, -when sudden large 
increases of load arise jn a very short time. Ав it is fitted 
with two pulverisers, each of which can give the full rated 


. output, its overload capacity has oft-times proved exception- 


ally useful. Needless to say, the boiler was paid for and 
taken over, and it forms a valuable portion of the boiler plant, 
working on conditions of large and sudden power demands. 

The last boiler installed is one of the Babcock & Wilcox 
patent marine type water tube boilers, having 5,780 sq. ft. 
of heating surface, with an evaporation of 35,000 lb. per hour 
from and at 212 deg. F. with coal common to the Transvaal. 
This boiler is fitted with two chain-grate stokers, a patent 
superheater, and an ecónomiser. The boiler is connected to a 
inild steel chimney arranged with the Prat system of induced 
draught. 

The following shows the results of some comparative tests 
that have been carried out on thia boiler and the modified 
Robeson-Bettington boiler :— = 
А Bettington Babcock and 
tests. Wilcox tests. 
173°7 161°9 
65°5° F. 647° Е. 
Steam temperature .. olus? F. 546° Е. 
Water evaporated per hour ... 31.561 Ib, 29,370 lb. 
Lb. of water evaporated per lb. coal 

(as fired) e" ate - 


Gauge pressure, ]b. per sq. in. ... 
Feed temperature є 


T'050 10. 70141. 


Net calorific value of coal as received 11:10 1142 
Evaporated equivalent from and at 

312? F. (as fired) ... a P 049 9140 
Evaporative equivalent from and at 

212° F. (dry) Se Died 0:868 
Percentage auxiliary power... .. 38 Го 
Efficiency ор net calorific value 814 NU 
Net efficiency on net calorific value ... 783 7981 


The make-up water is obtained from two sources:— _ 

(a) Five boreholés, sunk to depths of about 300 ft. in dif- 
ferent parts of the works ground, the supply from which 
during recent years has steadily declined; and 

(b) Town supply mains. D 

Owing to the amount of chlorine which has developed in 
the borehole water duris recent years, it is now almost 
exclusively used for the make-up for the cooling towers, and 
town water is treated for the boiler feed make-up. : 

An approximate analysis of the town water shows :— 


Alkalinity | 3.68 deg. ` 
Total hardness 29.6 deg. 
Permanent hardness 11.4 deg. 


The water has been treated for several years Буа fluid 
еей “ Noxal," which has a very alkaline reaction, and con- 
tuins about 848 grammes of soda in 100 c.c. of the fluid. 
The town make-up water is about 95,000 gallons per day. 
Four gallons of Noxal fluid is diluted with about 90 gallous 
of water, this amount being used every day. The mixture 18 
placed in a cask over the feed tank and allowed to trickle into 
it continuously. In this way the scaling of boiler tubes and 
their renewal is kept within reasonable limits, the Noxa 
having the effect of loosening any scale which may be formed. 
It is removed from the boiler by the blowing-down arrange- 
ment, and takes about 50 gallons of water per boiler per 94 
hours. | 

The condensed water from the three turbines is pumped 
direct. into the feed tank without treatment, as 16 1s prac- 
tically free from oil. | Ср : : 

The condensed water from the reciprocating engines 18 
treated in a Davis-Perrett de-viling plant, after which it flows 
into the main feed tank. The amount of water that can be 
dealt with is 3,000 to 4,000 gallons per hour. | 

The folowing are results of analyses showing the amount 
of oil in the water before and after the above treatment :— 


Amount of oil found before entering de-oiler ... | 

Amount of oil after electrical treatment .. 008 p.e. 

Amount of oil after filtering is у Ns 

This method of removing oil from water has been most 
effective, but good results were only obtained after consider- 
able trial and failure. The analysis of the water in the fee 
tank shows :— 


Alkalinity 0 sse 1.44 deg. 
Total hardness = 120 deg. 
Permanent hardness 4.8 deg. 
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There із the objection to the.use оѓ the .'" Noxal'' boiler 
fluid that its work is done inside, the boiler itself, but investi- 
gations went to show that this fluid does not act injuriously 
upon. the boiler tubes and. plates. The results obtained have 
been very satisfactory, so far aa the replacement and cleaning 
of boiler. tubes. are concerned. To further improve the water 
feed it has been decided to -install a. Lassen & Hjort water 
purifying plant. 

The electric supply from the Johannesburg power station is 
led to three distinct sections of the distribution plant: 3,300 
volta А.С. for the suburbs, 600 volts d.c. for traction, and 460 
volta 3-wire D.C. for the inner area of Johannesburg. In апу 
саве it was necessary to install direct-current generating plant. 
The author came to the conclusion that it was too risky to 
embark on direct-current turbo-generators, because of the 
inevitable difficulties connected with commutation, more 
especially having regard to the exceptional dust experienced 
in Johannesburg. The circumstances of space, however, 
and the future demand at the power station, put all 
plant out of consideration other than turbines, and the 
scheme ultimately decided upon was that of turbo-alternator 
generating plant, the direct-current requirements to be 
obtained by means of converters to transforma the alternating 
to direct current. 'lhe scheme appeared to suit the distribu- 
tion plaut from the point of view of future growth of traction 
aud power demand, as it becaine more and more obvious that 
the direct-current power supplied from the central station 
would diminish, whilst the alternating-current requirements 
would increase. There was also the point. that with turbo- 
alternators and converters it would be possible to obtain all 
three requirements at times of low load from one steam turbo- 
alternator unit, this tending to economical running. 

The plant installed has been- impulse turbines, manufac- 
tured by Belliss & Morcom, of Birmingham. The firat 3,000- 
KW. turbo-alternator was installed and put on load on October 
6th, 1910, the second. on July 7th, 1911, and the third 
on August 3rd, 1913. Orders for two additional 3,000-Kw. sets 
have just been placed with Messrs. Parsons & Co., for plain 
reaction turbines running. at 3,000 R.P.M. 

The pewer plant installed in the engine room at the pre- 
sent date consists of two 500-ку/. and three 1,000-kw. triple- 
expansion Belliss & Morcom engines, three 950-kw. Allen 
reciprocating sets, three 3,000-Kw. turbo-alternators, all with 
Belliss & Morcom turbines, two 750-kw.; and two 1,950-kw. 
motor converters of the La Cour type, manufactured by Bruce 
Peebles & Co. 

The absence of large natural ponds and the scarcity of water 
on the Witwatersrand make the subject of cooling circulating 
water for turbines one of the greatest importance for the 
economical production of electric power. Whilst the tem- 
perature of the air and the high altitude militate against good 
cooling, there is no doubt that the low relative humidity of 
the air and the mean wind velocity of the Rand are factors 
which tend to good cooling. Numerous investigations were 
made before а final decision on the cooling arrangements 
was arrived at. The final choice was to erect ‘‘ wind cooling 
towers" for each of the 3,000-kw. turbines. They were 
designed and made departmentally, and may be described as 
partially open, natural-draught cooling towers.  ' | 

The salient features provide for good distribution of the 
water over the whole section of the tower and the complete 
breaking-up of the water before falling on the extended sur- 
face provided by brushwood, as well as the provision of a 
clear space at the bottom of the tower enabling the wind to 
get into the. tower and to rise through the brushwood by the 
natural draught provided by the height of the tower. | 

‘The water falls through porcelain tubes (6 in. long by § in. 
diameter, ordinary leading-in tubes used in the distribution 
branch of the department), which always keep themselves 
clean. The water emanating from the porcelain tubes is then 
broken up very effectively by zinc disks placed about 9 in. 
below the porcelain tubes, and the water thus broken up falls 
over the brushwood. Experiments were carried out, and it 
was found that so long as the ray of water impinges on à 
relatively smooth surface of any shape, it is effectively split up. 

feature of the circulating water piping to the condensing 
plant of the three turbo-alternators is that instead of the 
usual iron, it is made of Californian redwood. The pipes are 
of varying lengths up to 90 ft., the main pipe lines having an 
internal diameter of 90 in. They are composed of staves 
31 in. wide and 11 in. thick, the edges having "' V" tongues 
and grooves, the whole being bound together with 3/16-in. 
diameter steel wire, machine-wound tightly round the out- 
side with a pitch between coils of 1 in.; the wire is further 
kecured at intervals by staples. Before being wire-wound the 
Pipes are accurately turned in the lathe to the proper dimen- 
sions both inside and out. The couplings consist of collars 
of a width of 12 in., built of staves and wired in exactly the 
Same manner as the pipes. The ends of the pipes are slightly 
tapered for 6 in. back (where the wiring ends), and the 
int 13 made by forcing the tapered portion into the collar 
alter painting with red lead paint. Where bends occur in 
е line, castings are used with tapered ends similar to 
ose on the pipes, the joints heing made in exactly the same 
"ol as on the pipes themselves. They are much cheaper 
an cast-iron pipes and easy to run. In fact, owing to the 
presence of the gas plant and the enormous amount of under- 
ground Piping, 1t would have been almost impossible to run 
ron pipes because of the gradual rise and fall in various 
Portions of the: ground to avoid cutting through existing pipes. 


Шаль. 


` were recently replaced. 


The pipes take up by swelling after two or three days' work- 
ing, and leakage entirely ceases. After several years' experi- 
e of this type of piping, it is regarded as highly satisfac- 

Owing to the barometer standing at approximately 24.76 in 
as compared with 3Uin. at sea level, and the relatively high 
ebgine-roomm temperatures experienced in this country, for the 
same output and the same temperature rise, it js а wise policy 
to have electrical machinery about 30 per cent. bigger on the 
Rand than at sea level and in the home country. When work- 
ing at full load and .8 P.F. in an engine-room temperature of 
about 100 deg. F. the alternators are sufficiently large to keep 
the temperature rise between 65 deg, and 70 deg. If 

When all the power required for auxiliaries is taken into 
account, the steam consumption. per unit on full load is from . 
15.6 to 15.8 lb. at а back pressure of approximately 1.1 lb. per 
зд. in., and from an analysis of the various losses in the 
steam turbine the blade efficiency is from 88 to 90 per cent. 

The first turbine has been running for nearly five years, 
and its running has been perfect. Some six months адо, 
after four years’ continuous running, the low-pressure blading 
showed signs of pitting, and it was decided to replace it, but 
before carrying out this decision some of the blading stripped 
and the work had to be done more quickly than anticipated. 
It can be safely stated that the turbine ran for a period of 
four years before it became necessary to replace any blades, 
and all but the low-pressure blading have not been touched 
and are still satisfactory. Experience has proved that it is 
best to replace blades when they show pitting rather than 
wait for their final destruction. The second turbine has been 
running since July, 1911. Before this machine was finally 


-taken over from the contractors, four rows of the high-pres- 


sure blading stripped and did some damage to the drum of 
the rotor. The Council had to acknowledge lack of foresight 
and inaction on the part of the driver in attendance on the 
turbine, and it was decided that the Council and the contrac- 
tors should each pay half towards the cost of the breakdown. 
Apart from this the machine has run excellently since its 
installation four years ago, but, taking the experience on the 
first turbine into account, the blades at the low pressure end 
The third turbine was installed in 
August, 1913, and has run satisfactorily to. date. Taken alto- 
gether, the running of the turbines has been satisfactory, and 
the Council up to the present has been spared the calamities 
that have befallen some of the turbine plants that have been 


` installed on the Witwatersrand. 


The alternators have been remarkably free from electrical 


‘faults; in fact, there has not been a single fault during the 


whole time the three sets of turbo-alternators have been 
running. | 

The duty of the converting plant is to transform the two- 
phase alternating current generated at 3,300 volts, 50 cycles, to 
three-wire direct current for light and power at 460/590 volts, 
and direct current with compounding arrangements for trac- 
tion at 500/600 volts. Two 750-kw. and two 1,250-xw. units 
were installed. | 

Motor converters were chosen on account of their estab- 
lished reputation as being reliable machines and otcupying а 
mean position with regard to capital expenditure and effici- 
encies of the motor generator and rotary converter. Only 
on two special occasions have the machines been used for the 
transformation of D.c. to A.C., but worked satisfactorily. 

Speed limit devices were called for in the specification in 
case the machines came 'out of synchronism and attempted to 
run up to the full speed of the rotating field of the stator. 
In practice these have been found unnecessary, as the large 
current taken on the А.О, side under such circumstances brings 
out the circuit breaker. 

The motor-converters bave now been running for about 
four years. In general it has been found that motor-con- 
verters require much more minute adjustment than ordinary 
D.c. generators, but when once correctly adjusted the atten- 
tion required is no greater than on any other type of D.c. 
plant. The doctor’s bill has been relatively small. There 
have been two faults during the whole of their running, 
covering four years. | 

The guaranteed efficiencies were exceeded by about 1 per 
cent. The sizes of the converters are such that it is never 
necessary to work any of them below half-load, and the effici- 
ency.of transformation is thus never below 90 per cent. The 
power factor varies from .7 to .85 lagging when the con- 
verters are on lighting, and from .98 leading to unity power 
factor when on traction. | | | 

The perfect provision for balancing in connection with the 
motor-converters is a feature of the arrangement. Each of 
the motor converters installed in the municipal power station 
is capable of dealing with an out-of-balance current of 15 per 
cent. with a difference of voltage between the two sides of the 
machine of 1.5 per cent. of the average voltage per side, thé 
middle wire of the three-wire system being connected to the 
middle or star point of the rotor windings through & terminal 
on the starting resistance, which is connected to the short- 


' circuited slip rings. 


Тһе use of rotary balancers has been discarded ; normally 
the out-of-balance load can be kept within 200 amperes, the 
converters ure able to deal with it easily, and the difference 


` jn voltage is practically nil: 


The following figures convey some idea of the growth of the 
system since 1909, and of the present dimensions of the elec- 
tric supply unde g£:— 
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| 1909. 1915. 
Total number of connections to mains 5,720 16,091 
Total number of meters on system ... 5,153 17,350 
Total units generated  ... з .. 12,604,367 26,426,072 
Maximum load (KW.) ... ER m 5,400 10,800 
Total number of street lamps ... 5,340 7,000 


The monthly load factor, based on the maximum number of 
units generated in any one hour (usually on Saturday even- 
ings), is approximately 80 per cent. The works costs are 
approximately .5d. per unit measured by the actual units 
delivered to the p.c. traction, the three-wire lighting, and to 
the a.c. bus-bars. This includes a price of 4s. 6d. per 1,000 
gallons at present paid for town water. 'The capital charges 
on the tota wer station equipment are approximately .22d. 
per unit, making a total cost of approximately .72d. per unit 
generated. The selling prices vary from 6d. to 3d. per unit. 

The department is in a sound. financial position; £550,218 
has been provided out of profits since 1903-4 (after wiping out 
losses owing to the gas engine failure during the years 1906- 
and 1907-8). Of this amount £95,227 was utilised for capital 
moneys, and the remainder- went to the relief of rates. The. 
annual amount provided for the above purposes during the 
last few years has represented some 6 or 7 per cent .o the 
capital of the whole of the electric supply department, which 
is approximately £1,000,000 sterling, of which £286,000 belongs 
to the new steam station pani and buildings, £944,326 18 
held as an accumulated fund for the pn of the loans, 
and there is a net amount of £127,698 still standing to the 
credit of the renewals fund. 

' 
— 


L. & N.W. RAILWAY ELECTRIFICATION. 


` IN our issue of August 11th we briefly outlined the present position 
of the work in connection with the electrification of the suburban 
services of the Landon and North-Western Railway in the London 


ea. 

In this connection we are able to illustrate some of the extensive 
cable work carried out by Messrs. W. T. Henley's Telegraph 
Works Co. Ltd., in connection with this scheme, Messrs. Henley 
having been responsible for supplying and laying the whole of the 
L.T.-feeder cables, jumper, sectionising, and cross-bonding cables, 
including some 20 miles of heavy cable. 

In addition they provided 12 double-feed switch pillars contain- 
ing two single-pole 1.500-ampere switches, 22 section double-feed 
switch |‘pillars, #70 section cross-bond {double-feed switch pillars, 


Fra. 1. 


and four resistance pillars with 1,500-am i 
- pere в.р. switches and 
resistance grids to carry 3,000 amperes, for 20U-sec i 
mite “ately peres, for 2U-second periods at 10- 
ig. 1 shows the laying of 1°25 sq. in r-insul 
- . + ad at © . 
sheathed track feeder cables at West-End lm Жет - ihe 
cables pass through an iron bend to make connection with Cortez- 
Leigh patent sealing terminals; figa. 2 and 3 show section-feeder 
eh Е Eas latter ease constructed in concrete near Kentish 
vn Station on a viaduct, whe га: 
a ыйын АВ, re there was no room for the 


The cubicles are of reinforced concrete, with roller shutters to 
save space. The cables are 1 sq. in. cross bonding and 1°26 sq. in. 
section cables, insulated with vulcanised rubber, V.B. sheathed, and 
laid in shallow troughs, it being impossible to lay the ordinary 
type of cable in trenches over the viaduct. 

Fig. 4 illustrates part of the back of the switchboard in the 
Willesden sub-station, showing the Henley porcelain sealing ends 
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FIG. 4. 


with 1'25 sq. in. paper-insulated, lead-sheathed car-shed feeders ; 
the bus-bars ure of aluminium. 

The cables laid by Messrs. Henley include the sections Willesden 
to Camden Town, Willesden to Acton Wells Junction, Chalk Farm 
to Loudoun Road, Chalk Farm to Broad Street, Acton Wells 
to Kew East Junction—Kew Bridge, and Acton Junction to 
Gunnersbury. 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Raising Steam by Electric Heating. 


In many hydro-electric plants there is for some months of the year 
an excess of energy which is, to a large extent, not utilised. The use 
of this energy for raising steam in the boilers of a reserve steam plant 
has naturally suggested itself, and experiments along this line have 
been made, first, with two steam boilers, by the Electric Supply 
Co. of Zurich, Switzerland, at its Letten plant. As a result of 
these tests, the company has ordered two new sets of electric heat- 
ing elements, for a third boiler, the section of which is given in 
fig. 1. This apparatus has been in operation since September, 1915. 

The electric-heating sets are arranged as shown in the illustra- 
tion, and consist of resistance elements A of cast iron, insulated with 
mica and eternit. The use of any easily-fusible or expensive metal 
or of any solder has been avoided. Each heating unit consists of 
six resister sets, which may be connected at will according 
to the particular conditions. The connections are made at the 
binding posts at the end wall, which also has a window through 
which the interior may be observed. While electric heating is 
carried on, the heating chamber is hermetically closed. The 
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Fic. l.—CRoss-sECTION OF BOILER EQUIPPED WITH ELECTRIC 
Р HEATING GRIDS (A). 


maximum temperature of the heating resisters is below 600° C. 
The boiler has 180 sq. m. heating surface, and contains 17 cu. m. of 
water. With a maximum consumption of 81 to 86 KW.. 1.720 kg. 
of steam is produced in 24 hours, and the steam is utilised in 
various ways. The three boilers of the Zurich station, equipped 
with electric heating sets, furnish,on the whole, 5,630 kg. of steam 
per day, with a consumption of 7,392 KW.-hours. saving 750 kg. of 
coal a day. This is а specific consumption of 1°31 KW-hours per 
kilogramme of steam (0°6 Kw.-hour per lb. of steam). 

In order to operate the boiler with coal as fuel, the unit of 
electrie-heating elements is removed from the boiler. This may be 
easily done in half an hour. The use of electric power for steam 
raising is proposed only for those periods in which excess power is 
available whioh would otherwise be wasted.— Electrical World. 


Fireproofing Manhole Cables. 


According to the Electrical Review and’ Western Electrician, 
the EDISON ELECTRIC ILLUMINATING CO.. of Brooklyn, N.Y. uses con- 
crete to fireproof its lead-covered feeder cables in manholes. Two coats 
of paraffin, separated from each other by cheesecloth, are applied ; 
a }-in, lamp rope is then bound round the cable, and, finally, a §-in. 
layer of concrete is spread over all. This also prevents the sheaths 
from picking up stray currents, 


Motograph Signs. 


; THE FEDERAL S1GN SYSTEM, of Chicago, U.S.A., is responsible 
эй a new development in moving-sign construction, and what is 
: aimed to be one of the largest electric signs in the world, of this 
eis is located at the corner of Michigan Avenue and Randolph 
treet, Chicago. showing in both streets. 
sni Арду area measures 130 ft. by 50 ft., and is uniformly 
iu id with 10,000 Mazda lamps, the sockets of which are con- 
o аа wires running to a terminal board ; by passing a per- 
idera dier ribbon between this terminal board and a corresponding 
idu Pss forming part of the apparatus, lamps corresponding to 

perforations are caused to light up on the sign—the effect of 


moving letters and words being obtained, so that constantly- 


changing legends ean be shown. 

The letters in this case are 12 ft. high, and it is estimated that 
some 200,000 people see the sign each day. At the end of each 
Аскар pag the time of day is flashed upon the sign, with 

ne legend, " Ye Town Clock," and this feature is much - 
ciated.— The Central Station, bos ii 


А Useful Telephone Attachment. 


Fig. 2 shows а new telephone attachment adapted to grip on to 
the neck of the ordinary desk-pattern telephone. The ohject of 
the device is to save the subscriber's time while either waiting for 
a call or during the delays which so frequently occur when a 
reference has to be looked up or some other person called to the 
telephone. ; i 

When the receiver is dropped into the two jaws of the " Chatterak " 
(the name by which this device is known), it lies in a position in 
which the subscriber, while going on with other work and having 
both hands free for the same, can hear anyone speaking on the 


Fic. 2.—"7 CHATTERAK " TELEPHONE ATTACHMENT, 


line. It is not suggested that this is the most convenient position 
for carrying on a conversation, although this can be done, and the 
device used in this way is specially useful when it is desired to 
take down a message and have both hands free to do во. 

The device may be obtained wholesale from the CHATTERAK CO., 
of Queen Anne's Chambers, Westminster. The attachment, which 
costs but little, is finished in copper bronze, similar to the finish 
most usual on the desk type of telephone. 


LEGAL. 


ELECTRICAL METERS AND MACHINERY CONDEMNED BY 
THE PRIZE COURT. 


IN the Prize Court on August 23rd, the President, Sir Samel Evans, 
had before him a suit by the Crown, asking for condemnation of a 


- ease of “ hardware” on the ground that it belonged to enemies of 


this country. | 

Мк. M. W. SLADE, for the Crown, said that the goods consisted 
of a case of electrical meters and other machinery, and were shipped 
on board the British steamship Michigan, by Isaria, Ltd., а company 
incorporated in this country, to customers in Canada, shortly 
before the war. They were rejected by the customers in Canada 
and were seized on their return to Liverpool as being enemy 
property. Isaria, Ltd., had in a letter made a claim to the goods, 
stating that they were manufactured in Bavaria, the order for 
them being placed in April, 1914. Accepting their statements, 
Counsel asked for condemnation on the ground that Isaria, Ltd., 
was an enemy firm, The facts with regard to Isaria, Ltd.. MR. 
SLADE continued, were set out in his Lordship's judgment in May 
of last year, in the case of the Poona. His Lordship had decided 
that Isaria, Ltd., must be taken to be a British firm, but following 
upon the decision of the House of Lords in the Continental Tyre 
Co.'s case, the company must be regarded as an enemy firm. 

The PRESIDENT: Your case is that the goods were the property 
of Isaria, Ltd., who had not a single British shareholder? You 
may also say that the order was given to Munich, and that Isaria, 
Ltd., merely shipped the goods to Toronto ? 

Мв. SLADE : Yes, in which case the goods would be the property 
of the enemy company in Munich. He added that no formal 
claim had been put forward to the goods. An order had been 
made for their sale, but they had not yet been sold. 

The PRESIDENT, in giving judgment, said that the company had 
not put forward any claim to the goods in these proceedings, 
although they sent a letter to the Procurator-General, alleging 
that they were the owners, and that as a company registered in 
this country, they were entitled to have the goods released to them 
as they were in the case of the Poona. In that case he (the 
President) said that if the judgment of the Court of Appeal in the 
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-Continental Tyre Co.s case was unsound, it must’ be во. pro- 
nounced by the House of Lords. It had been pronounced to be 
unsobnd by the House of Lords, and following that decision and his 
own inclination, as already expressed in the Poona case, he must 
hold that Isaria, Ltd., for all purposes affecting this case. must be 
regarded as an enemy company, although carrying on business 
here, and accordingly the goods in question must be condemned as 
enemy property. | 


MUNITIONS COURT CASE. 


BEFORE the Monmouthshire Munitions Tribunal, Reginald Victor 
Powell complained that the Newport Corporation Tramways De- 
partment unreasonably refused to issue a certificate in his favour 
on July 31st. He alleged that he had been superseded as senior 
switchman by а man who had only been їп the Corporation's em- 
ployment about three weeks, whereas he was a capable man and 
had been a servant of the Corporation for about 18 months. His 
application was based wholly upon the fact that the new man had 
been described as "senior switchboard attendant." | 

Мв. A. NICHOLS MOORE, the borough electrical engineer, who 
represented the Corporation, said that the explanation was that both 
men were senior switchboard attendants. 

The application was refused.— Monmouthshire Evening Post, | 


THE THERMIT WELDING PROCESS. 


ON August 24th, Mr. W. B. Ballantine, of 1, Dr. Johnson's Buildings, 
Temple, London, E.C., applied for a licence to use two patents in the 
name of Dr. Goldschmidt, of Essen, for alumino-thermic processes. 
MR. WHITEHEAD, who appeared for Thermit, Ltd., objected to the 
jurisdiction of the Board of Trade. By agreement the right to these 
patents was vested in Thermit, Ltd. In July, the Public Trustee, 
pursuant to an order of the Board of Trade instructing him to sell 
the shares of Thermit, Ltd., which had hitherto heen held ‘by alien 
enemies, entered into an agreement to sell them to a company known 
as the Birmingham Metal and Munitions Co. Ltd., and the 
consideration for sale appeared in the correspondence as £19,500. 
That money had actually been paid to the Public Trustee, and the 
shares had been transferred. 
Ltd., were now held hy thc Birmingham Metal and Munitions Co., 
a certain number being held by à Mr. Horatio Ballantyne. The 
Birmingham Metal and Munitions Co., Ltd., wasa British company 
whose shares were held by Nobels Explosives Co., Ltd., also a 
British company. It was a matter of the utmost importance to 
Nobel's Explosives Co., Ltd., and the Birmingham Munitions Co., 
Ltd., that they should not be.deprived of half what they expected 
was coming tothem. There was no indication in the agreement 
that they were not getting the patents. His clients might desire 
to go to the Courts for a judicial construction of the agreement. 
The hearing was adjourned to decide whether the Board of Trade 
should assume jurisdiction or not.— Ironmonger. n 


$ . * , А 


WAR ITEMS. 


Employés of Military Age.—A decision was given by the 
Manchester Stipendiary Magistrate, on August 24th, in а case 
in which Messrs. Waygood-Otis, Ltd., lift makers, were sum- 
moned under the Defence of the Realm Act for failing to post 
ш à conspicuous part of their premises in Manchester a list 
of their.male employés of military age. The defence was 
raised that the firm was a “ controlled '" establishment under 
the Munitions of War Act; that as such they kept at their 
head offico in London a register of all their employés of mili- 
tary age, and. that they were accordingly exempt from the 
ohligation to keep a list at the Manchester branch office. The 
Stipendiary agreed with this view, and dismissed the case. 


Separation Allowance Case.—At Bradford, the wife of a 
soldier, formerly employed in the electricity department, was 
fined £5 for obtaining money from the Corporation by false 
pretences.. She had applied for relief from the War Fund 
when her husband enlisted, and stated that he had no allow- 
ance from his former employer. On inquiry recently it was 
found that she had been receiving 14s. a week from the Cor- 
poration, as well as the Government separation allowance and 


бз. 6d. a week from the War Fund, froi D | 
drawn a total of £20 Qs. 6d. une, from which latter she had 


Holborn Tribunal and Electrical Firms.—Mr. Oswald 
Nettlefold, Chairman of the Advisory Committee of the Hol- 
born Tribunal, has resigned his position in consequence of 
tne Tribunal's decisions in claims made by Messrs. Falk, 
Stadelmann & Co., and Messrs. J. and W. B. Smith, both 
engaged in the glass trade in Farringdon Road. The former 
firm asked for the exemption of 16 men, and the latter for 
nine. 
has been carried on mainly under the direction of naturalis 
British Subjects of German descent. | | n 
‚ The Advisory Committee recommended the dismissal of 
Messrs. Falk, Stadelmann’s appeals, and the granting -of 
Messrs. Smith’s, but the Tribunal granted the former firm 13 
men of the 16 asked for, and informed Messrs. Smith that 
six of their men would have two months’ exemption, whilst 
three must join up within three weeks. Mr. Nettlefold 
accordinely resigned.—Daily Telegraph. 


` ceased and another man being injured. 


The bulk of the shares of Thermit, : 


It is alleged that Messrs. Falk, Stadelmann's business, 


. 8bove.—F'inancial Times. 


Munition Workers’ Holiday.—In order to correct a mis- 
apprehension which appears to have arisen with regard to 
the date ‘of the rest period for munHion workers, which was 
directed by the Government, the Ministry -of Munitions says 
it should be understood that the period in question will extend 
from September 28th to October 1st, both dates inclusive. 


German Munitions Captured.—Sir Samuel Evans, Sitting 
in the Prize Court, has condemned ав absolute contraband a 
supply ef machinery for munitions and. trench-drilling in- 
tended for the German forces. The machinery was captured 
on 165 way from America, and was made up in 900 small 
postal packages. It. was destined for delivery *via Copenhagen 
to the Internationale Pressluft -und Elecktricitats CGesell- 
schaft, Berlin. - | TON са X 

Training Disabled Sailors and Seldiers.—The Disable- 
ment Section of the War Pensions Statutory Committee: at. a 
recent meeting discussed à new regulation enabling mainten- 
ance to be paid to disabled men during training for employ- 
ment, in cases where the pension is Insufficient to support 
thé man and his family; when the training necessitates 
absence from home, -ard thus’ increases his expenses. ^ > 

Power Station Fatality.—In connection ‘with ‘a recent 
Zeppelin raid, an inquest has been held regarding the death 
of a switchboard attendant, aged 34, employed at a power 
station. The evidence showed that a bomb dropped in the 
neighbourhood of the switchboard at about 1.30 a.m., de- 
Medical evidence 
showed that the man was in a very collapsed condition, suffer- 
ing from loss of blood, and that he had wounds on the head, 
chest, and abdomen. He died the next morning from shock 
and hemorrhage. The jury returned a verdict of death from 
shock following the explosion of a bomb from a German 


Zeppelin. 


British Industry: Definite Line of Policy Now and After 
the War.—Mr. F. Dudley Docker has been appointed pro- 
sident, and Sir William Peat chairman, of the Federation of 
British Industries Association, which has been established as 
a central organisation of manufacturing interests. Among 
the bodies which have been absorbed in the new association 
are the Institute of Industry and powerful industrial groups 
in Manchester and Birmingham. The Institute of Industry 
has accordingly gone into voluntary li uidation, a condition 
being that the minimum amount of the fund to be raised 
under the new arrangement should be £100,000, & sum which, 
as a matter of fact, has been greatly exceeded. 

A large number of important firms and companies have 
already given their adhesion to the new movement, which 
includes a wide representation of all the more important 
industrial interests in the country. The main object of the 
new organisation is the investigation and carrying into effect 
of a definite line of policy in regard to the various matters 
affecting British industry both now and after the war. 


Proposed Ministry of Commerce.—A memorial of the 
Associated Chambers of Commerce has been submitted to the 
Prime Minister urging the Government to take immediate 
steps to create a Ministry of Commerce and Industry with a 
Minister of Cabinet rank, aided by a permanent advisory 
council, consisting of representatives of the Foreign Office, 
the Colonial Office, the India Office, the self-governing Over- 
sea Dominions, and the leading commercial interests of the 
Empire. The memorial suggests that the Commercial Depart- 
ment, the Patents, Designs, and Trade Marks Department, 
and the Companies Department of the Board of Trade should 
form the nucleus of the new Ministry. t is further sug- 
gested that commercial representation in foreign countries 
should be added to the functions of the Commercial Depart- 
ment, with power to send trade representatives to foreign 
countries in the same way as they now send representatives 
to British Possessions. The Government is asked to appoint 
a special committee to inquire into the proposal and to report 
on it at the earliest possible date.—The Times. 

British Mannesmann Tube Co., Ltd.—The shares of ‘this 
company have been sold by the Public Trustee to a British 
group, including Sir Hugh Bell, Mr. A. J. Dorman, Messrs. 
Balfour, Williamson & Co., and Messrs. Higginson & Co. All 
German interest in the company has been eliminated, and it . 
is the intention of the new controlling interests to constitute 
a. representative board to continue the business of the com- 
pany under the present organisation, which is entirely on % 
British basis. The company has large weldless-tube works at 
Swansea, and intends to erect additional tube mills at New- 
port (Mon.). Other developments are also in contemplation, 
which will further widen the scope of the company’s activity. 

The British Mannesmann Tube Co. was registered in July, 
1899, as the British Weldless Tube Co., to take over the busi- 
ness of the Mannesmann Tube Co., and four months later 
the title was altered to its present form. The issued capital 
is £340,000 in £10 shares, £190,000 being 5 per cent. cumula- 
tive preference and £150,000 ordinary shares; in addition 
£65,500 of 4 per cent. debentures have been issued. The 


‚ company had a virtual monopoly of the supply of tubes for 


water-tube boilers, and according to a question by Sir John 
.onsdale in the House of Commons. practically the whole of 
the issued capital was held by persons resident in Germany. 


Their holdings. in accordance with the provisions of. the 


Trading with the Enemy Act. 1916, were placed in the control 
of the Public Trustee for disposal, with the result. stated 
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Exports to China.—The “ London Gazette " for August 
29th contains a further list of names of persons to whom 
articles may be exported in China and Siam. 


Meta) Workers’ Wages.—An application by the metal, 
wire, and tube workers of Birmingham and district was 
heard in London by Sir George Askwith, of the Board of 
Trade. The workmen asked for a 5s. war bonus for day 
workers, and 124 per cent. increase in pay for piece workers. 
Sir George heard, боо, an application of the engineering and 
allied trades for a 25 per cent. increase on the present day- 
work rates. The employers' cases were also presented, and 
the decisions were déferred.—Birmingham Daily Post. 


Labour Transfer Scheme.—A scheme for the transfer of 
skilled labour for accelerating war output has been arranged 


on the Clyde, and in other Scottish districts, by the Board of: 


Admiralty, the Ministry of Munitions, and the Labour Supply 
Committee, with the aid of the Boilermakers’ Union and the 
Scottish District and Clyde Committees. Jt recognises that 
firms are retaining workmen when their services are not 
actually required, owing to fear that it would be impossible 
to secure these men or similar men when their services were 
most needed. It is thought that if firms were assured that 
the workmen would be returned to them when required, they 
would be willing to release the employés to work for other 
firms urgently needing such men. Therefore a local distribut- 
ing committee, consisting of representatives of the Admiralty, 
Ministry of Munitions, and employers’ ‘and workers’ associa- 
fions, is to be appointed, with power to ascertain where 
олер are available for transfer and where they are 
needed. 


pianon of Labour.—Dilution has already been estab- 
lished in 150 of the largest of the 300 controlled engineering 
and shipyard establishments on the Clyde, and some 14,000 
women have been introduced by the Commission, the greater 
proportion of whom are engaged on general engineering work, 
excluding shells. Agreements have been concluded for dilu- 
tion in shipbuilding and ship-repairing yards on the Clyde and 
Tyne with all the principal shipyard trades, and the inter- 
changeability of members of different shipyard trades, and 
the introduction into the shipyards of unskilled men and 
Women, is proceeding satisfactorily. The work of the Com- 
mission on the Clyde and Tyne will be taken over and con- 
tinued as from September 1st by officers of the Ministry of 
Munitions and of the Admiralty, as in other parts of the 
ccuntry. 


U.S. and Trade After the War.—The New York banking 
house of Henry Clews & Co., in their weekly financial review, 
remark: ‘An interesting feature of our foreign commerce 
returns for the last fiscal year was that out of total merchan- 
dise exports of $4,353,000, more than half, or $2,658,000, con- 
sisted .of manufactures which doubled their amount in the 
past twelve months. . . . The extraordinary expansion in 
manufactured exports is mainly due to the war, and must be 
considered as quite abnormal. Nevertheless, there is no doubt 
that we shall retain much of this newly-gained foreign trade, 
provided our costs can be made to meet those of Great Britain 
and Germany, who will strenuously endeavour to recover all 
and more than they have lost. Our chief handicap will be 
high-priced commodities and labour troubles, in both of which 
there will have to be a readjustment before we can success- 
fully meet foreign competition abroad.” 


Exemption Applications.—At Newport (Mon.) Tribunal, 
Mr. A. Nichols Moore, borough electrical engineer. applied 
for the exemption of nine men in his department. Mr. Moore 
pointed out that his department was down to its minimum. 
The men included men from the permanent-way department, 
night car repairer, brake fitters, coachbuilder, motor iram- 
ways inspector, overhead linesman, &c. All these men were 


absolutely necessary. Three months’ exemption in each case 


Was granted.—Monmouthshire Evening Post. | 1 

The Stalybridge Tribunal has granted temporary exemption 
until November 30th (conditional on the men joining & Volun- 
teer Regiment) to three men appealed for by the Stalybridge, 
Hyde, Mossley and Dukinfield Joint Tramways & Electricity 
Board. It was stated that out of 71 conductors 68 had been 
allowed to join the Colours, and the Board was contemplating 
an expenditure of £30,000 on extensions at the generating 
station. The men appealed for were Mr. S. B. Firth (32, mar- 
fied), cashier, collector and wages clerk; Mr. Р. О. Firth (31). 
chief clerk; and Мг. Н. Marsh (33), rent collector and wages 
clerk. Three members of the office staff had enlisted, and the 
aecountant, who was over military age, had obtained another 
sitnation. 

Winchcombe Tribunal allowed a month's final exemption to 
an electrician on a local estate, who also looked after the 
ous waterworks; he had been passed for garrison duty 
abroad, 

At the York Tribunal, the electricity department applied 
for exemption for two cleaners and greasers; it was stated 
that the men were in a certified occupation, and acted as 
assistant engine drivers. The cases were adjourned for a 
fortnight. At the same Tribunal, the York Opera House 


asked for total exemption for its electrician and stage mana- . 


Ker, aged 35 and married; after scrving seven years in the 
| my and five vears in the Reserve, he was called up for the 

\peditionary Force and discharged in February last. Ex- 
eirption to November 90th allowed. 


‚ Before the Bath Tribunal, a further application for exemp- 
tion in respect of Lawrence Laing, aged 82, electrician at the 
Palace Theatre, was refused. ` 

On Monday last, at the Westminster Town Hall Tribunal, 
Mr. Н, C. Truman, chief electrical engineer to the Law Acci- 
dent Insurance Society, was granted exemption for four 
months as being in a reserved occupation. 

.The Leeds Tribunal has granted three months’ exemp- 
tion, with leave to renew the appeal, to an electrical and 
mechanieal. engineer, who stated that 90 per cent. of his 
work was in repairing rotary coal-cutting machines. 

The Wetberby Tribunal refused to exempt Mr. Edwin 
Maltby, electrical engineer to Mr. T. С. Mylchreest, of Thor- 
ner, who has charge of a private electrical plant supplying в 
number of residents. He is not to be called up for service 
before September 15th. | 

At Hyde, оп Wednesday last week, an appeal by George 
Rutherford, a motorman employed by the Stalybridge, Hyde, 
Mossley and Dukinfield Joint Board, was disallowed. 

At Oldham, temporary exemption was granted until Nov- 
ember 1% to an electrician and wireman employed by Mr. 
Frank Wall; and temporary exemption till December 1st to 
a pavior in the tramways department, who appealed on 
domestic grounds. | 

Watford Tribunal has granted exemption from combatant 
service to E. Leigh, electric light attendant at Euston Station. 

At Blackpool, on August 24th, a firm of electrical engineers, 
who have lost 17 men out of 21, appealed for an employé, and 
ccnditional exemption -was granted. z 

At Cambridge, on August 22nd, an appeal for exemption 
for Frederick G. Gates (19), electrician, with the Cambridge 
Electric Supply Co., Ltd., failed. It was stated that the man 
was “starred,” but the Military representative contended 
that he should be in the Army. : 

Canterbury Tribunal has given conditional exemption to 
George Herbert Fowler (28), manager for Mr. E. J. Philpot, 
electrical engineer. M 

At Sandwich, on August 93rd, absolute exemption on medi- 
eal grounds was given to Mr. Н. Claringbold (25), electrician. 

At Dover, conditional exemption was granted to W. A. King 
(38), a coal and ash trimmer at the electricity works. | 

At Deal, Messrs. Stratford & Faulkner appealed for George 
Ralph (39), electrician, the only workman left, whom they 
had been unable to replace. Three months were allowed. `- 

At Stoke-on-Trent, on August 94th, the Corporation elec- 
tricity department appealed for four employés. Mr. C. H. 
Yeaman, the engineer, said that if the men went he could 
not be responsible for the supply of current this winter. He 
had been trusting to the Ministry of Munitions to retain the 
men, and he had not a single hand who could be spared 
without jeopardising the supply. It was decided that в list 
of the employés of the department should he prepared for 
the Tribunal before the claims were dealt with. 

At Caterham, on August 915%, Mr. E. B. Howard, manager 
of the electricity works, applied for exemption for Mr. A. J. 
Douglas (40), the only man left to attend to mains, and also 
acting as shift enginecr. The Tribunal, holding that he was 
in a certified occupation, granted conditional exemption. 

Poole Tribunal has given exemption until August 15th to 
Mr. С. Loveless (35), electrical engineer. — 

Wallington ‘Tribunal has given’ conditional exemption to 
the electrical engineer to a local firm of cement manufac- 
turers. 

At Cheltenham, the Military representative asked for the 
removal of the star against the names of charge engi- 
neera а& the Corporation electricity works. The electrical 
engineer (Mr. W. J. Bache) said the works were run in three 
shifts of eight hours each, and one or other of the three charge 
engineers was on duty day and night, both week-days and 
Sundays. The fourth charge engineer was necessary to take 
the place of any one of the others on leave, &c. Не had tried 
to get men unfit for military service. but had failed. In one 
сазе the star was removed, and the other cases were adjourned 
until two months granted.by the Medical Board had expired. 

At Wandsworth; Mr. Philpott, of Messrs. Philpott Bros., 
electrical engineers, of 35, Upper Tooting Road, applied for 
the conditional exemption of his leading electrician, W. G. 
Conner. The Tribunal granted three months’ exemption on 
condition that he joined the V.T.C.. 

Mr. Wild, secretary of the British Incandescent Mantle 
Co., Ltd., of Ravensbury Road, Earlsfield, S.W., asked for 
the exemption of a stoker, who, he maintained, was in & 
certified trade. He had been discharged from the Army after 
15 months' service, and applicant did not think he would be 
called up again. Three months’ conditional exemption was 


granted. 


Irish Battery Industry. — According to the Daily 
Express, a factory will shortly be opened in Dublin for the manu- 
facture of dry cells and batteries of all kinds for pocket lamps, 
telephones, bell and automobile use. It is proposed to start with 
200 hands. and an output of about 30.000 batteries weekly is 
anticipated. The yearly consumption of batteries in the United 
Kingdom before the war was over 60 millions, most of which wer e 


imported. 
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Wireless Telegraphy and Telephony. By W. Н. Ессіз. 
London: The Electrician Printing and Publishing Co., 
Ltd. Price 12s. 6d. net. 


This is з handbook of formule, data, and information, and 
forms an addition to the well-known Electrician series of 
standard electrical works. It is produced in a compact and 
hendy form, well got up and illustrated. There are some 418 
pages, with 322 illustrations. In the author's preface the 
work is described as a classified collection of information, 
data, formule, and tables likely to be helpful to designers 
arid investigators in radio-telegraphy. The information 1s 
given in condensed form while yet attempting to set out the 
position of modern thought and speculation. | 

The chief divisions of the work fall under the heads of 
Tables, 52 pages; Formule, 63 pages; General Information 
and Descriptions, 272 pages; Glossary of Terms, 28 pages. 
In most respects the book is of a comprehensive and informa- 
iive character, with lucid explanations of the principal 
features of methods, apparatus, and systems. The tables and 


formule appear to be well selected and useful. In themselves, 


they convey a large amount of information in tabloid form. 
Care appears to have been taken to include useful short-cut 
methods of dealing with electrical problems as, for instance, 
the equivalent circuit method of dealing with transformer 
problems where the circuits contain capacity as well as resist- 
. ance and self-induction. Standard works of reference and 
original papers have been freely drawn upon in this portion 
of the book. 

The widest scope for comment or criticism falls on the part 
covering general information and descriptions, where, in the 
present state of knowledge, it may be expected that much 
 coniroversial matter will be found. А few of the more 
salient points presenting themselves in this light will be 
dealt with here. 

In a work of this character, exception may fairly be taken 
to the perpetuation of weak or misleading methods of ex- 
pressing ideas. On page 161 appears a table of so-called 
“ranges” of wireless stations, of typical commercial spark 
type, in which the ranges corresponding to certain sizes of 


power plant, wave-length, and nature of transmission surface. 


are given. The mileage figures indicate a profeszed accuracy 
of about one per cent. The table is not qualified by any 
statement as to the nature of the receiver, height and kind 
of antenna, standard of received signals assumed, standard of 
hearing assumed, climatic conditions under which tests are 
taken, standard of sensitivity of auxiliary receiving apparatus, 
whether day or night signals, and a host of other factors con- 
cerned in this absurdly elastic term. That the author is 
alive to the bearing of some, at least, of these factors is 
evident from qualifying remarks introduced in а similar con- 
nection on pages 324, 327, and elsewhere, but he does not 
give any hint of the very questionable difficulties to be faced 
in framing an adequate definition of the term. The sugges- 
tion is that its use, at least in the popular sense, should be 
tabooed in a scientific -work. Even more serious exception 
must be taken to the term being applied, as on page 219, to 
a form of apparatus for generating high-frequency discharges. 
Its adoption by intcrnational institutions in relation to com- 
plete installations may be advanced as an excuse for its per- 
petuation. So long as such institutions are run and con- 
trolled by officials with- a smattering of technical knowledge 
and an absence of practical touch with the subject, and so 
` long as Governments will essay to legislate first and investi- 

gate afterwards (or not at all), much time and money will 
continue to be wasted. A number of the assumptions under- 
lying official essays at wireless legislation are similarly 
erroneous or unsuitable. 

In an interesting dissertation on the theorv of propagation 
of signals round the globe, Dr. Eccles continues to support 
the contentions of himself and others by the assumption of 
reflection of electric waves from layers of ionised air having 
lower boundaries which are ''fairly sharply defined," what- 
ever that may mean. Now, the obvious basis for this 
assumption is the optical condition of a sharply-defined sur- 
face of discontinuity between two transparent media upon 
which total reflection of light depends. It has yet to be 
shown that a corresponding effect can occur with waves of 
во grossly greater dimensions than those of light. ^ Also, 
within what limits is the boundary definition to be taken as 
" sharp," seeing that waves of the order of a mile or two in 
length may be concerned, and that, in the optical analogy, 
sharpness of definition in the wave itself is equally neces- 
sary? Ав at present presented, the assumption can only be 
taken as a highly speculative one, though Dr. Eccles presents 
it in so matter-of-fact a way. 

The enthusiasm for formule evinced by the author mani- 
fests itself throughout. Some of these are of doubtful prac- 
tical value, as in the case of the formula for wave propaga- 
tion over mountain ranges, given on pase 165. This is based 
purely on wave diffraction, and will. obviously, not account 
for the large differences in propagation efficiency over moun- 
tams by night as compared with daytime. 

On the subject of strays, there appears to be a widely- 
spread fallacy, which is voiced by the author, that strays are 
largely due to the so-called '' silent discharge " of a receiving 
artenna into the atmosphere. The microscopic currents pro- 


duced in an antenna by silent discharge under normal condi- 
tions cannot account for strays of a strength that matter. If 
a corona or glow discharge is produced, that is another ques- 
tion; but such discharges are quite abnormal, and even rare, 
at any rate, in these latitudes. EN 

In reference to quenched spark methods, it is stated that 
quenching ensures singleness of frequency. This is not a 
precisely accurate statement, for strongly coupled waves are 
emitted during the transient building-up process which pre- 
cedes the quenching of the spark, and this period is not, as a 
rule, negligible. Neither is 16 correct to say that mechanical 
quenching by rotary: dischargers gives the equivalent of the 
usual quenched spark transmission. А 

Exception must also be taken to the inadequate explana- 
tion of the action of Pedersen's ticker receiver, which. fails 
to do justice to this very neat and effective contrivance. A 
similar remark applies to the theory of the slipping contact 
detector, and if is not clear why this device is ascribed to 
L. W. Austin. The drawing of the instrument given on page 
340 contradicts the text in an important respect. In regard 
to the system ‘‘ Onde E ae the author states: “There 
is theoretical reason to credit the claim of single waveness." 
It has been generally thought that Prof. Howe effectively 
disposed of this claim. Points in relation to the construction 
of inductance coils and condensers would bear comment, as 
also numerous other matters of practical significance. 

In the matter of omissions, it may reasonably be urged 
that the practical working defects and weaknesses of the 
various appliances and systems are not sufficiently indicated. 
The trend of developments in Continental practice, especially 
that of Germany, is not treated nearly as fully as English 
developments. The important subject of the selection of 
sites for land stations and the numerous factors involved, as 
affecting efficiency of operating, running costs, and housing, 
is not treated. Very little information is given as to mode 
of emission, propagation, and arrest of waves, such as would 
lead to good working conceptions of the functions of antenne 
both in transmission and reception. Principles of theoretical 
and practical importance in reference to the effects of varying 
the proportions of capacity and inductance in high-frequency 
circuits and antenns are another matter on which little in- 
formation will be found. The reader will not gather much 
knowledge of the organisation of wireless services, or learn 
that international understandings have been arrived at in 
regard to the manner and conditions of use of wireless 
apparatus. ‚, . 

Though a certain amount of criticism has been made, it 
may be taken that the book contains many desirable features, 
and will doubtless be much appreciated by engineers and 
investigators. It fairly presents the prevailing standard of 
knowledge in wireless telegraphy. That standard cannot be 
regarded as an eminently satisfactory one, as а great deal of 
careful investigation and careful weighing of results is neces- 
sary to pub it upon a satisfactory basis. It will probably be 
found, in the light of later knowledge, that far too much 
credence has been given to mis-statements and_misinterpreta- 
tion of results, and that our real knowledge is a great deal 
less than we are apt to imagine.—J. Б.Т. 


Handbook of Electrical Methods; compiled_ from the Elec- 
trical World. London: Hill Publishing Co. Price 12s. 6d. 
net. 


The book before us is divided into ten chapters, surveying 
the whole of the practical side of what may be called applied 
electrical engineering. By this we mean that it does not go 
into questions of manufacture, but of the installation and 
use of machinery, transformers, switchgear, meters, wiring 
and apparatus in general. 

Though the divisions of the book are called chapters, they 
are not chapters in the sense that they have been con- 
nectedly and consecutively written around the same thread 
of thought by the same hand. Many hands have written this 
book, for it consists, as the title tells us, of a compilation of 
articles from the Electrical World, of New York. | 

Ав the preface tells us, there is so much of permanent 
value published in the technical Press, which must, if it 18 
to be of real use, be accessible in some other form. Metho- 
dical and probably fussy people mutilate their papers every 
week, and clip up articles of interest to them in & form of 
no use whatever to anyone else, and then proceed to hide 
them where they are of no.use whatever to themselves. The 
orderly carrying-out of this process involves the absence 0 
serious occupation, and its inevitable consequence is that the 
compiler becomes a serious nuisance to those about him. 

The object aimed at, but seldom attained, by such people. 
is carried out in а proper way with regard to one technica: 
journal in this book. The articles are classified by being re- 
printed under the chapter heading describing the subject to 
which they refer. р : 

The subjects dealt with range from thawing | frozen water- 
pipes electrically to replacing insulators on a ‘‘ hot 50,000- 
volt overhead line; from testing electrical instruments to the 
danger of broken lamps near inflammable material; from 
ал advertising novelty and the method of influencing the 
curio-seeker’s choice to the soldering of ' aluminum ар 
the operation of the '' Edison," known here as the three- 
wire, system. 


| ; 
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There are numerous illustrations; we have not counted 
the number, since nearly all of them appear to be marked 
Fig. 1. This, of course, ariseg from the fact that each re- 
pantei article has a Fig. 1 of its own, and the numbering 

as not been changed. | ; 

As a book of reference, tho book is useful. It has a good 
index, and is well printed. It forms an example which 
might well be followed by papers of similar eminence on this 
side. The price of 12s. 6d. strikes us as being rather high. 


BUSINESS NOTES. 


Pumping Machinery in Chile.—U.S. Consul Voetter, at 
Antofagasta, says that the market for pumps in the district 
is almost exclusively confined to the requirements of the 
nitrate plants. In this, the arid region of Chile, there are 
some 170 plants for the elaboration of nitrate of soda, and 
each has a pumping installation complete. A nitrate plant 
uses from 300 to 900 tons of water per day, obtained usually 
at dug wells located several miles away from the plant. The 
classes of pumps and pumping machinery used by the nitrate 
plants are as follows :— 

, Wells.—Power-driven deep well pumps, usually single-act- 
ing, ш of bucket type. The depth of well varies from 

О 1 

Surface force pumps, power driven, for delivery of water 
from well to nitrate plants. Power is usually furnishéd from a 
central electric power station at the plant some miles distant. 

Plant.—Boiler feed pumps, almost exclusively steam 
driven, as also the oil pumps for supplying fuel to the fur- 


- naces. 


Steam or power driven pumps for transferring liquors 
пша vieja) from crystallisation tanks to elevated storage 
nks 


From 2 to 10 centrifugal pumps, usually 6-in. suction and 
6-in. discharge, for circulating hot liquors (relave) between 
the boiling tanks. The average centrifugal pump handles 
from 200 to 400 gallons per minute against a head of 30 ft. 

_ Miscellaneous fire pumps, internal-combustion engine cool- 
ing water pumps, fuel-oil pumps, &c. 

The general terms of credit given by American manufac- 
turers to importers are cash against shipping documents on 
arrival of shipment in Antofagasta. European manufacturers 
extend credit of 60 {о 90 days after acceptance of draft 
against bill of lading on arrival of goods, and in exceptional 
Per 20 days. Prices should be c.i.f. Antofagasta, and not 
ОЬ, 


. Pulley and Belt-Calculating Scale.—We have received 
- &sample of a new calculating scale which has been devised by Mr. 
H. W. Durham, to assist millwrights, engineers and others to cal- 
culate the sizes of pulleys and belts for given powers and speeds, 
and во оп. The scale is published by Messrs. Alfred Haworth & Co., 
Ltd., price 1s. 8d. post free, and provides for calculations relating 
to cotton ropes, leather and balata belting, and the sizes of pulleys 
and gear wheels. It is a useful and handy time-saver. 

For Sale,.— The Public Trustee invites tenders by Sep- 
tember 14th, for the purchase of the whole or any part of the 
13,993 £1 fully-paid ordinary shares in the Concordia Electric 
Wire Co., Ltd., vested in him as custodian by the B. of T.. under 
the Trading with the Enemy Act, Particulars appear in our 
advertisement vages to-day. 


Fire.—A small fire occurred on August 21st at premises 


at the rear of the establishment of Mr. Edward Pincott, electrician, 


Alphington Street, Exeter, and damage estimated at between £80 and 
£100 was done. - 


Dissolutions and Liquidations.—HE4» & Diesy.— 
The partnership between Messrs. А. C. Heap and W. Pollard Digby 
terminated on the 318% ult. Mr. A. C. Heap has accepted an 
Important appointment which compels him to relinquish all 
private consulting and inspecting work. Mr. W. P. Digby will 
continue to carry on the professional work hitherto entrusted to 
Messrs. Heap & Digby, and will be joined by Mr. Walter Ryley, who 
has been with them for several years. The title of the new firm will 
be "сву & RYLEY, 

RESISTO-ELECTRICAL MANUFACTURING Co.—A meeting of 
creditors will be held at Thorner's Chambers, Ingram Court, 167, 
Fenchurch Street, E.C., on September 6th. 

Pue@nix ELECTRIC HEATING Co., Ltp.—A meeting will be held at 
8, Staple Inn. Holborn, on October 2nd. to hear an account of the 
winding-up from the liquidator, Mr. A. E. Tilley. 

BALDUR ENGINEERING AND SUPPLY Co., LTD.— The first annual 
meeting of creditors will be held at 39, Victoria Street, S.W., on 
September Ist. Liquidator, Mr. J. W. Buck. 


. Plant forSale.—The sale of plant and machinery announced 
Our last issue to take place at Millwall on September 5th, has 
n postponed to September 13th and 14th. 


" Catalogues and Lists.—SPRAv ENGINEERING Co., 93, 
d а Street, Boston, U.S.A.—Sixteen-page pamphlet describing 
ie ustrating their .Spraco" system for cooling condensing 
s r, also a folder relating to the Vaughan flow meter. 
RITISH L. M. ERICSSON MFG. Co., Ltd., 5, Chancery Lane, W.C. 


—Leaflets describing a motor-dri | 
storage battery han dA r-driven telephone generator, and a 
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Blacklisted Firms.—A new list of additions to the 
statutory list of firms of enemy nationality or enemy association 
with whom persons in the United Kingdom are forbidden to trade 
has beer published. Copies can be obtained from the official 
publishers. x à 


Australian. Postal Contracts. — A discussion is pro- 
ceeding with reference to the contracts of the Australian Postal 


· department. - In October, 1915, the secretary of the Australian 


Electrical and Allied Contractors’ Committee addressed the 
Postmaster-General. giving reasons why an arbitration clause or its 
equivalent should be inserted in those contracts. After three 
months’ interval the Postmaster-General intimated that he had 
decided not to vary the conditions of contract in regard to the 
rejection of material by making provision for the appointment of 
а survey board. | 


Trade Announcements.—THE ELECTRIC AND GENERAL 
Works, LTD., notify that from September Ist their address will be 
128, Stamford Street, S.E. "Telephone number : Hop 5223. 

Messrs. WOOLLETT, AIREY & Co., brokers and shipping agents, 
have removed their offices to 15, Leadenhall Street, Е.С, 


“ A Question of Origin.” —Under this title the BENJAMIN 
ELECTRIC, LTD., have just issued a booklet with the object of dis- 
proving the supposition existing in some quarters that their pro- 
ducts are of foreign manufacture. Ав we have inspected their 
workshops, and recently described them in our pages, there is for 
us no ‘question of origin’; those who are still sceptical, and are 
unable to visit the works themselves, will surely be convinced also 
ру в Та аш of the contents of this interesting and well-produced 

rochure. . 


Change of Name. — With a view to more clearly 
identifying the company with the place where its works are 
situated and the nature of the business carried on, Messrs. Thomas 
Kesnor & Co., Ltd., have, with the approval of the B. of T., adopted 
the name WATFORD ELECTRIC AND MANUFACTURING Co., LTD., by 
which they will be known in future. 


Bankruptcy Proceedings.—W. D. Birkett, factor of 
electrical goods, Whitley Bay. A first and final dividend of 2s. 84d. 
in the £ is payable on September 4th, at the Official Receiver's 
office, 30, Mosley Street, Newcastle-on-Tyne. 


Book Notices.—‘ Polyglot Rubber Trade Directory, 
1916." Third edition. New York: Z/wdia-Rubber. World.—This 
publication gives a great deal of information regarding American 
rubber manufacturers and their products. The opening preface, 
printed in English, French, German, Italian, Spanish, and Portu- 
guese, gives key letters for rubber goods and imitation rubber 
products respectively, which are used throughout the several 
sections to indicate the class of manufactures made by the firms 
named. The first section is an alphabetical list of rubber manu- 
facturers ; the second deals with their products in classified form ; 
others following deal with rubber machinery, tools, and appliances, 
rubber factory supplies, rubber goods dealers, reclaimers of waste 
rubber and waste rubber dealers, recent incorporations, and rubber 
trade marks. 

"Canada, the Country of the Twentieth Century." By Watson 
Griffin. Published by authority of Sir George E. Foster, K.C.M.G., 
Minister of Trade and Commerce, by the Department of Trade and 
Commerce, Ottawa. Issued from the Trade Commissioner's Office : 
73, Basinghall Street, London. E.C.—The purpose for which this 
fine volume of between 280 and 290 pages has been produced is to 
give business men who have never visited the Dominion а compre- 
hensive, but .epitomised, review of its agricultural, forest, and 
mineral resources, its industrial and commercial development, and 
its geographical relation to the markets of the world. The book 
is very fully illustrated, with useful maps and with photographio 
views taken in all parts of the Dominions, contains а record which 
is both fascinating and impressive to the industrial and engineering 


. mind, and really makes us wonder—the while we study it—why 


we are here and not there. It is well that we should get to know 
all we can about this wonderful part of the British Empire, which 
in these days is contributing so magnificently, by blood and 


- treasure, to the cause of universal freedom. After the war, when 


Canada resumes those leaps forward which marked her develop- 
ment a few years ago, this record should be of greater interest and 
value even than it is now. | 

Proceedings of the American Institute of Electrical Engineers. 
Vol. XXXV, No. 8. August, 1916. New York: The Institute, 
Price $1. 

" Circular of the Bureàu of Standards." No. 56: “ Standards for 
Electrical Service." ‘ Scientific Papers of the Bureau of Standards." 
No. 281: ‘ A Study of the Inductance of Four-terminal Resistance 
Standards.” No. 283: '" Volume Effect in the Silver Voltameter.” 
Department of Commerce: Washington, 

* Welfare Work." Ву E. D. Proud, B.A. With a fore-word by 
the Right Hon. D. Lloyd George. London: G. Bell & Sons, Ltd. 
Price 78. 6d. net. 5 

Les Echanges Frauco-Américains. By V. Cambon. Paris: La 
Lumiére Electrique.—In this lecture, delivered to L'Union pour 
la Belgique et les Pays Alliés, the author discusses the natural re- 
sources of the United States, the character of the people, and the busi- 
ness methods which they employ. Hethen deals with the American 
products which are destined to replace German imports into 
France, the artifices adopted in the past by German firms, and the 
future course of business between France and the United States. 

“ Electrico Switch and Controlling Gear." By C. C. Garrard. 
London; Zlectrician Printing and Publishing Co., Ltd. Price 158. 
net, 
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Г" LIGHTING. AND POWER NOTES. 
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Australia. — NortH Ѕновк ELECTRIC SUPPLY. — The 
Sydney City Council has now completed arrangements to connect 
private consumers in the northern suburbs of North Sydney, Lane 
Cove and Willoughby across the harbour. The delay in dompleting 
the supply scheme was due to war conditions which caused difficulties 
in securing the necessary material. -The supply is 240 volts А.С. 
60 cycles for lighting, fans, irons, ‘radiators, and. cookers, апд 415 
volts, three-phase, for motors. © © : О NN NNI 
Тһе cable for thé supply to Mosmans із expected to arrive 
at any time.” NI ES EU Ie = NI M 

A hydro-electriv Seheme is" proposed for Warragul (Vie.), from 
the Tanjil River, 36 miles from the town. It is estimated that it 

_ will be possible to supply ‘electricity at about 1d. per unit, and a 
company is being promoted to carry out the proposal. |. ^ - 

—». "The Dimboola (Vic.) Shire · Council's electric lighting plant, 
which has been installed at.a cost of £3,750 was formally opened 
last’ month ; the plant consists of a Hornsby suction gas engine 
and producer, with generators, and a battery of the р.р. type. 

` The distribution is on the three-wire system at 230 and 460 volts. 

. In our issue of April 21st, particulars were given regarding 
the financial position of the Melbourne (V.) City. Council's 

electrical undertaking for the year ended December, 1915. The 
report of Mr. Harper, the city electrical’ engineer, which is 

now available, gives the total units generated as 20,361,637, against 

22,806,968 units: іп’ the previous year. Of the total units sold, 39 

_ per cent. were for lighting and 60.97 per cent. for power purposes. 

The number of consumers increased by 717. The total connections 

‚ for the year amounted to 26,603 KW., as against 24,029 KW. in 1914. 

Motor connections numbered 3,016, representing 14,668 H.P., as 

against 2.764 and 13,255 н.р. in 1914. The engineer reports that 

‘amongst the inquíries recently dealt with has been one foran 


electric furnáce. which would require a süpply of 600,000 units- 


per annum ; the maximum: demand -for 1918 was-8,364 Kw.;, as 
against 7,751 KW. in 1914; the load factor was 35:7 per ceBt., 
as-against 30°26 per cent. in 1914. . The total working cost for 1915 
‚ was "796d. per uait, as against '907d. for the previous year, and the 
, total costs, including capital charges, were 1°532d. per unit, as 
against l'8d. for 1914, а reduction of 14:8 per cent.— Commonwealth 
Engineers . . s еа 

.-Aylesbury.— The U.D.C. bas reduced the price of 
energy supplied to the Royal.Bucks Hospital to.2d. per unit. . |. 


- Baildon.—E.L. SuPPLY.—Application has been made to 
` the ‘Shipley’ District: Council by a-numbér of. residents; in the 
adjoining towriship'of Baildon for a supply of electricity, and а 
` réply has been sent that the Shipley Council would be willing to 
supply uhder agreement with the Baildon Council, to whom the 
applicants should apply. = -+ ^ ^* > Ex ux 
.. Canada,—4À. large military .camp.has. heen construeted 
by:.the Canadian Government: at. Pine Plains, Simcoe County, 
Ontario. The cemp ів 20,000 acres in extent, and has electric power 
in use for pumping and lighting, the supply being obtained from the 
hydro-electric line, which runs'betwéen Barrie and Waubaushire. 
А trangformer station has been erected at the camp, and the voltage 
is stepped down from 22,000 volts to 2,000 volts. A number of 
150°c.P. gas-filled lamps about 200 ft. apart are placed on the main 
thoroughfares of the camp, where 300 н.р. is now being taken.— 
Canadian Engineer. TL. i iu > 
Colombia.—The Municipal Council of Urrao, Department 
of Antioquia, has been authorised to raise a loan of £8,000 for 
electric lighting purposes and aqueduct works in the district ; the 
municipal authorities of Amagá, in the same province, are 
borrowing £1,200 for the installation of an electric-power plant.— 
Board of Trade Journal. | l . Ab M 
Coniston.—E.L.. SCHEME INAUGURATED.— An. electric 
supply scheme for. this parish has been completed, and the. light 
was switched on on August 21st. The supply is by overhead wires 
to tbe centre of the area, but it is to be extended to the lower end, 
‘and probably to Waterhead. The power station is by the side of a 
stream, the water of which drives the dynamo. The engineer in 
charge is Мг. F, Turnbull. . - 


_Erith.—YeEar’s Workinc.—The report of Mr. J. C. 
_ Williams, manager of the Council's electrical undertaking, for the 
year ended March 31st, shows a gross revenue amounting to 
. £32,691, an increase of £8,371; and ‘after deductin; working 
expenses, £22,360, loan charges, £7,139, and other expenditure, 
there remained a net profit of £1,736, or £250 more than in the 
previous year. During the vear, 5,357,515 units were sold, as 
against 3,606.336 units in the previous year: the total connections 
amounted to 3,374 KW. and the load factor to 39°4 per cent. The 
works and ‘management costs were ‘97d. per unit, as against ‘9d. in 
1914-15; coal cost '74d., as agáinst *56d. per unit, but economies in 
other directions largely. counterbalanced this. Mr. Williams 
remarks that practically thé whole of the output was obtained 
from one turbine set running continuously, a performance which 
tends to establish confidence in this type of plant. Increased 
charges (4d. per unit for lighting and 10 per cent. for power 
supply) were in force for six months, and brought in an extra 
£2,279; Mr. Williams hopes that any further increase will be 
unnecessary. | ИЕ 5 
Glasgow.—Coar SuPPLY.—The question of coal pùr- 
chases.by.the Electricity Committee was considered at last week's 
meeting of the Corporation. A member said that as supplies, could 


not be got. from.coal owners the Committas had to make purchases 
from middlemen whose charges-wére above the rates fixed by. the 
Prices of Coal (Limitation) Act. It had been discovered that the 
middlemen were exempt from the Act, and an agreenient, he 
alleged, had been come to between owners and merchants whereby 
a portion of the Corporation's ‘supplies -had to come through the 
latter. Bailie -Hannay said that the increased cost was entirely 
due to the longer distance some of the coal had to be transported. 
Kingswinford. — PUBLIC Licutine.—The “R.D.C:. has | 
accepted an offer from the Midland Electric Corporation of a rebate 
of £151 on the public lighting account, owing to the restricted use 
of lamps. FE T E E ; 
London.—4A- Committee has been formed, consisting of 
representatives of all the London Borough Councils, 15 companies, 
and eight-municipalities outside the London area, with a view to 
co-ordinating the existing supply of electricity. ^ ^. ^ | 
- Ormskirk.—Considerable discussion took place at a 
meeting: of the B. ef С, оп the offer of the Ormskirk Electric 
Supply Co. for lighting and-power. Councillor Richardson moved 
that the matter be referred back, as they should know exactly 
what theirown machinery could do before it was scrapped. The 
amendment wás defeated, and a- recommendation to accept the 
offer was approved, 0 ooo 7 us QUSE. 


. Reigate.—At a meeting of the Guardians,.last week; a 
report waa considered from a G.B. inspector on the question of. a 
proposed laundry extension. The inspector does not regard the 
installation of electricity as an economical system, .seeing that 
steam power. is already in service, notwithstanding that the steam 
pressure is stated to be insufficient for driving laundry machinery. 
The views of the Guardians’ architects differ on this matter from 
those of the L.G.B. inspector; they think electricity should be the 
motive pówer?^ The cost’of леа ајот would be'far less, und with 
motors, shafting need not be run except when the attached 
machine’ are aétually im use. The whole, matter was referred to 
the Works Cómimittee; ^ 7 00 oo nea Y Uoo 00 t 

. Sevenoaks.—Fixep-prick LioHTING.— The, U.D.C.. has 
generally approved the adoption by the local: supply company. of the 
fixed-priced'lighting scheme (as employed in the Wimbledon area), 
providing that; each case of external wiring із separately approved. 


Shipley. — LINKING-UP PROPOSAL. — The Electricity 
Committee has..come to, the conclusion that it agrees with the 


. Bradford Electricity Committee that the benefits to be obtained by 


linking up the systems of the two authorities arg not sufficient to 
justify the proposal being proceeded with. > — UEM ot 
: Stirling;.— The T.C. has decided: to: install an . electric 
elevator -in the new. municipal -buildtgs-in -course of ‘erection ів 
Corn Exchange Road, at a cost of £427. 

Worsborough.—The U:D.C. has «decided. to` cal. the 
attention.of the Yorkshiré E.P. Co. to the fact that residente in 
Mount Vernon Road desire to have the electric light installed in 
thejr. houses, rid the cable of the Barnsley Т.С. to Mount Vernon 
Sanatorium. The company-has hitherto refused consent to the 
supply being taken from'the cable; "^'^ 777 с 

Worksop.—At the meeting of the U.D.C., on. Monday: 
the Lighting Committee, recommended the appointment of Mr. T. R. 
Skinner as general assistant electrical engineer ; Councillor Saxton 
said that when the Council allowed Mr, J. P. Crowther to join H.M. 
forces, and agreed ‘to pay him half ‘his salary, it was given to 
understand that the acting engineer (Mr. Fletcher), whose salary 
was increased at thé time, would be able to’ manage without extra 
assistance. Despite considerable opposition, the recommendation of 
the Lighting Committee was eventually agreed іо; DT 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.— YEAR'S  WoRKING.— The report of tbe year's 
working of the Corporation tramways to May 31st last shows that 
the. total revenue was £04,328, an increase of £6,326 on the 
previous year. Working expenses amounted to £58,197, ап increase 
of £6,672, and after payment of £26,432 for interest and sinking 
fund and other charges, there was a net profit of £9,697, as against 
£11,000 in 1915, ОЁ this, £3.239 has been allocated to the relief 
of rates and £6,464 carried to reserve account.: During the year, 
£2,436 was expended out of capital, making a total capital expendi- 
ture of £368,769. - Тһе depreciation and renewal funds stand-at 
£166,796, the sinking fund at 257.500, and the -reserve account at 
£43,271, making а total of £267,567. - Mileage run, 1,968,615, an 
increase of 59,605 miles. Electricity used, 2,181,384 unite, ап 
increase of 164,180 units, at an average cost per unit of '84ld., аз 
against '840d.-in the previous year. During the year. 26,593,730 
passengers were carried, as' compared with -24,048,916 im the 
previous year. | ЖШ: | f EE AN 
‚ Argentina. — According to the Timeg, the Central 
Argentine Co.'s electrified route from Buenos Aires to Tigre was 
inaugurated on August 25th, by President Plaza, A short descrip- 
tion of this scheme appeared in our pages on May 19th last. 


— Blackburn.—The continual drainage of male employés 
wil probably. necessitate a «reduction in the tramway service. 
Before the group system, 115 employés had enlisted ; 35: have been 


taken under the group system ; and there are still 25 liable. Over 
20 women are now engaged as conductors, and others for the 
“collecting” duty and for driving are being trained. The allow- 
ances to dependents of men with the Colours amount to £45 per 
week, and this will shortly be augmented to £60 a week, or £3,000 
per annum. 


Blackpool.—HoLrDpAy Trarrics.—It is reported that 
the tramway receipts during the first fortnight of August were 
much in excess of those of the same period. in 1915, but. not up to 
the record established in 1913 ; the third week, ending on August 
23rd, is reported to have beaten all records. 

ELECTRIC VEHICLES.—The cleansing. department has received 
delivery of & second electric water-sprinkler, purchased at a cost 
of about £1.000. The two machines will be sufficient to deal with 
the sprinkling of the streets, and the horsed carts will be with- 
drawn. One of the water-sprinklers will be used in winter for the 
conveyanee of coke, the Cleansing Committee having deoided to 
have a wagon body built to take the place of the water tank when 
desired. 

Continental.—lIrALv.—lIt is announced that a Milan 
syndicate has submitted a scheme to the Italian Government for 
the electrification of the railways in Sicily. The necessary energy 
would be supplied from the power station of the Societa Elettrica 


dell Sicilie Orientale, the three-phase current being coverted to | 


single-phase current at 50,000 volts at a converter station to be 
established at Nicosia. The project includes the erection of 14 
_ transformer and distributing stations, where the pressure would 
be reduced to 11,000 volts. — - . 
SPAIN.—The Sociedad de Tranvias de la Coruna has applied for a 
concession to construct and work an electric tramway between 
Coruna and Sada. 


Erith.—YEAR’s WorkinG.—The annual report on the 
Council's tramways shows a total revenue amounting to £21,422; 
after deducting operating expenses amounting to £15,510, war 
bonus £2,991, and loan charges £5,206, a net profit of £706 
remained. During the year 4,900,811 passengers were carried, an 
increase of 31'6 per cent., with an additional mileare of 18.471. 
Mr. Williams, the manager, refers to the exceptionally favourable 
workmen's fares, and mentions that although 37 per cent. of the 
total passengers are workmen, only 25 per cent. of the total receipts 
are derived from them. Fifteen women conductors were employed 
at the date of the report. The surplus has been placed to reserve. 


London Vehicle Charging Stations.—According to the 


Motor, the General Vehicle Co., Ltd., is arranging for a zone of ` 


charging stations round London, and other cities. 


Manchester.— Up to date, 2.308 employés of the tram- 
way department have joined the Colours. 


Oldham.—At a meeting of the Tramways Committee, the 
manager reported that over 300 miles were lost during the busiest 
period on the previous Saturday owing to the local horse parade. 
They had also lost 110 miles during the past fortnight, mainly due 
to falling guard wires. The guard wires were in а very poor con- 
dition, and they were being renewed as quickly as possible. 


South Africa.—The Johannesburg T.C. is considering 
the advisability of adopting a system -of workmen's fares on the 
municipal tramways. 


Spanish North Africa.—A concession has been granted 
to Don Ramon Prendes Rodreguez, for the construction and work- 
ing of an electric tramway in Melilla.— Board af Trade Journal, 


Tasmania. — The Minister for Public Works stated 
recently that the construction of the Huon Railway would be 
carried out. and he presumed that electricity would be the motive 
power. Owing to shortaze of men the construction could not be 
proceeded with at once. The route would be rid Kingston, Longley 
Road, and Crabtree J unction to Huonville. 


U.S.A.— ELECTRIC Taxicass.— For some time past 
electric cabs have been used in Detroit with success. The Detroit 
Taxicab and Transfer Co. now operates a fleet of 75 electric cabs. 
The American Motor Livery Co., of Chicago, has recently placed an 
order with the Milburn Wagon Co. for 12 electric town cars to be 
delivered November ist. The new cab will be of the limousine 
type, &nd will accommodate five passengers.— Electrical Review and 
Western Electrician. | 


SS 


TELEGRAPH and TELEPHONE NOTES. 


Australian Wireless Service Changes.—Some time ago 
ту Commonwealth Government decided to transfer all the work 
of the wireless branch of the Post Office to the control of the naval 
authorities, Recently representatives of the Government wireless 
service waited on the Minister of the Navy to protest against the 
ыза Which it is contended will result. in some cases, in & loss 
Shin status, less salary, overtime without pay, &c. They also 
а to other conditions pertaining to naval control. Wireless 
Paro аге to rank in the naval radio service as lieutenants, 
mun d Warrant officers, warrant officers, or chief petty 
a *. and will wear the naval uniform of their rank and work 

ет general naval discipline and conditions. 
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Canadian Telephone Statistics.— The following table 
shows the capitalisation, cost, revenue, operating expenses, and 
other data connected with the telephone interests of Canada for 
1913, 1914, and 1915:— = > > > + ` 


1913. 1914. 1915. 

Capitalisation $59,847.004 $70,291,884 $74,284,991 
Cost... m $69,214,971 $80,258,356 $83,792,583 
‘Revenue "n $14,879,278 $17,297,268 $17,601,672 
Operating expenses $11,175,689 $12,882,402 $12,836,715 
Remuneration $6,839,308 $8,250,253 $8,357,029 
Number of telephone com- 3 

panies T ux 1.075 1,136 1,396 
Wire mileage 1,092,586 1,343,090 1,452,360 
Telephones is 463,671 921,144 588,090 
Employés ... on Hs 12,867 16,799 15,072 
Persons per telephone... 16:2 15°5 21571 
Persons per mile of wire ... 6'8 60 5*6 


, Telephone companies’ net earnings in 1915, as represented by the 
difference between total receipts and operating cost, were $4,764,957. 
This was better by $350,091 than the result for 1914. 

‘The following are the different classes of organisation :—Govern- 
ment, 4; municipal, 62; stock, 584 ; co-operative, 601 ; partner- 
ship, 28 ; private, 117 ; total, 1,396. 

In Manitoba and Alberta practically all telephone interests are 
in the hands of the local governments. In Saskatchewan, the 
Provincial Government operates in all the large centres, but has 
not taken over the 520 small units that spread their wires over the 
rural sections of the province. In all the provinces there is a 
growing tendency towards consolidation.— Electrical Review and 
Western Electrician. à : | E 


. Infringement Suit.—The Marconi Wiréless Telegraph 
Co. of America, on July 19th, filed in the Court of Claims a petition 
against the United States, charging that since June 25th, 1910, 
the United States. through the Navy and Army Departments and 
the Department of Commerce, had constructed and used apparatus 
embodying the inventions covered by four patents, in violation of 
the rights of the Marconi Co. The Marconi Co. claims damages in 
the sum of $1,000,000. The patents in question are the following :— 

Re-issue No. 11.913 (original No. 586,193, July 13th, 1897), 
granted to G. Marconi on June 4th, 1901, for transmitting electrical 
impulses and signals and apparatus therefor. 

No. 609,154, granted to О. J. Lodge on August 16th, 1898, for 


inventions in electric telegraphy. 


No. 763,772, granted to G. Marconi on June 28th, 1904, for 
apparatus for wireless telegraphy. 

No. 803,864, granted to J. A. Fleming on November 7th, 1905, 
for ins&ruments for converting alternating electrioal currents into 
continuous currents.— 7. and T. Age. 


New Zealand's Postal Growth.—Sir Joseph Ward, 
Postmaster-General for New Zealand, at a recent meeting, gave 
particulars of the enormous growth of the New Zealand Post 
Office during the last 25 years ; he instanced the fact that in 1891 
the number of letters received and dispatched was 75.600, while 
last year these had risen to 351,000,000. After the war he hoped, 
he said, that the Post Offices of Australia and New Zealand would 
direct their combined energies to secure the ideal of sixpence per 
word cables to Great Britain. | 

Sweden.— Тһе Swedish Press is urging the Government 
to take steps to prevent the misuse of the Swedish wireless 
stations by foreign ships trading in the Swedish waters. It is 
reported that the telegraph authorities have now taken such 
measures as will make the use of the Swedish wireless system for 
trade espionage impossible. | 


Tesla v. Marconi Co. — The answer of the Marconi 
Wireless Telegraph Co. to a suit of the Nikola Tesla Co. for an 
alleged infringement of ite patents, was filed recently in the U.S. 
Federal District Court. The Marconi Co. denied that Mr. Tesla was 
at any time the original or first inventor of the alleged new and 
useful method of signalling set forth in the complaint. · The 
answer also denied that the patents issued on March 17th. and 
April 14th, 1903, were duly or lawfully granted to Mr. Tesla, 
because he had not complied in all respects with the conditions and 
requirements of the patent laws. The defendant company asks 
that the complaint be dismissed.— 7. and T. Age. 


West Indies.—A_ radio station has been installed at 
Navassa Island lighting station, now under construction; it is 
operated at present by the contractors for the erection of the 
lighting station, and will be operated by the United States light- 
house service when the station ia completed.—7. and Т. Age. 


Wireless on Ships. — А new regulation under the 
Defence of the. Realm Act specifies that every British ship of 
3,000 tons gross tonnage or upwards, in respect of which а licence 
to install wireless telegraph apparatus has been granted by the 
Postmaster-General, and which puts to sea from a port in the 
United Kingdom after a date to be specified in such licence, shall 
be provided with a wireless telegraph installation, and shall main- 
tain a wireless telegraph service, and shall be provided with a 
certified operator, together with suitable accommodation for the 
apparatus and operator. The Postmaster-General will, as and 
when wireless telegraph apparatus and the services of operators 
become available for the purpose, cause licences to be issued in 
respect of such ships as in the opinion of the Admiralty should in 
the national interests be fitted with such apparatus, and the licences 
will specify the date as from which the carrying of such apparatus 
under this regulation is to be compulsory, the character of the 
apparatus, and the qualifications of the operator. 
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CONTRACTS OPEN and CLOSED. 


OPEN. . | 
Aberdare.—September 6th. Powell-Duffryn Steam Coal 


Co. Electrical goods. Forms from Stores Manager, Aberaman 
Offices, near Aberdare. . 


Australia.—SybNEv.— September 20th. N.S.W. Govern- 
ment Railways. One 50-ton electrically-operated overhead 
travelling crane for Zara Street power house, Newcastle. October 
llth. One motor-driven air compressor for Zara Street power 
house. Electrical Engineer, 61, Hunter Street.. Г 

ADELAIDE.—September 27th. Deputy P.M.G. "Telephones, tele- 


phone material, instruments and parts. Schedule Nos. 429 to 437.* · 


"PERTH.—October 4th. Deputy P.M.G. Telegraph and telephone 
measuring instruments and parts. Schedule 501 W.A.* 
. BELBOURNE.—November Ist. Victorian Railways. 50,000 flame 
arc carbons. Chief Storekeeper, Railway Offices, Spencer Street. 
October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling. Cont. No. 30,343." 


Brighouse.— Electric friction crane complete, to lift about 
,6 cwt. J. P. Bakeries, Brighouse. 


Dublin.—September 6th. G.N. Railway Co. of Ireland. 


Supply of electric battery material. Specifications from Mr. T. 
Morrison, Secretary, Amiens Street Terminus. 


Edmonton.—September 20th. Electric lamps for six 
months. Mr. Е. Shelton, Clerk, Lower Tottenham. 


Loridon.—Supply of electric light fittings for Australia 
House, Kjngsway, W.C.  Particulars from Mr. H. H. Turner, 
48, Broadway, Westminster, S.W. 


Manchester.—September 12th. Tramways Committee. 
(а) Permanent-way special trackwork, and (b) permanent-way 
point tongues and crossings. Specifications, &c, (£1 is., returnable), 
Mr. J. M. McElroy, General Manager. s 


New Zealand. — INVERCARGILL. — September 28th. 
Borough Council. ‘Steam turbo-alternator, condensing plant, and 
ere Specifications from the Tramway Office. Contract 

о. 40. 

GISBORNE.—October 2nd. B.C. Cooling tower at the power 


station. Specifications from the Town Clerk.— V.Z. Shipping and 
Commerce. | 


Rochdale.—No date. Electricity Committee. 500-к.у.А. 
static transformer. Mr. С. С. Atchison, Borough Electrical Engineer. 
Sheffield. — Water Department. ^ Electrically-driven. 


pump and D.c. motor, &c. General Manager, Water Department, 
Town Hall. | n 


‚ South Africa. —JOHANNESBURG.— September 4th. Muni- 
cipal Council. 10,000 drawn-wire metallic-filament traction lamps ; 
10 miles of 19/14 “ Underwriters’ wire" (lightly insulated wire for 
outdoor use). Contract No. 151.* 


September 21st. Municipal Council. 
No. 153.* 


Spain.— September 25th. Departmento de Fomento de 
la Mancomunidad de Cataluna, Barcelona, for the installation of а 
telephone system connecting the towns of Balaguer, Artesa, Pons, 


and Calaf, at an estimated cost of about £2,850.— Board of Trade 
Journal, 


Tramcar spares. Contract 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. 


Aberdeen.—The Tramways Committee has accepted the 


_tender of the British Thomson-Houston Co. for two traction motors, 
at £115 each. ` 


Australia.—The Nunawading Council has accepted the 
tender of the Edison Swan Electric Co.. at £319, for the supply of 


consumers' meters in connection with the shire electric lighting 
scheme.— Melbourne Age. 


Bury.—The B. of G. has accepted a quotation of the 
Century Electric Co. for a motor starter for the laundry, and one 
for a chain drive from Messrs. Hans Renold, Ltd. 


, Meter Contracts, — Messrs. Chamberlain & Hookham, 
. have secured contracts for the supply of electricit te 
to Cardiff and Manchester for the ensuing 12 months. - MET 


Walthamstow.—The U.D.C. has accepted the following 
tenders for new plant for the electricity wor 
British Thomson-Houston Co.—Extra-high-tension switchgear, £984. 


General Electric Co.—Low-tension switc gear, £195 
Bruce Peebles & Co,—Motor converter, £1,825. 


. 
.— 


FORTHCOMING EVENTS. 


British Association for the Advancement of Sclence.— Tuesday, 
September 5th, to Saturday, September 9th. Annual meeting at Newcastle- 
upon-Tyne. Inaugural meeting at the Town Hall, September 5th, at 8.90 

++ p.m.; address by the President, Sir Arthur Evans, F.R.S, 


NOTES. 


Education Committees.—In pursuance of the arrange- 
ments which the Government has made for reviewing the system 
of education as & whole, the Prime Minister has appointed two 
Committees to inquire into the position of science and modern 
languages respectively in the system of education in Great 
Britain. 

The terms of reference of the Science Committee are :— 

To inquire into the position occupied by Natural Science in the 
educational system of Great Britain, especially in secondary schools 
and universities ; and to advise what measures are needed to pro- 
mote its study, regard being had to the requirements of a liberal 
education, to the advancement of pure science, and to the interests 
of the trades, industries, and professions which particularly depend 
upon applied science. 

Sir J. J. Thomson will be the chairman, as, owing to unforeseen 
circumstances, Lord Crewe finds that it will not be possible for him 
to act as chairman of the Committee, as previously announced. 

The terms of reference of the Modern Languages Committee are 
on similar lines. { 

Communications intended for the committees should be addressed 
to the secretaries, at the Office of the Board of Education, White- 
hall, London, S.W. 


London Lights.—A new Lighting Order, more on the 
lines of the order now existing in the provinces, comes into force 
in the Metropolitan Police District to-day. { 

All external lights, whether public or private, must be extin- 
guished with the exception of such public lamps as the Commis- 
sioner directs to be kept in use for public safety. АП lights not 
extinguished must be reduced to a minimum intensity, and so 
obscured that no more than a diffused light is cast on the ground. 

Internal lighting must be so reduced or shaded that no more 
than a dull subdued light is visible from any direction outside, and 
no part of the pavement or roadway or any building or object is 
illuminated. 

The order will apply to the City of London and the whole of the 
Metropolitan Police District, and will take effect from 8.0 p.m. 
from September Ist to 15th; 7.30 p.m. from September 16th to 
30th; 6.0 p.m. from October Ist to 15th; 5.30 p.m. from 
October 16th to 31st; 5.0 p.m. from November Ist until the issue 
of a further order, till one hour before sunrise in each case. 


Electrically-driven U.S. Battle-cruisers.— According to 


‘the Scientific American, the U.S. Navy Department has decided on 


the construction of super battle-cruisers having а displacement of 
40,000 tons and а speed of 35 knots, or 40 miles an hour. These 
ships are to be fitted with the turbo-electric drive, the 175,000 H.P. 
required being furnished by four 35,000-Kw. turbo-generator sets, 
which will supply propeller motors, apparently on the lines of 
equipment fitted to the naval collier Jupiter by the General 
Electric Co. (U.S.A.) The 35,000-kw. sets are 50 ft. 7 in. long, 
22 ft. wide, and 15 ft. high, and by placing them on two decks 
they would occupy a space of only, say, 55 ft. wide by 35 ft. high, 
by 55 ft. long ; ifthe ships are 850 ft. long by 97 ft. broad, ample 
space will remain for water-tube boilers and fuel—the latter oil, 
which can be stored in the double bottom. The engine and boiler 
plant of the Lusitania occupied three-fourths of the ship's length. 


Educational Notes—University OF LONDON—UNI- 
vERSITY COLLEGE.— The new session of the Faculty of Engineer- 
ing commences on October 2nd. In addition to the degree and 
diploma courses, special courses can be arranged, and postgraduate 
and research work is provided for. A Goldsmid entrance scholar> 
ship (£90) will be competed for at the end of this month. See our 
advertisement pages for particulars. 

We have received a copy of the prospectus of the Faculty of 
Engineering for the new session, giving full particulars of the 
various courses, кс. Prof. E. G. Coker (Dean) is at the head of the 
department of Civil and Mechanical Engineering, and Prof. J. A. 
Fleming (Vice-Dean), of the department of Electrical Engineering. 

KinG's COLLEGE, UNIVERSITY OF Lonpon.—Faculty of Engin- 
eering. Next term begins on October ith. Particulars are given 
in our advertisement pages to-day. 

LEEDS UNIVERSITY.—Two further gifts of £1,000 each—both 
anonymous—have increased the Leeds University's special fund for 
the study of the Russian language and literature for the pro- 
motion of British trade to £13,000, and an ambitious scheme 18 
being formulated. It is proposed to havea Russian house arranged 
and furnished in every detail in the Russian style as the head- 
quarters of the movement in Leeds. 'The University. having also 
received a gift of £1,000 to start a fund for a new school of 
Spanish and Portuguese language and literature, is preparing & 
scheme for that development also. The idea of promoting British 
export trade by novel courses of preparatory study is arousing great 
enthusiasm throughout the West Riding. 
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‚Оп the suggestion of the Ministry of Munitions and the Home 
Offiee, two courses of preparation for welfare supervisors in 
factories have been arranged by Leeds University under the 
direction of the acting head of the Department of Economics. 
Under the Police (Miscellaneous Provisions) Aet, which came 
into force on August 3rd, the Home Secretary is empowered to 
continue in industrial works the welfare supervision now exercised 
in national munition factories and many controlled establishments. 
The object of the new University courses is to provide a supply of 
` trained supervisors. 


Patents and Alien Enemies.—Application has been 
made to the Board of Trade to avoid or suspend Patents Nos. 788/06 
and 926/06, granted to Goldschmidt for an alumino-thermic process, 
by W. B. Ballantine. The application of the Suffolk Electricity 
Supply Co., Ltd., with respect to patent No. 4,908/09 granted to 
Anst, has been dropped. 

Licences have been granted to the Refractory Zinc Ore Trent- 
ment Co. in respect of Patents Nos. 605/09 and 15,128/11, granted to 
Siemens Bros. & Co. and Siemens & Halske, A.-G. 

Application has been made to the Board of Trade to avoid 
or suspend Patents Nos. 19,282/05, granted to Claessen, and 
26,322]07. granted to Centralstelle für Wissenschaftlichtechnische 
Untersuchungen Ges. for aluminium alloys, by Messrs. Vickers, Ltd. 


Parliamentary. — The Shropshire, Worcestershire and 
Staffordshire Electric Power Bill was read a third time in the 
House of Commons last week. 


Scientific and Industrial Research.—The first annual 
report of the Committee of the Privy Council for Scientific and 
Industrial Research for the year 1915-16 states that since the 
establishment of the Committee by Order in Council on July 28th, 
1915, it has considered and approved recommendations from its 
Advisory Council in respect of aid to 20 scientific investigations of 
industrial importance. It has, in addition. approved grants toa 
number of individual research workers, both students and others, 
which will amount at the close of the academic year 1916-17 to.a 
sum not exceeding £6,000. The amount placed by Parliament at 
its disposal for the initiation of the scheme in the financial year 
1915-16 was £25.000. of which £12.241. including а special grant 
of £4.250 to the Royal Society. was expended in the last months 
of that year. For the current financial year the vote was £40.000. 

A memorandum embodying certain suggestions for promoting 
co-operation between different parts of the Empire in the organisa- 
tion of scientific nnd industrial research was circulated to the 
Governments of the Dominions overseas, and has been communi- 
cated to the Oversea Universities. 

The report of the Advisory Council is printed in ertenso, with 
five appendices. 


Preservation of Trade Union Customs.—Lists of all 
departures from Trade Union customs under the Munitions Act are 
being prepared by the Amalgamated Society of Engineers. and 
similar records are in the possession of the National Advisory 
Committee and the Ministry of Munitions. The society urges that 
all such changes should be recorded. because when the time comes 
for restoration the chief evidence wil] be the record of departures 
made by employers and accepted by the Trade Unions as correct. 
In the instructions to district Committees, it is stated that a com- 
plete record of all departures will constitute the most powerful 
weapon of the society after the war, when grave perils will menace 
ru conditions which have been built up by years of struggle.— 

(тех, 


Fatalities.—An inquest was held at Newcastle-on-Tyne, 
on Friday, in connection with the death of Robert Blackburn from 
injuries received in an electric warehouse lift. It appeared that 
deceased and another youth went up in the lift to the third story, 
when the former, who remained in the lift, in some way started it 
and got jammed between the lift and the side of the well. Deceased 
was unacquainted with the use of the lift. which:in normal times 
wa8 worked by men. "Verdict: Accidental denth. 


An inquest was held on Saturday last on the body of T. D. 
Hoskin, azed 23, a gunner in the R.G.A., who was killed by falling 
from an electric train just before it entered Edgware Road station. 
The evidence showed that the train was full, and the door of the 
сат was open when it left Paddington, and that Hoskin was 
pitched out of the car by a sudden jerk. Railway officials stated 
that the doors were always closed before the train atarted. The 
jury returned a verdict of “ Accidental death," and expressed the 


opinion that there had been neglect on the part of the railway 
officials. 


Institution and Lecture Notes.—Institution of Mining 
Engineers.—The annual general meeting will be held at the Royal 
Technical College, Glasgow, on Thursday, September 14th, at 11 a.m. 
À reception by the Lord Provost and Magistrates will take place in 
the afternoon. and on Friday there will be ап excursion down the 
E Clyde. On account of the war, the usual dinner will not be 

e 


The Electrical Association of Australia (N.S.W. Section).—The 
monthly meeting was held at Sydney,on June 2nd. The president, 
Mr. T. P. Strickland, read a short paper on ‘Current Rushes in Trans- 
formers,” and an illustrated lecture was given by Mr. J.J. Richardson, 
entitled :" The Experimental Electrical Investigations of the late 
Lord Armstrong on the Characteristics of Positive and Negative 
Electricity." — Commonwealth Engineer. 


Iron and Steel Institute,.—The autumn meeting of the Institute 


' will be held at the Institution of Civil Engineers, Great George 


Street, Westminster, on Thursday and Friday, September 21st and 
22nd, 1916, commencing at 10.30 алп. on the 21st and at 10 a.m. on 
the 22nd. 

Amongst the papers that are expected to be submitted for read- 
ing and, discussion, the only one that appears to be of electrical 
interest is one by Prof. E. D. Campbell: "Influence of Heat- 
Treatment on the Thermo-Electric Properties and Specific 
Resistance of Carbon Steels.” 

The Council announces that the Privy Council has sanctioned 


the new by-law providing for the expulsion from the Institute of 


members who are subjects of а country at war with the United 
Kingdom. 


New Collieries.—It is reported that nearly £1,000,000 
is being spent on opening out new coal mines in the Manchester, 
Leigh, and Bolton districts. 


^ 


America's Electrical Week.—Information received from 
the Society for Electrical Development shows that in anticipation 
of the "electrical week" (December 2nd-9th next) local Com- 
mittees have been formed in 286 cities ; various booklets are to be 
issued apd 25,000 copies of a " Facts" booklet will be distributed, 
the cover of which will contain a reproduction of the $1.000 prize 
winning poster, which is to be the official design for the cam- 
paign. Nearly 800 designs were submitted for this poster. Amongst 
other features four weekly magazines, viz., “ Collier's,” " Scientific 
American," “ Scribner's,” and " Leslie's" are to issue special elec- 
trical numbers or sections on December 2nd; these publications 
with nearly 2 million circulation do not overlap to any extent. 


Volunteer Notes.—FiRsT LONDON ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place, S.W.— 
Orders for September, 1916, by Lieut.-Col. C. B. Clay, V.D., 
Commanding. 

A General Parade will be held on Saturday, September 30th, at 
2.45, at Headquarters. Uniform. : 

W. Eyles, Esq. (late R.E.) has kindly consented to give four 
lectures, as follows :— 


Wednesday, September 6th and 13th, “ Bridging." 
- ». X 20th and 27th, " Demolitions.” 


Members are requested to take special note that during this 
month the lectures will be on Wednesdays, in place of Tuesdays. 

Drills will be held under the Sergeant-Major on Tuesday even- 
ings, as during August. + 

The range will be open on Thursday evenings, as during August. 

Instruction Classes at Regency Street will be held as usual for 
Platoons Nos. 9 and 10. 

Entrenching.—Every Sunday at Victoria Station (S.E. & C. 
Railway). Booking-office, (8.45 a.m. The importance of a steady 
continuance of this work cannot be overestimated. 

The Commandant desires to draw attention to the Report on 
Work Done on South London Defences in July, 1916, in which the 
paragraph referring to the Corps says :— The work has been very 
well done and the task completed,” and to express his gratification 
at the support he has received. 

Special Note.—Ordinary Drills will be resumed on and after 
September 18th. Supplementary Orders will be issued later. 

Corps Meeting.—A General Meeting will, if possible. be held at 
the end of September. 

MACLEOD YEARSLEY, Adjutant. 


3RD BATT. (OLD Boys) CENTRAL LONDON VOLUNTEER REGI- 
MENT.— Battalion Orders by Capt. R. J.C. East wood (Commandant), 
Thursday, August 31st, 1916 :— 

Week-End Parade.—Suturdaj.—The Battalion will Parade at 
Liverpool Street Station (Low-Level entrance, G.E.R.), at 8.40 a.m., 
and proceed by train for Entrenching duties. Those who cannot 
take the early train will parade at 1.20 p.m. 

Sunda y..—The Battalion will parade at 9.30 a.m. for Entrenching 
ч A -The 0.1.C. will be at Headquarters. Lord's, оп Mondays. 
Wedneadays. and Fridays, to enrol recruits, from 6 to 7 p.m., and to 

ny members who may wish for an interview. 
аше will Parade i Lord's Crieket Ground on Saturday. at 
3 p.m., and on Sunday at 11 a.m. and 2.30 p.m., for Recruit Drill. 

Musketry.--Members who have sent in their names to shoot at 
Bisley on Saturday. 2nd inst, will report in uniform either to 
Sergeant J. W. 9. Burmester, at 9.20 a.m, at No. 8 Platform, 
Waterloo Station. or to Corporal W. P. Gibson, at 12.45 p.m., at the 
same Platform. | ‚ 

Map-reading Class.—Mr. W. Page will commence а new class at 
Headquarters. at 6 p.m., September 5th. Those who wish to 
attend should send,in their names to the Adjutant as soon as 


ible. | 
кт б. Н. F. Duncan, Acting Adjutant. 


Inquiries.— Makers of Davis-Perrett oil eliminating 
plant. and suppliers of machinery for making paper tubes and 
troughs, and fcr pasting paper on iron sheets, are asked for. 


Appointments Vacant. — Electrical engineer io take 
charge of electric lighting and pumping machinery at Roffey Camp, 
Horsham, Sussex (£3) ; shift engineer (50в.) апа wiremen (38s. to 
45в.), for the War Department ; shift engineers, for Morley Elec- 
tricity Works ; shift engineer (£2), for Reigate. See our advertise- 
ment pages to-day. | 


© ООВ PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station and Tramway Officials.—Mr. Е. C. 
GouLDING, who enlisted as a sapper in the London Electrical 
Engineers whilst engaged in the Enfield district sales depart- 
ment of the local electric light company, has received a com- 
mission in the Mechanical Transport. 

The Aylesbury U.D.C. has appointed Mr. W. J. Rasy, of 
Horsham, as assistant engineer at the electricity works at a 
salary of £2.10s. per week, provided he is exempted from 
military service. 

A presentation was made on August 18th, at the offices of 
the Guernsey Electric Light & Power Co., to Mr. A. C. 
THORN, on the occasion of his approaching marriage. 

The Commonwealth Engineer mentions that Mr. Н. A. 
Witcox, manager of the Melbourne Tramways & Omnibus 
Co., has been appointed manager of the Melbourne ‘Tramway 
Board at the increased salary of £2,500 per annum. Mr. 
W. О. SrRANGWARD, formerly secretary of the Prahran and 
‘Malvern Tramway Trust, has been appointed secretary to the 
Board at a salary of £1,200 per annum. 


General.—Mr. F. J. Bortanp, of '' Scissors " arc lamp fame, 
and formerly of Leeds, has joined the Italian Red Cross as a 
motor engineer, and is now on the Italian frontier. 

Mr. C. J. Bowen Cooke, chief mechanical engineer of the 
L. & N.-W. Rly. Co., has just been appointed a Magistrate 
for the Borough of Crewe. 

. On the occasion of his marriage, Mr. W. B. RICHARDSON, 

formerly of the electrical engineering department, С.С. Rly., 
was presented by the staff of Messrs. Vickers, Ltd. (machine 
gun shop) with a dining-room clock. 


Roll of Honour.—The Distinguished Service Order has been 
conferred upon Second-Lieutenant (temp. Captain) HUBERT 
CONRAD SPARKS, London Regiment, for conspicuous gallantry 
in action. During an assault on the enemy's trenches he took 
command when his senior officer was killed, and rallied hia 
men, who weye under heavy fire, and had expended nearly 
all their ammunition. With a handful of men he made à 
most determined stand, although nearly surrounded, and thus 
enabled. the remainder to withdraw. He was the last to leave. 
Captain Sparks is the brother and partner of Mr. C. P. 
Sparks, President, I.E.E., whose three sons have also dis- 
tinguished themselves in the war. 

. Private. W. Batt, Loyal North Lancashire Regiment, who 
was employed on the Blackpool and Fleetwood Tram ways, 
has been killed in action. 

Private LEONARD Ѕмітн, of the King's Own Royal Lancas- 
ters, aged 21, formerly employed on the Blackpool Corpora- 
tion tramway system, lost his life while attempting to rescue 
а wounded comrade. 

, Gunner HERBERT WOLSTENHOLME, aged 21, has been killed 


in action; he was employed at the Accrington Corporation 


electricity works. 

Private H. С. Раквузніве, Royal Fusiliers (Sportsmen's 
Battalion), killed by a sniper, was formerly employed in the 
Salford Corporation tramway offices. 

Private HanoLp PETERS, South Lancs. Regiment, who is 
T as missing, was employed at the British Westinghouse 

orks, Trafford Park. _ . 

Private Ernest Warb, of the Seaforth Highlanders, who 

has been wounded, was employed by Messrs: T. Harding 
Churton & Co., Ltd., Leeds. 
. Private Francis ALBERT Pasxey, of the Royal Fusiliers, who 
was a partner in an electrical business in London when he 
enlisted, six months ago, was killed in action on August 6th. 
He was 28 years of age. - | 

Private Н. A. Pickess, Machine Gun Corps, who was with 
the Southend-on-Sea Corporation trainways, has fallen in 
action in France. He was 96 years of age. 

Sergeant L. RaTCcLiFWE, of the Cheshire Regiment, formerly 

on the staff of the Mersey Power Co., of Runcorn, has been 
awarded the Military Medal for bravery at the Front. 
. Corporal J. CHADWICK, of the Lancashire Fusiliers, who 
served in the South African war, and has seen a good deal of 
fighting in France recently, has been killed. He was an 
electrician at Messrs. Bibby & Baron's mill. 

Private Hersert НоүугЕ, of the Lancashire Fusiliers, for- 
merly a motorman employed by the Bury Corporation, has 
been wounded. 

, Gunner ViwcEN7 Harrison, Royal Field Artillery, formerly 
_In the electrical department of Messrs. Eyre & Sons, Ltd., of 
Chesterfield, has been killed in action. ^  . 

Private Jons RussELL, of the Cheshire Regiment, formerly 
with the Urban Electric Supply Co., Ltd., at Glossop, and 
the Glossop and Hadfield Tramwavs, is in hospital. 

Private CHas. Epwanp FinTH, of the Yorkshire and Lanca- 
shire Regiment, formerly on the staff of the Carlisle electric 
. tramways, has been wounded. 

Private Harry FEAR, who has fallen in action in France, 
belonged to Weston-super-Mare, and served his apprentice- 
ship as an electri^^l rm'rineer at Clifton, Bristol. 
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Private Frep Beaumont, Gordon Highlanders, who has 
died of wounds received in- action, was on the Halifax Cor- 
poration tramway staff. | 

Corporal J. Н. Hutt, formerly with the Liverpool Corpora- 
tion tramways, has fallen in action in France. 

Private F. L. Bawey, Barnsley Battalion, formerly with 
the Barnsley Traction Co., is reported wounded and missing. 

Private Owen Autas Jones, Royal Welsh Fusiliers, for- 
merly at the Bangor electricity works, has been killed in 
action. 

Lieutenant HERBERT WiLLIAMSON, who was an electrical 
engineer at Denaby and Cadeby Collieries, has been promoted 
to the captaincy, and placed in charge of a machine gun com- 
pany of the King's Own Yorkshire Light Infantry. At the 
outbreak of the war he was a lieutenant in the ‘Territorial 
l'orces. | | 

Lance-Corporal МпллАм WiLLiAMS, of the Royal Engineers, 
formerly electrician at Messrs. Lewis's, Manchester, has been 
wounded by the accidental explosion of a bomb. ; 

Private Corser, of the Manchester Regiment, an employé 
of the British Westinghouse Co., has been taken prisoner by 
the Germans. | 

Corporal LEstig S. ANDERSON, ol the Manchester Regiment, 
formerly employed by the Lancashire Electric Power Co., 
15 reported missing. | : 

Gunner Epwin. McCuLLoanH (38), of the Royal Artillery 
Experiments Department, has been accidentally killed while 
carrying out experiments. Ile was formerly in the Man- 
chester Corporation tramways department. | 

Private James WILKINSON, Royal Scots, aged 90, prior to 
the war an apprentice at the British Westinghouse Works, 
has been killed in action. ой 

Signaller T. Parker (19), Machine Gun Corps, has been 
awurded the Military Medal for gallantry in the field. He 
was formerly employed at the Manchester electricity works. 


Captain J. M. Donatpson, of the King's Royal Rifles, whose 
winning of the Military Cross has just been announced, 
was educated at the Whiteift Grammar School, Croydon, 
and won an electrical engineering exhibition of the Fish. 
mongers’ Company: He held responsible positions with the 
British Thomson-Houston Co., and subsequently spent about 
iwo years in Canada and the United States gaining experi- 
ence. Ultimately he became assistant chief engineer to the | 
North Metropolitan Electric Power Co. An old C.L.B. officer, 
he joined the C.L.B. Battalion of the K.R.R., and went to 
the Front at the end of November, 1915, being twice slightly 
wounded ere winning the M.C. for bravery in action. 

Private HARoLD Brewster, of the Lancashire Fusiliers, for- 
merly employed by the British Westinghouse Co., Trafford 
Park, has been killed in action. | | 

Captain Н. G. Fraser, who has been awarded the Military 
Cross, was an engineer at the Wakefield Corporation's elec- 
tricity works. ; 

Sergeant WintLIAM Conyers, killed in action, was ап: elec- 
trical engineer on his own account in Leeds; he was a son 
of the late Coun. J. D. Conyers. | 

Private Jonn WriGut, of the Loyal North Lancashire Regi- 
ment, who was an employé of Messrs. Dick, Kerr & Co., Ltd., 
at Preston, is reported from France to.be missing. 

Private GEonaE& Lewis, of the Lancashire Fusiliers, posted 
as missing, was employed at the Salford electricity works. 

Captain С. Z. PINDER, of the Canadian Infantry, who, prior 
to going out to Canada some years ago, was with the General 
Electric Co., Ltd., Salford; has just been. awarded the, Mili- 
{агу Cross for conspicuous gallantry and ability when leading 
his Company in a counter-attack, and in subsequently con- 
trolling his men when severely wounded. | 

Acting-Captain Fraser Bryant, of the Manchester Regi- 
ment, awarded the Military Cross for conspicuous gallantry 
and ability, was formerly with Messrs. Mather & Platt, of 
Manchester. Ile took command when the Commanding 
Officer became a casualty during operations, and led with 
great skill and courage. 

Lance-Corporal JoserpH Номе, formerly employed by the 
British Insulated & Helsby Cables, Ltd., has been awarded 
the Military Medal for conspicuous bravery. His company 
officer was wounded, and Hulme went to his aid, and suc- 
ceeded in getting him to hospital, although under machine- 
gun fire most of the time. According to a doctor, the officer's 
life was saved through the prompt treatment he received. 

Private ALFRED CORNTHWAITE, Black Watch, has been killed 
in action; he was formerly employed in the Manchester Cor- 
poration tramways department. Es " 

Private Harry Hugues, of the Lancashire Fusiliers, for- 


.merly emploved at the power station at Radcliffe, has been 


killed in action. . : | 

Private FREDERICK IRELAND, of the Royal Scots, wounded 
by shrapnel and bullets, and now in hospital at Ashton, 19 
only 17 years of age, and enlisted when 16, being Шеп 
employed at the British Westinghouse Works. 


Obituary.—Mn. Warmer SrEVENS.—Mr. Walter Stevens. 
assistant superintendent of the Western Union Cable Co., x 
Penzance, has died under distressing circumstances. Decease 
was found drowned in the sea at Lamorna. 


OFFICIAL RETURNS OF ELECTRICAL 


Resisto Electric Manufacturing. Co., Ltd.—Issue 
SOs, Lid.—i on 
ey emm e £1,900 debs,, NL series of which particulars have 


Holsworthy Gas & Electric Supply Co., Ltd.—Particulars 
of £750 debs,, created July 22nd, 1916, filed pursuant to Section 93 (3) of the 
Companies (Consolidation) Act, 1908, the amount of. the present issue being 
£500. Property charged: The company's undertaking and property, subject 
to certain prior mortgages and debentures, No trustees, | 


r ] = на t 

Brilliant Arc Lamp & Engineering Co., Ltd.—-A- memor- 

andum of satisfaction to the extent: of £40 on. August 12th, 1916, of deb. 
dated -June 22nd, 1915, securing £90, has been filed: 


New Peto & Radford Accumulator Co., Ltd.—Mortgage 
ол Victoria Works and Greville Works, Ashstead, to secure £2,000. Holders: 
С. С. Howard, 16, Tokenhouse Yard, E.C., and С. -R.'Mayo, 10,- Drapers' 
Gardens, E.C. * 5 "E t : 


UC 5 ` i. i s 


CITY NOTES. 
.. The'report of the prenne апа direc- 
West India tors for the year ending December 31st, 
Electric Co., Ltd. 1915, submitted at the annual meeting .of 
| ... shareholders held on March 9th, 1916, 
states that the falling-off in railway receipts which’ com- 
menced in August, 1914, continued throughout 1915, and 
showed a total decrease for the year of $22,653.10, The light- 
ing and power receipts, on the contrary, show an increase 
for the year of $7,886.94. The total receipts from all sources 
were $274,317.88, as against $288,924.97 for 1914, a decrease 
of $14,607.09. Fortunately, there was a well-distributed rain- 
fall throughout the year, consequently.the consumption of 
coal was light, and this, in conjunction with other economies, 
effected a reduction in operating expenses io $143,368.43—a 
decrease of $11,860.27—the result showing а profit of 
$190,949.45. There was paid out. of this sum: interest: on 
bonds, $30,000—payment to the Government of the 4 per cent. 
tax on railway receipts, $7,409.35—and rental to the Jamaica 
Light & Power Co., Ltd., $12,000, the total of fixed charges 
being $49,409.35, leaving a.net income of $81,540.10, which 
has been disposed of as follows: Four quarterly dividends paid 
amounting to $40,000, transferred to contingent account 
$17,471.57, and added. to surplus account $24,068.53. The 
"eontingent fund now amounts to $100,000, and the surplus 
account to $426,274. Property and plant account has been 
"increased by $95,933.97, made up principally by cost of storage 
battery and extension of lighting lines. . The sale of electric 
current for lighting and power in Spanish Town has grown 


slowly but steadily. abe ET Сее У 
| . .At the annual meeting, held in Bom- 
Dont Eee bay, Sir Sassoon Davip, the chairman, 
Co.. Ltd stated that after meeting all fixed 
ua". charges, and defraying all the operating 

expenses and inajntenance charges of the ,business, an 
making the appropriations to various funds, the balance. of 
net profit justified the declaration of a dividend at the rate 
of 7 per cent. per. annum on the ordinary shares. This left 
9,602 to be carried forward, as against a sum of £8,320 
brought into last year's revenue. The creation. of the Indian 
board was the result of the action recently taken by a very 
large majority. of the company's shareholders to free it from 
liability to pay the English income-tax. in addition. to the 
Indian income-tax. Not only had the price of. materials used 
in their business in many cases doubled. or trebled, but 
there were great difficulties in obtaining supplies’ of many 
articles on any terms whatever. They were anxious as early 
as, possible to place an additional 20 two-car trains on their 
lines, in order to provide additional acconimodation for 
passengers, but it was quite impossible to, say when they 
would obtain material for the construction of this rolling stock 
which was on order. The directors’ report was adopted, and 
Sir Sassoon David and Mr. A. H. Froom were re-elected 
directors, and the election of Mr. F. С. Rimington as a direc- 
tor, during the period he remains in India, was confirmed.— 
Indian Engineering. | : -> - 


| Brompton & Kensington Electricity Supply Co., Ltd.— 
An interim dividend at the rate of 8 per cent. per annum, less 
aa, e ordinary sbares, payable September 6th, 1s 

ounced. EOD eS | | 


Kalgoerlie Electric Tramways, Ltd.—The accounts . for 
1915, after including the debit balance of £12,520 brought for- 
Ward and charging £4,000 for depreciation and £9,906 for 
debenture service, show a debit balance of £18,520 to be car- 
ried forward.—Financial: Times. xe. NES АШ 


South Metropolitan Electric Light & Power Co., Ltd.— 
Warrants for dividends payable the 3lst inst., for the half- 
year ended June 30th, 1916, of the company's 7 per cent. 
cumulative first preference shares and 6 per cent. cumulative 
second preference shares, have been posted. | 
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STOCKS AND- SHARES. . — 


z? о. TUESDAY EVENING. 
; Most of the markets round the Stock Exchange are good 
in: tendency; the immediate cause of the firm tone being the 
news that Roumania had declared war upon Austria. Upon 
this, the gilt-edged stocks hardened, and. the Home Railway 
market improved in sympathy. -At the end of last week, the 
latter stocks were decidedly depressed; and the result of this 
weakness is still seen in ‘some of the Underground issues. 
Electric lighting shares are steady, and the foreign’ groups 
are firm, with the exception of Anglo-Argentine Tramways. 
Iron, steel, chemical, and rubber shares are mostly better. 

; Eondon Electric shares, it will be noticed with interest, are 
unchanged at 13 for the ordinary. and 4% for the preference. 
County of ‘Londons have risen tol; The company is doing 
well, and there are several buyers about of small amounts. 
Present holders are-not disposed to sell, and the limited supply 
is being easily absorbed. Metropolitans advanced. to 2}, show- 
ing a rise of 4; апа St. James's at 65 are 5s. to the good. The 
Brompton & Kensington Electric Co. has declared an interim 
dividend at the rate of 8 per cent. on the ordinary shares, 
payable next week, this comparing with 9 per cent. for the 
corresponding period last year. —- | | i 
--No other quotable changes have occurred, but the market 
is strong throughout. In explanation, the: market offers the 
well-worn truism that there-are-more buyers than sellers, 
but what happens, of course, is that with new issues reduced 
to something like a minimum, and’ with so much money being 
made in the provinces by’ reason of the war, investors are 
obliged to confine their attentions to the existing securities 
and to utilise their money to the best advantage. 

_ The Mexican situation has reached a. highly interesting 
point, but the rise in the various stocks, carried out so sharply 
last week, suffered something of a check as more cautious 
views began to take the place of the previous optimism. 


Previous would-be buyers are reckoning up what it is likely 


to cost the companies to set their affairs in order; and a little 
stock has been offered on behalf of those who picked it up 
more cheaply what time nobody would look at Mexicans. 
The lighting and power group is very steady, but no further 
changes have occurred. E 
- In. the American-Canadian division, Pennsylvania Water 
and Power shares are better at 801, Shawinigan common has 
risen several points:to 136, while Canadian General Electric 
common fell 1 to 121, the preference being about 119. Vera 
Cruz Electric Light, Power & Traction fives have been chang- 
ing hands on the basis of 60. The ordinary shares of the 
Cordoba Light & Power Co., which are of the nominal value 
of £1 each, stand about 5s., and are being advised for an 
advance in price. ‘These shares might be useful by way of a 
‘speculative lock-up, but those who buy them should recognise 
‘the possibility, to say the least of it, that they may have to 
keep their holding for several years before the money grows 
into a profit. | E 
Melbourne Electric ordinary stock has been negotiated 
‘during the past few days at about 1554, which is 97 points 
lower than the price current at the end of July, 1914. . Oal- 
cutta Electric Supply. shares stand at 64, or £1 less than their 
re-war figure. Anglo-Argentine Tramway issues are, dull, 
the first preference again receding 1/16 to 34, while the first 
debenture stock at 75 is a point lower and returns now £6 
13s. 4d. per cent. on the money. Brazil Tractions keep steady 


‘at 624, although the report is said to be somewhat disappoint- 


ing. The. preferred shares remain at 93.. A feature in 
this section is the continued strength of British Columbia 
stccks, further rises occurring of. 2 in the preferred and 4 in 
the deferred, the last-named now being raised to 50. ,- — - 
‚ Metropolitan Consolidated and Districts fell back in sym- 
pathy with the weakness of the railway market, to which 
reference has already been made, but there was а partial 
recovery, and on balance the falls are trifling. Underground 
Electric shares are the turn lower, but the 6 per cent. income 
bonds at 92 gained a small fraction. The bonds will be quoted 
ex dividend on the Thursday in. this week, and, at 89 ex, the 
tam will work out to 62 per cent., which is equal to 9 per 


cent. on the money, if income-tax at 5s. in the £ is taken 


inio account. - К | dew | 
' frelegraphs have developed а certain amount of irregularity. 
i ed & point, and Westerns eased off to 15, 
while Anglo-American preferred at 1034 1s & shade lower. On 
the other hand, Cuba Submarines are good at 8%, and Great 
Northerns rose £2 to 424. The rise in the latter 1s associated 
with the fall in the Petrograd exchange. Telephones- are 
firm, United D таке gaining 4 аё 64, and n е being 
t 7. ere is not much going on in : 
reet is shown by the Marconi market ; and although 
the parent shares have not moved after their rise of last week, 
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Americans shot up to 19s. 9d. on buying which was declared 
to be inspired from the other side. Marconis themselves are 
being picked up by people who disregard the present paltry 
yield of 3 per cent. on the money, but who argue that after 
the war the company will expand its profits and its energies 
by leaps and bounds. 


This, of course, is already discounted to some extent in the 
price; and it may well be, as we have mentioned on previous 
occasions, that there will be disappointment when the award 
of the Government to the company is announced. Some of 
the people who are following the market rather look for a 
disappointment of this sort and a consequent drop in price, 
upon which they expect to get in on а more modest level 
Њар 33. But as to an ultimate advance in the shares, there 
are few who have any particular doubt. 

The industrial market is keeping up its end with consider- 
able strength, General Electrics are good at 133. The pre- 


ference are up to their par value of £10. British Westing- ` 


house preference, on the other hand, are а dull market, and 
at 49s. again show a loss of 1s. Babcock & Wilcox rose 8/16 
to 3}, and nearly all the shares in this section are as nearly 
buoyant as they can be in the present restricted condition of 
business, as carried on under the Treasury regulations. 

Similar conditions apply to the chemical shares, Castner- 
Kellners being а leading example at 3$, at which they are 
i up on the week. The rubber market is once more showing 
noteworthy strength, to which the price of the raw material 
contributes little or nothing, because after an improvement to 
93..4Àd. per lb., the price went back 14. per Jb. This, how- 
ever, failed to dissuade the buyers of shares; and once more 
the familiar complaint is heard that there are not sufficient 
shares to go round. 


SHARE LIST OF ELEOTRICAL COMPANIES, 


Home Exsgcrricrry COMPANIES, 


Dividend Price 
i Aug. 29, Rise or fall Yield 
. 1914. 1915, 1916. ів week, p.o. 
Brompton Ordina æ. 5. 10 10 Hi — 2718 9 
Charing Cross Ordinary æ. b Б Bixd — 7 210 
Chelsea ee eo ee 6» б 4 8 ен, 6 18 
City of London ..  .. m 9 8 124 = 6 8 
do. do. 6percent. Pref. 6 6 | 104 — 6 14 
County of London «s . І 1 п + H 6 7 
x do. 5 T per cent, Pref. 0 б 106 Р + A 18 
ensington Ordinary .. a X — : 
London Electric .. ES vs 4 B 1 — 6 10 
до. до. 6 per cent. Pref. 6 6 | 4 _ 6 13 
Metropolitan s s Sx a 8 xd ti 8 0 
0. 4% per cent. Pref. 4$ P = 4 4 
Bt. James' and Pall Mall . 10 8 xd +1 6 10 
South London ee ae ee 5 6 2 = В 18 1 
South Metropolitan Pref, E 1 1 = ' 64 
Westminster Ordinary .. .. 9 7 баха = 6 14 
TELEGRAPHS дир TELEPHONES. 
Anglo-Am, Tel. Pref. .. e. 6 6 108 — ! 516,0 
do. Det. ee ee 80/- 83/6 ERG 1 8 9 
Chile Telephone .. 8 В 1 + 614 6 
Cuba Sub. Ord. .. ae we 6 5 t 6 8 6 
Eastern Extension TET 1 8 и — 6 76 
Eastern Tel. Ord. IN 6o | 8 148 -l 6 8 1 
do. ef, - 6 6 101 — 510 4 
Great Northern Tel, . 2 99 4924 +2 6 8 6 
Indo-European... " 18 18 48 - 619 8 
Marconi  .. AA 10 10 81 — 81 6 
New York Tel. 4} i 4à 4 993 = 410 8 
Oriental Telephone Ord. 10 10 — 600 
United R. Plate Tel. .. 8 8 6 +h *b 16 6 
Western Telegraph .. .. 7 8 16 — r *5 6 8 
Номе RAILS, 
Central London, Ord. Assented 4 4 74 E 581 
Metropolitan — .. са EN | 1 944 — à 418 
а eund Eleotrio Ordinary Nil Nil 118 — 2; Nil 
. do. do. "A" .. NI Nil 6 — Nil 
йо, do, Income 6 6 92 +3 *6 10 6 
mE FonxIGN Trams, &c. 
Adelaide Sup. 6 per cent. Pref, 6 6 5 == воо 
Anglo-Arg. Trams, First Pref." 6, 82 — dh 168 
do. 2nd Pret. .. 8 = Es 
do. 5 Deb. .. 6 6 76 —1 618 4 
Brazil Tractions oe ee ee 4 4 62 — 6 8 0 
Bombay Electric Pref. .. o 6 6 oxa == 514 8 
ritish Columbia Elec. Rly. Pfce. 6 6 68 = 771 
do, do, ferred — Nil 61 +2 Nil 
do do. Deferred — МП 50 44 Nil 
.do. | do, Deb. 43 44 68 - 6 6 0 
Mexico Trams 5 percent. Bonds — МЇ 42 — Nil 
_ до. 6 percent. Bonds — Nil 86 = Nil 
Mexican Light Common - Nil Nil 90 - Nil 
do. Pref. .. m Nil Nu 84 — Nil 
do, 1st Bonds Ni Nil 49 — — 
PRENNE MaNCFACTURING COMPANIES, 
beoc сох .. .. м 16 3 
British Aluminium Ord, vs 5 1 . 2 “т - 4 8 
British Insulated Ord. .. .. 15 17 12 — 7 210 
British Westinghouse Pref, .. 7) 1 49/- —W- 626 
Callenders .. vs vs „ 105 2 19 — 8 8 4 
do. 5 Pret. oe ee 6 6 — 6 11 8 
Castner-Kellner .. ae .. 20 — + $ 688 
Edison & Swan, сараа мі м 10, — Nil 
do. do. fulypaid .. Ni — 1 — Nil 
do. до. б percent. Deb. 65 6 60 — 8 6 8 
Electric Construction .. vs 6 Th 116 — 811 6 
Gen. Elec. Pref. .. $e ee 6 6 10 + воо 
Henley .. e æ. e. 0 096 10) + { 111 6 
до. 44 Pref, oe ee ee 43 43 4 = б 19 6 
India-Rubber  .. T . 10 10 19) +3 *8 60 
Telegraph Con, oe ee ee 20 90 80 — *6 4 0 


* Dividends paid free of income-tax, 
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MARKET QUOTATIONS. 


Ir should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, August 30th. 


Latest Fortnight's 
CHEM ICALS, &c. Price, Inc, or Deo, 

а Acid, Oxalic os ee oe per lb, 1/8 ee 

a Ammoniac Sal oe E .. perton #15 6 

а Ammonia, Muriate (large crystal) »" £64 e 

a Bisulphide of Carbon  .. m "n £28 vc 

a Borax ee oe . 9 ee ae 3? £84 . 

a Copper Sulphate oe ee ee ” £61 oe 

a Potash, Chlorate .. e .. per Ib, 2/6 ae 

a $, Perchlorate зе 9 [T] 9/- °з 

а Shellac Y ae is  perewt 128). 30/- ino. 
а Sulphate of Magnesia  .. .. рег ton £18 oe 

а Sulphur, ruplimed Flowers .. 53 £15 Es 
‚@ П ump ee oe б » £141 10 oe 

а Boda, Chlorate ..  ..  .. perib if d 
a э stals эе ee ee рег ton 120/- ee 

а Sodium ichromate, casks eo per lb oe ° 

METALS, &с. 

c Brass (rolled metal 2" to 12" basis) per lb : 1/23 to 1/8 ss 

є э Tubes (solid drawn) ee ” M3 to 1 eo 

с » Wire, basis „** oe ee эз to 1/8; ee 

c Copper Tubes (solid drawn)  .. » 1/6] to 1/64 v 

g .» Bars (best selected) .. per ton #150 £4 inc 
& ээ Sheet . өе me ез Г] £150 £1 inc 
g Г Rod se 2° ee oe , £150 £4 ine 
d »„ (Electrolytic) Bars ae » 2199 £4 ino 
d › m Bheets . 3» 2147 £4 ino 
g эз » доз wisi "b rm #4 ine 

C. re per lb, ‚ inc. 

f Ebonite Rod bcc EE {ive ne m 
f » Sheet ee ee ee 99 2/6 e 

n German Silver Wire  .. ee » 2/3 T 

A Gutta-percha, fine oe ee ee 99 6/10 ae 

А India-rabber, Para fine .. ss " 3/8 83d. inc, 
i Iron Pig (Cleveland warrants) .. perton Nom, .. 

| ,, Wire, galv. No. 8, P.O. qual. j £86 T 

g Lead, English Pig ae oe ee Ty 3 10 80/- ine 
| 4 Meroury . jt ee ae ee per bot. £19 12 6 to #11 15 [] 

e Mica (in original cases) small ., per lb, ‚фо - 

€ n » » mecum » qi6 radi p^ ae 

e KU » rge to - up. ee 

d Silicium Bronze Wire .. per Ib. Mo E 4d, dec 
# Bteel, et, in bars  .. .. per ton #85 s 
g Tin, Block (English) oe vi. w £175 to 2178 p 

n » Wire, Nos. 1 to 16 ee oe per lb. 2,0 . а 


Quotations supplied Ъу— 


g James & Shakespeare, 

А Edward Till & Co. 

i Bolling & Lowe. 

1 Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Sons, 

r W. F. Dennis & Co, 


a G. Boor & Co. . 
c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co. 
e F. Wiggins & Sons. ` 
India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd, 


Karachi Electric Supply Corporation, Ltd.—At the third 
arnual general meeting of the shareholders it was stated that 
the demands for the corporation's energy had exceeded all 
expectations, so much so that the revenue earned in the first 
year exceeded that which the directors anticipated would be 
secured during the second year of the corporation's supply to 
the public. During the twelve months ending March Jlst, 
1916, 611 consumers were connected with the corporation's 


. mains. The length of mains in the compulsory area, provided 


for in the licence granted to the corporation by Government, 
was a little over 12 miles. The one lakh of rupees of capital 
which the board called up in August last was expended on 
the extension of the corporation’s mains for a further five 
miles. Many demands for further extensions had been 
received. The Karachi Municipality had contracted with the 
corporation for the illumination of a little over six miles o 
public streets, whilst the Karachi Cantonment Committee 
had just given the corporation an order to illuminate: a little 
under two miles of streets in cantonments. The directors 
recommended a dividend at the rate of 5 per cent. per annum. 
—Indian Industries and Power. 


Mexico Tramways and Power Bonds.—lt is announced 
that the various meetings of the bondholders of the Mexican 
Light and Power, Mexico Tramways, Mexican Electric Light, 
and Pachuca Light and Power Companies will be held: on 
October 4th and 5th in order to consider the past and pro- 
posed policy of the Bondholders’ Committee and the Trustee. 
—Morning Post. ; ' 


Davis & Timmins, Ltd.—Interim dividend at the rate of 
6 per cent. per annum, free of tax, on ordinary shares, pay- 
able September 13th. 


Clyde Valley Electrical Power Co.—The directors have 
declared-a dividend of 14 per cent. (actual), free of income-tax. 


Oxford Electric Co., Ltd.—Interim dividend at the rate of 
5 per cent. per annum, less tax, on ordinary shares, payable 
September 14th. 


геге f & | d 


Vol 79. No. 2,023, Sepremner 1, 1916.] THE ELECTRICAL REVIEW. 


247 
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PETRI PEREGRINI MARICURTENSIS. 


Author of “ De Magnete" Epistle, A.D. 1269. Originator 
of the Floating and of the Pivoted Compass. 


Bv P. F. MOTTELAY. 


| 


MARICOURT, a small village on the right bank of the river 
Somme, in Picardy, about 8 km. distant from Combles, and 
40 km. from Amiens, has of late been in almost daily 
mention by the general Press,* yet how few readers know it 
as the birthplace of Petrus Peregrinus, the first-known prac- 
tical magnetist, author of what is in truth the very earliest 
work of experimental science that has come down to us.  \ 

We are told by Roger Bacon (“ Opus Tertium," Cap. XI) 
that Magister Petrus, doubtless a Crusader, was at that time 
the only one, besides Master John, of London, who could 
be deemed a thoroughly accomplished, perfect, mathema- 
tician, and was one who understood the business of experi. 
menting in natural philosophy; alchemy and medicine better 
than anyone else in Western Europe. In Chapter XIII of 
this work, speaking of scientia experimentatis, Bacon says :— 
“T show in the sixth part of my ‘ Opus Majus’ the supreme 
power of this science over all others that have to be made 
certain. Students of natural philosophy, commenting upon 
Aristotle’s Meteorlogics, and students of perspective, busy 
themselves with making these things certain, but in vain р 
for experience alone here makes certain, and not argument. 
Accordingly, I require abundance of experiments about 
those things ; and the business of experimenting no one in 
Western Europe understands, save only Master Peter." 

As the work that has made Peregrinus immortal is now 
of such excessive rarity as to be within the reach of but few, 


it is thought well to give here some particulars of its yery ` 


quaint character as well as of its astonishing scope, and to 
point out, briefly the fruitful results of the author's original 
investigations. These are detailed in a letter. or epistle, 
* Written in camp, at the siege of Lucera (delle Puglie- 
Nucerrae), in the year of our Lord 1269, on the 8th of 


August," addressed to his amicorum intime, a soldier, by 


the name of Sigerus de Foucaucourt. 

À translation of the introductory prologue to the work 
was thus given by the late Prof. Silvanus P. Thompson. in 
| address before the British Academy, November 28th, 

06 :— | 


‚ Inmost of friends: being solicited by you, I will disclose to you 
in rude narration a certain occult nature of the magnet stone. 
For nothing indeed is pleasurable to philosophers apart from the 
sharing of the knowledge of it: because the nature of good things 
wanders and is obscured in darkness until it is brought into the 
radiance of publie recognition. For love of you, therefore, I will 
wrie down in plain language things which to the bulk of 
students are utterly unknown. Nevertheless, we shall not com- 
municate in this epistle any information save about the manifest 
proparties of the stone, on the ground that this teaching will form 
part of a Tract in which we shall show how to construct physical 
instruments. To treat of the occult properties of the stone leads 
us to the art of engraving upon stones. And, although I call those 
actions manifest concerning which you have inquired, yet they 
will be of no esteem; and in the eyes of the vulgar will be as 
illusions and phantasms. And, therefore, because they are secrets 
to the common people, but will be manifest to astrologers and 
naturalista, they will also be a solace to them, just as they will 
кымы be of nd slight assistance to travellers who have gone 
way. 


There are of Peregrinus's work but few reliable manu- 
script copies, all which have been fully described by 
Timeteo Bertelli Barnabita, as well as by the late Prof. 
Silvanus P. Thompson, and there has been of it but one 
printed issue in book form, that of the Lindau physician, 
А. P. Gasser, which appeared at Augsburg during 1558. 

Much has been said at different, times regarding the con- 
tents of the above-named epistle, the full title of which is 
DLE Petri Peregrini de Maricourt, ad Sygerum de 
oucaucourt, militem, de magnete,” and I cannot do better 
taan to give a much abbreviated résumé of what will here- 
after appear concerning it in my ** Bibliography of Electri- 
Fe на a TRUM ee ee 


* : Е 
dud Maricourt lies upon the present south-eastern British Front. 
dui ne learn from Reports of General Headquarters, it has, 

& the past six weeks, sustained four very serious German 


туе | ч many as 300 shells having fallen in one day throughout 


city and Magnetism.” 
turn :— 


Chapter I.—The occult properties of the loadstone, also the art 
of making scientific instruments. ' 

Chapter II.— The natures of things and likewise the motions of 
the heavenly bodies. í ` 

Chapter III.—The different requisite qualities of the loadstone, 
and how loadstones are to be selected and tested. | 

Chapter IV.—How to find in the loadstone the two poles, using 
preferably a globular magnet. 

Chapter V.—How to distinguish the poles readily :—°. , 
the stone in the first vessel will be like a sailor inaship и. 
if this pole were turned away^a thousand times, a thousand tim 
would it return to its place by the will of God." 

Chapter VI.—In precisely what manner а magnet attracts a 
magnet :—" As a rule, the northern part of one stone attracts the 
southern part of another stone, and the southern the northern.” 
Chapter VIL—How iron, whenever touched with the magnet, 
immediately turns towards the poles of the globe. 

, Chapter VIIL—In what manner а magnet attracts iron.. “If 
violence is used towards the ends . . . the power in theiron 
will easily be changed, and that will become southern which was 
previously northern, and the converse." A ; 

' Chapter IX.—Why the northern part attracts the southern part 
and the converse. “The attraction of the south by the south, and 
of the north by the north, is not according to nature." 


The first part of the work shows, in 


 .Chapter X.—Whence the magnet derives the natural power 


which it possesses. “It is manifest that the parta of the magnet 
receive their power from the world's poles . . the whole 
ma not from the entire heavens." | i 


The second part of Peregrinus's epistle shows, in turn :— . 


Chapter I.— The original construction of the Jloating compass, by 
which the azimuth of the sun and moon and of any star. above the 
horizon, can be ascertained. 


' Chapter. IL.— 7e original construction of "a better instrument ` 


and of more effects.” the pivoted compass. “ By means of this, you 


may be enabled to direct your footsteps to States and to Islands, ` 


and. to any places on the globe _. whether on land or on 

sea, so long аз their latitudes or longitudes are known to you.” 
Chapter III.—The construction of a wheel for perpetual 

motion. “By making a very thin concave silver case, after the 


manner of a circular mirror, suitably perforated and around the. 
rim of which are inserted small iron nails, or teeth, bent closely 


toward each other . . . a magnet being set within ., . . во 
that each tooth of the wheelshall arrive at the North pole ; and, 


"owing to the impetus, shall pass by and approach the Southern 


quarter thus every tooth will be in a perpetual state of 
attraction and avoidance d 


.lt may be added that to Peregrinus is due the first 


inception of the /errella. Не makes the magnet round, and 
he says : “ You. must know that this stone bears in itself a 
likeness of the heavens and contains two pointe, one north 
and the other south, thus resembling the poles of the sky." 
The /errella was afterwards constructed in much the same 
way by Wm. Gilbert, only Peregrinus, as hag been said, 
considered it “a likeness of the heavens," whilst Gilbert 
regarded it as the earth itself. | 

In his lecture before the British Academy, Prof. 
Thompson noted the fact that the pivoted compass of 


* Peregrinus antedates by more than 30 years tbe date 


usually given as that of the invention of the mariners’ com- 
pass by the mythical Flavio Gioja, of Amalfi, in 1802. 


THE NIAGARA POWER .SITUATION. 


For some weeks past our American and Canadian 
contemporaries have devoted considerable attention 
to the hydro-electric power situation at Niagara 


Falls, where there is abundant evidence that the, 


legislative concessions for power development are 
proving quite inadequate to meet the growing in- 
dustrial requirements of Canadian and United States 
users. Indeed, so insistent are the economic demands 
for extended development of this particular source 


‚ of power that it would not be surprising were utili- 


{апап considerations to prevail over zsthetic ones in 


~~ 


the near future, thus leading to the release of a · 


huge amount of water which has up to the present 
been reserved with a view to preserving the scenic 
attractions of the Falls. After all, it needs по 
great stretch of the imagination to picture a time 
when, in the absence of cheaper sources of power, 
the ever-growing demands of human existence will 
compel the complete utilisation of such a power 
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source as Niagara. The same thing on a lesser 
scale’ occurs almost daily; our cherished hills and 
woods are surrendered to bricks and mortar, our 
mountain sides are given up to slate quarries, our 
fields to coal tips, and our lakes for waterworks 
reservoirs, and many other: instances could be 
quoted of a similar kind. | 

At the present time, however, under ‘existing 
international legislation, it would appear that some- 
thing like an impasse has arisen. We may remind 
our readers that by an International Treaty of 1909 
between Canada and the United 'States, the con- 
tracting parties agreed that each on its own side 
of the boundary should have equal and similar 
rights in the waters defined as boundary waters. If 
for economic reasons more than half the power is 


developed on one side, the increment over the half 


may be regarded as the possession of, and given free 
entry into, the other country. Under the United 
States 1906 (Burton) Bill for the control and regu- 
lation of the waters of Niagara river and preserva- 
tion of the Falls, 15,600 cu. ft. pér sec. could be 


diverted from Niagara River on the. United States: 


side, exclusive of.10,000 cu. ft. per sec. diverted 
for the Chicago Drainage Canal. The Boundary 
. Waters Treaty, however, allowed the United States 
to divert up to 20,000 cu. ft., while Canada can 
take 36,000 cu. ft. per sec. The Burton Bill allowed 
an aggregate of 160,000 H.P. to be imported from 
Canada into the States, under the jurisdiction of the 
United States Secretary of War, and he, in 1907, 
allowed “© fixed " permits for the International Rail- 
way Co. to export 1,500 H.P.; the Ontario Power 
Co., 60,000 н.р.; Canadian Niagara Falls Power 


`Со., 52,500 H.P.; and the Electrical Development . 


Co., 46,000 H.P. The Act further provided for 
“ revocable " permits for the transmission of addi- 
tional energy from Canada, the total of all permits, 


including the 160,000 H.P. mentioned above, and the ' 
amount generated and used in Canada, not to exceed 


350,000 H.P. А Canadian Act was also passed pro- 
viding for the exportation of energy to the United 
States under a duty not exceeding $10 per н.р.-уеаг. 

The treaty allowance to Canada of 36,000 cu. ft. 
per sec. still remains, although the actual power 
developed has increased.. According to the Canadian 
Engineer, certain agreements entered into with the 
Ontario authorities allow the three large companies 
operating on the Canadian side to generate an 
aggregate of 405,000 H.P., which, it is understood, 
will require the eventual diversion of 29,500 cu. ft. 
` from .viagara River, leaving only the small residue 
of 6,500 cu. ft. available for further use, or, as our 
contemporary puts it, for the logical and inevitable 
expansion of the' Ontario Hydro-Electric Power 
Commission, for it is due to the exceptional growth 
in the demands of the Commission that the question 
has been brought into such prominence at the 
moment. . i | U 

Quoting our contemporary: ‘‘In September, 
1910, the  Hydro-Electric Power Commission's 
Niagara system began operations with a load of 
600 H.P. 
110,000 H.P. When the Commission executed a con- 
tract with the Ontario Power Co. for the supply of 


100,000 H.P., it was confidently expected that this . 


amount of power would meet all the requirements 
of the Niagara system for at least 30 years. The 
Commission has actually more than exhausted this 
contract in less than six years' operation, hence the 
urgent necessity of negotiating the 50,000 H.P. con- 
tract with the Canadian Niagara Power Co., con- 
cerning which much discussiom has recently appeared 
in the daily newspapers. ` 

'* Even upon the basis of the past rate of increase 
and demand, the Commission will certainly require 
200,000 H.P. or more to supply the Niagara system 
alone in 1918. If this estimate is correct, the extra 
50,000 H.P. will be absorbed within a year, and at 
least two vears more will probably elapse before the 


That, system is now carrying a load of 


Commission's Queenston plant will be in shape to 
deliver power."' 

- The Canadian Niagara Co. exports practically all 
its power, and is reported to have asked such a high 
price that the Commission threatened to call in the 


Dominion Government's aid with a view, if neces- 


sary, of curtailing its export of power. 

Our contemporary asks whether the contract 
obligations of the companies are really of such a 
nature as to make it impossible for them to meet 
Ontario's. demands. Тһе Dominion Government 
licences are renewable annually, and revocable at 
will; as recently as 1915 licences in force permitted 
the power companies at the Falls to export 210,000. 
H.P. to the States, and it is understood that the 
companies were specifically cautioned against 
making binding contracts for the permanent supply 
of exported power to their American customers in 
view. of the revocable nature of their licences and 
the possibility of the power being later required in 
Canada. Moreover, the American users were offi- 
cially warned by their own Government of the posi- 
tion taken up by the Canadian authorities. In view 
of this, it is argued that the Canadian Government 
could not be accused of an unfriendly act if it saw 
fit to exercise its tights in reclaiming power now 
being exported. - | 

Such a policy, however, might cause injury to 
present users of imported power in New York State, 
where, despite the clearly-defined limitation as to 
exports, a large vested interest has been created, 
apparently based on the assumed permanent nature 
of the supply; actually the New York State Public 
Service Commission, in a recent discussion, assumed 
that international relations in regard to the condi- 
tions of supply and use of this power had become 


“fixed,” and subject only to changes which would 


fully protect the interests and rights involved, 
although the incorrectness of this interpretation of 
Canadian laws was subsequently pointed out by the 


. Canadian Government. 


The position as regards power, light, and heat in 
Ontario is accentuated because the province is prac- 
tically dependent on the adjacent coalfields of the 
United States for its supply of coal, especially of 
hard coal, which may not always be available in 
view of the expansion of American industry, and 
because hydro-electric power is a partial substitute. « 

Our Canadian contemporary points out that the | 
curtailment or absolute prohibition of export would 
place New York State in a very similar position to 


. that in which Ontario finds herself at the present 


time as regards inadequate supply, also that New 
York State has available a similar remedy to the 
projected Queenston development by Ontario. , 

The United States Government still holds in 
reserve 4,400 cu. ft. per sec. of the treaty water at 
Niagara. Between 7,000 and 8,000 cu. ft. per sec. 
of Niagara water is being diverted through the 
Chicago drainage canal, of which more than 3,000 
cu. ft. per sec. is being taken in direct defiance of 
the Federal authorities at Washington, and is being 
wasted to all intents and purpose in a low-head 
development at Lockport, Ill. 

New York State should have 7,400 cu. ft. avail- 
able, and with a practicable head of 300 ft., nearly 
225,000 H.P. could be obtained, which would more 
than off-set the withdrawal of Canadian power. 

As regards the proposed Canadian development, 
the mean difference in level between Lake Erie and 
Lake Ontario is 327 ft., and the Hydro-Electric 
Power Commission reports that at least 300 ft. of 
this head can be effectively used for the development 
ef power through the agency of its projected 
Chippewa-Queenston scheme. This is more than 
double the general'average of effective head now 
being used by the power companies at Niagara 
Falls. It means that with the unallotted surplus of 
treaty water, the Hydro-Commission can develop 
nearly 200.000 H.P. at Queenston, or 30 H.P. рег 
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cu. ft. of water as against 14 H.P. which the private : 


companies at Niagara Falls can produce.  More- 
over, so long at the existing private companies con- 
tinue to operate on preserít lines, nearly half a mil- 
lion Н.р. will be sacrificed which could be déveloped 
for use in Canada. а 

It may be pointed out that there is no connection 
between the above scheme (referred to in our 
"Lighting Notes" on August 20th,:1915) and the 
Thomson scheme for developing 2,000,000 н.р. by 
damming the lower Niagara River just above 
Queenston, which has been much discussed and 
criticised lately. 


On the American side, the representatives of 


electrochemical industries located at Niagara re- 
cently presented their side of the question to mem- 
bers of the Committee on Foreign Relations of the 
House of Representatives. 

One speaker, Mr. F. A. Lidbury, of the Oldbury 
Electrochemical Co. (says the Electrical World), 
peinted out that ever since power restriction 
measures came into effect there had been a tendency 
to shortage of power on the American side and in- 
creasing prices, and that this had resulted: in the 
migration of industries to other countries. 

The American Cyanamid Co. placed the first fixed 
nitrogen plant in America on the Canadian side, 
and was followed by two well-known abrasive in- 
dustries, which moved the greater part of their fur- 
nace operations to Canada, and in one case to 
France; recently the Union Carbide Co. has been 
erecting а 100,000-H.P. plant in Norway; and the 
market for the products of these concerns is prin- 
cipally the United States. It has been suggested 
that the electrochemical industries could move fur- 
ther west, where there is abundant water power, but 
Mr. Lidbury pointed out that the market is in the 
manufacturing districts of the east, and additional 
transport charges. would be prohibitive, calculations 
showing that in the case of the majority of the pro- 


cesses, they would on the Western Coast require. 


not merely free power, but a bonus equal to what 
was being paid for power at Niagara. 

The power situation was bad, but likely to be 
worse, as the Canadian Government had reduced the 
amount of power for which permits were given, and 
notified its intention to reduce the exported quantities 
yearly at a rate which would bring exportation to a 
stop in the course of six or seven years; as at least 
one-third of the Niagara power used in the States 


was imported from Canada, they were faced with - 


further restrictions of operations. The speaker 
went on to urge the complete utilisation of their 
power resources, and pointed to the enormous in- 
dustrial developments which had arisen as a result 
of the alleged spoilage and destruction of the scenic 
beauty of Niagara. 


\ 


THE INDUSTRIAL CONDITIONS IN GERMANY 
IN WAR TIME. 


Ам interesting survey of the labour and industrial conditions 
prevailing in Germany in 1915 and early in the present year 
16 contained in a series of Consular reports which have 
recently been transmitted to the Government of the United 
States from official representatives in Germany. Under exist- 
ing conditions official statistics and reports by the German 

mbers of Commerce are not being issued, and the in- 
formation available concerning trade and commerce is there- 
fore fragmentary, and reflects the abnormal period through 


Which German industries are now passing. Consul-General : 


Julius G. Lay, of Berlin, first shows the enormous reduction 
in the interchange of trade as contrasted with the last year 
of peace. He states that, as declared at the American Con- 
sulates and agencies, the value of the exports from Germany 
їп 1915 amounted to $39,967,000, as compared with 
$156,406,000 in 1914 and $186,085,000 in 1913. The trade with 
neutral countries in Europe has materially decreased, largely 
idee to the embargo, blockade, and contraband restrictions, 
but that with Germany’s allies may be regarded as approach- 
Ing the normal level. 


The large stock of American goods at the free port of 
Hamburg on the outbreak of war has been absorbed. After 
the war, Consul-General Henry H. Morgan, of Hamburg, 
states, a large demand will arise for copper, steel, rubber. 
&c., in order again to build up the internal industries, and - 
the United States will undoubtedly be called upon to meet 
these needs. At present, however, there is no possibility of 
doing business, and the time is not opportune to make any 
propaganda for the future. · 5. | 

The Consular district of Frankfort-on-Main, which is re- 
ported upon by Consul-General ‘Heaton W. Harris, ranks as 
one of the three principal centres of American trade in Ger- 
many. This trade has been for the most part well organised, 
and formerly covered a wide and increasing range of pro- 
ducts, including copper, oils, machinery, leather, rubber tires, 
caleulating machines, &c. Under war conditions, however, 
this trade has suffered severely. It has been impossible to 
replenish stocks on account of trans-Atlantic shipping condi- 
tions, and several of the agencies have been озо. although 
the business premises in most cases have been retained for 


‘resumption of operations when circumstances permit. 


A remarkable feature of 1915, as re 


. Banking Changes ported by the Consul-General at Berlin, 


was the gradual development of the Ger- 
man banks into deposit institutions and 
the gradual elimination of their stock ex- 
change and commercial characteristics. This alteration was 
brought about largely by the closing of the Stock Exchange 
and the limitation of the usual industrial banking activities. 
The tasks and obstacles confronting the various Berlin banks 
were essentially the same; the most important task was assist- 
ing in the subscription and collection of the war loans. The 
punctual and creditable operation of these loans is a result 
which has largely to be credited to the banks.: A large in- 
crease in investments was also noteworthy during the year, 
bank depositors becoming to a large extent bank creditors, 
since the capital that was formerly tied up in commercial 
pursuits became available. Although the financing of indus- 
trial operations almost ceased during the year, it was possible 
to extend credits in a few cases, as, for instance, in the manu- 
facture of artificial salteptre, yeast, &с. 

The annual statements of the most prominent German com- 
panies for 1915 show that the number which announced no 
dividends for the year was relatively small as compared with 
the total number reviewed. It also appears that a large. 
decrease .in dividends was shown only in а minority of 
cases, and only by undertakings which were either inade- 
quately financed originally or , were manufacturing articles 
of luxury and products intended for exportation. The porce- 
lain and glass industries as well as the potash industry, which 
generaly exported more than half of their production, were 
naturally compelled to pay lower dividends because the loss 
of exports could not be compensated in any other way. The 
cement mills, -which were not in the best of ‘positions in 
times of peace, have suffered greatly. 

In general, reduced rates of dividends were reported by the 
industries not actively engaged in the production of war 
requirements. 


and Company 
Dividends. 


The limitation of the output has not only 
been caused by a decreased demand, but also by a lack of 
producing facilities: The lines in which relatively high divi- 
dends were announced are principally mill products, chemi- 
cals, paper, coal, iron and steel, and the textile industries, and 
the railways and banks also have. not materially suffered from 
the war. | | 
Since the disturbance in labour condi- 
tions which occurred at the beginning of 
the war, matters have so far improved 
Increases in that the Consul-General at Berlin 1s able 
Wages. to announce that conditions have now 
settled down to a degree of regularity. A 

large amount of female labour has been introduced into 
various trades where male labour was formerly employed. ` Ir 
a, number of industries imported foreign labour, parti- 
cularly Scandinavian and Dutch, has been substituted for 
native workers, whilst 650,000 prisoners of war are stated 
to have already been employed in farming and industrial 
occupations at the commencement of May, 1916. The authori- 
ties in charge of the funds for insurance against'sickness con- 
tinue to report а more favourable situation than in times of 
peace, and as a result of the employment of men partially 
incapacitated for military service, and of women, the statistics 


Labour 
Questions and 


‘of the unemployed in the empire have materially improved. 


The prelimipary figures issued in relation to the number of 
strikes р the Е dn 1915 show a great reduction both in 
number and duration. As compared with 1914, when 1,115 
strikes occurred, there were only 137 last year, and these 
were generally limited to several factories or firms, but did 
not extend over'a whole branch of industry. Over one half 
of the strikes were settled by compromise. On the other 
hand, the number of lock-outs receded from 108 in 1914 to 
four last year. ‚ ‚ , 

Dealing with the state of employment in the province o 
Rhineland, a report issued for last December by the official 
Labour Exchanges shows that there were 6l male applicants 
to every 100 vacancies. Vacancies for 15,459 men arose, but 
only 9,474 men made applications, and 6,015 of these found 
occupation. The chief demand came from the agricultural, 
coal mining, and iron ànd steel industries. On the outbreak 
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of the war, 36,800 men out of the total population of 160,750 


at Aix-la-Chapelle were engaged in industrial work, but Ps 


the end of 1915 only 23,800 were so occupied, indicating 
decrease of 19,000 wage-earners. | MO 

- The manufacturing industries in the Breslau district of 
Upper Silesia were all affected more or less by the general 
scarcity of labour, particularly the textile and porcelain 
trades. On the other hand, the iron and steel branches found 
means of increasing the number of their employés, first by 
requisitioning large numbers of Russian prisoners of war, 
ana secondly, by importing labour from the occupied portions 
of Russian Poland. In addition, large numbers of men were 
withdrawn from various manufacturing establishments, and 
their places filled by women and girls, whilst the mén them- 
selves were transferred to the iron and steel branches and the 
machine shops. The entire equipment of' manufacturing 
plants was sometimes changed: in order to meet the change of 


conditions; in other cases extensions were made to accommo- 


date a new branch of the industry, and in other instances it 
was simply a matter of small details in the construction of 
machinery and parts. It is possible that the inventions result- 
ing from the war may play an important part in the markets 
of the world after peace has been restored. 


A &teady increase in the rates of wages paid since the open- 


ing of the war is reported by Consul-General Heaton W. 
Harris, of Frankfort-on-Main. It amounts to from 20 to 40 
per cent., although the actual cost of labour in many indus- 
tries is said to have been from 40 to 50 per cent. more than 
previous to the war, in consequence of the employment of 
many inexperienced workers and the operation of the exist- 
ing conditions, under which all classes have been more or 
less affected. Consul William P. Kent, of the Leipsig dis- 
trict of Saxony, adds that it is not expected that the termina- 
tion of the war will be followed by a reduction in wages to 
the levels which formerly prevailed, and the prospect of a 
continued higher cost of labour cannot be disregarded in 
forming an est:zmate of German competition in the world’s 
markets. According to Consul Milo А. Jewitt, of the district 
ot Kehl, there is little apparent, destitution among the work- 
ing classes, owing to the adaptation of industries, and the 
transfer and regulation of labour, together with the national, 
State, and municipal aid to the needy, especially to the 


families of soldiers. тһе. production of steel. throughout 
The Iron and Germany and Luxemburg (the Zoll 
Steel Branches. Verein) amounted to 13,187,616 metrical 


tons in the preceding year, the reduction being ascribed to 
the labour difficulties. One of the most important events in 
connection with the industry. was the effort made by the 
Thyssen group to withdraw from the Steel Syndicate) (Stahl- 
werks Verband). A compromise, however, was arranged, and 
а reorganisation of the syndicate was rendered unnecessary. 

According to the United States Consul at Cologne, the great 
Rhenish-Westphalian Iron and steel region extends into this 
Consular district, where 19 blast furnaces and several steel 
plants are situated, most of them in the locality of Coblentz. 
On the whole, the iron and steel industry of Germany was 
adversely affected by the war on account of the loss of the 
foreign market, and the labour shortage due to men having 
to join the Army. As a consequence, the production of pig 
iron, which amounted to 19,309,000 tons in 1913, decreased 
to 14,389,000 tons in 1914, and to 11,790,000 tons last year. A 
marked revival, however, took place in the production of steel 
in the second half of 1915, and this has continued, it should 
be noted, down to July of the present year. The market for 
iron and steel has been described as active since the latter 
part of 1915, but no advance in prices occurred until: March, 
1916. Since then quotations, both for pig iron, semi-finished 
перава sections, have been increased by sums up to 90s. 
per ton. | 

Some branches in the district of Aix-la-Chapelle are fully 
occupied on ‘the production of Army requirements. The gross 
profits of one of the largest local companies in 1915 were two 
and a half times as large as in 1914, and a dividend of 25 per 
cent. has been paid, as compared with 12 per cent. in the 
Previous year. This company succeeded in acquiring large 
quantities of raw materials before prices reached their present 
level, and its plant was adjusted from the first day of mobili- 
sation to the production of Army supplies. · The plant has 
been extended, and large Government contracts are on hand. 
One iron and steel Íoundry which employs many thousands 
of workers 18 operating day and night; whilst another, which 
paid no dividend for 1914, earned 10 per cent. last year, and 
smaller foundries and machine shops are also fully occupied. 

The adaptation to war production has likewise been carried 
ous in Upper Silesia in such important works as those repre- 
sented by the Konigs and Laura Hutte, the Bismarck Hutte 
the Friedens Hutte, the Borsig Works, the Qberschles. Eisen 
Industrie, and the Hohenlohe Works, whilst several of the 
smaller concerns were amalgamated in order to strengthen 
their interests. All these works are constituents of the Steel 
Syndicate for semi-finished cteel, heavy railway material, 


and’ sections. If we now turn to th hi 
f 7 turn to the machin in- 
The Machine dustry, it is found from the report of the 
ard Consul-Generai for Berlin that the condi- 
Machine Tool  ticns in 1915 improved as compared with 
Industry. the previous year, as is shown by an in- 
| ‚ crease in the dividends declared by many 
prominent companies. The machine tool industry has been 


tons in 1915, as compared with 14,946,212 ` 


able easily to adapt itself to Army requirements; the out- 
put has consisted principally of war products, and in a few 
cases tool-makers have taken up the pro*uction of projectiles. 
Despite the generally satisfactory state of the machine tool 
industry, complaints were made of the limited supplies of 
raw metal. In order to remedy this difficulty an office was 
organised in Berlin to effect the release of the necessary 
quantities of raw materials, all of which were placed under 
Government control. Makers’ prices of machine tools were 
raised by 30 per cent., while those of merchants and dealers 
were increased by 50 to 100 per cent. Since the imports of 
machine tools from the United States have ceased, makers in 
the Berlin district report an improvement in the home mar- 
ket, and state that this has afforded partial compensation for 
their losses in exports. It is added that the scientific training 
of the leading engineers has been of assistance in facilitating 
the adaptation to war conditions. The manufacturers of 
precision machinery have been more affected by the cutting 
off of the export trade than other branches of the industry. 
The great activity of the machinery makers in connection 
with Army contracts.in the district of Aix-la-Chapelle has 
rendered it impossible fcr private concerns and the civilian 
trade to obtain adequate supplies, such as machinery and 
parts and hardware. In the region of Cologne, the machines 
made in 1915 were mostly lathes and other tools used in the 
production of war munitions, and the machine shops are now 
occupied mainly. with the output of munitions. The makers 
of machinery in Saxony are doing well, and it has been found" 
necessary, to work overtime and night shifts, and on Sundays 
in some cases. The district of Frankfort-on-Main presents 
similar features, inasmuch as the machine industries in most 
cases have changed over wholly, or in part, to the manufac- 


` ture of munitions or other supplies needed by the Army. 


One well-known company has made material additions to its 
plant, has operated from two to three shifts, and has paid a 
dividend of 20 per cent. In the Duchy of Brunswick the 
large orders from the military and naval authorities have 
compensated machinery makere for the lack of contracte 
from foreign countries, and the workmen are kept busy under 
the changed conditions. 'The purchase of тазу materials was 
attended with difficulties which delayed the delivery of manu. 
factures, and the advance in the prices of the former and the 
rise in wages caused the quotations for manufactures to in 
crease. Money conditions were easy, owing to the punctual 
payment and to war orders. Besides the latter, orders were 
executed for а number of grain mills, oil mills, storehouses, 
transport and pneumatic plants and elevators, cement mills, 
hydraulic presses, and other machinery, whilst potash-nitrogen 
plants were erected specially for military purposes. 


Dealing with the dividends of German 
companies, the Consul-General at Berlin 
mentions that the A.E.G. and the Siemens 
and Halske Co. have declared rates of 19 
per cent. for'the business year 1915; the latter reported 
that its production in that year was about the same as that 
which obtained in the last few years before the war. The 
value of the exports invoiced at the American Consulate in 
Berlin for the United States was only 1,190 dollars in the case 
of electrical lamps and bulbs in 1915, as compared with 26,265 
dolars in 1914, whilst that of all other electrical goods 
amounted to 35,994 dollars and 18,194 dollars in the two 
years respectively. tg E 

The manufacture of electrical machinery and appliances in 
the district of Frankfort-on-Main was fairly active in 1915. 
The electric lighting of villages and of cities has been in- 
creasing, partly in consequence of the inadequate supplies of 
petroleum, and great quantities of small storage battery lamps 
have been manufactured for the Army. An addition to its 
works has been made by a large cable and copper workin 
company, with increased earnings, and the dividend pai 
has been advanced from 7 per cent. in 1914 to 10 per cent. 
last year. 

The industries ‘concerned with porcelain, glassware and 
pottery in the Breslau district of Upper Silesia suffered more 
inconveniences owing to the difficulties of export than any 
other branch of. Silesian industries.  , | 

The manufactures in the district of Frankfort-on-Main 
cover а wide range, including dyestufís and other chemicals, 
several kinds of machinery and tools, electrical appliances, 
ш copper cable and other copper goods, rubber 
ires, &c. s 


. The Electrical 
^ Trades. 


The large German chemical companies 
have been able to declare higher divi- . 
dends for 1915 on account of their 
adaptability to war conditions. But the 
diminution in exports, which formerly 
represented from one-third to one-half of the total value of 
the production, is felt throughout the industry. The provi- 
sion of substitutes for raw materials which were formerly 
imported has been of great assistance to chemical manu- 
facturers. This has been particularly the case in regard to 
artificial rubber, albumen, fertilisers. and oil. Military 
reasons, however, prevent the publication until after the war 
of reviews of the help rendered by the chemical industry in 
the production of war materials and pharmaceutical supplies, 
but it is confidently asserted that the industry has accom- 
plished a great task in these directions. Indeed, it is said 
that the great home demand has compensated to some extent 
for the loss of the transraarine export trade. One of the most 


The Chemical 
Industry and 
New Processes. 
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surprising changes reported from Upper Silesia is the substi- 
tution of cellulose and wood-pulp products for cotton goods. 

A further development is announced from the district of 
Cologne, where several works.are stated to have been erected 
for the extraction of nitrogen from the atmosphere, and the 
manufacture of fertilisers in place of Chilean nitrates, It is 
predicted that these works will be able to compete with im- 
ported fertilisers after the war. i | 

Apart from synthetic nitrates, substitutes have been needed 
for cotton in the making of explosives, of artificial camphor 
and of vàrious other articles. It is possible to read of at least 
partially satisfactory substitutes for rubber, of the utilisa- 
tion of the fibre of nettle as a substitute for cotton, of 
cellulose in the production of string and twine for wrapping 
and other purposes, and of the food value of certain plants 
not hitherto used for this purpose. In conclusion, it is men- 


tioned that the general situation has been in part relieved by * 


the large employment of war prisoners in agriculture, to- 
gether with the more general use of traction engines in 
ploughing and cutting corn. 


SS 


. CORRESPONDENCE. 


i 
Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No.letter can be published 
unless we have the writer's name and address in our possession. 


eui 


Cab Whistles and Lamp Calls. 


In your current issue sign-makers and others are invited 
to "' к up” to the possibility of providing a sign call for 
taxis, &c. 
by us for some years, the catalogue description of the sign 
illustrated being :— 

" Hotel day and night sign for calling taxi, hansom or four- 
wheeler. The letter corresponding to the vehicle required is 
illustrated by a coloured lamp. · The letters T. H. F. are shown 
on three sides,” | 

As the most popular size is fitted with 19.in. opal letters, 
the sign is visible to drivers of vehicles at a considerable 
distance. After all, there is nothing new under the “Sun.” 


- The Sun Electrical Co., Ltd. 
| E. R. MonroN, Works Manager. 
London, W.C., August 96th, 1916. 


The Deficiencies of Government Departments. 


I read with а considerable amount of interest your leading 
article, and I must endorse fully all you say as to the difficulty 
of getting the Government department to work. with any 
serious idea that their department needs to take any business 
considerations into account. 

The following is a short history of an experience with my 
company :— . 

We have two lines for telephones to the exchange and a 
private exchange, from which we have five connections, one 
of which is to our superintendent of the power-house. In 
January, 1916, the telephone needed to be moved from the 

ouse of the superintendent to another house in a different 
part of the town In February the telephone authorities were 


advised where to have this. telephone fixed; they were also. 


informed that we were certified under the Ministry of Muni- 
tions, and owing to the restrictions of light and other 
regulations, it was essential that the superintendent should 
be in telephonic communication with the power-house. After 
interviews and various correspondence, the company offered 
temporarily the use of telephone wires on their own trolley 
Wire poles; this proposal was made by the company with a 
view of meeting the difficulty alleged as being a reason for. 
not being able to fix this telephone—that they had not suffi- 
aent labour. I was told by the local representative that they 
had 3 regulation that no telephone wires were to be fixed 
Within a certain distance of а tramway trolley wire unless 
insulated, but as we' are working under conditions of '' war," 
it occurred to me that there might be enough commonsense 
in the subordinates or the chiefs to see that such a ridiculous 
regulation should be (at least during these times of stress) 
non-effective; but after nine months of entreaty I have 
received the following letter :— 

In reply to your letter of the 4th inst. (W.J.S./E.R.M.), 
I am directed to inform you that the General Post Office have 
again been communicated with, and a reply to the following 
effect has been received :— 
. It is reported that the offer in question of the electric 
light company was considered by the Post Office Engineering 
Department, but thaf it could not be accepted as the offer 
involved the use of a pair of wires running on tramway 
standards which were not properly guarded>or protected from 
the power conductors. The work will be carried out as soon 
$3 men are available.” 

might for your itformation inform you that the com- 
pany в telephone wires are fixed on the tail of the brackets. 
and, therefore, have the pole in between the trolley wire and 

ese telephone wires, and, furthermore, I don’t think there 
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Such a sign, however, has been made and listed - 


951 


is any place where the trolley wire is within 6 or 8ft. of the 
telephone wires. 


I think this is a very perfect illustration of the principal 


objection you raise to Government control. 


‚16 apparently does not seem to worry the Post Office autho- 
rities that they are under any obligation as a business con: 
cern, and that we are put to loss on account of the telephone 
not being In use, or damage owing to the excessive delay in 
making this connection. 

J. E. Stewart, , 


/ Engineer and Manager. 
[The article referred to by our correspondent was that 
entitled '' The Centralisation of Electricity Supply " (p. 191), 


n we written by an engineering contributoy.—Eps. ELEC. 
EV. 


The Electrical Heating of Factories. 


In а recent issue of the Engineering Magazine (New York) 
we notice an article by Mr. О. M. Becker on “ Factory Effici- 
ency and Heating.” , | 

Mr. Becker very rightly contends that the physical environ- 
ment of the workman’ directly influences. his efficiency, and, 
consequently, the efficiency of the factory, and then proceeds 
to argue that to obtain the necessary physical efficiency it is . 
advisable to provide heating for the factory staff by means of 
exhaust steam. ; 7 | -— 

We are unable to reconcile with his views of 'efüciency a 
system which, from an engineering point of view, is equiva- 
lent to exhausting into the atmosphere, with the attendant 
losses, too obvious to need dwelling on. A system which 
makes the workman efficient to the detriment of the econo- 
mical running of the steam plant js, surely, no system vi all. 

However, the point which interests us principally ів Mr. 
Becker's light-hearted condemnation of electrical heating. | 
After casually touching upon one or two extremely antiquated ` 
methods of works heating, as still practised extensively, and 
pointing out their disadvantages, he states that “ electrical - 
heating presents the same disadvantages, and, besides, is ' 
usually too costly, except under special conditions."  - 

His statement as to electrical disadvantages woüld require 
considerable substantiation before convincing anyone who 
knew anything of modern electric heating, but his article is 
evidently written with the primary object of boosting that 
branch of heating in which he is himself interested. | 

Ав to the question of cost, Mr. Becker, if he wishes, can 
easily convince himself that, under modern conditions of 
generation, electricity can be, and is, supplied in all large 
indystrial centres at rates which render electrical heating a 
souhd commercial and engineering proposition. ' - 


The Bastian Electric Co., Ltd. 
JAS. BASTIAN, Sales Manager. 
London, W., August 95th, 1916. . | 


To Go—or Not to Go? 

І am in an unsettled state of mind as to the course I 
should now adopt with regard to my future, and accordingly 
bez to invite your views. ; E. | 

I am an all-round man, i.e., I have had experience in 
machine shops, power, lighting, telephones, &c,, and at pre- 
sent hold the position of foreman of the testing department 
with a large firm of electrieal manufacturers. aa 

I am fair technically, with a good commercial experience, 
of good personality, and a capable interviewer; of sober habits, 
cool and level-headed; well accustomed to the handling of 
labour. I have a fair command of the French language. | 

Summarised : Would it be better to decide to settle in this 
country or prepare to '' get out”? E 

Wishing your valuable paper the success it deserves, and 
thanking you, &c. 

Unsettled. 


[To advise а man on a matter of so tremendous an import- 
ance—to him—is difficult and dangerous. Who can tell what 
the future may bring forth? For ourselves, we have infinite 
confidence in the ability of the Old Country to weather any 
storm, and we believe that a period of prosperity lies ahead. 
We should be very gorry to hear that our correspondent was 
leaving this country; he is the sort of man who will be indis- 
pensable to us when peace returns. Perhaps other correspon- 
dents will favour us with their views upon this subject.— 
Eps. ELEC. Rev.] i 


A 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


ARGENTINA.—The valuations for the purpose of assessing 
the duties on articles imported into the Argentine -Republic 
are fixed by а Valuation Tariff established in 1906, taken to 
represent the value of each class of merchandise imported. 
The Tariff of 1906 classified some 3,700 articles, but it has 
since been found necessary to value, by analogy, 1,500 other 
items; and owing to the very considerable changes which 
have taken place in costs and freights, the present tariff 


252 


THE ELECTRICAL REVIEW, [vol т. 


No. 2,023, SEPTEMBER 1, 1916. 


м 


valuations do not correspond in the majority of cases to actual 
c.i.f. values. · | | s 

The question of revising these valuations has been under 
consideration on several occasions, and a Bill has passed the 
Senate and been ‘favourably recommended to Congress for 
the establishment of a permanent Board of Appraisers. Anti- 
cipating action by Congress, however, reports H.M. Commer- 
cial Attaché at Buenos Aires, the Argentine Government have 
appointed a Commission, composed of representatives of the 
Departments of Foreign Affairs, Finance, ааш е зпа 
Customs, to draw up a revised schedule of valuations for all 
imports, including those which figure in the Tariff of 1906 
and also subsequent additions. Representatives of local indus- 
trial, agricultural and commercial interests will also be 
appointed to the Commission, but will not have the right to 
vote. | i 

The Commission will collect all data necessary as to the 
cost and frieght of each article, and will obtain expert tech- 
nical opinions when necessary. . . | 

Fifteen days' notice is to be given of the intention to con- 
sider the valuation of specific articles, and after a rate has 
been provisionally adopted a period of 30 days will be allowed 
. for the presentation of objections, which the Commission will 
take under consideration before proceeding to make their 
recommendations. ; | | 

The Commiasion will only consider representations which 
ате confined to proving the real c.i.f. value of goods at Argen- 
tine ports. 

British exporters of merchandise to the Argentine Republic 
who take exception to the present valuation of their goods for 
import duty should instruct their representatives in the Re- 
publie to bring their views before the Commission. 


SOUTHERN RHODESIA.—A Customs Decision has been 
issued recently to the effect that incandescent bulbs for pocket 
. electric torches are classed under Tariff heading 114в, and 


accordingly are dutiable at the rate of 3 per cent. ad val.. 


under the General Tariff. Goods manufactured within the 
Е арив are, however, admitted free under the Preferential 
a 


RUSSIA.—A Decree dated June 22nd/July 5th has been 
published in the official Bulletin оў Laws, of Petrograd, giving 
a list of the machines, apparatus, appliances, &c., which are 
io be admitted, for a period of ten years, free of Customs 
duties, for the requirements of the Siberian and Ural gold 
mining industries, in accordance with the Imperial Decree of 
May 18th/96th last—see the REvrEW of July 14th. The fol- 
lowing are included in the list :— an 

1. Dredges complete. | | 
- 9. In dredges driven by electricity: dynamos, electric 
motors with cables and distributing arrangements; protecting 
and measuring appliances; transformers; electric stations, to 
be placed on the river bank or in barges and developing power 
for the engines on the dredge: all steam engines, boilers, 
motors at the station, electric generators, power conducting 
apparatus, and in general everything necessary for the fitting 
up of the station. 

9. Parts of dredges, viz. (f): parts of electrical equipment 
for electrical dredges: electric stations on the bank or on a 
special barge for serving the dredge (engines, dynamos, 
switchboards, protecting and measuring appliances, trans- 
formers, cables, electro-motors). 

4. Excavators complete. 

5. Parts of excavators, including electric locomotives and 
parts of same. ES 

6. Appurtenances and mechanism for prospecting dredging 
areas: including all kinds of drilling apparatus (including 
those worked by electrical power) with all accessories. 

. 4. Parts of the above-mentioned appurtenances (clause 6), 
including electro-motors, rheostats, and dynamos. 

8. Apparatus, appliances, machines, &c., for crushing gold 


ores and for extracting from them gold by chemical processes. ` 


9. Parts of above-mentioned apparatus (clause 8). 

It is officially announced that the Council of Ministers has 
approved a proposal submitted by the Minister of Commerce 
to prohibit the transit through\Russia of goods the exporta- 
tion of which from the Empire is prohibited. 


FRENCH INDO-CHINA.—The French Government have 
notified Н.М. Ambassador in Paris that for the period of the 
duration of hostilities, British goods exported from the United 
.Kingdom to Indo-China, on British, French or Japanese 
vessels, will, in the under-mentioned circumstances, be 
accorded the Tariff treatment to which they would be entitled 
if they were transported direct (i.e., they will obtain the 
benefit of the “ Minimum ” Tariff rates of duty) :— 

(a) If the goods are dispatched from Great Britain direct or 
‘with transhipment in a French port, without subsequent tran- 
shipment ; | 

(b) If the goods are dispatched from a French port, without 
subsequent transhipment: : 

(c) If the goods are dispatched from a port in Great Britain. 
with or without transhipment at Marseilles, but with tran- 
shipment at Singapore or at Hong-Kong, subject to the neces- 
sary ''authorisation ” being given by the French Consul- 
General in London, and provided that the goods are tran- 
shipped at Singapore on vessels of the subsidiary line of the 
Messageries Maritimes. and at Hong-Kong on French vessels. 
A Consular certificate establishing the regularity of the tran- 
shipment must be produced. : 


(d) If the goods are dispatched from а French port with tran. 
shipment at Singapore.or at Hong-Kong, under the same 
conditions of transport as are specified in the preceding para- 
graph, from the port of transhipment to the port in Indo- 
China. 

The Note from the French Government in which this infor- 
mation is conveyed adds that, as the concession is based on 
the frequent impossibility (under present conditions) of load- 
ing British goods on French vessels (for direct transport to 
Indo-China), the ‘‘authorisation’’ of the French Consul- 
General in London cannot be dispensed with, and British 
exporters must,.accordingly, obtain such ** authorisation ” for 
each consignment of goods. 


NEW PATENTS APPLIED FOR, 


(NOT YET PUBLISHED). 


Cem d ep for. this journal by Messrs. W. Р. THomeson & Co., 
lectrical Patent Agents, 285, High Holborn, London, W.C., and at 


1916. 


Liverpool and Bradford. 


е, “ Adjustable rest for telephone receiver." J. B. Battie. August 
l4th. 
11,453. ‘Clips or gtipping appliances for moving traction cables, endless 
rope systems, &с." A. Parry. August 14th. . . 

11,465. “ Telegraphy." Е. S. HezuRTLEY. August 14th. 

11,503. “ Electric cable connecting boxes, fuse switch boxes, dividing boxes, 
&c." R. W. BLADES AND BRITISH ÍNSULATED & HeLssy CasLES, LTD. August 


11,520. *'Apparatus (ог closing and locking gates, &c., by electrical 
means." J. Р. Scorr. August 15th. 

11,533. “ Selenium cell." Economic Car Liour, Lip. & W. W. Lewis. 
August 15th. j Й 
11,597. “ Apparatus for signalling or telegraphing." Т. McLrop. August 
h. 


11,548. ''Spark plugs." С. J. Knutson. August 15th, 

11,564. “ Electro-magnetit pneumatic furnace." A. Turner. August 16th. 
11,565. ‘Fluid containers or holders; and fabrics for. same." BRITISH 
INsULATED & Hersey Castes, Lro. August 16th. 

11,569. ''Contact breakers for magnetos, &c." Н. Kesen. August 16th. 
11,581. “ Electric lamps." F. Westwoop. August 16th. 
11,004. '' Automatic and semi-automatic telephone systems," W. AITKEN 
AND Tue Retay Automatic TELEPHONE Co. August 16th. . 

11,605. “ Automatic and semi-automatic telephone systems.” W. AITKEN 
AND THe RELAY AUTOMATIC TELEPHONE Co. August 16th. 

11,617. “ Electrically-operated indicator mechanism." W. R. Sykes InteR- 
LocKING SicNaL Co. & К. W. Tarrant. August 16th. 

11,623. *' Electric furnaces.” Soc. 
D. F. Campsett. August 16th. 
11,643. “ Sparking plug for internal-combustion engines." 
August 17th. , : 

11,658. ‘‘ Means for telephonic communication to and from moving rail- 
way trains, &c." К. Н. WanrviNGE & V. G. Werner. August 17th. (Sweden, 
дии 27th, 1915.) 

11,683. ‘Ships’, &c., electric telegraphic apparatus." 
AND W. CHADBURN. August 17th. 

11,684. ''Submarine electric leakage telegraphy.” 
7th. (Germany, March 16th, 1915. ) 

11,691. © Magneto-ignition systems.” Soc. ре Paris ЕТ DU RHONE. August 
17th. (France, December 6th, 1915.) 

11,707. “ Ships’ pneumatic telegraphic apparatus." W. CHApBURN. August 
18th 


ELECTRO-METALLURGIQUE FRANCAISE AND 


J. Kum. 


C. H. WooDWARD 


Sticna Ges. August 


t : . 
11,713. “ Electric ]amp holders." BIRMINGHAM ELECTRICAL ACCESSORIES 
MasUFacrURISG. Co. & C. E. Garrett. August 18th. 

11,736. ‘Pocket or portable electric lamp." W. Kinc & B. THEODOR. 
August 18th. 

11,740. ‘ Prepayment electricity meters." Lanpis & Gyr Soc. ANON. 
August 18th. (Switzerland, September 18th, 1915.) | 

11,743. “Ignition systems for internal-combustion engines.” 
хш 18th. M 

11,752. “ Electric motor gyroscopes.” 
August 18th. (U.S.A., April 3rd, 1915.) 

11,769. ‘Electric motor gyroscopes.” Crucile Stee. Co. oF AMERICA. 
August 19th. (U.S.A., November 3rd, 1915.) | 


Е. HoLDEN. 


CRuciBLE Stee. Со. OF AMERICA. 


„ 11,787. ‘Sparking plugs for internal-combustion engines.” W. A. CLARK, 
H. у) W. 


C. LONGFORD, Loncrorp & THe Semmx Manuracrurinc Co. 


August 19th. 


11,789. “ Electric transformers.” Evectric TRANSFORMER Co. 


BritisH 


.AND S. C. Mount. August 19th. 


11,804. ''Varying frequency of alternating electric currents." A. КОШЕ. 
August 19th. ‘ 

11,807. “ Producing electric oscillations." 
scope Co.) August 19th $ 

11,812. “ Electric lifting magnets.” A. West лмо A. West & Co. August 
Idh. 


R. E. Симов (Sperry Gyro- 


PUBLISHED SPECIFICATIONS, 


' 1914. 
15,690. ELEC;RO-MAONETIC Friction Сіотснев. J. Bing. June 30th. 


1915. 


6,408. Driving AND REGULATING oF Tarkino Macuines. British Thomson- 
Houston Co. (General Electric Co., U.S.A.). April 29th. . 

8.537. ELrcTRICAL Heater. W. J. Kerr. June 9th. (December 7th, 1915.) 

11,321. , STARTING AND SYNCHRONISING OF DYNAMO-ELECTRIC MACHINES. Brit 
Thomson-Houston Co. & Е. Р. Whitaker. August 5th. E 

11,976. TELEPHONE TRANSMITTERS. J. Liddle (Universal High-power Tete- 
phone Co., U.S.A.). August 19th. 

19,075. SEALING MEANS, MORE PARTICULARLY FOR USE IN CONNECTION WITH 
Ассомш.лток Cases. С. A. Vandervell. August 2lst. 

13,934. OrrzRATINO Rotary CONVERTERS AND OTHER ALTERNATING-CURRENT 
Macuinery. А. Н. Railing & C. C. Garrard. October Ist. (Patent of addi- 
tion not granted.) 

14,993. MAGNETO-ELECTRIC MACHINES FOR IGNITION IN INTRRNAL-COMBUSTION 
Encines. M. S. Conner. October 23rd. F 

15,873. SPARKING ARRANCEMENTS FOR ELECTRIC IGNITION Devices. H. W. F. 
Ireland. November 10th. : | 

17.910. CONSTRUCTION OF SPARKING PLUG FOR INTERNAL-COMBUSTION ENGINES. 
A. E. Heath. December 22nd. 

1916. 


3,707. SYSTEMS FOR THE PRorECTION OF Exectric CABLES IN THE EVENT ОР 
PATERNA DAMAGE, C. J. Beaver & E. A. Claremont. March 18th. (Addition 
to 6,674/15.)  (100,978.) | 

5,061. TrLEPHONE INSTRUMENTS. E. A. Petithory. April 6th, 1916. 100,987.) 
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MOULDED iNSULATORS | CHURTON > CABLES AND WIRES. 
Of all Descriptions. ovt and PoLYew* SWITCHBOARDS. 
ARC LAMPS. 


LITHOLITE, Ltd.,| Š MOTORS. 


j T. HARDING CHURTON а CO., L 
65-67, Hackney Grove, Londan, N.E. dy ake косе» 


VICTORIA 
DYNAMO & 
KINGSWAY MOTO R 
LONDON. CO., 


Send for Stock List of Motors ready for doliny, 


FERGUSON, 
PAILIN & Co., 
LIMITED, 


INSTRUMENTS, CIRCUIT-BREAKERS, 
- [AUTO-CUT-IN а CUT-OUTS. 


* Record Electrical Co. 3 


BROADHEATH, MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM. 


TINNING FURNACE 


UNIFORM CONTROL OF TEMPERATURE 


For cents Wire and Dipping. 
Payments arranged in special cases. 
Monometer Manufacturing Co., Ltd., 


ASTON, BIRMINGHAM. 


THE UNITED ELECTRIC CAR 
COMPANY, Ltd., 
PRESTON, LANCS. 

Tramcars 


of Railway ев, 
Traction, Motor Bus ies, and all 
of Rolling Btock tor Light Railways. 
———À—————— 


BROOK CONNOLLY BROS, Ltd., 
for 
MOTORS. WIRES AND CABLES. 


‘Bee Advestisornont, Bup.t34, 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Man ring Electrical Engi 
neers 
overnment Солго эла 


VAEENLAND PLACE, CAMDEN TOWN, LONDON. 
Pane Ыы ШОТ Сг 


| 
| “EMPIRE > 
| 


CRAVEN HOUSE, 


WESTERN-ELECTRIC 


COMPANY, LIMITED, / 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 
Beo Advertisement this week, p. xii. 


See Advertisement last week, p. iii. 


SITUATIONS VACANT, 
WANTED, &с., 


See Sup. 11 to 16. 


BLANKS and CHECKS, 


Die Stampings, Press Tools, Cutters, 
Dies, Punches, Tokens; also Name 
Plates, Instruction Plates, Meter 
Dials, Switchboard, Labels, Advertising 
Novelties, Club Badges, Address Plates, 


RELIANCE"? wc. 


AUTOMATIC CONTROL 


P FOR 

Shell Presses, Compressors, Machine Tools. 
ELECTRIC. CONTROL, LIMITED. GLASGOW 
анааан Mp bdo do n 


™ SAXONIA 


ELECTRICAL WIRE CO., LTD., 
GREENWICH, S.E. 
BRITISH 


. FLEXIBLE CABLES. | 


т 


ЕОВ 


BELL-INDICATORS. 


Qver 50 years' experience. 


Advertisement Index, see 


JULIUS SAX M.E.M. 


JOHNSON & PHILLIPS, 


LTD., 
CHARLTON, LONDON, S.E. 


a д 


DIMAMOS “> 019 иш 


QW 
A» 7) 
EI IM 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


RALPH NEAL, 


Maker of Press Tools and Punches of every 
description for Electrical and Mechanical Engineers. 


Blanks, Washers, Press Piercings, Die Stampings ia 
Steel, Brass, or any Material, for the Trade. 


LABELS & NAME PLATES A SPECIALITY. 
49 & 50, PERCIVAL STREET, LONDON, E.C. 


fTolevhone 4042 Contra], 


E нек STAR" LAMPS 


DRAWN WIRE. 
e “RUGBY” CARBON FILAMENT 
and RADIATOR LAMPS, 


FHE LONDON & RUGBY ENGINEERING C0., LED, 


36 & 37, Queen Street, E.C. 
Telephone: City 5252. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 
LONDON, E. 'Grams : 


“Fulmen, Step, London." 


'Phone : 
EAST 4157. 


PATENT 
Alumino Thermic Welding Process. 


LEA RECORDERS 


for measuring 
Boiler Feed Water 
and Condensed Steam. 


The LEA RECORDER CO., Ltd., Deansgate, Manchester, 


Keep those initials 
well in mind when you're buying 
IRONCLAD SWITCHGEAR 
—they standa Sure Guarantee of high 
Electrical Efficiency. Write for List. 


MIDLAND ELECTRIC MFG. CO., LTD., 
Rea Street South, BIRMIN NGHAM. 


_———-—-----+-+-+-:-:-—-—-—-—-——-Е 
T THE ELECTRICAL REYIEW. [September 8, 1916. 


: SONIS 


— 
ES 


THE HINDLEY” VERTICAL GAS ENGINE, 


made in sizes from 8 to 360 H.P., is specially suitable for direct coupling to 
ELECTRIC GENERATORS. | 
THE FOLLOWING ARE SOME OF ITS FEATURES :— 


1. Dependability for long continuous running. 
2. Requires very little attention. 

3. [ndependent of Foreign Fuels. 

4. Occupies minimum floor space. 

5. High Efficiency. 

6. Lowest Fuel Costs. 

7. Accessibility for Adjustment. 


ENGINES WORKING IN LONDON AND MANY PARTS OF ENGLAND. 
Also Vertical Petrol and Oil Engines for Dynamo driving and H.S. Steam Engines. 


WRITE FOR FURTHER PARTICULARS. 


,E.S, Hindley & Sons, rone London, EC. 


" Steamport, London." 


Works: Bourton, Dorset. 


Centrifugal Pumps 


for all duties. 


[Oulsometer Engineering С° 1% 


LONDON. Ww for List No. 721. READING. 
[ue (e бе фыр бє Ue Gr 
THE SWISS INSULATING WORKS, LD., BRETOMBAG (Soleure) 


=== (s 
OLD ESTABLISHED COMPANY with two Factories in Switzerland, employing Swiss Capital and Labour. 


PROMPT DELIVERIES viá FRANCE, CARRIAGE AND ALL RISKS INCLUDED. 
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LABOUR PROBLEMS. 


Tue Trade "Union Congress, which opened at Bir- 
mingham on Monday last, has had to consider 
problems which render the meeting perhaps the 
most important of its kind that has ever been held. 
Che industrial organisation of this countfy, the rela- 
tions between Capital and Labour, the very consti- 
tution of Labour itself, are in the melting-pot, and 
into what forms they will be moulded when peace 
returns we cannot tell. That there will be funda- 
mental changes in all these factors of the industrial 
situation is, so obvious as to have become a plati- 


‚ tude; we earnestly hope that they will be so ordered 


as to establish our industries оп new and firmer 
foundations, having for a basis the cordial co- 
operation of all parties for the promotion of the 
national welfare. ; 

Before the war the attitude of the Trade Unions 
towards society in general gave many the impres- 
sion that Labour looked, and in time of emergency 


would look, solely to its own interests, and would 


seek peace at any price. But, happily for the nation 
and the Empire, the workers proved true to their 
race, and manfully shouldered the burdens which 
press so heavily upon them; the charges brought 
against them of want of patriotism have been 
gloriously refuted on the field of battle and in the 
workshops at home. With their support assured, 
the outcome of the war is not open to question. 

. But the war must come to an end, and the new 
conditions which will then obtain demand the most 
careful attention and the utmost foresight on the 
part of the Government, the employers, and the 
Labour leaders. We аге glad to note that in his 
presidential address to the Congress Mr. H. Gos- 
ling emphasises the importance of immediate pre- 
paration to meet the needs of the situation, in order 
to avoid the catastrophe which would result from 
the discharge of millions of men from both military 
and civil employment without adequate provision for 
the resumption of their normal occupations. That 
the process will be made as smooth and gradual 
as possible goes without saying, but nevertheless 
the strain will be severe—and it may come sooner 
than we expect. It will make the heaviest demands 
upon the patience and forbearance of the men and 
women thus set free, and we welcome the spirit in 
which Mr. Gosling invites the Trade Unions to 
grapple with the problems that will arise. He 
strikes the right note when he appeals for the cessa- 
tion of industrial strife, and the cultivation of a new 
spirit of conciliation and harmony between em- 
ployers and employed. There have been faults on 
both sides in the past; the eyes of the nation have 
been. opened as never before to the folly and waste- 
fulness of antagonism between Capital and Labour, 
which are mutually indispensable and inseparable, 
and the two parties have been brought into the most 
intimate contact, and have learnt to appreciate each 
the good points in the other. The time is favour- 
able to a real and lasting rapprochement between 
them, and the policy which has been adopted by the 
Government of allying the forces of the State with 
the efforts of industry, to shut out unfair competi- 
tion and to increase production, will go far to enable 
the crisis to be safely passed and our industries re- 
established on a durable foundation. Employers 
will realise that high wages and a high standard of 
living are not incompatible with commercial suc- 
cess: workers will have learnt, as their leaders have 
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already done, that restriction of output is contrary to 
-their-own and the public welfare, arid they will give a 
fair day's work for a fair day'p pay. Great strides 


have been made towards the realisation of a higher 


standard of comfort in the workshops, and more 
salutary conditions of working, which result in im- 
proved efficiency, and the spirit of enterprise and 
progress has been revivified. We look forward to 
the future with confidence renewed, trusting in the 
maintenance of the new ideas and feelings which 
have been called into being by the fierce discipline 
of war. 


A DEVELOPMENT of the German 
practice in the matter of -invest- 
ment or financial trusts-is reported 
as being projected in Russia for 
the'electrical and mechanical engi- 
neering industries in that country. Although ema- 
nating from a German source, the report is never- 
theless of interest in Great Britain, and is of too 
circumstantial a character to be entirely ignored. 
We learn, for instance, that the International Com- 
mercial Bank, of Petrograd, the Russo-Asiatic 
Bank, and the Russian Bank for Foreign Trade, 
together with the banking firms of Rjabuschinski 
and Meyer & Co., and certain Belgian financial in- 
terests, have formed a syndicate and approached the 
Ministry of Finance for sanction to establish a joint 
stock bank for the creation and. advancement of 
electricity supply undertakings and mechanical 
enterprises. The special objects of the bank, which 
is to have an initial capital of £500,000, soon to be 
increased to £1,000,000, are stated to relate to the 
acquisition and utilisation of waterfalls for the pro- 
duction of electrical energy, the grant of short-term 
credits to electrical and mechanical undertakings, 
the erection of works for the construction’ of en- 
gines, motor-cars, and aeroplanes, and the con- 
version into limited companies of undertakings 
belonging to private individuals. It would seem 
that although the. report refers to erection and con- 
struction, the underlying principle is that of finan- 
cially promoting these,objects. Тһе bank also in- 
tends to enter into arrangements with the Russian 
Copper Syndicate Medj for the purpose of ensuring 
deliveries of copper to the electrical works with 
which the institution is to be associated. The pro- 
motion of works for the manufacture of telephone 
apparatus and glow lamps is also held in prospect, 
together with the amalgamation of existing private 
factories of limited size, and their transformation 
into companies. 

It is well to bear in mind that different Govern- 
ment departments in Russia as a general rule have 
to express opinions on applications made with a 
view to securing Government sanction to the forma- 
tion of joint stock companies. It is asserted that 
the scheme has met with the disapproval of the 
Minister of Commerce, who informed the promoters 
that it was feared that the drawing upon large finan- 


The Financing 
of Russian 
Industries. 


cial resources for electrical undertakings might easily 


become a hindrance to the municipalisation of these 
undertakings, which was authorised by law. In 
any case, the procuring of private capital for the 
working of generating stations and tramways must 
be hindered. It was very much to be regretted, the 
Minister continued, that the Russian commercial 
banks were so reserved in the granting of loans of 
short duration to cities, even in cases where the 
Goverument Guarantee was given; and it must 
almost be assumed that this attitude represented the 
endeavour to oppose the municipalisation of large 
electrical undertakings. The Minister is, further. 
reported to have stated that the proposed participa- 
tion of foreign (Belgian) capital in financial enter- 
prise did not correspond with the repeatedly ex- 


.towards the scheme. 


pressed view of the Government, who wished to 
reserve to native capital the work of utilising the 
national resources-—in this case, water power. 

The Ministry of Finance, on the other hand, is 
declared to have adopted a non-antagonistic attitude 
In any case, a matter of so 
great moment will be left to the decision of the 
Ministerial Council, a decision which should be of 
great international importance. 


THE outlook in crude rubber is 
Still very disappointing, although 
the time of year has already been 
reached when signs of an improving demand usually 
become perceptible in connection with autumn trade 
requirements, Preparations in that direction are 
not unlikely to be put off this year, at least fora 
time, while the manufacturing trades on both sides 
of the Atlantic are confronted with so many un- 
certainties, which must necessarily induce much 
more caution on the part Of consumers. ‘As it is, 
the latter in many cases appear to hold good stocks 
due to the fact that their operations have been 
scmewhat checked by apprehensions as to а curtail- 
ment of the outlet for their products. The nursing 
of excessive supplies acquired at higher prices is 
rather a costly matter under the present stringent- 
monetary conditions, and this feature constitutes an 
additional disturbing factor, although it is prema- 
ture to infer that anything like important quan- 
tities will come on re-sale. For the present, all 
indications point to a restriction of the outlet for 
manufactured rubber, and the policy of buyers of 


Rubber. 


raw rubber is to go slow until the outlook becomes 


clearer. There is no mistaking the fact that condi- 
tions in the United States have grown worse, 50 
that the falling-off in the demand from that quarter 
is not to be wondered at. Industrial enterprise there, 
at any rate, has become seriously threatened by the 
Labour unrest which hag lately spréad to one of the 
chief rubber manufacturing districts. In addition 
to this, there is the railway trouble, although 
the latest advices suggest that a strike will be 
averted. America, of course, is by far the biggest 
rubber consumer, hence, until the Labour diff- 
culties have been straightened out, the outlook is 
viewed with a certain amount of anxiety by rubber 
holders. The demand recently was not really bad, 
in fact considerable quantities of the product were 
taken care of, while the squaring-up on contracts by 
dealers in the course of August had a temporary 
steadying effect. 

The statistical position is now impaired by accu- 
mulations, and this is no doubt calculated to encour- 
age buyers in their reserve, arrivals having assumed 
rather larger proportions, and it is probable that 
spot delivery will remain at a discount, while the 
estates are still reluctant to make concessions for 
forward contracts, an attitude which is rather 


puzzling having regard to the changed conditions, 


inasmuch as there is not much chance of improve-- 
ment for some time, at any rate. Much, of course,- 
depends on the turn of events in the:trans-Atlantic 
trade, and in the meantime the market must be 
expected to be put to a somewhat severe test, since 
unsold supplies coming to this side will have to be 
financed, which tends to aggravate the want of 
confidence. The Straits shipments for July were 
particularly heavy, representing well over 5,000 
tons, this making the aggregate from that source 
over the seven months 28,718 tons, compared with 
17,933 tons in 1915, and 10,090 tons in 1014. At 
this time last year the prices of both plantation No. ! 
latex and fine hard Para were practically on the 
same level, near 2s. 5d. рег 1b., but whereas the 
fopmer now stands at well under that figure. the 
value of hard Para is not much under 3s. per l^. 


"though the quantities of the latter at present sealt 


in are of no special importance. 


- 
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INQUIRIES FOR CABLE ACCESSORIES. 


By *8.Q." 


THE above subject is onc on which, up to the present, very 
little, if anything, has appeared in the electrical Press. 

During the past ten years or so, this particular branch 
of electrical work has developed very considerably, and 
as each year goes by, the users of cable accessories are more 
particular regarding the design of them. 

In view of this, it is but reasonable that engineers should 
-þe expected to make their inquiries as clear and as concise 
as possible. | 

At present a great number of inquiries are sent to 
manufacturers, giving insufficient information for them to 
quote upon. 

Very often exceptionally low prices are quoted, ** without 


7 


E 


5 | 
i Sm 74 - 


CAL REVIEW. _ | 


255 


If some of the following suggestions were embodied in 
inquiries, I feel sure many manufacturers would appreciate 
them very much indeed :— 

The voltage should always be stated, especially if for 
H.T. or E.H.T. work. 

The name of the cable manufacturer should be stated, 
especially if the boxes are required for existing cable. 

Full particulars of the cable should be given. — - 

State if the boxes are ordinary * joint” boxes, or if dis- 
connecting ; in the latter case, state if fuses or links are 
required ; also state which cables are to he disconnected. 


Show links thus ||, and fuses thus R. 


. The “lid joint" of disconnecting-boxes is a very 
important thing, and if any special joint is required, such 
as “ packed joint,” “diving bell," or * machine joint,” &c., 
it should be stated. : | 

If the boxes are required for fixing to the wall (and if 
they are not ordinary “ terminal boxes "), it is necessary to 
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TABLE OF DIAGRAMS. 


No. 1.—$Straight-through non-disconnecting "single." 


No. 2.—Straight-through non-disconnecting '* 2 singles." 


No. 3.—Straight- 


through non-disconnecting "3 singles.’ No. 4.—Straight-through non-disconnecting "two singles off single." No. 5.—Straight-through 
non-disconnecting “twin.” No. 6. - Straight-through non-disconnecting "2 singles off twin." No. 7.—Straight-through non-disconnecting 


[1 


“ concentric,” No. 8.—Straight-through non-disconnecting 
triple-concentric.” 


two singles off concentric.” zem 
No. 10.—Straight-through non-disconnecting "3 singles off triple-concentric." 
disconnecting ‘3-core.” No. 12.- Straight-through non-disconnecting "3 singles off 3-core. 


No. 9.—Straight-through non-disconnecting 
No. ll.—Straight-throurh non- 
No. 13.—Straight-through non-discon- 


necting "i-core." No. 14.—Straight-through non-disconnecting "4 singles off 4-core.” No. 15.— Three-way disconnecting "3 singles all 


ways, lmks on main, fuses on branch." No. 16.—Three-way disconnecting "three singles all ways, links on branch only." 


No. 17.— 


hree-way disconnecting ‘3 singles main (3-wire work) links on positive and neutral.” No. 18.—Three-way non-disconnecting “ single all 
ways.” No. 19.—Three-way non-disconnecting “twin all ways.” No. 20.—Three-way non-disconnecting "3-core all ways." No. 21.— 
Three-way non-disconnecting ``3-соге main, twin branch." - No. 22.— Distribution box “3-way 3-phase" (fused). No. 23.—Distribution 
box “2-way 3-phase" (fused). Хо. 21. Distribution box "3-way 2-wire” (fused).—No. 25.—Three-phase pillar "six-way " (fused). 


going into the matter very far," merely to get the order 
“which may be pending " for cable. | 

When low prices are quoted in this manner, it is only 
natural that repeat orders will be given to the same firm. 
Of course, if there is no cable ordered at tlie same time, the 
boxes have to be supplied at a loss. | ` , 

In order to prevent delay in answering inquiries, due 
to their not being clear, small sketches or diagrams of con- 
nections (as here illustrated) should accompany them, 
together with a few notes statine definitely what is required, 
and under what conditions (if special) the boxes are required 
to work. Not only will the manufacturer thus be treated 
fairly, but. the client will stand a hetter chanee of getting 
the quotation promptly and correctly, i 


give a sketch showing the various cables in each gland ; 
that is, supposing the cables are different in size or type. 
If the box is “three-way,” it is necessary to know if the 
cable on the “tee” leaves at the top or at the bottom ; if 
a “ straight through,” it is necessary to know if it is to be 
fixed vertieally or horizontally. Inquiries should always 
State whether compound is required or not. 

Sometimes cables are required to. be taken out of boxes 
through pipes, in which case the inquiry should state 
definitely the size, and whether * conduit" or “ordinary 

ipe." ; 
g оо) with * wall terminal boxes," very often 
bare leads are taken off ; this point should be specially 
mentioned. 
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When boxes are required to be fitted with troughing 
sockets, full dimensions of the troughing in use should be 
given. 

If wiping glands are specially required, this point should 
be mentioned. | 

If bóxes are required to be ** watertight," special mention 
should be made, and if the customer has any preference, 
he should state what particular joint | 
he prefers— е./., “ machined joint,” 
“ packed joint," &e. 

In the case of ** distribution-boxes," 
it is necessary in almost all instances 
to send a sketch or diagram of con- 

"nections. 

Customers should bear in mind that 
manufacturers are not always in a posi- 

' tion to supply exactly what is^required, 
and they should give them an oppor- 
tunity of quoting for standard material 
or for boxes the patterns of which are 
already made. 

Where boxes are required for 
“ mining work," it should be specially 
stated whether they are required for 
" underground " use or otherwise. 
This is very important, as unless it 
is specially stated, quotations are sent 
in for boxes suitable for * underground 
use." ; 

Cable manufacturers, as а rule, 
manufacture several  ** classes " or 
"ranges" of boxes to meet all re- 
quirements, and inquiries should state 
whether a cheap, medium, or very good 
and serviceable box is required. Some 
boxes are only required for temporary 
use, and it cannot be expected that 
the customer would wish to pay, say, 
£10 for a box when one at, say, £5 
would meet his requirements. 

It should be stated whether the 
cable is armoured, and if “tape,” or 
“single,” or **double-wire ” armoured 
(even in the inquiry stage it occurs 
that full dimensions of the cable are 
necessary). | 

Drawings sent for approval are not 
always treated properly. Instances have 
occurred where material has been made 
to approved drawings, but when received has been com- 
plained about or rejected (very unfair to the manufacturer). 
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ELECTRIC TRAVELLING CRANES FOR 
N.S.W. GOVERNMENT. 


THANKS to the courtesy of Messrs. Cowans, Sheldon & Co., 
Ltd., of Carlisle, we are enabled to illustrate one of six 
large electric travelling cranes recently made by them for 
the New South Wales Government, all of which have been 
constructed according to the complete design provided 
by the purchasers. | 

The eranes are capable of dealing with loads up to 15 
tons at a fixed radius of 55 ft., and the height to the centre 
of the jib head pulley is 84 ft. above rail. The revolving 
superstructure is mounted on a high carriage, so as to give 
a clearance under the jib of 47 ft. at 14 ft. 11 in. from the 
centre of the crane, 

The carriage is arranged to travel on rails laid at 
22 ft. 6 in. centres, and has an opening between the rails to 
allow railway traffic to pass under the crane. The lifting 
barrels, of which there are two, are driven through two 
double reductions of spur gearing by two 100-B.H.P. motors, 
giving a lifting speed with full load of 100 ft. per minute, 
or, if driven by one motor only, of 50 ft. per minute. 

Automatie mechanical brakes of the Weston type and 
automatic solenoid brakes are fitted on the second motion 
and armature extension shafts. 


| 

The slueing motion is driven by a 25-B.H.P. motor, which 
givesa speed of 300 ft. per minute at the hook. 

The crane is mounted on four pairs of cast-steel rail 
wheels, one pair of which on each track is driven by a 
25-B.H.P. motor through spur gearing arranged to give a 
speed of 100 ft. per minute. | Е 

Each set of control gear is of the contactor type, the 


ELECTRIC TRAVELLING CRANE FOR COAL SHIPPING. 


contactors being mounted on iron frames suitably fixed at 
the back of the machinery house, and operated by master 
controllers situated at the driver's position in front of the 
house.. 

The whole of the switchgear, including the circuit 
breakers, ammeter, voltmeter, and connections, is of the 
ironclad type, mounted on a steel frame, and the complete 
equipment is arranged to work on direct current at 600 volts. 
Ample provision has also been made for lighting the crane 
throughout. 

These cranes are for use on the new wharf at Newcastle, 
N.S.W., for coal-shipping purposes; Australian papers 
report that tests on the spot showed the anticipated speeds 
to have been considerably exceeded. 


THE - SPERRY SEARCHLIGHT." 


(Abstract of article by Carr. ADELNO GIBSON.) 


THE one important essential of the projector searchlight lies 
in the are source of light, and it has only been recently that 
any great advancement has been made in this direction. This 
improvement in the output of the searchlight of a given size 
lies in the increase of the specific brightness of the light 
source, which is the brightness per unit area of the light 
source. It is this tremendous increase of the light source 
brightness that makes the Sperry lamps so much more power- 
ful than any of the lamps used in the present standard Army 
and Navy searchlights. aa 

The pure carbon crater has a fairly constant brilliancy of 
Раа сек шеру ee ЧЕ [МӨ 
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approximately 150 с.р. per sq. mm., and it has been con- 
sidered that this was the highest attainable briliancy. It is 
true that this old standard searchlight arc gives the highest 
brilliancy obtainable from a heat radiating solid, since carbon 
has the highest melting point of any known element, but this 
brilliancy has been surpassed in the Sperry arc by making 
‘use, in addition to this heated crater surface, of a superheated 
vapour or gas produced in the arc. This superheated gas is 
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lamp, 60-in. searchlight. 
` Fic. 1.—CANDLE-POWER DISTRIBUTION CURVES. 


formed from certain special materials that are powerful light 
producers and with which the positive carbon is impregnated. 

For the successful use of this bright vapour as'a searchlight 
source, it is necessary that it be concentrated in a very small 
area. This is accomplished in the Sperry are by maintaining 
a very deep crater in the positive carbon and into which crater 
this bright vapour is kept pressed. This vapour causes the 
mouth of the crater to emit a verv in- 
tense illumination running even as high 
as 500 с.р. per sq. mm. ог 320,000 с.р. 
per sq. in. The force used to keep the 
vapour pressed back into the crater of 
the positive is the arc -flame from the 
negative carbon, and is similar to the 
arc flame used in the old standard 
searchlight lamps. The arc flame ap- 
pears аз а flame of considerable velocity 
emanating from the negative carbon, 
and gives but very little light in either 
the old or Sperry tvpe of arc as com- 
pared with the positive crater. - 

The following tabulation of the specific 
brilliancies in C.P. per sq. mm., which 
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the vapour into a crater having a much smaller mouth 'area 
than in the case of a carbon arc of similar amperage, and this 
results in а reduced angle spread of the beam which is much 
more nearly parallel throughout its length. For the standard 
150-amp, arc the positive carbon is only § in. dia., and the 
crater diameter somewhat less. The negative carbon diameter 
is only 7/16 in., and with its small holder casts very much 
less shadow on the centre of the mirror, thus adding more 
- refleeted light to the beam. | : 
The principle upon Which satisfactory operation 
of this high intensity arc depends is entirely 
different from what had been previously sup- 
posed. It was first believed that current density 
was the principal factor for the operation of such 
ares, but we have found out experimentally by | 
current densities ranging from 100 to 1,000 amp. 
per sq. mm. that current density is not the con- 
trolling factor, but that current value is the im- 
portant factor. : 
Tt is evident that to obtain this highly concen- 
trated light source and at the same time produce 
: constantly a suffieient supply of bright vapour to 
fill thé positive crater, a rapid consumption of the 
positive electrode is necessary. It is for this 
reason that the positive carbons are so much 
longer than those previously used, being 44 in. 
for the standard 150-amp. arc. In the old type 


searchlight arc rapid. consumption of the. positive 
was not necessary since the gaseous products 
were not used at all in the production of light, 
but in the Sperry type of arc this rapid burning 
of the positive is necessary to provide the light 
emitting gaseous materials. : 


pos 
C Tam... 


is rightly taken as the basis of 
efficiency-comparison fer all аге work, 
ee the tremendous light intensity of 
the Sperry arc :— C.P. per 
| sq. mm. 
l. Ordinary tungsten fila- ) 
WONG: оа dts 2.4 фо 54 
2. Ordinary tungsten  fila- 
ment, nitrogen filled ... 10.0 to 20.0 
3. Tungsten at the melting 
point (3,500 deg. С.) ... 72.0 C\ d 
4. Arc flame, ordinary white À | 
flame are .................. 7.0 to 20.0 23. \S 
9. Surface of crater “ spot," N ! 
flame arc positive ...... 50.0 to 90.0 21. 8H \ d 
6. Crater surface pure car- | А 
bon average ............... 50.0 Eee ESTE RES = 
T. The Sperry arc being the 20 ; ARCHI. [ 
Ње с.р. of dense рові- N TT Š 
tive vapour in deep Du | ri d 
crater of a two-flame » s ° aig: 
arc, special projector 9. ЗЕ: | E at 
electrode — .................. i | | i "EL 
` 8. бип at 30 deg. elevation 775. 17 ( ЫҢ | ' =E i 95 
The very high light intensity of th 27 WU oe Se mr с=с ост ў 
тегу high light intensity of the I | ч==:..: СО SS ши: 
Sperry ‘arc is also indicated Ьу the i | ы Feo eee m з= = 
curves shown in fig. 1. Curve A shows { Oe ane ET | had „лы. & 
the С.Р, distribution of the old type Poe Loi 7 ———— ÀLLLÓÉL— 
36-in. searchlight lamp with a maxi- 25 26 А 15/6 RA EC | 


mum of 42,000 с.р. throughout а com- 
paratively small zonal angle, and curve. 
D shows the С.Р. distribution of the | 
Present Sperry 36-in. searchlight lamp indicating a maximum 
of 105,000 С.Р. with a very wide angle of high intensity. 
Another great advantage which the Sperry arc has over 
the older form lies in the very great reduction in area of the 
light-giving source or crater. | 

It is possible by using this new type of arc to concentrate 


Fig. 2.—SPERRY SEARCHLIGHT : OPERATING MECHANISM. 


The Sperry Gyroscope Co., after two years’ experimenting 
with this meee form of arc, are now manufacturing projector 
searchlights giving æ C.P. intensity at the arc corresponding 
to that shown in fig. 1 for the 36-1n. size, and Mau 
with an accompanying reduction in the divergence of | * 
beam, gives an illumination on the target of six times tha 
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formerly obtained with the older type searchlight of similar "Тһе negative carbon can be easily put into place when the 


| . carriage is swung to one side. _ 
е dedu an elevation of the Sperry searchlight. The A rheostat is used in series with the arc adjusted, so as to- 
control box contains a shunt-wound motor (10) direct con- get a voltage across the arc of about 75 volts. 
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Fig, 3.—EXxTERIOR VIEWS, SPERRY SEARCHLIGHT, 


nected to both a centrifugal blower (11) 

and a gear train for the feeding and a 
rotating mechanism. The blower fur- 3 qmm c 
nishes air through passages (3) and (4) P D 

to the positive and negative carbon Kd 
holders respectively. The air supplied to Е 7 
the positive holder is forced between a A 


number of heat radiating disks which / | 
surround the end the holder nearest / | 
the arc. The cap (28) is open on the. / | 
upper side to allow the air to escape Z | 
from the positive holder. This method 7 | 
cools the positive carbon and also re- / yr T | 
moves the heat from the mechanism of ' / VAmmefer Y | 
the positive carbon holder, received | Ж. 
mostly by direct radiation from the arc. | | 
The positive carbon is rotated, being | 
connected to the motor (10) through a | 
vertical shaft (5) апа а worm gear. А | 
small crank carrying a crown gear, | 
which engages a gear on the vertical 
shaft, is used to rotate the carbon by | 
hand if necessary. 


— — — — — 
— —À — 


The positive feed is operated by | search. Light 
thermostatic control of the solenoids (8) drum 
through the vertical shaft (6). The | | 
thermostat is mounted on the drum, and \ | 
so arranged that when the positive car- — \ | 
bon burns out of the focal point of the A | 
mirror the light from its crater is brought \ 5 
on to the thermostat, causing feed of the — \ | = 
positive carbon until the focal point is \ | 
again reached. This automatic control \ | 
of the positive carbon is also supple- \ | 
mented by hand control. \ Flags sx | 
The feed of the negative carbon is мњо Э, al 
controlled by the solenoid (12) con- Г 
nected directly across the arc, and moves 1000 Gms 
the carbon in the proper direction as the £50 Ohms E 
poga io or falls. The automatic pee w En 
eed o e negative carbon is also condenser | E 
supplemented by hand control. A strik- Ael nung Sakera fert gai E 
us ой үс) moves the entire nega- coit Brees br Llig ia ——* 
Ive holder back the proper arc length адаб ni RC: 
on striking the arc.. ne enge ae HLL 
he entire negative carriage can be i ~C US F t 
turned to the right tò permit new nega- Vertical отту Moio- 31769) e тера 
tive carbons to be inserted; when so EST » | Contre. c 
INN b F. » s ^ y 
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leased slightly, permitting a new carbon 


turned, the grip on the carbon is re- Search light | 
to be slipped in easily. (7 


17 Мота Control- 


The operation of the Sperry lamp is | « Sans" = 
ie ее тешкен Du very little L-i СЕЕНЕНӘ - - 
attention after the simple adjustment i j 
for length of the Hes s d of тош ап Fig. 4.—CiRCUIT DIAGRAM, SPERRY SEARCHLIGHT, 


of the positive carbon, and the feeding of the carbons have 


The hand control is ‘shown in fig. 4. This mechanism 
consists of a small pointer with a handle 6 in. in length 
mounted above the operating mechanism, which is contained 


been made. The positive carbon is inserted into the hold 
slowly rotating it and pushing it forward at the min ae 
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in a small brass composition box with overall dimensions 
of about 3 in. wide by 3 in. high and 5 in. long, and a total 
weight of about 7 lb. 

In operation of the hand controller, the pointer is kept in 
the direction to which the beam of the searchlight is to be 
trained. The vertical апа the horizontal training motors are 
series wound, and both have the same system of speed control. 
By means of a double contact arrangement, two speeds are 
provided for each motor. On the first, or slow-speed contact, 
resistance is placed in series with the motor armature; on the 
second, or high-speed contact, all the resistance is cut out. 
The second or high-speed is about three times the first or 
slow-speed. 


This controller is connected by an interior communication . 


cable to the operating mechanism at the base of the search- 
light, by means of which the drum is turned in azimuth or 
elevated or depressed, corresponding to the movement of the 
ecntroller handle at the distant station. 

А very important advance in this work has been in the 
manufacture in this country of carbons suitable for such 
searchlight ares. Formerly the only source of supply of car- 
bons suitable for these results was Germany, but after many 
months of co-operative work between the largest carbon 
manufacturers of this country and the Sperry Co., the latter 
is now able to manufacture superior carbons for this purpose. 
_ The Sperry Gyroscope Co., which has developed this are, 
1з now using it in searchlights of 24-, 30-, 36-, and 60-in. dia. 
In addition, the Sperry lamps are being installed in old search- 
lights, replacing the old form of arc. 


bann — —————————— 


THE .BERKSHIRE IGNITION MAGNETO, 


Ат а time when a good deal of attention is being devoted in 
the United Kingdom to the question of ignition magneto 
manufacture, to remove the dependency on German-made 
machines of the British motor-car industry which existed 
prior to the war, considerable interest attaches to any new 
design of magneto that may be introduced, especially when 
such new design embodies novel features, as is the case with 
the “ Berkshire " machine, which has recently been brought 
out by the Berkshire Magneto Co., of Pittsfield, Mass., U.S.A. 
‚ One of the principal claims made for this new magneto 
is that, while it gives a strong spark at low speeds, and thus 
ensures easy starting of the engine to which it is attached, 
the power of the discharge increases at a lesser rate than 
the speed. It is, of course, possible to have too hot an 
ignition spark; if the high-speed discharge is very intense, 
it has a destructive action on the points of the sparking plugs 
and the contact breaker, and puts an undue strain on the 
condenser and the insulation. 

Owing to the peculiar magnetic circuit of the machine 
under notice, it is claimed that the discharge current reaches 
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SECTION or BERKSHIRE 12-CYLINDER MAGNETO. 


one half of its maximum amount at a speed of 50 R.P.M., 
While at 150 R.P.M. it has attained 80 per cent. of the maxi- 
mum Intensity. This means that the spark produced at 150 
F.P.M. is practically identical with the spark at 3,000 R.P.M. 
‚ Another feature of the machine is that there are no wind- 
д8», either low or high-tension, оп the armature. In fact, 
t e only rotating member which carries electric current is 
е Internal portion оѓ ‚һе distributor. The horse-shoe 
ce ee has two poles, while two supplementary poles of soft 
te: ath Placed in the mouth of the horse-shoe, these being 
Boece ically insulated by aluminium. In the accompanying 
ai ice, sectional drawing of the magneto, it will be seen 
arrar ere are four deep grooves in the armature. By this 

agement the four iron portions of the armature are made 
Sint pond to the pair of main poles and the pair of supple- 
бе. poles in the field magnet. The iron parts of the 
y deat are held together, and also magnetically insulated, 
ор n the driving shaft and the armature pole pieces 

8 locked together by a die-casting process. 


The supplementary pole pieces, which are made of soft-iron 
laminations, are also die-cast in their aluminium cases, and 
it wil be seen from the lengthwise sectional drawing that 
the laminations extend a good distance behind the horse- 
shoe. It is between the ends of these projecting supple- 
mentary pole pieces that the coil unit is placed; this consista 
of a soft-iron core, having a L.T. and a H.T. winding; there 
is thus a magnetic circuit from one of the supplementary 
pole pieces through the core of the coil and back via the 
other supplementary pole piece. When the armature is in 
the corresponding position, the magnetic circuit passes from 
one main pole through a segment of the armature to one 
of the secondary poles, thence through the core of the coil 
unit, and back via the second supplementary pole piece, oppo- 
site armature segment and other main pole. It is now pos- 
sible to explain the condenser effect of this circuit. When 
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SECTION OF MAGNETO SHOWING UNWOUND ARMATURE 
CONSTRUCTION. 


the armature is rotating, the passing of the iron portion across 
the faces of the pole pieces sends a series of magnetic 
" charges ” into the projecting portions of the supplementary 
poles. Through the air surrounding the latter, a certain 
amount of magnetic leakage can take place, so that the 
upper and lower supplementary poles may be regarded as the 
inner and outer coating of the condenser. The air gap pro- 
vides a constant leak or discharge resistance, so that the flux 
which passes through the core of the coil unit cannot be 
increased above a certain point. 

From the sectional drawings, it will be observed that a 
condenser is contained in & small round case mounted on top 
of the upper supplementary pole piece; thence the H.T. cur- 
rent passes to the central member of the distributor which 
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DETAILS OF CONTACT-BREAKER AND H.T. DISTRIBUTOR. 


carries а number of brass segments corresponding to the 
number of cylinders of the engine. In the outer part of the 
distributor are brass pins; between the pins and -the rotating 
sectors, however, there is no actual contact, the current 
jumping across a very small air gap; the safety gap is con- 
tained within the distributor. \ А 
Turning to some of the mechanical details of the machine, 
the contact-breaker mechanism is interesting, the method of 
adjustment being on novel lines. The spring А is one con- 
tinuous piece of steel, wrapping round the pin B, means of 
adjustment being provided at the points c and p. "The lower, 
insulated, platinum point is carried on a small strip of spring 
steel backed by a stout strip of red fibre. The upper screw D 
adjusts the tension of the contact-breaker spring, and the 
lower screw controls the position of the contact-breaker 
D 
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points. The whole contact-breaker mechanism is so arranged 
that jt can be easily removed for cleaning or adjustment pur- 
poses, while the сой unit can be. withdrawn by removing а 
couple of screws. ` 

The range of.' Berkshire" magnetos includes а two-spark 
pattern for four and -six-cylinder engines, and four-spark 
inodels for four, six, eight, and 12-cylinder motors. The 
construction.is claimed to be particularly well adapted to the 
four-spark system, the machine, of course, then running at 
half the speed of the two-spark type. The makers point out 
that another advantage of the four-spark system is that it 
provides à six-cylinder magneto with a very wide range of 
adjustment, 45 deg. being easily obtainable, this being 45 
deg. on the crankshaft. This wide range, coupled with the 
automatic limitation of spark intensity, gives, it is claimed, 
all.the advantages of battery systems of ignition at low speed 
and of wound-armature magnetos at high speeds, with a 
practical elimination of the ordinary disadvantages of both. 

Finally. it may be mentioned that the new machines are 
characterised by light weight and strong mechanical details, 
and that, electrically and mechanically, they are excellent 
manufacturing propositions. The solid, unwound armature, 
for example, can be made a close fit within the magnet poles 
without any difficulty; the coil unit is easy to wind, and 
nearly all the non-magnetic parta readily lend themselves to 
production by die-casting. 
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OIL ENGINES AND STEAM ENGINES IN 
COMBINATION. 


(Abstract of Paper read before the DIESEL ENGINE USERS 
ASSOCIATION by GEOFFREY PonTER.) 


My object is to discuss some of the problems met with in extending 
a comparatively inefficient generating station of the "lighting 
load" order with a plant capacity round about 1.500 KW.. and 
equipped with steam engines, some with condensers and some 
without ; there ате dozens of such stations dotted about the country. 
from 12 to 20 years old. — — | 

Some five ог six years avo, several papers were read. in which 
. меге. discussed the advantages to be vained by the use of the 
Diesel engine. Some of the writers, I think, rather overstated 
their claims, and all conclusions were based chiefly on results 
obtained on the Continent with plant manufactured by Continental 
firms. | 
. Now, however. the Diesel engine is making good headway : 
manufacturers and users have gained experience; the fuel oil 
-question is in a fair way to being solved hy utilising the products 
. of the distillation of coal; and though the capital cost is, and will 
probably continue to be, high. the essence of the problem, 4.е.. the 
.balance'in hand to credit of net revenue account in the annual 
balance-sheet, is found to improve in proportion to the use of the 
.Diesel engine. The mixed stations have justified the wisdom of 
their engineers during the present extremely diffeult times : but for 
their efficient oil engines many of them would be in a bankrupt 
condition to-day. 

The eapital expenditure on three specifiel stations up to the 
time when Diesel engines were put down. was (for generating 
plant only) as follows, viz. :— 

Station “A, #291 per kw.: Station " B," 

Station ` C," £398 per Kw. 
, Stations " A" and “С condense the exhaust steam ; Station ^ B^ 
is a non-condensing station. The overall thermal efficiency of the 
three steam plants in the year prior to the adoption of Diesel engines 
was :—Station " A," 4°93 per cent. ; Station © B." €] per cent, : 
Station " C," 2'6 per cent. 

These results are not very encouraging when one considers the 
money that has been put into the plant in each ease, Neverthe- 
less. the figures are typical of stations of their class. 

This thermal efliciency is arrived at by calculating the British 
thermal units equivalent to the units generated at the dynamo 
terminals (taking 3,112 B.TH.U.'s per B.O.T. unit) and working out 
the total as a percentage of the B.TH.U.'s in the quantity of coal 
consumed. The figures viven are not absolutel y accurate, owing to 
the heat-values of the coals used not being certain. | ў 

Ав one can speak most fully from one's own experience, ] trust I 
may be fórgiven if I analyse the various figures tabulated for 
Station "A." In 1911. extensions of plant became imperative : 
what had been done in the past and the possibilities of the future 
were very carefully considered. 


The capital expenditure оп generatinz plant up to the : 
financial year 1910-11 was as under :— ? ! ры шогена of the 


£280 per KW. 


ENGINE-ROOM PLANT. 
Engines, dynamos, and foundations... 44.690 "ER | 
Condensing plant and pipework 3.506 } 6152 per KW. 


BOILER-HOUSE PLANT, 
Boilers and their brick settings £3.602 
(nominalevaporation, 36.000 1b. per hour) 
Feed-pump, injectors, and pipework... 1.500 
Chimney, economiser, and flues: 2.400 
Gross capital expenditure ie £201 per KW 


£139 per kw. 


PONCE PER UNIT GERERATECO 


On this outlay the annual charges for interest and redemption of 
capital amounted approximately to £1,200, or £233 per KW. 
installed. 

On the other side of the account. 1 KW. of maximum load on the 
feeders produced (in 1910-11) 1.243 unita, equivalent to about £2], 
Hence the capital charges on the steam-raising and using plant 
alone absorbed as much as 10 per cent of the earnings. (Annual 
load factor, 2 per cent.) 

After consideration it was decided to extend the plant with 
Diesel engines. Atthetime an addition of 250 KW. was required, 
and it was decided to divide this capacity between two engines : 
firstly, because a better "running-plant^ load factor could be 
obtained in this way : and, secondly, from motives of caution. 

The cupital cost of the extension worked out at £16°95 per Kw. 
Two years later a third engine was obtained coupled to a 260-KW. 
dynamo at а capital cost of £1927 per KW. In all, the capital 
expenditure was £18713 per Kw. for 510 KW. capacity. 

Station " B" spent £267 per Kw. for 600 KW. : and Station" C" 
a sum of £1866 per KW. for 540 Kw. of plant. Local circum- 
stances entailed a very heavy expense for foundations in the case of 
"B," while plant was more expensive in first cost than at the time 
when I was in the market. “B” profited by other people's experi- 
enceinthematterof "accessories. and wisely spent rather more money 
on them--notaubly. on fuel oil storage tanks. “C~ adopted engines 
and dynamos which required large foundations, with the result that 
the gross capital outlay was rather yreater than it was in 
Station " A." 

An equivalent steam plant for " A" would have necessitated an 
outlay of £7.450. equivalent to £14°S per KW. The annual charges 
for interest and repayment of principal would have been £177 less 
for a steam plant than for a Diesel plant. 

On а “running plant " load factor of 65 per cent.. and with coal 
of about 13,000 B.TH.U's per 1b., I expected to produce 500 units. 
more or less, to a ton of coal—taking the whole steam plant into 
consideration. Inquiries in several quarters led me to expect con- 
fidently that a Diesel engine, under the same load-factor conditions, 
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RUNNING PLANT LOAD FACTOR 
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would deliver 3.200 units per ton of fuel oil of 17.500 H.TH.U.3 
per 10. · Assuming a price ratio of 23 to 1 between oil and coal (аз 
it was approximately for " A" in 1910 to 1911). there was a large 
margin in the earning capabilities of the two types of plant to 
cover the difference in the annual charges. 

The problem was, however, complicated by the existence of the 
original steam plant. in conjunction with which the Diesel engines 
would be required to work. Undoubtedly the boldest course to 
adopt would have been to write off a part at least of the steam 
equipment, This plan was considered, but the sum required for 
the purpose was too yreat for the finances of the undertaking to 
bear. 

Had more steam plant been added to the old, and allowing fora 
much shorter loan period and a higher rate of interest, the annual 
combined capital charges would have amounted to £1'62 per KW. 
of plant. The earning powers of onc KW. were not expected to 
increase. The total capital cost would have become £221 per KW. 

The following returns wive some important figures for “A :— 
Gross protit 
por KW. of 


Revenue per 
kw. of 


Year. шах. load. max. load, 
1910-11 £212 £1r3 Steam plant only... 
1911-12 204 IM Part Diesel about 2 months. 
1912-13 1971 1171 Diesel plant 52'2 % of output. 
1913-14 аө 11's .. 2 МӨ . " 
1514-15 213 кө Т "E v 
1915-16 23 111 5 TS. ч, ^ 


In the first column the revenue per KW. of maximum demand on 
feeders was artificially increased by the maximum output falling 
off during the last two periods. owing to restrictions. more rapidly 
than did the number of units sold. In the second column the 
fizures of gross profit were adversely affected by the steam “ stand- 
by" charges, two boilers being kept up for the greater part of ше 
time iu case of Diesel engine failures. During the last two years 
in the table the boiler house was entirely shut up. except for а 
month or so. There is no doubt that the efficient working of the 
Diesel engines effected а marked increase in the gross profit per 
KW. of maximum demand on the plant. In the year 1912-13 b 
tendency of the gross profit had begun to counteract the dowaware 
trend of the revenue curve. | : 

An examination of the figures quoted shows that the lower cost 
of operating a Diesel engine plant quickly extinguishes the higher 
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annual charges for capital, although in the case of A " the steam 
plant has an advantage of £'33 per KW. in respect of capital 
charges. M» 

. Five years ago opinions differed as to the functions of a Diesel 
engine in а "mixed" station. I think it is now the general 


practice to work the Diesel engines "for all they are worth." and 


to keep the steam engines in reserve. 


A comparison of the zenerating coats of the three stations before | 


“and after adopting Diesel engines: is instructive :— A” shows а 
reduction of ‘358d. per unit generated ; “ B" shows a reduction of 


“it is not difficult to keep an engine well up to its test results. 


~ number, of occurrences 
` In course'of time it was 
й са arid compile records 
. to some extent was а necessity. In this way the Diesel Engine 


'046d. per unit generated ; "C" shows a reduction of ‘276d. per unit 
generated : these figures being obtained in the face of rising fuel 
prices. Similarly the overall thermal efficiencies have improved :— 
"A": Thermal efficiency rose from 4°93 per cent. to 226 per cent. ; 
"B": Thermal efficiency rose from 61 per cent. to 10:5 per cent. ; 
"C": Thermal efficiency. rose from 2'6 percent. to 675 per cent. 
These figures depend, of course, on the proportion of the units 
generated by oil as a percentage of the total units renerated. “ В“ 
having a steam plant of five times the capacity of its oil installa- 
tion, was obviously unable to make so great a reduction as was 
'* A," where the proportion was, roughly, ] to 1; and ^ C." 1'6 to 1. 
The greatest reductions are in the items fuel, wages and repairs. 

The cost of fuel per unit generated for station “А " at various 
load factors for the steam and oil sections of the plant is shown 
graphically in fig. 1. Coal costs 18s. 3d. per ton, fuel oil was 
at 618. perton. The figures are taken from the ordinary weekly 
records, and are the result of every-day running conditions. : 

From approximately full load down to half load there is a drop 
of 6'3 per cent. in the steam figures, and over a corresponding series 
there is one.of 20 per cent. in the oil figures. 2 

Astatement of some of the " vital statistics " of eight generat- 


ing stations having both steam and oil plants may be of interest ;- 


it shows & general tendency towards improvement in the financial 
position since the Diesel engine was adopted. 


Reduction in 


Gross profit per 
fuel cost per 


KW. of max. lond kw. max. load after 


Station. unit sold. before oi] plant. adopting oil plant. 
l "31d. £11°3 Е 
2 "23d. .wu 105 
3 '20d. 8's 14°3 
4 = 18d. 1 15°2 
.9 "20d. 3°37 uu 
6 эта. + 10/2 
-7 па, trs 1l5 
8. "06d. 134 15°] 


The Diesel engine hag this important advantage over the steam 
equipment. If valves are leaking and adjustments are not in order, 
the fact becomes quickly obvious. The indications on the gauges 
(and there are not many of them) draw one's attention to 
irregularities. 

Bat а steam engine may run beautifully to the outward: eye and 
ear although piston valves and piston rings may leak, and the 
valve settings may be wrong owing to eccentric strap wear: the 
boiler settings may be drawing many cubic feet of air into the 
flues ; the fires may be too thick or too thin. In very many cases, 
provided the main steam gauge is showing about the correct steam 


pressure. there is a general feeling of satisfaction with the aspect . 


of affairs. 

Personally, I managed to improve the steam costs of “A `“ by 20 
per cent. or so by the aid of flue thermometers, draught gauges, 
flue yas analysers, and graduated staffs in the boiler-feed water 
tanks: but even at that the benefit was but a fraction of that 
gained by purchasing plant that was inherently more efficient 
from the thermal point of view. Putting the three things 
together, capital charges, running costs, and gross profits, the 
advantage accruing from the use of the Diesel engine for installa- 
tions within the limits indicated in this paper is manifest. 
The figures quoted for 5^ A " showed the combined annual capital 
charges for interest and redemption to be £1°95 for a mixed steam 
and oil plant, and £1°62 for a steam plant only, the difference 
being one of 20 per cent. Taking the running costs for the last 
completed financial year, the’ reduction in running costs from those 
obtained in pre-oil days was no less than 344 per cent. 

I should like to urge on all Diesel engine users the vreat value 
of the indicator diagram as a quick and ready means of testing the 
condition of an engine, The " hand-drawn " cards are particularly 
valuable, as showing the distribution of the fuel oil among the 
cylinders. If cards are taken and filed for reference and comparison, 
The 
outlay of £10 to £15 on an indicator set is a small matter in com- 
parison with the losses that „пау occur if an engine із not 
periodieally checked. ` 

The choice of the most suitable Diesel engine to accept. when 
confronted with a number of them, is not easy. 

‚ Ido not venture to lay down an y rule for the guidance of anyone 
in this matter, but T will go so far as to say that my own prefer- 
on is for (1) a low piston speed : (2) a low mean effective pressure 
ad the таео сага: and (3) a low piston and crank-pin 
i ung. The general design of the crankshaft and its bearings, 
ne gudgeon pins. and the lubricating arrangements throughout 
must. of course. be examined also. І : | 
| . The transition from the paper stage to the practical one of 
Operating thé Diesel engine not unnaturally brought to light a 
with which engineers were not familiar. 
felt that a central body competent ‘to 
and to act as а standardising authority 


ers, Association came into being. 


de should like to draw your attention to three subjects which have 


I of great interest, and which are far from being éxhausted. 


, coal 


. Gross profit per .. 


The first is the problem- of the lubrication of Diesel engines. Ап 
endeavour to lay down any definite pronouncement in the matter 
of how much or how little oil should be used for various engines 
was found to be impossible; Mr. C. O. Milton, one of our 
most energetic members, рате us a communication on the sub- 
ject and contrived to establish some relations between the lubrica- 
tion of engines and the conditions under which they are used ; but 
even here he lighted upon two series which did not agree and for 
whose disagreement there did not appear to be any reason. The 
actual rate of the destruction of lubricating oil in the cylinder of 
a Diesel engine is a matter which would well repay a careful 
investigation. : 

We are at present engaged in investigating the vagaries of air 
compressors. Опе feature emerges as being of paramount import- 
ance, and that is the behaviour of oil-impregnated vapours under 
the influeuce of high pressures and temperatures. I think it is a 
line of investigation eminently suited to the labours and talents of 
the National Physical Laboratory. 

Last, and perhaps of the greatest importance, is the question of 
fuel oil supplies. 

Our engines will work well on the products of the distillation of 
British coal—that coal which is used to-day so uneconomi- 
cally that at the best but 15 per cent. to 20 per cent. of its avail- 
able energy value is actually utilised. Continental users and 
manufacturers have used tar oils and tars with the greatest success 
for many years in their Diesel engines, and we can do so too. The 
cost of adapting an existing engine for the purpose is not excessive, 
and, under present conditions. at any rate, such cost will be 
abundantly repaid. = 


CORRESPONDENCE, 


Letters received by us after 5 Р.М. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliést possible moment. No letter can be published 
unless we hare the writer's name and address in our possession, — 


The Electric Cooker in India. 


I have only to-day received my copy of the ELECTRICAL REVIEW 
for May 12th. in which I note that Mr. Meares criticises my state- 
ut that it is difficult to keep servants for more than a yedr in 

ndia. | 

I am afraid in this particular I fell into the error of generalising 

about India. While I venture to say that my statements are 
essentially correct as regards Rangoon, I recognise. of course, that 
in a country which holds so many different races as India the con- 
ditions may be very different in other parts. Т am glad that Mr. 
Meares, than whom there is no one better qualified to speak, has 
found no more serious misstatement in my article. 
: In Rangoon the majority of the servants are not native to the 
province. They so. there principally from Madras, under the 
attraction of much higher wages, but usually return to their own 
country after they have saved a little money. 

After nearly a year of housekeeping in Australia, the Memsahib's 
feelings towards the Indian servants are much kindlier than when 
amongst them. When we compare this beautiful country and its 
glorious climate with Rangoon, we wonder why white people 
willingly exile themselves in India ; but when our thoughts turn to 
our dear old butler, well —Indiu was not so bad. 


Charles S. Jeffrey. 
Sydney, N.S.W.. July With, 1916. 


High Prices, 


I should like to utter a protest, and, at the same time, a warning 
to manufacturers, azainst the present, apparently unnecessarily. 
inflated prices of some of the electrical accessories in репега] use. 
As a typical example. cord grip holders, which before the war could 
be bought for 3s. 4d. to 3s. Gd. per dozen, are now fetching anything 
from 9s. Gd. to 165. per dozen, I was last week asked the latter 
price. but, needless to say, did not pass an order. 

Now if these articles could be sold before the war at 36, 4d. per 
dozen, is there anything either in the advanced eost of materials or 
labour to justify such an exorbitant charge? I submit that. taking 
these advances into consideration, the selling price of this line 
should not. be more than 6s. 6d. per dozen. | 

A traveller recently told me that the high prices ruling were due 
to the demand alone, there being no outside competition. If this 
is the case, manufacturers are taking an unfair advantage. But 
there are a number of neutrals and others already coming into the 
market, and, if they bring down prices. are we to deal with the 
manufacturer who has fleeced us, or the neutral who has brought 
down the inflated charges? Ав an instance of this I recently 
bought an article. stated to be of Japanese origin, at 8s..4 
gross. but for a similar English article I am asked 20s. The pye- 
war priee was 8s. | зы (ELI ae 

In conclusion, may I also protest against " brassed “iron terminal 
screws being substituted for brass screws; à very common practice 

wadays. . | "E 
P C. Culmer Hodges, A.M.LE.E. 

Electricity Works, Dawlish, AME Ж. 
` August 30th, 1916. — 
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NEW ELECTRICAL DEVICES, FITTINGS, 


AND PLANT. 


The Turbine Furnace. 


f furnace has been introduced by the TURBINE 
ond cs OP ту, of Caxton House, Westminster, S.W., sn is 
adaptable to all kinds of boilers, and is easily ПОЧ, ae 
been designed, as shown in figs. 1 to 3, on the principle o сы сараја 
turbine, the air trough being compared to the nozzle, and 1 5 E 
bars to the blades of the turbine. | The air for combustion is force 
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between the bars, which offer a minimum of resistance, and each 
firebar receives an equal amount of air, which is distributed 
through the narrow air spaces in the form of fine sprays. It is 
claimed that by the design of the air injector an efficient pressure 
is obtained, the design of the air trough of diminishing section 
assures an even flow of the air for. combustion, and the design of 
the firebars ensures the highest efficiency of the draught, each air 
Space receiving an equal amount of air under pressure. The fire- 
bars project forwardly to intercept the air with a minimum of 
resistance. The air forced through the narrow air spaces is 
thoroughly diffused throughout the fire. There is perfect contact 
of air and fuel, and combustion with a minimum of waste gases, 
The grate consists of from four to six furnaces, each receiving its 
own air supply. This method, besides ensuring an evenly burning 
fire, makes it possible to use small steam jets for creating the 
draught. Special attention has been paid to the velocity and 
expansion of steam, flow of air, frictional losses, &c., with the 
result that a maximum of draught is obtained with a minimum of 
steam. There is no upkeep for moving machinery, nothing to get 
out of order, and the cost of generating forced draught by this 
method is said to be much less than by any other system. ; 
Tests have been made on the furnace installed in various works А 


і , at the North Dublin Union, with ordinary bars in а 
Taare rice using hard steam coal; the cost of fuel was 28s, 
per 1,000 gallons of water evaporated:; with the turbine furnace, 
using 2'5 breeze to 1 of slack, the cost was 18s. ld. per 1,000 
gallons, and with coke breeze alone, 138. 11d., an economy of over 
50 per cent. At Rathmines U.D.C. electricity works, a ten-days 
test was carried out to compare the turbine furnace fitted to а Lanca- 
shire boiler and a mechanical stoker fitted to another boiler of the 
same size (30 ft. by 8 ft.). The former was able to burn a large 
proportion of coke breeze, and the cost of fuel per unit generated 
was reduced from 0°62d. with the ordinary stoker to 0 28d. with 
the turbine furnace ; moreover, a single boiler fitted with the new 
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Ете. 5.—" D.G.” FIRE. 


furnace was able to take the whole load, whereas previously two 
boilers had been in use, 


D.G. Bowl |Fires. 


The "D.G." bowl fire, which has been introduced by MESSRS, 
DRAKE & GoRHAM, LTD., of Felix Street, Westminster Bridge Road, 
S.E., is made in two types, one rated at 1,000 watts, and supported on 
a three-legged black iron stand, and the other loaded to 750 watts, 
and mounted upon a black and copper pedestal. Both forms ide- 
illustrated in fig. 4, which shows also the larger model turned si a 
ways, so that its construction can the more readily be followed. 
The heating unit, which is detachable, consists of а dome-shaped 
piece of special fireclay having vertical ribs on its rounded surface, 
between which is laid the spiral resistance wire. The element 18 
mounted on a disk of asbestos stone or similar material, the con: 
nections to the terminal plate within the domed cover behind being 
of rigid perforated metal strip. Around the circular element is а 
bowl reflector of solid copper, accidental contact with the glowing 
coils being prevented by a light grid of stout wire. 

As will be seen from the illustrations, the bowl reflector can F 
swivelled at any angle between the vertical and horizontal, ani 
will stọp in any position, but when turned to the horizontal posi- 
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tion it is held by а neat spring device. which revents an i- 
bility of the bowl tilting up and отер a kettle et other 
vessel placed on the grid above the elements. Fig. 5 shows the fire 
with the bowl.turned up go as to be available for heating water, or 
for making toast, the wire grid serving asa support, well away 
from the glowing coils. The elements, which run ata bright red 
heat immediately they are switched on, are guaranteed for 12 
months, and can be renewed quickly at small cost. No switch is 
provided, so that so far as the control is concerned, the fire com- 


plies with the latest LE.E. wiring 1ules for electric heaters, Over-' 


all the Iarger heater. 1,000 watts, measures 19 in. in height, the 
diameter of its reflector being 10} in.: the smaller heater is 


17 in. in height, with a 9-in. reflector. The reflectors aro of solid ` 


copper, and the price is quite moderate. 


The J-M Fire Extinguisher. 


Messrs. TURNERS & MANVILLE, LTD. of Hopetoun House 
Lloyd's Avenue, E.C., have sent us particulars of their new fire 
extinguisher, which, it is claimed, possesses many advantages. In 
design it is cylindrical, with dished ends, and measures 3 in. in 
diameter by 123 in. long. The pump and valves, which are 
enclosed in a separate container in the interior. deliver’ air to a 
compression chamber in the dome of the extinguisher; this 
arrangement prevents the chemical contents coming into contact 
with the main working parte, and allows for an even pressure of 
air in the discharge chamber. The nozzle, which is fitted in the 
concave base. is protected. against accidental fall or damage, and is 
provided with a lever valve to prevent waste of extinguishing 
fluid. The pump spindle and leather are removable for examina. 
tion or renewal. 

Thirty full strokes of the pump will provide sufficient air to dis- 
charge the whole of the liquid contents in a steady non-pulsating 
stream to a distance of 80 ft. 

The fluid will neither stain nor damage apparatus or fabrics 
with which it may come in contact ; it is non-poisonous, free from 
moisture. and a non-conductor of electricity. 

This extinguisher has been tested on burning petrol, celluloid, 
calcium carbide, carbon disulphide, and ordinary fires, also on 
electric arcs under severe conditions in the open, and in each tase 
it has successfully extinguished the fires. 


A High-Speed Squirrel-Cage Winding. 


In an induction motor-winding patent, No. 1,191,209, issued to 
the WESTINGHOUSE ELECTRIC AND MANUFACTURING Co., Frederick 
S. Martin proposes splitting copper strips so as to form loops 
which, when expanded to embrace the requisite number of slots, 
an be interconnected at the unsplit portions so as to form a short- 


b 


circuited winding. The slotted strips have notches at their ends 
into which short-circuiting end rings are sprung. The whole 
forms thereby a squirrel-cage winding which will very easily 
withstand high-speed operating conditions. 


D 


SCIENTIFIC AND INDUSTRIAL RESEARCH. 


Tue first annual report of the Advisory Council to the Com- 
mittee of the Privy Council for Scientific and Industrial 
Research, to which we referred last week, was published on 
ш 9lst. It is a document of some 50 pages, including 
хе appendices, and covers a wide area, the treatment being 
somewhat discursive. It is summarised below. 
ebd reviewing the policy pursued by the Government 
{ wards the encouragement of organised scientific support for 
rade and industry before the war, as exemplified by the in- 
ception of the National Physical Laboratory in 1900, with '' its 
at modest capital grant of £13,000 " and an annual allow- 
e for maintenance of £4,000 (gradually increased to £7,000), 
which is compared with the Government grant of £100,000 a 
m to the American Bureau of Standards, the contribution 
C e Treasury to the expenses of the Engineering Standards 
ommittee, the development of scientific research at the 
peril Institute, and the more generous Government sup- 
Port of the Im 
Report refers to the inadequacy of the national provision for 
Sone research, which was only brought home to the 
: пот дев by the shock of the great war, when it was found 
ыу be were unable to produce at home many essential com- 
n se Such as optical glass, dyestuffs, &c. А Committee 
| тал by the Board of Trade on August 25th, 1914, to 
With the production of dyes, with the aid of capital 


репа] College of Science and Technology, the. 


supplied by the Treasury and a grant of £100,000 for 

was the first outcome of the Governments ма att 
їп May, 1915, the Boards of Trade and Education announced 
the impending appointment of an Advisory Council for the 
encouragement of scientific research in relation to industry. 
Explaining the details of the scheme in July, the President 


: of the Board of Education remarked that the braind апа 


processes that were necessary that day to the output of fnuni- 
tions had been, and would again be, needed for the arts of 
peace, and unless the matter were dealt with at once it would 
not be possible to bring into operation an effective system in 
a difficult. period of reconstruction that would follow the 

" Accordingly the Council decided: to. give science in its 


. , applications to industry precedence over pure science in their 
. deliberations. "They are under no misapprehension as to the ` 


relations between pyre and applied science. It has been said 
that what people call. applied science is nothing but the 
applieation of pure Science to particular classes of problems. 

nd, properly speaking, this no doubt is so; there are not two 
different kinds of science. At the same time, the Council 
realise that they have to. deal with the practical business 
world, in whose eyes a real distinction seems to exist between 
pure and applied science. The average manufacturer is im- 
pressed with the importance of quick returns; he cannot 
afford to wait... . .Apart from the long period of work and 
preparation which a properly organised research laboratory 


-attached to a factory involves before important results can be 


looked for, and apart from the risk that an unsuitable 
director of such a laboratory may involve a firm in heavy 
pecuniary loss, there is the plain fact that 'the difficulties 
that present themselves to manufacturers or merchants seldom 
afford an indication of the true nature of the problems to be 
solved. "They are generally secondary in their nature, and в 
direct attack on them is likely to be as empirical as the 
symptomatic treatment of disease. Thus such quick-result 
Inquiries as the manufacturer is induced to make are very 
likely to be fruitless and to reduce his enthusiasm for science 
still further.” 

Another consideration which alone would have compelled 
the Council to begin with research of directly industrial 
application was that the universities, which are the natural 
homes of research in pure science, had been so depleted of 
both students and teachers by the war that they were barely 
able to continue their routine work, and any effective encour- 
agement of research in pure science must await the return 
of peace. 

Inquiries showed that there were certain researches being 
conducted or directed by professional associations in the period 
preceding the war which stood in grave jeopardy of enforced 
abandonment. These investigations had been paid for by the 
voluntary contributions of several great engineering and other 
professional societies, and thus carried with them the best 
guarantees of their necessity and effectiveness. The Council 
decided, therefore, to save as many of these derelict researches 
aa possible, and accordingly recommended the payment of a 
series of grants to the societies concerned. 

The chairman and other officers of the Council have inter- 
viewed representatives not only of the Royal Society and the 
Chemical Society, but of all the principal engineering societies 
throughout Great Britain, and other important professional 
societies, in all cases with gratifying results. The engineering 
trades have long been alive to the need and value of scientific 
research, while the chemical and textile trades had made less 
progress in the systematic use of science. But now there are 
signs of a change, and already textile research into the elec- 
trification of fibres during manufacture is proceeding at the 
University of Leeds with funds provided by the Textile Insti- 
tute, and proposals are before the Council for fundamental 
researches into the cellulose fibres which form the basic 
material of the cotton and_ paper trades. | 

While these inquiries and interviews were taking place, the 
Council had invited the assistance of the universities and tech- 
nical colleges of the country in the formation of a register of 
researches actually being conducted on the outbreak of the 
war. A careful survey of the amount and the character of 
the provision made in our higher educational institutions for 
research work is being made as a part of the Council's pre- 
paratory arrangements for a systematic programme of aid to 
individual researchers. It is hoped that the register will 
enable suitable workers to be ipud found when proposals 
for special lines of inquiry come before the Council, and that 
a survey of the directions in which research is now proceed- 
ing in our universities and colleges may enable the Council 
to make helpful suggestions to individual workers from time 
to time, as the need for research in particular directions be- 
comes apparent. : | m 

The Council also has under consideration the possibility of 
inducing firms in some industries to assist the progress of 
research by informing it in confidence of the problems they 
have in hand or in contemplàtion. Knowledge even of nega- 
iive results may be valuable as в saving of time or as helping 
to determine more hopeful directions of attack. Even this 
modest degree of co-ordination will be abortive unless the prin- 
cipal manufacturers are willing to trust the discretion of the 
Council. There are indications of a change of view among 
certain firms which give hope that a more far-reaching co- 
operation may be possible, and the necessities of the war have: 
led to an exchange of information once tenaciously reserved, 


which may survive the present critical days. Some manu- 


factürers at any rate are beginning to realise that their most 
numerous ard dangerous enemies are not their fellow-country- 
. men engaged in the same trade, but powerful combinations of 


:manufacturers in other countries supported by every device 
of raté and tariff that their Governments can provide. 

Any assistance that the industries, or even individual firms, 
can give, from their accumulated experience, in bringing 
science to bear rapidly upon manufacturing problems will be 
of benefit to the trade as a whole, and indirectly, if not 


directly, of advantage to each manufacturer. In the numerous 


ecnferences the Council has had with representatives of dif- 
ferent industries, it has been impressed with the spirit of 
co-operation which is growing up and the willingness to accept 
suggestions for the initiation of research for the benefit of the 
trade as a whole. Co-operative research, when it has done 
‘its utmost, will always leave ample room for individual initia- 
tive and ability in the application of its results, more than 
sufficient as an incentive and as a means to outstanding 
- success. к. | ; ` . 
Almost all advanced students left in the faculties of science 
-and technology are working for the Ministry of Munitions, 
the Admiralty, or the War Office; the Council directed its 
Officers to make systematic inquiry in the universities and 
"technical colleges as to the existence of any students or 
teachers not engaged on war duties who might be retained 
-for &cientific research, whether pure or applied, if the Council 
“would assist them. Among the duties assigned to the Council 
^"is"*the formulation of proposals for the establishment and 
` award: of research studentships and fellowships. The Vice- 
‘Chancellors and Principals or Deans of Faculty were accord- 
‘ingly asked to consult the heads of their several departments 
and to submit proposals, making it clear that with the heads 
of the departments and not with the senates or faculties or 
other ‘university authorities would rest the responsibility 
"for the recommendations put forward. The responsible 
professors and teachers have in nearly every case exercised 
"great care and discretion in making their proposals, and 
‘ nothing could show in more lamentable and honourable clear- 
ness the service of the universities to the country in the 
hour of her need than the resulting list. The Board of Educa- 
tion and the Scotch Education Department had been able to 
retain with the concurrence ‘of the military authorities a 
certain number of advanced students in science, technology, 
and medicine, who were medically fit, because it had been 
foreseen that they would be required in the several national 
war services a8 they completed their studies. But all these 
and more than these were needed, and.from the small 
remainder not taken for urgent scientific work the Council 
has only been able to recominend grants to some 40 indivi- 
duals, amounting in all to а sum not exceeding £6,000. 
., The Council hopes to bring more reality into those academic 
laboratories which are now much dominated by the text-book 
‚ and the syllabus of examination, and so encourage a better 
- professional training for chemists, physicists, and other men 
of science. _It also hopes to give assistance in correlating the 
researches being made into the same problem by encouraging 
the interchange . of information; in industrial research, 
especially in. the circumstances in. which this country now 
finds itself, it would be deplorable if those engaged in work- 
. Ing on the same subject at different public institutions were 
. not to keep each other informed of the progress made. At 
` the same time, it is recognised: that there is a danger in 
- bringing technical problems too pressingly to the notice of 
teachers and students in educational institutions. Tt is 
desired so to order the relations of workers in pure science 
to the industries going on around them that they may receive 
the stimulus of a wider outlook than is always attainable 
under the limitations of an academic svstem of syllabus and 
examination. In this way it may be possible in the end to 
create such an atmosphere that the new generation of students 
will cease | to draw a distinction between “ theory " and 
' practice," and technologists of all ranks will through them 
айа. to the view that sound practice is only theory tem- 
pered by compromise. І 
. Owing to the relatively high organisation of the engineer- 
ing. profession in relation to the several branches of the 
engineering industry, a number of researches bearing on 
Industrial engineering problems was already in progress before 
the establishment of the Council, and a considerable number 
nt applications for aid to new researches was received imme- 
diately. it Hot into touch with them. These facts and the 
representations of the societies urging the establishment of 
stronger machinery for dealing with the manifold. aspects of 
 ergmeering ‘researeh,-led the Council -at once to set up a 
series of strong standing committees-to assist it. 
Standing. Committees have already been set up on Metal- 
lurgy, Engineering, and Mining. Each of the -committees 
consists of about 15 members, of. whom approximately half 
have been. nominated by the professional societies concerned 
-. the remainder being appointed directly by the Council. The 
. Committees were appointed in the first instance for the period 

of one year in-order to facilitate any changes in constitution 
. or terms of: appointment that experience might suggest 

The Council hopes with the assistance of the standing 
committees, the professional societies, the Home Office and 
the. Board of Trade gradually: to construct panels of names 
which will enable it to obtain the very hest advice on the 

. different aspects of the problems it is called upon to solve 
| The. number and scope of the standing committees. will 
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ing :—Lathes, milling and drilling machines, planers, 


. machines. 


need extension from time to time, but the absence of strong 
professional societies working in conjunction with the other 
scientific industries in this country makes it inadvisable to 
proceed hastily in so important a matter. 


(To be continued.) 


WAR ITEMS. 


A.E.G. Electrical Co., of South Africa—Under the 
Enemy Trading Act, the A.E.G. Electrical Co., of South 


. Africa, Ltd., has been ordered to be wound up, and Messrs. 


J. С. Carter and Н. P. Webber, accountants, have been 
appointed liquidators. ` à l | 


Work for Civilian War Prisoners.—It has now . been 
decided that civilian prisoners of war may be employed on 
work not connected with the war, in several ways. In suit- 
able cases, in the'internment camps, they will be allowed to 
do work, on materials supplied by employers, which. does not 
require elaborate plant or equipment; or, a number of pri- 
soners may be specially interned in suitable premises, where 
they ean live and work on some process of manufacture, if 
ihe employer is willing to install the necessary plant and 
provide the technical supervision required. Proposals to 
employ fewer than 100 men under an arrangement of the 
latter kind cannot be entertained, as & rule, owing to the 
cost of guarding the prisoners. The employer must pay the 


. regular rate of wages paid to British workmen for similar 
_work. 


A deduction will be made for maintenance and other 
expenses, and the balance will be credited to the man. | 
The Employment Department of the Board of Trade 1s pre- 


. pared to receive from employers inquiries and proposals, and 
_to make the necessary arrangements with the authorities con- 


cerned. Inquiries should be addressed to the Assistant Becre- 
tary, Board of Trade Employment Department, Queen Anne's 
Chambers, Broadway, Westminster, S.W. 


Tramways and Lighting Restrictions.—At a Northern 


Police Court a ratepayer complained that the municipal 


authorities permitted flashes of light to be emitted from the 
overhead wires of the electric tramway system during the 
hours of restricted lighting. Не considered the flashing when 
the trolley was being changed to be a danger to the town, 
Moreover, the ears were running at night without blinds. The 
Magistrates' Clerk, in advising complainant to keep a record 
of such incidents, secure witnesses, and lay an information, 
said it was rather an absurd thing that these lights were 
flashing at night, when all other lights were obscured. The 
Chief Constable: I agree. I believe the tramways manager 
is doing what he can. I have not seen it myself, or I should 
have done something. 


A Labour Exchange Proposal.—Great antagonism has 
been aroused throüghout the North of England by a proposal 
which has been extensively promulgated by  highly-placed 
Labour Exchange officials that, after the war, the whole 
system of the engagement of labour for any purpose should 
be in their hands. Startling as it may appear, the proposal 
is that it should be made з penal offence for any person to 
offer service to an employer, or any employer to take a person 


into service. except through the Labour Exchanges. The 


Yorkshire Post has energetically sounded the note of alarm, 
and has ascertained the views of the chief émployers and trade 
union leaders in the great industries in regard to the matter, 
with the result of the accumulation of a striking mass О 
condemnation of the proposal from both employers and em- 
ployed. It is believed in the North that the proposal has its 
origin in Socialistic circles in London, where it has been 
determined to take permanent advantage for Socialistic ends 


‘of the disturbance of normal employment conditions caused 


by the war. 


Ministry of Munitions: New Order.—In pursuance of thc 
powers conferred upon him by Regulation 30 (A) of the 
Defence of the Realm (Consolidation) Regulations, 1914, the 
Minister of Munitions orders that the war material to which 
the Regulation applies shall include war material of the fol- 
lowing classes and description, namely :— | | 

All machine tools and machinery driven by power. and suit- 
able for use in cutting, stamping or working metal, e 

apers, 
screw machines, chucking, boring, slotting, and grinding 
machines, boring and turning mills, power presses, punching, 
shearing, forging, cutting-off, gear-cutting, and -centring 


The Minister of Munitions gives notice (1) that he permits 
all persons until: further notice to purchase or enter into 


. negotiations for the purchase of the war material referred to 


in the above Order, provided that such purchase or negotia- 
tions are from or with persons holding a special permit from 
the Minister to sell such war material and not otherwise; an 

(2) that he permits the insurance of any such war material. 
All applications for a special permit in connection with the 
above Order should be addressed to the Director of Machine 
Tools, Armament Buildings, Whitehall: Place, London, 8:W. 


x 


. Boy Munition Workers.—The Rev. К. К. Hvde has been 
appointed by the Ministry of Munitions Organising Officer of 
Boys' Welfare. The employment of boys in large numbers in 
factories has rendered it desirable that special provision should 
be made for their welfare. ` 


=. 


Controlled Establishments.—The Minister of Munitions 
announces that he has made further orders under the Muni- 
tions of War Acts, 1915 and 1916. under which 16] additional 
establishments have been declared controlled establishments. 
The total number of controlled establishments under the 
Munitions of War Acts, 1915 and 1916, is now 4,919. 


Italy Ousting the German Trader.—The Government has 
ordered the Prefects throughout Italy to compile lists of all 
business concerns in which Germans or Austrians are in any 
way interested. with a view to their sequestration, and the 
Administration kas specially instructed the officials to trace 
all cases in which fictitious Italian or neutral nominees have 
been left in charge, with the view of destroying Germany's 
after-war hopes and of giving Italy economie freedom. 


Exemption Applications.—The Burv (Lancs.) Tribunal 
recently heard an appeal by Mr. W. Clough, tramways 
manager, on behalf of a motorman. It was stated that if 
‚опе man were taken away it would mean the withdrawal of 
a car from the service. and 8,000 workpeople were carried 
regularly on the cars. Conditional exemption was granted. 

At a sitting of the Carnarvonshire Tribunal. on August 
22nd, the Military representative appealed against conditional 
exemption granted by the Gwyrfai Tribunal to five employés 
of the Marconi Wireless Co., at Cefndu. It was contended 
that the local Tribunal had no power to grant exemption, 
but it was intimated that the men would not he called up 
until the department that employed them authorised their 
calling up, which was equivalent to exemption. The certifi- 
cates were withdrawn on this understanding. 

Folkestone Tribunal has allowed two months’ cxemption to 


us ч 


a stoker appealed for by the Electric Supply Co. 

Before the Hants Appeal Court, Mr. P. Grover. of Messrs. 
Grover, Smith & Willis, electrical engineers, of Basingstoke, 
appealed against final exemption until October Ist granted hy 
the local Tribunal. It was stated that Mr. Smith. a partner. 
had been given conditional exemption, and that Mr. Willis 
was engaged in an Adiniralty factory. As the Ministry of 
Munitions had requested the firm to carry out certain work, 
the appeal was put back to see if Mr. Grover becomes badged. 

The Isle of Thanet Tramway Co. appealed, at Broadstairs, 
for an electrical engineer (18), engaged at a sub-station; the 
supervisor of sub-stations (25): an clectrical engineer (28). in 
charge of a sub-station; a sub-station attendant (33), four 
car drivers. а permanent-way labourer, a ticket inspector 
and driver (36), a traffic inspector and driver (38), and а store- 
keeper (31). The manager said that he did not think that 
the Board of Trade would allow women to drive cars on 
their line. If the military would co-operate in giving substi- 
tutes, he was quite willing to release the men. The Military 
representative intimated that he was endeavouring to arrange 
for substitutes. The Tribunal exempted the supervisor of sub- 
stations, and put the other cases back for a fortnight with 
a view to substitutes being found. Prior to the war the com- 
- pany had 274 men; now they have 91. 

The Skipton Tribunal has granted final exemption to Sep- 
tember 30th to a partner in a firm, who is consulting engi- 
neer to several public.companies and the local hospital. 

Torquay Tribunal, on the appeal of the Corporation. has 
exempted a firenran at the electricity station so long as he 
remains in his present occupation. 

At Diss, the Electric Supply Ce. appealed for the manager, 
and conditional exemption was conceded. 
_Richmond-on-Thames Tribunal has given a local electric 
light contractor exemption until October Ist, to allow him to 
complete contracts in hand. 

A Boscombe electrical engineer. appealing at Bournemouth 
for time to complete contracts and to get in debts. has been 
granted until October Ist final. The same Tribunal condi- 
tionally exempted an electric wireman, who has only one 
eye. appealed for by a firm who have lost 11 out of 12 men. 

The Swindon Tribunal has conditionally exempted B. J. 
Rowland (35), electrician with Messrs. Hutton Bros., the only 
man left with the firm. 

The Rugby Urban Council appealed to the local Tribunal 
or exemption for the man in charge of the refuse destructor. 
The Chairman asked the. Military representative if.it was 
Wise to jeopardise the health of the town for the sake of one 
man for the Army. Conditional exemption was granted. 

The Lewisham Tribunal adjourned for three weeks, with 
the object of a badge being obtained, an appeal by Mr. R. P. 
Mills, electrician, who stated that. he was engaged on Govern- 
ment work, - 

, Mr. J. L. French appealed at Bexhill-on-Sea for exemption 
or. an electrical wireman, stating that he had lost six out of 
seven men. Exemption refused. 
ык employés were appealed for at Oxford, on 
ugust 8186, by. the Electric Tramway Co.; the Military 
реси offered, no objection to. temporary exemption 
d quiets and suggested with regard to the traffic superin- 
кү n and inspectors, that three under 30 should go into 
пе Army, and the other two be left to the company. It was 
punted out that the inspectors were also drivers. The Tri- 
unal granted conditional exemption to all except four. 
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Messrs. W. Lucy & Co., Ltd., appealed-at. Oxford: for abso- 
lute exemption for D. G. French (18), brass fitter, Карис 
on electrical switch work for a new factory: It was stated 
that French two years ago replaced п man who had gone 
into the Army. The firm had lost 75 men.. As а badge had 
been applied for, the case was adjourned for a month. : ^ 

At Oxford, the question of unstarring R. J. J. Child (93), 
electrician with Mr. J. Goundrey, was considered. The star 
was granted on February 24th, and Capt. Baldry said that 
they had instructions from the War Office that no man, no 
matter what his age or occupation, was to be considered 
starred. The only men now exempted weré those who held 
3 certificate from the Ministry of Munitions. The Tribunal 
decided that Child should go before the Medical Board: The 
вате decision was arrived at in the case of A. E. D. Chaundry 
(22). electric wireman with Messrs. Hill, Upton & Co., elec- 
trical engineers. per 

At Dawlish (Devon), the Electrie Supplv Co. applied for 
exemption for the manager and secretary, Mr. C. C. Hodges, 
who has already had three months’ postponement. Mr. D. 
Anderson, director of the company, stated that they had 
advertised for a successor, but had been unable to fill the post. 
Exemption was extended until the end of November. : ^ 

The East Kent Appeal Court has rejected a Military appeal 
against exemption granted to a stoker at the Margate Cor- 
о dust destructor, on the ground that he 15 indispens- 
able. | ие 

At Blackpool, exemption until the end of September was 
allowed the foreman. of a firm of electrical engineers; the 
same Tribunal granted exemption until the end of October 
to a tramway motor-man, employed by the Corporation. 

At Blackburn Military Tribunal, on August 30th. -Mr. T. 
Barton, electrical engineer, applied for an assistant who had 
sole charge of a motor plant at large works in Darwen. Con- 
ditional exemption was granted, though an application for 
an apprentice in charge of an electrical plant in a colhery, by 
the same employer, was dismissed. RS . 

At Macclesfield, on Wednesday last week, an electrical engi- 
neer in business on his own account appealed; he had im- 
portant work in hand at local factories, and three months’ 
exemption was granted. ; 

At Bath, the Electric Tramway Co. appealed for a driver. 
The manager said that owing to shortage of staff, 25 per cent. 
of the gervice had been stopped. Conditional exemption was 
allowed. | 


BUSINESS NOTES. 


Copper Prices.— Тһе week's changes. ~-Messrs. Е. Smith 
and Co. report : Wednesday. September 6th. Electrolytic bars rose 
from £129 to £130 ; ditto sheets, from £147 to £148 ; ditto rods, 
£136 to £137 ; ditto H.C. wire. Is. 450. to 18. 145d. 

Messrs. James and Shakespeare report: Wednesday, September . 
6th. No changes in prices quoted last week. бой 


" Empire-Made Goods" in N.Z.—U.S. -Consul-General 
Winslow states that а campaign for Empire-made goods has been 
started in Auckland, New Zealand, and is likely to spread all over 
the Dominion. | 20 

The Auckland Provineial Industrial Association has taken the 
matter in hand. and a Committee has been appointed to organise 
the work. with the idea of securing the co-operation of all mer- 
chants. manufacturers. storekeepers, and others in carrying into 
effect an attractive demonstration in favour of Empire-made pro- 
ducts. The financing of this scheme. which is expected to cost 
from $4.000 to $5.000, is to be taken over by the merchants and 


manufacturers of the city. 


Johannesburg Municipal Power Station. — Referring 
to Mr. Dobson's paper, reprinted on page 23] of our last issue, 
Messrs. Erith's Engineering Co., Ltd., inform us that the Erith 
stoker referred to was the old type for intermittent cleaning, and 
was installed seven years ago. in 1909; it was supplied to the 
unconditional order of a Johannesburg firm, and duly paid for ; it 
was identical with stokers supplied in 1906 and 1907 to Durban 
electricity works. Burning about 25 cwt. hourly of Transvaal coal, 
cleaning took seven minutes every four hours ; and as Mr. Dobson 
savs. it showed great flexibility. needed no arches, and combustion 
was as nearly as possible perfect. The modern Erith-Riley stoker 
retains these advantages, with the added feature of ċontíhtious 
automatic discharge of ash and clinker ; this improved stoker has 
been installed at Edinburgh, Hull, ‘Worcester, ‘West Hartlepool, 
Luton, and many other power stations. VET Ш> 


Catalogues and Lists.— MESSRS. KELVIN, BOTTOMLEY 
АХО BAIRD. LTD., 16-20, Cambridge Street, Glasgow. — New 
pamphlets on industrial pyrometers of the thermoelectric type. and 
switchboard moving-coil and moving-iron instruments of various 
patterns. : { , 

Messrs. J. & W. В. SMITH, 15, Farringdon Road, E.C.-—Catalogue 
of electric flash lamps and batteries. PN 

Messrs. S. B. GosLrN & Son, 13, Artillery Lane. E.—Leaflet 
showing that they pour castings daily in iron, brass and other 
metals, 


А 
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The Russian Electrical Магкеё, — The Russian journal 
Elektrichestvo recently published an article on the Russian market 


for electrical goods which is of some significance to British manu- 


facturers. The Russian imports of German electrical goods, it 
says, represented in 1909 a sum of 5 700,000, and in 1913 £1,700,000. 
The war has, however, forced Russia to seek other suppliers. and 
importers have turned to England. Unfortunately. that country 
has not been able or willing to take any particular interest in the 
Russian market. Тһе Germans exported to Russia in 1913 12'6 per 
cent. of their whole exports of electrical machines, while England 
sent only 2°77 per cent. of her exports of these articles. Thus 
Germany sold to Russia six and a-half times more than England. 
Russians are now thinking of looking to the United States, and 
regret that the English will not consider their market, probably 
because of the reputation for commercial punctuality of Russians 
not being good. The article discusses this side of the subject, 
explaining that this belief is erroneous, and affirms that England 
has every reason to seek an outlet for her machinery in Russia, as 
disregard of the opportunity can only end in forcing Russian 
importers to resort to the United States. 

As a matter of fact, it is stated that America is already profiting 
by the opportunity afforded for capturing the Russian market. 
American agents have already taken orders for considerable quanti- 
ties of telegraph and telephone apparatus and many tons of copper 
wire. There is a strong demand for small motors of from 4 to 
4 H.P., for educational eléctric appliances, for X-ray apparatus, 
and for every kind of electrical material. It seems that a month 
ago it was impossible to purchase a single battery cell in the 
whole of Petrograd, and it is the opinion of many American agents 
that the Russian market can absorb huge supplies in the future. 
Between 125,000 and 150,000 German merchants are interned in 
Siberia, and the Russians earnestly desire that the Americans shall 
` баке their places. Three-fifths of Russian capital has indeed heen 
offered American firms if they will contribute two-fifths, in order 
to establish manufactures in Russia. 

According to some reports, it is possible to sell direct and thus 
eliminate the commission agents. The abolition of vodka is said 
to have greatly improved credit, so that sales are now effected for 
cash without difficulty ; while the deposits in savings banks have 
risen 1,100 per cent. as a result of the better economic situation of 
the country. | 

The large field which Russia affords for hydro-electric engineers 
and manufactures is shown by the fact that in European Russia, 
including Finland, and in the Ural and the Caucasus, the utilisable 
hydraulic power is estimated at about 10,000,000 xw., while the 
amount utilised is less than in any other country in Europe. In 
round figures, only between 180,000 and 220.000 Kw. is developed, 
of which 1°80 per cent. consists of small installations. 

According to an Italian report, the Germans neglected to develop 
Russia's water wealth, in order to preserve a market for their own 
manufactures ; the French prefer to lend capital to the Russian 
Government, rather than concern themselves with the development 
of local Russian industries; while the wilful abstention of Grent 
Britain leaves the great Russian market to go begging to what- 
ever country chooses and has the initiative to take it up. 


Dissolutions and  Liquidations. — ELECTRICAL Оп, 
REFINING Co. Ltp,—This company is winding up voluntarily 
with Mr. J. E. Frost as liquidator ; a meeting of creditors is called 
for September 8th, at 29, Great St. Helen's. E.C. 

HiGH-TENSION INSULATORS, Lrp.—A meeting will be held at 
32. Sackville Street, W., on October 3rd, to hear an account of the 
winding-up from the liquidator, Mr. G. T. Brondbridge. 

C. DALES & Sons, watchmakers, jewellers, opticians, and electri- 
cians, 113, Poole Road, Bournemouth. Messrs. C. and T. H. Dales 
and С. Dales, jun., have dissolved partnership ; Messrs. C. & T. H. 
bes will attend to debts and continue the business under the same 
style. | 

THE PH«ENIX ELECTRICAL Co: and the CALEDON ELECTRICAL Co. 
—Notice is given in the Edinburgh Gazette that these companies, 
of which Robert Walker and Thomas Henry Large were the sole 
partners, have been dissolved by mutual consent as at August 3rd. 
1916. Messrs. Thomson, Jackson, Gourlay & Taylor, chartered 
accountants, 24, George Square, Glasgow, are authorised to attend 
to all debts due to the dissolved firms, and will discharge their 
liabilities. Mr. Walker will carry on business for his own behoof 
at 2 Oswald joins Mor under his own name, and Mr. Large 
will carry on business at 10, Broomielaw 7 n 
of the Phænix Electrical Co. клк шы 

OND NICKEL Со., LTD.—A meeting will be held at 39. Victori: 
Street, S.W., on October llth, to hear an account of the Метан 
up from the liquidator, Mr. R. Mathias. ° 


HERBERT Екоор Co., LTD. (the predecessor of the present com- 


pany of the same name and title). А meeting will be 
Sovereign Mills, Chapel-en-le-Frith, on October 12th, У jue pes 
account of the winding-up from the liquidator. 

TYNESIDE ENGINE Works (CARDIFF), LTD.—A meeting will be 
held at Bute Docks, Cardiff, on October 6th, to hear an account of 
the winding-up from the liquidator, Mr. W. P. Annear. 


Book Notice.—‘Sciewe Abstracts, A and В. Vol. 


Part 8. August 24th, 1916. London: E.& ЕХ. Spon. 
lg. 6d. each part. . 


British Goods for Егапсе,—1% is announced by the Board 
of Trade that. in agreement with the British Government. the 
French Government has just set up at King's House, Kingsway 
W.C.. a special office for the issue of licences for the importation 
into France and Algeria of goods of British production or manu- 
facture which are included in the list of articles prohibited to be 
imported into those countries, | 


XIX, 


Price 


Sale.—On. September 13th and 14th there will be a sale 
of electric plant, tools. and machinery at Millwall. Particulars are 
given in our advertisement pages. 


Bankruptcy Proceedings.—JaMes REID WHITEHOUSE, 
43, St. Andrew's Road, Golders Green, Middlesex, managing 
director of an electrical company. The following are creditors :— 


Sun Electrical Co., London  .. £938 Rose & Ford, London .. £14 
Electrical Co., London .. .. 44 Cannon Brooke, London .. e, 8 
Armorduct Co., London .. 195 Russell, M., & Co., London . 105 

Pocock & Son, London ..  .. 90 


Falk, Stadelmann & Co., London 15 
Gurney & Со., London .. « 40 
Acton Lamp Co., London ' ., ‘10 


' Schroeder, —, London .. ^ .. 4 

Australian Tariff Revision, — The Government has 
approved a definite policy to give Australian industries a measure 
of protection by revising the tariff schedules in such. a way as to 
create an effective and substantial barrier against the inundationof 
imports, which for years has had a paralysing influence on industry 
in this country. The Government will ask Parliament to impose 
duties on manufactures that can be produced by Australian work- 
men, sufficiently high to avoid the stifling influence of competition 
with the outside world. There is a probability that after the 
fixation of duties in relation to importations from the United 
Kingdom, second preference will be shown to the Allies, with a 
yu scale for neutrals and a prohibition against enemies.— 7/6 

ge. | 


LIGHTING AND POWER NOTES. 


Aberdeen.— YEAR'S WonkiNG.— The report of Mr. J. А. 
Bell. the city electrical engineer. on the year's working of the 
electricity undertaking to July 31st last, shows that 15,004,420 
units were generated. as against 12,475,920 in the previous year, 
and the total income was £75,873, an increase of £15,642. The 
working expenses amounted to £39,180, leaving a gross balance of 
£35,682. After payment of interest on capital, £9,717, instalment 
of sinking fund. £18,183, апа depreciation on motors, &c., £1,041, 
there remained a net profit of £8,792, an increase on 1915 of. 
£4,157 ; this has been placed to reserve fund, which now stands at 
£39,119. The increase in output for the year had only once been 
exceeded in the history of the undertaking, and the motors con- 
nected were largely in excess of the previous year. The revenue 
account showed a total increase of £15,840; of this £7,555 was 
due to increased charges, the remainder being new business ; 
increased costs, amounting to £11,268, were principally due to the 
extra cost of coal and the all-round increase in supplies, &o. The 
reserve coal stock has been increased by 1,500 tons during the year ; 
with the 120 new customers added, the total number connected 
to the mains is 3,474. 


PRICE REDUCTION.—At a meeting of the Electricity Committee 
it was proposed! that the rate for lighting should be the ordinary 
rate, plus 5 per cent., and the rate for power the ordinary rate, 
plus 20 per cent., being a reduction of 5 per cent. in each case 
compared with last year. 


` Accrington.—The Electricity Committee has instructed 
the electrical engineer to carry out the conversion of a boiler, in 
leu of purchasing a new air-cooler for the 2,000-Kw. turbo- 
alternator, at an estimated cost of £60. 


Ayr.—The estimates of the Corporation electrie light 
department for 1916-17 show a debit balance of £1,650. arising 
from increase in the price of coal and restricted lighting 
consumption. 


Canada.—The recent Government report on the power 
possibilities of the Winnipeg River, in Manitoba, shows that over 
400,000 H.P. could be developed at various sites within easy trans- 
mission distance of Winnipeg. At the present time two power 
developments are in existence, viz., that of the Winnipeg Electric 
Street Railway Co., which is 58 miles from the city, on the Pinawa 
Canal, and comprises nine turbine units developing 28,000 H.P.. 
with a 60,000-volt transmission, and that of the city authorities at 
Point du Bois, where there are five 3,000-Kw. units and three 
5,000-K.v.A. units giving about 25,000 H.P., which can be increased 
to 77,000 H.P., with additional plant. In this case the trans- 
mission is at 66,000 volts, and the direct distance 75 miles. There 
are other seven sites, which could be exploited, and with the 
present unregulated flow of 12,000 sec. ft. nearly 250,000 H.P. 
could be obtained, while if the river were regulated to maintain а 
minimum flow of 20,000 cb. ft. per sec., it is considered that врте 
418,000 н.р. could be obtained. 

The seven sites referred to, and the H.P. with 12,000 and 20,000 
cb. ft. per sec., are as follows :—Pine Falls, 37,900 and 63,100 H.P. : 
Du Bonnet Falls, 57,300 and 95,500 H.P.; McArthur Falls, 18,400 
and 30,700 H.P.; Lower Seven Sisters, 12,600 and 37,900 H.P.; 
Upper Seven Sisters. 9,900 and 29,600 н.р.; Upper Pinawa, 12.300 
and 12,300 H.P. ; and Slave Falls, 26.600 and 44,400 H.P. The falls 
vary from 18 to 56 ft, and the distances from Winnipeg from 
52 to 74 miles. The cost of developing these sites with the low flow 
is estimated at £2,664,000, and with the high flow at £4,909,000, 
and the power costs at 100 per cent. load factor at '65 and ‘59d. per 
unit respectively, or at 50 per cent. load factor at “13d. and 118d. 
respectively. 
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The development of the Du Bonnet site.has already been taken 
in hand by the Winnipeg River Power Co., which is controlled by 
the same interests as the Winnipeg Railway. The plans for this 
plant — called the Great Falls Development — include eight 
21,000-H.P. turbines with 11,000-Kw. generators, and an 110,000- 
volt transmission to Winnipeg. 

While Winnipeg is well off for water power, Calgary also has 
within 50 miles, 48,100 H.P. available, and the Western Canada 
Power Co. at Stave Lake, 35 miles from Vaucouver, has а possible 
development of 100,000 н.р. 


Chile.— By &ecree of July 186, 1916 (Ministry of Industry 
and Public Works), an honorary Commission was appointed to 
make а stndy of the water power available in Chile for the pur- 

of hydro-electric development. 

The local Press quotes the estimate of Prof. Don Arturo E. 
Salazar, of the University of Chile, that proper hydro-electric 
development in Chile. would reduce the cost of electricity for the 
small consumer for commercial purposes from the present price of 
70 centavos gold ($0.255 United States currency) to 3 centavos gold 
($0.01095).— American Consular Report, | | 


Continental.—NonRwAv.—According to the Elektrotech- 
nische Zeitschrift, electrotechnical plants in Norway have rapidly 
increased in number and importance in recent years. The following 
are figures taken from recent officia] publications :— | 


c—— —]st July 


1913. 1915. 

кө plants 1.310 1.515 
Geherator capacity, KW. : 457,879; 649.127 
Batteries. No. ... ies - ss 151 137 
Ditto, capacity, KW.  ... -— is 13,931 19,304 
Power taken by motors, KW. ... © ... 159,091 216,809 
Ditto by electrochemical works, KW. 199,690 304,128 
Ditto by other users, KW.  ... — 16,841 29,603 
Apparatus installed, No. ‘glow lamps 1,303,302 1.965.440 
т a y arc lamps 4,774 . 3,608 
motors 16,460 21,689 


т ys 3t 


The table shows the remarkable reduction in are lamps, the 
steady increase in glow lamps, and the falling off in accumulator 
batteries, with the concurrent considerable increase in the energy 
utilised in the electrochemical industry. Thé average power of the 
installations, which was 350 Kw. in 1913, advanced to 130 KW. in 
1915. At the present moment there are installed in Norway 0'8 
glow lamps and about 0°09 H.P. of motors for every inhabitant. 


Dundalk.—Ra:iu;wav SuPrPLy.— The U.D.C. held a 


public inspection, last week, of the addition to the power house . 


which is to supply electricity to the railway locomotive works. 
Five 320-H.P. engines are now installed. The contract with the 
railway company commenced on September 1st, and it is estimated 
that when the scheme is fully working. the output of the atation 
will: be the fourth on the list of Irish cities, ranking after Dublin, 
Belfast, and Cork.—Zris^ News. 


Eastbourne.—PRicE INcREASE.— The T.C., on Monday, | 


decided to increase the price of energy by 4d. per unit as from 
October 1st. 


Glasgow.—CoaL SuPPLy.—In view of the scarcity of 
coal the Electricity Sub-Committee on the purchase of coal has 
met and conferred with the District Coal and Coke Supplies Com- 
mittee for Scotland, with a view of obtaining its assistance in 
getting adequate supplies of coal for the electricity department, 
and the latter has undertaken to use its influence with contractors 

for getting delivery of supplies in arrear, and also for getting 
adequate supplies of coal for the current year. 


Greenock.—PowER SuPPLY.—A large number of new 
consumers have lately been added by the Corporation electricity 
department, comprising firms having small workshops and factories 
with electric motors ranging from 2 to 100 H.P. The motors now 
supplied from the department's mains represent some 27,000 H.P. 


Hedworth.—-STREET LicHTiInc.—The Leicestershire and 
Warwickshire E.P. Co. has notified the P.C., agreeing to carry on 
the public lighting on the terms suggested for the time being (£1 
per week for a dozen or less lamps). 


Hexham.—Price INcREASE.— The Hexham and District 
Electric Supply Co. has given notice that, from October Ist. the 
charges for electricity for lighting will be raised 1d. per unit, and 
for lighting and power by 4d. per unit. 


. India.— The Calcutta Electric Supply Corporation has 
Arsa a B.T.H. turbo-alternator of 6.000 kw. normal, and 
500 Kw. overload, capacity. The turbine has 11 stages, and is designed 
um at 1,500 R.P.M. on steam of 150—170 lb. pressure superheated 
F; it exhausts into a surface condenser designed to maintain 
в vacuum of 274 in. The generator supplies three-phase, 50-cycle 
Ba at up to 6,500 volts. A similar turbine plant is to 
poe ehed by the Bombay Electric Supply and Tramways Co. 
Reid information regarding the new Tata hydro-electric 
SE me for Bombay shows that if a separate company is formed, it 
Work in close co-operation with the existing one. It is pro- 
d ce provide 60,000 н.р, in Bombay for 3,600 working hours 
feed Ап independent power house, transmission lines, and 
Seed station will be built, but will be interconnected with the 
putes E Alaton, thus giving two practically independent 
ilie wata power. The plans entail a dam to raise the water 112 ft., 
ater being drawn! off through a 9,100-ft. tunnel, giving an 


average working head of 1,735 ft. The réservoir storage will be 
18,000 million cb. ft., of which 13,000 millions will be available 
for р enerating power. The same voltages of transmission and dis- 
tribution are proposed as for the present installation. 

The Mysore Government has provided a sum of Rs. 75,000 for the 
electrification of the Kolar Gold Fields pumping plant, and has - 
sanctioned an expenditure of 14 lakhs of rupees for electrifying the 
pumping stations of the Bangalore city. and civil and military 
station water supply, thus. saving about 50 per cent. on fuel 
chatges.— Indian Engineering. . | 


Japan.— ELECTROLYTIC PLANTS.—A company has been 


„formed in Osaka, with a capital of 353,000 yen, for the manu- 


facture of caustic soda. It is stated that the company intends to 
use the electrolytic process, and is going to erect a factory at 
Ky ushiu, where hydro-electric power is fairly cheap. The salt 
used will be Kwangtung monopoly salt, the price of which for 
industrial purposes is 63 sen per 100 kin (about 1s. 14d. per cwt.). 
The machinery is to be Japanese. An output of 300,000 lb. of 
caustic soda per month is spoken of; as a by-product, bleaching 
powder will be obtained. At present there are two companies 
manufacturing caustic soda in Japan. one at Yamaguchi, and the 
other at Tokio. They produce respectively about 3,500 and 400 tons 
per annum.— Indian Textile Journal, Я 


Korea.— 1t is reported that business men of Tokio are 
planning a new hydro-electric company to utilise the water power 
of the Namchon River in the south of the Korean peninsula. ‘The 
company will be capitalised at $1,500,000, and will purchase the 
rights of the present Taiku Electric Co. The plant of the company 
will be located at Hyopchon, South Kyongsang Province.— Indian 
Tertile Journal, 


Leeds.—Loan Sanction.—The L.G.B. has sanctioned 
the borrowing of £35,000 by the Corporation for extensions of 
electricity mains and new sub-stations on the understanding that 
the money will be expended in specified directions. "NE. 


London.—The Notting Hill Electric Light Co. has 
issued a notice that from September 29th the company will make 
a minimum charge of 10s. for the supply of electricity through slot 
meters. ; 


Manchester.— The Improvements and Buildings Com- 
mittee of the Corporation has passed a plan for an addition to the 
transformer house at the Stuart Street generating station of the 
Corporation. 


Ripon. — E.L. ScHEwE. — The City Council has 
appointed Mr. George Wilkinson. of Harrogate. to prepare the 
necessary plans and particulars for obtaining a provisional order 
for electric lighting for the city. 


Salford.—The T.C. has heen recommended to seal agree- 
ments for the supply of energy to Salford Electrica! Instruments. 
Ltd., Zama, Lid.; and Erskine Heap & Co., Ltd. 


Shipley —Linkrxc-up ScHEwE.— The Sub-Committee 
appointed to consider the advisability of linking-up with Bradford, 
has considered the electrical engineer's report, which states that a 
small saving in coal would be effected, but he considered that there 
were serious disadvantages to the scheme. The Sub-Committee 
suggested that before a definite statement is submitted to the 
B. of T. there should be a further interview between the two 
authorities. The U.D.C. has approved of the Sub-Committee's 
recommendation to attend a further ‘conference with Bradford. 


Rochdale.— The long-drawn-out dispute between the 
Gas and Electricity Committee and Tyre Yarns, Ltd.. and Fabric 
Weavers, Ltd.. respecting the interpretation of a clause in the 
agreement of supply has been settled. The firms named contended 
that they were entitled to a rebate because another firm taking less 
electricity than they were was being charged on a lower basis. 
Failing a settlement the firms asked that the matter should be 
submitted to arbitration by the B. of T., in accordance with another 
clause of the agreement. The Electricity Committee decided to 
empower Sir John Snell to settle the dispute on behalf of the 
Corporation without resort to arbitration. The settlement reached 
is that the company shall pay for current up to March 31st last 
£1.678. instead of the £8,048 originally demanded ; this year's 
charges are to be revised downwards in accordance with thedemand 
of the firms. but a small extra charge is to be made for current in 
excess of the contract quantity. The Committee also agrees to 
revise its contracts with three other firms, so that no consumer 
shall be supplied at cheaper rates than those included in the Tyre 


^ Yarns contracts, where the supply is given under similar circum- 


stances. 


Tasmanian Water-Powers. — Mr. Hartwell Conder, 
writing on the above subject in the Australian Statesman and 
Mining Standard, points out that the pioneers of hydro-electric 
work in Tasmania were the Launceston municipal authorities who 
secured 1,800 H.P. from the River Esk; this scheme encouraged 
several other country towns and one or two mines to erect small 
plante. but all were dwarfed by the Great Lake scheme, promoted 
by the Hydro-Electric Power and Metallurgical Co., and, finally, 
taken over by the Government. the ultimate possibilities of which 
are estimated at between 50,000 and 100,000 H.P. Contemporary 
with this, the Lake Margaret scheme of the Mount Lyell Co. was 
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completed, giving 6,000 
10,000 H.P. ` i | 
In view of these developments the writer goes on to discuss the 
total power available in the island, and summarises the various 
. sources as follows :— ` 
Class I.— : H.P. 
Great Lake scheme . . 50,000 abt. 


H.P, and а possible expansion . to 


Mount Lyell Co. 9.000 

Launceston T.C. 584 1,800 
Class II.—Schemes partly surveyed : — 

Lake Rolleston | 17,000 


Stanley River... jan Ыз 1,000 


Class ILL.—Schemes superficially examined :— 


Sedgwiok Valley 10.000 
Lake St. Clair... 40,000 
. Total .. 136.000 


Other localities offering prospects are the Makintosh River, 
Gordon River, Arthur River, Forth River. and Mersey River. On 
‘the whole, it would appear that over 200,000 H.P. and under 
.400,000 Н.р. ig available. 


Twickenham and Teddington.—Price INcREASE.— Тһе 
Electric Supply Co., owing to the increased cost of coal, &c., has 
increased the price of energy to all consumers by 10 per cent. 


Warrington.—ANNUAL REPoRT.—The income of the 
electricity undertaking during the year ended March 31st last was 
"£34,103 (compared with £25,419 for 1914-15), and the expenditure 
was £24,213 (compared with £16,858), leaving a gross profit of 
£10,190. The net profit was £2,395, which has been transferred to 
the appropriation account, making a credit balance of £9,424, 
after transferring. £1,000 in aid- of the rates and meeting expendi- 


ture on machinery and switchboard. The reserve fund now stands 
at £9,358. de 


Winchester.—PRicE IwcnEASE.— The T.C. has decided 
to increase the price of energy, as from the meter readings for the 
Michaelmas quarter, for lighting, power, heating, and cooking by 
15 per cent. ; and for supplies by prepayment meters by Id. per 
unit. 7 

Worcester.— The Electricity Committee reports that it 
has been found necessary to accede to requests from the staff for 


extra pay for overtime and for increases of salaries and wages. The 
effect. will be to add &148 a year to the wages bill. 


TRAMWAY and RAILWAY NOTES. 


Australia.— W AGES DEMANDS.—Close on 3,000 members of 
the Australian Tramway Employés' Association in Victoria, Tasmania, 
. and Western Australia are concerned in fresh demands for increased 
-Wages, which have been served on the employers in those States. 
. The bodies affectel are the Melbourne Tramway Board ; Prahran 

and Malvern Tramway Trust; Hawthorn Tramway Trust; 
. Melbourne, Brunswick, and Coburg Municipal Tramway Trust; 

North Melbourne and Essendon Electric Tramways Co.; Ballarat 
and Bendigo Electric Supply Co. : and the Fremantle, Kalgoorlie, 
and Hobart tramway systems.— Melbourne Age. | 


Blackpool.—AccrpENT.—Àn alarming smash occurred 
in Central Drive recently ; the vehicles concerned were a Corpora- 
tion car on the Marton route: a Blackpool, St. Anne's and Lytham 
car, and two motor char-à-banc from Southport. One of the latter 
‘had broken down and was being towed by the other, The front 
char-a-banc contained 28 passengers and the other 18. Both cars 
had to be removed to their respective depéts, the St. Anne's car 
being badly damaged. к 
. Twelve car-lifting jacks are to be purchased and placed at 
suitable positions on the Corporation tramway system. 


Bradford. — Wacxs.— The Society of Tramway and 
Vehicle. Workers has sent in an application for an advance of 
. wages for drivers, conductors, and the parcel staff— based on the 


. increased cost of living—the granting of which would incur an 
additional eost of £20.000 a year to the department; - 


‚ gate, £375, £1 11s. ; rolling stock, £54,647, £1,399 ; 
expended, £257,213, total annual depreciation, £5,672, 


Glasgow.—Réepresentations in favour of.a modified all- 


| night Service of cars were submitted by a deputati 

Springburn Ward Committee at the last mestine of the pee 
Committee. The basis of the appeal was the convenience that 
would accrue to the large number of workers engaged on nightwork 
. in scattered parts of the city and environs, | 


. in committing the offence. nui i 
. plant, if properly fitted up. could send messages a short distance, 


The. Tramway Committee, after. considering. the application of 
the drivers and conductors for a war bonus of 6s. per week, has 
agreed to raise the working hours to from 54 to 56 per week, with 
ordinary pay plus a bonus of 2s. per week to men and Is. per week 
to women, and time and a-half overtimé rates. The question of 
improving the car lighting is under consideration, so far as this is 
possible without infringing regulations. | : 


Liverpool.—TRarric RETURNS.— Bir increases in re- 
ceipts on the tramways were reported at a meeting of the Tram- 
ways Committee on the Ist inst. Since January Ist the receipts 
had amounted to £478,451, an increase of £23,912’ compared with 
the corresponding period of last year, and the passengers carried had 
numbered 10.321,389 ; while the car-mileage was 8,322.190, a decrease 
of 58,531. For the past seven weeks the mileage was 1.715.251. а 
deerease of 9,338 compared with the corresponding period a year 
ago; the receipts for the seven weeks were: £107.320, an increase 
of £8,109, and passengers carried numbered 22,697,820: an inorease . 


of 1,415,315. | 


London.—P.O. Tuse RainLwav.—With reference to the 
“Note” in our issue of August 25th (page 211) referring to the 
London Post Office Tube Railway, we are informed that Mr. 
Asquith's Parliamentary answer related solely to the construction 
of the tunnel, and in no way to the electrical equipment. Farther, 
we understand that no invitation for tenders for electrical equip- 
ment has yet been issued, and no decision has yet been arrived at 
with regard to the system of electric traction to be adopted. 


- Manchester.— The Tramways Committee has decided to 
recommend the Council to-apply to the B. of T., in accordance with 
the provisions of the Special Acts (Extension of Time) Act. 1915. 
for a further extension of the-period limited for (а) the construc- 
tion of the tramways, and (5) the compulsory purchase of lands for 
street widening, referred ёо 1п Sec. 31 of the Manchester Corpora- 
tion Act. 1911. It has been decided that women guards be paid 
the annual advances as provided in the scale of wages in operation 
as regards male guards. Sir George Askwith (Chief Industrial 
Commissioner), in forwarding to the Corporation a letter from the 
Workers’ Union respecting an application for an advance of wages 
for workmen in the permanent way department; suggests that the 
matter should be referred to the Committee on Production for 
settlement, and the Tramways Committee has agreed to the 
suggestion. and has instructed the general manager to prepare, and 
present the Committee's case at the arbitration. Corporation Com- 
mittees are being recommended to follow the lead of the Tramways 
Committee, and allow an extra day's wages in lieu of the Whit 
Monday and August Bank Holiday,to workmen who, being entitled 
to holidays on those days. were working in accordance with the 
decision to forgo the holidays. 


New Zealand.—The Palmerston B.C. has been autho- 
rised to raise a loan of £86,000 ; £66,000 will be devoted to an elee- 
irie tramway undertaking, and £20,000 for an electric lighting 
installation ; the undertaking will not be proceeded with until the 
conclusion of the жаг. — Board of Trade Journal. ` a 


Salford.—W ak BONUSES AND RATE RELIEF.—Additional 
war bonuses are being recommended by the Tramways Committee 


‘for payment to tramway workers. If the recommendation is 


adopted it will mean an addition to the working cost of the depart- 
ment of over £2,774 per annum, and £1,804 to men serving with 
the Forces, and the total charge under this heading will be nearly 
£10,000. The Committee declares that probably the payment of 
the inereased bonuses may prevent it from handing over at the 
end of the year the sum promised for rate relief, Macs 


TELEGRAPH and TELEPHONE NOTES. 


China.—An American Consul reports that great improve- 


. ment has recently been made in the service of the Chinese Tele 


graph Administration. New territory has been reached, and new 
offices have been opened in fields already covered. In order to 


, ensure speed in the transmission of telegrams. the Wheatstone auto- 


matic system has been adopted on all trunk lines. In order further 
to accelerate the transmission of telegrams, three years ago the 


` Administration began, the installation of the ‘automatic duplex 


system on its more important lines. the first instalation being made 
on the Pekin-Tientsin line. In May and June this system. was put 


. into use between Pekin and Hankow, and Hankow and Shanghai. 


It is the intention of the Administration gradually to. extend the 
duplex system. ; Sia | "P 


Illicit Wireless Plant.—At .Gisborne, N.Z., а. boy, 16 
years of age, named" E: M. Goffe.” was charged. with erecting a 


- Wireless plant. without the consent of -the Government. . Mr. 


Edward Goffe, father of the boy, was charged with aiding his.son 
Evidence was called showing that the 


and could receive from Auckland and Wellington. The offence 
was admitted as far as a technical breach was concerned. The 
magistrate fined the junior defendant £2, and costs 7s. The father 
was fined £10, costs 7s. : 


REM аа 
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Telephone Register.—In future, Australian subscribers 
whose telephones are connected with an exchange in which the 
common-battery system is in use can obtain an automatic recording 
register. which will enable them to check the number of calls they 
originate. The instrument will be affixed to the subscriber's tele- 
phone, and the annual rental is 10s. at the outset. This boon will 
be available to a limited number of subscribers only. It has been 
decided to install the instruments on telephones connected with 
Central and North Sydney exchanges. , 


‘Women Wireless Operators.—At the beginning of the 
year the Marconi Co., with a view to determining the suitability of 
women as wireless operators, established a school at one of their 
stations. The school has been well attended, and the experiment 
is regarded as encouraging. Some of the pupils have been already 
drafted to stations, where they are doing very satisfactory work. 
Sending by female operators has a tendency to be too light, but it 
is thought that some of the learners will become quite efficient 
with more practice, that а number will prove very useful under- 
studies, and that a proportion may turn out successes on the wire- 
less circuit. Until these points can be determined. the work of the 
school will be discontinued for the present after September 30th.— 
The Times. 


CONTRACTS OPEN and CLOSED. 


* OPEN. 


Aüustralia.—SYDNEY.—September 20th. N.S.W. Govern- 
ment Railways. One 50-ton electrically-operated overhead 
travelling crane for Zara Street power house, Newcastle. October 
llth. One motor-driven air compressor for Zara Street power 
house. Electrical Engineer. 61, Hunter Street. 

ADELAIDE.—September 27th. Deputy P.M.G. Telephones, tele- 
phone material. instruments and parts. Schedule Nos. 129 to 437.* 

PERTH.—October ith. Deputy P.M.G. Telegraph aud telephone 
measuring instruments and parts. Schedule 501 W.A.* 

MELBOURNE.—Noveinber Ist. Victorian Railwavs. 50.000 flame 
arc carbons. Chief Storekeeper, Railway Oics. Spencer Street.* 

October 18th. Victorian Government R:ilways. Electric time 
releasing mechanisms for automatic sirnallire. Cont. No. 30.34 3.* 

September 29th. City Council. Insulated and шр. copper cables. 
бее” Official Notices ` to-day. 

November Ist. For the Victorian Railway Commissioners, 
50.000. yellow flame arc carbons.” ; 

October 17th. For the Deputy P.M.G. (1) sleeves and tapes 
(Sched. No. 1.355), and (2) 3.100 stay-rods. with low tightenera 
(Sched. No. 1.359).* E 


Burnley.—September 19th. The B. of G. invites tenders 
for electrical goods. Tender form: from J. S. Horn, Clerk. 


. Edmonton.—September 20th. Electrice lamps for six 
‘months. Мг. F. Shelton, Clerk. B. of G.. Lower Tottenhain. 


Government -Contracts.—September 8th.(11 a.m.) In- 
sore lamps for the Office of Works. See "Official Notices " 
ө ay. . ` E 


London.—Supply of electric light fittings for Australia 
House, Kingsway. W.C. . Particulars from Mr. H. H. Turner, 
.48, Broadway. Westminster, S.W. f 

L.C.C.—September 15th. Asylum and, Mental Deficiency Com- 
mittee. Supply of electric lamps. Mr. H. F. Keene. Clerk, 2. Savoy 
Hill, W.C. | 

CITY ОЕ WESTMINSTER UNION.—September 20th. В. о? С. Six 
months’ supply of electric lamps, fittings. Ко. Mr. W. J. Liekley, 
Clerk, Gardens Offices, Princes Row, Buckingham Palace Road, S.W. 


Manchester.—September 12th. ‘Tramways Committee. 
(а) Регтапёп-зуау special trackwork. and (+) permanent-way 
point tongues and crossings. Specifications, ке. (£1 1s.. returnable), 
"Mr. J. M. McElroy, General Manager. 

September 12th. Tramways Committee. Supply of pitch. Mr. 
J. M. McElroy, General Manager, 55. Piccadilly. 


New Zealand. — INVERCARGILL.— September — 28th. 
Borongh Council. Steam turbo-alternator, condensing plant. and 


Eig ad Specifications from the Tramway. Office. Contract 


GisBoRNE.—Oectober 2nd. B.C. Cooling tower at the power 


Station. Specifications from. the Town Clerk.— №.. Shipping and 
‚ Commerce, ^ E 


т анон for the items marked * can be seen at the Board 
o Trade Commercial Intelligence Branch-in London. ` 


2 CLOSED. 
| Australia, —Thie Sydney Municipal Council is recom- 
: mended to accept the following tenders :— — 
ps EET for hiring out.—Four 40-s.H.r. semi-enclosed type motors 
nM a to be manufactured by the Electric Construction Co., £715; 
ditta 0-в.н.ь. ditto, £652, B. Warburton, Franki, Ltd. ; two 100-в.н.р. 
| usd American manufacture, £674, Aust. General Electric Co. 
"Co FERE new workshop at power house, £4,600,—L. Scrutton and 
Consumers’ "Ineters 5 a z 
т т па 10- . > 9 M 4 ees S 4 Б 
теп" 828004. Hercules, ae g r and 50-ашр., £3,987. — Standard 
LE ш feeder panels for the sub-stations at Lang Park, Philip 
, and the abattoirs, £1,810, —Australian General Electric Co. 


Victorian Railways :— | 
Electrically-operated goods elevator for Jolimont car-shed, £860.— 
G. Weymouth Pty., Ltd. А 
Thermo-electric pyrometers complete, £62 135. 6d. per set.—The Cambridge 
Scientific Instrument Co., Ltd. ' 
1,000 amp.-hour storage battery, £267.—W. Adama & Co., Ltd. 
— Tenders., 


Glasgow. — The Sub-committee on Electricity Works 
recommends the purchase of two 5-ton motor-wagons. one from 
Edison Accumulators, Ltd.. and one from the General Vehicle Co., 
at a total cost of £2,990. 


Manchester.—The Tramways Committee has accepted 
the tender of Messra. F. Smith & Co., Ltd., Salford, for copper 
trolley wire. 

Salford.— Tramways Committee :— 

Hadfields, Ltd.—Manganese-steel crossings, £220. 

Electricity Committee :— 


Lea Recorder Co., Ltd.—Steam recorder, £191. 
Royles, Ltd.—Feed water heater, 4115. 


FORTHCOMING EVENTS. 


Institution of Mintag ineers.—Thursday, September lith. At 11 a.m. 
At the Royal Technical College, Glasgow. Annual general meeting. : 


THE BRITISH ASSOCIATION. —1. 


Fon the fourth time in its history, the British Association 
for the Advancement of Science is meeting in Newcastle-on- 
Tyne, where the 88th annual gathering was inaugurated 
on Tuesday night, when the President (Sir Arthur Evans, 
D.Litt.. LL.D., F.R.S., &c.) delivered his address on 
* New Archeological Lights on the Origins of Civilisation 
in Europe," The Association met in Newcastle in 1838, 
1863, and'f8s9, and, but for the present disastrous war, 
this years visit would have been of especial interest, 
particularly to the engineering section, for there have been, 
immense developments on the whole of Tyneside in all 


branches of that industry, and in none has this advance 


been. more marked than in the electrical section, for the 


city forms the nucleus of one of the greatest supply systems 

in the country. | 
The first event in connection with the visit was the 

delivery of a popular lecture on Monday night by Dr. 


- Dugald Clerk, F.R.S., whose subject, “ Gas, Oil, and Petrol 


Engines" was admirably illustrated. On Tuesday there 


were various meetings of the Council and Committees, and 
the former body unanimously nominated the Hon. Sir 


"Charles A. Parsons to fill the office of President of the 
- Association for 1917-18, when the meeting will be held at 


Bournemouth. The appointment of this gentleman, head 
of the electrical and engineering firm of C. À. Parsons & Co., 
at Heaton-on-Tyne, and chairman of the Parsons Marine 
Steam Turbine Co., Ltd., is very pleasing to the district. 
The Council also considered a proposal for the con- 
stitution of a Committee on organisation in relation to 
problems arising out of the war. A Committee was 
appointed, and recommended that the Organising Sectional 
Committees should meet to consider problems, if any, arising 
in their special departments of science which might call for 
investigation in connection with the future effects of the 
war upon the national and imperial welfare, and the proper 
methods of investigation of such problems. 16 was further 
resolved that a Research Committee should have power to 
report through the Organising Committees of the Council 
when the Association was not in session. A number of 
valuable proposals received from the Organising Sectional 
Committees had been transmitted to the Council, and action 


arising out of several of these was proceeding. 


"The business of the various sections was commenced in 
earnest on Wednesday morning. In the Engineermg 


- Section the President (Mr. Gerald Stoney, F.R.S.) delivered 


his address, in the course of which he emphasised the 
importance and value of highly-educated labour in various 
trades. Опе of the things which handi ‘apped our industries 
was the reluctance of employers to utilise such labour. 
Not onlv on Ше scientific side was there much to be done 
in the way of putting our house in order, there was also 
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much to be done on the management and commercial side 
if works were to be put, inio a position to meet, competition 
effectively. In this section a paper on * Limit Gauges ” 
was read by Dr. R. T. Glazebrook, C.B., F.R.S., in which 
he dealt with gauges for plain cylindrical work, screw 
gauges, and form and position gauges. This was the only 
matter dealt with in this section. 

А good deal of interest centred in the Economie Science 
and Statistics Section, the President of which (Prof. A. W. 
Kirkaldy, M.A.) spoke проп “Some Thoughts on Recon- 
struction after the War,” in the course of which, after 
pointing out some of the effects of the war on our economic 


existence, he dealt with the need for national organisation. 


Then followed the presentation of a suminary of a report 


on “ Means for the Promotion of Industrial Harmony." 


The report suggested, infer alia, that both employers and 
employed should form local and national associations of 
one trade, and local and national federations of trades, and 
the election of an industrial council from the two national 
associations. The proposals were discussed hy Archdeacon 
Cunningham, Prof. W. R. Scott, Sir Hugh Bell, and 
Mr. E. Jackson. 

In the Chemistry Section, Prof. G. G. Henderson, D.Sc., 
F.R.&, the President, remarked on the awakening of 
the country to an appreciation of the importance of 
chemistry. Mr. F. H. Carr read a paper on “Some 
Aspects of the Future of the Synthetie Chemical Industry 
of Great Britain," and Mr. О. M. Whittaker dealt with 
* The British Coal;Tar Colour Industry in Peace and War.” 


lenius mi i E ны а с осы ee N 


NOTES, \ 


Institution and Lecture Notes.— Nottingham Society of 
Engineers.— The first meeting of the 1916-17 session will be held at 
the Welbeck Hotel, on October 18th. at 7.30 p.m. The Council 
wishes this meeting to be given to the reading and discussion of 
ehort papers on engineering subjects, which should not take more 
than 10 minutes to read. Six papers will be read by an independent 
reader, and members will then be asked to vote for the two best 
papers, so that they can be discussed and prizes awarded. The 
Council has appointed Mr. J. F. Chambers to the post of secretary, 
rendered vacant by the resignation of Mr. H. G. Price, his address 
being The Elms, Daybrook, Nottingham. 


Institute of Metals.—The annual autumn’ meeting will be held 
on Wednesday, September 20th, commencing at 4 p.m., at Burlington 
` House, London. Sir George T. Beilby will preside, and a number 

of important metallurgical papers will be presented and discussed. 

The Government Research Council having made a grant of 
£1,000 per annum towards the cost of carrying on the research 
inaugurated by the Institute into the causes of the corrosion of 
marine condenser tubes, it has been found possible by the Corrosion 
Research Committee, which has recently been reconstituted so as 
to include representatives of all bodies interested in the subject, 
greatly to extend its sphere of activities. Two salaried investigators 
have been appointed in the persons of Captain G. D. Bengough. D.Sc., 
and Dr. O. F. Hudson. They will conduct scientific researches on 
‚ the Committee's condenser plant now about to be installed, by the 

courtesy of the Brighton Corporation, in the Brighton Electricity 
Works. The plant will be worked under ordinary industrial con- 
ditions, the microscopical and other examination of the metal 
treated at Brighton being carried out in the metallurgical labora- 


tories of the Imperial College of Science and Technology, South 
Kensington. 


Fatalities.—Horace Dean Smith (27), of Irlam, an 
electric stripper crane driver at the Partington Steel and Iron 
works, Irlam, was struck by an ingot mould, and received fatal 
Injuries, last week; at the inquest a verdict of " Accidental 
death was returned. ` | 

А young man named George Dixon was killed by electric shock 
at Hebburn on Wednesday evening. having touched a street-lamp 
standard with. his hand. 


An inquest has been held at Manchester into the death of a 


woman tramway conductor. on a single-deck car, who apparently . 


leaned out of the car to speak to the trolley girl on the rear plat- 
form, not noticing a motor wagon which was being overtaken, and 
eae head crushed between the vehicles. Verdict, “ Accidental 

a к 

A verdict of “ Accidental death " was returned in the case of George 
Edward Stitchman, а press driver at the Western Electric Co's 
works, North Woolwich, who was struck by a flying piece of the 
machine, sustaining concussion and a fractured skull. 

An inquest was held at Bilston on Monday respecting the death 
of a lad named Atkins, at the works of Messrs. Thompson Bros.. 
boilermakers. A witness said he found the lad, a riveter, who had 
been working at a vice. suffering from shock. He was carried 
into the stores, and artificial respiration was resorted to, but with- 
out avail. Witness explained that before he saw the lad he caught 


М 

his foot accidentally against a piece of angle-iron. one end of which 
was on a tank which was to be eleotrically welded, and the other 
on the iron leg of the vice. He supposed this müst have веб up 
an electric circuit, producing shock, which caused death. Harold 
Brook, electrical engineer to the power company eupplying the 
current, said the main voltage was 210, but it was transformed to 
110 for welding purposes. The jury found that Atkins died from 
shock caused by an electric current accidentally transmitted. 


Volunteer Notes,—l:RsrT Lonpon ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place, S.W.—_ 
Orders for September, 1916, by Lieut.-Col. C. B. Clay, V.D., 
Commanding. | ; 

Members afe requested to take special note that during this 
month the lectures will be on Wednesdays, in place of Tuesdays. : 

Drills will be held under the Sergeant-Major on Tuesday even- 
ings, as during August. i | 

The range will be open on Thursdáy evenings, as during August. 

Instruction Classes at Regency Street will be held аз usual for 
Platoons Nos. 9 and 10. 

Entrenching.—KEvery Sunday at Victoria Station (S.E. & C. 
Railway). Booking-office, 8.45 a.m. 


MACLEOD YEARSLEY, Adiutant. 


3RD BATT. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI. 
MENT.—Battalion Orders by Capt. R. J.C. Eastwood (Commandant), 
Thursday, September 7th, 1916 :— : | 
_ Saturday.—The Battalion will Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 8.40 a.m., for Entrenching duties. 
Those who cannot take the early train will parade at 1.20 p.m. 
Sunday.—The Battalion will parade at 9.30 a.m. for Entrenching 
duties. - 
Bisley Range will be open for practice on Sunday, 10th inst. 
The Range will not be open on Saturday, 9th inst. 


G. H. F. DUNCAN, Acting Adjutant. 


Australian Industrial Inquiry.—On the . suggestion of 
Mr. Herbert, Brookes, president of the Victorian Chamber of Manu- 
facturers, the Government proposes to organise a Commission. to 
visit the United States and investigate methods of production 
and manufacture as well as conditions of employment. 

The Commission will consist of six representatives of the manu- 
facturers in Australia, one from each State, with six representa- 
tives of the workers, one also from each State. The Chamber of 
Manufacturers in each capital city will be asked to submit three 
nominations, and the central Labour organisation in each State 
similarly to nominate three men. The selection will then be made 
by the Commonwealth Government. І 

The following industries аге to be investigated by the Commis- 
sion :—Iron trades, engineering, &c.; timber trades and building 
material, &c.; leather trades ; textile trades ; paper trades ; trades 
engaged in the preparation of foodstuffs. 

The manufacturers' representatives will be appointed from the 
several States as follows :—Iron trades—New South Wales ; textile 
trades— Victoria; leather trades— South Australia; trades engaged 
in the preparation of foodstuffs— Queensland ; timber and building 
material trades—Western Australia ; paper trades— Tasmania. 

The same principle will apply in the selection of the representa- 
tives of the Lubour organisations. | | 

A secretary will be appointed, and the Commission will be 
accompanied by a journalist. 

The scheme, says the Australian Statesman and Mining Standard, 
has not met with universal approval ; the methods of manufacture 
are well known in Australia, and Mr. Brookes's recommendation 
referred more to the study of industrial relations in all industries in 
actual operation. . 


Tramways and the Kinematograph.—Our contemporary, 
the Electric Railway Journal, recently contained a sensational 
view of a car taking a plunge from a viaduct spanning a ravine. 
The explanation given was that a moving picture firm bought up 
a discarded car from the Ithaca Traction Corporation, using it for 
picture making ; as the plot developed, the villain (represented by 
adummy), having been knocked out by the hero, was left on the 
front platform of the car, which, after gathering speed on a grade, 
was derailed by a switch on the viaduct, breaking through the 
imitation railings and falling some 300 ft. to the bottom of the 
gorge. The саг is said to have landed head-on in the bottom, and 
a good many tramway men will, no doubt, be interested to view 
the remains. 


A Novel Gas Turbine.—A recent issue of Power con- 
tained a brief description of a gas turbine introduced by the 
Detroit Gas Turbine Corporation. Its principle of operation con- 
sists in compressing a charge of the mixture, firing it at constant 
volume in an explosion chamber, which results in a very high 
pressure, and allowing the products of combustion to impinge on & 
series of moving and stationary blades. The arrangement shown 
consists of eight radial gas compressor cylinders, which compress 
the gas mixture to about 90 lb. per sq. in. prior to its discharge 
into firing chambers round the periphery of the turbine, from 
which the products of combustion at high pressure impinge on two 
rows of moving blades separated by & row of stationary blades. 
The moving blades are carried on the outer easing which revolves 
&bout the driving shaft on ball bearings, and is geared to the shaft 
through a 3 to 1 reduction giving a shaft speed of 3,000 Е.Р.М., 
which corresponds to 24,000 explosions a minute. The rotor 


diameter for а 200-H.P. turbine is said to be 21 in., and the weight 
335 Ib. 
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Appointments Vacant.—Assistant master in electrical 
engineering for the Polytechhic, Regent Street, W. ; shift engineer 
for Neath R.D.C.; two electricians (£22 10s. p.m.) for Rhodesia ; 
mains attendant (£2) for Leek U.D.C. Seeour advertisement pagea 
to-day. 


Educational Notes. — Royan TECHNICAL COLLEGE, 
GLAsGOW.—We have received the College Calendar for 1916-17, 
giving particulars of the various engineering courses, Prof. 
Magnus Maclean is at the head of the Electrical Engineering 
Department. 

West HAM MUNICIPAL TECHNICAL INSTITUTE.— The ndw 
session commences on September 20th ; day and evening courses in 
electrical engineering are provided. Particulars are given in our 
advertisement pages to-day. - 

GOLDSMITH8 COLLEGE (UNIVERSITY oF LONDON), New Cross, 
S.E.—The new session begins on September 25th. Mr. W. J. Lineham 
is at the head of the engineering department. See our advertize- 
ment pages to-day. | 


Field Operating  Theatre.—4AÀ motor field operating 
theatre, which is about to be presented to the Italian Government 
by the Wounded Allies’ Relief Committee, has been on view in the 
grounds of Aldford House, Park Lane, London, W. The electrical 
installation includes three 100-c.P. lamps and other smaller lampsin 
the interior of the theatre, together with two electric fans. and on 
the outside Blériot head lamps, side lamps, and tail lamp. 
The current is supplied by а Blériot 12-volt, 200-watt dynamo, 
which is driven by the engine, und gives 15 amperes when the 
vehicle is running at 12 miles an hour and 25 amperes when 
stationary. The construction has been carried out under the super- 
vision of Mr. J. N. Walford. 


Copper.—The figures for copper supplies, as shown in 
Messrs. Н. R. Merton & Co.'s circular, are of an encouraging nature. 
While the price at the end of July, 1916, was £111 per ton 
(standard copper), it is shown for the end of August to be £109 10s. 
While it has been impossible to estimate the stocks in Rotterdam, 
Hamburg and Bremen, and no figure carbe given for American 
stocks, the supplies usually known as “ European visible supplies " 
stand at a very healthy figure. The total supplies for the month 
of August, 1916, were 43,239 tons, which compares most favourably 
with August, 1915 (30,518 tons), and, of course, with August. 1914 
(25,429 tons), and even shows up fairly well against the average 
for the 12 months preceding the war (47,740 tons). Taking the 
quantities under their various headings. we find that the European 
arrivals from North America were 25,367 tons, about 4rd less than 
the pre-war average ; those from Spain and Portugal to England 
and France low (following an unusually high delivery in July). 
" Other countries" gave double the pre-war average ; Chile ship- 
ments were more than {rd higher, and Australian about ¿rd below. 
The supplies for last month have only three times been exceeded 
since August, 1914, ie, in March, 1915 (43,979), May, 1915 
(16,032), and June, 1916 (44,526). 

NORWEGIAN COPPER EXPORTS.—The export of copper, copper 
ores, aud pyrites from Norway was prohibited from Tuesday last. 
This measure has been adopted in order to secure the retention of 
some 3,000 tons of manufactured copper required in connection 
with electric works and street railways which has been obtained 
from America. At the same time it is understood that concessions 
will be made for export to the belligerent countries against com- 
coe re for the same quantity of manufactured copper to 
neutrals, 


“Cold Light" Again.—The daily Press, forgetting that 
the fallacy was exposed by us some years ago, and unable to dis- 
criminate for itself between fact and fiction, has once more got 
hold of the “cold light" system of Prof. Dussaud, and is treating 
it аз а novelty. The essence of the system is to spin a number of 
electric lamps on a wheel, each lamp being energised in turn for a 
fraction of a revolution, so as to give the impression that the 
light is continuous. As the heat developed whilst the lamp is 
burning is dissipated whilst it is out, the lamps remain cool—hence 
the term, “ cold light." It is merely a roundabout and elaborate 
way of obtaining the same result as would be secured by burning 
one lamp and keeping it cool with a water-jacket or a fan. What- 
ever advantages are claimed for the Dussaud system can be far 
more easily and cheaply obtained by other means. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial aide of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted aa to their movements, 


Central Station and Tramway Officials, Мг. S. W. CARTY, 
late of the electrical department of the Liverpool Corporation 
tramways, has been gazetted to a captaincy. He has recently 
returned from the Soudan, and the following is an extract 
from à recent letter which Mr. J. H. C. Brooking has kindly 
sent U8:—" As you know, I went to Egypt last February, 
and first week in April I was sent in charge of a detachment 
of lorries and men to the Soudan to. take over the transport 
of supplies, &c., of the Western Frontier Force, who were 
Operating against the Sultan of Darfur. It was over 2,000 
miles south of Alexandria, and we went by rail to Assouan 
(Shallal) and then down the Nile on barges to Wadi Halfa, 


. Managing director. 


and on by Kitchener's Railway over the desert to Khartoum, 
and thence again by rail to El Obeid (Kordofan). From 
there L trekked due west 900 miles over sand, desert, and 
through the bush, where nothing but camels had ever been 
before, and safely carried supplies, going backwards and for- 
wards from the railway at El Obeid. Of course, there was 
по road, only a track; it was some job, as we had all sorts 
of stores to take, oil, petrol, bombs, spare engines and parts 
for the Flying Corps, telegraph poles, boxes of stuff all 
manner of kinds. Darfur lies between French Equatorial 
Africa and Kordofan (British Territory). As you know by 
the papers, the Sultan’s army was beaten and dispersed, and 
ле fled, во we have taken over the country. I got specially 
thanked by the Sirdar (General Sir Reginald Wingate), who 
is Kitchener's successor in the Soudan." 

PHILLIP YELLOWLEES, who was employed as an electrician 
on H.M.S. Nottingham, was three hours in the water when 
that ship sank before being picked up. Prior to joining the 
Navy, Yellowlees was in the employment of the Electric 
Supply Co., Jedburgh. 

The Aylesbury U.D.C. has appointed Mr. MARK WHITILE, 


of Horwich (Lancs.), as assistant electrical engineer, subject 


to his being exempted from military service. 

Mr. D. H. Davigs, chief electrical assistant at the Stockton 
Corporation undertaking, has been appointed electrical engi- 
neer and tramway manager to the eywood Corporation at 
а salary of £200 per annum. There were 50 applicants for 
the post. 

General.—Mr. E. J. Fox is resigning the position of London 
manager of Messrs. Stewarts & Lloyds, Ltd., in order to take 
up the position of general manager of the Stanton Iron Worka 
Co., Ltd., near Nottingham, with а seat on the board as 
Mr. Fox succeeds in March next Mr. 
J. A. Longden, whose services will, however, be available to 
the company, as he remains a member of the board of 
directors. 

Mr. C. F. Азнву, district manager of telephones at Canter- 
bury, has been promoted to an important position at Nor- 
wich, and will be succeeded by Mr. Mactean, of Plymouth. 

We learn that Mr. Eeron Mouter, of the Allmänna Svenska 
Elektriska Aktiebolag, of Vesteras, has arrived in London to 
organise the manufacture of transformers in England by the 
Swedish General Electric, Ltd. 

Mr. J. N. STEPHENS (rnanager of the wiring supplies depart- 
ment of the British Thomson-Houston Co.) has joined the 


Royal Flying Corps as Second-Lieutenant (Assistant Equip- 


ment Officer). | 
Roll of Honeur.—Last week we mentioned that Captain 
Н. C. Sparks had received the D.S.O. for conspicuous gal- 
lantry; we are pleased to add that the French Government 
has awarded him the “Croix de Guerre" with palm leaf 
(which, we understand, is a special honour), for the same 
action on July Ist. Captain Sparks was awarded the. Military 
Cross in June last. | 
-Driver W. Owens, accidentally killed whilst on active ser- 
vice, was assistant storekeeper, and Rifleman W. BRADLEY, 
killed in action, was a warehouseman, with Messrs. Downes 
and Davies, electrical engineers, of Liverpool. 
Private RicHARD MassEY, who was formerly employed with 
the Electrical Apparatus Co., Ltd., has been killed at the 
Front. He was only 19 years old, and was one of the first 
members of the Corpus Christi School Volunteer Training 
Corps. m 
Lieutenant F. G. Duncan Stoney, R.E., who has died from 
wounds, was the only son of the late E. D. Stoney, and was 
on the staff of Messrs. Ransomes & Rapier, Ipswich, when 
war broke out. His commanding officer wrote that he would 
be very very difficult to replace, not so much on technical 
grounds, though he was the best educated scientifically of any 
of the officers in the Division, but because of his many-sided 
nature. The (General also expressed his personal sorrow and 
appreciation of his ability, and a further letter of apprecia- 
tion was written by the N.C.O.'s and men of: his section. 
Private C. CasuMonE, Oxford and Bucks L.I., who was 
with the British Thomson-Houston Co., is reported killed in 
tion. . : | : 
рге AnTHUR N. HENDERSON, King's (Liverpool) Regi- 
ment, who was with Messrs. Pulford Bros., Ltd., electrical 
engineers, Liverpool, has aed from injuries received while 
it with a bombing party. | 
oom F. GOODMAN, RFA., who has died of wounds, was 
forinerly employed by the British Thomson-Houston Co. | 
The Military Medal has been awarded to Private CHARLES 
SMITH, formerly a tramway conductor with the Bradford 
i tion. А І 
Богра зода Weekly Statesman records the death in action 
of Mr. JoGenpra NarH Sen, B.Sc. Mr. Sen left India in 
1910, gained admittance to Leeds University, and after ee 
an engineering course for three years, graduated as a Bac e Br 
of Science. Soon afterwards he secured a position onde e 
manager of the Leeds Corporation electric lighting station. 
and was ultimately placed on the stall ns an assistant us 
neer. On the oue of ner with Germany Mr. Sen 
ioi kshire Regiment. | 
Non; eg dee Henny ANDREWS, Manchester Regi 
ment, formerly with the British Westinghouse Co., 18 8 pri- 
scner of war at Dulmen, Westphalia. | ме des 
Private ARTHUR WEBB, Manchester Regiment, a torm 
ployé of Messrs. Baxendale & Co., Ltd., is missing. | 
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Corporal Witam Павгеу, Rifle Brigade, aged 19 years, who 
has received the Military Medal, was employed in the Man- 
chester Corporation Tramways Department. . 

Sergeant J. Neary, of the East Lancashire Regiment, who 
has been awarded the Military Medal for conspicuous bravery, 

. was. un. employé of the Salford Tramways Committee. —— 

Private ALBERT EDGE, of the Canadian Contingent, killed 
in action at the age of 23, was а Swinton (Lancs.) man, 
engaged as an electrician in Canada. 

lieutenant James Duncan Simpson, Canadian Royal Engi- 
neers, killed in action, was educated in Scotland, and trained 
us an electrical engineer with Messrs. Mavor & Coulson. 

Captain J. A. RUTHERFORD, killed in action, was before the 
war on the staff of the Rangoon Electric Tramway & Supply 
Co. 

We note that a recent casualty list contained the name of 
A4eutenant ZrANI DE Ferranti, R.G.A., as being wounded. 

. Mechanic Staff-Sergeant THomas MicHAEL. WALTON, who has 
been awarded the Albert Medal (second class) was formerly 
en.ployed by the Cleveland and Durham Electric Supply Co. 
The award is for gallantry in saving life. 

. Ritleman James PARSONAGE, 25 years of age, formerly em- 
ployed by the St. Helens Cable & Rubber Co., Ltd., has died 
of wounds. | 

Private H. GoopEvE, Manchester Regiment, who has died 
of fever in Mesopotamia, was with the Guildford Electricity 
Co. He was wounded in the retreat from Mons, and in 
November, 1915, was drafted to Mesopotamia. 

Private CLIFFORD Morris, Cameron Highlanders, of Middle- 
ton (Lancs.), who was an electrical apprentice, has been killed 

їп action. | 

Private RicHarD Ponterract, Manchester Regiment, for- 
merly employed at the Chloride Electrical Storage Co.’s 
works, has died from wounds. 

Rifleman Ernest Grant, Rifle Brigade, formerly with 

Messrs. Willans & Robinson, has fallen in action. | 

Privates Ernest Вівву and F. E. SMALL, Somerset Regi- 
ment, formerly with the Weston-super-Mare Electric Supply 

Со., Ltd.;are reported killed, the latter from poison gas; 

both men joined up at the start. | 

Lance-Corporal J. Н. Ровтом, Oxford and Bucks Light 
Infantry, who has died of wounds, was formerly with the 
British Thomson-Houston Co., Ltd. А 

Driver Аксо Mackmin, Sussex Yeomanry, formerly ап clec- 
trician at Croydon, has died of wounds received in Gallipoli. 

Private Jas. Park, Seaforth Highlanders, killed in action, 
was formerly an electrician at Workington. 


Private W. H. Hewitt, Manchester Regiment, formerly 


with Messrs. Mathér & Platt, Ltd., is posted as missing. 

Private WILFreD Mayers, of the King’s (Liverpool) Regi- 
ment, who was employed by Messrs. 1°. J. Jones & Sons, 
electrical engineers, Chester, has been wounded. 

ance-Corporal Harry Woop, Loyal North Lancashire 
Regiment, who has died of wounds, was in the Bolton Cor- 
poration Tramways Department. 

Rifleman S. CnarER, West Yorkshire Regiment, and Com- 
pany Sergeant-Major P. B. Symes, Northumberland Fusiliers, 
who have been killed, were both employed on the Leeds 
tramways. -> 

Private Norman Scott, who has been awarded the Military 
Medal, was formerly in the wireless department of Messrs. 
Eaton & Co., of Toronto. 


Will.—Under the will of Mr. Е. C. Kennepy, C.I.E., direc- 
tor, Burmah Electric Tramways & Lighting Co., and other 
companies, personal estate in the United Kingdom of the 
gross value of £248,258 was left. 


NEW COMPANIES REGISTERED. 


Ф . є 
Steel’s Electric & Engineering Co., Ltd. (144,669).— 
This company was registered on August 23rd, with a capital of £3,000 in £1 
shares, to take over the business carried on at 206, East India Dock Road, 
E., as Steel Bros., andsto carry on the business of electricians, electrical and 
mechanical engineers, contractors and manufacturers of, and dealers in, all 
apparatus used in connection with the generation, distribution, supply, accumu- 
lution, and employment of electricity, steam, gas, oil; or other power, manu- 
facturers and repairers of, and dealers in, motor-cars, &c. The subscribers 
(with one share each) are: E. Lee, 3, Clyde Wharf, Victoria Docks, E. 
inarine engineer; S. Е, Hastings, 4l, Bulstrode Avenue, Hounslow, W., civil 
engineer. Private company. Table “A” mainly applies. Secretary (pro 
tent): E. Lee. Registered office : 906, East India Dock Road, Е. 


Hadon, Ltd. (144,635).— This company was registered on 
August 25th, with a capital of £500 in £1 shares, to take over an invention 
for electrically-operated clocks, to carry on the business of clock manufac- 
turers, dealers and importers, &c., and to enter into an agreement with W. 
Alldis. The subscribers (with one share each) are: F. С, Dixon, l, Lan- 
caster Place, Strand, W.C.. solicitor; J. H. Dixon, 1, Lancaster Place, Strand, 
W.C., solicitor. Private company. Table “A” mainly applies, Solicitors : 
Dixon, Weld & Co., 1, Lancaster Place, Strand, W.C. 


. Aluminium Solder Co., Ltd. (144,725).—This company 
‚ was registered on August 30th, with a capital of £150 in £1 shares, to take 
: over the business of manufacturers of aluminium and other solders, dealers 
in metals and alloys and products thereof, and general dealers in metals and 
hardware, carried on by W. H. M. Burgess, A. Lees, and Н. Е, Galpin, jun., 
as the Aluminium Solder Co. The subscribers (with one share each) are: 
W. Н. M. Burgess, 40, Glasshouse Street, W., engineer; A. Lees, Fairford, 
Glos., engineer; H. F. Galpin, jun., Oxford, solicitor. Private company. 
"The number of directors is- not to be less than two or more than five. The 
first are W. Н. M. Burgess. A. Lees, and Н. F. Galpin. jun. Qualification, 
one share. Solicitor: Н, F. Galpin, jun. Registered office: 40, Glasshouse 
Street, Piccadilly, W. | | 


Willesden. 


International M. P. Superheater Co., Lid, (144,687). 
Registered August 25th, by G. S. Warmington & Edmonds, 14-15, Coleman 
Street, ЕС. — Capital, £400,000 in £1 shares, Objects: To acquire any 
patents, rights, brevets d'invention, licences, protections, and concessions 
relating to the manufacture. or. construction of superheaters, locomotives, 
engines, or other similar apparatus, to carry on the -business of engineers, 
founders, machinists, manufacturers of superheaters, or other apparatus for 
heating water or air, locomotives, engines, tool makers, metal workers, boiler 
makers, millwrights, iron and steel converters, woodworkers, builders, 
painters, metallurgists, electrical and water supply enginéers, gas makers 
and merchants, &c., and to adopt an agreement with Miecislas Pokrzywnicki. 
The signatories (with one share each) are: D. J. Edmonds, 14-15, Coleman 
Street, E.C., solicitor; W. H. E. Godolphin, 14-15, Coleman Street, E.C., 
clerk; W. Lewis, 14-15, Coleman Street, E.C., mining agent; H. Chitty, 97, 
King Edward's Gardens, Acton Hill, W., engineer; М.Е, H. Jeffes, 15, Rue 
d'Edinbourg, Brussels (33, Carlingford Road, Hampstead, pro tem.), barrister; 
W. L. Griffith, 50, Parliament Street, S.W., architect; T. G. W. Parry, 17, 
Coleman Street, E.C., financial agent. Minimum cash subscription, seven 
shares, The first directors are Pol Mouton and E. Petersson. Qualification, 
£500. Remuneration, £200 each per annum (chairman £300) and a per. 
centage of the profits. Registered office: 14-15, Coleman Street, E.C. 


Fellows Magneto Co., Ltd, (144,065).— Registered August 
23rd, by Herbert Smith, Goss, King & Gregory, 62, London Wall; E.C. 


. Capital, £75,000 in 50,000 pref. shares of £l each and 50,000 ord. shares of 


1%. each. Objects: To carry on the business of manufacturers and repairers 
of, and dealers in, machinery and plant, tools, appliances, and engines of all 
kinds, motor-cars, vans, cycles, anships, aeroplancs, aircraft, boats, vessels, 
ships, and conveyances for transport of persons or goods, whether on land, 
set, ог in the air, dynamos, magnetus, accumulators, coils, carburettors, 
spcedomcters, taximeters, and accessories and component parts of automobiles, 
and all other machines and vehicles, motor electricians, ignition specialists, 
mechanical and clectrical engineers, machinists, iron, steel, brass, and other 
metal founders, &c., and to adopt an agreement with Fellows & Co. The 
sigratories (with one share each) are: E. J. Burrows, 29, Lyndhurst Road, 
Highams Park, Chingford, clerk; H. J. Palmer, 157, Offord Road, Barnsbury, 
N., messenger; Margherita Newport, 39, Holsworthy Square, W.C., clerk; 
F. Mitchener, 37, Fontenoy Road, Balham, S.W,, clerk; F. H. King, 62, 
Lordon Wall, E.C., solicitor; W.-A. Bewes, 2, Harcourt Buildings, Temple, 
E.C., barrister; J. Barnes, 7, Walcot Gardens, Kennington, S.E., accountant. 
Minimum cash subscription, seven shares. The first directors (to number 
not less than two or more than seven) are V. L. Fellows, D. V. L. Fellows, 
S. L. Fellows, and Н. M. Alleyn (vendors (0, (ће company). Qualification 
(except above-named directors), £500. Remuneration, £200 each per annum 
(ctairman £100 extra). Registered office: Cumberland ‘Avenue, Park Royal, 


Faraday & Son, Ltd. (144,736).— This company was 
registered on August 3151, with a capital of £5,000 in £l shares, ta adopt. an 
agreement with Rosa B. Faraday, P. Faraday, und L. B. Faraday, to. carry 
on the business of electrical engineers and manufacturers of electrical fittings 
as formerly carried on by the said vendors at 146-150, Wardour Street, W. 
as Faraday & Son. The subscribers (with one share each) are: P. Faraday, 
146-150, Wardour Street, W., manufacturer of electrical fittings; L. B. 
Faraday, 146-150, Wardour Street, W., manufacturer of electrical fittings. 
Private company. The number of directors is not to be less {һап two or 
wore than five; the first are P. Faraday and L. B. Faraday (both permanent, 
special qualification, one share) Qualification of ordinary directors, 00 
shares. Remuneration (except managing director) as fixed by the company. 
Solicitors: Redpath, Marshall & Holdsworth, 23, Bush Lane, КС. 2 


[s d 


OFFICIAL RETURNS OF ELECTRICAL . 
‘COMPANIES. — | LS 


Hans Renold, Ltd.—A memorandum of satisfaction . in 
ful on August 10th, 1916, of charge dated October Ith, 1915, securmg no 
more than £100,000, has been filed. 


Brilliant Arc Lamp & Engineering Co., Ltd.— Particulars 
of £2,500 debentures, created August 9th, 1916, filed pursuant to ors 
(3) of the Companies (Consolidation) Act, 1908, the whole amount eing T 
issued. Property charged: The company's undertaking and property, p 
апа future, including uncalled capital. No trustees. 


Faringdon Electric Light & Power Co., Ltd.—Particulars 
of £300 debentures, created June 30rh, 1916, filed pursuant to е 
(3) of the Companies (Consolidation) Act, 1908, the whole mune. aed 
issued.’ Property charged: The company's undertaking and property, р 
an! future, including uncalled capital. No trustees. Я 


. OF 
Ilford Dry Battery Co., Ltd.—Particulars of £1,250 
debentures, created August 93rd, 1916, filed pursuant to Section 93 euet: 
Companies (Consolidation) Act, 1908, the whole amount being dei an 
Property charged: The company's undertaking and ^ property, pres 
fi.ture, including uncalled capital, No trustees. 


3 n 36th 
Suffolk Electricity Supply Co., Ltd.—Issuc on Jus ieee 
of £1,000 debentures, part of a series of which particulars have already 
filed ; 
n—— Dn 


— 


CITY NOTES. 


Iu nt 
The report of the directors and statemi n 
of accounts at December 31st, 1915, shows 


Kalgoorlie 
EIE that the gross receipts amounted to £33,525, 
Tramways, against £31,891 for the previous Уе, 


Ltd. whilst the net profits earned, betore de 

ing depreciation, were £7,905,. a tho 

£7,265, the inereased receipts being entirely absorbed 2A a 

extra expenses incurred in improving the bn A ori e 

compete with the motor-car traffic and in the а | itio о, 

of operating and maintaining the tramway. e pase 
improvement in the business conditions of Kalgoorhe 


‘the past vear, and the tramway is still subject: to competition 


from the motor cars. The necessity. of, providing m еы 
tion by means of a fund for the. renewal of te Dis Du 
&c., has for a long time past been before the n o king 
the commitments of the company for interest Las beni 
fund have absorbed the whole of the available огон pm po 
time to time, and it has consequently been 1mpossib e en 
vide such а fund. The “А” stockholders passed ae пош 
on June Tth, 1915, by which the company was ге eased: 
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the obligation to provide a fixed sum of £9,000 per annum, 
and а provision that the net profits of the company up to 
£9,000 per annum should be set aside for the service of the 
interest and sinking fund was substituted. Before arriving at 
net profits the directors are of opinion that some provision 
must. be made towards the expenditure referred to, and they 
have therefore set aside £4,000 for this purpose. During the 
year the tramcars travelled 593,434 car miles, as against 582,114 
car miles in the year 1914, and carried 2,192,135 passengers. 
as against 2,125,094 in the year 1914. The earnings per car 
mile in 1915 were 13.52d., as against 13.12d. in 1914, with an 
expense of 9.934. per car mile, as against 9.48d. in 1914. The 
number of units consumed in 1915 were 692,935 (£7,989), as 
against 632,165 (£7,242) for the year 1914. During the past 
year the whole of the Boulder Road has been re-made be- 
tween Kalgoorlie and Boulder, and this, in conjunction with 
the heavy motor-car traffic, has given very bad tracks for 
T services, and increased power consumption. The “А” 
ebenture stock has been further reduced by the sum of 


‘£1,800, and the amount of stock outstanding at the date of 


the accounts was £48,000. i 

At the annual general meeting the OHATRMAN, in moving 
the adoption of the report and accounts, said that the profits 
of the undertaking were still very small. The competition of 
motor-cars still continued, and it was of a most unfair char- 
acter, because the tramway company was compelled to run 
a continuous service for the benefit of the town, whereas the 
motor-cars did just whatever they pleased, running when- 
ever there was a chance of getting good traffic. It was prob- 
able that the scarcity of petroleum would do away with that 
form of competition, but it was doubtful whether they would 


‘receive any. great -benefit, so many low-grade mines had had 


to close down and so many miners had joined the fighting 
forces and left Kalgoorlie. For the moment the only thing 
they could do was to go quietly on and hope for the best. 
The first debentures had certainly been reduced to £48,000, 
but behind those came the second debentures, and ess 
some miraculous change took place there seemed very little 
probability of anything ever, coming to the shareholders. The 
high cost ‘of labour was against both mining and agricultural 
development, and it was doubtful whether the Transconti- 
neal Railway would bring the benefits anticipated to the 
Wn. 


^ The report was unanimously adopted, and the retiring 


director, Mr. C. С. Baker, re-elected. 


The report for the twelve months ended 
December 31st last states that the gross 
: earnings of the companies for the year 
were $1,494,787, a decrease from the pre- 
vious year of $107,213, or 6.69 per cent. ; 
operating expenses and taxes, $762,958, а 


Manila Elec: 
tric Railroad 
and Lighting 
Corporation. 


‘decrease of $55,455, or 6.78 per cent.; while the net earnings 


from operation were $731,828, a decrease of $51,757, or 6. 

per cent. Interest charges during the year were $264,975, 
and sinking fund requirements were $41,500, leaving a. surplus 
for the year of $425,353. The directors maintained the annual 


appropriation for the replacement and renewal fund of $80,000, 


‘and, deducting this from the year's surplus earnings, there 


remains an available surplus for the year of $345,353. From 
this amount there were paid four dividends of 1} per cent., 
making 6 per cent. for the year, aggregating $300.000, leaving 
$45,353 over all disbursements and reserves, which was trans- 
ferred to surplus account, making total accumulated surplus 
to December 31st last $1,778,835. Against this amount was 
charged $55,000 to provide for a special reserve recommended 


-by the company's auditors, leaving total accumulated surplus 


and reserves, as per balance sheet, of $1,723,835. In the rail- 
way department the earnings decreased $107,801 and the 


‘operating: expenses increased $5,045; in the electrical depart- 


ment the earnings increased $22,138 and the operating ex- 
penses decreased $42,568. In the other departments the 


‘earnings decreased $21,550 and the operating expenses de- 


creased $29,343. Almost all the local industries and business 
houses followed a policy of retrenchment, which caused de- 


‘creased revenues to the insular and municipal treasuries, 


which, in turn, had to resort to the assessment of additional 
taxes. During the year there were purchased under the sink- 
ing fund provisions of the company's mortgage $37,000 face 


"amount of the 5 per cent. 50-year first lien and collateral trust 


sinking fund gold bonds, making a total of $255,000 face value 


‘of Bonds held by the trustee. There were also purchased 


under the sinking fund provisions of the mortgage of the 
Manila Suburban Railways Co. $5,000 face value of the first 
mortgage 5 per cent. 40-year sinking fund gold bonds of that 
company, making a total of $19,000 face value of bonds held 
by its trustee. —Financier. 


. The report for the year ended December 
91st (as given in the Financial Times) 
states that while the combined earnings 
.of the companies in Brazilian currency 
have fuly realised the expectation of the 


Brazilian 
Traction, Light 
and Power Co. 


board, being considerably greater than those of the previous 


years, the resnlt is not so satisfactory when such earnings are 
converted into Canadian currency. Converting the earnings 


| (шл 1915 at the average rates prevailing prior to the war, 
` the net révenue in Canadian currency would be.increased by 
‚ over $3,000,000. The revenue of the company in Canadian cur- 


nd resulting from the year’s operation was 4s "follows :— 
evenue from securities owned and under contracts with sub- 


sidiary companies $5,939,192, and from interest on advances 
to subsidiary companies $273,683, a total of $5,612,876. De- 
ducting general and legal expenses, administration charges, 
and interest on loans, amounting to $218,074, and the divi- 
dends paid on the preference and -ordinary shares, there 
remains а surplus carried forward of $545,421. During the 
first half of 1915, dividends on the ordinary shares at the rate 
of 1} per cent. each were paid on March Ist and June lst 
respectively. As, however, contrary to expectations, the ex- 
сї ange value of the milreis continued to fall, the board decided 
to limit the dividends payable on September 1st and December 
lst to 4 of 1 per cent. each, making а total dividend of 4 
per cent. for the year. Although rigid economies have been 
effected, the cost of operation and maintenance has been 


. adversely influenced by the rise in the price of materials and 


by the enormous advance in ocean freights. This advance has 
particularly affected the earnings of the gas business, as owing 
to the requisition by the British Government of some of the 
steamers employed in the company's service for carrying coal, 
it became necessary to charter other steamers at rates greatly 
exceeding those which would have been payable under normal: 
conditions. It is, therefore, remarkable that, notwithstanding 
the adverse circumstances, the results for the year have been 
so satisfactory, and with a return to normal conditions the 
revenue should be not only equal to that obtained prior to the 
war, but should show a considerable and steady increase. 
Conditions generally in Brazil are showing distinct signs o 

improvement. During the year further shares have been 
acquired in the Companhia Telephonica do Estado de Sao 
Paulo and in the Companhia Rede Telephonica Bragantina, 
and with those subsequently purchased this company now 
holds 95 per cent. of the share capital of each company. This 
ccmpany has also made advances for the purpose of carrying 
out necessary improvements and extensions to the telephone 
systems, which, when completed, should result in material 
increases in the revenue A quarterly dividend of 14 per 
cent. has been declared on the preference shares, payable 


October 2nd, to shareholders of record of 15th inst. 


. The report for the year ended June 30th 
states that the gross income amounted to 
$7,431,768, and the operating expenses 
and taxes to $3,848,076, leaving net earn- 
ings of $3,583,692; fixed charges absorbed 
$1,580,057, and dividends paid and pay. 
- able $1,131,803, leaving $871,831, out of 
which there has been placed to reserve for depreciation, 
amortisation, &c., $550,000, to reserve for contingencies 
$134,541, and charged off to bond discount $90,000, leaving в 
net surplus of $97,289. The growth in the sale of both gas 
And electricity has been phenomenal, and the increase in the 
‘sale of electricity has broken all previous records. The gross 
income from sale of electricity was $3,881,665, against 
$3,301,199 in 1915, an increase of $580,466, while the elec- 
tricity sold, kw.-hours, was 183,475,608, against 126,933,209 in 
1915, an increase of 56,542,398. The power sales department 
is negotiating for power installations aggregating 60,000 н.р. 
The company is now completing the installation of a steam 
turbine of 27,000 н.р. as an addition to its steam generating 
station, On May. lst last the properties of the Patapsco Elec- 
tric & Manufacturing Co. were formally taken over. | 


: Consolidated 
Gas, Electric — 
Light & Power 
X Co., oft- 
Baltimore. 


Stock Exchange Notice. — Тһе Committee has been asked 
to allow the following to be quoted in the Official List :— 

Mexican Electric Light Co., Ltd.—Deposit receipts for 5 
per cent. first mortgage gold bonds. , 

Mexican Light & Power Co., Ltd.—Deposit receipts for 5 
per cent. first mortgage gold bonds and 5 per cent. second 
mortgage 50-year bonds. ‚ f 

Mexico Tramways Co.—Deposit receipts for general con- 
solidated first mortgage 50-year 5 per cent. gold bonds and 
6 per cent. 50-year mortgage bonds. | : 

Pachuca Light & Power Co.—Deposit receipts for 5 per 
cent. first mortgage 50-year bonds. 

Underground Electric Railways Co. of London, J.td.— 
£15,000 additional 6 per cent. income bonds. 


Amalgamated Wireless (Australia) Co.—The report for 
‘the half-year ended December 31st states that the business has 
been interfered with by the war. There are 85 subsidy ships, 
and the manufacturing department and training school are 
‘doing good work. The net profit amounts to £2,230, which, 
with £1,102 brought forward, makes available £3,332, which 
is to be carried forward. The radio-telegraphic traffic for the 
half-year and subsidies amounted to 211.045, and other gross 
profits to £912. The share capital is £140,000, and reserve 
finds £14,112.—Commonwealth Engineer. | 


Shawinigan Water & Power Co.—A dividend of 1$ per 
cent. for the quarter ended 30th inst. on the common shares, 
payable October 10th to shareholders of record 30th inst., has 

. been declared. | : e 
"Bolckow, Vaughan & Co.—The directors have decided to 
pay to the ordinary shareholders a further dividend of 8 per 
.cent., less tax, in addition to the interim dividend paid in 
: March last. E 2 


ewcastle-upon-Tyne . Electric Supply Co. Ltd.—The 
" directors announce an interim dividen of 24 per cent. on the 
ordinary shares, payable 29th inst., less tax. 
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STOCKS AND SHARES. 


TUESDAY EVENING. 

Markets have been in very cheerful fettle, the excellent 
news from the various Fronts assisting the sentiment, 
although during the early part of the week they were quite 
eclipsed by the general delight over the burning of the 
Zeppelin. In the air there is vague talk of peace, the pro- 
pcsals for which, be it carefully noted, are to come from the 
other side. People are laying their plans, financial and other- 
wise, for what is going to happen upon the conclusion of the 


war; and one man in the Stock Exchange, carried away by. 


the fervour of the moment, exclaimed that these are already 
peace markets. Nor did he find much strenuous denial, 
though the statement aroused good-humoured banter. . 

Home Railway stocks are once more in a better position. 
Considerable buying of the low-priced issues is something of 
a feature. Metropolitans participated in this, and rose 11. 
Districts hardened to 19, though the price failed to keep the 
' in.provement. 
deferred, which has its electrified system, as well ав its 
prospects of improved business after the war, to attract 
investment attention. 

South-Western deferred, too, which has been languishing in 
neglect for some time past, rose a point to 26, at which the 
immediate yield on the money, assuming the dividend for 
this year to be the same as that in 1915, comes out to nearly 
6 per cent. The Home Railway market generally is good. 
Whether it will remain so depends solely upon the continu- 
ance of demand; we have too often.seen strength in this sec- 
tion succeeded by prompt return to dullness for the observer 
to place much reliance upon a display of improvement. 

The Brazilian Traction, Light & Power Co. has issued its 
third annual report, for the year ended December Slat, 1915. 
The company, of course, draws its revenue from three subsi- 
diaries, the Rio de Janeiro Tramway, the Sao Paulo Tramway, 
and the Sao Paulo ‘Electric Companies. From the earnings 
point of view, the company flourished finely; but in the 
course of conversion the gross receipts of 8 million dollars 
fell to 53 million dollars. Each division of the company con- 
tributed improvement to the profit and loss account; and if 
it had not been for the fall in the milreis, the results would 
have been excellent. As it is, however, the company is pay- 
ing 4 per cent.; and unless the exchange rises, there seems 
to be little chance of this rate being increased. The price of 
the shares fell a point to 61}. | 

Mexicans, on the other hand, are firmer, with the excep- 
tion of the common shares of the Mexican Light & Power 
Co., which have eased off to 19. The company's 5 per cent. 
first bonds have advanced to 48, the rise being shared by the 
similar bonds of the Mexico Tramways. 

A meeting of Mexican Light & Power bondholders is to be 
held on October 5th, at which it is to be proposed that prior 
lien bonds should be created, to rank ahead of the present 
bends as regards principal and interest; while it is further 
proposed that the directors shall be allowed to waive all pay- 
‘ments of dividends due, or falling due, for such time as they 
shall think fit. Holders of the bonds should make it their 
business to attend the meeting next month, and, pending 


further details, to withhold their support from one side or 
the other. 


The experience of some of the other utility companies in 
Mexico, Brazil, and the United States has ot been бп ы 
flattering to the holders of the bonds, in those cases, of 
course, where prior lien issues have been sanctioned and 
made; and proprietors of Mexican Light & Power bonds, 
bearing this in mind, will be well advised to preserve an open 
mind at present. At the same time, there is no getting away 
from the unfortunate fact that most Mexican companies 
affected by the rebellion of the past three years must be in 
want of money, and that there is very little chance of the 
Pritish Treasury permitting the issue of fresh capital while 
the war is in progress. Truly the position is a difficult one 
and it is hard to know what to do for the best. | 

Gains have been secured by the British Columbia Electric 
Railway stocks, the preference putting on 8 points to 70, and 
the deferred at 51 showing a gain of a point. The tramway 
section is firm, as a whole. Brisbane Electric Investment 
ordinary rose to 6, and the preference are better at 41. 

Electric shares have quietly improved. Several of them 
were quoted ex dividend last Thursday, and in some cases 
the deductions, or part of them, have been regained. West- 
minsters rose to 61. Metropolitans are 9s. up at 23. South 
Metropolitans are а good spot, with buyers about аё 19s. The 


i : t. debenture 
stock at 624 is 94 up, and the tone P е кеп, 
market is strong throuehout- of the miscellaneous 


The chief centre of interest is Brighton . 


British Insulated ordinary put on 5s. at 193. Callenders at 
the same price are a similar amount better. India-Rubbera 
at 121 are another 3 to the good; and Henleys at 63 have not 
only recovered their dividend of 5s., but have added an equal 
amount to it. The rises are genuine in every case; and, as 
we have noted before, the demand outstrips the supply. 

Eastern Telegraph ordinary at 149 is a little harder, but 
ihe other issues in this group show no change. New York 
Telephone 4} per cents. Are par. Orientals are a feature of 
strength, a rise of 3/16 taking the shares to 91, at which the 
return on the money looks so slender that the expectations of 
an increase in the dividend appear to have good ground. Indo- 
Europeans rose £1 to 49, but Great Northerns, after their 
jump of last week, reacted 10s. to 42. 

The feature of the Marconi market is the strength of 
Americans, the price touching 20s. This was in part a reflec- 
tion of the recovery in American rails brought about by the 
reported settlement of the threatening coal strike, which this 
time last week looked as though it were going to plunge in- 
dustrial America into something approaching chaos. Mar- 
conis themselves are a shade easier at 3 3/16; and there is 
nothing much doing in Canadians, the pes remaining at 
half-a-guinea. The Anglo-American stocks and shares are 
steady, and there is no change in either- class of Globe^Tele- 
graph and Trust. | 

The rubber section keeps very strong, and the price of the 
raw material revolves around 9з. 3d. per lb. The autumn 
dividends are expected to be uniformly good, and the early 
arrivals foster this impression. There is pronounced strength 
in the iron, coal, and steel list. Copper shares are somewhat 
heavy. Buyers predominate in the armament group, and, 


-generally speaking, the industrial market is one of the most 


active in the Stock Exchange. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Home ErgorRIOITY Companixs, 


Dividend Price 
А4 Sept.5, Rise ог fall Yield 
1914, 1916. 1916. this week, p.c, - 


Charing Cross Ordinary vs b 5 + & 618 0 
do. до. . do. 44 Рге, 44 43 — 681 
Chelsea ee .9 ee ee 6 4 -— 6 18 4 
City of London .. .. .. 9 Вв 193xd = 610 8 
do. do. 6 percent. Pref, 6 8 10іха ~ 5617 1 
County of London oe S. 1 1 n — 678 
do. 6 percent. Pref, 6 8 168 — 618 0 
Kensington Ordinary .. .. 9 7 — 678 
London Electric .. a aa 4 8 1 — 6 10 6 
do. do. 6 per cent. Pref, 6 6 4gxd - 618 4 
Metropolitan nun Ki a 2 + 4 : А | 
о. per cent. А ~- 
Bt. James’ and Pall Mall . 10 8 — 6 8 0 
South London ..  .. Б . б 2 == 8 18 10 
Bouth Metropolitan Pref. os 1 1 1 — 678 
Westminster Ordinary .. .. 9 7 8 tid 613 0 
TELEGBRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref, 6 108 — 516 0 
do: Def. .. 80/. 83/8 2 — 1839 
Chile Telephone .. s 8 7 = 614 5 
Cuba Sub. Ога. 5 5 — . 6 8 6 
Eastern Extension E. | 8 1: — б 7 6 
Eastern Tel. Ord. s RN 7 8 149 +1 * 7 6 
Globe Tel. and T, Ord... .. 6 7 121 =  % 88 
до. Pref. ee 6 6 103 — Б 10 4 
Great Northern Tel, ., .. 29 N 49 — 4 549 
Indo-European ee ee ae 18 13 49 + 1 в 12 В 
Marconi . oe ee eo 10 10 655, — p ` 8 2: 9 
New York Tel. 4à e 5e 4$) 44 100 T 410 0 
Oriental Telephone Ord, — .. 10 10 2i + 4 811 
West India and Pan. ee ee 1 — 14; — and 
Western Telegraph .. .. 7 8 15 — 5 6 8 
Home RAILS. | 
Central London, Ord. Assented 4 4 14 — 681 
Metropolitan '..  ..  .. M 1 253 +1} 317 8 
do. District ..  .. Nil Nil 18} — Nil 
Underground Electric Ordinary Nil Nil 118 — Nil 
о. do. "A" .. NO Nil 6/5 = Nil 
do, do, Income 6 8 891xd — *6 14 0 
à FonBziIGN Trams, &о, 
Adelaide Sup. 6 percent. Pref, 6 Вв 6 _ 6 0 0 
Anglo-Arg. Trams, First Pref, 5 83 _ 168 
do. Mmda Pret. „о Б 8 — s 
Brazil Tractions oe [EJ ee 4 4 61 и 1 $ 10 0 
Bombay Electric Pref... .. 6 6 16 +è Б14 8 
British Columbia Elec, Rly. Pfce, Б Б 7 +8 7 010 
do. do. Preferred — Nil 63 +2 Nil 
do, do. Deferred — Nil 61 41 Nil 
do. до. Deb. 4) 68 - 6 5 0 
Mexico Trams 5 percent. Bonds -- N 48 +1 Nil 
. do. 6 percent, Bonds — Nil 85 =- Nil 
Merican Light Common . Ni N 19 -1 Nil 
do. Pref. .. .. Nil Nil 84 — Nil 
do, 1st Bonds s Ni Nil 48 +1 = 
MANUFACTURING COMPANIES, | 
Babcook & Wilcox vs 14 16 8 + 416 0 
British Aluminium Ord, . 5 1] 26/- — 578 
British Insulated Ога... :: 15 17 19) +} 7700 
British Westinghouse Pref, .. % 17 49/- I 625 
Callnders..  ...,  ;; 15^ 99 194 ++ 800 
do. 6 Pref. se o: Be б 4 —- 617 8 
Castner-Kellner .. - А — 8 s ов 
Edison & Swan, £8 paid |. Nil — 10/8 — . Ni 
do. do. fuliy paid .. Nil — 19 — Nil 
do. до. б percent, Deb, 6 б 624 +3 800 
Eleotrio Construction... „ 6 @ 47,6 — 811 6 
Gen. Elec, Pret. .. vs 6 6 10 — 6 0 : 
e ву ee oe ee "б.е 20 95 16 xd + 
do. 43 Pret, .. ee oe 43 43 158 + і 660 
India-Rubber ...  ..  .. 10 10 19 — *8 3 4 
Telegraph Сор... .. .. 90 90 89 - *ó 4 0 


* Dividends paid free of income-taz. 
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METAL МАРКЕТ. 
Fluctuations in August. 
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Canadian Тгайе.— 17.5. Consul G. Willrich, reporting on 
the trade of Quebec Province during 1915, says that the dis- 
turbing influences on the trade and commerce of Quebec 
brought on by the European war were Successfully overcome 
by a gradual process of adjustment, and by the end of 1915 
general conditions were considered fairly satisfactory. The 
large volume of munition orders led to the enlargement and 
erection of new.plants, and greatly helped to restore com- 
mercial and industrial stability. Other industries and manu- 
facturing plants also felt the impetus caused by the generous 
distribution of orders for war material, so that a great number 
were forced to run at full capacity by the end of the year. 
Mme of the principal benefits, however, was the great redac- 
üon in the number of the unemployed, leading even to a 
iQ of skilled labour, which was overcome, however, by 
s employment of skilled mechanics brought from the 
ќе States. The return of prosperity was hastened by a 
айо of greater economy on the part of all classes of 

e people, coupled with an increased production of food pro- 
ducts and manufactures. 
one exports of aluminium to the United States for 1915 
show a substantial decrease, due to the fact that the require- 
шры of the British Government were in excess of the avail- 
mre supply. The only other aluminium works in the British 

pire, that of the British Aluminium Co., Ltd., in Eng- 
nd, is controlled by the Government. Practically the entire 
UM of the Shawinigan Falls plant was either sold directly 
f the War Office or supplied to American or Canadian manu- 
pouring plants for the purposes of the British Government. 
d riy in 1915 the Canadian Government put an embargo on 
: ааа shipments to countries other than British Рго- 
hes rates, although shipments were permitted to a few 

Merican firms working on war contracts. There were ex- 


Ported to the United States from Quebec 17,000 tons more · 


of asbestos in 1915 {һап in 1914, at an increased valuation of 
121,626. Asbestos is the chief mineral product of this Pro- 
bak The industry was unfavourably affected by the out- 
ial of the war, аб Germany and Austria were the prin- 
cipal markets for the higher grades of asbestos. There has 
Ue an increased demand for this article, however, from the 
nited States, Great Britain, France, and Italy, due in a 
ree Measure to military and naval requirements. This 
ана һав greatly revived the industry, which has con- 
inued to improve ever since. 


A Profit-sharing. —Nearly 9,000 employés of the General 
ectric Co.'s plant in Schenectady hav» received their first extra 
йкы ав а result of the most successful year in the company's 
e Wd = Similar distributions were made to long-service 
ы d. other localities, so that about $550,000 was distributed 
ate i: ,000 employés, The second extra payment, to be made 
-e»ruary, will probably be somewhat larger in total. 


NOTES ON OLD AND NEW CONVERTING 
PLANTS. 


[COMMUNICATED.] 


So far as this country is concerned, the first notable 
example of the use of rotary converters was on the 
Central London Railway, for prior to its opening 
in 1900 the few electric railways that existed were 
worked entirely with continuous current. Three- 
phase transmission had, it is true, been adopted on 
the Dublin tramways, but the sub-stations were 
small and insignificant compared with those which 
were set to work on the opening оѓ“ The Twopenny 
Tube.". The fact that there have been few inter- 
ruptions in the supply on this line shows that these 
early converters, like the remainder of the plant, 
were well designed, although the experience of the 


last 16 years has led to distinct improvements, and, 


viewed in the light of modern practice, the original 
Central London plant hás certain imperfections. 
Not all the early faults of this railway’s sub-stations, 
were due to inexperience; they were due in a large 
measure to the want of space. The electrification 


. of the tube railway running through the heart of 


London incurred many difficulties not met with 
when electrifying the suburban sections of main 
lines, such as those of the South-Western. Оп rail- 
ways like the latter the plant is not placed in the 
bowels of the earth, but is erected in spacious and 
well-ventilated buildings which do not impose 
troublesome restrictions upon the ‘electrical de- 
signers. The converters, transformers, and switch- 
beards are very accessible, and much less dangerous 
than those built in the past, whilst the new methods 
of starting, &c., make the operation of the later 


` sub-stations comparatively easy. 


When the Central London Railway commenced 
working, the method of starting rotaries on the 
alternating-current side was, to say the least, crude. 
When the generating plant had been shut down, the 
only way of energising the line afresh was to start 
a rotary on the a.c. side. As the converters were 
not fitted with induction motors, and as there were 
not, in the early days, any tappings on the secon- 
daries of the transformers, full pressure had to be 
applied to the slip rings. As the machine ran up 
to speed, taking, of course, a very large current at 
a very low power factor, the field switch was closed 
in the ordinary way, but sometimes it was closed 
at the wrong instant. Тһе starting operation then 
had to be repeated, for the field switch was not of 
the throw-over type. It was soon seen that what 
was wanted for starting rotaries, by applying 
А.С. to the slip rings, was reduced pressure and 
a throw-over field switch, so that if a machine 
excited with incorrect polarity, matters could be 
rectified by reversing the direction of the exciting 
current. Hence it is now usual to fit rotaries, 
started in this way, with a throw-over field switch 
and switches or controllers for bringing different 
transformer tappings into use, thus allowing a low 
pressure to be used first, and full pressure after- 
wards. Many rotaries have for a long time past 


. been started with induction motors, and, until quite 


recently, it has been necessary to synchronise. But 
the need for this has now been removed by elec- 
trically connecting the induction motor and con- 
verter. ‘Instead of the inner ends of the stator wind- 
ings terminating in a star or neutral point, they are 
connected to the rotary’s slip rings. The result is 
that current passes through the induction motor 
into the converter, and this current pulls the rotary 
into step. The operator simply closes the А.С. 
switch on the low-voltage contacts, and transfers it 
to the full-pressure contacts at the proper instant. 
In the direction of inventing methods for regu- 
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lating the voltage of rotaries, much good work 
has been done. Provided.that a wide variation is 
not necessary, it has been usual, for a long time 
past, to insert reactances between rotaries and their 
transformers, or to design the latter with a fair 
amount of magnetic leakage. With a simple vector 
diagram it can readily be shown that when the cur- 
rent leads, as, a result of increased excitation pro- 
duced by increased current passing round the series 
windings, the pressure at the slip rings rises, whilst 
when the current lags, as a result of reduced excita- 
tion, the applied pressure is reduced. For many 
kinds of service this method of regulation answers 
admirably; although it is, of course, obvious that it 
precludes the machine from operating at unity power 
factor at all loads. Sometimes’the transformers 
have been provided with tappings and a regulating 
switch for bringing different pressures into use, 
but on large machines this is impracticable, for a 
switch capable of changing the connections whilst 
the machine is running is bulky and expensive. For 
a wide variation, there is nothing better than a 
booster coupled to the rotary and electrically con- 
nected in series between the transformers and the slip 
rings. When the converter has a large number of 
poles it may be expedient to depart from the prac- 
tice of directly coupling the booster to the rotary 
shaft.“ It may be more economical and convenient 
to use a high-speed booster, driven by a high-speed 
synchronous motor. But іп any case it is obviously 
unnecessary to design the booster to deal with the 
full voltage variation required, for by reversing the 
direction of current round its field magnets, the volt- 
age either assists or opposes that of the trans- 
formers. With this system of regulation the rotary 
can run at unity power factor at all loads. 

If a booster be directly connected to a rotary 
converter it acts as a generator when adding to the 
transformer voltage, and as a motor when oppos- 
ing it. In a simple converter—one without a 
booster—the armature currents at unity power 
factor have practically no reaction effect on the 
poles. But a direct connected booster produces an 
additional converter armature current and a re- 
action on the fields proportional to this current. If 
the booster raises the voltage, this additional arma- 
ture Current acts on the commutating poles and 
magnetises them in the same direction as the main 
series coils, and when the booster lowers the direct- 
current voltage the additional current demagnetises 
the poles. The effect on commutation is, in both 
cases, bad, for the commutating poles do not pro- 
duce a field proportional to the load. To eliminate 
the trouble various schemes have been tested. The 
latést and most successful, due to the General Elec- 
tric Co., of America, involves the use of a relay 


with direct and alternating coils and a shunt wind- 


ing on the commutating poles, in addition to the 
ordinary series winding. When the excitation in 
the shunt winding is correct, the pulls of the relay 
coils balance one another. The pull of the a.c. coil 
Is proportional to.the main A.c., and to the voltage 
of the a.c. booster, whilst the pull of the р.с. coil 
IS proportional to the current in the commutating 
windings, and to the p.c. voltage. When the pulls 
аге not balanced a contact point is moved one wav 
or the other, thereby closing a circuit which operates 
a motor-driven rheostat in the shunt winding cir- 
cuit of the commutating poles, and the variation of 
excitation so produced compensates for the reaction 
of the booster currents. й 

The early 60-cycle rotary converters, as тапу 
engineers know, -were very poor machines indeed. 
Fundamentally, the difficulty was one of cominuta- 
ticn. At 60 cycles the limitations of peripheral 
speed in machines of considerable output involved 
the adoption of a somewhat exaggerated multipolar 
design, and a large commutator.to permit the num- 
ber of segments necessary between poles to give a 
conservative voltage per bar. A 60:c. synchronous 


from a rotary of standard frequency. 
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converter of even a few hundred Kw. capacity had a 
commutator running at an unpleasantly high peri- 
pheral speed, even when chances were taken with 
the voltage between bars. At 25 cycles!the greatly 
reduced rotative speed made the commutator con- 
struction easier, particularly in the case of machines 
rated at 1,000 KW. or more. Small converters up to 
perhaps 100 Kw. could be, and were, readily made 
for 5o and 60 cycles, but at higher outputs 
the difficulties were formidable. Later, 60-cycle 
rotaries were built in modest numbers and, by great 


designing skill, were made to work fairly satisfac- 


tory. Butthe commutating difficulties were always 
appearing, and for a long time these rotaries were 
not at all popular. Far better results were obtained 
on fitting interpoles. It is claimed that.60-cycle 
rotaries are now nearly, if not quite, as good as 25- 
cycle machines. In the United States many 60- 
cycle machines are at work, but in common with 
this country the opinions of engineers differ, and - 
for the higher periodicity circuits motor-generators 
are sometimes chosen. The La Cour cascade con- 
verter running at half-synchronous speed is un- 
doubtedly. very satisfactory on the higher periodi- 
city circuits, and has met with much favour in this : 
country. If the choice lies between a motor- 
generator and a 60-cycle rotary, the saving in favour 
of the latter may be considerable. Taking.a specific 
case of two 1,500-Kw. sets, Mr. L. B. Bonnett, of 
the General Electric Co., of America, shows in a 
recently published article that by using 60-cycle 
rotaries the gain per annum amounts to no less than 
£1,908. There are, of course, various considera- 


tions which govern the selection of converting plant 


which on the whole are well understood by central. 
station men.. P 

The speeds of the latest 60-cycle motor-generator 
sets are approximately. the same as those of 60-cycle 
rotary converters.. The'1,000-Kw., 720-volt, 6o-cycle 
rotárles and motor generators made by the General 
Electric Co., of America, both run at 720 R.P.M., 
and the 1,000-KW., 600-volt machines at 900 R.P.M. 
In sizes above 1,500 Kw. it is becoming quite general 


‘practice to build motor-generators with two direct- 


current machines and one motor, a design that per- 


. mits almost twice the speed that would be permis- 


sible with a single generator. The generator of a 
motor-generator can be made to give from a single 
commutator a higher voltage than can be obtained 
But it has 


been found that, in general, the cost of a single 


. direct-current machine for a given voltage above 


2,000.is greater on account of its lower speed than 
that of two machines connected in series." The 
higher speed at which the series-connected machines 
work also reduces the cost of the А.С. motor. 
One of the faults of rotary converters is that they 
do not readily lend. themselves to converting D.C. 
into А.С. when the load is an inductive one. Before 
satisfactory tripping devices were invented to cut 


“out machines in the event of racing, several rather 


bad accidents occurred. The trouble is attributable 
to the fact that lagging currents demagnetise the 
field magnets, and since an inverted rotary runs а5 
a shunt-wound continuous-current motor, its speed 
is inversely proportional to the field flux interlinked 
with the armature turns. If a leading current меге 
drawn from the machine, the field would be 
strengthened and the speed of the rotary would fall. 
To overcome the difficulty the plan adopted has been 
to use a separate exciter driven by an induction 
motor, the current for which is supplied from the 
slip rings of the rotary converter. The exciter has 
to be designed so that a slight increase in spee 

makes a big difference to its volts, so that the field 
flux of the rotary is as nearly as possible constant, 
irrespective of the lagging currents which the 
machine may be called upon to give. The excite! 
must, therefore, work low down on the saturation 
curve. [In practice, however, rotaries intended 
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always to work in the ordinary way have, as a result 
of some disturbance, become inverted and raced 
with disastrous results. These accidents, however, 
occurred before the introduction of adequate pro- 
tective devices, and it should not be supposed that 
there are serious risks at the present time. One of 
the worst accidents that have taken place as a 
result of rotaries becoming inverted occurred on 
the Commonwealth Electric Co.'s system at Chicago. 


The accident was of such a notable character | 


that the main facts connected with it are 
worth recalling. ` Two: large turbo-alternators 
were running on the bus-bars of the station, 


and from these bus-bars a number of rotary con- 


verters were fed. -The rotaries in turn supplied 
direct current to D.c. bus-bars, and to these bars a 
large battery and two large continuous-current 
generators were connected. The first thing that 
happened which led up to the accident was that one 
of the alternator armatures burnt out. Immediately 


the switchboard attendant opened the main switch, 


but omitted to open the field switch. Had it not 
been for the field coils of the machine being burnt. 
nothing further would have happened. The field 


coils of the faulty machine went to earth and par- . 


tially short-circuited the exciter which supplied 
exciting current to the burnt-out alternator and to 
the one still running. The exciting current of the 
running alternator was greatly reduced, and the 
rotaries, with a large source of power on the р.с. 
side, supplied a.c. to the alternator and motored it. 
The current’ which the generator took was, of 


course, a lagging one, which partially demagnetised ' 


the fields ofthe rotaries, and their speed increased 
considerably. As the alternator had to run in syn- 
chronism with the rotaries, its speed increased also, 
with the result that the revolving structure “burst.” 
The accident served. to show that although rotaries 
may not be intended to work inverted, they may 
under unforeseen circumstances do so, and that 
adequate precautions should be taken to meet such 
contingencies. ` ШУ 

What engineers, especially those interested in 
railways, are beginning to look into is the question 
of employing higher voltagesthan those used 
hitherto. For the first 1,200 and 1,500-volt schemes 
two rotaries-were connected in series, and with the 
exception that they were insulated more liberally 
than usual they were built on the same lines as ordi- 
nary 600 and 750-volt machines. On the Shildon- 
Newport line of the North-Eastern Railway this 
plan of connecting two machines in series has been 
adhered to, but on the Bury to Manchester lines of 
the Lancashire and Yorkshire Railway, and on 
various lines in America, currents at pressures as 

!gh as 1.500 volts are taken from single rotaries. 
Even in the early days of high-pressure working it 
was found that two rotaries in series worked well. 
At the beginning the main trouble was that of flash- 
ing over when short circuits occurred on the line, 
but this was partially remedied by supporting the 
brush gear from the frame of the machine instead 
of from the bearing. pedestal. ‘Commutating poles. 
however, have played a big part in the evolution of 
high-voltage machines, as might be expected from 
the fact that with their aid it is possible to increase 
the voltage between commutator bars as well as 
commutator speeds. Rotary converters for periodi- 
ities up to 35 cycles per second are now built for 
D.C. pressures up to 1,500 volts. In the United 
States a number of 1,200-volt rotary converters have 

een at work for a considerable time. two of the 
most notable installations being the 500-Kw. 
machines built for the Portland Oregon Railway 
and the Michigan United Traction Co. In the latter 
Case two machines are connected in series to give 
2.400 volts. For higher periodicities, in the neigh- 
bourhood of 60 cycles per second, high-pressure 
rotaries are not at present made. Оп railways 
taking current from existing stations working at or 


.load for half an hour. 


about 60 cycles, ‘such, for instance, as the Puget. 


- Sound lines of the Chicago, Milwaukee and St. Paul 


Railway, motor-generators are employed. The line 
pressure on the above lines is 3,000 volts, and each 
converter consists of a synchronous motor driving 
two 1,500-volt Ю.С. generators. Оп account of the 


.cost and constructional difficulties associated with 


the field windings of 1,200- and 1,500-volt machines. 
it has been found convenient in some , cases 
to energise the field windings from a directly con- 
nected exciter designed for 125 volts. This exciter, 
however, will not, in the absence of special precau- 
tions, drop its volts sufficiently at times of short 
circuits. To meet the case, a resistance normally 
short-circuited by a contactor is connectéd in the 
converter field circuit, and when the circuit-breaker 
opens as a result of a *' short," this contactor also. 
opens and resistance is interposed in the field cir- 
син. | ( 
The converters on the Butte, Anaconda, and 
Pacific railroad and on numerous interurban rail- 
ways in Michigan, all consist of two 500-Kw. motor- 
driven generators or rotary-converters connected in 
series to give 2,400 volts. This procedure is neces- 
sary when using rotaries on account of limitations 
of design, and when using motor-generators on 
account of cost. When two 1,200-volt rotaries are 
connected in series'to give 2,400 volts, the machine 
on the earth side is sometimes self-excited, and the ` 
one on the other side—that is to say, the machine 
connected to the trolley wire—is excited from the 
machine that is connected to earth. 
High-voltage р.с. rotaries are usually liberally 
rated. Some have been designed to stand 200 per 
cent. overload for one minute, others 200 per cent. 
overload for five: minutes and 100 per cent. over- 
Those intended for very 
heavy traction service have been fittéd with compen- 
sating windings in addition to commutating poles. 
Flashing over at the commutator has in the past 
been one of the main difficulties with whjch builders 
of rotaries have had to contend, and at the higher 
pressures these difficulties have not diminished. It 


has been found, as a result of careful experiment, 


that the design of the shunt across the commutating 
pole windings has an important influence on’ how 
rotaries behave on short circuits. If this shunt has 
only resistance, and next to no reactance, flashing 
at times of sudden changes of load is very liable 
to occur. By giving the shunt a proper amount of 
reactance, however, the trouble is greatly dimi- 
nished, for the current then divides properly with 
sudden changes of load. 

The practice of bridging the commutating poles 
with magnetic material has also given good results, 
and when these bridges have been provided it has in 
some cases been possible to work rotaries without 
any shunts at all. Of course, the remedies that have 
been applied to the troubles of the lower-voltage 
machines apply in a great measure to those that 
work at higher voltages. For instance, it has long 
been known that short feeders must be avoided. On 
many 600-volt systems where flashing over has been 
a great trouble, marked improvement has been made 
by cutting out the feeders which terminate only a 
short distance from the machines. Any rotary will 
flash over if the short circuit is sufficiently severe, 
and since the severity depends upon the distance at 
which it occurs from the source of supply it is 
obviously inexpedient to have feeding. points in the 
vicinity of the machines. Although there are 
now, in different parts of the world, a good 
many H.T. D.C. systems in operation, no serious 
damage as a result of short circuits has been re- 
ported, but, of course, if trouble did arise the prac- 
tice of altering the position of feeding points would 
be applicable. Reactances in circuit with the feeders 
would of course be advantageous, but investigation 
has shown that they are too bulky and expensive. 
A scheme viewed in a more favourable light is to 


м 
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introduce in each rotary circuit a resistance which 
under normal conditions is short-circuited by a 
quick-acting mechanism, which inserts the resistance 
in circuit the moment a '' short" occurs. Experi- 
ence indicates pretty clearly that short circuits on 
H.T. D.C. apparatus are on the whole less destruc- 
tive than those which eccur on 600-volt apparatus. 
It is the amount of current that seems to count, and 
not the pressure. 

Although high-pressure converters are a little 
more likely to flash over than those that work at 
lower voltages. they will not, if properly designed 
and protected, eive appreciable trouble. All con- 
verters have as a result of great perseverance and 
skill been brought to a high state of perfection, and 
they are a credit to the electrical profession. 


3 


LIGHTING COMPANIES AND LOCAL 
| AUTHORITIES. 


[From A LEGAL CoNTRIBUTOR.] 


. APART from the Electrie Lighting Acts, there are certain 
statutes '" on the book " which affect the relations between 
electric lighting companies and local authorities. The supply 
oi electricity having been in vogue for many years, the ques- 
‘tions arising on these statutes have for the most part settled 
themselves, but, with a view to enabling our readers to avoid 
such disputes in the future, it may be convenient to refer to 
some of the material sections of these Acts and,to the cases 
decided thereunder. First, as to the right of an electric süpply 
company to interfere with the surface of a street or high- 
way: By Sec. 149 of the Public Health Act, 1875, all streets 
are vested in the urban authority, and, by the same section, 
any person who, without the consent of the urban authority, 
wilfully displaces or takes up, or wh» injures the pavement, 
stones, materials, fences, or post of, or the trees in any such 
street shall be liable to a penalty not exceeding £5. 

A question has arisen as to whether this section vests the 
soil of the highway in the local authority, so as to enable 
them to order a lighting company to remove wires already 
placed beneath the surface. 

This point was considered in the case cf Battersea Vestry 
(St. Mary) v. County of London and Brush Electric Lighting 
Со. (1899), 1 Ch. 474. In that case it appeared that land 
under which a company proposed to run a. pipe or drain was 
vested in them for the purpose cf their undertaking. Under 
a private Act a road running over this land had been trans- 
ferred to and vested in a local authority. The local authority 
gave no consideration for the road. ‘On the local authority 
applying for an injunction to restrain the company from lay- 
Ing a pipe or drain under or trespassing -on the road, it -was 
held that the road was vested in the local authority only for 
the purpose of a road; that they had no right to the subsoil, 
and consequently that no injunction could be granted. 

Another case decided that the section does not enable a 
lceal authority to maintain an action for an injunction to 
restrain the erection of a telephone wire across a street. 

It is now well known that a local authority may contract 
with a company to light streets Бу electricity. In making 
such a contract, the provisions of Sec. 174 of the Public 
Health Act, 1875, have to be remembered. It rovides that 
with respect to contracts made by ап urban authority under 
the Act, the following regulations shall be observed, namely : 

l. Every contract made by an urban authority whereof the 
value or amount ex:eeds £50 chall be in writing and sealed 
with the com.non seal cf such authority. 


2. Every such contract chill specify the work, materials, 


shod, had or done, the price 
or times within which the contract 
shall specify some pecuniary penalty 
teins cf the contract are not duly per- 


matters or things to be farnis 
to be paid, and the time 
13 to be performed, and 
to be paid in case the 
formed. 


Absence of a penalty clause renders the contract unenforce- 
able. In the case of British Insul:ted Wire Co. v. Prescot 
U.D.C. (1895), 2 Q.B. 463, it was held that this enactment was 
“obligatory, snd not directo"y cnly; со that a contract which 
did not specify ony pecuniary penalty could not be enforced 
against the urban authoritv.. | | 
Althouzh th» soil cf a hivhwiy игу not vest in the local 
authority, sə vs to enable th-t body to restrain the suspen- 
Slon of wires over the sicfice. urban authorities have con- 
siderable powers пе to the re7ulition of overhead wires. 
Thus by бес. 13 (1) end (2) cf the Public Health Acts 
Amendment Act. 1800, it is provided that '* An urban autho- 
геу may from trae to time make, altar, and repeal by-laws 
for prevention of danger er obstzustion to the public from 
ports, wires, tubes, or any cther epparetus stretched or placed 
above. over. along, or seross any strect (whether before or 
after the adaption of this part «f this rt) for the purpose of 


any telegraph, telephone, lighting, railway signalling, or other 

irpose.'' ; | 
d such by-laws provisione may be made for.the inspec- 
tion and examination by the urban authority of any such 
posts, wires, tubes, or other apparatus, and for the prohibi- 
tion of any such posts, wires, tubes, or other apparatus being 
or continuing to be stretched or placed as aforesaid in such 
manner as to be dangerous or to cause obstruction to the 
public. Lu ' 

Again, by Sec. 14 (1) and (2): “If any post, wire, tube, or 
other apparatus so exempted as aforesaid is, during the period 


-of such exemption in the opinion of the surveyor of the urban 


authority in such a state or position that’ immediate danger 
to any person is to be apprehended, he may give information 
to any justice, who may thereupon summon the owner or 
lessee thereof or other person interested therein forthwith 


'to appear before a court of summary jurisdiction." The court 


may thereupon: (a) make an order requiring such owner, 
lessee or other person, or all or any of them, to remove or 
remedy the source of danger; or (b) make an order autho- 
rising the surveyor to do so at the expense of such owner, 
lessee or other person, or of all or any of them; or (c) make 
such other order as may appear to the court under all the 
circumstances of the case to be necessary and proper. 

The provisions of this Act do not, however, apply to any 
works of any undertakers within the meaning of the Electric 
Lighting Acts, 1882 to 1888, to which the provisions of those 
Acts apply. | | s | | 

Another Act which is frequently discussed between com- 
panies and local authorities is that known as the Public 
Authorities Protection Act, 1893. To refer to its provisions 


at length is unnecessary; suffice it that it compels anyone 


who is suing a local authority to commence his action within 
six months of the injury; it entitles the successful local 
authority to solicitor and client costs, and it enables the local 
authority to tender amends. Finally, if the court is of 
opinion that the local authority has not been given а proper 
opportunity of tendering amends before the action was 
brought, the plaintiff may have to pay costs if successful. 
Various cases in relation and incidental to the supply of 
electricity illustrate the effect of this Act. For instance, in 
Ambler v. Bradford Corporation (1902), 2 Ch. 585, the defen- 
dants, in providing a generating station for Bradford, acquired 
some land which adjoined a stream, and upon that they 


S 


proceeded to erect certain sluices, the object of which was to . 


divert the stream so as to supply condensing plant placed in the 
works which they erected on the adjoining land. In 1890 a 


heavy thunderstorm burst over the Bradford Valley, filling 


the Bradford Beck and causing a flood, which the plaintiffs 
alleged, by reason of the obstruction of the sluices, and the 
consequent heading back of the water, forced up the water 
on to the plaintiff's premises, causing damage to large auan- 
tities of goods and machinery belonging to the plaintiffs, or 
which they sued the Corporation, and on the trial of whic 
judgment was given in favour of the Corporation, with costs 
as between party and party. It was held that the defendants, 
in carrying out the works under the powers conferred оп 
them by their provisional order, were acting in execution 0 : 
" public duty or authority " within the meaning of Sec 1. (b) 
of the Public Authorities Protection Act, 1893; that the judg- 
ment obtained by thé Bradford Corporation 
be taxed as between solicitor and client; and that the appea 
would be allowed, with costs as between party and party. 

In another case, Chamberlain v. Bradford Corporation 
(1901), 64 J.P. 806, it appeared that a municipal corporation 
acting under a provisional order, hired electricity ше 
from a third person. The plaintiffs brought an action agains 
them for infringement of their patent for electricity па 
Judgment having been given in favour of the Corporation, , 
wag held that the Corporation were entitled, under Sec. 1 (b) 
of the Public Authorities Protection Act, 1893, to costs as 
between solicitor and client. 


carried costs, to. 


The protection of the Act does not, however, extend to | 


contractors working for local authorities. | - 

We have dealt with the general powers of local authorities 
over streets and roads, the contractual relations of lighting 
companies and local authorities, and the Public Authorities 
Protection Act. There remain to be considered certain р 
sions of Acts of Parliament relating more particularly to 
London. 

The fact that the local authority has general control pis 
the streets and roads in its district enables them to alter М е 
position of pipes and wires beneath the surface ав and w = 
occasion arises. Thus бес. 98 of the Metropolis Managemen 
Act, 1855, provides that: '' The vestry may alter the t 
of any mains or pipes in or under such street, such alteratio 


to be made subject to the approval of the engineer." The - 


P А е е ће 
authority need not, apparently, replace wires in exactly t à 
same Басе after iy have altered the road. In Southwark 
and Vauxhall Water Co. v. Wandsworth Board of vo 8 
(1898), 2. Ch. 603, it appeared that a local authority, ac ig 
under the power conferred by the above Act, propose ti 
lower the surface of the streets in their district. Upon mo m 
by a water company. whose pipes lay under the streets, io 
restrain the local authority from carrying out their Props. 
works without also lowering the pipes at least the same T 
tance, it was held that the section imposed no duty upon. S 
defendants to lower the plaintiffs’ pipes; that they Bi ч 
no way injured them, or otherwise interfered with the h 
and therefore the plaintiffs were not entitled to the injunc 
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tiun claimed. The law was thus stated by Chitty, L. J.: 
“I'am unable to find in the section any express or implied 
duty cast upon the road authority, when they exercise their 
power of altering the level of the road, whether by raising or 
lowering it, to exercise at their own expense their power of 
altering the position of the pipes for the benefit of the com- 
pany owning the pipes, much less any duty to place the 
pipes at a depth below the new surface corresponding with 
the depth at which they stood below the old surface. I think 
no such duty is cast upon the appellants.” 

Although it only «concerns electric lighting companies 
within the Metropolis, the London Building Act’ contains 
certain provisions with which it is necessary for the electrical 
engineer to be familiar. : Thus by Sec. 145 of this Act, it is 
provided that notice must be given where a building structure 
or work is about to be begun, two clear days before it is 
begun. The point of interest is what is included in the 
phrase ** Structure or Work.” 

In Whitechapel Board of Works v. Crow (1901), 84 L.T. 
505, the appellants, being a local authority within the meaning 
of the Electric Lighting Acts, 1889 and 1888, had, in pursu- 
ance of those Acts, obtained a provisional order confirmed 
by statute. Under the provisions of that order they con 
structed boxes in the street in connection with the supply of 
electric light. It was held that such boxes were buildings, 
structures or works within the meaning of the London Build- 
ing Act, 1894, Sec. 145} and that notice under that section 
must be served on the district surveyor before the erection 
of such boxes. | - 

This case was followed in Charing Cross & Strand Electric 
Supply Co. v. Woodthorpe (1903), 67 J.P. 256. It was there 
held that а street box of an electric lighting company, built 
of brick underneath a pavement. and large enough to hold 
а man, is а " building, structure, or work ” within the mean- 
ing of Sec. 145 of the London Building Act, 1884. 

The fact that the company's provisional order requires them 
to give notice to tlre Postmaster-General and to the street 
authority of their intention to construct the box, does not 
exclude the operation of the Building Act; and they must 
therefore give notice also to the district surveyor. - 

Finally, in the County of London Electric Supply Co. v. 
Perkins (1908), 98 L. T. 870, the company had similarly been 
summoned for omitting to serve a building notice under Sec. 
145 of the London Building Act in respect of a street box 
which measured internally 27 in. in length and width and 
30 in. in depth from the surface of the footway. It was 
argued that the case differed from Whitechapel Board of 
Works v. Crow (Supra), end Charing Cross & Strand Electric 
Supply Corporation v. Woodthorpe (Supra), for the reason 
that, in the first place; the structure here was much smaller 
than in the previous two cases, and, in the second place, 
notices had been.served on the Postmaster-General, the 
Borough Council, and the London County Council in accord- 
ance with the company’s order. The Court declined to dis- 
tinguish the ease from the other two. | 


FRENCH ELECTRICAL AND OTHER TRADE. 


SEVERAL reports have recently been made by U.S. Consuls on 

e position of commercial and industrial affairs in France. 
Consul-General Thackara, writing home in April from Paris, 
said :— 


"There was great activity in the electrical industries of 
France during 1915. The plants were kept well employed in 
SU.plying the heavy demands for electrical material of every 

d for the equipment of factories. There were large orders 
placed for direct-current motors [or operating machine tools 
and other machinery, and important contracts were made for 
the equipment of hydro-electric plants.. None of the leading 
Fiench railway companies contracted for the new electrifica- 
tion of their roads in 1915, and trade in material for electrical 
railways and tramways was confined almost exclusively to 
repair work. There was a notable increase in the manufac- 
ture of metal-filament lamps in France during 1915, and the 
output would have been much greater had there not been a 
areut scarcity of glass bulbs. But little progress was made in 
the development of the small power, half-watt lamps for 
domestic lighting. their use being mostly confined to special 
Purposes for army use. There was an increased demand, 
however, for half-watt lamps of higher intensity; that is, of 
200, 600, 1.000, and 2,000 с.р. Prices in the electric lamp 
trade, which had been seriously depressed by foreign compe- 
‚ tition before the war, became much more favourable, not- 
Withstanding the great increase in the cost of production. 
As a гше all the prices of electrical products have advanced 
considerably. As most of the output was furnished to plants 
Working on war orders the question of prices was not as 
important as that of speedy deliveries. | . 

. The prospects for the French electrical industry appear 
bright. After peace is restored there will be a period of inten- 
‘lve activity. Many of the important industrial plants, 
especially mining and metallurgical industries, are situated in 
the invaded districts, and probably have been either destroyed 
or badly crippled, and for the re-establishment of these plants 
and for the creation of new industries that are projected for 


> 


value of the production of iron 


manufacturing in France many products that were imported 
from enemy countries, a great quantity of electrical and other 
machinery wil be rcqui:ed. , 1hc situation is of intense in- 
terest to American manufacturers, as they will undoubtedly 
be called upon to supply many cf the wants of the French 
consumers.” , ` 

Mr. W. H. Hunt, Writing in ihe same month from the St. 
Etienne Consular ditici, as tho lesult cf interviews with 
competent authorities, suid :— . 

"The commercial ind industrial conditions 


in the distric 
at the close of 1915 were, istrict 


, Í on the whole, better than at the 
same period in 1914. fn. some lines they were very good 
notably the remarkable activity in the iron and steel’ mills, 
which has been the means of furnishing employment to thou- 
sunds of men and women and thus materially increasing the 
purchasing power of the people.’ l 

“ № statistics are obtainable relative to the amount or 
| | and steel during 1915, but it 
шау be said that froin a low ebb the production has increased 
to such an extent that all former records have been surpassed 
while values have risen steadily with sharp advances during 
the last half of 1915. ‘Ihe industries sustained various set. 
backs during 1014, culmineting in the demoralisation arising 
through the workmen being mobilised at the outbreak cf the 
war, but influences from tbe same source huve contributed 
to the ‘revival. While certain phases cf the industries are 
obviously temporary, and the permanency of others is doubt- 


'ful, it is believed that the headway gained is likely to carry 


the industries into a period of activity extending over several 
years. Every effort is being exerted to cope with the changed 
conditions; new mills are being constructed, while furnaces 
are being fired that had been abandoned for years. A con- . 
siderable rise in the prices of all raw materials is reported, 
due in part to the domestic sources of supply being cut off 
by reason of the ore-producing regions being in the possession 
of the German forces, as well as to the unprecedented -rise in 
freight charges. Wages likewise advanced 50 per cent., for 
which the increased cost of living, scarcity of labour, and high 
scale of wages paid by the Government factories are chiefly 
responsible.” 


In giving advice to those interested in sending American 


` goods to the market, Mr. Hunt says :— 


. “The St, Etienne Consular district being inland, direct 
importing is limited. American goods reach this district 
tbrough large wholesale houses established at Paris, which 
send traveling salesnien periodically through the district. 

There are many useful American-made novelties that could 
be successfully markeied in this district, but the large and 
small local retailers have no facilities nor the required capitaT 
to carry out the necessary work to create the demand. Some 
plan ought to be worked out that would enable local mer- 
chants to get in direct touch with American manufacturers. 
The attention of American manufacturers and exporters is 
called to the question of corresponding with French mer- 
chants in their own lenguage, and the printing of explanatory 
trade literature in French so far as possible. This Consulate 
is ready at all times t» render uid cf this kind, and local mer- 
chants come to this office regularly with letters and cable- 
grams to be translated. Frequently they are so brief and 
with technical phrases that it is sometimes difficult to put 
епт into intelligible French. Timely service cf this kind 


during 1915 was the direct cause of promoting several ship- 


ments of American shoes and belting and sole leather valued 
at $30,000. | 
"In normal times French merchants do not care to pay 


, for goods before they are received, and they are accustomed 


to and expect to receive credits varying from 20 to 90 days. 
The French merchants want American goods, yet business 
must be done in their way. American manufacturers as а 
rulé refuse to quote prices otherwise than f.o.b. New York, 
or more often their home town. With such quotations it is 
difficult, if not impossible, for the French merchant estab- 
lished in an interior district like St. Etienne to figure on this 
basis whether he will be able to sell the desired goods at a 
profit or not. It is possible that this disinclination on the 
part of American manufacturers to quote c.i.f. prices may 
explain the reason why the merchants in this region handling 
certain kinds of American goods prefer to buy them through 
Paris agencies or wholesale importers.” 

The Grenoble district report (Consul T. D. Davis) says :— 

“ Numbers of responsible business men are anxious to estab- 
lish permanent relations with American houses for the sale 
of American goods, it being the popular view that the United 
States will necessarily supply the greater part of the commer- 
cial and industrial needs ‘of the country after the war. At 
that time there should be a good demand in this section for 
industrial machinery. machine parts and supplies, hardware, 
. . . . and automobiles and motor trucks. There should 
also be а fair demand for cleciric fixtures. There will be, 
of course, a temporary demand for American manufactures 
of almost every kind, and if articles of good quality are 
offered and the price with the freight and tariff added 1s not 
too high. a permanent trade in many lines may be estab- 
lished. A most important matter, however. is the attitude 
of the American exporter on the question of credits. There 
are instances where Americana have exacted of French ре 
of reputed large credit that they, deposit the amount a pos 
able aggregate orders in American banks before £ yc 
would be made. In one case a credit of, 900,000. no 
($173,700) was required to be established with a designatec 
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American bank. These terms were complied with, and а 
business satisfactory in all other respects has resulted; but it 
should occur to those who desire to establish permanent rela- 
tions with French merchants of the interior provinces that 
these terms will be met only so lonk as the abnormal condi- 
tions make it absolutely necessary. , Unless arrangements can 
be made through the establishing of better banking facilities 
or otherwise by which credit can be extended to reliable con- 
cerns, permitting at least 30 days, preferably 60 or even 90, 
for the payment for merchandise after delivery, with suitable 
discount for cash payments, the amount of trade that will be 
held in this distriet against competition will be negligible."' 


M 


REVIEWS. 


Installations Electriques de Force et Lumiére. Schémas de 
Connexions. By Adr. Curchod. Paris: Dunod et E. 
Pinat. Price 7f. 50c. 


A brief preface by M. P. Janet introduces us to this 
extremely practical little work. He remarks that its format 
will permit of its being placed in an inside pocket, next to 
the indispensable slide-rule, and this is true, though we pre- 
dict confidently enough that if it were subjected to much 
pocket use 16 would soon drop to pieces. We have had occa- 
sion to remark in reviewing other French technical publica- 
tions, that they are very poor examples of the book pro- 
ducer's art. a" 

Briefly, there are 80 plates, consisting of diagrams of con- 
nections of all kinds of apparatus, with 45 pages of descriptive 
matter, and a feature which we should like to see in our own 
technical literature, viz., a list of the symbols used in the 
work, with their meaning. | 

Forty plates deal with continuous-current installations, from 
the single machine supplying a lighting network, with field 
rheostat, voltmeter, and amperemeter, to compound-wound 
machines paralleled on bus-bars to many feeders. 

The next 23 plates deal with alternating-current connec- 
tions, then follow five on the transformation of alternating 
into continuous current, and 12 on miscellaneous apparatus. 

Altogether, this is a useful work for the practical man, 
and the mere tracing-out of the diagrams themselves forms 
an exercise the educational value of which is by no means to 
be despised. Considering the price, however, we must repeat 
that we do think the binding ought to be improved. 


The Dynamical.Theory of Gases (Second Edition). By J. H. 
oe Ез F.R.S. Cambridge University Press. Price 
s. net. : 


While the first edition of this book aimed at developing ' 


the theory of gases upon. as exact a mathematical basis as 
possible, the present edition attempts to render as much as 
possible of tbe book intelligible to the non-mathematical 
reader; in order to accomplish which the author has divided 
it to a large extent into mathematical and physical chapters. 
Thus the student whose interest lies chiefly on the experi- 
mental side can get an intelligible account of the present 
state of the subject by reading certain chapters and regard- 
ing the more mathematical ones simply as material for refer- 
ence. ^ 

The work, of course, is a very complete treatise on its 
subject, and the mathematics is far beyond the range of the 
practical man—even though the latter be very completely 
and scientifically trained. Nevertheless, in the more physical 
.parts there are тпапу matters which he can grasp, and which 
are of great interest in these days of atomic and electrical 
discovery. А very useful idea is that of substituting a two- 
dimensional concept for a three-dimensional one when con- 
sidering the motions of molecules. The molecules are likened 
to billiard balls (for want of more precise зов, and as 
it is difficult to imagine in detail the movements of a large 
number of spheres flying about in three dimensions, the 
vessel in which the gas is enclosed is represented by a billiard 
table, the cushions of the latter taking the place of the walls 
of the vessel. It is surprising how many of the properties 
of gases can be illustrated by this imaginary apparatus. 

The author devotes some space to the quantum theorv. 
which has of late years rather revolutionised the position of 
the kinetic theory. He illustrates the difficulties encountered 
in the latter by considering the dissipation of energy of the 
billard balls. For no matter how elastic the billiard balls 
and table may be, the motion of the balls, once started, can- 
not continue indefinitely. The energy dissipated by collisions 
18 transformed into energy of internal vibrations. A gas 
should similarly in a short time lose the energy of transla- 
tional motion of its molecules, and replace it bv energy of 
Internal vibration of these molecules and energy in the sur- 
rounding ether. It does not do so, however, and it was not 
until the quantum theory was introduced that anything like 
a satisfactory explanation could be found. This theory States 
that there is no true analogy between the two cases when 
we consider questions of internal vibrations and transfer of 
energy to the surrounding medium. Тог the motion of the 
billiard balls is governed by the wellknown Newtonian laws, 


whereas the internal motions of molecules, and their transfer 
of energy to the ether, are now believed to be governed by 


` an entirely different system -of dynamical laws. 


The author chiefly deals with the quantum theory in the 
last chapter, where he considers it in relation to radiation. 

To the physicist--especially to the physicist who is also а 
mathematician—the book will be found of great value. ‹ It 
represents an immense amount of labour, is splendidly 
printed and bound, and eantains some 436 large pages. 
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NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED). 
Compiled expressly for this journal by Messrs. W. P. TuowesoN & Co, 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. » 


11,836. "'' Electrically-operated clocks, &c." W. Artois. August 2151. 

11,884. '' Electric bicycle." J. T. Suaw. August 22nd, 

11,907. ''Couplings for armoured ог protective cables and electric con- 
ductors.” V. C. Н. GiBsoN. August 22nd. 
P “ Манпе(оз.” M.L. MacNETO Synpicate & D. K. Morris. August 
An B 

11,924. ''Lacquering machines." . SrEuLING TxLEPHONE & Execrric Co. 
August 22nd. 

11,944. '' Magnetos." K. Oro-Mackenziz. August 23rd. 

11,956. *' Electrical stop-motions for knitting machines," Н. CorLiNs, LTD., 
AND W. Н. C. Spencer. August 23rd. 

11,961. *'' Mountings for electric, &c., lamps, and fittings thereof." Sir W.G. 
ARMSTRONG, WHITWORTH & Co. лхо А. S. СнкктнАм. August 23rd. 
` 11.968,“ Electric. glow lamps, enclosed arc lamps, &c." С. О. Bastas. 
August 23rd. | 

11,972. '' Mine signalling keys." F. G. BELL, W. C. Davey, THe STERLING 
TrepHone & Evectric Co. August 23га. - 

11,982. ‘‘ Spark plugs." J. J. PLarr. August 23rd. 

12,013. ‘‘ Sparking plugs for internal-combustion engines." BAXTER AND 
Counter & F. W. Suter. August 24th. 

12,016. “ Electro-magnetic switches." . British Тномѕом-Нооѕтох Co. 
(General Electric Co., U.S.A.). August 24th. 

12,019. '' Primary electric cells." J. W. NicuotLsoN (G. N. Antonoff). 
August 24th. 

12,033. ‘ Apparatus for wircless telegraphy.” Marconi’s WIRELESS TELE- 
GRAPH Co, & J. Sr. V. Рівттѕ. August 24th. 

12,043. '' Electrical fuseboards or systems." W. Preston, W. SANDERS & 
Co. AND А. CRAWFORD. August 25th. 

12.044. '' Electrical fuses, and parts appertaining thereto." А. CRAWFORD, 
W. PRESTON AND W. SaupERS & Co. August 25th. 

12,045. " Electrical fuseboards or systems." А. CRAWFORD, W. PRESTON AND 
W. Sanpers & Co. August 25th. | { 

2,063. '' Electric machines." Soc. р’ЕгествісІТЕ NiLMELIOR. August 2Sib. 
(France, August 27th, 1915.) 

12,066. ‘Electric resistance elements." Вкітіѕн Тномѕок-Нооѕтох Со. 
(General Electric Co., U.S.A.). August 25th. 

12.070. '' Mouthpiece for telephone transmitters, &c.'"" О. TiokLE. August 
25th. (Norway, August 25th, 1915.) 

12,090. '' Telegraph systems, and apparatus therefor.” 
PHONE MauFacTURING Co, & S. R. $мїтн. August 26th. 
12,009. '' Drv cells.” G. 1. TaavER. August 26th. 


AUTOMATIC TELE- 


PUBLISHED SPECIFICATIONS, 


1915. 


11,168. MawxuracruRE oF ELECTRICAL Conpuctor ок Wire Retatninc BANDS 
AND APPARATUS THEREFOR, Е. Fewkes. August Зга. · (Cognate application, 
13,415/15.) 

11,335. ELECTROLYTIC RECOVERY OF ZiNC FROM ORES AND OTHER ZINC-BEARING 
MarERIALS. Ы. С, Tainton. August 5th. З | 

11,336. ELECTROLYTIC Recovery OF METALS FROM THEIR SOLUTIONS AND ADU 
RATUS THEREFOR. U. C. Таімоп. August óth. 

11,510. DxNaMO-BLECTRIC Macuines. U.S. Light & Heat Corporation. 
August 9th. (August 14th, 1914.) | 

11,518. ELECTRIC CONNECTIONS FOR ELECTRICALLY-HEATED IRONS AND LIKE 
Uiensits, C. Kretz. August 9th. : 

11,544. MANUFACTURE OF INCANDESCENT ELECTRIC Lamps. British Thomson- 
Houston Co. (General Electric Co., U.S.A.). August 10th. 

11,566. EXPLOSION ENGINES COUPLED TO DYNAMO-ELECTRIC MACHINES. Soc. 
Anon. des Etablissements L. Bleriot. August 10th. (September 16th, 1914.) 

11,868. ErzcrRiCAL TRANSFORMERS. A. Schaanning & G. Harlow. August 
lOth. 

11,715. JEWELS FOR MEASURING INSTRUMENTS AND THE LIKE, AND Метнор Ов 
MANUFACTURING THE saMe. British Thomson-Houston Co. (General Electric 
Co., U.S.A). August 13th. Р 

11,790. SHORT-CIRCUITING AND BRUSH LIFTING GEAR FOR ALTERNATING-CURREXT 
Motors. Lancashire Dynamo & Motor Co., Н. B. Whitmore & R. J. Roberts. 
August 16th. 

13,391. IGNITION SYSTEMS FOR INTERNAL-CoMBUSTION ENoiNES. H. Randolph. 
September 20th. (December 24th, 1914.) 

13,9001. FirriNCS FOR ELECTRIC INCANDESCENT Cannie Lars. С. Н. Burt 
and Huntalite, Ltd, September 30th. " 

14,214. EurcrRICAL Measurinc Instruments. С, Е. Foster. October 7th. 

14819. INTERNAL-COMBUSTION ENGINES HAVING ELECTRICAL ACCESSORIES. J. B. 
Fergusson. October 20th. х 

14,995. Сомтаст-мактчс AND BREAKING Devices ОЕ MAGNETO-FLECTRIC MACHINES 
FOR IGNITION IN INTERNAL-COMBUSTION ENciNEs. M. S. Conner. October 23rd. 

16,185. Exucrric IxsULATORS. A. R. Muller. November 17th. (Patent of 
addition, 27,738/12.) ‘ ; Tan | 

16,540. ErEcrkic БлттЕвкз. Е. С. R, Marks (Interstate Electric Novelty 
Co.. U.S.A.) November 23rd. 

17.921. Rotary IwrERRUPTER FOR ELmgcrRIC Icnitton Devices. Robert Basch 
(firm of). December 22nd, (February 18th, 1915.) 


1916. 


5,398. Exectrric Insucarinc Compositions. E. Soberg & J. Anderson. April 
2th.  (101,067.) -— 
MU [IGNITION CONTROLLERS FOR INTERNAL-COMBUSTION ENGINES. Ww. О. 
Kennington. April 18th. — (101,070.) 
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PRICE 
FOURPENCE. 


SUBSCRIPTION per annum, Postage inclusive, in Great 


Britain, £i 18, 8d.; Canada, £1 85. 104, ($5.80); to all other countries, 830s.—Nzw York: D. Van NosTRAND Co., 25, Park Place, New York City, Товонто, 
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Of all Descriptions. 


LITHOLITE, Ltd., 


55-51, Hackney Grove, London, N.E. 


Better than Rabber, Leather and Gutta-Percha 


DERMATINE CO0., Ltd., 
Neate St.. Loncon, S.E. 


BURNER & HEAT CONTROL 


Equipment for Lead Presses 


(HALL'S PATENTS). 


Monometer Manufacturing Co., Ltd., 
ASTON, BIRMINGHAM. 


WIRES, 


BROOK 
MOTORS. 


See Advertisement, Sup. 34. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical Engineers and 
Government Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
TAYLOR & CO. 
MICA & MICANITE 


INSULATION. 
TELEPHONE :—CENTRAL 4575. 
40, HATTON GARDEN. LONDON, E.C. 
NE Ő 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS 
for ELECTRICAL ENGINEERS. 


A. MORTON, 


6, Tenby Street North, Birmingham. 


Advertisement Index, see page xxiv. 


MOULDED INSULATORS |CHURTON œ 


e MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


Have your Feed-Water Tested 
Free of Charge, by the. . . 


“ECLIPSE” BOILER COMPO C0., 


6, Bristol Bridge, Bristol. 
SoLE MAKERS OF [INFALLIBLE COMPO 
FOR PREVENTING AND REMOVING 
ĪNCRUSTATION IN бтЕАМ BOILERS. 

AGENTS WANTED. 


“ EMPIRE ” 
AUTOMATIC CONTROL 


FOR 
Shell Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW. 


WESTERN-ELECTRIC 
COMPANY, LIMITED. 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement last week, p. xii. 


CONNOLLY BROS, Ltd., 


for 


WIRES AND CABLES, 


See Advertisement this week, p. iii. 


WHITE 


Electrical Instrument Co. 


2, 4, & 6, GLOUCESTER ST., 
CLERKENWELL, LONDON, E.C. 


‘Phone: 
City, 8660. 


Wire: 1 
Voltograph, London. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


'"NSULATING 
-- BEADS -- 


Immediate Delivery. 


5/37, Noble St. 
HOLDER-HARRIDEN LTD., (огоот, 27 


CABLES AND WIRES. 
SWITCHBOARDS. | 
ARC LAMPS. 


JOHNSON & PHILLIPS, [ TD., 


CHARLTON, LONDON, S.E. 
AIR COMPRESSORS 
& VAC. PUMPS, t 
Desiccators «i Cable 
Sets. NS ` Pumps & 
R Impregnators. 


25, Victoria St., Westminster. 


gw 


LARGE STOCK KEPT FOR QUICK DELIVERY 


SHUNT REGULATORS, 


M )TOR STARTERS and all classes of Resistance Work. 


Tha SOLENOID REGULATOR Co. 0ле 57. 


Telephone: BIRMINGHAM „сае: nam." 
BLANKS. PIERCING. 


Ф 


HAROLD, HARLEY & Co., 


Harley Works, Beckton Road, $ 
London, E. "Phone: East 1800, © 


METAL. 


2 


STONE'S ELECTRICAL INSTALLATIONS 


for RAILWAY CARRIAGES. 


50,000 COACHES EQUIPPED ALL OVER 
THE WORLD. 


J STONE & COMPANY, Ltd., 
Deptford, London. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 
LONDON, E. 


‘Phone: 'Grams : 
EAST 4157. “ Fulmen, Step, London." 
PATENT 


Alumino Thermic Welding Process. 


VICTORIA 
DYNAMO & 
MOTOR 
ics CO., 


Send for Stock List of Motors ready for delivery. 


INGLEBY & CO., 


ELLAND ROAD, “ТО. 
LEEDS. 


Tel. 373 


CRAVEN HOUSE, 


MOTORS 


FOR DIRECT AND 
ALTERNATING CURRENT 


Delivery from Stock up to 50 Н.Р. 


___ _—.—.-.-.-.-._.-.—._._р_р_ррЪ‚ф‚ф-Е_Ен 
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SSS 


Name the day— 
and we'll deliver 


Oallender’s Cab Tyre 
Sheathed Cables are 
insulated with pure 


© 4 А . . 
and vulcanized india- 
to time 2 ү rubber of the highest 
, А T suitable quality pro- 
Electrical Supplies of every $% curable, and finally 
description kept in Stock, and A sheathed Sal та 
ready for immediate delivery. / patent Cab ‘Tyre 
icr din Y rud mí A Rubber, thus en- 
All makes of Half-Watt and Metal. 1% Jy She miaii 
Filament Lamps. All kinds of E 0 This Cub Р 
Brackets and Fittings. Fuse Boards, A m а ne 


Sheathing is not 
affected by corrosive 
moistures, and will 
stand very hard wear. 

Our descriptive 
booklet gives full 
particulars ! 


Insulators, Electric Bells, Pushes, 
Shades, Switches, Cables. Direct 
and Alternating Current Motors, &c. 


SSS 


SN 


If you are in immediate need 
of any of these—uwrite to-day. 
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CONTROLLER FINGERS 


WITH REVERSIBLE RENEWABLE TIPS. 
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ANY ТҮРЕ OF FINGER САМ BE ADAPTED. 


p-- M Send us an old sample finger and we 
| will quote you for fingers of our type. 


CLEVELAND METAL C0., I- 2: STOCKTON-ON-TEES, 


LONDON AGENTS: The A. & A. ELECTRICAL CO., Ltd., 51, Whitcomb Street. W.C. 


BASTIAN METERS 


FOR DIRECT CURRENT ONLY. 
Made in ENGLAND with BRITISH CAPITAL & BRITISH LABOUR. 


Buy the cheapest and most efficient meter on the market from = 


THE BASTIAN METER CO., nd 
Bartholomew Works, Kentish Town, N.W. 


ALF? GRAHAME-C°, 


CROFTON PARK,S.E. 
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INDUSTRIAL PROBLEMS. 


PRESIDING over the Engineering Section of the 
British Association. at Newcastle last week, Mr. 
Gerald Stoney delivered an address which is bound 
to attract attention in engineering circles, if only 
for the candour and fearlessness with which the 
author alluded to certain blemishes on the fair fame 
of the industry. His theme was '' errors committed 
in the past " ; some of the points with which he dealt 
have often been referred to in these columns, and 
we welcome the confirmation of our views conveyed 
in his remarks, which we have reproduced almost 
in extenso. | 


The want of appreciation of scientific methods, 


and scientifically trained men, amongst engineering . 


firms—which, one would think, should be the very 
first to perceive their advantages—with which Mr. 
Stoney opens his address will soon, we hope, be a 


thing of the past; the importance of such aids, 


which under modern conditions are indispensable to 
success, has been recognised in many quarters and 


‚ effectively driven home by the war. In this reform 


the great engineering institutions have played a 
part which reflects credit upon their Councils. The 
value of research, especially on a large scale under 
national auspices, was also fully emphasised by the 
author, and need not be laboured here. But per- 
haps the most noteworthy passages in the address 
are those in which Mr. Stoney discusses the rela- 
tions between employers and employed, and the 


changed conditions which have arisen from the re-- 


placement of the individual employer by the limited 
liability company—a change to which many of the 
Labour troubles of to-day can be directly traced. 

Mr. Stoney explains, in language which any work- 
man can readily grasp, the functions of the capitalist 
and the impossibility of dispensing with his assist- 
ance, but focuses attention on the responsibilities 
which the capitalist must discharge towards the 
workers. the neglect of which is at the root of much 
of the distrust which so generally reigns between the 
two parties. The propagation of the gospel of ‘‘Wel- 
fare Work," and the carrying into effect of its 
teachings, will go some way to remedy this state of 
feeling апа bring about more cordial relations, but 
we believe the crucial questions are concerned with 
the fixation of rates of wages, and the correlated 
question of the amount of work to be done. The 
present system of payment on time appears to us to 
be analogous to selling electricity by contract; the 
amount of payment is independent of the work done, 
and natural he who sells the work tries to keep 
down the quantity delivered. A fairer system is to 
pay in accordance with the output, a system analo- 
gous to sale of energy by meter; this involves dis- 
crimination between individual capacities for work. 
But as in electricity supply a still better and more 
equitable plan is to charge a fixed sum plus so much 
per unit, so in the workshop the best system 15 
that which assures to the workman a reasonable 
weekly wage, plus a bonus depending directly upon 
his output. As Mr. Stoney says, the question 1s a 
difficult one, and when we come to the adjustment 
of prices for piece-work, the difficulties are multi 
plied. Yet they must be faced, for the question is 
of fundamental importance. We note that Mt. 
Stoney corroborates the view to which we have 
given expression from time to time, that price- 
cutting on piece work is largely responsible for the 
restriction of output on the part of the men. As he 
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observes, “ If the price has been fairly fixed, why 
- should it be reduced because the man makes large 
wages. due to his skill and industry?" The em- 


ployer gets the benefit of the increased output with - 


practically no increase in the standing charges, and 
“it is much more important to get large output 
than to pay small wages." There is the case in a 
nut-shell. As the rule that the price must be cut 
if a man makes more than time-and-half imposes a 
penalty on the inferior workmen, who cannot main- 
tain the same rate of otitput, it is obvious that the 
men in self-defence are simply compelled to set a 
limit to the production per man. The present cir- 
cumstances afford a unique opportunity for putting 
an end to both these evil practices—price-cutting 
and limitation of output. We do not altogether 
agree with the author that it is pleasant to the work- 


man-——at any rate, the good workman—to “ slack ’’; - 


a capable man takes a pride in doing his best and 
quickest, and in this he should be encouraged by 
an adequate reward. The principle of a minimum 
standard wage plus payment in proportion to output 


above а minimum limit, which, as we have pointed 


out, is somewhat analogous to the well-known sys- 
tem of charging for electrical energy, has already 
been adopted in coal mining, and though it pos- 
sesses obvious drawbacks, it is worthy of careful 
study. The same may be said of Mr. Stoney's fur- 
` ther remarks on works management, which we 
commend to the-attention of both employers and 
workmen—as he says, “what is really wanted is 
common honesty and common sense on both sides, 
for one side is as bad as the other at present." 

Mr. Stoney's severe comments on the conduct of 
the large armament firms in connection with the 
shortage of ammunition, while not directly falling 
within our sphere, cannot be passed over without 
attention, So grave a charge, if it emanated from 
a less responsible source, might be regarded as the 

fruit of prejudice or jealousy, but coming from so 
. well-informed and so sincere a critic, it calls for an 
answer from the firms concerned—and especially 
from certain newspapers which threw the blame of 
the shortage upon the late Lord Kitchener. On the 
remaining subjects of the address—combination of 
employers, standardisation of specifications, the 
necessity of research work, and the deficiencies of 
our educational system—few engineers will be found 
to differ from the author, whose outspoken and in- 
structive address deserves the most careful con- 
sideration. : i 


A NOTEWORTHY feature of the 


The sittings of the Economic Science 
Decimal Section of the British Association 
System. last week was the inclusion of a 


| paper advocating the adoption by 
this country of the decimal system of coinage, 
weights, and measures. Not the least significant 
fact attending this innovation—for we believe the 
subject has not been touched upon by the B.A. for 
many years—was the identity of the author of the 
paper, Sir Richard Burbidge; who, as the managing 
director of one of our most successful “ stores,” 
has attained a position of the highest standing in 
commercial circles, whilst the reader of the paper, 
in the absence of the author, was Dr. Hunter, of the 
well-known Tyneside firm of Swan, Hunter & Wig- 
ham Richardson, Ltd., who in the main agreed with 
Sir Richard's conclusions. Moreover. Mr. Gerald 
Stoney, President of the Engineering Section, 
strongly supported the proposal, and Sir Henry 
Cunningham, the well-known economist, also advo- 
cated the adoption of the decimal system by our- 
selves, in conjunction with the rest of the English- 
speaking world. Mr. Goriol, an Australian dele- 
gate, stated that Australia and New Zealand were 
only waiting for the Mother Country-to move, and 
Prof. A. W, Kirkaldy, President of the Section, also 


urged that the Anglo-Saxon world should act 
together in bringing about this much-needed reform. 

For some time past the daily Press has shown a 
modest degree of interest in the subject, and leader 
writers have urged that the time had come to deal 
with the question resolutely. Hitherto the flabby 
wait-for-a-mandate attitude of our Government has 
been the greatest obstacle to progress, and we cor- 
dially welcome the accession of the lay Press to the 
ranks of the agitators, as an indication that public 
opinion is being aroused. We have done all that 
xe could to stimulate interest in the subject—our 
readers hardly need be reminded that in October 
and November last year, in a series of articles ex- 
tending over seven weeks, we endeavoured to 
explain the necessity of the change, and to dispel 
some of the illusory ideas which prevail with regard 
to the difficulties in the way of its accomplishment. 
Since then progress has been made—slow, it is true, 
but not less sure for that; the Council of the Institu- 
tion of Electrical Engineers has definitely declared 
in its favour, and other public bodies have expressed 
their approval, while Press references to the subject 
grow continually more frequent. We cordially wel- 
come a leading article in the Daily Telegraph of 
Monday last, on '' Necessary Reforms,” which con- 
cludes with this admirable summary : — 


Germany and Austria-Hungary recognised many years ago 
the virtues of the decimal system. Their policy of uniformity 
conferred no slight benefit upon them in their relations witb 
foreign markets. When peace comes it is imperative that 
this advantage should not any longer be theirs to our. injury. 
This- is essentially a matter for the trading communities. 
Their interests are menaced by adherence to а currency and 
system of weights and measures which hinder trading. We 
are inclined to the belief that, as in other reforms, the neces- 
sary changes would prove far less disturbing than is some- 
times anticipated, since the movement would be from chaos 
to order. Once the reforms were carried out, our only wonder 
would be that we had so long been blind to their advantages. 


[ч our issue of March 31st we 
The Metropolitan drew attention to the proceedings 
Electric at the annual meeting of the 
Supply Co. Metropolitan Electric Supply Co., 
and commented at some length 
upon the satisfactory progress of the company on 
the one hand, and the extraordinary attitude of the 
chairman, Mr. W. H. Cripps, and his colleague, Mr. 
F. L. Harris, towards:the development of the power 
load at low prices on the other. Elsewhere in this 
issue will be found the report of the committee of 
shareholders that was appointed at the annual 
meeting to investigate the company's affairs and to 
consider questions of past and future policy, from 
which it will be found that the committee has im- 
plicitly endorsed every word of our criticism, that 
Mr. Cripps has resigned the office of chairman, and . 
that the value of Mr. Highfield's services to the 
company has been cordially recognised, while his 
policy of development has been strongly recom- 
mended to the shareholders. 

No other conclusion could have been attained by 
any body of business men who were acquainted with 
the circumstances and conditions appertaining to the 
supply of electricity on commercial lines, and the 
tendencies of engineering practice at this time, 
which clearly point to the continued adoption of 
electricity for motive power and allied purposes at 
an increasing rate. The committee had the assist- 
ance of experts of the highest standing’ in engineer- 
ing and.finance, whose reports were doubtless of 
very great interest; it is to be regretted that these 
are not to be published, though of course we have 
no fault to find with the decision of the committee 
in a matter so intimately affecting the company 5 
interests. 

The new board of directors, strengthened by the 
addition of men in the front rank of the electrical 
industries, and provided with full information as to 


` the position and prospects of the company. will have 


~ 
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a first-class opportunity of guiding its affairs on 
sound lines towards the goal of prosperity, and it 
only remains for the. shareholders, at the meeting 
which has been called, to express their approval of 
the arrangement which has been made on their 
behalf by the committee, and to authorise the direc- 
tors to ‘‘carry on" in accordance with its recom- 
mendations; we trust that this course will be fol- 
lowed, and that under enlightened control, and the 
able management of Mr. Highfield, who has done 
so much already to improve the company's position, 
the future of this great undertaking will present a 
record of unbroken progress and success. 


к 


THERE һаѕ пої been a great deal 
of activity in pig lead in the last few 
weeks, nor has this been possible, 
for the simple reason that the market has been un- 


Pig Lead. 


usually bare of sellers. It is rather difficult to under- ` 


stand that buyers were, until towards the end of 
August, constantly bidding up prices against each 
other, seeing that parcels were systematically with- 
held in the absence of offers from the authorities, 
who have the market entirely under their control. 
Certain dealers were apparently short, and, there- 
fore, rather fidgety, and prices eventually rose to 
-about £31 10s. for immediate delivery, although no 
business was done over £31 for near shipment. 

In the course of this month there has been a dis- 
tinct change of attitude on the part of consumers 
since the reappearance of offers from controlled 
sources, which has been anxiously awaited. Fair 
quantities have been already released in that direc- 
tion, and probably more lead will come on the mar- 
ket, while the arrivals have been on a more liberal 
scale. That the authorities are now in a better posi- 
tion to afford relief may be attributed to the fact 
that the heavy extra requirements for Russia have 
been met. The market has already yielded consider- 
ably. prices for near positions now being in the 
neighbourhood of £30, though there is still a fair 
demand going on, which, however, is chiefly con- 
fined to near arrivals. Forward positions have not 
attracted quite so much attention, though there is 
no pressure to sell. The position was a few weeks 
ago complicated by the fact that some desilverisers 
were caught somewhat short against outstanding 
contracts entered into with smaller European pro- 
ducers, whose operations were suspended through 
lack of fuel. American metal is free from Govern- 
ment control, but no American or Mexican metal 
is being shipped to this side. America, of course, 
has been competing in other directions, very con- 
siderable quantities having been sold and shipped by 
that country to Russia via Archangel. 

There is apparently not much surplus available 
for export on the other side at present, inasmuch as 
a good tonnage was also diverted to Canada. 
Domestic consumers were short, and bought freely 
lately, which, coupled with a scarcity of prompt 
Stuffs, accounts for the firmness of the trans- 
Atlantic market. Our total imports, as officially 
returned for August, were only 14,960 tons, making 
an aggregate of 108,804 tons for the eight months, 
this showing a deficit of 78,000 tons against the 
Same period last year, but these figures are very 
misleading, for they do not include the lead that has 
come in on Government account. Similarly, it is 
probable that the considerable quantities of Govern- 
ment metal diverted to Russia are not included in 
the re-export returns, so that the statistical posi- 
tion cannot be gauged. Yet, there is good reason 
for believing аб the total supplies that have 
reached this country so far this year are not any- 
thing like so large as in the previous year, when the 
United States contributions were abnormally heavy. 

The French imports have been maintained on a 
heavy scale, chiefly from Spain, the total for the 
first half of this year being roughly 42,500 tons, or 


some 17,000 tons in excess of the previous year, 
this being, of coürse, explained by France'e huge 
munition requirements. The Spanish exports for 
the same period were, too, very big, an indication 


‘that production has not suffered very severely from 


the scarcity of fuel. Consumers of red and white 
lead continue to find great difficulty in ‘obtaining 
supplies owing to an acute scarcity, partly attributed 
to labour shortcomings. ` 


THE need for a closer co-opera- 
The tion of interests among the leading | 
Wire-Drawing British wire manufacturers, as re- 
Industries. gards the retention of trade pre- 
viously done in these markets, and 
the acquisition of new business which has been 
allowed to go elsewhere, has been fairly well 
exemplified in one or two instances during the past 
twelve months. The shutting-out of German wire 
manufactures, which, in the copper section, shared 
far too large a proportion of the home trade in this 
country, and the continued difficulties experienced 
in obtaining shipments from America, have pre- 
sented favourable opportunities for the- creation of 
new wire manufacturing businesses on a small scale, 
which, in some cases, have been backed up, guaran- 
teed, and partly financed by leading houses in the 
electrical trades, as a result of the continued failure 
to obtain. sufficient supplies elsewhere. + 

In one or two cases the entire output of small 
firms drawing the finer sizes has been, we under- 
stand, bought up by one or more important elec- 
trical houses; in order to guarantee the latter a 
continued supply of copper wire. The demands 
made upon these comparatively new firms have, in 
some cases, exceeded their output capacity by two 
or three times, whereas complaints have been heard 
from one or two of the largest wire manufacturers 
ia this country of a distinct tendency to slackness 
in the fine-wire department. 

There are, doubtless, other causes responsible for 
this position, but the success of the small firms has 
been attributed, to a large extent, to the fact that 
they have laid themselves out systematically to in- 
quire for new business previously done by the 
German firms and others, with the satisfactorv 
results mentioned. 


THE German апа  Prussian 

' The Supply Municipal Council has at last felt. 
ле ‚ constrained to assume an attitude 

in Germany. of opposition towards any scheme 


of Government domination of 
the supply of electricity, such as has been sug- 
gested during the course of the past two or three 
years. It is pointed out that the efforts of various 
Federal States and of Government authorities in 
Prussian provinces are being directed so as to secure 
the control of the entire system of supply. Under 
these circumstances the Council, representing the 
municipal and communal authorities, considers that 
these must come forward in defence of an important 


‘component part of their. local government and finan- 


cial interests in electricity supply works. It is held 
that the aims of the States, if.accomplished, would 
lead to an artificial over-straining of the idea of 
centralisation, would be technically objectionable on 
the ground of accidental or malevolent interruption 
in the supply from a few large works, and would 
cause financial disaster to numerous existing works 
which are in a prosperous condition. It is ‘further 
contended that a State monopoly would be pre- 
judicial to the interests of consumers, as it would 
abolish the present advantage of dealing directly 
with individual consumers, and that the sale prices, 
instead of being lower, would probably be higher 
under a system of State domination. 


LÀ 
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THE FULLER ELECTRICAL MANUFACTURING WORKS, CHADWELL HEATH. 


THE firm of John C. Fuller & Son has been in existence for Later, he and his son, Mr. George Fuller, who is now 
about half a century, the first bank pass-book of their Ше senior partner, joined in forming the present firm of 
present bankers, the National Bank of Scotland, dating back John C; Fuller & Son. At Mr. Fuller’s death, the business - 
to 1865. Mr. John Crisp Fuller, the senior partner, who ` Au 
died in 1911 at the age of over 90, was contemporary x = : 
with many of the early eminent electricians. Не was 
associated with the Electric and International Telegraph 
Co., the forerunner of the present Post Office telegraphs, in 
its earliest days, and was thus a fellow-worker in electrical 
matters with Mr. Latimer Clark, Mr. Edwin Clark, Mr. 
Varley, Mr. Culley, Sir William Preece, and many other 
well-known men. px. ‚ 

His enérgy and capability brought him into contact with 
many scientific men, amongst them Michael Faraday, whom 
he had the privilege of. assisting in some of his experi- 
ments ; he often spoke of the simple, unaffected modesty of 
that great man. 

He was of an inventive turn of mind, and, commencing 
his career as he did, in the early days of practical electric 
telegraphy, he was able to plan and invent many things 
which were very useful, though they have now ceased 
to be identified with: his name. His first patent for zt та 12 
. batteries was taken out in 1853, and this branch of 4 \ 
electrical work has remained а speciality of the firm . Fig. 3.— LEAD CASTING SHOP. 
up to the present time. He had the management for some . 
years, in’ its early days (about 1858), of the India-Rubber, was, for family reasons, made into a private limited com- > 
Gutta-Percha and Telegraph Works Co., at Silvertown, first pany. There are few English-speaking electrical engineers. 


ЧР ЧО 


Жее. Же 


Fig. 1.—EXTERIOR OF WORKS. 


known as Messrs. S. W. Silver & Со. At that time, when who are not familiar with the name of Fuller—Fuller’s 
the system of electric telegraphy was so new, there were insulators, Fuller's bichromate batteries, Fuller's dry cells, 
very few sources of supply of telegraphic apparatus or Fuller's block accumulators, and Fuller’s wire have pene- 
material ; hence it fell very largely to him to design and trated nearly all over the world. 

Owing to the development of the 
business, their old factory at Bow has 
become too small, and they are now 
installed on about 12 acres of land at 
Chadwell Heath. © There the firm have 
built an up-to-date factory and offices, the 
former comprising the Fuller Battery and 

. Telegraph Works, the Fuller Accumu- 
lator Works, the Fuller Wire and Cable 

Works, and (in course of erection) the 

Fuller Carbon and Electrical Works. 

The Fuller Accumulator Co., Ltd.. 
was formed four years ago to develop 
the manufacture on. broader commercial 
lines of the ** Block " and plate accu- 
mulators, which was formerly a depart- 
ment of the parent, company, J. C. Fuller 
and Son. The new company lias been 
very successful, and the accumulators 
manufactured in its works are very 

FIG. 2.—PasTING SHOP, widely used. 

; The * Block " cell, which has been 
d an ER M on cable, &е., and described in our columns, isspecially adapted to replace primary 
Неа eine PA a Жы ыркы cables. cells, particularly in connection with Post Office and railway 
with the North Woolwich work: f еу, and was connected telegraphs, and all other. signalling installations in which a 

works for some years, small eurrent is required, as it retains its charge (when 
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lightly drawn upon) for two years or more, and, under 
ordinary conditions, requires charging only twice a year. 
Large numbers have already been installed by (Government 


departments and railways, both at home 
and abroad, in substitution for primary 
cells, over which they show a great saving 
in maintenance and depreciation. 

Messrs. Fuller's were one of the first 
firms to realise the possibilities of the 
accumulator for service in connection 
with. motor-cars, and their batteries are 
well known to motorists everywhere. 
Quite recently the advent of the 
American car has brought a further de- 
velopment in the shape of the “Sparta” 
battery for starting and lighting. This 
battery, which was described in our 
issue of August 11th, is now effectively 
replacing the American accumulator on 
cars running in this country and in the 
Colonies. Messrs. Fuller’s have branches 
and agencies in all the Dominions and 
Colonies, and on the Continent, and are 
continually extending their activities in 
fresh markets. 

We give herewith some views in 
their new accumulator shops, which 
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to guard against injury to the health of the workmen. 
Fig. 3 shows the casting shop, where the lead grids for 
* Block ".and plate cells are cast. In fig. 2, the pasting ` 
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Fic. 4.--FoRMING SHOP, 
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shop, the iron hoods which almost 
surround the bowls of paste, and are 
connected to air trunks which lead to 
an exhaust fan, are prominent features; 
the grids are pasted by hand, pressed 
in machines, and dried on racks, before 
passing to the forming shop, shown in 
fig. 4. This long room is noticeably free 
from the discomfort sometimes attending 
the liberation of gas and acid spray from 
so large а number of forming benches. 
'l'he acid can. be run off from each com- 
partment into large vats, whence it is 
pumped up into elevated tanks, and gravi- 
tates to the benches without handling. ; 

The Fullers Wire and Cable Co., 
Ltd., was formed comparatively recently 
to develop the wire and cable business 
of the parent company, and is now 
established in a separate factory, which 
is fitted up on the most modern lines 
and equipped with the latest machinery, 
from the earliest stages of washing, 
mixing, and calendering india-rubber 


PTT УУ NS 


ртс: 6.—RuBBER MACHINES AND LEAD PRESS. 


to the final braiding cr lead covering. Every description 
of electric-light wire and cable is being manufactured 


are exceptionally well lighted and ventilated. and pro- 
vided with the most up-to-date sanitary precautions 
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here, and the new factory is already working at full pres- carpenters’ shops are also provided. In another department 
sure on orders which are coming in from all parts of the Mansbridge condensers for telephone work are manufactured. 
. world. - 

In fig. 5 we illus- 
trate a new machine 
for covering wires 
with rubber on the 
longitudinal lapping 


system, for the HTTP 


, | | * | ' n! | TUO | = " * { ж” ( 7J- 
highest class of in- Sm p | NNNM UT E121 MS __.. 


sulation ; fig. 6 shows 
rubber grinding, 
washing, and mixing 
machines on the left, 
a new lead press in 
the background, and 
on the right two ma- 
chines for covering 
wires with rubber by 
extrusion—a com- 
paratively new pro- 
cess, but well adapted 
to the production of 
thiek coatings of 
rubber, such as are 
used for motor-car 
wiring, and for the 
second grade of in- oo ү, | Ж... ©СУ ЖЕР; Ee c 3 
sulated flexible. Each ; | - — - 


machine can turn out 
i i IG. 7.—BRAIDING . MACHINES. 
four miles of flexible Fig. 7 BRAIDING. MACHINES 


Fuller's Carbon and Electrical Co., 
Ltd., is also a development of a de- 
partment of the parent company. It is 
well known that most of ‘the carbons 
used in this country before the war 
came from Germany, and on the out- 
break of war, manufacturers of batteries, 
users of arc lamps, and publie bodies 
generally were confronted with’ the 
problem of obtaining adequate supplies. 
There were very few home manufacturers 
to draw upon, and Messrs. J. C. Fuller and 
Son, Ltd., decided to make the carbons 
which they required for their battery con- 
tracts on their own premises. А complete 

“plant was established, and as a de- 
velopment from this a new factory is 
now in course of erection, where the 
highest class of battery carbons, arc 
lamp carbons, flame carbons, &c., will 
shortly be made. The company are 
already producing  high-grade battery 
carbons, flash-lamp carbons, and agglo- 


FiG. 8.—Z1sc SHOP. 


(single) a day. "There is a great demand 
in this department, both at home and 
abroad, owing to the climination ОЁ. 
German goods from the market. Ma- 
chines for brass-armouring motor-car 
wires, laying-up flexible cords, insu- 
lating bell wires, &c., are installed in 
other shops, and we give in fig. 7 a view 
of the braiding machinery, which includes 
a proportion of the latest pattern of 
high-speed braiders. 

Figs 8 and 9 are views in the primary l 
battery shops of Messrs. John C. Fuller каре 
and Son, Ltd., the former showing the 
zinc shop, where the outer cases аге made 
up, and the latter the assembling shop, 
where ordinary types of dry cells and 
the “ Inert ” pattern (which can be kept 
In stock indefinitely, only becoming 
active when water is poured into it) 
are manufactured. The firm make their 
own carbons for these batteries, and 
carry out every process in their manu- 
facture on the premises, where they also а нм 
have а well-equipped chemical laboratory. Fig. 10 shows 
one of the machine shops, where tools, dies, 


шегше block electrodes. Although they have found it 
&c., are made ; advisable to form Separate organisations to deal with. the 
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rapidly-growing business in the products above mentioned, 
the parent company have also, in order to cope with the 
increasing demand for primary batteries, condensers, and 
telephone equipment and electrical apparatus, erected».a 
new works, which is now fully occupied in turning out 


Fic. 10.— MACHINE SHOP. 


enormous quantities of dry cells and other primary batteries 


and telephone equipment. 

The factories are substantially built, well lighted and 
ventilated, and provision has been made for extension in 
the near future. The power is electric throughout. A motor 
garage has been provided, and we are pleased to add that 
an electric vehicle, propelled by Fuller accumulators, is 
included in the equipment. 


NATIONAL INSURANCE ACT, 1911. 
Extension of Unemployment Insurance. 


By JOS. J. H. STANSFIELD? F.C.LS. 


THE following Order was on September Ist issued 
by the Board of Trade :— | 


| UNEMPLOYMENT INSURANCE. 

By the National Insurance (Part II) (Munition Workers) 
Act, 1916, which comes into force on September 4th, 1916, 
the compulsory scheme of unemployment insurance is ex- 
tended to certain scheduled trades and to all workpeople 
engaged in munitions work. Under power conferred by the 
Act, the Board of Trade have now, by Order, ezcluded the 
following classes of munitions work from insurance:— 

l. The classes of work defined in paragraphs (b) (c) (d) and 
(e) of Section 9 of the Munitions of War Act, 1916. 

2. The manufacture of food, drink, and tobacco. 

2 The manufacture or repair of garmenís to individual 
order. 

4. The manufacture of constructional glass. 


5. The manufacture or repair of materials wholly or partly 


manufactured from wool. 

6. The weaving of cotton articles and subsequent processes 
allied . thereto. | 
t should be noted that if any class of work is insurable 
otherwise than as munitions work, the Order does not have 
the effect of excluding it from insurance. 

Although the purpose of the National Insurance 
(Part II) (Munitions Workers) Act, 1916, is mainly 
to extend the unemployment insurance provisions 
of the National Insurance: Act, 1911, to those who 
are engaged in munitions work in the generally 
accepted meaning of the term, it will to a certain 
extent also affect electricity; gas, water, and tram- 
way undertakings. 

Section т (1) of the new Act extends the provi- 
sicns of the Act of rgr1 to a workman within the 


meaning of.that Act who (a) is engaged on or in. 


connection with munitions work as defined by the 
Munitions of War Acts, 1915 and 1916, except such 
classes of such work as the Board of Trade may by 
Order exclude, or (b) is employed in a trade men- 


tioned in the first schedule to the new Act, and. 


also to his employer as if the work on which he is 
engaged or such trade were an insured trade within 
the meaning of the Act passed in 1911. 


| man 


In Section 9 (d) of the Munitions of War Amend- 
ment Act, 1916, munitions work was defined as— 

The supply of light, pest, water, or power, or the supply of 
tramways facilities in в where the Minister of Munitions 
certifies that such supply is of importance for the purpose of 
carrying on munitions work and the erection of buildings, 
machinery, and plant required for such supply. | 

A number of electricity and tramway under- 
takings have been certifed by the Ministry of 
Munitions, but the Order excludes certified under- 
takings as such from the provisions of the new Act. 

It will be noted, however, that the new Act ex- 
tends to certain trades mentioned in the fist 
schedule, and unden this schedule unemployment 
insurance will now have to be paid by and in respect 
of workmen who were formerly exempt. It may 
here be pointed out (particularly in view of the 
conditions brought about by the war) that ‘‘ work- 
" includes female as well as male labour. 

The list of trades mentioned in the first schedule 
is as follows: — 


‚1. The manufacture of ammunition, fireworks, and explo- 
sives. 

2. 'The manufacture of chemicals, including oils, lubricants, 
soap, candles, paints, colours, and varnish. . 

3. The manufacture of metals and the manufacture or 
repair of metal goods. 

4. The manufacture of rubber and goods made therefrom. 

5. The manufacture of leather and leather goods. 

6. The manufacture of bricks, cement, and artificial stone 
and other artificial building materials. 

Saw millings, including machine woodwork, and the 

manufacture of wooden cases. 


The insured trades mentioned in the Act passed 
in 1911, which principally affected electricity and 
tramway undertakings, were: (1) Building (con- 
struction, alteration, repair, decoration, and demo- 
lition of buildings, including the manufacture of 
wood fittings, commonly made in builders’ work- 
shops or yards), (2) construction of works, and (4) 
mechanical engineering. | 

Electricity and tramway undertakings are mainly 
affected by the new Act in consequence of the list 
of insured trades now including those engaged in 
(1) the manufacture of metals and the manufacture 
or repair of metal goods, and (2) the manufacture 
of rubber and goods made therefrom. 

To some extent the decisions of the Umpire 
which have been published from time to time will 


be altered. The principal decisions of the Umpire 


affecting the electrical and tramway industries will 
be found in articles of the writer published in this 
journal in the issues of August 16th and October 
4th. 1912, and January roth, 1913. 

Contributions will apparently now be payable in 
respect of the following operations which were 
formerly exempt: — 

MECHANICAL ENGINEERING. 


1. Manufacture of flexible metallie tubing in cold rolling 
process or cold galvanising under electric process, in joining 
up lengths of india-rubber and picking out foreign matter 
from asbestos thread, and in corrugating ribbon metal and 
forming it into metallic tubing. ue 

2. Rolling, drawing, annealing, and pickling seamless steel 
tubes. Р | 

3. Manufacture of tubes from strips and solids, and wholly 
or mainly engaged in grinding. 

4. Making steel welded barrels, drums, and tanks not form- 
ing part of the structure of buildings. vehicles, machinery or 
works. 

5. Making picks, hammers, shovels,. &c. 

6. Workmen engaged in making metal patterns (other than 
cast-iron patterns) not being for the use of iron, steel, brass 
or other foundries, who are engaged wholly or mainly in 
making castings for use as parts of the products of а 
mechanical engineering establishment. 

ELECTRICAL ENGINEERING. 

l. Casting and finishing electric light fittings in brass or 

other copper alloy in connection with buildings, ships, and 


vehicles. . 

9. Joinery, sawmilling, and wood-turning in connection 
with electric light fittings and accessories. 

3. Metal enamellers and lacquerers of brass or other metals 
in connection with electric light fittings. 

4. Dismantling electric meters. . 

5. Manufacture of telephone and telegraphic instruments 


and apparatus. 
pp D 
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6. Preparation and repair of removable elecíric stoves. 

7. Making and assembling electric meters and arc lamps. 

8. Armature and coil winding, including the assembling 
and insulation of commutators and collectors. : 
. 9. Telephone wiring and repairs: T" 

10. Making parts and assembling magnetos and repairing 
same; making switches and cut-outs for motors. 

11. Making scientific instruments. __ Р 

12. Making movable electrical cooking and heating арра- 
ratus. 
18. Making lead accumulator boxes or lead linings for such 


boxes. 
CABLES, OVERHEAD LINES, AND STREET LIGHTING. 


1. Manufacture of electric cables. 

2. Repairing overhead, third-rail, conduit, surface contact, 
ог -cablef equipments of railroads, tramways, light railways or 
electric power supply, the cost of which is usually chargeable 
to revenue account. 

З. Making lamp irons and bolts for erection of lamp pillars. 

4. Repairing electric controllers for lighting and extinguish- 
ing lamps. 

5. Jointing cables. for repairing or taking branches from 
mains in consumers premises. А 

GENERATION AND SUPPLY or ELECTRICAL ENERGY. 

l. Repairing railway sidings. 

2. Repairing electric meters. 

TRAM WAYS. 

l. Repairing tramway lines and repairing a working tram- 
way line. 

This list is not exhaustive, but is given to show 
the general effect of the new Act. 

The application of the Schedule will depend on 
the meanings of the words ''workman"' and 
“manual labour." 

A workman is defined as “ any person of the age 
of 16 or upwards employed wholly or mainly by 
way of manual labour," but does not include (т) 
persons under 16, (2) indentured apprentices, and 
(3) foremen or gangers who are not wholly or 
mainly employed by way of manual labour. 

It will presumably exclude those workmen who 
are not wholly or mainly engaged in the trades now 
to be insured. For instance, a linesman who is 
principally engaged in patrolling and inspecting 
overhead lines and equipment would not be insur- 
able, but if he were wholly or mainly engaged in 
repairing the lines, insurance would apparently be 
payable. 

Arising out of the war, the Act has been passed 
without much attention having been paid to it, but 
the provisions are such that those engaged in the 
electrical and tramway industries will again find it 
necessary to go through their. wages sheets to note 
its effect. 


ln ee 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Crompton Half-watt Lanterns. 


To meet the demand for lanterns for use with single high candle- 
power lamps, Messrs. CROMPTON © C0., LTD., of Chelmsford, have 
introduced a series of special designs. Various patterns can be 


i 
AT 


FIG. 1.—CROMPTON HALF-WATT LANTERN, 


supplied, but for industrial installations the t h i 
18 generally recommended. This is a modified fani. of жек 


design adopted with the Crompton-Blondel arc lamp; all the light 


is thrown downwards, and the renewal cost of glass is small. 


Clear, fluted, or muranese glass can be used, and reduces the high 
intrinsic brilliancy without serious absorption, as in the case of 
opalescent glass. Standard Goliath screw lampholders and anti- 
vibratory brackets are fitted, provision being usually made to take 
l-in. diameter screwed conduit for suspension. 

Where full lighting is not always required, a second small с.р. 
holder can be provided below the larger one. 

The fitting, illustrated, will take lamps up to 1,500 watts, while 
the other fittings are designed for up to 1,000-watt lamps. | 


Totally Enclosed Brake Solenoids. 


MR. GEORGE ELLISON, of Victoria Works, Warstone Lane, Bir- 
mingham, recently issued a list, of totally enclosed brake solenoids, 
which embodies novel and interesting features. These solenoids 
are suitable for operating the mechanical brakes on cranes and 
winches, and are of massive construction, as shown in fig. 2 ; they 
are provided with adjustable dash-pot action, to apply the brake 
gradually and release it freely. The frame consists of heavy iron 
castings, bolted together to form an outer yoke, which encloses the 
coil ; a box-shaped casting bolted to one side of the frame encloses 
the terminals. The plunger is of polished steel, and acts both as 
the moving core of the solenoid and as a piston to give an adequate 
dash-pot effect. The coils are very carefully insulatedin such a way 


Fig. 2.—DoUuBLE-WouND MAGNET AND SWITCH. 


as to prevent any possibility of breakdown due to pressure rises on 
the interruption of the circuit, and severe tests have been applied 
to prove their immunity from injury due to damp and overload. A 
small automatic valve, which can be adjusted, regulates the dash- 
pot effect in applying the brake, and affords free movement when 
releasing it. In the firm’s list No. 327 the characteristics of series 


and shunt windings, temperature rise, ratings, &c., are very fully 


discussed, and "cycle curves" showing precisely the ratios of time 
m В В n K 
on” and “off” to maintain various temperature rises for each 


. magnet are given, as well as full details of stroke and maximum 


weight lifted, &c., the whole constituting an admirable technical 
treatise in small compass on this little-known subject. Not least 
important is a set of typical specifications for series and shunt 
magnets, to guide the purchaser in stating precisely his require 
ments, so that the makers will be in a position to satisfy them. 


Electrical “ Outboard " Boat Motor. 


THE JEWEL ELECTRIC Co., of 112, North Fifth Avenue, Chicago. 
U.S.A., has placed on the market a neat little electrical outboard 
motor equipment for boat propulsion. The arrangement of the 
motor and propeller is similar to that of the usual petrol motor equip- 
ment, clamped on outside the stern of the boat. The propeller is 
driven by gearing from the lower end of the shaft, while the motor 
із mounted on the upper end, and above it is the tiller, by means of 
which the propeller can be swivelled round the shaft for steering 
or reversing the direction of the boat. The motor weighs 501b., and 
runs at а speed of some 3,000 R.P.M., the propeller being coupled 
through speed-reducing gear. І 

Two 6-volt, 120-ampere batteries are supplied with the equip- 
ment, but the firm have a range of suitable 6-12-volt accumulators 
of 60 to 120 ampere-hours' output. 

_The charging of small accumulators is not a matter of great 
difficulty at the present day, and the electrical outboard equipment 
has great advantages in the matter of cleanliness and noiselessness 
and freedom from vibration over the usual petrol motor equipment. 


Men Wanted for the R.E,—Men with a knowledge of. 


internal-combustion engines or any branch of electrical engineer- 
ing are urgently required for the Corps of Royal Engineers, 
Territorial Force, aged 41 to 47. Personal application should be 
made to the Chief Recruiting Staff Officer, Great Scotland Yard, 
Whitehall, S.W., where all further particulars can be obtained. 
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SWISS RAILWAY ELECTRIFICATION. 


А : THE ST. GOTHARD LINE. 


DURING the early part of the present year, the Board of General 
Managers of the Swiss Federal Railways reported to the Board of 
Directors on the choice of system to be adopted for the St. Gothard 
line, this matter being referred to in our "Railway Notes" on 
February 18th last. | 

Previous reports had favoured the single-phase system. and they 
were finally confirmed, after considering the progress made in 
direct current and three-phase railway work. According to the 
Electric Railway Journal, it was not considered possible to obtain 
sufficient information at an early date regarding the use of direct- 
current for heavy traction. 

The three-phase system was not considered applicable. on account 
of the impossibility of securing satisfactory speed control, and of 
the necessity for using two contact conductors. 

The results obtained with single-phase working on the Loetsch- 
berg line, according to the report. are such that this system can be 
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attention being called to the fact that after experimenting with а 
3,500-volt line, a 1,200-volt third-rail system was adopted on a 
later section of the same system. The Michigan Railway installa- 
tion at 2,400 volts was alsomentioned. In referring to experiments 
on the last-named railway with voltages higher than 3,000, the 
managers state that these did not appear to be of great interest. 
They point out that in their previous report they called attention 
to the necessity of using at least 3,000 volts with direct current, as 
applied to heavy trains moving at high velocity. They state that 
the partisans of the direct-current system, in citing the great 
increase in the length of line electrified with high-tension direct 
current, or on the point of being electrified. have principally in 
mind cases where light trains are used, or where the voltage is 
less than 3,000. These cases have little bearing upon the present 
: In Europe there is not a single line of this kind which 
justifies а decision based on immediate experience. At the time of 
the completion of the report, the Chicago, Milwaukee and St. Paul. 
electrification had not developed far enough to furnish data of 
value in connection with the St. Gothard line. Further, there has 
been no opportunity in Europe to experiment with sample direct- 
current locomotives. which would be particularly necessary, aa the 
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THE St. GOTHARD LINE, NOW BEING ELECTRIFIED. 


recommended without reserve. This opinion is confirmed by the 
developments on the New York, New Haven, Westchester and 
Boston, Boston and Maine, Pennsylvania, and Norfolk and Western 
electrifications in North America. These developments have 
furnished the solution of all technical problems which have pre- 
sented themselves on the federal railway system. The adaptability 
and elasticity of the single-phase current have been well demon- 
strated, and it has been applied for a considerable time and on a large 
scale successfully. In addition, nearly all of the manufacturers 
have participated in the single-phase development. 

In order to show that the difficulties encountered in single-phase 
development had not been overlooked, the managers give a number 
of examples of difficulties encountered in several installations. 
namely, on the Loetschberg line, the New York, New Haven, and 
Hartford Railroad, the Midi Railway in France, and the Wiesen- 
thal line in the Grand Duchy of Baden. In the case of the 
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manufacturers have not had the occasion to construct locomotives 
which could serve аз models. At the same time, generators suit- 
able for heavy direct-current traction, with large capacity at high 
voltage. have never been built in Europe. Hence, it was not con- 
sidered possible to use the direct-current system for the St. Gothard 
line, because it is not sufficiently perfected in the form necessary. and 
because the line between Erstfeld and Bellinzona could not be of 
an experimental nature, nor could it be partially equipped. 

While stating the above convictions in regard to the single-phase 
system, thé report of the board of managers points out that the 
experience with high-tension direct-current traction in America 
and Europe justifies the hope that in the near future it will have & 
value nearer that of the single-phase system. If the latter 
had not been available, experiments with the direct-current system 
for the St. Gothard line would have been recommended. The 
possibility of using the mercury vapour converter increases the 
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PROFILE OF Sr. GoTHARD LINE. 


Loetachberg Railway, one of the difficult problems was the design 
of the locomotives. Even the New Haven Railroad, had, until 
within a few years ago, a struggle with various technical difficulties. 
e experience thus gained no doubt influenced the Pennsylvania 
Railroad to adopt single-phase on the Philadelphia electrification 
in spite of the good results obtained on three lines of the first 
importance with low-tension direct current with the third-rail 
ayatem. In spite of difficulties on the Midi Railway with inductive 
interference, there is no thought of changing the system. The 
конш difficulties оп the Wiesenthal line in connection with 
4 locomotive have long since been overcome. ‘The results 
| tained by the Swedish State Railway оп the Kiruna-Riksgraensen 
ше cannot yet be considered definite, on account of the interfer- 
apes with its traffic by the present war. but the experience has been 
rufficiently satisfactory to warrant the equipment of a muoh 
onger line between Kiruna and Lulea. 
ing е report reviews the progress which haa been made in increas- 
with е voltage on direct-currentlines. The managers had followed 
elect ск Interest the Butte, Anaconda and Pacific Railway 
ч т and the Canadian Northern Railway electrification 
tis a volts. The former was only of general interest, because 
The праску of the single locomotive was small and the speed low. 
anvashire awd Yorkshire electrificatión was айко nrentioned, 


chances of success of the direct-current system. because this 
apparatus can be properly considered as a means of rendering this 
system more useful in combination with the alternating-current. 
which tends more and more to be produced in three-phase form at 
50 cycles. This result would be important in the present case, 
because it is probable that in the near future mercury vapour con- 
verters may be constructed for voltages and of capacities to permit 
substituting them for motor-generators in sub-stations for heavy 
direct-current traction. Two of these converters. of small capacity 
and for 600 volts, had been used on a railway in Switzerland with 
good results. 

After taking into account all the advantages of three-phase. 
50-cycle current, the decision was reached to generate single-phase 
current in the Amsteg and Ritom power stations. The influence 
that the choice of system by the federal railways would have on the 
relation of the power plants of the country to the railways was not 
overlooked. The railways could, of course. use standard primary 
power with the single-phase system, and even with the direct- 
current system, by the use of sub-stations. However, the desire to 
avoid the transformation of the power from three-phase to single- 
phase form finally led to the conclusion already mentioned. 

It was decided also to plan the two power stations so that when 
fully equipped they can supply power for the entire line from 
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Lucerne to Chiasso. It is expected that means will be found to 
utilise the surplus power of these plants in spite of its form and 
frequency, even if it is necessary at first to tranaform the greater 
part of the power. Later the entire single-phase capacity at low 
frequency will be needed for traction purposes. 

We are indebted to the Electric Railway Journal for our two 
diagrams. ; 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


To Go—Or Not to Go? 


In your issue of the Ist inst., I was much interested in а com- 
munication by `“ Unsettled.” His case being almost a parallel with 
my own, І should like to express an opinion oh this important 
matter. 

An unsettled state. of mind is our common lot just now, and 
anxiety with regard to one’s future is justified by the problem of 
“Labour after the War." Like " Unsettled,” I can claim a good 
all-round experience, both mechanical and electrical, and have 


seriously thought of going further afield in search of better con-' 


ditions and pay. 

This war has certainly upset numerous calculations, and nipped 
in the bud many promising careers. In my own case, though 
· electrical engineering (generation and distribution) is my legitimate 
calling, I now find myself. through the exigencies of war, a mill- 
wright in a “Controlled Establishment.” 

My problem now is, which is the best course to follow— 
mechanical or electrical 7—many positions require a combination of 
both.- A further course of technical training, commenced before 
the opening ef hostilities, has to remain dormant for the period of 
the war, owing to lack of time for study. : 

Undoubtedly, there will be а great demand for engineers. 
particularly in constructional work, on the Continent after the 
war. ^ 
Taking into consideration the slow pace of our Government 
departments, and dim recollections of pre-war rates of pay for 
station engineers— also the present introduction of female labour— 
it is evident that radical changes in economie conditions are 
probable, and between Capital and Labour essential. Patriotism is 
a laudable quality (when not abused by profiteers) : then why 
starve it ? 

If sufficient inducement were offered, most men would prefer to 
stay in the " Old Country." 

Another point calling for attention is a paragraph appearing 
under " War Items" in your current issue (8th inst.), entitled “ A 
Labour Exchange Proposal." If that is any criterion of the official 
attitude towards Labour after the war, then "Go" would be my 
advice. It is nothing less than a determined attempt at “ Соп- 
scription of Labour." Our industries are not likely to expand at 
the expense of the liberty of the individual. 

My answer to " Unsettled's" query is the well-worn “ Wait and 
see." Perhaps, by the time peace is declared, Government pledges 
may be worth more than ink and paper, or the wood comprising 
platforms. . E 

Nonplussed. 


In reply to your correspondent " Unsettled," my advice to him 
ia to clear out at once if he is free to do so. The future does not 
seem to hold much in this country as regards either status or pay 
for the coming engineer. Even at the present time (leaving out 
the dilution of labour) it seems as if the future electrical engineer 
is doomed. As things are at present some of our labourers are 
getting wages which would make the station engineer's eyes dance 
Ta joy. As for pre-war rates, a good mechanic would run.him 
close. . 

I will give your correspondent my own experience, which has 
much in common with his own. After a liberal education and 
some mechanical experience in the workshops, to my great joy 
(now sorrow) I found myself in a power station, and hence regarded 
my fortune as made. This delusion, however, was soon dispelled, 
28, after serving an apprenticeship and learning the outs and ins 
of a system of from one volt to 20,000, I find my wages are to be 
increased by 5з. (pre-war) оп my last year's apprenticeship money. 
with an annual increase of 5s. until a certain figure is reached 
which is not too high, I can assure you. 

Well, this, together with the status which I see some have 
reached after a service of from 10 to 15 years, has made me deter- 
mined to clear out as soon as possible. I might also state that the 
system is one of the largest in England, representing some millions 
of capital. In conclusion, І wish your correspondent every success 
should he try his venture 'neath foreign skies, 


Balanced Up. 


The Rewards of Industry. 


One hears and reada, from time to time, advice from various well- 
known men to those who desire to succeed. Опе favourite piece of 
advice is " Make yourself valuable to your employer, and your 
reward is certain." This. on the face of it. sounds alluring, but the 
fiy in the ointment is—what is likely to be the quality of the 


reward? І wonder if many of your readers have Һай an experience 
similar to mine. 

I was the only electrical engineer on the staff of a firm of 
mechanical engineers. My principal asked: me to undertake the 
design of a certain piece of electrically-operated machinery, for 
which he wanted to obtain orders. This embodied automatic 
motor control of a frightfully complicated nature. It was a huge 
undertaking, as I had no data to work upon, previous attempts by 
other finns to obtain the same results, up to then, not having 
succeeded. However, I tackled the work, although inventing did 

‘not come within the scope of my duties. | 
I was occupied on this work, from first to last, for eight years. 


. My worries were multiplied a hundred-fold by the firm foolishly 


taking orders before the invention was completed. Worse still, 
they took further orders for more complicated gears, necessitating 
further inventing work, while I was yet wrestling with the earlier 
orders already overdue for delivery. And to complete my miseries, 
they took the later orders, against my advice, on short delivery 
with heavy time penalties. | i 

Now, as to the advice “Make yourself valuable, &c.. &c.,” I was 
so valuable at this juncture that had I left or died—a not unlikely 
contingency, as I was nearly driven insane—the firm would have 
been let in for huge penalties, because, there being no time to make 
drawings. a newcomer could not have taken up the. threads. ] 
cárried the whole scheme in my head. 

What I went through cannot be imagined or described. For 
four years I only worked and slept, nothing else, day or night, 
holidays and workdays alike. I worked while I ate, and thought 
out details in church on Sundays. I dreamt about " polarised 
relays," “ auxiliary motors," "self-replacing circuit breakers,” " con- 
tactor switches," and a hundred other things, until my brain 
reeled. But the gears were delivered, though overdue, and they 
satisfactorily ran their guarantees. I finished up with racked 
nerves, injured health, and ruined eyesight. Now about the 
reward. 

My principal offered me the choice of a lump sum or an increase 
of salary. I chose the latter. Now will it be believed that, on the 
death of my principal, the business being carried on for the benefit of 
the widow, I was actually deprived of this increase. I dare not 
protest at the time, because I knew, from certain information 
coming to me by а roundabout way, that I would be dismissed if I 
did so. But, after trying for some time, I secured another post, 
and then put in aclaim for arrears of salary wrongfully taken 
from me. | 

The executors. prompted by the person who engineered this 
injustice, pleaded various thin excuses, all of which I easily dis- 
posed of, and they had to admit, in the fuce of my late principal's 
offer and award in writing, that I had some moral claim to redress, 
but, knowing that I was not in a position to take legal action, they 
turned down my claim on the miserable, petty quibble that I had 
no legal claim, as I did not court certain dismissal by protesting at 
first. The executors refuse to say why I was reduced, presumably 
they cannot say. To every question I put the answer was, "I 
refuse to reply," or “I decline to discuss it," and I was told that I 
had no right to know anything, or to demand any explanation. 

Finally, I drove the executors into a corner with such an awkward 
question that the only reply I could get was a refusal to answer 
any more letters. There the matter stands.. I am barefacedly 
done out of, to me, a goodly sum which I worked very very hard 
for, I am treated like a felon and refused any explanation whatso- 
ever. Such is my reward. 

Now, Sir, can you match this for low-down contemptible mean- 
ness? Had I been a “Trade Unionist” my society would have 
taken the matter up and seen it through, but as it is I am merely an 


A.M.I.E.E. 


[If the facts are as stated. the writer has our sympathy.—EDs. 
ELEC. REv.] 


SCIENTIFIC AND INDUSTRIAL RESEARCH. 


(Continued from page 264.) 


At the present time activity is as marked in the field of 
ideas as it is in the field of war. The action of the Govern- 
ment in setting up the new machinery for the encouragement 
of research was accompanied, if not instigated, by vigorous 
discussion and debate in the public Press and the learned 
sccieties. The useful work which the Royal Society has done 
for the Government during the war by means of ‘a series 0 
special committees, and the attempts of societies such as t e 
Chemical Society and the Society of Chemical Industry, d 
arouse an interest in the application of science to industry yr 
the importance of organised effort, led the Royal Society : 
establish a Board of Scientific Societies. Such-a scheme ors 
not fail to be of value both to science and to the Counci 
labours. —— 

The British Science Guild has put forth an emphatic posed 
festo on the importance of science and the need of ape 
tional reform. Тһе Teachers’ Guild has зррошќе of 
Edueation Reform Council, including representatives. S 


.Science; industry, and commerce, while Sir Ray Lan h 


formed a Committee on the Neglect of Science to deal mi 
sclence in the public schools, the older universities, an the 
examinations for the Civil Service. The professors О 


Imperial College. have presented to the Lord President. a 
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Chairman of their Governors, a memorial dealing com 
hensively with the need for a national policy and for a larger 
output of trained men of science, and at a recent meeting of 
the Governors of the College he announced that it was the 
intention of the Government to appoint a special committee 
under his chairmanship to inquire into the position of natura] 
science in our educational system. Ata later date Mr, Hen- 
derson made the further announcement in the House of 
Commons that there would be a reviewing committee which 
would consider the recommendations of the proposed special 
committee on science and any other similar committees which 
might be established to deal with particular aspects of 
education. - : 

The Advisory Council has been able: to assist in the pro- 
duction of special glasses, the making of porcelain for chemi- 
cal ware and pyrometer tubes, and the erection of research 
laboratories and workshops in connection with the Stoke 
School of Pottery. Before the war both earthenware and the 
cheaper kinds of ‘‘ bone china’’ were being driven out of. the 
world markets by the hard continental porcelain, and in June 
last year the Staffordshire potters appealed to the Board of 
Trade for assistance in developing the manufacture of hard 
porcelaim to compete with the German and Austrian wares, 
with the result that the Advisory Council, after full investi- 
gation, recommended a capital grant, as well as an annual 
grant of £2,000 а year for this purpose. 

Another industry which has suffered much from foreign 
competition is that of silk. The Silk Association formed a 
strong representative Research Committee, and the first of a 
Rex list of problems is now to be attacked at the Imperial 

ege. 

There is growing evidence that many of the most en- 


lightened firms engaged in prosperous industries are alive to - 


the need for long views. The engineering trades have always 
been able to hold their own, yet they had become convinced 
before the war that association was necessary, especially in 
the markets of China and Russia, if they were to compete 
successfully with Germany. .The Council understands that 
the British Engineers' Association, like the British Electrical 
and Allied Manufacturers’ Association, intends to include the 


prosecution of research among its activities. The so-called. 


price associations are likely in many cases to extend their 
functions in this way. In other eases special organisation 
may be necessary. Representatives of over 100 firms engaged 
in chemical industries have resolved ''that it is desirable 
that British firms engaged in the chemical and allied trades 
should form an association to promote closer co-operation. 
and to place before the Government the views of the chemical 
trade generally; to further industrial research; and to facili- 
tate closer co-operation between chemical manufacturers and 
various universities and technical schools." A Council for 
organising the British engineering industry formed in Man- 
chester last year has recently combined with the British 
Engineers’ Association; it appointed a committee to consider 
engineering education and research which has declared it 
to be one of its functions ''to develop co-operation between 
engineering firms on the one hand and universities and tech- 
nical colleges on the other, so аз to establish such ‘ schools of 
thought' as exist in the research departments of great conti- 
nental and American engineering firms, but cannot be 
fostered in the comparatively small establishments (and 
smaller research departments) of most British engineering 
concerns," This sentence strikes a new note. for it bases 
the need for co-operation upon the comparatively small scale 

British commercial enterprises. 

The Council has found that many scientific industries are 
completely without any effective trade associations through 
which their common manufacturing interests and difficulties 
can be approached. It is evident, however, that the diffi- 
culties of tradition, trade organisation, and national tempera- 
ment which stand in the way of combination must be squarely 
aced if Progress is to be made. Even those trade associa- 
tions which exist have hitherto shown but a moderate appre- 
ciation of the necessity for research as в means of keeping 
command of the market, unless they see their trade in actual 
ae So long as an industry was prosperous it was apt 
о take short views and feel little enthusiasm for systematic 
ada especially if the firms it comprised were small, or 
І кы ашы engaged had a speculative value on the Stock 

The Council has sometimes found that manufacturers were 
Mer ang to try new developments because they appeared to 
ack any ambition for extension so long as their existing plant 
was fully occupied. A good deal of the inertia which British 
manufacturers: have shown towards research may have been 
p 29 a realisation, partly instinctive perhaps. but partly 
e on experience, that research on the small scale they 
xs afford was at best a doubtful proposition. This is one 
of e principal impediments in the way of the organisation 
ш with a view to the conduct of those long and 
ea кы gations which are necessary for the solu- 
stenle in wo problems lying at the basis of our 
Seb Conncil is aware, however, that there are substantial 
ы une In the minds of many manufacturers which 
ui. nem to hesitate in. expending large sums for research 
reent ырат kind. | They have complained that the 
hart Substitution of the joint stock bank for vrivate- banks 
55 dampered enterprise, because the modern bank authori- 


tles are not acquainted with the personnel and policy of local 


firms and are not prepared to finance new undertakings and 
developments in the same way that the private banks did. 
Tt has been said that it is no longer possible for a man to 
raise money on his character, and that the conservatism of 
English banking, for which there is good reason and justifi- 
cation, makes it peculiarly difficult for any but the largest 
British manufacturing firms to compete successfully for con- 
tracts in foreign markets where long credit is often custom- 
ary. This difficulty led the British Engineers’ Association 
shortly before the war to take steps to form an Engineers’ 
Trust, which would be supported by the firms belonging to 
the Association and furnish the necessary credit, and the 
Board of Frade has established a Committee “ to apnsider the 
best means of meeting the needs of British firms after the 
war as regards financial facilities for trade, particularly with 
reference to the financing of large overseas contracts, and to 
prepare a detailed scheme for the purpose.” ТИГ 

Great businesses can afford а run of unsuccessful trials, 
because in the end a solution will pay all the costs and put 
them ahead of their competitors. Powerful joint stock com- 
penies generally look forward to a distant future, and pursue 
a far-seeing policy. ''They are seldom willing to eacrifice their 
reputation for the sake of a temporary gain; they аге not 
inclined to drive such extremely hard bargains with their 
employés as will make their service unpopular.” This last 
point is of great importance, for the assistance and goodwill 
of the worker are essential to the promotion of industrial | 
research. 

The Council has repeatedly been told, when it has urged 
the necessity for éxpenditure upon research with a view to 
im:provements and developments, that there is no security that 
Dew ventures will not be left, when peace comes, to shift for 
themselves as best they may in face of the highly organised 
competition of our enemies. Organisation can onlv be fought 
by counter organisation, and so long as the Englishman treats 
his business house as his business castle, adding to its original 
plan here and there as necessity or inclination directs, with 
his hand against the hand of every other baron in his trade 
and no personal interest in the foreign politics of his industry 
as a whole, it will be as impossible for the State to save him, 
whether bv research or other means, as it would have been 
for King Stephen to conduct a campaign abroad. In the 
oun the State can only effectively help those who help them- 
selves. 

It appears to be incontrovertible, however, that for those 
industries at least which are essential to the conduct of other 
important national activities and which are both scientific 
in their character and relatively small in bulk, there is very 
little chance of survival unless special means are taken by 
the State to safeguard them. These are the scientific indus- 
iries—sometimes called key or pivotal or master industries— 
which can never emplov a large proportion of the popula- 
tion because the bulk of their products needed for the world 
trade is inconsiderahle; and vet without them manv other 
trades would languish or die. If a particular product is essen- 
tial to the national safety the case for State action will be 
stronger than if it is not. If the trade to which the product 
js a "key" is relatively unimnortant the case will be rela- 
tively weak. It may be desirable for the State to take special 
pains to encourage those scientific industries which are 
recognised to be essential to the national well-being, and to 
assume a greater resvonsibilitv for the cost of the necessary 
research for these industries than would in ordinary cases be 


admissible. 
(To be concluded.) 


LEGAL. 


| 
ACCEPTING PART OF AN ORDER. 


IN the City of London Court. on September 7th, before his Honour 
Judge Rentoul. K.C.. a claim was made by Mr. W. Schonfield. 
trading as Schonfield & Co.. London. iron merchant. against Messrs. 
Waters & Burgess, motor body builders. St. John Street. E.C.. to 
recover £16 6s. 9d. for 12 gross of nuts and bolts supplied for use 
іп motor ambulances. | 

Mr. GREENWOOD, plaintiffs’ solicitor, said that as the defendants 
did not get all the goods which they ordered, they thought they 
ought not to pay for those which they had received and used in 
motor ambulances. Under Sec. 30 of the Sale of Goods Act, 
where the seller delivered to the buyer a quantity of роойв less 
than he contracted to sell, the buyer might reject them, but if the 
buyer accepted the goods so delivered. he must pay for them at the 
contract rate. He would assume that that was what happened. 
a'though he did not admit it, for it was not so. The nuts and 
bolts were delivered in December. Seven or eight applications 
were made in writing for payment. Defendants never replied to 
them and never set up any defence until applied to before the - 
summons was issued by а trade protection society. Sec. 85: 
provided that the buyer was deemed to have accepted the goods 
when he intimated to the seller that he had accented them. or 
when the goods had been delivered to him. and he did any act in 
relation to them which was inconsistent with the ownership of the 
seller. or when. after the lapse of a reasonable time, he retained the 
goods without intimating t6 the seller that he had rejected them. 
k Mr. WATERS, one of the defendants, told the Court that plaintiffs’ 


` representative compelled them to order more nuts and bolts than they 
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really required. When the goods were sent they were less in 
quantity than were ordered, and at the bottom of the plaintiffe 
invoice it said "regret we are temporarily out of items omitted. 
He had had to make the bolts which plaintiffs had not supplied, at 
а greatly increased cost, as they were for motor wagons wanted in 
the ambulance service. Surely plaintiffs ought to bear some of 
that extra expense ? > 

JUDGE RENTOUL said that was not so. Defendants could have 
rejected the goods which were delivered without any difficulty, 
and obtained the whole order by buying elsewhere against the 
plaintiffs. Defendants chose to take part of them ; they should 
have said they would have none of them. They could have bought 
all the goods against the plaintiffs and sued them for the difference, 
Judgment for the plaintiffs with costs. 


MUNITIONS COURT CASES. 


THE Oldham Munitions Tribunal last week had before'it a case in . 


which an electrical fitter applied for a leaving certificate from his 
employers—a local firm of engineers—because he had been de- 
badged by the firm. He had another situation to go to at a con- 
trolled works, and he submitted that the action of his present 
employers in debadging him showed that.they considered he was 
no longer on war work. A representative of the firm said they 
did not wish to part with this man until the Army claimed him, 
but he had been debadged by order of the Ministry of Munitions. 
The leaving certificate was refused, Mr. James Hodgson (chairman) 
stating that if they were to grant certificates to all men who were 
debadged, the Army, authorities would have trouble in finding 
them. ·. P. 


WORKMEN'S COMPENSATION. 


JUDGE SPENCER Hoce, sitting at the Wigan County Court last 
week, heard an application by Minnie Eastmead, widow, whose 
. husband, Chas. E. Eastmead, an electrical worker, had been killed 

and whose employers had ‘paid into Court £300. The widow was 
left with three children, and his Honour made an order for the 
payment of £20 down, £2 10s. а month for two years. and for £100 
to be invested in the War Loan. 


WAR ITEMS. 


Exports to China.—The “ London Gazette ” for Septem- 
ber 8th contains a further list of names of persons to whom 
articles may be exported in China. `- | 


Export Prohibitions.—The “ London Gazette ” for Sep- 
lember 8th contains additions, removals, and variations of the 
lists of persons or bodies of persons with whom trading is 

rohibited in Argentina, Bolivia, Brazil, Japan, .Netherlands, 

orway, United States, and other countries, | 


X-ray Scientist’s Sacrifice.—A young scientist who has 
distinguished himself by his fruitful research work in con- 
nection with X-rays, M. Maxime Ménard, has had one of 
his fingers amputated as the result of injuries caused by the 
rays. M. Ménard had already los& a finger from the same 
cause before the war. His studies have greatly facilitated 
the rapid discovery of bullets and shell splinters embedded in 
the bodies of wounded soldiers. 


Patent Rights in Austria-Hungary.—According to the 
Neue Freie Presse (Vienna), an Ашап бот Order 
of August 16th empowers the-Minister of Trade to limit or 
cancel the patent rights and the rights in registered designs 
and trade-marks of British and French subjects, on proof 
that such a course is for the public interest, and the rights 
of Russian subjects without such -proof. Royalties for the 
use of patent rights. will be charged, and the sums obtained 
disposed of by the Minister of Trade—probably on the same 
principle as in the United Kingdom.—Financier.- | 


Russian Government to Regulate Electric Concerns.— 
The Minister of Trade and Industry has submitted a project 
of regulations to the Council of Ministers on the construction 
and maintenance of electric. transmission plant. The object 


of the project is to provide encouragement for the formation | 
of, Russian. electrotechnical enterprises. The Minister of ihe 
Interior has also submitted.a project to the. Council of Minis. 


térs embracing rules. for the organisation- of the -control of 
electrotechnica] equipment in- the Empire. - 


"The Ministry of Munitions.—The following changes in 


the office organisation of the Ministry of Munitions are 
announced :— | | | 


Sir Glynn West will in future be directly responsible to the - 


Minister for the conduct of his department, which deals with 
the manufacture of shells and their ‘components. His title 
wil be Controller’ of Shell Manufacture, 
will accordingly be designated Deputy: Controller. 

The branches dealing’ respectively with the supply of 
metals, coal, and other materials, and with machine tools 
will work immediately under the Director General of Muni- 
tions Supply. Mr. Leonard Llewelyn and Mr. Alfred Her- 
bert thus become Deputy Directors-General. Mr. John Hunter 


has become responsible for i bhi : 
pioduotion of 2 al S or he branch which deals with the 


` £1,000,000. 


Mr. H. Fowler 


Enemy Goods in Australia.—Reuter reports from Mel. 
bourne that the Government recently decided that enemy 
goods imported before the war must not be sold by wholesale 
houses after September 30th nor retail houses after Noy. 
ember 30th. 'The dates have now been extended in the one 
саве to October 31s. and in the other to December 31st. 


To be Wound Up.—The Board of Trade has ordered the 
following companies to be wound up :— 

Switchgear Construction Co., Ltd., Park Street, Southwark, 
S.E., electrical engineers. Controller: J. H. Stephens, 6, 
Clement’s Lane, E.C. 

‘Turner & Burger, 149, Farringdon Road, E.C., electrical 
accessories merchants. Controller: J. E. Percival, 6, Old 
Jewry, E.O. - Я i 


Enemy Firms in Italy.—Enormous amounts of German 
and Austrian property in Italy are affected by the Decrees 
regarding the sequestration of enemy concerns. Amongst the 
latter are the firm of Rdtkling, with a stock of iron and steel 
valued at £40,000, the Milan Krupp Works, and the Austrian 
firm of Ganz & Co., which, under the guise of an Italian 
company, held a very important contract for the supply of 
electricity to Rome from the River Anio. 


Employment of Aliens.—An Order in Council makes the 
following addition to, the articles under the Aliens Restriction 
(Consolidation) Order, 1916 :— 

As from and after October 1st, 1916, a person shall not take 
steps to obtain the services for work other than munitions 
work in the United Kingdom of aliens or any alien not in the 
United Kingdom except with the permission in writing of 
the Board of Trade, and subject to such special or general 


conditions as the Board of Trade may impose. 


British Property in Germany.— British subjects who own 
property in enemy territory, or have claims to prefer against 
enemy Governments or persons, are called upon by а recent 
Royal proclamation to submit details of such interests or 
claims at once to the authorities, unless they have already 
voluntarily made such returns. The officers appointed to 
receive such returns are :— 

(а) In the case of property in enemy territory and of 
claims against enemy persons, the Public Trustee, Kingsway, 
London, W.C. 

(b) In the case of claims against enemy Governments, the 
үе of the Foreign Claims Office, Foreign Office, Lon- 

on, à 


Foreign Capital in Spain.—An ште SY of the 
magnitude of foreign financial interests in Spain from the 
standpoint.of the industrial development of the country has 
just been published in Madrid. It refers to joint stock com- 
anies domiciled abroad and carrying on industrial works in 
Spain, and shows the astonishing fact that out of the total 
amount of £73,400,000 invested by foreign companies for 
these purposes, the shares held by Germany does not reach 
The following figures are worthy of note as indi- 
cating the amounts invested by the nations concerned in ihe 
industries mentioned :— | | 


ELECTRIC LIGHTING. 


£ 
Belgi . . 160,00 
Каш. ТОПТОТУП ZO 87200 
England 7 Sa A ios .. 5,062,000 
Total esse se se ss 5,504,000 
RAILWAYS AND TRAMWAYS. Sas dí 

Belgium T. xc JY. wen aus P , 
France | esses s.n sss ss 4,186,000 
\ England шә sese se oe 865,000 
Total " e £7,440,000 
METALLURGICAL INDUSTRIES. гй 

Belgium . , 

: MINING UNDERTAKINGS. 

"England | _ 14,459,000 
тарсе и ом eos ane c 77,014,000 
.. Belgium eese ose se so 4,766,000 
Germany . eu Sache “ite c . 800,000 
. Switzerland 104,000 
| Total .. £25,143,000 


We leave out of consideration other industries in which 
foreign capital is interested, but sufficient has been shown 
demonstrate the enormous preponderance of the Allied nations 
in the industrial development of Spain. Under these ешт 
stances, it is scarcely surprising to find the Madrid Mun! 
asking what would happen if through Spanish hostility to- 
wards the Allies the latter were to withdraw from the coun- 
try such an immense sum as is cited, and which has |, 
largely contributed towards the economic advancement of ш 
country. The newspaper states that, after reading the Пе 
and meditating on them, no one who has the welfare of the 


country at heart could possibly believe in the adoption by 


Spain of a Germunophile policy at the present time. 


ee 
а а P ee. 


ГЕССЕ i P Mi er 


—————————————————————————_————————————————у—ү—ү—ү—+:г——-—-———-: | D —_—- 


Vol. " No. 2,025, SEPTEMBER 15, 1916.] THE ELECTRICAL REVIEW. | 


298 


The Russian A. E.G.—The Russian A.E.G., whose works 
until the beginning of the war were situated at Riga, whence 
the machinery and plant were subsequently removed into 
the interior, 1s reported to have experienced a satisfactory 
period in 1915 as a result of the work carried out at the new 
site, where operations are exclusively devoted to Army re- 
quirements. A new war department, at a cost of £150,000, 
was established last year, together with a special artillery 
department. The import of foreign materials and parts, the 
luck of which formerly interfered with the activity of the 
works, has now assumed a regular course, the company for 
this purpose having entered into relations with the United 
States General Electric Co. and the British Thomson-Houston 
Co. After allocating £47,000 to the depreciation fund, the 
accounts for 1915 show net profits amounting to £228,000, 
as compared with £206,000 in 1914, and it is proposed to pay 
a dividend of 10 per cent. on the share capital of £1,200,000, 
being the same rate as in the preceding year. It has been 
decided to increase the share capital -by £1,200,000 to 
£2,400,000, although the first instalment of the new emis- 
sion will comprise £800,000. An addition has been made to 
the company’s etatutes in the sense that only directors who 
are Russian subjects will be entitled to be present at general 
meetings. The German banks, which formerly issued Rus- 
sian А.Е.С. shares in Berlin, are watching developments in 
connection with the new issue of shares with a view to 
safeguarding, as far as possible, the interests of present Teu- 
tonic shareholders. | 


‘The South African Siemens Company.—According to 
several newapaper reports which have oeen sent to us, the 
directors of Siemens, Ltd., applied in July, to Judge-Presi- 
dent de Villiers in the Rand Division of the Supreme Court, 
for an order to place the company in liquidation. They de- 
clared that they were not prepared, in view of the fact that 
all the shares were registered in the names of enemy sub- 
jects, or were in the possession of the Deutsche Bank, to 
accept the responsibility of continuing in office. The directors 
further declared that it was found, in the circumstances, 
impossible to carry on the business of the company. They, 
therefore, had resolved to petition the Cours to put the com- 
pany in liquidation, considering that it was just and equit- 
able that the company should be extinguished. _ 

Mr. MacWilliam, who appeared in support of the company’s 
petition, stated that although there was no necessity to do so, 
the directors had notified the Treasury that the application 
to the Court was being made, and the Treasury had replied 
that the Department would not object to the liquidation pro- 
vided that all moneys realised on behalf of enemy share- 
holders should be paid to the Treasury. iT 

The Court granted a provisional order of aum the 
Judge-President observing that as the nature the applica- 
tion was without precedent, he thought the Court should 
name a fairly distant return date. The rule was made return- 
able on October 26th. Mr. J. V. Stanton was appointed pro- 
visional liquidator. Mr. Stanton was appointed manager o 
the company when Mr. E. G. Weyhausen, then manager, 
retired, on being placed in internment at the Martizburg 
prisoner-of-war camp, from active participation in the affairs 
of the company. . E LL 

Mr. J. V. Stanton, the provisional liquidator, writing to 
one of the newspapers referred to, says:— | 

'" The resolution that an endeavour be made to place the 
company in liquidation was passed on February Sth last, i.e., 
prior to the introduction of the Trading with the Enemy 
Bill. The delay in filing the petition was due to the neces- 
sity of bruging certain existing contracts to a stage which 
would allow of liquidation. ^ Further, this resolution was 
passed at the first meeting after the local directors received 
their first intimation from Messrs. Siemens Bros. Dynamo 
Works, Ltd., London, that Siemens, Ltd., had ceased {о be 
и branch of the former company. Up to that date Siemens, 
Ltd., had always been in the position of a branch of Siemens 
Bros. Dynamo Works, Ltd., by whom the local management 
had been appointed, and by whom the business of Siemens, 
Ltd.. had been controlled. ў 

"The local directors have not been endeavouring to 
lengthen out the business for the benefit of enemy share- 
holders, but have taken the first possible opportunity—since 
they became aware of the true position of the company—to 
apply to the Oourt to relieve them of their false position and 
to"allow them to place their assets at the disposal of the 
Treasury.” | | 
. A.Colliery Plant Shut-down.—Captain К, G——n, who 
is in France, writes us as follows;—'' This area absolutely 
teems with items of engineering interest, and I really think 
that if I survive the war I shall have to conduct an Institu- 
tion Summer Mecting round the various places. For in- 
stance, yesterday, inv professional instinct being (for the 
nonce) superior to that of personal safety, I crawled into 
the engine-room of a colliery which bad adopted electrical 
winding, about 600 yd. from the Bosch. Meter cases and 


oil switchgear lay all over the floor, a 25-panel grey marble. 


switchboard had a shell-hole through the middle, leaving 
meters, synchroniser, and feeder switches at all angles, and 
а tangled mass of bus-bars behind. The motor of a large 
Induction motor-driven pumping set had left hurriedly, half 
of the magnet case, and some of the shaft, remaining more or 
less in place. The stator winding of the main winding set 
had received a fragmert of m.e. into its bosom, while 12 in. 


and 18 in. cast-iron pipes were well ventilated. Stewart, who 
was with the Westinghouse, naively remarked: ‘I suppose 
it’s all dead’! This week the French have installed static 
transformer gear in a dug-out on the lee side of a railway 
cutting, about 6,000 yd. from the Bosch, and intend operat- 
ing an old 6,000-volt pole line to another \colliery almost 
immediately—a definite proof of their optimism." 


Moscow and the 1886 Co.—The ‘‘ Novoie Vremya ” says 
that the Moscow Chief, M. B. Chelnokotf, has returned there 
from Petrograd, where he had been to consult with the com- 
petent authorities on the town's relations with the 1886 
company. The President of the Council of Ministers, B. V. 
Sturmer, said that he had not changed his attitude towards 
this company, and he considered its liquidation а matter of 
the near future. The Ministers of the Interior and of Justice 
expressed themselves as quite sympathetic to the town. 
оа! conferences took place with other interested bodiee, : 
and M. B. Chelnokoff received everywhere assurances that 
the matter would be settled soon in a way favourable to the ' 
town of Moscow. | | 


Exemption Applications.—At Warrington, an electrician 
at the Star Kinema House, aged 28, and married, who was 
appealed for by his employers, was allowed a further two 
months' exemption. He was prepared to work part time on 
munitions. 

At Wigan, a firm of electrical engineers, appealing for a 
man aged 21 years, said that 29 of their employés had joined 
the Colours, and Mr. H. Brierley (Military representative) 
said the firm had done уёгу well in this respect. The firm's 
representative said they had advertised for electricians, but 
without success, and they had work held up now. It would 
be difficult to manage without this man. Опе month's con- 
ditional exemption was allowed. Conditional exemption was 
granted to three other employés of the firm, aged 98 years, 
98, and 39 respectively. | | 

The Rochdale Tribunal granted conditional exemption to' 
Mr. J. K. Cotton (84), electrical contractor, and exemption 
until October 31st to Mr. Harry Jones (82), electrician at a 
local place of amusement, who was appealed for by his 
employers. 

The Mossley Tribunal exempted Wilfred Kershaw, elec- 
trician at the Royal Pavilion, until October 31st. 

At the Oxford Local Tribunal, Elizabeth Storey, Oxford, 
applied for the renewal of the certificate granted to Stanley 
A. Stock (24), electrical engineer; he had been granted ex- 
emption in June to September ist. The applicant was still 
unable to get a substitute in order to release the man for 
service. Mrs. Storey depended on the business for her means 
of livelihood, and if the man were taken it would mean 
closing down, and her means of livelihood would be abso- 
lutely gone. Temporary exemption granted for two months, 
no шне: application to be made without leave of the Tri- 

unal. 


An appeal was made at Bedford by thé Igranic Electric. 
Co. for F. Morris, a time-expired soldier, who became 41 on 
September 4th. The Clerk asked if the military wanted a 


: man who had served 22 years with the Colours and was 41 


years of age, and the Military representative replied that 
they wanted all the men they could get, or they would have 
to raise the age. The firm said theirs was a controlled one, 
and the man's work was beyond.a woman's physical capacity. 
Exemption was granted until December Ist.. | 

At Woking, the Electric Supply Co. appealed for the chief 
clerk, А. M. Dallen (29), and the only meter tester and 
repairer left, A. J. Jamieson (34). The secretary, Mr. Nichol- 
son, said the chief clerk had technical knowledge which it 
would take any substitute a long time to acquire. Exemp- 
tion was refused in the case of Dallen, and notice of appeal 
was given; Jamieson was conditionally exempted. | 

Barnsley Tribunal, on September 5th, gave conditional 
exemption to a number of employés appealed for by the 
Barnsley & District Traction Co., Ltd., but refused appeals 
for а driver, aged 98, and another employé aged 34.—The 
same Tribunal gave three months’ temporary exemption to 
Guy P. Dearden, electric wireman with Mr. E. Broley, who 
is engaged on public contract work, and to Harry Brown, 
electric wireman with Messrs. S. Rushworth & Son. 

Bath Tribunal has given conditional exemption to A. C. 
Brackstone (39), electrical fitter with Messrs. Kendall, on 
condition that he obtains munition work, within 14 days. ' 

An appeal at Reigate for the retention of E.C. Reynolds. 
(28), the only electrician left at the Redhill Kinema Royal, 
resulted in a fortnight being allowed to find a substitute. 
The appeal was based on the fact that the kinema paid £2,000 
a year in excise duty, taxes, &c. | | 

At Carlisle, Fred Bell (3@), electric fitter, was appealed for 
by the Electric Illuminating Co., who stated that the man 
was at present engaged on important work for the Control 
Board. The staff before the war numbered 10; now there 
were only two. Exemption was granted until December Ist 
to enable the Control Board work to be proceeded with. | 

At Marlow, on September 4th, the Military representative 
asked for the removal from the certified list of Mr. A. Е 
Plumridge, electrical enginoer. Mr. J. G. Meakes, the em- 
ployer, said that Mr. Plumridge was indispensable. His 
staff had been reduced from 15 to five, and he was the only 
one appealed for. It was admitted by the Military that Mr. 
Гошт де was clearly in » certified occupation, but he con- 
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sidered that, in the national interests, he should not remain 
in civil life. The Tribunal refused the request. . 

At Great Missenden (Bucks. Mr. Б. B. Bridger, elec- 
trician, a member of the Plymouth Brethren denomination, 
appealed as a conscientious objector. He admitted that it 
would be his duty to defend his wife with a rifle if it was 
necessary, and, in dismissing the appeal, the Chairman said 
that by defending his country Mr. Bridger would be defend- 
ing his wife. 

At Coventry, the Corporation Tramway Department ap- 
pealed for a number of employés. In each case two months 
exemption was conceded, with the suggestion that men above 
military age capable of doing the work should, if possible, 
replace all single men. 

At Bispham Tribunal, Mr. J. Cameron, general manager 
of the Blackpool and Fleetwood Tramroad, applied for the 
exemption of 11 employés, including an inspector. He had 
not appealed for the exemption of any summer man. Condi- 
tional exemption granted. | 

An electrician appealed to Burnley Tribunal for temporary 
exemption for an electrical wireman. He was the only quali- 
fied man left, three having joined the Flying Corps. ‚ His 
foreman had gone working in a coal mine as an electrician. 
This man was doing contract work at Sheffield. Captain 
Smith said that men of this description could be got any 
day. They were only labourers. The appeal was put in on 
May 6th. Exemption until the end of September was 
granted. » 

Deal Tribunal has given two months’ exemption to Chas. 
Henry J. Graves (24). who has the care of the electric plant. 
&c., at the South-Eastern Hotel, and who does electrical 


repairs for private residents, and for the X-ray apparatus at 


the Royal Marine ary. | 

At Coventry, Mr. J. Hutt (82), electrical engineer and 
contractor, stated that he now carried on the business by him- 
self, and was doing work for munition factories. It was 
stated that there was a scarcity of skilled electricians in the 
city. Three months were granted, Mr. Hutt to put in weekly 
12 hours' duty as а Special Constable. 

Maidenhead Tribunal has refused extended exemption to 
Frank Burdett Burnham (36), electrician with Mr. H. Rose, 
who said that he had contracts to last until October. 

Three months' exemption has been allowed to Thos. White 
(31), electrician, appealed for by Messrs. Page & Bloomer, of 
Stourbridge, as being in a certified occupation. 


А final month has been granted at Coalville to an electric 


operator at a picture theatre at Whitwick. 

The Crawley Electrical Co. appealed for an electrician and 
fitter, previously medically rejected, and now passed for 
general service, but exemption was refused. ; 

Buntingford Tribunal has given exemption until the end of 
September, to allow him to complete electrical work in 
hand, to Mr. P. J. Mac Kay. 

At Malvern, the U.D.O. electrical engineer (Mr. S. Trow 
Smith) appealed for Wm. Thos. P 
temporarily exempted. 
granted. 

The Blackburn Tribunal has granted conditional exemption 
to a married motorman employed by an electrical engineer, 
„апа said to be in charge of special electrical equipment at a 
large works at Darwen. 

At Tunbridge Wells, Mr. Strange and Mr. Featherstone 
apnealed for R. J. Spittles and R. F. Lack, working foreman 
and electrical wireman. It was stated that the electrical con- 
tractors for the town loaned the men one to another in order 
to keep as few men a8 possible in the town to carry out the 
work of maintaining the suoply. They also had increased 
work at country houses owing to the calling-up of elec- 
tricians. Each was given two months on the men joining 
the Volunteer Training Corps. 

Ensom Rural Tribunal has отарга two months’ exemntion 
to Mr. E. W. Morris, electrical engineer, of Barnett Wood 
ps RAD 

xtended exemption was sought at Leatherhead, on Sep- 
tember Ist, by Mr. M. Morris (33), manager for Macon. 
Buchsnen & Curwen. electrical engineers. Appellant is 
пасей for sedentary work onlv. and the Military representa- 
tive (Mr. H. J. Rivington) said he did not abject to exemp- 


Conditional exemption was now 


tion until the new year. Mr. Morris stated that he had been. 


nassed . for home service only. One of the partners. Mr. 
Curwen, war takine пр a commission in the Roya] Flving 
Corns. and he wished him (appellant! to take his place 
entirelv in Tondon as well as at Leatherhead. The Tribunal 
Mee until the new year on appellant joining the Volun- 


The Rurgess Hill (Sussex) Tribunal hes granted cix months' 


At Blacknool Tribunal. in the case ^f a fer 
trician emploved at the Pleasure Beach. hig жү кыа pie 
that he was the onlv electricion thev hed left. 
re'ected at Lancaster, and then called up. 
ee. Сасан 
At Crompton. (Lanes.), an electrician at a local ki 
oe for ER TOUR: and said he had served Mobi 
e Armv, and was in the retreat fr | w 
M pu е iie rom Mons. He was 
At the Shoreditch Tribunal, on Tuesday. Messrs, P. & C 
Whitney, of City Road. N., electrical engineers, а for 


Conditionally 


owell, fireman, previously 


He had been: 


exemption on business grounds for James Green (87), elec- 
trical fitter. Mr. Whitney said they had one other electrical 
fitter in their employ, aged 40 years, and they were doing a 
lot of installing and fitting for the Government. As he was an 
electrician doing power work, they applied to the Ministry of 
Munitions for a badge, but it was not granted, a certificate 
being considered sufficient. The Chairman: So it is; it is a 
certified occupation. The onlv thing is, does Green do the 
same class of work? Mr. Whitney: Identical work. Green 
appeared and said that he had been engaged for a long time 
in installing power in Government factories and premises. 
Mr. Parry said that the firm did not seem to understand that 
this man was in a certified occupation.—Exemption was 
granted till December 31st, conditional on joining the V.T.C. 

At Orsett, an electrical engineer at Little Thurrock claimed 
exemption as owner of a one-man business. The appeal was. 
rejected; and the calling-up delayed for a month. 

The Blackpool Tribunal has disallowed an appeal by an 
electric motor builder (36), now engaged as a mechanic, who 
said he was the sole support of his aged mother. 


BUSINESS NOTES. 


- Patent Restoration.—An order has been made restoring 
Letters Patent No. 25,363 of 1907, granted to Arthur Greenwood 
and Konrad Andersson for "Improvements in ejectors and com- 
pressors for air gases and vapours.” 


Mazda Telephone Directory Cover.—We have received 
from the BRITISH Тномѕох-Носѕтох Co., LTD., of Mazda House, 
a telephone directory cover devised on an ingenious principle, so as 
to hold the directory firmly without tearing the binding. The 
senders claim that "it is as big an advance over previous covers as 
Mazda drawn-wire lamps are over previous types”: and certainly 
it is an excellent and easily-applied protection to that indispensable 
and long-suffering volume. 


Irish Battery Industry.—Referring to the note on p. 287 
of our issue of September Ist, regarding the opening of a large 
factory in Dublin for the manufacture of electric dry cells and 
batteries, we are informed that Mr. Leon Cornelis, of 15, D'Olier- 
Street Dublin. will be pleased to give further particulars to 
inquirers. 


Electrical Imports of Venezuela.—The imports of elec- 
trical appliances into the Republic of Venezuela during the fiscal 
year 1914-15 only attained a value of £16,999, as contrasted with 
£39,989 in the preceding 12 months. 


Italy—A new company has lately been formed in 
Tutin, with the title La Societá per la Fabbricazione di Batterie 
Elettrichi Brevetto Bonora to manufacture electric batteries under 
the Bonora patents. 


Catalogues and Lists.—MESSRS. HERBERT MORRIS, 
LTD. Empress Works, Loughborough, Leicestershire.— Bock 98, 
describing the "2.240 pulley-block ”—an American type, made at 
the Empress Works to carry British tons (the American ton is 
2,0001b.). Travelling blocks and the H.M.B. pulley-blocks are also 
described. : 

Messrs. S. G. LEACH & Co., LTD., 26-30, Artillery Lane. E.C.-- 
Leaflet describing and illustrating the “Selco” siren, which is 
electrically operated and designed for use in factories, workshops, 
yards, quarries, lirhtships. &c. 

WHOLESALE ELECTRICAL Co. LTD. 54-56. Oxford Street, 
London, W.—Circular giving illustrations of a number of electrical 
accessories, switch plugs, cut-outs, ceiling roses, adaptors, lamp- 
holders, &c. 

Messrs. DowNES & DAVIES, | and 3, Stanley Street. Liverpool. 
Preliminary list of ships' electrical fittings—bulkhead, portable. 
cargo lamps and sockets, &c. 

HOLOPHANE, LTD.. 12, Cateret Street, S. W.— Booklet relating to 
Holophane special reflectors for the scientifc illumination of rail- 
way platforms, offices, sidings, rolling stock, &c., with illustrations 
of important installations on this system. | 


Trade with Russia.—The Yorkshire? effort for the 
stimulation of trading with Russia is making excellent progress. 
For students in the scheme of the Leeds University who make good 
progress, scholarships are to be provided of about £200 each for а 
year's residence in Russia for studies under the direction of the 
Russian Minister of Education at the Universities of Petrograd, 
Moscow, and Odessa. and for the practical experience to be derived 
from contact with the populations of those centres. 


E.C.C. Hospital Fund.—The employés of the Electric 
Construction Co., Ltd., Wolverhampton, have made allocations from . 
ee hospital fund to local and other hospitals to the tune 
of £173. 


Norway.—An amalgamation has been arranged between 
the Norwegian Motor and Dynamo Factory, Hasle, near Christiania, 
and the firm of Per Kure, and the combined establishment will in 
future trade as Per Kure, Norwegian Motor and Dynamo Factory. 
The capital of the company, which has taken over the Norwegian 
agency of the Swedish General Electric Co.. is approximately 
2,000,000 kr.— A nglo- Norwegian Trade Journal. 
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Book Notices.—" The Principles of Electrical Engin- 
ering.” Vol. I. By С. Kapp. London: Edward Arnold. Price 
15%. net. 

"Directory and Chronicle for China, Japan, Corea, Indo-China. 
Straits Settlements, Philippines, &c., for 1916." London: Zong- 
Kong Daily Press. Price 30s. net. 

“Telegraph and Telephone Journal.” Vol. II. No. 24. 
September, 1916. London: Editing Committee. G.P.O. North. 
Price 3d. 

"British and German Industrial Conditions." 
London: S. Rentell х Co. Price 6d. 
=“ Alternating Currents.” By W. Н. N. James. Cambridge 
University Press. Price 10s. 6d. net. | 


Australia, — А business man in Sydney recently in 
charge of the Sydney Office of Н.М. Trade Commissioner, wishes 
to represent United Kingdom manufacturers for the sale of their 
goods in Victoria, New South Wales, and Queensland. The inquirer 
desires to secure agencies for small oil engines of the Diesel type, 
amali electric motors (yth H.P. and upwards), small dynamos, and 
new hardware lines and patented specialities. 

United. Kingdom manufacturers may obtain the name and 
address of the inquirer on application to the Commercial Intelli- 
gence Branch of the Board of Trade, 73. Basinghall Street, London, 
Е.С. (Reference No. 283.)— Heard. of Trade Journal. 


Liquidation. — MECHANICAL TRansport, LtD. — 
Creditors should send particulars of their debts. &c., to the liqui- 
dators, Messrs. G. W. Askew & Н. W. Philpott, by September 28th. 


Munition Workers’ Holiday.— Messrs. E. Brook, LTD., 
of Huddersfield, announce that their works will be closed both for 
the receiving and dispatching of goods on September 25th and 26th. 
They will be open all other working days up to Christmas. 


By A. Stewart. 


LIGHTING АМО POWER NOTES. 


Aberdeen.—The city electrical engineer recommended 
that a new five years’ contract be entered into with the North of 
Scotland Fish Guano Co. for a supply of power, with a guarantee 
of 100.000 units per annum. The result of the new charges pro- 
posed was that the company would pay, with coal at its present 
rate, an increase of 18 per cent. on the existing charges. At a 
meeting of the Council the recommendation was sent back to the 
Electricity Committee for further consideration. 


Accrington. — At a meeting of the T.C. last week, 
Councillor Tough referred to the increasing cost of electricity ; he 
remarked, that with less than half the production of Accrington, 
the average cost last year at Rawtenstall was ‘6d. per unit. for 
3.000,000 units, compared with an average of ‘81d. for Т} million 
units at Accrington. It was pointed out that a strict comparison 


could not be made, and that coal cost 18s. 10d. now as against 


85. 4d. per ton before the war. 


Australia,.—The Electric Lighting Committee of the 
Sydney City Council recommends that an agreement be entered 
into with Messrs. Norton, Griffiths & Co., contractors for the city 
railway construction, to supply them with electricity at the various 
shafts at ‘7d. per unit for two-shift working and ‘85d. per unit 
When one shift only is worked. The estimated cost of providing 
the supply is £4,335. 

The Sydney city electrical engineer recommends that an order be 
placed with Messrs. Willans & Robinson for a geared turbine to couple 
with the alternator and condenser of the existing 4.000 Kw. set 
(No. 8), at а cost of £8,100 ; the cost of freight. insurance, and 
erection of buildings, &c., will amount to an additional £1.900. 

The city electrical engineer has informed the Hurstville Council 
that under existing circumstances it was unlikely his Council would 
entertain the proposal to supply electricity to the suburb, and he 
Técommended a renewal of the application in about 12 months. 

. The formal inauguration of the electric lighting system at Albury. 
N.S.W., took place last month. | 

With a view to improving the lighting of St. Kilda's Road, the 
Melbourne City Council has decided to erect 19 are lamps or half- 
watt lamps of equal C.P. ; the additional cost on the system will be 
£777, making a total cost of £1,267.— Tenders. 


Bath. — Year’s Workinc. — The accounts of the 
electricity undertaking for the year ended March 31st last, show 
that instead of the anticipated loss of about £2.000, the deficit for 

е year was only £151, as compared with £1,767 in the previous 
year. The total revenue was £26.190. as compared with £21.133 
in 1914-15, and the gross profit £12,961 as against £11,436. Coal 
cost was increased by £845, due to price, not tonnage. 


Bishop’s Stortford—E.L. ScHEME.—At the annual 
meeting recently of the Bishop's Stortford, Harlow, and Epping 
and Electricity Co., the chairman stated that the electricity 
Plant was now in complete working order. 
Bradford—Nuw PLaxt.—The Electricity Committee 
as authorised the chairman and deputy-chairman to purchase coal- 
crushing plant. 
Bristol—Year’s Wonkrxc.—The report of the year's 
Working of the electricity department to March 25th last. shows 


gross receipts “amounting to £132,928, an expenditure of £72.202, ` 


and a gross profit of £57,636, which, with the amount transferred 
from redemption and sinking fund (No. 2) account, makes a total 
of £58,181. After repayment of loans and interest, £50,273, there 
was а net profit on the year's working of £7,911, which, with the 
balance from last account, makes a total surplus of £15,721. Of 
this. £2,391 has been expended on allowances to men on active 
service, and £4.038 on work not chargeable to loan account. leaving 
a balance carried forward of £9,292. The total indebtedness of the 
undertaking is stated to be £899.062. Loans repaid or accumulated 
in the stock and loan redemption funds, £382.139 ; balance out- 
Standing. €516.923. The total number of consumers was 5,608, в 
net increase of 338 during the year. The number of units sold 
was 21.665.968. an increase of 3,463,812 units for the year. 

The general manager. Mr. H. Faraday Proctor, in his report, 
states that war conditions curtailed considerably the number of 
new consumers which would otherwise have been connected to the , 
system, but a large amount of work had been carried out in con- 
nection with the supply of power. The number of units sold to 
private consumers (excluding public street lighting) had increased 
about 214 per cent., or. after allowing for the reduced consumption 
for public lighting. a net increase of 3,162,812 units, being the 
largest annual increase on record. — ' 

Owing to confusion having arisen due to the similarity of the 
names Avonbank and Avonmouth, it has been decided to alter the 
name of the Avonbank generating station to " Feeder Road Elec- 
tricity Works." The L.G.B. refused its sanction to a loan for a 
6,000-Kw. set. which it was proposed to lay down owing the 
the increasing demand, and authorised the purchase of: а 3,000-Kw. 
set only, the manufacture of which plant was placed on a war 
basis; the steam turbine, which was іп а forward state at the 
manufacturers, has since been taken over by the Government, and a 
new one put in hand. Both stations have been running loaded to their 
full capacity, and it has been necessary to postpone the connection 
of one large consumer requiring 800 KW. immediately, until the 
ew plant is in commission. 

The question of the true depreciation of the assets of the under- 
taking has been carefully gone into, and the results show that the 
amount shown in last year's accounts is in excess of the statutory 
provision for the repayment of debt by £76,338. 


 Castlebar.— PUBLIC  LicuTiNG.— The Urban Council 
accepted the tender of Messrs. Burke & Sons, at £90, for the lighting 
of the town during the winter by electricity. The local gas com- 
pany had tendered at £130. 


Clacton-on-Sea.— The L.G.B. has sanctioned a loan of 
£124 to meet excess expenditure on mains, but has informed the 
U.D.C. that no further loans for mains extension will be allowed 
until the war is over. ў 


Continental.—Russ1A.— Data published by the Statis- 
tical Bureau of the Congressional Council in regard to the electrical 
equipment at the conl and anthracite mines in the Donetz basin in 
1914, shows that 1,300 motors of 46,200-Kw. capacity were in use, 
by 48 concerns which produced 888.910.000 poods of mineral, while 
33.910 incandescent and 427 arc lamps were also in use by 51 concerns. 
Twenty-five generating stations had a total capacity of 31,719 Kw. 
of plant and supplied 100,500,000 &w.-hours per annum. 


Crompton.—The U.D.C. has been asked to receive a 
deputation on the question of supplying electrical power in the 
district. The railway company, which has been urged to effect an 
improvement in the handling and transit of goods, has agreed to 
facilitate matters by providing an electrical crane if power can be 
supplied. 


- Dawlish.—ELECTRIC LIGHT CHARGES.— After considering 
correspondence from the gas company and the electricity company 
relative to the difference in their respective charges. the U.D.C. 
has informed the latter that it is unable to see any reason for an 
alteration of the charges already agreed to. à 


Dromore (County Down)—SrREET  LicHTING.—The 
U.D.C. has executed an agreement with the Dromore Electric 
Lighting Co. for the lighting of the town for three years. It pro- 
videa for 81 lamps. of not less than an average minimum C.P. of 
36 or more than 200. the annual cost to be £134. 


Dublin.—Ihe Electricity Committee recommended an 
increase in the remuneration of the shift engineers and switchboard 
attendants at Fleet Street and Pigeon House stations. The Council 
decided to postpone the matter until after the end of the financial 
year.— Dublin Express. 


Dudley.—The town clerk reported that he had obtained 
the insertion of a provision in the Shropshire, Worcestershire. and 
Staffordshire Electric Power Bill, 1916, protecting the rights of the 


Corporation. 


Kirkcaldy.—PLaNT Oapacity.—Mr. Francis, the burgh 
electrical engineer, has submitted to the T.C. a report on the 
capacity of the present works and the recent application for s 
large supply of power by one of the firme in the town— Messrs. 
Barry, Ostlere & Shepherd. The Fife Power Co. is willing to enter 
the burgh and supply the power, but is prevented by a clause in 
the private Act of Parliament. The town clerk, in & statement, 
observes that the company practically asks that the section referred 
to be abandoned by the Corporation : this demand, he considers, 
foreshadows the promotion by the company of a provisional order. 
He urged that the T.C. should be able to show that it had done all, 
that was reasonable. ‘‘ * | 
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*Maidstone.— Yzáam's WonkKING.— The report of Mr. 
E. E. Hoadley, borough electrical engineer, on the working of the 
electricity undertaking for the year ended March 31st last, shows" 
that due mainly to lighting restrictions and despite considerable 
9xpansion in power supply, the output sold fell from 2,887 ,857 units: 
in 1914-15 to 2,753,788 last year. Power units, however, increased 
from 1,808,015 to 1,979,582, and heating and cooking supply is 
steadily growing. The total revenue was £19,771, or rather less 
than in 1914-15, while total costs аб £13.532 showed а consider- 
able increase, leaving a gross profit of £6,239 as against £7,900 in 
1914-15. After deducting capital charges there was a net loss on 
the-year of £256 as against a profit of £1,553 in 1914-15. 

Increased боа! cost accounted for over £2,000, while other items 
of expenditure were larger tlian usual. We note with interest that. 
Mr. Hoadley experimented in mixing coke breeze with the coal, 
which was of bad quality, and came to the conclusion that after 
allowing for extra labour in mixing, extra wear and tear on 
mechanical stokers, additional coal and clinker to be dealt, with and 
lowered steaming capacity of boilers, there was no advantage with 
the particular type of mechanical stoker and under the conditions 
obtaining. in the admixture of coke breeze; in this conclusion he 
states that he is confirmed by other engineers. The supply of coal 
caused much trouble and for some weeks, says Mr. Hoadley, they 
did wellto get over the peak of the load without dropping the 
steam pressure by more than 40 lb. 

А new turbine set which it was hoped to start up in January 
was not completed by the end of March; all the pipework and 
electrical connections in connection with it have been carried out 
by the department owing to the difficulty in obtaining outside 
assistance. The maximum load"was 1,142 Kw. and the load factor 
27% per cent. e 

: The Corporation electricity works has been certified as a con- 
trolled establishment under the recent Act. 


New Zealand.—The Whangarei electrical undertaking, 
owned by the T.C., is supplied in bulk from the Dominion Portland 
Cement Co.'s plant at Wairua Falls, 25 miles away, over duplicate 
aluminium three-phase transmissions carried on a single pole line 


The transmission pressure is 22,000 volts, and the service pressure ` 


to consumers 230 volts lighting and 400 volts (50 cycles) power. A 
seríés street lighting system has been installed with 100 lamps of 
600, 250 and 100 c.P. The transformer capacity is 100 K.v.A., and 
the cost of the Council's installation has been about £13,000. 


Plymouth.—Restricrep LrGuTING.—A Joint Committee 
of the Watch and Street Lighting Committees of the T.C. is con- 
sidering what arrangements shall be made as regards street 
lighting, having regard to the reversion to ordinary time on October 


oe and the danger to pedestrians and other traffic through unlit 
streets. | 


.Royton.—The D.C. has decided that arrangements be 
made for the General Purposes Committee to interview the Oldham 
Electricity Committee to discuss the question of supply of elec- 
tricity to the Royton district. | 


Southampton.—Pricr INcREASE.— The T.C. has further 
increased the price of current for lighting, power and heating by 
10 per cent. from the September reading of the meters. This 
makes an advance of 20 per cent. since the war started. 


. Stretford.—The . Electricity Committee, in view of 
continued shortage of supplies of coal, recommenda the Council to 
authorise the chairman and clerk to take such action, legal or 
otherwise, as may be necessary to secure its rights under the coal 
contract. 

. Swansea.—PRoposep PLANT .ExTENSION.— The Elec- 
tric Lighting Committee has received & report from Mr. Burr. the 
borqugh electrical engineer, giving details of the existing plant 
and suggesting that if it were possible to raise the money, a 3,000- 
KW. turbine, together with two boilers and all auxiliaries should be 
Installed. He estimated the cost of the complete installation at 
£30,000, and said that the expenditure of this money wonld have 
the effect of still further reducing the cost of production, whilst 
the scheme would enable the Committee tg generate electricity as 
cheaply as any other generating station working under similar 
conditions. The report was adopted, and steps are to be taken to 
see if the necessary capital can be raised. ONE 

.The.Committee has also received a report from Mr. J. W. Burr 
on tariffs for motive power, in which he said that a reduction in 
revenue. would immediately follow a reduction in price, and he 
could not recommend ii at the moment. The Electric Lighting 
Committee has decided to hire out electrical apparatus at an annual 
charge arrived at by taking cost of apparatus plus 5 per cent. per 
annum and cost of maintenance. age | . 


` Tasmania.—The Gouncils of St. Leonards, Longford 
and Beaconsfield, have decided to ask the Launceston City Council 
to join them in a deputation to the Premier, with a view to dis- 


cussing the best means of obtaining a hydro-electric power scheme 
for Northern Tasmania. E | 


decided to supply water to Crigglestone, by means of an electrical 
pumping. plant. The cost of the scheme is estimated at £650 
which will be spread over four years, and the current will be вир- 
plied by the Crizelestone Collieries, Ltd., if terms can be arranged. 


` Walsall,—The Electricity Committee has decided not 
to increase the existing charges for electricity. The Committee 


rocommends that a fresh agreement be entered into with ` 
Talbot-Stead Tube Co.; Ltd.: for the supply of dléctrigity t эч Nes 


; Waketield. — ELECTRIC PuxPING. — The .R.D.6, has 


works and for an additional supply for a term of three years, com- 
mencing when the E.H.T. supply from the new station is available; 
also that a supply of energy be given to the Electrical Conduits, 
Ltd., апа Rylands & Sons, Ltd., on terms and conditions approved 
by the Committee. 

The new sub-station at Wolverhampton Street has been cun- 
nected up with the generating station. 


Wartington.— YEaR’s WonKrNG.—In our last issue we 
gave the financial details of the year's working of the electricity 
undertaking to March 3156 last. Mr. Mathias, the engineer, in his 
report mentions that 6,630,062 units were generated and 5,129,214 


units sold (as compared with 4,274,897 units sold in 1914-15), 


Power units numbered 4,092,736, the remainder being for traction 
and lighting. The plant capacity was 5,150 KW., representing. a 
capital outlay per KW. of £26; the maximum load was 2702 xw. 
The total working cost was ‘782d. per unit, as compared with ‘7294. 
in 1914-15, and despite the coal cost increasing from ‘291d. to 
‘382d. per unit. An additional water-tube boiler, economiser, and 
coal-handling plant were being erected to meet the growing 
demands on the plant. 


 Wigan.— DELAYED EXTENSIONS.—Alderman Grimshaw, 
speaking at the T.C. meeting, on the 7th inst., said the boilers for 
the electricity works were not expected to be erected in the specified 
time. So faras he could judge, they were likely to be held up by 
the L.G.B. for perhaps two years ; and in view of that, he did not 
know that there was any limit to the time when the scheme 
reoommended by the expert could be properly undertaken. A 
Sub-Committee had been appointed to enter into negotiations with 
an outside firm for the purpose of obtaining a supply, and these 
negotiations were not yet complete. , | 


~Wolverhampton.— YEaR’s WonKING.—The accounts of 
the Corporation electricity undertaking for the year ended March 
31st show а gross profit of £25,588, as compared with £28,631 in 


_ the previous year; the net profit was £1,856, as compared with £7,444, 


and has been transferred to the reserve fund. The total income 
shows an increase of £8,228, The number of units sold was 
15,280,697, an increase of 2,154,126 over the previous year. During 
the year, 940 H.P. of additional motors were added, the total НР. 
of motors connected being 10,686 H.P. "The total cost of production 
per unit was '651d., coal costing ‘355d. The maximum load was 


6,919 KW. and the connected load about 14,062 Kw. The balance- 


of the reserve fund stands at £13,217, the reduction of £4,587 on 
last year's figure being due to expenditure on account of mains. 
services, meters,'&c. for which borrowing powers could not be 
obtained. | 


TRAMWAY and RAILWAY NOTES. 


Áccrington.—AccrDENT.—On Friday last, a car left 
the track in the Blackburn Road, and ran into a loop line in Ellison 
Street, knocking down two children, who were injured. | 


© Audenshaw. — TRAMwav PuncHasr.— The D.C. has. 


decided to make application alone, or jointly with the other authori- 
ties interested, for an extension of time for the purchase of the 
Oldham, Ashton.and Hyde Electric Tram ways. 


Birmingham.—AcorpENT.—On Sunday night, two Cor- 
poration cars came into collision ona single track in Great Hampton 
Row; a great deal of glass was broken and many passengers 
shaken, but only five were treated at the hospital. 


. .Bradford.— ELECTRICO  VEHuICLES. — The L.G.B. las 
sanctioned the borrowing of £3,700 for the purchase of three 
electric tipping wagons for the electricity department. 


Continental.—NoRwAY.—4A proposal for the electrifica- 


tion of the Drammen Railway, at a cost of approximately 
21,369,500 kr., has been sanctioned by the Railway Committee of 
the Storthing. 


.. Darlington.— Seats are being provided for women con- 
ductors, but the work has been delayed owing to the shortage of 
labour. The Committee is to consider the question of half fares 
for school children at its next meeting. . . 


-Doncaster.—Official consent has. been, given - to. the: 
reconstruction of a portion of the Bentley tramways track Uy. the 


T.C.,.and the work will be proceeded with as rapidly as possible. 
‚ Dover.— The T.C. lias been granted by the B. of T. 


a further extension of time until November, 1916. for carrying out 
the Dover-St. Margaret's Light Railway Order.. 


‚ Gateshead-on-Tyne. — Тлхктхс̧-ср Proposan. — Тһе 
Town Improvement Committee having- considered the..proposed: 
tramway across the High. Level Bridge to Newcastle-on-Tyne.: 


reported against the proposal until the proposed Bill had been con 
sidered by the Gateshead Council. TEE WV DS E - 


+ 


IIkeston.—SALE or UNDERTAKING.—AÀ special meet mi. 


of the T.C., by 14 votes to 8, approved the transfer of the Corpora- 
tion tramways and electricity undertakings to the Derbyshire and 
Nottingham Tramways Co. Ltd. for the sum of £25,180. — 
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. Keighley.—TRAxWwAY. Fares.—From October 1st the 
present halipénny fares during the working week on the Corpora- 
tion tramways are to be abolished, but there will be penny tickets 
entitling the passenger to travel any distance in one direction in а 
similar manner to what has been done at week-enda for some time 
past. Prepaid tickets, however, entitling the passenger to the 


privileges hitherto granted by the halfpenny tickets, are to be | 


issued at the prices of five for 3d., 10 for 6d., or 20 for 1з. Arrange- 
ments are being made to supply quantities of these tickets to 
factories for sale at the works. 


London.—L. & N.-W. ELECTRIFICATION.—It was recently 
aunounced that the North-Western electrical train service between 
Broad Street and Kew Bridge and Richmond would commence on 
Sunday, October Ist. The new trains will comprise first and third 
class only. f | 

Newcastle-on-Tyne.— During a recent fog at Killing- 
worth Crossing near Benton station, five horses strayed on to the 
N.-E. railway track, and coming into contact with the live rail, 
were killed. = | 

; Оїйһаш.—Үклв”з WonkiNG.— The annual report on the 
working of the Corporation tramways during the year ended 
March 31st last shows that the car-mileage, 1,983,607, was less 
than in any of the last three years, but the passengers carried, 
23,477,066, constituted a record. The total receipts were £121.129 
and the gross profit £39,538 (as compared with £28,730 in the 


previous year), while the net surplus was £4,112, which compares · 


with a deficit of £5,218 in 1914-15, when the revenue fell off con- 
siderably and working expenses were abnormally large. 


: Plymouth.—The chairman, in commenting on the report 
of the Tramways Committee. said thay had hoped that through 
rünning of the tramways, with a uniform penny fare. might һауе 
been effected by now, but owing to difficulty in obtaining materials, 
this would not be possible before the second week in October. 


: Rochdale.—W ND SCREENS, &c.— The tramway manager 
having reported on replies received from 71 municipalities owning 
tramways on the question of adopting wind screens or vestibules on 
the cars for the protection or motormen, the Tramways Committee 
has decided to invite & deputation of motormen to meet a Sub- 
Committee оп ће matter. | 

Various points in dispute in the draft lease of the Milnrow 
tramways are to be referred by the town clerk to the B. of T. for 
decision, at the request of the Milnrow D.C. It is proposed to 
purchase a sand spreader for attachment to the tramway watering- 
car. 


Salford.—INCREASED WacGkEs.—The proposed further 
` war bonuses recommended by the Tramways Committee for pay- 
ment to male tramway workers, were confirmed by the T.C. last 
week. The effect of the additions is that youths under 18 years 
will receive 2s. per week instead of ls.: male employés over 18, 
who are not householders. will receive 38. instead of 1s. 6d., and 
male householders, whose wages do not exceed 37s. 6d. per week, 
will receive 4s. Gd. per week. instead of 2s. 6d., as at present, and 
those receiving over 37s. 6d. will receive total wages, including war 
bonus, of 42s. per week, which is exclusive of the war bonus pay- 
ments to skilled artisans. Councillor P. Hampson said it appeared 
to him to be a, waste of public money to add to the already generous 
treatment of those who had gone to the Front. : 

Yran's WorKING.—The annual report of Mr. G. W. Holford, 
general manager of the Corporation tramways, shows a 
gross profit on the years working of £88,502, and a net 
profit of £18,475; this amount, with £3,526 taken from the 
depreciation and renewals fund, has been transferred to the 
relief of rates, being the £22,000 promised. The balance of the 
renewals fund now stands at £21,266. During the year 
56,458,266 passengers were carried, being 2,114,358 more than in 
tlie previous year, and the total amount received in fares amounted 
to £270,350, an increase of £11,524 ; the miles run were 5,495,295, 
and the average earnings 11°8d. per car-mile ; 41,163,325 penny 
tickets were sold being 75°362 per cent. of the total number issued, 
and £13,135 was paid in war allowances. The total route 
oe worked is 42, rather more than half representing leased 
ines. . : 


. Stalybridge.—AcCCIDENT.—A curious tramway accident 
occurred at Mottram. on Saturday last. In the absence of the 
driver, a Stalybridge car commenced to run down a hill at Mottram, 
and the. few passengers on had an exciting time; they and the 
woman conductor jumped off before the car had gained a great 


‚ but one man was slightly injured, After running nearly a` 


mile, the car craslied into h wall-at Bower Fold. . 


: Stockport.--IxcREAsED Wacrs.— The Employés and 


Car-Shed Sub-Committee has recommended the Tramways Com- 


mittee to grant a gratuity of 5 per cent. on the wages to all. 


employés of the department who have not participated in the 
gratuity granted by the Committee last November. 


U.S.A.—A general strike of labour, involving 800,000 
Trade Unionista, is threatened in New York City. in consequence 
О the failure of the employés of the tramway companies, who are 
on strike, to hold up local transit facilities —Dai/y Telegraph. 


' Walsall.— The South Staffordshire Tramways (Lessec) 
Co. Ltd., and the Wolverhampton District Electric Tramways. 
Ltd., have agreed to pav the Corporation, as from July 12th last. 
an increased rate per car mile in respect of the excess mileage of 
the Corporation cars on the company's lines. ` | 
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Whitefield. —_Turoven Cans.—The. clerk to the - D;C. 
been in communication with the Salford Corporation Tramways 
Committee on the subject of through cars between Manchester and 
Bury; and the Salford tramway manager has replied that his 
Committee does not consider the time opportune for any arrange- 
ment of the kind suggested, but will be prepared to reconsider 
the matter at the end of the war. He adds that the present 
service, with the restricted number of drivers, can only be main-. 
tained under very serious difficulties. The D.C. is apparently not 
satisfied with the promise that the matter will be reconsidered after 
the war, and has decided to reply to Salford that the matter is 
capable of arrangement between the Salford and Bury Corpora- 
tions, and that the D.C. does not consider that any increase of 
drivers would be necessary. Ж 


Wigan.—lNcREAsED,WaAGEkS.— The local ‘branch of the 
Tramway Workers' Association has decided to accept the advance 
of 4d. per hour, provided that the increase be a distinct advance 
apart from the existing war bonus. The Special Committee on 
Wages has resolved that the increases of wages granted to the 
various classes of workmen recently be considered as an additional 
war bonus until the end of the war, and that the additional war 
bonus shall then become a permanent advance of wages. | 


TELEGRAPH and TELEPHONE NOTES. 


New Fire Alarm System in New York.—Mr. Robert 
Adamson, fire commissioner of New York, has awarded six contracts 
for the construction of as many sections of this system, and active 
work on these is in progress. One contract has been completed. 
The system will cost $3,000,000.—7. and T. Age. TED 


Brazil and Bolivia.—Radio-telegraphic communication 
has been experimentally established between Belem, Brazil, and 
Riberalta, Bolivia.— 7. and T. Аде. 


. 


Japan.—The third and final series of tests for trans- 
oceanic radio service between Honolulu and Japan has just been 
completed. Telegraphic reports indicate that these tests are by 
far the most successful of any so far made. Communication has 
been maintained in both directions, night and day.— T. and T. Age. 


Wireless Station Dismantled.— The Allies have removed- 
the appliances of the wireless station at Syra (Greece), and 
deposited them with the French Consulate there. 


Wireless Telegraphy оп Aeroplanes.— What is claimed 
to be в record in wireless telegraphy from aeroplanes was recently 
established by Captain Culver, of the U.S. Army Aviation Corps. 
During a flight from San Diego to Santa Monica, 114 miles away, 
he is stated to have kept in touch with his station by sending wire- 
less messages every three minutes. The power for the transmission set. 
is derived from a generator placed on the lower wing section of 
the aeroplane, and driven by a two-bladed propeller. Aerial wires 
are suspended from the “fuselage” of the machine, with an 
insulated counterpoise hung from the wings to the tail of the 
aeroplane. The complete transmission set is stated to weigh less 


than 40 lb. 


` 


CONTRACTS OPEN and CLOSED. © 


OPEN. m 


Australia. —SYpDNEY.—September 20th. N.S.W. Govern- 
ment Railways. Опе 50-ton electrically-operated overhead 
travelling orané for Zara Street power house, Newcastle.—October 
llth. One motor-driven air compressor for Zara Street power 
house. Electrical Engineer, 61, Hunter Street. f 

January 22nd, 1917. Electrical plant for the Castlereagh Street 
sub-station, for the Municipal Council. Specification from E.L. 
Department, Town Hall.—Australian Mining Standard. ' e 

ADELAIDE.—September 27th. Deputy P.M.G. Telephones, tele- 
phone material, instruments and parts. Schedule Nos. 429 to 437 бы 

PERTH.—October ith. Deputy P.M.G. Telegraph and telephone 
measuring instruments and parts. Schedule 501 W.A.*  : 

MELBOUBNE.—September 29th. City Council. Insulated and 
H.D. copper cables. "See “Official Notices" September 8th. - M 

October 17th. For the ‘Deputy P.M.G. (1) Sleeves and tapes: 
(Sched. No. 1,355), and (2) 3,100 stay-rods, with low tighteners 
(Sched. No. 1,359).* К 

October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling (Cont. No. 30,343).* 
November Ist. 50,000 yellow flame arc carbons.* 

December llth. City Council. Supply and erection of coal 
transporter plant. Sec "Official Notices" to-day, .. . : 

.SouTI AUSTRALIA.—November 15th.  P.M.G.s Department., 
Automatic switchboards and all associated apparatus. for telephone. 
exchanges, Brighton and Glenelg. 

` Burnley.—September 19th. The B. of G. invites tenders 
for electrical goods. Tender forms from J. N. Horn, Clerk. 


— Edmonton.—September 20th. Electric lamps for six 
months. Mr. F. Slíelton, Clerk, D. of G., Lower Tottenham. 
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Keighley, — September 21st. Corporation Electricity 
Department. Best slack and small slack coal, about 12.000 tons. 
Prices are to be based on a six-monthly and twelve-monthly period. 
Mr. H. Webber, Borough Electrical Engineer. 


- Liverpool. — September 18th. Electrical supplies for 


three months, for Toxteth Park В. of G. Mr.R.A.J ames, Clerk, 


15, High Park Street. ; 
London.—Supply of electric light fittings for Australia 


House, Kingsway, W.C.  Particulars from Mr. H. H. Turner, 


48, Broadway, Westminster, S.W. 

CITY OF WESTMINSTER UNIÓN.—September 20th. В. оғ G. Six 
months’ supply of electric lamps, fittings, &c. Mr. W. J. Lickley, 
Clerk, Gardens Offices, Princes Row, Buckingham Palace Road, S.W. 
. KENSINGTON.—September 20th. B.of G. Six months’ supply 
of electric fittings and electric lamps. Mr. W. В. Stephens, Clerk, 
Guardians’: Offices, Martoes Road. 


. Manchester—September 22nd. Electricity Committec. 
Fuse boxes for 12 months. Mr.F. E. Hughes, Secretary, Electricity 
Department, Town Hall. | 

‘New Zealand.—WELLIxGTON. October 11th. Public 
See Stores Tender Board. 1,000 magneto extension bells, 1,000 
шя. 


= Warrington.—September 20th. Electrical goods (not of 
German or Austrian origin) for the B. of G. for six months. Mr. 
A. Bottomley, Clerk, Bewsey Chambers. 


of Trade Commercial Intelligence Branch in London. 


» CLOSED. 
Australia, —The Hawthorn Tramway Trust, Victoria, has 
poe pied the following tenders :— 
, 15 car-bodies.—Duncan & Fraser. š 
] Cross-overs.—Horrocks, Roxburgh Pty., Ltd. - 
Motor equipment.—Aust. General Electric Co. and British Westinghouse 
Electric & Mfg. Co, 
N.S.W. Public Works Department :— 
Pumping machinery for Wagga Wagga water supply, with special electric 


type engine, £6,997.—A. Leplastrier & Co. — Tenders. 
Blackpool.—The borough electrical engineer has reported 
to the Electricity Committee that the B.T.H. Co. have withdrawn 
their tender for a new 1,500-Kw. turbo-alternator. 
 Wakefield.—Council Electricity Works :— 


. Sturtevant Co.—8teel chimney, fan, motor, &c., £870. 
E. Green & Son, Ltd.—Economiser and accessories, £2,675. . 


ae ee 


FORTHCOMING EVENTS. 


Institute of Metals.—Wednesday, September 20th. At 4 p.m. At Burlington 
House, Piccadilly, W. Annua autumn meeting. а i 
iren and ace institute.—Thursday and Friday, September 21st and 22nd. 


a.m. At the Institution of Civil Engin Gre St 
SW. Annual meeting. gineers, Great George Street, 


c — 
NOTES, 


Foreign Trade.—Tur Aucusr FiGUREs.— The official 


returns of imports and exports during last month contain the 
following electrical and machinery figures :— 


August, Inc.or | Eight months, 1916. 
IMPORTS :— 1916. dec. Ine. or dec. 
Electrical goods, &c. £109,455 + £4,152 + £399,455 
Machinery ... 618435 — 175,468 — . 366,789 
EXPORTS :— ; 
Electrical goods ... 109,509 + 150,379 + 789,420 
Machinery ... х. 1,933,710 + 449.776 + 100,863 


A High-Speed Squirrel-Cage Winding.—Referring to 
the high-speed squirrel-cage winding described on page 263 of our 
issue of September 8th, in which copper strips are split and 
expanded into loops to form rotor conductors, Mr. W. C. Kennett, 
of Eltham, writes to point out that although this method may be 
new to Americans, it is quite an old idea in this country, having 


been used many years ago by Messrs. J & Philli 
no doubt by oth Ps go by ohnson & Phillips, Ltd., and 


" Scientific Research.—Mr. Arthur Henderson has been 
I RR z pr of the Committee of the Privy Council for the 
р of the organisation and devel ienti 
ELA. ie Dru evelopment of scientific and 
. Electro-deposition of Zinc.—A correspondent asks for 
information as to the best method of depositing a coating of pure 
zinc on metal sheets, the chemicals used for the electrolyte, and the 
voltage and current density required. . 

| шашу,—А correspondent asks for information regarding 
an electric burner for removing о i i i 
mle ving old paint and varish from raliway 
C.M.A. Standard Specification. —A slight alteration haa 
been made in the' specification of C.M.A. flexible cords. "These are 
now madeto comply with the standards for vulcanised rubber 
flexibles laid down in the latest edition of the LE.E. Wiring Rules, 
revised March, 1916. The only alteration is that the insulation 
resistance 18 1,250 megohms per mile, instead of 600. 


7 Specifications for the items marked * can be seen at the Board 


Fatalities.—Àn inquiry was held, on the 9th inst., by 
Deputy Coroner Shepherd, at Hebburn-on-Tyne, into the circum. 
stances attending the death of George Dickson, who was killed by 
a shock from an electric lamp standard. Owing to pressure on our 
space, we are obliged to defer the report to our next issue. 

According to a Glasgow paper, Hugh M'Ginlay (28), Glasgow, 
was instantaneously killed in a Cardonald factory, on September 
7th. He accidentally put one of his feet on а rail charged with 
electricity, and was unable to release himself until the current was 
switched off. He then fell 30 ft., and alighted on the top of some 
machinery. He died from fracture of the skull. 


The Trade Union Congress.— The Congress held last week 
did not fail to present, as we anticipated, some remarkable 
features. Of these, one of the most striking was the adoption, 
by a majority of 7 to 2, of a resolution advocating the 
restriction or prevention of the importation of cheap manu- 


factured goods which have been produced at lower rates of 


wages, or under worse labour conditions, than those prevailing 
in this country, which has been generally regarded as a declara. 
tion. of the abandonment of the traditional Trade Union policy 
of free imports, and certainly should strengthen the hands 
of the Government in devising measures to shut out enemy goods 
from British markets. Other olauses of this resolution urged the 
necessity of educational reform, improvement in working condi- 
tions and in housing accommodation, and the abolition of any 
monopoly of natural resources which provides income without 
service. | 

Ап important item in the proceedings was а resolution demand- 
ing the restoration of the status quo ante bellum when peace is 
declared, in accordance with the firm promises of the Government. 
That this bond must be redeemed without reserve will be admitted 
by all parties, but we very much doubt whether the workers, on 
reflection, will desire it, for it cuts both ways, and more to the dis- 
advantage of the workersthan of any other party in theState. Restric- 


tion of output inevitably implies low wages—otherwise successful 


competition afterthe war will be impossible ; the workers haveexperi- 
enced the benefits of high wages, which have added to their comfort 
and raised the standard of living even ina period of exceptionally high 
prices—is it conceivable that they will wish to return to the former 
conditions? By maintaining a high output, they can retain their 


high wages, and we are confident that, when confronted with the 


alternatives, they will have no hesitation in making the choice. 
But a concurrent reorganisation of industry is essential, and we 
trust that some means will be found whereby masters and men can 
come together and amicably resolve the numerous problems with 
which they are confronted. 


Overhead Lines and the Board of Trade.— We are 
informed by the Board of Trade that а considerable number of 
applications have been made for the consent of the Department to 
the erection of temporary overhead lines for the transmission of 
electrical energy. Attention is drawn to the accompanying 
memorandum relating to the particulars required by the Depart- 


-ment in connection with such applications :— 


" Every application for the consent of the Board of Trade to the 
placing of electric lines above ground should be accompanied by 
the following particulars : — 

“1. Where the undertakers are a company, or & local authority 
supplying outside their own area, evidence of consent of the local 
authority* for the district. | 

"* The local authorities are :— , 

“ (а) In England and Ireland :—Borough Councils, Urban Dis- 

. . trict Councils, Rural District Councils. 

"(5) In Scotland :—Police Commissioners, Gas Commissioners, 
| Town Councils, County Councils. 

"2. À stotement showing commercial or other considerations 
why underground cables should not be used. . 

“3. A brief description of the proposed system, whether by con- 
tinuous or by alternating current; the working voltage ; the kind 
of wire, whether copper or aluminium ; whether solid or stranded ; 
the total sectional area : tensile strength and elongation ; average 
and maximum length of span ; minimum height of wires from the. 
ground ; name or description of automatic protective device, if any, 

`4. А statement whether the supply is to form (1) ап extension 
of an existing system of underground cables, or (2) of an existing 
traction system, or (3) an independent system. 

"5. An ordnance map on a scale of 6 in. to the mile, showing 
the proposed route of the overhead lines and any existing overhead 
lines. The sheets of these maps must be fastened together. 

"6. In the case of high and extra high pressure, plans of con: 
struction of poles, &c., on a scale of about 1 in. to the ft., ora 
reference to previously deposited plans where these are identical 
with the proposed work. | 

" NoTES.—Codes of Regulations have been made (1) for overhead 
lines for low-pressure and medium-pressure continuous-current 
supply, and for low-pressure alternating current supply, ала 
(2) for pressure exceeding low or medium pressure continuous» 
current and low-pressure alternating current. Regulations will be 
made for each case separately, following these codes unless special 
alterations are sanctioned. 

“ Attention is called to the necessity for obtaining the approval 
by the Postmaster-General of plans and works under Sec. 14 of the 
Schedule to the Electric Lighting (Clauses) Act, 1899." 


The A.S.E. Secretaryship.—As a result of the ballot of 
members of the Amalgamated Society of Engineers, Mr. Robert 
Young has been appointed secre ta y. He polled 4.196 votes more 
than Mr. Tom Mann. Mr. №. Glennie is to be assistant general 
secretary. i - 
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Appointments Vacant.—Assistant master in electrical 
engineering for the Regent Street, Polytechnic ; working inspector. 
for temporary electrical installations in the Northern Command: 
assistant electrical engineer (358.) for the Ascot Electricity 
Works; shift engineer (45s.), fitter driver (40s.) and sub-station 
attendants (30s. to 358.) for the Rhondda Tramway Electricity 
Works. See our advertisement pages to-day. 


Hard Paste Porcelain—At the British Association 
meetings held at Newcastle-upon-Tyne last week, an extremely 
interesting exhibit was shown in the chemistry laboratory com- 
prising a display, in white hard paste porcelain, of various pieces 
used in the electrical trade. 

These articles were manufactured by Messrs. Taylor, Tunnicliff 
and Co. of Eastwood, Hanley. in conjunction with Mr. C. Н. 
Thompson, F.C.S., of Amblecote. who have been generally congra- 
tulated upon successfully carrying out'an important achievement 
in а department that has always been considered a Continental 
monopoly. The actual samples exhibited will shortly be available 
for inspection by those interested, at Messrs. Taylor. Tunnicliff's 
London office at 23, Holborn Viaduct. and the company's London 
director. Mr. M. J. Dark, will be pleased to rive every facility for 
such inspection. This exhibition is the more interesting in view of 
the fact that. as mentioned on p. 291 of this issue, the Government 
have allotted a considerable sum of money to the governing body 
of the Pottery and Mining Schools. Stoke-on-Trent. for the establish- 
ment of research work in this particular direction. 


Engineering Trade Policy.— We are informed that in 
view of the national prominence of the engineering industry, the 
Lord Mayor is соптепіпе a public meeting at the Mansion House, 


at 3 p.m. on Wednesday next, September 20th. to discuss future . 
trade policy, with special reference to the economic utilisation of, 


the engineering works of the nation, which have been so largely 
expanded in capacity and equipment during the past two years. 
The organisation of the meeting is being undertaken by the 
British Electrical and Allied Manufacturers' Association, with the 
support of the British Engineers Association, the British Empire 
Producers’ Orvanisatlon, and the Engineering and Electrical Sec- 
tions of the London Chamber of Commerce. Applications for tickets 
of admission should be sent to Mr. T. C. Elder, Organising Secretary 
for the Meeting. B.E.A.M.A. Offices. 36, Kingsway. London. W.C.. or 
to the Secretaries of any of the above organisations. 


Volunteer Notes.—FiRsT Lonpox ENGINEER VOLUN- 
TEERS.—Headquarters, Chester House, Eccleston Place. S.W.— 
Orders for the week by Lieut.-Col, С. В. Clay. V.D. Com- 
manding. 

Monday, September 18th—Technical for Platoon No. 9. at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Nig- 
nalling Class. Recruits’ Drill, 6.25— 8.25. 

Tuesday. September 19th.—Range Practice. 

Wednesday. September 20th.—Lecture. 7.15. Lecture. W. Eyles. 
Esq. (late R.E.). 7.15, " Demolitions.” Platoon Drill. Platoon 
No. 1. Range Practice. 

Thursday, September 21st.—Instruction Class, 5.45. 
Drill, Platoon No. 5. Range Practice. 

Friday, September 22nd.—Technical for Platoon No. 10. Regency 
Street. Squad and Platoon Drill No. 9. Signalling Class. Recruits’ 
Drill, 6.25—8.25. - 

Saturday, September 23rd.—Instruction Class. 2.30, Company 
Commander Fleming. | А 

Sunday, September 24th.—Entrenching.—Parade Victoria Station 
(S.E. & C. Railway). Booking-office, 8.45 a.m. 

MACLEOD YEARSLEY, Adjutant. 


3RD BATT. (OLD Boys’) COUNTY OF LONDON VOLUNTEER REGI- 
MENT.—Battalion Orders by Major R. J.C. Eastwood (Commandant), 
Thursday, September 14th, 1916 :— " 

Week-end Parade.— Saturday.—Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 8.40 a.m.. for Entrenching duties. 
Those who cannot take the early train will parade at 1.20 p.m. _ 

Sunday.—Parade at Liverpool Street Station. 9.30 a.m., for 
Entrenching duties. 

Route March.—It is intended to hold a Route March on 
Saturday. 23rd inst. G. H. Е. DcNcAN. Acting Adjutant. 


Platoon 


OUR PERSONAL COLUMN. 
The Editors inrite electrical engineers, whether connected with the 
teçhnical or the commercial side of the profession and industry, 


algo electric tramway and ratlway officials. ta. keep readers of the 


ELECTRICAL REVIEW posted ая to their movements. 


Central Stetion Officials.—The staff of the Heywood Cor- 
poration electricity works have presented Mr. R. B. LEACH, 
chief engineer and manager, with a smoking outfit and testi- 
monial оп the occasion of his leaving to take up his duties 
as borough electrical engineer at Loughborough. 

The South Shields T.C. has inereased the salary of the 
borough electrical engineer (Mr. Н. S. ELLis) from £450 to 

per annum. Mr. Ellis applied for an advance of 2100. 

General.—Upon the occasion of his marriage, Mr. HAROLD 


WRIGHT was last week presented by the office staff of the. 


British Insulated & Helsby Cables, Ltd., with a set of cutlery 
and spoons. . 
Lieutenant GEonGE Epwanp Preece, Royal Engineers, who 
was married at Bradford, on Friday, to Miss Dorothy Ma 
Beresford Mitchell, daughter of Mr. and Mrs. J. G. Mitchell, 


is now presumed to 


of Nab Wood, is by profession an electrical and mining engi- 
neer. He came home on short-leave from the Front. 

At 'Stoke-on-Trent Parish Church, on September 5th, the 
marriage took place of Mr. Frank Harton, assistant general 
manager of the Potteries Electric Traction Co., and Miss Clara 
Booth, of Stoke. E 

Mr. E. J. NaLLx, vice-president and general manager of the 
Marconi Wireless Telegraph Co. of America, sailed for Eng- 
land on September lst on business. 

Mr. H. W. LEONARD, who for the past six years has held 
an important position in the G.E.C. publicity department, 
hus recently joined up for service with the London Electrical 

ngineers. 


Roll of Honour.—Rifleman Josera ConrrELD, of the Rifle 
Brigade, whose death in action is reported, had twice pre- 
viously been wounded. He was formerly employed in the 
electrical department of Messrs. A. Knowles & Sons, colliery 
proprietors, Pendleton, and was 19 years of аре. ` i 
, Private W. CLEMS, of the South Lancs, Regiment, who is 
in hospital at Birmingham, suffering from wounds and shell 
shock, was employed before the war in the electricity depart- 
ment at the works of Messrs. Joseph Crosfield & Sons, Ltd., 
soap manufactQrers, Warrington. 

Lance-Corporal LEoNaARD P. ВЕЕСН, of the King's (Liver: 

1) Regiment, formerly on the office staff of the British 

sulated & Helsby Cables, Ltd., has been wounded, as has 
also Private ARTHUR HULME, of the Cheshire Regiment, em- 
ployed by the same company. | : 

Sapper C. E. WHrTTLE, Royal Engineers, is in hospital in 
Aberdeen .suffering from wounds. Prior to enlisting he 
posed in the Bolton Corporation electrical fittings depart- 
ment. 

Trooper B. BrowntnG, Royal East Kent Mounted Rifles, 
who was on the Faversham Corporation electricity staff, is in 
hospital at Addington Park, Croydon. 

Sergeant VrioroR JOHNSON, Queen's Royal West Surrey 
Regiment, who enlisted whilst a wireman. with the Godalming 
Electricity Co., has gained the Military Medal for gallant con- 
duci in rescuing an officer from between the British and 
German lines. 

Private CHARLES LrTTLE, King’s (Liverpool) Regiment, who 
belongs to Douglas (I.O.M.), and left a position as electrical 
engineer in America to join the Forces, is reported from 


` France to be missing. 


Lance-Corporal E. С. Price, Sutton, who has fallen in 


action in France, was, on his enlistment, engaged with.the 


South. Metropolitan Electric Tramways & Lighting Co. 

The Military Medal has been granted to Corporal J. W. 
RicHARDSON, West Yorkshire Regiment, for gallant service 
in the field. He was engaged in the offices of the York 
municipal electricity undertaking. 

Private THomas BENNETT, Loyal North Lancashire Regi- 
ment, reported from France to be missing since July Brd 
last, enlisted whilst with Messrs. Dick, Kerr & Co., Ltd., of 
Preston. . : 

Private M. ConniGAN, of the Manchester Regiment, for- 
merly employed at the British Westinghouse Works, Trafford 
Park, is missing. uc E 

Private S. Roy HorwEs, West Yorkshire Regiment, an ap- 
prentice with Mr. Reginald Falshaw, electrical engineer, of 
Harrogate, who enlisted at the outbreak of war, has died of 
wounds received in action. Не «vas 22 years of age. 

We regret to note that THomas Francis PniLLIPS, Mortar 
Battery, younger son of Mr. and Mrs. C. J. Phillips, of Ash- 
croft, Orpington, was killed in action on September 2nd. We 
tender to Mr. C. J. Phillips, who was the provincial super- 
intendent of the Southern Provinces of the late National 
Telephone Co., our deep sympathy in his bereavement. 

Private ERNEST Јов FanNswoRTH, Suffolk Regiment, who 
has died of wounds received in action in France, enlisted 
whilst with Messrs. Siemens, Stafford. | | 

Private Ernest WiLLIAMS, North Staffs. Regiment, who 
enlisted at the outbreak of war whilst with Messrs. Siemens, 
Stafford, and who has been missing since October 13th, 1915, 
have fallen in action on that date. 

Acting Quartermaster-Sergeant GEO. KENDALL, Royal Field 
Artillery, wounded in action in France, was formerly mana- 
ger of the Reading Corporation tramways parcels office. 

Private R. C. WaHeWELL, of the Royal Scots, has. been 
awarded the D.C.M. for gallant conduct in France. -He was 
employed at the L. & Y. Railway .Со,'в electrical power station. 

Acting-Corporal W. SaxDEns, Rifle Brigade, officially re- 
ported killed, was employed by the Lancashire Dynamo and 
Motor Со. . - оку: RTT 
> Private Frep Looxey, King’s (Liverpool) Regiment, killed 


in action, was employed at the British Westinghouse Co.’s 


К camel FRANK CRESSALL, Royal Warwickshire Regi- 


was killed in action on the 4th inst., aged 24: “Мг. 
Cum was in the employment of Messrs. Mavor & соо. 
J.td., at the time of the outbreak of war, and it was arang 
about that time that he should join the Creseall лшн, 
turing Co., of Birmingham, as junior partner, but instead’ ot, 
so doing he joined the Colours soon after leaving Мет. 
Mavor & Coulson, Ltd. Prior to being with that nn é ane 
been with the Electrical Apparatus Co., Ltd., Lon on, п 
Electric & Ordnance Accessories Со. 1 Ltd., Aston, and ie 
General Electric Co., Ltd., Witton, where he commenced 


training. 
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' Captain James Henpry, of the Royal Scots, an electrical 
engineer who served at Glasgow and Pittsburg, and was later 
‘a consulting engineer at Rochdale, has died of wounds re- 
ceived in action. | ‚ 

Bombardier G. A. Вапу, Royal Field Artillery, formerly 
an electrician on the engineer's staff at the Liverpool Post 
‘Office, has been killed, aged 25 years. 2 ЕЕ 
: Private Сесп, Dopp, of the Manchester Regiment, killed in 
action; was а former employé of the British Westinghouse 
‘Co., Trafford Park; and Private Harry CnossLEY, of the 
Manchester Regiment, another employé of the same firm, 
has been wounded while fetching stretcher-bearers to assist 
a wounded comrade. | 
„Ме regret to learn that the younger son of Mr. James 
-McMillan (James McMillan & Co., formerly the Ericsson Bell 
Telephone Co.) was killed in action in France on September 
And; . Не joined the London Rifle Brigade, but was trans- 
ferred to the London Regiment. He was 19 years of age, and 
аа only been in France three weeks. He was educated at 
Highfield School and Hanover. 

Mr. R. M. Віѕнор, formerly associated with the accounts 


department staff of Siemens Bros. Dynamo Works, Ltd., at . 


Upper Thames Street, E.C.. has been promoted while on 
-active service to the rank of sergeant. He was also awarded 
the Military Service Medal for conspicuous bravery at 
Pozieres. | 7 
. Private J. W. Соттом, of the King's (Liverpool) Regiment, 
whose death from wounds is announced, was employed by 
Messrs. Ferranti, Ltd. 
. ‚Private WALTER OFFIELLD, of the Scottish Borderers, pre- 
viously reported missing, and now officially reported killed, 
was employed prior to his enlistment at the British Westing- 
house Works, Trafford Park. He was 19. Another employé 
of. the British Westingohuse, Lance-Corporal E. W. ТОКЕ, 
aged 22, is now reported killed, after having been posted as 
‘missing. Private J. WYLLIE, aged 26, another former em- 
ployé of the firm, has been killed while acting as stretcher- 
bearer. He had served at Gallipoli and in France. | 
Private Ernest LAND, of the Cheshire Regiment, now re- 
ported killed after having been previously reported missing, 


was 27 years of age, and was formerly employed at the. 


British Westinghouse Works, Trafford Park. · Sapper Р. 
Harris, of the Royal Engineers, also formerly of the West- 
inghouse Works, has been killed, aged 22 years. | 

- Private L. STEELE, of Crewe, formerly employed in the elec- 

‘tric. shop at Crewe Railway Works, has been wounded. 

. Private Росов Gipson, of the Royal Welsh Fusiliers, who 
has. been wounded, and is now in hospital in France, was 
‘employed prior to the war in the electricity dapartment at 
‘Blackpool Tower. 


Obituary.—Sin James SrvEwnRIGHT, C.M.G.—We regret to 
learn that Sir James Sivewright passed away on September 
ЛО, at the age of 68 years. He was born at Fochabers, Scot- 
land, and was educated in that country, taking a degree of 
M.A. at the Aberdeen University. Originally it was intended 
that he should enter the Government Telegraph Service in 
India, and, having passed the examination for this purpose, 
‚һе underwent practical training for the Indian service under 
the late Sir W. H. Preece, at the Hartley Institution, South- 
ampton. At that time Sir W. Н. Preece (then Mr. Preece) 
was telegraph divisional engineer of the southern district of 
England, with headquarters at Southampton. At the organi- 
sation which followed on the transfer of the telegraph sys- 
tems of the United Kingdom to the State (under Post Office 
control, Mr. Sivewright was offered by Mr. Preece the 
. position of engineer-superintendent of that portion of the 
southern division which had its chief office at Southampton 
(other superintendents being located at Exeter and Bristol). 
‘This position of superintendent was accepted, and was held 
by Mr. Sivewright for a number of years, until, at the re- 
guest of the South African Government, an expert was asked 
for for the purpose of „reporting upon the position of the 
whole telegraph system in South Africa; on the recommenda- 
tion of Mr. Preece, Mr. Sivewright was nominated for this 
‘work. As a result of the visit to South Africa, Mr. Sive- 
wright became chief of telegraphs in that country, and under 
his administration great improvements were made in the ser- 
vice; for his services in this connection Mr. Sivewright 
was given the honour of C.M.G. Being brought into close 
contact with the various South African governmental and 
industrial authorities, Mr. Sivewricht’s abilities resulted in 
his being offered a seat in the Government Cabinet. whilst 
his commercial abilities enabled him to make a considerable 
fortune. During the Boer War he offered his large estate 
for the, purposes of a home for the British wounded. On the 


conclusion of the war he returned to England, and settled 


down in kis native Scotland, on an estate which he had 
acquired. Sir James will perhaps be best known as the joint 
author ‘with Sir W. Н. Preece of the well-known book on 
"Telegraphy," published by Longmans, a book which has 
acquired a name as a standard work, and which has gone 
through very numerous editions. Не was secretary of the 


Society of "Telegraph Engineers (now the Institution of Elec- 


iriéal Engineers) for just over a vear (1876-77). Sir James, 
who had héen ill for some time, passed away at а nursing 
home in Shropshire | 

шү CHARLAS SPARKS.—Mr. S. C. Sparks, who has 
led at Leeds, was formerly the telegraph’ superintend ti 
the city. Не was 73 years of age. SENT 


CITY NOTES. 


| An extraordinary general meeting of 
The Metropolitan the Metropolitan Electric Supply Со, 
Electric Supply Ltd., will be held on Thursday, Septem- 
Co., Ltd. ber 28th, at 2.30 p.m., at Salisbury 
House, to consider the report of the 
committee appolnted at the ordinary general meeting held on 
March 22nd, and, if approved, to pass the following resolu- 
tions :— ; | 

1. That the report dated August 16th, 1916, of the com- 
mittee appointed by the general meeting held on March 99nd 
last, and issued to the shareholders with the notice SEN 
ihis meeting be, and the same is, hereby approved an 
adopted, and that the arrangements thereby recommended be 
carried into effect. | L 

2. That Mr. Andrew Wilson Tait, Mr. George Balfour, and 
Mr. George Verity who are recommended’ by the committee 
and by the board for election be, and they are, hereby elected 
directors of the company. е 0 

3. That the committee be directed to place.at the disposal 
of the board the reports of the experts: employed by them, 
together with all such information as the board may consider 
to be of service to the company. 

At the conclusion of the business of the extraordinary 
meeting the: consideration of the business left unfinished at 
the ordinary general meeting held on March 99nd will be 
resumed, and Mr. Geoffrey Blackwell and, the Rt. Hon. F. 
Leverton Harris, M.P., two of the directors retiring by rota- 
tion, will be proposed [or re-election, Mr. G. A. oncrieff, 
the third director’ retiring by rotation, having resigned his 


seat at the board. 


The following is the report of the shareholders’ committee 
referred to above :— 

We have proceeded upon the reference made at the general 
meeting of the company held on March 22nd, and have 
examined into the affairs of the company and the past and 
future conduct of the business. 

We have held upwards of 30 meetings and have interviewed 
all the present directors, except Mr. Moncrieff, also the three 
directors who have retired, and Mr. Highfield and the com- 


peny's other chief officials. 


We have also had placed before us numerous reports and 
minutes, and in particular the reports recently prepared at 
the instance of the board by Sir John Snell, the well-known 
ccnsulting electrical engineer, and by Messrs. Jackson, Pixley 
and Co., chartered accountants. 


We instructed Mr. Charles P. Sparks, president of the. 


Institution of Electrical Engineers, and Mr. David H. Allen, of 
Messrs. Harris, Allen &.Co., chartered accountants, to assist 
из, and they have acted as our assessors and have made their 
written reports to us. We are much indebted to them and 
also to Mr. Furnival Jones, who has acted as our secretary, 
for the valuable assistance they have rendered us throughout 
this inquiry. 

Having concluded our inquiry, and having carefully con- 
sidered the evidence, it seemed to us desirable that if pos- 
sible some arrangement with the present board should be 
ccme to, so as to avoid the necessity of publishing a report 
dealing with various matters intimately connected with the 
company’s business and affairs, which if made public might 
seriously interfere with the trading and future prosperity of 
the company. ps 

With this end in view we approached the directors, and 
are pleased to report that an arrangement has been arrive 
at, which we believe will be satisfactory to all sections of 
shareholders and ensure harmony on the board. . 

Mr. Harrison Cripps has placed his resignation of the chair- 
manship in the hands of the board. Mr. Andrew Wilson Tait, 
a member of the firm of Messrs. George A. Touche & Co., 


&nd Mr. George Balfour, of Messrs. Balfour. Beatty & Co., 


Ltd., and Mr. George Verity, chairman of Veritys , Ltd., 
whom we have suggested as suitable persons (the first-named 
as chairman) wil be added to the board. the number of 
which is for the present, at all eventa, to be limited to seven. 
The board as reconstituted will be as follows:— Mr. Andrew 
Wilson Tait (chairman), Mr. George Balfour, Mr. Geoffrey 
Blackwell, Mr. W. Harrison Cripps, Rt. Hon. F. Leverton 
Harris, M.P.. Mr. J. Carr Saunders, and Mr. George Verity. 

In view of this arrangement we feel that no useful purpose 
can be served by referring to the matters of controversy 
raised at the last meeting of the shareholders. At the same 
time, we feel it right to express regret that personal imputa- 
tions should have been made on that occasion which in our 
opinion were not justified. m 

We also wish to record our opinion, that the services of 
Mr. Highfield, as engineer, have been most valuable to the 
company and should be retained. 

We would further add that in our opinion the board should 
direct their snecial attention to the energetic development o 
business in the western area. | | 

Under all the cireumstances we confidently recommend the 
shareholders to accept the arrangement indicated above, and 
if desired we shall be prenared to place before the new board 
such information a3 we have acquired, including the reports 
which have been put before us, and to give to the company 
зву other assistance in our power. | К 

The report is signed by the members of the shareholders 
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committee, namely, Messrs. Roger Gregory (chairman), R. 
Melvill Beachcroft, and W. S. Poole. 
The report of the directors for the year 
Victoria Falls ended December 8186, 1915, states that 
and Transvaal the issued share capital amounted to 
«Power Co., Ltd. £3,000,000 and the debenture capital to 
£4,465,620, a further £78,300 of the 54 
per cent. second mortgage debentures having been purchased 
during the year 1915. The year's business has resulted in 
à profit of £729,662, which, with the £106,447 at the credit of 
profit and loss account as at December 3lst, 1914, remaining 
after payment of the dividends on January 6th and June 21st 
1915, and an adjustment of income-tax, makés a gross total 
ot £845,049. Aliter providing for interest.on debentures for 
the year, 1915, amounting to £232,557, and for depreciation, 
income-tax, excess profits duty, &c., amounting to £274,025, 
the balance remaining is £339,068. A dividend was declared 
last December of 6 рег cent. per annum, less income-tax, 
for the ten months ended February 28th, 1915, on the prefer- 
ence shares, and а further dividend on the preference shares 
also of 6 per cent., less income-tax, for the ten months ended 
December 31st, 1915, was declared in May, 1916. These divi- 
dends were paid in January and June, 1916, respectively, 
and absorbed £177,499, leaving £161,568 to be carried forward 
to the current year’s accounts. Since the last report, the 
second large turbo-generator at the Brakpan power station 
has been brought into commission, and the whole of the 
plant for all the power stations of the combined undertakings 
is now installed. Sir Henry Birchenough, K.C.M.G., and Sir 
Charles Metcalfe, Bart., retire, and, being eligible, submit 
themselves for re-election. Since. the last- meetin Mr. Lue- 
beck has reaigned his seat on the board. Серёга! meeting: 
September 22nd. | 
The report for the year ended April 
. Manaos 80th states that the adverse influences 
Tramways and which caused a decrease in the earnings 
Light Co. during the preceding year, have still 
been operative, although to а somewhat 
lesser extent, and indications of better trading conditions in 
the Amazon valley are not lacking. Brazilian exchange de- 
clined slightly in the course of the year, but is showing signs 
of greater steadiness during the last few months. This depre- 
ciation of currency has resulted in a loss of £13,093 on remit- 
tances from Manaos during the year. The gross earnings 
were £110,524, as compared with £110,420, and operating 
expenses £76,172, against £82,240; as a result the net operat- 
ing revenue carried to profit and loss account increased from 
£26,180 to £34,352. ter providing for debenture interest, 


sir:king fund; interest on loan, London office expenses, sundry . 


charges and the loss in exchange already referred to, £1,661 
is carried to the balance sheet. The indebtedness of the State 
Government has been slightly reduced, and every possible 
effort is being made with a view to avoiding a further accu- 
mulation of unpaid bills for public lighting. Meeting: 15th 
inst.—Financial Times. A 


Canadian General Electric Co.—The directors have de- 
clared а quarterly dividend of 1} per cent. for the three 
months to September 30th, being at the rate of 7 per cent. 
per annum on the common stock. 


Manila Electric Railroad & Lighting -Corporation.—The 
ectors have declared a dividend of 14 per cent. for the 
quarter to September 30th on the common capital stock. 


Globe Telegraph & Trust Co., Ltd.—The directors have 
declared a quarterly interim dividend of 3s. per share on the 
preferred shares, less income-tax, and 2s. per share on the 


ordinary shares, income-tax having already been deducted. 


ED 


STOCKS AND SHARES. 


TuEeSDAY EVENING. 


Console rose to 604, producing a still more cheerful effect 
upon investment markets as a whole. The full extent of 
the rise was not held, but the price of the Funds kept 
steadily over 60. Except for Home Railway stocks, the 
demand is noticeably urgent for good securities of all kinds. 
Why Home Railway stocks should be dull it 1s difficult to 
вау, except from the aspect of the labour world. There is no 
doubt but that apprehensions of industrial trouble after the 
war are checking purchases in this market. Meanwhile, m 
spite of hints of similar difficulties in other trades, shares in 
domestic industrial companies are increasing in value every 
ay. The iron, coal, and steel group stands out with promi- 
nent strength. | 

The Mexican situation is declared to be better, in conse- 
quence of the reported withdrawal of 40,000 United States 
troops from the Mexican frontier and the further advances 
of General Carranza to President Wilson in the interests of 
peace. Nevertheless, definite news is 80 dificult to obtain 
that prices of Mexican issues have scarcely moved. Dealers 
in the various markets report that holders will not_sell, but 
at the same time, there are only a few buyers. Therefore 
prices keep firm, aiid Mexico Tramway bonds of both classes 
ave rigen a point. The British Columbie group is excep 


- 


tionally good,.the preferred and deferred drawing together 
at 544, the rises being 14 and 34 respectively. The preference 
ів up at 72; and although the debentures have not changed 
quotably, they are extremely difticult to get hold of. 

Anglo-Argentine Tramways remain a weak spot. Besides 

the recent commentaries on the perplexities that are troubling 
the Argentine Republic as a whole, the Railway and Tram- 
ways Companies are known to be handicapped by the high 
price of coal and by the difficulty of obtaining supplies. ‘Lhe 
Anglo-Argentine Tramways deferred the last dividend on its 
second preference shares, and there is just the fear lest the 
first preference may also have to go without their dividend 
in respect of the current six months. 
' The troubles of the Argentine Republic are only temporary, 
of course; and the purchases of various Argentine stocks 
which the Americans were making some few months ago 
point to the faith that United States investors have in the 
country. Evidently there is a difficult furrow to be got 
through before prosperity re-emerges, and some talk as if 
only the end of the war, bringing with it a release of shipping 
facilities, is likely to mend matters permanently in the 
country. : 

Brazilian Tractions are week at 603. Digestion of the report 
has nob brought in buyers; and during the past week or во 
ihe milreis has shown signs of going back. Heaviness spreads 
over most stocks and shares connected with Brazil, the Rail- 
way shares going back with the rest. At their present price, 
Brazil Tractions show a fall of 1 on the week. | 
- Canadian General Electrics dipped to 120, but recovered to 
128. Pennsylvania Waters are a good spot at 82, this being a 
rise of 2 points this week.. Consolidated Electric Power of 
Baltimore was quoted ex dividend yesterday (Monday), the 
common and preferred being now 115 and 118 respectively. 
The company's 5 per cent. debenture stock has not yet 
appeared in any of the Treasury lists as being required by 
the Government for deposit under Scheme " B." The mild 
gamble in Cordoba Light, Power & Traction ordinary has 
given way to quietude, and the price of the shares is about 
4s. 9d., the 5 per cent. debenture being quoted 75-80, but not 
having Changed hands since February last. ) 

The list of domestic electricity shares is very firm. City 
preference are à up at 103. St. James's rose to 6%. Charing 
Cross ordinary and preference have both arrived at 3 9/16, 
showing а loss of 1/16 in the former case and a gain of 
the same amount in the latter. There is a fair demand for 
electricity supply shares, and, as we have pointed out before, . 
the buyers are disregarding the war period. South Metro- 

litan ordinary are steady at 19s. А little business in Urban 
Electrics resulted in the preference easing off to 28. Thè 
ordinary changed hands a day or two ago at 4s., and the last 
price marked in the debenture stock is 73. 

The report of the Shareholders’ Committee of the Metro- 
politan Electric Supply Co. has now been published to the 
shareholders. In brief, the report suggests a slight re-arrange- 
ment of the board, and sets out the names of seven gentle- 
men recommended as suitable. The committee breathe con- 
ciliation and peace. They deprecate publication of any report 
dealing with matters intimately connected with the com- 
pany's business and affairs which, if made publie, might 
seriously interfere with its future prosperity ; and they believe 
that the arrangement with the directors will be satisfactory 
to all sections of shareholders, and will ensure harmony on 
the board. An extraordinary general meeting is therefore 
convened to take place on Thursday fortnight, September 
98th, and there seems to be no reason why this should not 
be an entirely amicable gathering. The great majority of 
shareholders will certainly be only too glad to feel that the 
company is once more proceeding harmoniously with its 
work, and that personal considerations no longer embarrass 
the proper business of the concern. TU 

London United Tramways debenture stock has improved 
to 48. Potteries preference advanced to lis., and the ordi- 
nary are better at бв. 6d. Victoria Falls & Power preference 
jumped sharply to 19s. 9d. on the publication of the annual. 
report, and the ordinary have hardened to 9s. 3d., the latter 
being now well within sight of a dividend. In the course of 
another year, it may be reasonably hoped that the ordinary 
will receive а modest distribution. | 

Telegraph stocks are steady on the whole, though the 
Eastern group is a little easier, Eastern ordinary receding d 
points and '' China " shares falling 4, Marconis remain quiet. 
The recent flutter of excitement in Americans has subsided, 
though the price keeps firm аё 19s. 6d.; while Canadians. 
which participated but little in the rise in Americans, hold 

half-a-guinea. | | | 
юте күүс fal in Home Railway stocks is one of Зі 
points in Central London non-assented ordinary. this dropping 
to 444 on a little stock coming to market. The assented is 
also в point down at 73. Metropolitans weakened to 25, and 
Underground Electrics are also в trifle easier, the dullness 
being due to the prevailing sentiment in the market as & 
whole. . . t 
- Amongst industrials, Babcock & Wilcox, after their recen 
nen. have gone back а trifle to 3 1/16. and CE 
Kellners fell & to 33. British Aluminium at 96s. 3d. ue 
pence higher. по ш mue been better during the pas 

в. Dick, Kerrs droppe 
i A up at 122, and the rest of the list keeps very 


steady. The rubber market, фоо, is fi 
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tes narrowly around 2s. 3d. per lb., the changes having 
little effect upon the share market. For the moment, Borneo 
rubber shares are popular; but the general tone of the market 
is robust, and buying orders come in steadily from all parts 


of the provinces. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Номе ELEOTRIOITY COMPANIRS, 


Dividend Price 
— Sept. 12, Rise ог fall Yield 
1914. 1915. 1918. this week, р.с. 
] — 718 3 
Brompton Ordinary .. .. 10 - 10 63 £ er 
aring Cross Ordinary v 5 6 8% — x35 7 
us do. do. 4à Pref. 44 4} 8, + d 6 6 4 
РЕ 9 B Mid С 610 8 
of London .. e. ais c ~ 
pe^ do. 6percent. Pref. 6  *6 | T +% 5 16 4 
County of London e s 7 1 п — 6 7 
do. 6 per cent, Pret. 6 8 iC — 518 0 
Kensington Ordinary .. . UB 7 ба — 6 7 : 
London Electric .. T vs 4 8 1 j — 6 10 
: do. do. 6 per cent, Pref. 6 8 4dxd - 618 4 
Metropolitan .. .. «e 1 8 23 — 591 
do. 4à per cent. Pref. 4 4à 8 — 1 40 
8t. James' and Pall Mall , 10 8 6 +4 5 6 
South London  ... M aoe 5 5 2 — 8 18 10 
South Metropolitan Pref. is 7 1 1 — 67 8 
Westminster Ordinary .. .. 9 1 6 — 513 0 
TELEGRAPHS AND TELEPHONES, 
lo-Am. Tel. Pref. ee ee 6 6 108 — 4 Б 16 8 
ARE do. Def. oe ee 80/- 88/6 283 АТ 9 8 9 
Chile Telephone .. Я . 8 B 7 — 614 6 
Cuba Sub. Ord. .. "s S 6 6 4 — A: 8 6 
Eastern Extension ©: . um B и — à 586 
Eastern Tel. Ord. ae 7 В 141 —2 *6 810 
Globe Tel. and T. Ord. .. 6 7 19i — *6 8 8 
do. Pref. 8 8 104 == p 10 - 
reat Northern Tel, .. ~ 22 22 4 — 
аат Sa oe .. 18 18 49 — 612 8 
Marconi  .. ET oe . 10 ш 854 — 8 2 9 
New York Tel. 44 ae - 4 44 100 — в 10 0 
Oriental Telephone Ord. .. 10 10 2r — 4 811 
United R. Plate Tel. ee ee 8 8 ба т *5 16 6 
West India апа Рап, ee se 1 eu: lis — = 
Western Telegraph  .. . 7 8 16 — © 68 
Home RAILS, 
Central London, Ord. Assented 4 4 18 -1 597 
Metropolitan T ae IE 1 i 400 
do. District  .. SUN Nil 18} — Nil 
Underground Electric Ordinary Nil Nil 114 — Nil 
do, do, "A" .. Ni Nil 613 — Nil 
do, do, Income 6 6 89ха — 4 *6 14 10 
| Forrien Trams, &с. 
Adelaide вор. 6 рег еп Pref. : Р m — " - й 0 
lo-Arg. Trams, First Pref. 5 
шол ' md Pref. .. af B 8 = = 
do. 6 Deb. 5 b 16 — 619 4 
Brazil Tractions .. „Ж se oc d 4 60 — { 6 11 8 
Bombay Electric Pref. .. EM 6 6 X = 614 8 
British Columbia Elec. Rly. Pice. 5 5 78 +1 619 0 
do. do, Preferred — Nil 543 +14 Nil 
= до. до. Deferred — Nil 64% +84 ` Nil 
do. do. Deb. 4 4i 68 - 6 50 
: Mexico Trams 5 per cent. Bonds — Nil 41 +1 Nil 
do. 6 percent. Bonds — Nil 86 +1 Nil 
Mexican Light Common za Nil Nil 19 — Nil 
do. Pref. ee oe Nil Nu 34 — Nil 
MANUFACTURING COMPANIES, 
Babcock & Wilcox x ~ 14 16 94 -h 418 0 
British Aluminium Ога. oe б 7 20/8 4 8d. 568 
British Insulated Ord... .. 15 17 124 +3 700 
British Westinghouse Pref. .. 7) 1 a + 6d. 6 12 
Callenders.. .. .- .. 15 90 9 + $ 800 
do. _ 5 Pref. коз 5 5 4 = 517 8 
Castner-Kellner .. ie - 0 — ag — i 568 
Edison & Swan, £8 paid - Ni — 10/6 — Nil 
do. do. fullypaid .. Ni — 1y — Nil 
do. do. 5 percent. Deb, Б 6 624 — 800 
Electric Construction .. vs 6 73 17,6 — 811 6 
Gen. Rilec. Pref. ee ee ee 6 6 10 — 6 0 0 
йо Ота... ‘ .. 19 10 14 +3 7 210 
Henl y ве ee 20 25 16 xd 5 7 9 2 
do. 4$ Pret, eo е . 44 43 E 4 ха — b 6 0 
India-Rubber oe oe ee 10 10 19 Dem *8 B 4 
Telegraph Con, se oe ee 20 20 89 = *g 4 0 


* Dividends paid free of income-tax. 


ELECTRIC. TRAMWAY AND RAILWAY 
 . TRAFFIC RETURNS. 


Month | Receipts for |8 Route 
Locality, ended | *^ the c9 Total to date, miles 
(4 wks.) month, Ze open, 

£ Р Р £ Е 


81,806 | + 2,978 | B | .. 
85 | 170,602 | +- 5,419 | 80:5 | .. 
TÉ .. ee m 85 17,735 |t 134 | &*B9| .. 
Dublin... 85 | 229.85 | — 8,317 54°95) .. 
Hastings .. is . | 32 | 36481 |- 2,018 | 19:8] ., 
Lancashire United |Aug.30| 8,40 | +1,u8) | 
Llandudno-Col. Bay | Sept. 1| 8,070 | - 8:8 | 


Bristo (Trams) ee » 
Co 


$0 | 62,786 |+ 2,508 | 49 T 


85 1,711,989 —11,488 | .. | .. 
Auckland ..  ..|Aug.25| 20,457 |- 591|| 8| 4LlW4|— ' 55 (96891 1:11 
Caloutta ,,  ..| n 95 | 18,49, |+ 648 || .. .. [+ 6,718 
Kalgoorlie, Ў.А, .. | June | 2,500 26 | 14937| ..  |20.5| .. 
Madras SÍ Ju 4,422 |+ 197 || 85 | 83,563 | 2,909 | .. 


Montevideo ^  .. | August | 26,044 | — 449 || 43 | 292329 £18,936 | .. |; 


Blac ]-Fleetw'd |Sept. 2 | 10,036 |-- 1,807 |, 35 
9 1,771 + 204 q °з 


35 | 14,161 |+ 488] &'5| .. 


MARKET QUOTATIONS, 


Ir should be remembered, in making use of the fighres appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday, September 13th. 


Latest Fortnight's 
CHEMICALS, &c. Price, ^ |Ino. or Dee, 
a Acid, Oxalic ee ‘ee ee per Ib. 1/8 ae 
а Ammoniac Sal ·.. . .. .. рег іоп 275 E 
a Ammonia, Muriate (large orystal) » £64 ee 
a Bisulphide of Carbon .. :.. 5 £928 е 
а Вогах os oe oe ee ee » £84 oe 
a Copper Sulphate .. m ч н £51 Ne 
' а Potash, Chlorate .. s ee per lb. 2/6- .. 
а n Perchlorate ae ee ГИЙ 2/- oe 
a Shellac oe ee oe ee per ewt. 128/- e. 
a Bulphate of Magnesia  .. .. perton £18 ae 
` а Sulphur, Sublimed Flowers  .. » £16 £1 inc, 
a 15 Lump .. vs. ss / £13 10 £l inc 
a Soda, Chlorate oe ae oe per Tb, 11 te 
a s- Crystals M бү .. per ton 120/- : 
a Sodium Bichromate, casks — .. per lb. o 
METALS, &c. , 
c Bress (rolled metal 2 to 12" basis) per lb. 1/93 to 1/8 25 
с ” Tubes (solid drawn) ee ГТ) 1/8; to 1 ee 
c » Wire, basis .. vx ө, 5i 1/8 to 1j dx 
c Copper Tubes (solid drawn) .. » 1/6} зо 1/64 
g » Bars (best selected) .. perton 0 
g ГТ Sheet n oe ve n £150 
s э” Rod ee 2s ee ee эз £150 >. 
d » (Electrolytic) Bars a »" £183 £8 inc 
d ›„ PEE Sheets... » £150 £3 ino. 
d [T] » Rods ee эз £140 £4 inc 
d , js H.C. Wire per lb. 1/48 fed. ine, 
f Ebonite Rod .. vs se és » 8/- ps 
£ ГТ] Sheet oe os se » 2/6 ee 
n German Silver Wire . ve n 8/8 К 
А Gutta-percha, йпе.. a ee " 6/10 E 
h India-rubber, Para fine .. x " 5/8) ' 3d. ine 
i Iron Pig (Cleveland warrants) .. perton Nom. с. 
3, Wire, galv. No. 8, Р.О. qual, » 2 ee 
g Lead, English Pig..  ..  .. уз £81 15 16j- dec. 
& Mercury . ee ee ee per bot. £17 12 6 to £17 15 ee 
e Mica (in original cases) amall .. per lb, 64. to 8/- v 
€ n» T » medium m 8/6 to 6/- E 
e _ ТЕ » large n Т] 18 to 14/- & up. m 
d Silicium Bronze Wire ..  .. per lb. [8% 3d. iac. 


r Steel, Magnet, in bars .. +» per ton 
g Tin, Block (English) vs m » 
n » Wire, Nos. 1 016 .. .. per Ib. 
mnn GR Ne SEE SERERE 
г Quotations supplied by— 
a G. Boor & Co. 
c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co, . i Bolling & Lowe. 
e F. Wiggins & Sons. 1 Richard Johnson & Nephew, Ltd. 
India-Rubber, Gutta-Percha and п Р. Ormiston & Sons. 
Telegraph Works Co., Ltd. r W. F. Dennis & Co, 


#171 to £172 |£4to£5dec. 
9/10 im 


g James & Shakespeare, 
A Edward Till & Со. 


Official Announcements re Companies.—The following 
companies are to be struck off the register unless cause to the 
contrary із shown within three months :— i 

Commercial & Engineering Development Co. 

Engineering & General Purposes Со. 

. Holmes Motor Speed Controller. 

International Power & Light Trust. 

Rochdale Electro-Plating бо. 


Hong.Kong Tramway Со., Ltd.—The directors report, а 
net profit, after writing £6,625 off for depreciation, and in- 
cluding £6,897 brought forward, of £18,071. A dividend of 
12 per cent. has been declared, and a further £2,000 bas been 
written off the cost of the tramway undertaking, leaving 
£6,321 to be carried forward. 


Dundee and Broughty Ferry Tramways Co., Ltd.—The 
net profit for the year ended July 31st was £2,595, including 
£109 brought forward, after providing for interest and £785 
in redemption of debenture stock. After paying the dividend 
on the preference shares £165 is to be carried forward. 


United Electric Car Co., Ltd., Preston.—In their report 
for the year ended June 30th, 1916, the directors state that 
the works have been efficiently maintained as regards build- 
ing and machinery, the cost of which has been charge 

against revenue. After charging £5,229 for depreciation, M 
cluding £4,500 added to reserve, the profit for the year 1$ 
£6,563, plus £4,707 brought forward, making £11,270. After 
paying the preference dividend, less income-tax, requiring 
£6,000, £5,270 is to be carried forward. Annual meeting: 
September 90th. 


‚ Browett, Lindley & Co., Ltd.—According to the “ Pinan 
cial Times," an interim dividend at the rate of 6 per cent. 
has been declared. 


Gandy Belt Manufacturing Co., Ltd.—Interim dividend, 
8 per cent. actual, less tax. | | 


i . 
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THE -BRITISH ASSOCIATION.—IlI. 


Tur Engineering Section of the British Association, wlien 
it met in Newcastle-on-Tyne on Thursday, September 7th, 
had a very busy day in front of it, for the agenda was во 
full that practically no time was left for discussion. The 
programme originally was a heavy one, but it was made 
worse in consequence of the addition to the lists of papers 
to be read, of that of Dr. T. E. Stanton, F.R.S., on Prin- 
ciples of Similitude. Other subjects treated were: 
Standardisation and its Influence on the Engineering 
Industries, by Mr. C. le Maistre; Pressure Oil Film 
Lubrication, by Mr. H. T. Newbigin; The Influence of 
‚ Pressure on Electrical Ignition, by Prof. ҮҮ. M. Thornton ; 
The Calculation of the Capacity of Aerials, including the 
Effects of Masts and Buildings, by Prof. G. W. О. Howe ; 
and Some Characteristic Curves for a Poulsen Arc Gene- 
rator, by Mr. N. W. McLachlan, as well as a report of the 
Committee on Complex Stress Distribution. | 

The Chemistry and Geology Sections joined hands on 
Thursday morning to consider the investigation of the 
chemical and geological characters of different varieties of 
coal, with a view to their most effective utilisation as fuel 
and to the extraction of by-products. "This discussion, 
which formed a sort of prelude to the discussion of Friday 
between the Engineering and Chemical Sections on fuel 
economy, &c., was taken part in by Prof. G. A. Lebour, 
Prof. W. A. Bone, F.R.S., Dr. A: Strahan, F.R.S., 
Dr. J. T. Dunn, Dr. Marie C. Stopes, and others. At the 
same time the Economic Section was engaged in the dis- 
cussion of a report of a Conference on the Replacement of 
Male by Female Labour. 

The subject of fuel economy was one of the outstanding 
features of the Association's meetings on Friday, and, as 
mentioned, was jointly debated by the Engineering and 
Chemistry Sections. A long, but very interesting and 
practical, debate had for its basis, first, the First Report of 
the Committee (of which Prof. W. A. Bone was chairman) 
Appointed for the Investigation of Fuel Economy, the 
Utilisation of Coal, and Smoke Prevention. This report 
went over the ground very thoroughly, and in effect stated 


that there was practically as great a-need for coal saving as- 


ever. The Committee, so far, had been occupied by 
organisation and a survey of the ground which must be 
explored: later. on. The Committee recommended из 
re-appointment, in order that it might continue its investi- 
gations. In addition to this, there was a paper by Mr. R. P. 
Sloan on Fuel Economy on the North-East Coast as a 
Result of Electric Power Supply, and another subject that 
was broached was Electric Power Distribution, by Mr. Charles 
Н. Merz. Amongst those taking part were :—Prof. W. A. 
Bone, Dr. J. T. Dunn, Mr. Н. J. Yates, Sir Hugh Bell, 
Prof. Louis, Sir C: Parsons, Dr. Dugald Clerk, Prof. H. B. 
Dixon, Dr. Des Vaux, Mr. W. B. Woodhouse, Mr. McLaurin, 
Mr. Chamen, Mr. Chatfock; and others. The discussion 
was of а very high character, and formed a very fitting close 
to the Section’s proceedings. 


Address to the Engineering Section. 
By Geran Stoney, F.R.S., PRESIDENT or SECTION G. 


(Abstract.) 


AT times such as these the mind naturally turns to problems 
to be considered both at the present time and after the war, 
and in considering such problems, a review of some of the 
errors committed in the past is most necessary. Such a 
review enables methods which should be adopted, both now 
and in the future, to be considered. 

1026 thing which has handicapped the engineering and 
| Ней industries is the reluctance of firms to utilise highly 
ucated labour or to adopt scientific methods. In looking 
round the industties of the district one is struck by the small 
Caper of men who have undergone а thorough scientific 
irae ү ine of п universities or at one of ne ка 
‹ olleges, and w V i in the 

firms in this istrict о occupy a prominent place 
е general complaint is that university and college men 
n too theoretical and not practical. It is the usual thing 
Bad iod workman to blame his tools, and is it not because 
th Ployers do not know how to make use of such labour that 

ey utilise it to such a small and imperfect extent? 


. to '' Bar. 30." 


Things are very different in some other countries with 
which we have competed in the past, and with which there 
will be in all probability still fiercer competition in the future. 
There we find the fullest use made of highly educated scientific 


‘labour. 


How many engineering firms in this district have a akilled 


. chemist on their staff, and what percentage of these pay him 


a decent salary? And how many heads of firms have suffi - 
clent chemical knowledge to appreciate the work of and’ 
utilise the services of such a man?—because unless there is 
appreciation of the work done by such-a man his services 
are useless and he becomes discouraged, and yet chemical 
problems are continually cropping up in engineering work. 
There is the question of the supply of materials; as a rule 
the manufacturer trusts to' the name of the contractor and 
assumes that he gets materials of the composition and purity 
he ordered. Every now and then something goes wrong and 
the question arises, why? Without a chemist to analyse the 
material it is olten most difficult to say. Apart from this 
question of the analysis of raw or partly manufactured 


materials received, there is the chronic question as to the 


mixtures of the metals in both the metal and brass foundry, 
and large economies can be effected by systematic analyses. 
_ Another direction in which scientific labour is invaluable 
is in seeing that instruments are in proper order and that 
tests are accurately carried out. Tests carried out with in- 
accurate instruments and without. proper scientific precau- 
tions to see that Шеу are accurate and reliable are worse 
than useless, and, in fact, most misleading and dangerous, 
as entirely unreliable inferences may be drawn from them and 
far-reaching troubles caused in the future. How many tests 
oi steam engines are unreliable because there is no standardi- 
sation of the pressure and vacuum gauges and thermometers . 
used, arid in how many cases is even the reading of the baro- 
meter omitted? An absolute pressure stated as so many 
inches of vacuum bas no meaning unless the barometer read- 
ing is also given or the inches of vacuum is stated as reduced 
How many firms using steam have any 
arrangements for testing vacuum and pressure gauges, and 
yet there are no instruments more liable to error than these 
gauges? Under scientific supervision arrangements are made, 
to avoid such troubles and get reliable results which can be 
depended on for future designs. ` 

What has been said about pressure gauges and the measure- 
ment of pressure applies, of course, to all other instruments - 
and measurements. In most works, it may be said with 
sorrow, that the only moderately accurate measurements that 


- ean be made are those of dimensions and weight. It is only by 


accurate testing of existing plant that reliable deductions can 


- be drawn enabling safe progress to be made in future designs 


One of the great things which helped forward the steam 
turbine in the early days was accurate and full testing of 
each plant as soon as it was completed and before it left the 
works. The late Mr. Willans was probably the first, or one 
of the first to recognise the importance of accurate testin 
of steam plant, and the success his well-known engine ha 
was largely due to this. From the earliest days of the steam 
turbine, Sir Charles Parsons recognised the necessity of such 
testing, and the test house has always been a prominent 
feature of Heaton Works. And then in the higher ranks of 
an engineering works it requires a scientific mind to draw 
safe conclusions from tests carried out and to see in what 
directions progress can be safely made. Such methods have 
enabled the steam turbine during the writer's acquaintance 
with it, now extending over some 28 years, to grow from 
50 H.P. to some 45,000 or more in each unit, and the steam 
consumption to be reduced from 40 lb. per H.P.-hour to about 
7% lb., or less than one-fifth. : | А | 

Closely allied to such work in endinpering works is the 
general question of scientific research, and here a trained 
scientific mind is of the utmost importance to see that reliable 
results are obtained and to make true logical deductions from 
those results. Without suitable training a man is liable to 
be unable to grasp all the conditions of an experiment, and 
to make deductions from the data obtained which are totally 
unjustified and often lead to most disastrous results in the 
future. ў | 

Such research is generally carried out in four places—engl- 
neering works, private laboratories, engineering colleges, and 
national laboratories. o 

The first has already been dealt with. | А 

The second is of comparatively small importance in practice. 

As regards the third, a great deal of good work has been 
done in engineering colleges, often under great difficulties for 
want of plant and money, and it is greatly to the credit of 
our professors and others that they have succeeded in doing 
so much with the very inadequate appliances at their dis- 
posal, and handicapped for want of funds. How inadequate 
their income is can be understood when it is remembered 
that Leipzig University alone has an annual income from the 
German Government of £100,000, as against a total Govern- 
ment grant to all the universities here of about £45,000, or 
less than half. -~ | 

Of-national laboratories we have only one, the National 
Physical Laboratory at Teddington, and here again the: sup- 
port given to it is totally inadequate. The total income from 
all sources last year was only £40,000, and of this £23.000 
was charges for work done, such as testing meters and other 
instruments and such commercial work; the Government 
grant is only £7,000 a year, and besides this £7,500 was 
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received for experiments in connection ‘with aeronautics, 
which is really war work. The balance was made up of sub- 
scriptions, grants from technical societies, and miscellaneous 
receipts. Compare this with the German equivalent, the 
Reichsanstalt, of Berlin, which has an income of £70,000 a 
year from the Government, or ten times that given to our 
N.P.L. The Bureau of Standards, the similar institution in 
U.S.A., has a Government grant of £140,000, or 20 times 
ours. In the Civil Service Estimates there is an allowance 
of £40,000 for research, an increase of £15,000 over that_ 
allotted last year. The total estimates are over £20,000,000, 
so that less than one-fifth per cent. is allotted to research. 

It is difficult to realise what benefits might be gained by 


investigations which could be carried on by the N.P.L. if ` 


' only sufficient funds were available, and of what importance 
they might be to industry at large. One example may suffice. 
Some time ago the Reichsanstalt carried out a most complete 
set of tests on a certain class of machine, an investigation 
which must have cost several thousands of gounds sterling, 
apart from the time it occupied. ` The results of this investi- 
gation are available to German manufacturers of this 
machine, and just before the war preparations were being 
made to take advantage of this, and from figures stated a 
' large extra economy was expected. This, of course, would 
enable them, provided the cost of manufacture was not too 
high, to have an enormous advantage over such machines 
manufactured without this special knowledge. The Institu- . 
tion of Mechanical Engineers saw the importance of this 
. problem and appointed a Research Committee to deal with 
the question, but the first question met with is that of 
finance. Should this be the case in a wealthy country such 
as this, that depends on its manufactures for its very exist- 
ence? That such an investigation is required is obvious from 
the fact that the designs of no two independent manufac- 
turers of this machine in this country agree among them- 
selves. Of course, each claims that his is the best, but this 
cannot be so. P. ug | 
Investigations in engineering shops do not meet such а 
. case. The question of finance has to be carefully watched, 
and ав soon as results sufficiently good are obtained they are 
generally accepted; in any case the problem is rarely thrashed 
out to the bottom, an almost universal defect in commercial 
research work. Without the help of the National Physical 


Laboratory the position of the aeroplane in this country would - 


b» very different from what it is, and what has been done 
or the aeroplane requires to be done in many other direc- 
ions. - І 

But what firm here would do what has been done in the 
cemmercial.synthesis of indigo, on which it is said that 17 
years’ work and over £1,000,000 has been spent by one firm 
alone abroad? Here in chemical investigations and manu- 
factures the Government refuse even to help by allowing cheap 
alcohol to be obtainable, and much of such work is impos- 
sible in this country on this account, as in many cases methy- 
lated and denatured alcohol are not suitable. Recently, under 
pressure, the restrictions һауе been somewhat relaxed by the 
Government, but many manufacturers have found that the 
privileges granted are so tied up in red tape that the conces- 
sions are practically useless. 

And it is not only on the scientific side that there is so 
much to be done in the way of putting our house in order; 
there is much to be done in the way of putting the manage- 
ment and commercial sides of engineering and other allied 
works in a position to compete. 

The great growth of engineering works and their being 
formed into limited liability companies has not been without 
its drawbacks. 

In the old days an engineering works was comparatively 
small and, as a rule, one man, generally a clever engineer, 
was at the head. After his death. and often before, the place 
was turned into a limited liability company, and gradually 
fell into the hands of a body of men, many of them not 
technical, who had no further interest in. the firm than to 
draw their salaries as directors and managers, and who had 
no financial stake in the concern beyond the £500 or £1,000 
in shares necessary to qualify them as directors. The result 
is that the place gradually degenerates, initiative ceases, and 
its finally gets to a stage of not paying any dividends, and 
really being kept going, not for the sake of the shareholders 
but of the directors and other officials. | 

Such a firm as a rule does not put enough aside for depre- 
clation, and thus its machinery and buildings degenerate and 
become obsolete, which makes it still less able to compete 
with more modern firms. At the same time it is not able to 
afford the money necessary to carry on the experimental and 
research work which is a necessity for any progressive firm, 
and thus its manufactures cease to progress with the times. 
As Sir Charles Parsons truly said, a man or firm in the face 
of financial difficulties cannot carry on research work, and. 
further, the minimum spent on research work should be at 
least 1 per cent. of the turnover, and the amount it is advis- 
able to spend i8 3 per cent. Unless a firm makes good profits 
it cannot keep up-to-date, and will sooner or later go to the 
wall. - 

, But the workman says that he should have his share. What 
15 his share under the present state of things? The average 
capital expended in an engineering works per individual 
employed is about £200. An investigation the writer made 
вотае years ago gave this figure, and it was confirmed by an 


investigation of shipbuilding yards, which gave £185, and of 
the census of production, which gives a capital of 
£1,600,000,000 for 7,000,000 workers, or £214 per man. An 
investigation of the dividends paid shows them to be about 
4 per cent. on the capital employed. Here it must be 
remembered that firms paying 10 {о 15 per cent. on their 
ordinary capital have often a large preference and debenture 
capital, on which a much lower rate of interest is paid, and 
also that often part of the ordinary capital was issued at a 
premium. Also, account has to be taken of the large number 
of companies that do.not pay any dividend on their ordi 

stock, and often none on their preference. . Little is as a 
rule heard of the finances of such companies; it is the ones 
paying good dividends that public attention is drawn to. 

It thus means that the shareholders get about £8 per year 
per individual employed. ' 

On the other hand, the average wages for men and boys, 
skilled and unskilled, is about £70 per annum in normal 
times. 
nine times as much as the capitalist, and shows on what a 
very small margin the capitalist works. And without the 
czpitalist, under our present system of individualism, there 
would be no factories erected and run, and therefore no work 
for the working man, a thing it is well for him to remember, 
and also that without profits the capitalist will not invest 
in engineering and other works in this country, but will 
seek a more profitable field for his capital elsewhere. Every 
£200 invested in this country in a factory means work and 
livelihood for one British working-man. 

At the same time, I am sorry to say the employer does not 


` look after the welfare of his workmen as he might. In a 


small factory the head of the firm, as & rule, knows all the 
leading men among the workmen, many of them having 
been with him for years. As the place grows he loses touch 
with his men, and as an actual fact knows fewer of those 
under him when he has 1,000 or more employés than he did 
when he had 400 or under. This state of things gets worse 
when the place is turned into a limited liability company, 
as nearly all ake places are at present. The result is that- 
a most deplorable state of things has come to pass. The 
workman says, ''Put not thy trust in employers’’; the 
master says, '" Put not thy trust in workmen "; and the 
official, who is between the master and the workman, says 
" Put not thy trust in either." "M 
It is difficult to say what is to be done to remedy this state 
of things, but one cannot help feeling much might have 
been done in the past to prevent such в regrettable state of 
affairs as there is at present. Much of this trouble might 
have been avoided if employers had shown more considera- 
tion for the welfare of their workmen. Of course, there are 
some notable exceptions, but they are few and far between. 
An example is the necessity of the Factory Acts to ensure 
proper light and air and other arrangements necessary for 
the health of the workmen. But much more should be done. 
Why is it that canteens are being rushed up all over the 
country, and why were there so few before? In ш 
works to this day the provisions for getting food and drin 
warmed are most primitive and inefficient, and as to getting 
anything to ‘eat if one has to work overtime unexpectedly, 
itis in most works impossible. As a rule the only thing 
available was a drink at the public-house outside the gates. 
and even this is now closed at five o'clock. Why, if a mar 
works overtime, should he also starve? And how can effi- 
cient work be expected under such conditions? Why also 


should there not be provision for drying clothes after walking © 


to work on a wet morning, and each man be provided with 
a.cupboard where he could keep a change of boots? Why are 
not sanitary arrangements decently private, and why, are 
they not kept clean and wholesome: they are often in a 
disgraceful state? These are only a few samples of the 
directions in which much might be done. Й 

The adjustment of the wages to be paid to the workman 1# 
a most difficult one. There are three principal ways of paying 
workmen : on time, on piece, and on bonus. : е 

On time is the only way of paying а man who is on various 
classes of work, where the fair time required for each job 13 
not known. and in many cases the most highly skilled men 
are on such work and as a result only make time wager. 
This results often in the highly skilled man making less money 
than the less skilled man who is on repetition work, and as 
a consequence is working on piece or bonus, and this 3s 
obviously unfair. For example. a man may have the а 
up and adjusting of a number of machines on repetition work, 
and he often makes less money than the less skilled ne 
under him who are on piece or bonus, although their nomina 
rate of wages is less than his. | | to 

Again, highly skilled erectors who go outside the works Н 
erect machinery, often worth thousands of pounds, and Бе" 
it to work, are only paid on time, and often make less money 
than their fellows who are on piece inside thé works. 

The adjusting of piece prices is a most difficult one. They 
should be adjusted so as to be fair both to master and ш 
but too often such fixing of prices is left to subordinate 
officials who have in many cases their own axe to Кт 
There should in every works be a special department ^ 
such fixing of prices, and once a price is fixed it should n a 
be altered without good reason. The practice of cutting Dor 
by the masters in the past is, in the opinion of the ы, ү 
largely responsible for the present limitation of output © 


ae eh 


This means that the worker gets between eight and - 
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ihe men about which we hear so much. There is а rule that 
if а man makes more than time and half or time and third 
the price of the job is to be cut. If the price has been fairly 
fixed why should it be reduced because the man makes large 


wages due to his skill and industry? The larger the output ` 


from his vice or lathe the better for the master, as he is 
getting a larger output from his plant with a certain capital 
expenditure, and thereby establishment charges are reduced. 
This is especially the case in machine work, as the hourly 
value of the machine employed often far exceeds the wages 
of the workman employed. | 

A fair rating for machine tools is 4d. per hour per £100 

value, and as the time rating of the man is generally about 
9d., it is easily seen that if the average value of the machine 
- tools exceed £225, machine ‘charges exceed time wages, and 
` the average value of machine tools is generally largely in 
excess of this figure, in fact often about double it. It is 
therefore obvious that it is much more important to get 
large output than to pay small wages. 

The result of this ‘‘time.and half" rule is that a good 
‘man by working up to the limit of his capacity ‘‘ spoils the 
_ job” for the next man .who comes along, and may not be 
of the same calibre as the first man. 
found advisable and necessary by the workmen to limit the 
output of all men to a certain standard, and this results in 
ihe end by the pace being set by the slowest man on a 
particular job. | 

A fair bonus system is perhaps the ideal way of paying 
men, but Here, again, although the times for a job are sup- 
posed to be fixed and unalterable, in too many cases they 
have been altered by various devices, and as a result the 
system is looked on with suspicion by the workman. 


Gradually, bit by bit, the pernicious doctrine that the less 


work done by & man the more employment there will be 
has grown up, he not seeing that the cheaper an article can 
be produced the larger will be the sale for it and the better 
it will be able to compete with the products, not only of 
other producers in this country, but of those abroad. d 
also that very cheapness, combined with good quality, induces 
the sale for such articles to be large. 

Laziness is inherent in man, and on an average no man will 

work unless compelled to do so, and still less will work his 
best unless there is a great inducement. This is true not only 
of the working-man, but of all other classes. "Therefore the 
policy of ‘са’ canny " has been only too readily adopted on 
the ground not only that it was pleasant for the man him- 
self, but also he believed that it tended to the welfare of his 
fellow workmen. 
' The writer has very reluctantly come to the conclusion 
that the workman of to-day is not doing as much work as 
was done some 80 years ago, when he was in the shops, and 
not only this, but that timekeeping is not as good. In this 
connection, however, it must be remembered that excessive 
overtime inevitably leads to bad timekeeping. 

Bad timekeeping causes much more loss than that due to 
the actual time lost, as not only does machinery and other 
plant lie idle, but the disorganisation caused in a works by 
lost time is most serious. E 

With the growth in strength of the trade unions, which at 
first were for the legitimate object of seeing that the workman 
. got fair play, and providing out-of-work and old-age benefits, 
&c., has grown up a system of trade union officials who live 
b; agitation, and whose job would be gone if there were no 
supposed grievances to agitate about. These men keep the 
Labour world in a constant state of agitation, and make 
the employers’ -and officials’ existence a burden to them by 
constant demands of all sorts, many of them utterly imprac- 
ticable and unfair. 
emnloyer they agitate against another trade union, and thus 
endless disputes spring up on the demarcation of work. Some 
of the worst strikes in the past have been due to disputes 
between two trade unions. . 

Unless something can be done to bring master and man 
together and make both work for the common good, English 
trade must inevitably go down, and the supremancy that Eng- 
land has in the engineering of the world will come to an end. 

Nothing ever was a truer statement than that recently 
made by Lord Joicey that this country, unless it produces as 
cheap or cheaper than other countries, cannot in the long 
run keep her trade, and this is true in spite of any tariff walls 
which may be set up. And if the present state of affairs is 
maintained of unscientific. management and obsolete machi- 
nery, combined with limitation of output and high wages, or, 
in other words, high cost of production, we must, sooner or 
later, go to the wall. 

What is really wanted is common honesty and common 
sense on both sides, for one side is as bad as the other at 
present. 

And now about the official, who is in all grades from the 
manager down to the foreman, and who comes between the 
master and the man. Unless he is treated fairly by the 
master, and unless he treats his men fairly, there is sure to 
be friction and loss of efficiency. He must also work with 
his fellow-officials, who move in lines more or less parallel to 
his, and here, to prevent jealousies and to prevent the more 
unscrupulous among them taking unfair advantages, demar- 
cation of each official's duties and work is most important. 

в 18 а point often omitted to be taken sufficiently into 
account in the organisation of a works, and often causes 
most disastrous results. The duties of each man should be 


* 


AL REVIEW. 


It has therefore been , 


When they cannot agitate against the . 


pa 


` clearly defined by the master, and no interference with those- 


of others tolerated. The master also shbuld remember that 
the official has no trade union or similar organisation to 
protect him, and should act accordingly. Much more could 
be said about- the relations of the official both with his fellow- 
official who is on the same level as himself, with his master 
who is above him, and the workman who is under him, but 
time forbids. On all three sides much improvement could be 
efiected. -The fact remains, however, that for success it is 
essential that all from the apprentice to the head of the firm 
should work as one homogeneous whole. 

Apart from the considerations set out above, eombinations 
an.ong the firms employed in any one trade are most essen- 
tial for the well-being of that trade. It is by such com- 
bination that much of the progress made of late years by our 
competitors has been effected. Some of these combinations 
have been international, and at least two such in the engi- 
neering trade before the war. were so. These now, of course, 
are, and i6 is expected. will be after the war, confined to the 


: allied and possibly to neutral countries, but such combina- 


tions, whether among all the engineering firms in one district 
or among firms employed in one particular trade, to be 
successful must be worked fairly to all members, and the: 
larger firms must not override the smaller, as, it is regrettable 
to say, has been done in combinations of employers in some 
districts. For example, in a district: where there is one firm 
very much larger than any of the others, it is not unknown 
for it to act the bully ‘and insist on everything being done 
to suit its requirements, regardless of the rights of others. 
And, further, such combinations are, unless directed by men 
with broad minds and able to take a wide view of things, 
liable, especially in case of emergency, to do much harm. 

f the Armament Ring in this country had taken such a 
view when it was found what an enormous supply of muni- 
tions was required, it is doubtful if there would have been 
such a shortage as there has been. Hundreds of firms were 
willing and anxious to help in the production of munitions, 
but when they offered their services they were met in many 
cases with a blank refusal, and in all cases with little encour- 
agement. And when, under pressure from the Government, 
the Ring accepted outside help, in many cases the conditions 
imposed on the sub-contractors were unfair in the extreme, 
apparently the whole idea of the Ring being to make all the 
profit they could out of the troubles of the Empire. It has 
been just as difficult to persuade the Armament Ring to give 
up what they thought was their monopoly and to bring in 
outside works to help in the production of munitions as 1t 
has been to persuade the trade unions to forgo trade customs 
and to enable outside sources of labour to be employed, suck 
as women and other unskilled labour. But both have had to 
d»it. In other words, ‘‘dilution of works” has been as difficult 
to effect as ‘‘dilution of labour," and the position both of 
the Armament Ring and of the workman would have been 
very different if they had consented freely to 1t when it 
became obviously necessary for the safety of the Empire. | 

Combination among workmen is admittedly necessity if 
they are to have fair play, but combination among employers 
has come later, and is equally a necessity. — 

At present most of the principal federations of employers 
деа] only with wages questions and questions affecting labour, 
but they require to be extended so as to take in all branches. 
of the business of engineering. Labour has long seen the 
importance of federation; it is now for Capital to do the same. 
One of the great difficulties has been that certain firms would 
not join, and a very small proportion acting thus weakens 
the whole to a much greater extent than the actual ratio of 
this small proportion to the whole. It is easy to see how 
alive Labour is to this by the constant trouble over the non- 
union question, and this is well put in the notice addressed 
last March to the transport workers of the Mersey district : 
«To be outside a union is to be disloyal not only to your . 
own class but to yourselves individually." What applies to 
Labour also applies to firms; for a firm to be outside Ше 
federation is to be disloyal, not ‘only to its fellow-firms but 
to itself. Ж І 

Such a state of affairs is not tolerated in some of the coun- 
tries competing with us, and it is questionable whether action 
by the Government is not advisable. 

An example of the mischief done by a few who would not 
fall into line with the many is seen by the necessity for the 
Acb compelling the early closing of shops one day а week. 
The great majority were ready to close, but the action of a 
small minority prevented their doing so, and in the end com- 
pulsion had to be used on the minority. | Legislation has not 
been necessary to prevent ''black-legging" in the labour 
world, since other methods have been used which have been 
practically successful, but it 1s quite possible it may be neces- 
sary to use compulsion to make firms toe the line. 

Such combinations are not only for labour questions, but 
also for all other subjects affecting the engineermg industry 
at large, and more especially the special industries in which 
апу one firm deals. Thus they resolve themselves into 
general federations of all engineering industries and ш 
ones dealing with particular trades. The former deal chiefly 
with labour questions and questions affecting the industry as 
a whole, the latter with those affecting any particular trade. 

Among the questions coming up to be considered by ia 
latter class is the standardisation of specifications and con n 
tions of contracts, as well as In some cases the adjusting м 
prices to avoid unfair competition and to put the whole trade 
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on a paying basis. Much has been done in this direction with 
most advantageous results in certain cases, but much more 


remains to be done if this country is going to hold ita place . 


in the world. 

. The necessities of research work have already been dealt 
with, and by the pooling of such research work enormous 
advantages in any one trade could be obtained. Such pooling 
ot information has been effected with most beneficial results, 
especially in the chemical trade abroad. Any workable 
scheme which would enable this to be done and get over the 
jealousies between one firm and another would be of enor- 
mous benefit to the trade in general. 

Another thing that must not be lost sight of is the urgent 
need of improving our educational system. It is little short 
of a disgrace that the older universities are closed to those 
without a knowledge of Latin and Greek. | 

Languagés are of the greatest importance to an engineer, 
but not dead languages but live ones. And these should be 
properly taught, so that the student should not only be able 
{о read and write about them, but also to speak and under- 
stand them. It is quite a different knowledge of & language 
to be able to read, write, speak, or understand it. Many 
people сап read a language without being able to write, 

Speak, or understand it, and conversely it is not uncommon 

to meet people who can speak and understand a language 
without being able to any large extent to read or write it. 
And it is only in live languages that a man is trained to 
speak and understand a language. _ 

Why is it that we are so wedded to fhe dead languages? 
There is, of course, the tradition that such are necessary for 
a liberal education, and there is the argument that modern 
languages are not as good a training for the mind. Granted 
that they are not quite so good from the point of view of 
learning to read and write them, does not the fact that they 
сап also be taught as a live language to be spoken and under: 
stood, make them on the whole the best educationally for a 
man? This is entirely apart from the fact that modera lan- 
guages are useful and ancient useless to the man in com- 
mercial work. "There is, of course, bitter opposition from 
that most conservative man, the schoolmaster, and one great 
reason is that it is much easier and cheaper to get а man to 


teach: Latin and Greek than modern languages which have to` 


be taught orally. The teaching of Latin and Greek as it is 
usually taught has been standardised to the last degree, and 
аз 8 result they can be taught by the “ semi-skilled " man, 
and a “skilled” man is not necessary, to use engineers’ 
‘phraseology. | In fact, the teaching of Latin and Greek is a 
роге “‘ repetition job." At the same time, no education is 
‘complete unless science is combined with languages and also 
literature, and here lies one great danger of modern technical 
education. , ' 

And after the boy has left school and enters the shops, 
more facilities should be' given to enable him not only to 
keep up but to continue his education. In the Shops and 
drawing office, too often the boy is left to pick up а know- 
ledge of his trade as best he can. The apprentice who asks 
questions is often looked on as a nuisance, and requests for 
information are generally met by a blank refusal or worse. 
Often the foreman or chief draughtsman is afraid to answer 
questions for fear of being chafged. with giving away во- 
called '' trade secrets," but an immense deal of information 
can be given to an apprentice without doing so. 

Evening classes are all very good in their way, but more 
facilities should be given for ‘the 
day classes, and this can be arranged in various ways if the 
employer has a will to do it. A thing that at present often 
prevents boys desirous of educating themselves from getting 
2: | е ү that ne is allowed as soon as a boy is 18, 

ha often he 1s compelled to work overti 
classes that he ought: to be attending. кен 
_ It is important to remember that the boy of to-day is the 


I* is felt that this is a very 


аа аё present, but if this address i 
еа 1n engineering to consider | thi 
the author feels that а part, at allie. ена 


been attained 


БАЛЕСИНЕ ЦИА ER 


Electric Power Distribution. 


on Fuel Economy.) 
‚ the coal should be converted 
it 18 most generally applicable 
and in which it is most 


of the coal which we use for 
and the recovery of its by- 


diligent apprentice to attend | 


{ Г 
products at а comparatively small number of great electricity 
producing stations. All our wants in the way of light, power, 
heat, and chemical action would then bé met by a supply of 
electricity distributed all over the country."—[Extract from 
presidential address of Mr. S. Z. de Ferranti to the Institu- 
tion of Electrical Engineers in 1910.] | 


The fuel and other economies and the industrial advantages 
of dealing with electricity supply for the country as a whole 
in & comprehensive manner—although appreciated and acted 
upon by many of those who are in the electric supply busi- 
ness—are not generally realised to-day by the industrial 
community or by the State. m | 

The compací nature of our industrial districts and their 
proximity to each other as compared with those of other 
couníries, such as the United States and Germany, make ii 
economically possible and advantageous to deal with all the 

ower requirements of the community in each industrial area 
rom interconnected electrical power distribution systems 


. tapping all sources of power, however scattered, and deliver- 


ing electrical energy wherever required. | 

Power undertakings (electri2 power companies) have been 
started in most of the industrial areas of the country, and 
if these were developed throughout the country to the same 
extent as the system which has been for some time in opera- 
tion on the North-East Coast, it is estimated that the resultant 
economies in coal consumption would, in the near future, 
amount to 25,000,000 tons per annum, and eventually to 
50,000,000 or 60,000,000 tons per annum. 

While on the North-East Coast and also in some other 
districts the generation and supply of electrical power is 
being developed on correct lines, it is still broadly true to 
say that, as regards the country as a whole, the requirements 
of each municipal area are dealt with separately, with the 
result that the average size of -generating machine employed 
is certainly not more than a tenth—and probably not more 
than a twentieth—of what it ought to be. Under such condi- 
tions economical coal consumption is impossible. The result 
is cumulative because, on account of the small size of generat- 
ing machine employed in public stations and the consequent 
low economy, manufacturers, railway companies, and other 
large power users in many districts are still compelled to run 
power plants of their own, and the use by many manufac- 
turers of their own plant further reduces the average size 
of power generating machines, taking the country as a whole. 

e only way in which public supply stations can secure 
the business of supplying all the manufactories in their neigh- 
bcurhood is to have generating machines much larger than 
th: largest individual manufacturer could find use for. - 

If instead of each municipal area being dealt with indepen- 
dently, there were one uniform interconnected electrical 
power distribution system throughout each industrial area, as 
we now have practically throughout the North-East Coast dis- 
trict, just as there is one railway system throughout the 
ccuntry with a uniform gauge, it is clear that, on account 
of the magnitude of the resultant load, it would be possible 
to secure the following results:— _ | | 

1. The largest and most economical generating machines 


| could be installed. 


2. These could be located where large sites are available and 
land is cheap; where coal and water facilities are good; and 
in the best position having in view the probable eventual 
power requirements of the whole community, including fae- 
tories, railways, and domestic users. Е m 

As regards reliability of supply—an essential condition—con- 
centration of generating capacity in large units in conjunc- 
tion with a main electrical power distribution system is not a 


‚ Source of danger, but the reverse, because by means of suc 


an Interconnected distribution system, one set of generating 
plant can act as spare to another, whereas, according to the 
present method of dealing with electricity supply by means of 
isolated networks, each supplied in general from one generat- 
ing station, there is no duplication of generating stations or 
alternative ways of feeding a given area whatever. 

Thus, if the community is to benefit by the electric supply 
industry being given the maximum chance of development, 
and if the erection of the most economical generating machines 
in the best possible positions for economical production is to 
b» secured, and insisted upon, as it must be, by some central 
authority, the first thing to aim at is the establishment in 
each industrial district of a common interconnected electrical 
power distribution system. Е | 

As has already been indicated, such an ideal may be achieved 
in this country, on account of its compact nature, to an extent 
which is not possible in other countries. What is required 
18 co-operation and joint working between the different com- 
pany and municipal electric supply undertakings, and this, 
except in certain cases, has not been possible in the past, 
due largely to Parliamentary and municipal opposition. Many 
municipal undertakers are now as convinced as the power 
companies that this joint working is essential. . 

The erection of plants on roomy and efficient sites would 
materially facilitate the extraction of the by-products which 
can be obtained from the coal before it is consumed in the 
boiler furnace, wherever it is commercially possible to do во. 
Such by-products may be of as great a value to the commu- 
nity as the residue of fuel. It has been calculated that the 


“requirements of the country in the way of manures, crude 


oils, oils for marine propulsion, and motor spirit for roa 
traction can all be largely supplied as a by-product of our 
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own normal coal consumption, if only proper encouragement 
is given to the establishment of really economical electrical 
power distribution systems throughout the country. 

An urgent matter for settlement is the standardisation and 
unification as rapidly as possible of the frequency and voltage 
adopted for distribution purposes in neighbouring localities. 
І is not proposed that uniformity of frequency and voltage 
should be established throughout the whole country, as this 
would entail the scrapping of a very large amount of valuable 

lant, but there would be no difficulty (and considering the 
issues at stake, comparatively little expense) in standardising 
a single frequency for each of the industrial areas of the 
country as follows :— ; 


Midlands . v" ы uu .. . 95 cycles. 
West of Scotland ... ... .. .. 2895 , . 
North-East Coast ...  .. T e 40 , 
Lancashire... ..  .. ... ү. 00 , 
Yorkshire area 8 En .. 50 ,, 


As regards the voltage, this will require careful considera- 
tion; on the North-East Coast we have standardised 20,000 
volts, and in some of the other areas 10,000 volts, has been 
adopted, but it is a question whether this is not too low for 
main trunk lines. 

The Board of Trade already has a right to say what 
system (electrical) shall be adopted as regards all new under- 
takings or existing undertakings developing newly-acquired 
areas. As regards municipal undertakings which propose to 
adopt and/or extend electrical systems (plant or mains) of a 
type which would be inconsistent with development on 
uniform lines throughout the area in which they are situated, 
the Local Government Board could attach a condition to the 
loan to prevent this. 
of course, subject to Local Government Board control, but 
the powers of the Board of Trade as regards the sanction of 
systems to be adopted would probably be sufficient, and in 
any case the large power companies, who are the most im- 
portant of the private concerns, operating as they do over 
large areas, are already fully alive to the necessity for stan- 
dardisation and unification. : 

What is important is that а main interconnected electrical 
power distribution system should be established in each indus- 
trial area ав soon as possible. To-day if a colliery owner has 
small and poor coal in his colliery which it does not pay him 
to bring up because it' cannot stand the cost of transport, he 
cannot contemplate turning it into electricity at the pit mouth 
—extracting the by-product in doing so—because, except in 
certain areas where a trunk main system exists, there ів no 
market for the electricity, there being no means of diatri- 
buting or transmitting it. If a man has waste heat—or 
could, by improving his manufacturing or chemical process, 
combine it with the generation of power—there is no one to 
take his power. . . 

In.the above remarks I have considered the matter chiefly 
from the point of view of saving fuel; it is worthy of note, 
however, that interconnected electrical power -distribution 
systems are essential if the capital charges and labour costs, 
which are-very important items in the production of elec- 
tricity, are to be kept to a minimum. This arises from the 
fact that it is only by supplving all the needs of the commu- 


` nity from one system that the maximum use сап be made of 


ihe plant. Ав a great many individuals in а given commu- 
nity do the same thing at the same time, what we must take 
advantage of is that the individual does not and cannot do 
half-a-dozen things at once. The economy.of the combina- 
tion of all requirements, power, traction, heating, and light- 
ing is fundamental. 


What is fundamentally and immediately necessary is the 


establishment of a national electrical trunk mains distríbu- 
tion system. 5. 

Ргосеейїп on these lines we shall not be merely copying 
America or Germany—we shall be doing something that із 
right for England because it is England, and because England 
is radically different from other countries as regards the 
technical development and ‘‘lay out” necessary to secure 
cheap power. We have delayed making a start on right 
ine 15 years longer than was necessary; let us delay no 

nger. 

[елее e a a с=т= с=с елсе Ер а ый 


The Production of Tungsten.—The tungsten production 
of the United States during the first six months of 1916 exceeded 
the production of that or any other country in any previous 
12 months. Prices reached more than 10 times their ordinary 
level. The output was equivalent to about 3.290 short tons of con- 
centrates carrying 60 per cent. WO«, valued at $9,113.000, 

The total domestic output for the 12 months ended June 30th, 
1916, probably amounted to about 5,000 tons. . 

The tremendous increase of prices caused by the need for " high 
speed” tools to cut war steel ordered by the governments of Europe 
caused the great increase in production. 

The rapid increase in prices caused prospecting and consequent 


' discoveries of new deposits, increase of development of known 


deposita, the operating at high pressure of old mills, and the hasty 
building of new milla. As a result, the production increased faster 
than the consumption and soon overran the demand that would 
absorb the output at the extremely high prices prevailing, во that 
a drop in prices was inevitable. ' June closed with the price around 
$25 a unit. The normal price has been $6 to $7.— Science. 


item includes such electrical 


The privately-owned concerns are not,. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. | 


UNION OF SOUTH AFRICA.—By the provisions of Act 
No. 37 of 1916, various amendments have been made in the 
import duties. specified in the South African Customs Tariff 
Act of 1914. Theae amendments consist partly of the increased 
duties imposed last year, which lapsed on March 3lst, 1916, 
and which are now re-imposed till June 30th, 1917, unless 
otherwise enacted by the Union Parliament; and partly of 
new duties which have no date assigned for their termination. . 

Among the duties re-imposed as mentioned above is the 
general ad valorem rate of 20 per cent. on ‘‘ all goods, wares, 
and merchandise not elsewhere charged with duty and not ір · 
the Free List and not prohibited to be imported," with a 
rebate `of 3 per cent. ad valorem on goods produced in the 
United Kingdom or 1eciprocating British Possessions. This 
C oods as electric torches and 
refills therefore, .Spare printed records for electric meters, 
electrie motor hair brushes, electroliers, and electric fuses for 
blasting purposes. | 


‘BRITISH INDIA.—New regulations dated July 22nd last 
prohibit the importation, otherwise than by parcel post, of 
all goods from the United Kingdom which had previously 
been imported into that country from Norway, Sweden, Den- 
mark, Belgium, Holland, and Switzerland, unless copies of 
the “Specification for Foreign and Colonial Merchandise ” 
(Form 30) or the *‘ Shipping Bill" (Form 64), as the case 
may be, duly certified by the Customs authorities in the 


. United Kingdom, are presented to the Customs collector at 


the port of import in respect of such goods. 
It is provided, however, that this shall not apply to goods: 


' which, on import direct from the foreign countries specified 


above, are not required to be covered by certificates of origin. 
It is provided also that the Customs collector may, in his 
discretion, allow delivery of any goods exported from the 
United Kingdom which have been imported into that country 
fron the other European countries aforesaid, even if un- 
accompanied by certified copies of the documents above pre- 
scribed, on condition that the importer executes a bond to 
the arnount of three times the value of the goods for the due 
production of the prescribed documents within a period to be 
Specified in the bond, or furnishes a deposit to the like 
amount which shall be liable to forfeiture if the said docu- 
ments are not produced within such period as the Customs 
collector may direct. 


. PORTUGAL.—As a consequence of the passing of the. 
Anglo-Portuguess Commercial Treaty Act, 1916, which 
received the Royal Assent on August 28rd, the Treaty of 
Commerce and Navigation between Great Britain and Por- 
tugal which was signed at Lisbon on August 12th, 1914, and 
retified on May 20th, 1916; will come into full force and effect 
as from September Brd. | : 

Under Article 5 of the Treaty the trade of the United King- 
dom will benefit by the application, to certain classes of 
articles produced or manufactured in this country, of the 
special rates of duty which have been conceded by Portugal 
ia respect of such articles under her commercial arrange- 
ments with Russia, the Netherlands, and France. ' 

‘Article 8 exempts merchandise produced in one country and 
passing in transit through the other from all transit duties, &c. 

Article 10 contains the following provisions in regard to 
commercial travellers and their samples :— . 

“ The stipulations of the present Treaty with regard to the 
mutual accord of tho treatment of the most favoured nation 
apply unconditionally to the treatment of commercial iravellers. 
and their samples. The Chambers of Commerce, as well as 
other trade associations and other recognised commercial 
associations in the contracting States as may be authorised 
in this behalf shall be mutually accepted as competent autho- 
rities for issuing any certificates that may be required for 
ecmmercial travellers. 

“ Articles imported by commercial travellers as samples . 
shall, in each country, be temporarily admitted free of duty 
on compliance with the Customs regulations and formalities 
established to assure their re-exportation or the payment of 
the prescribed Customs duties if not re-exported within the 
period allowed by law. But the foregoing privilege shall not 
extend to articles which, owing to their quantity or value, 
cannot be considered as samples, or which, owing to their 
nature, could not be identified upon re-exportation. 

"In order to facilitate the clearance of samples of goods 
brought by commercial travellers of one of the two States into 
the territories of the other to be used as samples or patterns 
for the purpose of obtaining orders and not for sale, the 


. marks, stamps, or seals affixed by the Customs authorities of 


one country to commercial samples at the time of exporta- 
tion, and the list of euch samples drawn up in proper form 
and certified by the competent authority, such list containing 
an exact description of the samples, shall form sufficient 
evidence, so far as the respective Customs authorities are 
concerned, of their nature, and shall entitle them to exemp 
tion from all Customs examination except in so far as may be 
necessary to establish that the samples produced are identical 
with those enumerated in the list. The Customs authorities: 
of either country are, however, at liberty to affix a supple- 
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niens mark to such samples, should this precaution in 
particular cases be considered necessary." . | 
` Under Article 23, the Treaty is to be binding for ten years. 


NEW ZEALAND.—The following Customs decisions have 
recently been announced :— | A 
‘Electric cables, in sets, with terminals attached, specially 
‘suited for use in connection with electric ignition of motor 
vehicle engines, are dutiable under No. 1604 of the Tariff at 
the rate of 10 per cent. ad valorem on goods manufactured 
in any part of the British Empire, and 20 per cent. on foreign 
goods. | | 
i Wooden poles for carrying electric wires, shaped by hewing 
only, when imported without metal attachments are free of 
duty; when imported with metal attachments permanently 
. fixed, they are dutiable under No. 176 of the Tariff at the rate 
of 20 per cent. ad valorem on British goods and 30 per cent. 
ad valorem on foreign goods. 


[NoTE.—A, '' primage duty ’’ of 1 per cent. ad valorem is 
levied on the above goods in accordance with the Finance 
Act, 1915. This duty is payable on importation, and is levied 
AME of whether the goods are otherwise liable to duty 
or not. 


NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED). 
Published expressly for this journal by Masses. W. P. Тпомрѕом & Co., 


Electrica! Patent Agents, 285, High Holborn, London, W.C., and at. 


Liverpool and Bradford. 


12,125, ‘Annealing, reheating, &c., furnaces." Brivis) INSULATED AND 
sHenssy Castes, Lrp., & W, A. SPEARE. August 28th. 


12,130. " Internal-combustion engines." W. Н. Tate. August 28th. 
ares " Device for heating water clectrically." D. M. Brooks. August 
th. . 


12,141. '' Vaporisers for heavy liquid fuels for internal-combustion engines." 
T. W. Baker. August 28th. | 


12,147. ‘Electric furnaces.” Britis’ THomson-Houston Co. (General 
Electric Co., U.S.A.). August 28th. 


12,148. “ гаса М. Brooks, J. E. Franks, А. E. READ AND 
WatsaLL HaRDWARE Manuracturinc Co. August 98th. 


12,157. “ Variable capacity for liquid-wave transmission systems," а. 
-CONSTANTINESCO. August 28th. : 
12,158. “ Railway signalling apparatus." C. CHEVALLIER. August 28th. 


12,160. '' Vapour electric converters." BRITISH WESTINGHOUSE ELECTRIC AND 
‘Manuracturinc Co. August 28th. (U.S.A., August 28th, 1915.) 


12,162. '' Automatic and semi-automatic telephone systems." О, GRAHN 
..^ND Retay Automatic ТЕ ЕРНОМЕ Co. August 28th. 


12,168. '' Insulation of electric cables." H. TIETGEN. August 98th. 
12,169. " Electric làmps." H. J. T. Соок. August 28th. 
12,170. '' Rheostats for starting electric motors." C. Kosnick. August 28th. 


12,2210. '' Electric furnaces." Britis’ THomson-Houston Co. (General 
“Electric Co., U.S.A.). August 29th. 


12,231. ‘Induction electric motors." G. PESTARINI. August 29th. 


12,237, '' Apparatus for controlling electric circuit of flash signs, &c." A. 
Minter & E. Roscoe. August 29th. Tes 


12,238. '' Aeroplanes, airships, &c." W. E. Cocks. August 29th. 


12,248. “ Carburettors for internal-combustion engines." С. E. Brapsnaw. 
August 30th. 


12,250. “ Combined starting device and auxiliary air valve for internal. 
.com;bustion engines." Е, RussELL. August 30th. 


12,279. “ Electric furnaces.” British Тиомѕох-Носѕточ Co. (General Elec- 
tric Co., U.S.A.). August 30th. А 


* 
12,290. ''Field service exchange." R. RANDALL. August 30th. 


12,298, ““ Sparking plugs for internal-combustion engines." В, С. Booth. 
August 30th. 


12,299. “Ignition terminals for acroplane engines, &c." R. С. Beant. 
August 30th. E 


12,905. '' Apparatus for converting or transforming electric currents," 
K. T. WaNc. August 30th. 

12,314. '' Carburetting and feeding apparatus for internal-combustion en- 
gines." W. P. Кешу & D. C. SrarreRY. August 31st. 

12,316. ** Trolley poles for electric cars, &c." Т: Warsor. 

12,328. ''Carburettors." W. H. Smitu. Augyst 315. 

12,350. *“ Systems of electric motor control." Britis Tuomson-Houston 
Co., Ако Н. È. Farmer & Н. C. Hastincs. August 3lst. 


12,351. '' Regenerative braking systems." Т. Н. Tuomas & W. V.T | 
August 815. (U.S.A., February 5th.) Б URNER, 


12,352. “ Automatic train-control systems.” W., V. TURNER. 
(U.S.A., April Ist.) 

12,370. ''Internal-combustion engines." J. V. RAMSDEN. August Slst. 

12,378, '' Electrical warming apparatus." J. Вк. 

12,382. '' Magnetic chucks.” H, HuwPHREYs. 


August 31st. 


August 3]st. 


September Ist. 
12,384 " V September Ist. 
2,994, "' Valve-operating mechanism for internal-combusti Santee 
-CoxraLEN & SuNBEAM Moror Car Co. September Ist. ustion engines. L. 


12,894. “ Internal-combustion engines for aircraft, &c." Үү. 
September Ist. 

12,395. ©“ Means for operating apparatus at receiving 
station by electric pulsations.” Л. U, SARNMARK. 
September 7th, 1915.) 

12,396. “ Electric furnace." I, 
September 8th, 1915.) 

12,399. '' Telephone systems.” 
AND. А. J. Rav. September Ist. 

12,400. ''Signalling apparatus for mines, &c." E. T 
Ногмеѕ, & W., HoLMEs. September Ist, i : 
.12,406. ''Safety controlling gear for 
Garrett & H. К. Pratt. September 151. 


12,410. “ Means for control electrically of signal indicators f mi | i 
engines, winding engines, &c." J. P. Forsten September ла мА 

12, “ Arrangement of regulator and circuit interrupt i 

; . 1 е ; arc er fixed - 
tric generators having a variable speed." — Soc. ANON. POUR ecw 
Etrctrigug pes VeHicuLes. ‘September Ist. (France, No. 29/1915.) ` 

12,436. “Internal combustion engines," F, Smag. September 2nd 

12,41. '' Measuring instruments." Вити Тиомѕох-Н : i 
Бене везао N-Houston Co, (General 

12,448. '' Method of cooling commutators.” J. G. P 
‘TRANSuIssion, LTD. September 2nd, 


H. Peirce. 


station from sending 


RENNERFELT. September lst. (Sweden, 
AUTOMATIC TELEPHONE MANUFACTURING Co, 
- D. Homes, Н. S. 


electrically-propelled vehicles.” Е. 


. Thomas & Tuomas 


, Deventer. September 28th. 


September Ist.. (Sweden, 


12,454. “ Regulating apparatus for alternating-current distribution Sys- 


tems," U. BALLANTI. September 2nd. 


12,456. '' Electrical signalling systems." F. С. Вкл, W. C. Davsy anp 
STLRLING TELEPHONE & Exectric Co. . September 2nd. 


12,460. '' Carburettors." A. E. BsRRIMAN & DaruLER Co. September 2nd. 


12,461. '' Protection of electrical apparatus, &c." W. Havuunmsr Sep- 
tember 9nd. , 


PUBLISHED SPECIFICATIONS. 


21914. 


7,936. LELECTRO-MAGNETIC MEANS FOR VIBRATING PIANO STRINGS AND THR LIKE. 
А. Н. Maitre & V. Н. С. Martin. March 23rd. 
19158. 

11,600. TrLgPHONE Systems. Relay Automatic Telephone Co., F. M. Ward, 
С. Н. Bryant & T. M. Inman. August llth. (Cognate application, 1,869/18.) 
11,655. "TELEPHONE Systems. Automatic Telephone Co. & W. Aitken, 
August 12th. | 
11,678. INTERNAL-ComBUSTION ENciNES. А. R. Brougham. August 12th. 
a Evectric REGULATOR oR Governor. B. О. Holm Hansen. August 

th. 

11,935. DvwNaAMo-ELECTRIC Macuines. А. Н. Neuland. August 18th. 

11,974. DRIVING AND CONTROLLING DYNAMO-ELECTRIC GeNERATORS, W. E. W. 
Rhodes & J. Firth. August 19th. (Cognate application, 13,469/15.) 

11,981. ELecrricaL Fiasnsr. W. Reed-Lethbridge. August 19th. 

12,314. ELECTRICAL INSTRUMENTS OF THE MoviNG Соп, Tyre. S. F. Palmer, 
J. Denham & Ferranti, Ltd. August 26th. 

12,361. Systems or ELectRIC -Suip PRorULs)ON. British Thomson-Houston 
C. (General Electric Co., U.S.A.). August 27th. : 

12,868. ExLecrric Motor CoNrRoL Systems. British Thomson-Houston Co. 
(General Electric Co., U.S.A.). September 8th. 
13,556. STARTING GEAR FOR INTERNAL-COMBUSTION Encings. H. J. Craymer 
ш is P. Simpson. September 23rd.  (Cognate applications, 16,169/15 and 
ГА! А А Е z 
13,717. INrERNAL-COMBUSTION  ENciNES. F. W. Соу. 
(Frankling R. Wright, U.S.A.) ` - 

13,768. LUBRICATORS FOR  ÍNTERNAL-COMBUSTION ENGINES. 
September 28th. i 

‚ 13,815. IGNITION APPARATUS FOR INTERNAL-COMBUSTION ENGINES. H. R. Van 
(October Ist, 1914.) 

- 14,811. System FoR THE GENERATION OF ELEcTRIC Currents. C, F, Benitez. 
October 9th. (Addition to 17,811/14) . 

14,436. COUPLING FOR MECHANICALLY AND ELECTRICALLY CONNECTING-. WiRES, 
Meta. CORDS, AND THE LIKE. О. Bajma-Riva. October 12th. 

15,107. STARTING APPARATUS FOR INTERNAL-COMBUSTION Enoines. Sir К. 1. 
Crossley, W. M. Huskisson & L. F. Barley. October 26th. 

15,695. METHODS OF MAKING VirREOUS BoplEs. British Thomson-Houston 
Co. (General Electric Co., U.S.A.). November 6th. 

16,695. ELECTRIC Arc Lames. А. H. Railing & A. E. Angold. November 
26th. А 


17,901. Елктн Current Detectors AND Cut-outs кок ELECTRICAL Circuits. 
J. John & W. J. John. December 22nd. 


September 27th. 
D. McGregor. 


1916. 1 


826. PROPELLING APPARATUS FOR VEHICLES. Electric Boat Co. Marcb 30th, 
1915. (100,221.) . | 

1,974. Means For ConTROLLING AND REcULATING Evectric Motors.  [granic 
Electric Co. (Cutler-Hammer Manufacturing Co., U.S.A.)  (101,103.) 

1,483. EL&CcrRO-MAGNETIC RELEASE OR Cur-our. A. Fantini. January 315, 
1916. (101,104.) 

2,934. COMBINED VAPORISING AND INDUCTION Pire ron USING MIXED OR 
Heavy FUELS IN CONNECTION WITH INTERNAL-COMBUSTION Encinas. A. Gray, J. 
Gaskell & W. T. Wilkes. (Cognate application, 5,392/16.) (101,111.) 

3,808. INTERNAL-CoMBUSTION Encines. Е. T. W. Addyman. March 14th, 
1916. (101,115.) ' | E 

6,541. ErECTRO-MaGNETIC RELAYs. Siemens & Halske Akt. Ges. June 22nd, 
1915.  (100,732.) » IP Р en 

‚648. RANS FOR SUPPLYING COMBUSTIBLE CHARGES TO INTERNAL-COMB 
PN. Мене. С: Henderson. May 9th, 1916. (Addition. to 31,620/14.) 

101,132. 
| 6,696. i Muans КОК DiscHaARGING, Static ELkcrRICITY From a MoviNG Picturi 
FiLM OR THE LIKE. C. Van Deventer. May 17th, 1915. (100,487 ) 


Cuba.— The U.S. Consul, writing on the trade future ur 
Cienfuegos, concludes thus:—''One result is certain ш con- 
nection with the extension and maintenance of trade m 
secured—success to any marked degree will never be attaine 
through correspondence solely, excepting in the mail-order 
business in the relatively smaller articles. In the extension 
of trade the direct contact of representatives and Lidia roa 
purchasers will accomplish greater and more вай actory 
results than by long-distance negotiations and catalogue? 
And by representatives is meant men who not only know the 
business they represent, but the language of the соолу nk 
well. . . . Looking still farther ahead, Cuba need be ү 
a stopping-off place, but one point of an extended rou 
covering Central and South America. То hold trade once 
secured the eradication of one evil at least is absolutely деге 
sary, that of substitution. In Europe, should a house no 
have the exact article desired, it is secured from other sources 
and, if need be, regardless of cost, in order that the custom 
may be accommodated and his trade retained. Extension an 
retention of trade will be governed entirely by ment jm 
business accommodation. Merit will not terminate in the 
article itself, but includes as well the way, in which tt, h 
presented for sale and packed for shipment, details in whic 
European countries excel.” 
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MOULDED INSULATORS | CHURTON œ 


Of all Descriptions. 


LITHOLITE, Ltd., 


65-57. Hackney Grove, London, N.E. 


INSTRUMENTS, CIRCUIT-BREAKEBS, 
[AUTO-CUT-IN & CUT-OUTS. 
= Record Electrical Co. 3 


BROADHEATH, MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM. 


FURNACES for WHITE METALS, ёс. 


(Hall’s Patents), 


Without Oxidation. Automatic Heat Control. 
Enormous Saving in Residue. 
Easy payments arranged in special cases. 


Monometer Manufacturing Co., Ltd., 


ASTON, BIRMINGHAM. 


THE UNITED ELECTRIC CAR 
COMPANY, Ltd., | 


PRESTON, LANCS. 


ufacturers of Railway Carriages, Tramcars 
br Electrie Traction, Motor Bus Bodies, and all 
kinds of Rolling Stock for Light Railways. 


BROOK 
MOTORS. 


Bee Advertisement, Sup. 38. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical Engineers and 
vernment Contractors, 


\ 
GREENLAND PLACE, CAMDEN TOWN, LONDON. 


“ EMPIRE ” 
AUTOMATIC CONTROL 


FOR 
Shell Presses, Compressors, Machine Tools. 
ELECTRIC CONTROL, LIMITED, GLASGOW. 
eS 


™ SAXONIA 


ELECTRICAL WIRE CO., LTD., 
GREENWICH, S.E. 


ALL 
BRITISH 


FLEXIBLE CABLES. 


Advertisement Index, see age xxiv. 


ovt and Ро, ү рМ“ 


` MOTORS. 


Т, HARDING CHURTON & CO., LTD., 
Atlas Works. Water Lane. LEEDS. 


VICTORIA 
DYNAMO & 
MOTOR 
стану, CO., 


Send for Stock List of Motors ready for delivery. 


FERGUSON, 
PAILIN & Co., 
LIMITED, 


SWITCHBOARD 


CRAVEN HOUSE, 


WESTERN ELECTRIC 


COMPANY, LIMITED, 
Norfolk House, Victoria Embankment, W.C. 


Works: NORTH WOOLWICH, LONDON, E. 
TELEPHONES & CABLES. 


See Advertisement this week, p. xxii, ; 


CONNOLLY BROS., Ltd, 


for 


WIRES AND CABLES, 


See Advertisement last week, p. iii. 


SITUATIONS VACANT, 
WANTED, &с., 


See Sup. 13 to 18. 


LABELS & BADGES, 


Name Plates, Meter Dials, Switchboard, 
Labels, Address and Instruction Plates, 
Advertising Novelties, Club Badges, 
Checks, Tokens, Blanks, Die Stampings, 
Dies, Press Tools, Punches and Cutters. 


RELIANCE "с. и. 


CHISWICK. 


JULIUS SAX 


FOR 


ACCESSORIES. 


Over 50 years’ experience. 


ABC Code. Telephone Nns City 997: Central 4425 (Editorial оп!у\ 


CABLES AND WIRES. | 


SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, [ TD., 


CHARLTON, LONDON, S.E. 


Dramos > oJ MOTORS 


% MAN, 
ee 7 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


LIFTS and - - - 
TRANSPORTERS. 


Wm. WADSWORTH & SONS, LTD., 
BOLTON. 


“WHITE STAR” LAMPS 


DRAWN WIRE. 


The “RUGBY” CARBON FILAMBNT 
and RADIATOR LAMPS, 


THE LONDON & RUGBY ENGINEERING C0., LTD., 


36 & 37, Queen Street, E.C. 
Telephone: City 5252. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 
LONDON, Е. grams: 


“Fulmen, Step, London." 


'Phone : 
EAST 4157. 


PATENT 
Alumino Thermic Welding Process. 


LEA RECORDERS 
for measuring 
Boiler Feed Water 
and Condensed Steam. 


The LEA RECORDER CO., Ltd., Deansgate, Manchester. 


M. E. M. Keep those initials 


well in mind when you're buying 


IRONCLAD SWITCHGEAR 
—they standa Sure Guarantee of high 
Electrical Efficiency. Write for List. 


MIDLAND ELECTRIC MFG. CO.. LTD., 
Rea Street South, BIRMINGHAM. 


Ay, A5» 


alc luec c SC 


made in sizes from 8 to 260 H.P., is specially suitable for direct coupling to 
ELECTRIC GENERATORS. 
THE FOLLOWING ARE SOME OF ITS FEATURES.:— 


. Dependability for long continuous running. 
. Requires very little attention. 

. Independent of Foreign Fuels. 

. Occupies minimum floor space. 

. High Efficiency. 

. Lowest Fuel Costs. 

. Accessibility for Adjustment. 


ENGINES WORKING IN LONDON AND MANY PARTS OF ENGLAND. 
Also Vertical Petrol and Oil Engines for Dynamo driving and H.S. Steam Engines. | 


I Os un à uU ht = 


WRITE FOR FURTHER PARTICULARS. 


E. S. Hindley & Sons, ! Quee Victoria St., London, E.C. 


Steamport, London." 


Works: Bourton, Dorset. 


Centrifugal Pumps 


for all duties. 


[Oulsometer Engineering С° 1 


LONDON. Write for List No. 721. READING. 


WYSS.C 


2. urich. 


"m < dix NE To eoo etur Switzerland | 
peur 7 Hice : 00 Vida a Sind Westminster, WM 
Zoelly Steam Turbines. Md c epo rr camel ДОС» 


Water Turbines. 
Centrifugal Pumps. 
Rotary Air Compressors. 


ice-Making Machinery. 
us Paper- 


me HINDLEY” VERTICAL GAS ENGINE, 
| 


Making Machinery, 
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- will rest. 


LABOUR AND DEMOBILISATION. 


IN our recent series of articles on “ Labour and 
Industry " we reviewed the demands of the various 
groups which were being formed by Labour. As 
we stated at the time, there were matters included 
in some of these programmes which had been the 
dreams of Socialists for many a long day, but which 
it would be quite unprofitable to discuss while the 
guns were still at work. The new atmosphere after 
the war will probably lead the nation on to new ideas 
regarding оше things that we were hardly willing ` 
to regard as/matters for serious argument in the 
former days of Peace, and it will be for the good of 
all if, for the moment, we leave these aside and con- 
sider the basal matters which will inevitably cry 
aloud for all the serious thought that we can devote 
to them, because upon these the new state of things 
Whatever the future may bring in regard 
to the relations of Capital and Labour, and the atti- 
tude of the different classes in society towards each 
other, the subject of demobilisation will be one of 
the greatest questions that we have ever had to 
settle. It may be said that upon the manner in 
which we deal with that problem will most largely 
depend the atmosphere, peaceful or turbulent, of 
the nation after the war. Nobody knows either 
when the war will end or approximately how many 
men will return to the ranks of industry. . But, 
whenever the time, and. whatever the number, 
the setting up of the machinery for dealing effec- 
tively with the vast work and questions attending 
demobilisation must not be delayed. It is there- 
fore satisfactory to know that Mr. Asquith, in his 
reply to the Triple Labour Alliance, has stated that 
demobilisation shall be gradual, and that in а very 
short space of time the. Demobilisation Committee 
will be able to formulate conclusions to enable the 
Government to set up in advance machinery which 
can be brought into active co-operation the moment 
hostilities definitely cease. With most of us it has 
been a foregone conclusion that demobilisation 
would be gradual, and it has been stated in Parlia- 
ment again and again; indeed, already, slowly and : 
in a small way, the work of demobilisation has 
begun by the return of disabled and other discharged 
soldiers to civil life. It may be that many more 
now at home will have to be combed out of factory 
and other occupations to take the places of these in 
the fighting forces. Yet the demobilisation machi- 
nery for releasing millions must be in preparation 
even while more men are being mobilised, or we 
shall not have plans suited to the circumstances of 
the case prepared in time. The Government has 
appointed a new Committee representative of 


` 
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Labour interests to confer with И, and probably 
this Committee vii fave 8 | : 
formulation of the conclusions of the Demobilisa- 
tion Committee. Of course, the Government will 
understand that it can reckon upon the whole- 
hearted support of our manufacturing and indus- 


trial concerns in whatever efforts may be made to. 


facilitate the return of men to civil occupations. It 
is hardly likely after all that our industrial leaders 
have done to provide the wherewithal for war that 
the value of their experience and counsel will be 
overlooked when the question of providing employ- 
ment for returned soldiers presses. As Prof. Flinders 


Petrie very wisely pointed out in the Times on Tues- | 


day last, in a timely letter on '' Recuperation,” 
what is so important is that in dealing with this 
matter we begin at the right end. He shows how 
essential it is to produce food, and goods for export. 
in order to restore our proper prices of goods and 
labour, and that until we do' so we cannot under- 
take works that do not give immediate returns. 
.*' When we read of railways, tunnels, harbours, or 
"municipal glorifications, is it supposed that the sky 
rains wages for such work? Will not every pound 
raised for this be a direct hindrance to more needful 
business?" He goes оп to say that until we shall 
have crowded in every man that can be used on the 
business of food and exports, no men or money 
should be taken off for anything else, and that 
“every pound raised in rates or taxes ‘to provide 
work’ is a direct blow to the recovery of the 
nation.” 
let Government lend the money to promoting farm- 
ing and trade rather than spend it on withdrawing 


labour on works which сап be postponed without . 


any damage." It is obvious that the industrial 
activities of the nation are a matter of the first con- 
cern in connection with the question of demobilisa- 
tion, and after the recent discussions at the Trade 
Union Congress we may be sure that this aspect of 
the problem will be before the minds of the newly- 
appointed Labour Committee, of the Demobilisation 
Committee, and of the Reconstruction Committee 
of the Cabinet. We hope, with the Prime Minister. 
that it will indeed be only “a very short time " 
before the Demobilisation Committee is able to 
begin, in its commandeered abode, its immense and 
momentous activities. The eyes of the returning 
soldiers and of the nation as a whole will.be turned 
in that direction, and if it proceeds with its great 
task with suitable thoroughness and expedition, it 
may rest assured that it will have the good wishes of 
. all, and particularly of those who are concerned with 
the great engineering industries of the Empire, and 
are anxious to contribute their full share -toward 
securing industrial harmony upon a sure and lasting 
foundation—prosperous industry assuring a fair re- 
compense alike for Capital and Labour. 


WE have no desire to exaggerate 

“Out, Damned the importance of the Asseling 
Spot! ? Army Clothing scandal, but we may 

| at leas? be permitted to relieve our 
feelings by saying that it is damnable that when we 


are fighting a corrupt foe, with motives which have - 


raised British prestige higher than ever in the eyes 
of the whole civilised world, there should be cor- 
ruption in our own midst. If the Asseling case were 
an isolated occurrence there would be little need to 
unduly concern ourselves, for in every community 
there are {о be found some traitors to the public 
interest, some who are willing to betray their trust 
and sell a birthright of honour for a mess of pot- 
tage. These things have occurred on both sides— 
the Allies and the Enemies have all, according to 
briefly reported occurrences, had their experiences 
of them, while across the ocean westwards there is 


“ If rates and taxes сап be raised, better . 


. contractors. 


such a term as "' graft." In normal times we have 
had our Prevention of Corruption Acts to deal with 
bribes sought and paid in connection with business 
contracts, but the law is in an anomalous condition, 
and 15, we fear, too seldom put into force. 

In this case the Courts have dealt with a strong 
hand with the principal offender, but we join in the 


oe 


judge's regret that others who were knowingly 


parties to these grave irregularities could not be 
made to suffer in а way other than by damage to 
their business reputation. What is, perhaps, as 
lamentable as anything in connection with the whole 
affair is that such irregulanities should be possible, 
the opportunity having been afforded by inefficiency 
in the control of a Government department which 
must have been responsible for the spending of many 
nullions of pounds during the last two years. A 
pretty commentary this upon the: business methods 
of a public department! We hear much about waste 
in public affairs, listen to many speeches on the need 
for economy all round, watch the recommendations 
of a Retrenchment Committee and its strange deal- 
ings with the necessary Consular activities, and 
all the while we are so entangled in our confusing 
maze of red tape that it is possible for the busi- 
ness system (save the mark!) in public departments 


.to pass with five-and-twenty approving ticks a 


document which ultimately proves to be false. We 
have seen something of this elaborate passing of 
documents from one department to another, and 
know something of the waste of time and labour, 
and, therefore, of public money. that is involved, un- 
less it lead to efficiency and the proper safeguarding 
of public- interests. How often have grants for 
small necessities been quibbled at and delayed, 
whilst big amounts have been approved with the 
smallest amount of supervision! Really, when we 
talk of the need for better business organisation in. 
connection with industry we must not shut our eyes 
to the crying need for it in higher places. We have 
not an ounce of sympathy with either party to the 
clothing fraud. They have been found out, and be- 
cause of that must drink the cup of consequences 
to thelast dregs. But what of the department which 
could, and should, have prevented: it? We admit 
that the work falling on Government departments 
is far in excess of what it was ever dreamt it would 
be, and our war purchases probably run into mil- 
lions a day, but it should not be beyond the ability 
of experienced men of business. of whom-thousands 
are giving their services ungrudgingly to the State 
in these days, to devise means for preventing leak- 
ages of this kind and removing easy opportunities 
of gain from the path of unscrupulous servants and 
These and some other things make 
one wonder what would have been the cost of the 
war if we had been able to conduct it as one great 
business undertaking, efficiently and economically 
from start to finish. 


| ALTHOUGH the talk of.a recru- 
Copper. descence of scarcity in copper may 
seem to be somewhat exaggerated, 

the position has admittedly gathered considerable 
strength in the last few weeks, as testified by the 
renewed marking up of prices, and the tendency 1s 

seemingly still upward. so far as can be gauge 
from the insatiable demand going on, chiefly for 
munition purposes, and from the more sparing offers~ 
coming on the market from all quarters. The price 
of standard copper, which not long ago had fallen 
back to about £107, has again advanced to the 
extent of some £10 a ton, although the price 1s now 
inclined to fluctuate pending further developments 
in the general demand. The market has naturally 
been quickly affected by the fact that very few war- 
rants are coming on offer, or are at all available. 
while sellers are entirely influenced by the strons 
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character’ of the American advices received for 
weeks: past. 


Speculative offers are now, of course, out of’the. 


question, since dealings outside legitimate business 
are entirely prohibited under the regulations of the 
Defence of the Realm Act. There is another 
restraining feature to be mentioned which has 
doubtless had some bearing on the state of the 
market, and that is that certain home producers, who 
until recently sold part of their output -of rough bar 
copper in the shape of warrants on the official mar- 
ket, are now only selling to consumers direct, and 
thus avoiding dealers. Trading in fine copper to 
meet requirements for munitions has been on a 
considerable scale, the orders placed for Russia 
through the medium of the British authorities 
having assumed quite heavy dimensions for ship- 
ment in the course of the remaining months of this 
year. Both Japanese and Australian producers have 


' had an excellent opportunity to sell all they had at 


their disposal for shipment in the next few months. 
In order to complete these orders, а substantial ton- 
nage has had to be obtained from American sources. 
The sales made in America for domestic consump- 
tion in. the second half of August, and in the early 
part of this month, were also abnormally heavy, and 
this largely explains the decidedly more independent 
attitude of the copper magnates whose prospective 
output, it is suggested, has been already pretty well 
placed for three months or so ahead. Spot metal 
has become rather scarce in America, and those 
censumers who have neglected to cover their needs 
are now entirely in the hands of sellers. Prices there 
have risen to fully 284 cents per Ib., and on this side 
there is very little electrolytic obtainable for near 
delivery at a good premium, the value of near ship- 
ments standing at about £134 c.1.f. European ports. 

As indications point to an extension of the war 
well into next year, it is probable that a steady 
demand has yet to be reckoned with for many 
months to come, and it is obvious, therefore, that 


American producers are more optimistic than ever | 


as to the future of the metal. America is at present 
probably consuming at the rate of well over 50,000 


'tcns a month, so that with a total refinery output of 


about 85,000 tons the balance is none too much to 
provide for regular large shipments to this side. 
The quantities accounted for within the last three 
months amount to roughly 107,000 tons, which 
should certainly be quite sufficient to keep pace with 
the enormous output, of munitions by the Allies, 
though the fact is significant that additional orders 
had recently to be placed with the American muni- 
tion factories for big quantities of material. Muni- 
tion works in this country are doubtless getting a 
full supply of metal released to them by the authori- 
ties, but there is now a good deal of talk having 
regard to the/further large prospective orders to be 
placed іп” America by Allied Governments to pro- 
vide for needs over the first half of next year. The 
stability of the market over the end of this year, at 
any rate, seems pretty well assured. 


——— 


ELSEWHERE in this issue a corres- - 


pondent draws attention. to the ques- 


Electricity — P. T 

Supply and tion of '' Government control of 

Government electricity supply undertakings,” 
Control. and endeavours to clarify the situa- 


tion by stating what he believes to 
be the actual facts of the case. Whether he has 
succeeded in the attempt is somewhat questionable; 
at any rate, we think his sketch of the history of the 
subject is open to correction. The proposal that 
some kind of Government control should be exer- 
cised over the public supply of electricity is no new 


idea; it was brought into prominence by Mr. К. А. 


Chattock in an article published in the ELECTRICAL 
REVIEW on December 19th, 1913, and was further 
elaborated by him in his présidential address to the 


I.M.E.A., abstracted in our issue of Juné 19th, 
1914. While Mr. Chattock—though a municipal 
engineer—boldly advocated the nationalisation of 
the electricity supply industry, a proposal which 
did not gain much support, his object was the same 
as that of the present movement—the centralisation 
of generating plant under the most efficient condi- 
tions, and the unification of systems of distribution 
and supply. The immediate origin of the recent dis- 
cussions, however, was the paper submitted to the 
Institution of Electrical Engineers by Mr. E. Т. 
Williams, m January last, which, in an abbreviated 
form, was used by the Council of the Institution to 
inaugurate a general discussion of the question on 
April 13th, and it is quite wide of the mark to give 
“the first place ” to the committee appointed by the 
Board of Trade at the end of April to report upon 
the position of the electrical trades after the war, 
with special reference. to international competition. 

As our correspondent points out, the recommen- 
dation of the Council of the Institution with regard 
to State control—which arose directly out of the 
discussions above referred to, and the general con- 
sensus of opinion amongst electrical engineers in 
favour of the introductioh of some such system of 
control—appears to be outside the reference of the 
Committee; in reality, however, it is mot. By secur- 
ing more economical conditions of generation and 
distribution, thus cheapening the supply of elec- 
tricity for all purposes, including motive power, the 
productive capacity of electrical (and other) factories 
would be increased, the internal demand for elec- 
trical apparatus would be stimulated, and the scale 


_of operations would be magnified—all valuable aids 


towards developing the export of electrical goods 
and apparatus from this country; as well as internal 
trade. At the same time, the consumption of coal 
and stores would be decreased, and other advantages 
would be gained, which have already been set forth 
in our columns. It is clear, therefore, that the re- 
commendation was in order as having a direct bear- 
ing upon the welfare of the electrical trades. 

That the shareholder should protest is customary 
and inevitable; we cast no stone at him on that 
account. If he does not look after his own inter- 
ests, who will do it for him? But that his protests 


. are based upon misapprehension, ànd pardonable 


ignorance of the truth, is clear. The shareholder, 
as.a rule, is not a technical man, and cannot be ex- 
pected to appreciate the position without assistance. 
We believe that Government control, in the form 
and to the extent that are proposed, would. make 
for his advantage, and in support of this contention 
we may cite as a witness Mr. C. H. Merz, whose 
views were briefly published in our last issue. As 
the chief electrical adviser to the largest and most 
influential body of electricity supply shareholders in 
this country, Mr. Merz cannot be suspected of hos- 
tile intentions towards the interests of shareholders 
when he advocates the policy in question. We may 
also point out that the recommendation was sub- 
mitted to the Committee, on behalf of the Council - 
of the I.E.E., by the President, Mr. C. P. Sparks, 
consulting engineer to a great company, and though | 
we cannot certify that he personally endorses it, we 
have no reason to.suppose the contrary. 

But another consideration which, to our mind, 
should over-ride all others without exception, is that 
it is believed by the leaders of the electrical industry 
that Government control of the supply industry 
would conduce to the national welfare. Before this 
argument all other interests must give place. 

The proposal to substitute ‘“‘arbitration ’ for 
** control " does not appeal to. us; we have seen 
what delays, expense, and sometimes futility result 
from arbitration. Under present conditions a firm 
hand is necessary, and while we are definitely 
opposed to any attempt at the nationalisation of in- 
dustry, we should welcome the enlightened but 
resolute control of an appropriate tribunal. | 
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MERCURY-ARC RECTIFIER FOR CHARGING 
SMALL BATTERIES. 


——— =. 


— 


IN a-recent article in the General Electric Review, C. N. 
Green described the small portable mercury-are rectifier 
known as Form K, which is being built in increasing 
quantities (by the General Electric Со., U.S.A.), and of 
which over a 1,000 outfits have been shipped to various 
parts of the United States, Manila, Australia, Cuba and 
South America. 

The device is filling the demand created by the extensive 
use of small batteries оп automobiles, launches, &c. ; even 
when a car is fitted with a generator it may be necessary to 


FIG, 1.—RECTIFIER CONNECTED TO BATTERY. 


charge the battery independently during periods of idleness 
of the car. 
The type of rectifier known as Type MS, Form K, will 


deliver 5 amperes at 7°5 or 15 volts, depending upon the 


connection, and may be connected to an ordinary lamp 
Socket. It is designed to charge one 3-cell, one 6-cell, or 
two 3-cell batteries, and can be furnished for operation on 
25, 30, 40, 50, 60, 125 or 133-cycle, 110-volt circuits. 

A: later modification of the Form К 
rectifier is that styled the Form К?, 

. Which has been improved with a view 
бо making it more бг less foolproof. 

‘The rectifier consists of a metal case, 
on which are mounted the necessary 
reactive coils, the rectifier tube, and a 
suitable nolder, all of. which are protected 
by а sheet-metal cover. 


m Fic. 4.—CurvEs SHOWING 
; REGULATION, 


Fic. 3.—BASE ОЕ RECTIFIER, SHOWING FUSE. 


The device is supplied with an attachment plug that 
may be inserted in a lamp socket and two binding posts, 
marked + and-—, from which wires are run to the battery 
to be charged. This arrangement makes it unnecessary to 
remove the battery from the car. In other words, the 
charging apparatus is ordinarily much lighter and more 
convenient to move than the battery. 

There have been cases where difficulty has been experienced 
by the reversal of the connecting leads between the battery 


and the rectifier when. making connections for: charging. 
This reversed connection resulted in the battery discharging 
through the rectifier, thereby materially increasing the 
current, which was usually followed by the loss of the tube, 
To overcome this difficulty, the Form K? rectifier has 
been equipped with a fuse in one side of the supply line. 
When this fuse blows, the battery cannot further discharge, 
and the loss of the rectifier tube by over-heating is pre- 
vented. The change in connections from 3-cell to 6-cell 
load was made in the Form K rectifier by transferring the 
lead from one binding-post connector on the series reactance 
coll to another, which required the use of a screwdriver. 
In the Form K2 rectifier this is accomplished by simply 
transferring the fuse from one side to the other of the 
double-pole fuse block (see fig. 8). 

The method of holding the cover to the base has also 


Fig. 2.—RECTIFIER WITH COVER REMOVED. 


been changed ; four small machine screws, which were very 
liable to get lost, have been replaced by two wing nats, one 
on each side of the handle. Spring connectors have been 
substituted for screw connectors on the leads to the rectifier 
tube. The Form K2 rectifier is compact; its outside 
dimensions being, roughly, 8 in. wide, 9j in. long, and 
19,5% in. high for 60 cycles and above, and 114 in. high for 
25 to 50 cycles. The net weight of the 60-cycle oufit is 
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approximately 18 lb., which enables it to be readily carried 
from place to place. 2 $709 

The rectifier tube is spherical, and has no pockets in 
which mercury can be trapped, with the possible result of 
the tube being broken in shipment. The two anodes and. 
cathode are sealed into the upper part of the condensing 
chamber, and extend downward into the tube. The tube 
is 4% in. in diameter by about 4 in. high, and has bosses top 
and bottom to prevent it from turning in the holder. Its 
weight is approximately 8 oz. The rectifier is shipped with 
the rectifier tube assembled, so that it is ready for con- 
necting to a battery after being unpacked, 
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Rectifier tubes, when shipped separately, are packed in - 


excelsior in paper cartons 8 in. by 8 in. by 9 in. ; the Parcel 
Post Service may be employed. The gross weight is less 
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than 2 Ib. This method of packing, together with the - 


rugged construction of the tube, has resulted in very few 
losses in transportation. oa 


THE INSTITUTION: WIRING RULES. 
By DONALD SMEATON MUNRO. 


. Tue Wiring Rules of the Institution of Electrical 
Engineers were this year presented, altered and 
revised for the seventh time. A Standing Commit- 
tee of 20 has sat 24 times since r911 and considered 
upwards of 500 amendments. The use of the re- 
vised rules is recommended by the Incorporated 
Association of Electric Power Companies, the In- 
corporated Municipal Electrical, Association, the 
electricity supply companies of London, and the 
_ principal supply companies of the provinces. All 
the insurance companies were asked individually 


whether they would adopt the rules, and all—even | 


at last the ‘‘ Phoenix "—have said ' yes." So we 
should expect, and actually do find, that the new 
rules are in many ways superior to their predeces- 
sors. Yet there remain a few things which are not 
quite clear. 
. No information is available as to what is the 
interpretation which each or all of the ingurance 
companies would give to the word “adopt.” The 
point is important. Have all buildings at present 
insured to be re-wired in accordance with the revised 
regulations? If so, what days or years of grace 
are granted? Must all buildings, now being fitted, 
conform in detail with the revised rules? The first 
paragraph states that the rules are not intended to 
take the place of a detailed specification. Now 
whether the specification be prepared by a good con- 
sulting engineer, a rascally contractor, or even an 
expert" in the pay of an insurance company, 
there are almost sure to be points of divergence 
from the text; will the insurance companies ‘‘adopt’’ 
these divergencies too, because they are part of a 
detailed specification ? 

In actual practice we have found for the most 
part that, owing to competition, indifference, or 
ignorance, insurance companies do not make defi- 
nite inquiry or investigation into details of wiring 
—even when claims arise. And the Wiring Rules, 


so far as these are concerned, are neglected as well 
as adopted. 


. volts for half an hour.” 


- If our industry were orderly, the insurance com- 
panies might have in each district a group of inspec- 
tors trained in electrical risks, and paid such 
salaries as to be above suspicion of favouritism, and . 
free from the need of competition with regular con- 
sultants; or, alternatively, the companies might em- 
ploy consultants. Only with some such arrange- 
could the insurance people undertake the responsi- 
bilities of the adoption of any set of wiring rules. 
In the May report of the Council of the Institu- 
tion, it is stated that the new wiring rules have been 
accepted as standard practice by the representative 
associations of the municipal and private supply . 
companies. This also is not very clear. Do these 
powerful people now mean to conform to rules with 
regard to their station and service details and their 
free-wiring schemes, or do they simply mean to 
enforce rules on others, as has been their pleasing | 
habit? , | | 
The phrasing of the rules has altered between 
editions, and, for the most part, the alterations are 


. improvements. The fact that the rules overlap and 


have to be considered in relation to the Board of 
Trade, the Home .Office Regulations, &c., &c., 
gives a certain impression of raggedness to the 
whole collection. | 

Nineteen definitions are given, and these range 
from elemental things like “bare” and ''dielec- 
tric” to a "'pipe-ventilated machine." When the . 
latter class of apparatus is reached, one wonders 
why the definitions stop short and do not wander 
on to “ oil-cooled transformers," and the like, for 
the kind of person who wants a pipe-ventilated 
machine defined would, I feel sure, also like to hear 
about an oil-cooled transformer. As in the former: 
issue, the definitions are numbered consecutively 


Й 
і 


. with the rules; this hampers freedom in extending 


definitions as they are required, and means that one 
cannot refer to definite paragraphs in the various 
editions under the same numeral. 

Several of the definitions are as stated in the 
Home Office Rules. Some of the others are neither 
crisp nor clear. '"'Switchboard," for instance, is 
defined as ' An assemblage of switches, fuses, con- 
ductors, measuring instruments, and other appa- 
ratus for the control of electrical machinery and 
circuits." This description might equally well define 
a contractor’s store-room or a full packing case 
after an electrical exhibition. 

Then the two most important new definitions— ` 
Nos. 16and 17—are given in a manner reminiscent of 
the clock which indicates 5-35, strikes 9, and means 
ten-to-three. These refer to grades of insulation 
of cables, and the first one reads: '* Vulcanised 
rubber cable is-said to be I.E.E. 250-volt cable when 
the minimum radial thickness of its dielectric is’ 
that shown in Col. 9 of the Table, and when its - 
minimum insulation resistance is that shown in 
Col. 5 after application of a pressure test of 1,000 
Is it not possible, with a 
very perishable rubber mixture, for a cable, when . 
new, to pass these stated tests? As time is a stated 
element in the pressure test, should there not be 
definite guidance in respect- of some indication dur- 
ing and after test as to the effect of the half-hour’s 
pressure other than complete breakdown within 
that period ? HM. 

The next similar definition refers to I.E.E. 650- 
volt cable, which has to undergo a test of 2,500 
volts. NE 

These two descriptions of cable (the I.E.E. 250- 
volt and the I.E.E. 650-volt) are evidently to dis- 


place the 600-megohm and the 2, Soo-megohn classi- 


fication of the Cable Makers’ Association. But it - 
would appear that while the C.M.A. 600- and 2,500- . 
megohm cables conform to the new standard for 
pressures up to 250 volts. a special new class -of 
cable, with thicker dielectric, is required for medium 


pressures. | | 
The good rule No. 24, which re-appears at the 
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beginning. of- the General Arrangement Section, .. 


stating that where energy is used for purposes addi- 
tional to illumination, the lighting must have in- 
dependent main fuses, is now deliberately broken as 
a matter of trading. expediency by many important 

"supply. corporations who. induce consumers to fit 
heaters, &c., to their existing lighting circuits. An- 
other.rule, No. 28, in this sectiori states that with 
a permanently earthed neutral or negative, no fuse 
may be placed in any conductor, whether on a main, 
or оп any branch circuit. which derives its polarity 
from the earthed conductor of the. supply. That, 
apparently, is ап error, and should be rectified. 

One notes that references are made in many of 
the preliminary paragraphs to rules of a later num- 
ber, and some of the later rules bristle with back 
references. Ап extension of the definitions would 
help to obviate this defect. 

. Rule No. 32 states that in the final power sub- 
circuits for heaters, the maximum must nof exceed 
600 watts. Yet the supply companies of London 
and the provinces have approved! 

The clause No. 34, referring to earth wires, states 
that they should be '' permanently earthed." Now, 
unless these wires have a link or other means of 
occasional disconnection, it is impossible to test an 
installation to see if it is free from supplementary 
accidental metallic contacts, such as gas-pipe earths. 

It is demanded that earth wires be suitably pro- 
tected from mechanical injury, yet there is a good 
dealto be said for those authorities who insist. on 
earth conductors being bare cables visible through- 
out their length. | i 

No. 37.—A switch, Socket, &c., mounted on any 
surface liable to become damp must, in addition to 


its own mount, be fixed upon a base block imper- - 


vious to moisture. It is unlikely that slate or china 
18 meant to be employed' here, and it seems to be 
Suggested that the ordinary oiled teak block as 
used on cheaper work is preferred to a cast metal 
switch box. | | 

Мо. 38.—'' In bathrooms and damp places special 
precautions must be taken to prevent. the ' possi- 
bility of personal’ contact with any part of the sys- 
tem." This would seem to imply that wholly insu- 
lated switches are preferred to those in meta] boxes 
with earthed handles, and one cannot easily obtain 
watertight china switches. | 

No. 40.—The size of lighting wires is regulated 
by “һе permissible drop in volts, which under 
ordinary conditions must not exceed 2 per cent. 
plus а constant allowance of 1 volt." This 1-volt 


drop, of course, is most serious on the very low. 


voltage installations now common. 

In the топ edition, ‘‘ taped only" cables were 
permitted in certain circumstances. Now it- appears 
~(No. 50) that these taped wires are wholly debarred, 


but “braided only ” cables are substituted. This 


Rule No, 52.—Concentric systems were permitted 


under Institution , Rules for the first time іп 191], 
although they have been in use since 1883. One 


. could understand why the live inner should be 


specially well insulated, as it is deprived of the two 
thicknesses of insulation which prevail on normal 
two-wire installations. But why is it compulsory 
under this Rule No. 52 that the external neutral 
should have the same quality of insulation, especially 
when the alternative as shown in Rule No. 76 is. 
no insulation whatever? It seems to the present 
writer that a comparatively light insulation on the 
neutral external conductor is the commonsense 
method of getting rid of the electrolytic possibili- 


.ties of a bare outside conductor. 


Rule No. 53.—With regard to flexible conductors, 
one notes that they are now to be less flexible, for 
No. 36 S.W.G. is the smallest wire to be used (for- 
merly this was the largest size permitted). Rule 


. No. 56 does not demand tinning of flexible conduc. 


tors where there is a pure rubber separation—as 
there always nominally is. Hard wires where there 


. is much less risk of. sulphur attacking the copper 


are, however, to be tinned, or otherwise efficiently 
protected against this danger. 
The whole subject of metal conduits, ‘iron, steel, 


brass, and copper, screwed, clamped, and soldered, 


is dealt with under one rule, No. 63, which has, 
however, seven sub-divisions. 

Plain slip couplings are utterly forbidden, and 
quite properly—they have had a long innings in 
some districts. Grip joint couplings are evidently 
to be used for low-pressure work only, although, of 
Course, resistance at joints is more serious there 


than with the higher pressures, and electrolytic 


corrosion is as much to be anticipated. 
The rule applies to all conduits, including brass 
and copper, and it states that for medium pressures. 
heavy gauge screwed conduits must be used. So it 
seems that the British Standard Specification for 
steel conduits is now to apply to brass and copper 
conduits used for medium pressures. On the whole, 


however, the rute with ‘its sub-divisions is unem- 


barrassing, and leaves to erectors freedom to use 
the. hundred-and-one methods and types of conduit 


and accessory systems now in the market. 


(To be continue. ) 
ee 
SCIENTIFIC AND INDUSTRIAL RESEARCH. 


(Concluded from page 291.) | 

If a healthy condition of inquiry is to be fostered in the 
scientific industries, the Council must for some time to come · 
expend a good deal of attention and money upon convincing . 
íhe manufacturing world in general that scientific research 
1з а paying proposition. The shortest means to this end is an 
attack upon the pressing problems of manufacture which 
arise in the course of the ordinary routine. 

Unless the generality of British firms can be induced to 
alter their present attitude the Council will have failed pro- 
foundly in one of its appointed tasks. In the United States 
of America there has in certain industries been an ` earlier 
realisation than in this country of the large part which the 
systematic application of science has played in the rapid 
progress of German trade. Large American undertakings 
during the last 20 years have set up research laboratories 1n 
increasing numbers. Pamphlets are in preparation which 
will show something of the Progress that America has made, 
and give some indication of the competition that awaits us in 
the future. Three grades of laboratory are needed by every 
manufacturer who wishes to get the best results from the 
application of science to his business—the ordinary routine 
or “works” laboratory for controlling the quality of raw 
materials, finished products and processes: an “industrial 
or "efficiency " laboratory where improvements in products 
and in processes tending to lessen cost of production and to 
introduce new products on the market are worked out; and 
the true research laboratory. 

f a manufacturer has the necessary capital and has once 
realised the value of research, he needs no encouragement to 
continue. In other cases the best procedure will be to demon- 
strate the value of research to industry by carefully selected 
objéct lessons, and by the periodical issue of the pamphlets 
which will contain accounts of what has actually beem accom- 
plished and what needs doing in this field. 
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Research undertaken exclusively for the benefit of one 
among à number of competing firms either by a public insti- 
tution or at the cost of the State is always likely to give rise 
to difficulties. There is only one authenticated instance of a 
grant from public funds in Germany to an individual manu- 
facturer for research or any allied purpose. The German 
Governments no doubt frequently assist a whole industry by 
suitable tariffs, preferential railway and canal rates and har- 
bour dues; and, most important of all, the German States 
spend lavishly upon education. They have not, however, save 
in the singe case referred to, used the taxes, cither local or 
Imperial, to pay for research in the interest of a single firm; 
nor have their universities and technical high schools ever 
given exclusive privileges to an individual manufacturer. 

' The question of the part which universities can and should 
tfke in the application of science to industry is extremely 
important, but also extremely difficult. Such an experienced 
observer as Dr. Mees is strongly of opinion -that the funda- 
mental theory of a subject upon which the development and 
maintenance of industry chiefly depend '"' cannot possibly be 
earried on to any large extent in collaboration with а univer- 

"sity." Although the German universities and technical high 
schools have been able in the past to do much for the indus- 
tries because their professors have had little routine work to 
do in comparison with British standards, the increasing com- 
plexity and length of the research necessary for modern 
scientific manufacture is making it increasingly difficult for 
the professor or the university laboratory to take a:dominat- 
ing share in the advance. In the past no doubt the freedom 
of the university professor to work for a manufacturer was 
or great importance in building up the industries, but in 
present-day circumstances he is not usually more than 2 con- 
sultant to the firms who are interested in his science. One 
important function" which he has exercised throughout he is 
never likely to lose so long as he keeps in touch with the 
needs of the manufacturer, namely, that of training a suffi- 
cient number of young men for the service of the industrial 
laboratories. : 

The universities can and must be the main sources of re- 
search in pure science, the discoveries in which lie at the 
root of all practical and technical applications. Yet they will 
not. be able to do their fair share of this vital service unless 
they can attract more students and larger funds. Though 
progress һа& been made in the foundation of universities and 
the number of professors has largely increased, the endow- 
ment of professorships, the one safe means in Huxley's view 
of endowing research, has not -kept pace with the number of 
foundations. Until our universities are in the position to 
offer appointments which carry with them real freedom from 
financial anxiety, it is certain that their teachers will not, 
because they cannot, take the leading part which they should 
in the national contributions to knowledge. If the univer- 
sities can do their full share of the new work in pure science 
they will do much, but they can do more. They can also 
with their existing organisation assist smaller firms and less 
important industries to solve the problems immediately in 
front of them, and they can, no doubt, attack those funda- 
mental problems of research in applied science which are not 
too complex or too extended in their nature. | . 

When the scientific bases of & whole trade are in question 
some other machinery must be devised; at this point the 
university ceases to be a suitable agent. Yet a place may 
be found for the universities in some at least of these more 
comprehensive and complicated researches. They have done 
much already by means of separate technological departments 
closely related to the industries. The present organisation of 
such departments will need modification and development if 
they are successfully to carry the burden that will be put on 
them. It is important to keep the finance of research insti- 
tutes distinct from the general university finance, for many 
reasons. It seems no less important to give the industry 
concerned а. responsible share in the policy of the institute as 
much in the interests of the industry as of the research. Yet 
if the institute is to be connected with a university or other 
educational institution, the suzerain power must have an effec- 
tive means of criticising the work in its broad and general 
outlines and must have control of at least the principal ap- 
pointments. Otherwise the university or college connection 
will be meaningless. These are the difficulties of any such 
connection, but the advantages are obvious, especially at the 
present stage of our scientilie development. 

Senrcely less important than the encouragement of re- 
search in our educational institutions and our factories 18 à 
due correlation of the research activities of the Governments 
of the Empire. This can best be achieved by the free ex- 
change of information given in a spirit of hearty co-opera- 
tion. Accordingly, arrangements have been made by which 
the Council сап keep in close touch with all Government 
Departments concerned with or interested in scientific re- 
search. Without their help, it would have been impossible 
for it to do its work effectively. The further it proceeds the 
clearer becomes the intimate interdependence of education 
ne юв on the one hand and industry and research on 
‘he other. 

The needs which led the Mother Country to formulate a 
scheme for the organisation and development of scientific 
and industrial research had been realised with equal convic- 
ton in other parts of the Empire. A strong committee, 
appointed by the Commonwealth Government, reported in 
favour of the establishment of a national research institute 


under the charge of three directors with an advisory council, 
and the Government accepted the proposal in its main out- 
lines. Meantime the Committee of the Council had submitted 


а memorandum to the Colonial Office for communication to 


the Dominions, containing suggestions as to the various ways 
in which the home organisation might co-operate with similar 
organisations in other parts of the Empire. . 

_ In Canada a similar movement has begun, and an Order 
in Council was issued on June 6th ‘establishing machinery 
similar to that in this country for the encouragement. of 
scientific and industrial reséarch. The proposals of the Gov- 
ernment are based on their conviction that each part 6f the 
Empire should organise its present machinery for research 
before attempting collaboration with the Mother Country. 
The Canadian Pacific Railway has recently set up a depart- 
ment for the scientific investigation of the mineral wealth 
and the hydro-electric and chemical resources of the Dominion 
especially in those districts served by the railway. The New 
Aealand Government also has the matter under considera- 
tion. The existence of such organisations throughout the ' 
Empire will immensely facilitate the Council's task by 
enabling it to enlist the best brains for the attack on prob- 
lems of Imperial significance irrespective of the researcher's 
domicile. : . 

It seems probable that one of the first and most necessary 
preliminaries to joint research in the stricter sense will be 
found to be the making of a systematic survey of the mineral 
and other resources of the Empire. The whole question will 
doubtless be considered by the Committee appointed by the 
Prime Minister to consider the commercial and industrial 
policy to be adopted after the war. | 

The experience already gained enables the Advisory Council 
to foresee some of the more important conditions which will 
need to be secured if the object for which the Committee of 
the Council was established is to be attained. 

These conditions stated in the shortest possible terms are: 
First, a largely increased supply of competent researchers; 


. secondly, a hearty spirit of co-operation among all concerned. 


men of science, men of business, working men, professional 
and scientific societies, universities and technical colleges, 
local authorities and Government departments. And neither 
condition will be effective without the other. 

The first condition of success cannot be secured rapidly 
at any time, and for the moment is out of the question. It 
is certain that the number of trained research workers. who 
will be available at the end of the war will not suffice for the 
demand that will then exist. Without the scientific. rank 
and file it will be as impossible. to staff the industrial research 


- Jaboratories which are coming as to fight a European war 


with seven divisions. There is as much place and need for 
plodding labour in scientific research as in other kinds of 
work. | 
The responsibility for dealing with the situation rests with 
the education departments of the United Kingdom. It is 
useless to offer scholarships if competent candidates are not 
fortheoming, and they cannot be forthcoming in sufficient 
numbers until a larger number of well-educated students 
enter the universities. That is the problem which the educa- 
tion departments have to solve, and on the solution of which 
the success of the present movement in the Council's opinion 
largely depends. m | 
As regards the second condition of success, progress in 
co-operative effort is undoubtedly being made in many direc- 
tions. There are specially strong reasons for more co-opera- 
tion between the various British firms in each industry and 
between the industries and the State in the furtherance of 
research. Fundamental research requires a very large ex- 
penditure on brains and equipment. It also requires con- 
tinuous effort. The firm that starts out upon this quest must 
either be very powerful, or it must find the necessary stren ih 
in association with others. If the general level of manufac- 
ture can be rapidly raised by co-operative effort im Ше ex- 
change of information between firms, and in the support of 
national trade institutes for research, as well as in thé im- 
provement of the conditions and efficiency of labour, this 
country will have gone far towards establishing its industrial 
prosperity on a firm basis. | * | | 
There is already a certain number of large firms in this 
country who, realising the unity of interest between em- 
ployers and employed, have systematically striven to raise 
the standard of living among their workers апа to give them 
a direct interest in the firin's success. But the small firm 
finds it as difficult to provide pensions or-clubs as to pay for 
research laboratories or original workers. Some form of com- 
bination for both purposes may be found to be essential if 
the smaller undertakings of this country are to compete effec- 
tively with the great trusts and combines of Germany and 
America. ne us an 
The economic problem, says the Council, lies outside its 
province, but it is an important aspect of ihe great issue 
with which it is concerned, and that issue cannot be met 
effectively pnless a co-ordinated advance 1s made simul- 


- taneously on the whole front. The voluntary efforts of manu- 


facturers in friendly union which enabled the problem of 
munitions to be rapidly\solved may lead to a new kind of 
reciprocity between firms which will avoid the evils both of 
monopoly and of individualism. As people have learnt to 
combine against the risks of fire or shipwreck without losing 
either initiative or freedom,.so firms may come to look upon 
expenditure for research as a necessary kind of ir dE 
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It is certain that the costs to be met will, on any adequate 
estimate, have to be counted not by tens of thousands nor 
even by hundreds of thousands. í 

The great industries which have an ọutput worth many 
millions sterling a year and employ labour in proportionate 
amount need research on a scale which calls for the financial 
and intellectual assistance of all parties concerned. When 
co-operation has dene all that is possible in the common 

interest, there will still remain a mass of research work to 
be done by individual firms in their own interests, which will 
ably repay the cost and effort: 

If it is supposed that modern industry can be developed 
or even maintained by a process of detailed investigations, & 
series of particular inquiries, however careful, the time, 
trouble, and expense involved will be largely wasted. Such 
a supposition is fased on fallacious conceptions of the manner 
in which scientific research proceeds, and of the way in 
which the great scientific industries have been built up. Re- 
search of this order does not cease when a problem has been 
solved.. It must be continuous in its operation, and its ramifi- 
cations will spread as knowledge grows. 


TRADE STATISTICS Of AUSTRALIA. 


THE following figures, showing the imports of electrical and 
allied goods into Australia during the twelve months ending 
June 30th, 1915, are taken from the recently-issued official 
trade statistics, which now cover the twelve-monthly period 
ending June 30th, instead of the calendar year. 
for 1913 have therefore been given for purposes of comparison 


and notes of increases or decreases have been added. The 
increasing share of the United States is noteworthy. 
Year ending 
1913. June, 1915. Inc. or dec 


Gas and oil engines.— £ £ £ 


From United Kingdom 148,000 127,000 — 21,000 
_y, United States ..  . 88,000 48,000 -t 10,000 
.5, Germany  .. à 2,000 1,000 — 1,000 
„ Other countries 4,000 . 8,000* + 4,000 
Total . 192,000 184,000 — 8,000 

| * Sweden £4,000. 

Portable and traction engines.— 

From United Kingdom ... 87,000 31,000 — 56,000 
» United States ut 56,000 25 '000 ~ 31,000 
» Other countries 2,000 4 000% + 9,000 

Total 145,000 60,000 — 85,000 
* Froin Germany. 

Dynamo electric machines up to 900 h.p., stalie 

transformers, coils, £c.— 

From United Kingdom 168,000 185,000 - 33,000 . 
» Germany  .. jos 48,000 16,000 — 39,000 
» Italy 5,000 3,000 — 2,000 
» Sweden e 9,000 6,000 — 8,000 
» United States. 154,000 175,000 + 21,000 
» Other countries 9,000 8,000 — 1,000 

"Total 393,000 343,000 — 50,000 

Dynamo electric machines over 900 h.p. and parta.— 

From United Kingdom 56,000 49,000 — 14,000 
» Germany oe 3,000 — — 3,000 
» United States 10,000 5,000 — 5,000 

Total 69,000 47,000 — 29,000 

Earth and rock cutting, excavating, £c., machines.— 

From United Kingdom 31,000 27,000 — 4,000 
» Germany 2. i 7,000 — — 7,000 
» United States 18,000 19,000 — , 6.000 
» Other countries 9.000 2,000 = 

Total 58,000 — 4L. — 17,000 

Coal-cutting machiues.— | 

des United Kingdom 1,000 1.000 T 

United States 19,000 14,000 — 5,000 
», Other countries 1.000* — — 1,000 
Total 21,000 — 15,000 — 6,000 

* From Germany. 

Regulating, starting, and controlling apparatus.— 

From United Kingdom 26,000 32,000 + 6,000 
» Germany 7,000 3,000 — 4,000 
», United States bay 39,000 50,000 + 11,000 
» Other countries... 1,000 : + 2,000 

Total ... " 13,000 88,000 + 15,000 


The figures - 


Year ending 
1913. June, 1915. Inc. or dec. 

Machine tools.— £ £ £ 

From United Kingdom 78,000 48,000 — 30,000 
» Germany. vod 11,000 3,000 — 8,000 
» United States. 55,000 52,000 — 3,000 
„ Other countries 4,000 3,000 — 1,000 

Total 148,000 106,000 — 49 000 

Rotary and percussive rock drills.— 

From United Kingdom 3,000 2000 — 1,000 
» United States 28,000 93,000 — 5,000 
», Other countries 1,000 — = 1,00 

_ 
Total 32,000 25,000 — 7,000 

Stcam turbines, economisers, superhcaters, &c.— 

Irom United Kingdom 92,000 115,000 + % 000 
» Germany  .. 11 000 5,000 — 6,000 
», United States 5.000 2000 — 3,000 

Total 108,000 | 192,000 + 14,000. . 

Eleciroliers, gasoliers, &c.— — 

From United Kingdom 36,009 30,000 — 6,000 
, Germany Ta 3,000 1,000 — 2.000 
» United States. 2,000 5,000 + 3,000 
» Other countries 1,000 — — 1,000 

Total 49,000 36,000 6,000 

Molive power machinery not elsewhere included.— 

From United Kingdom ... 263,000 244,000 — 190% 
5», France : 5,000 3,000 — 2,00) 
» Germany 20,000 9,000 — 11,000 
» Sweden — 3,000 + 3,000 
», switzerland 5.000 3,000 ~ 2,000 
;, United States 80,000 70,000 — 10,000 
,, Other countries 4,000 3 000 E 1,000 

Total 377,000 — 335,000 — — 42,000 

Iligh-speed. reciprocaling steam engines for coupling 

or coupled to electric generators or punips.— 

From United Kingdom 26,000 27,000 +- 1,000 

Electric fittings, switches, fuses and lightning arresters.— 

From United Kingdom 51,000 338,000 — 18,000 
» Germany... 11,000 3000 -- 9,000 
,, United States. 16,000 31,000. "+ 15,000 
» Other countries 3,000 3,000 ы 

Total L00 — 694000 -— ILAN 

Гесса! appliances nol included clsciwliere.— | 

From United Kingdom .. 90,000 85,000 — 5,000 
», Denmark : 10,000 8,000 — 2,000 
, Germany 55.000 14,000 — 41.000 
», Holland d 10,000 91.000 + 71.000 
» United States. 36,000 45.00 + 9,000 - 
5» Other countries 10,000: 5,000 — 5,000 

Total 911,000 178,00 — 33,0 

Lamps and lampware.— 

From United Kingdom 57,000 49,000 — 8,000 
, Germany... 41,000 — 13,000 — 98,00% 
, United States 47,000 48,000 + 1,000 
» Other countries 9.000 12000 + 3,000 

Total 154,000* 122,000 — 3200 
* Included incandescent mantles in 1913. 

Telephone switchboards and appliances.—. | 

From United Kingdom 41,000 48,000 + rd 
, Belgium 95.000 2000 - 350 | 
» Germany 7,000 1,000 – 20 

P xS en . 46,000 22,000 ~ 04,000 

United States 47000 — 60,000 + — 1309 
Other countries 2,000 — = oy 
Total 174,000 — 183,000 4 9,000 

Wire, tron, and stecl.— 

From United com 89,000 52,000 — bcn 
» Germany | 327,000 USO — S 

United States 219,000 000,000 -+ 10, 00 
» Other countries 5,000 37,000* + 32,0 Н 
Total .. 640.000 416,000 — SANN 

C AR £31,000. 

Electric healing and cooking appliances.— | 

From United Kingdom 6,000 3000 - 5n 
» United States ME 3,000 3,000 Lon 
» Other countries 1,000 —- = i 

Total 10000 6000 - 4% 
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. Year ending 
| 1913. June, 1915. Inc. or dec. 
Rails, fishplates, dc.— £ £ £ 
From United Kingdom 1,045,000 686,000 — 409,000 
» Belgium ie 12,000 6,000 — 6,000 
, Germany... 57,000 84,000 — 23,000 
» United States 168,000 177,000 + 9,000 
,, Other countries... — 233,000* + 933,000 
Total 1,282,000 1,086,000 — 196,000 
* Canada £231,000. 
Accumulators, carbons, measuring and recording 
instruments, arc lamps, éc.— І 
From United Kingdom 109,000 69,000 — 40,000 
„ Germany  .. 43,000 1,000 — 42,000 
„ United States 11,000 15,000 + ` 4,000 
, Other countries 4,000 1,000 – 3,000 


Total  ... .. . 167,000 
Wire (copper).— 


From United Kingdom 175.000 99,000 — 76,000 
» Belgium А 1,000 — >= 7,000 
» Germany  .. 19,000 7,000 — 12,000 
„ United States 11,000 14,000 + 3,000 
» Other countries 1,000 — = 1,000 

Total 213,000 120,000 — 93,000 


Cable and wire (covered).— 


From United Kingdom 554,000 307,000 — 247,000 
» Germany  .. 56,000 10,000 — 46,000 
, italy "^ dus 2,000 1,000 — 1,000 
» United State € 20,000 8,000 — 12,000 
» Other countries ... 5,000 9,000 — -3,000 

Total 637,000 328,000 — 309,000 

Arc lamp carbons.— 

From United Kingdom == 1,000 + 1,000 
» Germany . 17,000 2,000 - 15,000 
„ Other countries 1,000 4,000* 4- 8,000 

Total  .. sie 18,000 7,000 — п, 
| * Spain £2,000. 
CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No-letter can be published 
unless we have the writer's name and address in our possession, 


Electricity Supply Undertakings and Government Control. 


During the last week or so a considerable amount of discussion ` 


taken place in the technical and financial Press over the question 
of Government control of electricity undertakings. The references 
in the Press have given evidence of heated partisanship in the 
matter ; во much so, indeed, that it might be worth while to pause, 
and, if possible, get at the actual facts of the case. - These facts 
have certainly been obscured somewhat in the discussion, so renders 
may, perhaps, welcome a plain statement clear of party comment. 

The facts are briefly as follows :— 

In the first place, the President of the Board of Trade appointed 
various Committees to consider the position of certain British 
indust ries after the war, especially in relation to international com- 
petition, and to report what measures, if any, are necessary or 
desirable in order to safeguard that position. Amone these Govern- 
pene Committees one was appointed for the electrical trades. This 
-ommittee was composed of the following members :— 

The Hon. Sir Charles A. Parsons Mr. J. Devonshire. 

(chairman), Mr. B. M. Drake. 
Mr. J. Annan Bryce, M.P. Sir John Snell. 
Mr. Т. O. Callender. i 


ё The Committee, in the course of their work, invited the Institu- 
ed Еу е Engineers, through the President. to give evidence 
med eue А special «d hoe Committee of the whole Council 

che matter. and on their deliberations the Council pre- 
UNA Tecommendations to be submitted. The recommenda- 
British me various points, from such things as securing an alt- 
P a Pa a Rt to improving the status “of electrical 
йы n d 0 clauses іп all. Nine of the clauses have apparently 
dd aueh ізсиввјоп. One clause, however (No. 2), has raised - if 
" Whirlwind—at least a breeze. The recommendation runs as 
ollowa flt 
iva Tribunal of the most independent character 
industry of t Мы to be appointed to control the electricity suppl y 
if extension шш and also to prevent indiscriminate addition 
Bolo ot power stations or systems undesirable from the 

OF view of size, loeality, or system." 


‘branch any advantages. 


to protect themselves. 
disposal if you wish it. 


Electrical Trades Committeo— is to. devise a measure to, protect the 
electrical trade after the war, and especially to safeguard it against 
foreign competition. .The evidence required, therefore. is ouly.as to 
what will protect the industry and obtain advantages. for the same. 
It is a little difficult to see how placing а Government tribunal to 
control the electricity supply branch of the industry will give that 
It may conceivably give the public, the 
consumer, or anyone else, an advantage, but the purpose of the 


‘Electrical Trades Committee is wholly confined to devising benefits 


inside the industry, The only conceivable suggestion is that some 
undertakings will benefit at the expense ofthe others, 7 
However. to return to the main poiut on. which the. recom- 


-mendation has been attacked, viz., Government control, ‘this has 


been done from the company-shareholder's point of view. The 
shareholder has an eye for only one thing—dividends. He assumes, 
therefore, that Government control is not being recommended ,with 


the sole view of increasing the dividend from his investment in the 


particular company in which he is interested. ‘He knows that 
the control would have aims.other than those expressible in 
dividends, and consequently assumes that the dividends. will suffer 
—hence his protest. | es 20 | 

The argument in defence is that the Government Tribunal would 
only deal with the technical side of the problem and not touch the 
financial. Whether such a thing is possible, whether a Tribunal 
can, in faet, lay down а course for an industry to follow and yet 
not interfere with its profits, is the main ground of contention. 

Perhaps, however, one solution would be to eliminate the debate- 
able word "control" and substitute “arbitrate.” This would be 
better in keeping with the idea of a Tribunal, as not being endowed 
with power of initiative. The recommendation would then read 
" that a Government Tribunal be appointed to arbitrate on questions 
affecting the electrical supply industry of the country, with a view 
to preventing indiscriminate additions to undesirable systems,” and 
80 forth. This would obviate the possibility of any " control" in 
the ordinary sense of the term, and, at the same time, provide „а 
way of dealing with, the " dog-in-the-manger" policy affected by 
| many undertakings when any question of centralisation. comes 

ong. | . HAB TREO. JA E 

Anyhow, this is merely a suggestion, the main point of the 
present article being to present а statement of fact and of the 
grounds of disagreement as a preliminary towards & better agree- 
ment. 

Arbiter. 

September 16th, 1916. | В мы 

[We refer to this matter in our leading columns to-day.— 
Eps. ELEC. REv.] у лс ктт 


The Anglo-Boche. 


I have not seen the ELECTRICAL REVIEW for nearly two years. 
but I anticipate that its leanings will not be towards what the 
Daily Mail picturesquely describes as the "Unseen Hand," so that 
a Boche-like development in electrical circles may interest you. 

Some time ago, а London .electric supply company (determined 
that, whoever suffered from the effecta of the war, their share- 
holders should not) raised their price for current all round: 
possibly other companies did the same. If this merely offset 
additional cost, and did not produce, additional profit, it waa, of 
course, quite legitimate. However, a further increase became 
necessary—or desirable. { 

One may suppose that important customers may have protested 
at the former advance, so the directors decided to squeeze a class 
who would be powerless to resent their action— the similarity to 
Boche methods is too obvious to need underlining. . They pro- 
ceeded to enforce the legal minimum charge per quarter, knowing, 
of course. that this would affect, not their large customers, but the 
occupants of small houses and flats, the great majority of whom 
are serving their country on somewhat inadequate pay. ———. Я 

In a typical case, the bill for current has been more than doubled 
to a family of three. one of whom is in the Grand Fleet. one in the 
R.N.V.R., afloat. and the third working 11 hours a day at (unpaid) 
war work. ' n: 

Although the company had been informed that their customer 
was away on service. they sent in their usual notices, which 


accumulated in his absence, and finally cut off the current, all in 
the approved style of profound peace. 


The comic relief is added by the fact that, like the blundering 
fools who are their patterns, they could not even perform this 


graceful act efficiently, but, to the astonishment of the occupant of 
the flat below. cut off his current instead. 


Now I should like to make it clear that I do not know that the 


directors of the company in question are of German origin, but I 
suggest that their methods are so characteristic, that the intern- 
ment authorities might be moved to investigate. ,In auy case, I 
and others will not forget, after the war, that among our foes were 
those of our own (eleetrical) household, and that they seized their 
opportunity to stab us in the back while we were assisting to 


protect them when they were too busy—or, shall we say—prudent. 
The name of the company is at your 


Englneer-Lleutenant. 


ч 
Sess. a г -— 


w— HÀ nomás 


To бо ог Not to Go? 
" Balanced Up ^—I nearly put Fed-Up—ia one of those youny 


men, who, like the poor, are always with us. He is probably one of 
those men perpetually permeated with the spirit of discontent. 
He is likewise probably of the type of young man recent]y 
described by a manager in a munitions Tribunal ense us—" one of 


burn - nununendation has been strongly attacked, though, 
that is о vulnerable point seems to have escaped notice-- 
The + er it falls Within the scope of the evidence required. 

purpose of this particular Board of Trade Committee—the 


г 
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those young men who come to pick up all the information: they 
can in order to better their positions as electrical engineers. _ | 

But cheer пр, ^B.U.," the turn of Fortune's wheel may in the 
course of two or three years see you blossom forth as а full-blown 
system engineer. . 

Has “B.U.” read certain of the speeches given before the 
British Association at Newcastle? Let him do so. Let him read 
Mr. Stoney's paper with particular reference to that part dealing 
with the teaching of the dead as against the live languages. Let 
him substitute one or two other words in place of those used by 
Mr. Stoney (ELEC. REV., page 306, line 43), and the passage can be 
made to read thus :—" The operation of power stations and systems 
as they are usually operated has been standardised to the last 
degree, and as а result they can be operated by the semi-skilled 
man, and the skilled man is not necessary. In fact, the operation 
of power stations and systems is a pure ‘repetition job.’ At the 
same time no operator's training is complete unless mechanical is 
combined with electrical, and also with operating, experience 
and here lies one great danger of the modern operating engineer 
feeling himself entitled to less worse рау.” VE 

Let him proceed to read Merz on Electrical Power Distribution, 
and take the following extract : “. . . that interconnected electrical 
power distribution are essential if labour costs . . . - 
are to be kept toa minimum.” (ELECTRICAL REVIEW, page 307, 
line 53. 

s B.U.'s" statement that heis connected with 20,000 volts, 
one may infer that he is employed within, say, 500 miles of New- 
castle-upon-Tyne, and he may, therefore, bear in mind that he is 
on a concern " standardised to the last degree," and where " labour 
costs are to be kept to a minimum." | 

Remember Alfred Lester, in the “ Arcadians," with his “ Gay life 
and a short one ;" also the story of Robert the Bruce and the Spider, 
then, “ Balanced Up,” if you can’t manage it on the 1-volt bus-bars, 
keep on trying the various voltages to be met with, and if you last 
till then, I feel sure the 20,000-volt busses will find you a very 
certain means of solving the question ^ То Go—or Not to Go?” 
At the same time, "B.U.," take care while trying to form a low- 
resistance path between red and blue. phases on the 20,000-volt 
bars, that you do not cause a general shut-down on the 

North-East Coast. 


High-speed Squirrel-cage Winding. 


In further reference to your notice on page 263, of September 
8th issue, I have to say that in connection with the experimental 
work in the development of the “ Paragon" electrical power 
system, this type of winding has been successfully used on 
my motor omnibus induction motor rotors, and has also been 
proposed and tendered for in connection with my “Paragon” 
variable-frequency, variable-speed induction motor system for 
ships’ auxiliary machine driving ; the said patent cannot, there- 
fore, be valid, although the design is sound and good. 


. William Р, Durtnall. 


London, N., September 18tÀ, 1916. 


The Metric System. 


In view of your efforts to modernise the present effete system of 
weights and measures in this country, I forward you à cutting from 
the Western Mail of to-day's date, which only reiterates what has 
already been stated so often in your columns. Unfortunately, 
although recognised by all leading business men —and others—to 
bé а reform urgently necessary, the Government do not move in 
the matter, and unless they act quickly, we shall find Peace with 
us oncé again, and the opportunity, so favourable at the present 

` moment, will have been lost. : 

We have had the Liquor Control Bill,the Summer Time Bill 
(Daylight Saving), Compulsory Service, and many other drastic 
measures imposed upon us during the past few months, all of which 
in pre-war days would have been considered semi-revolutionary. 
The public have accepted them almost without murmur, and have 
Recon quite accustomed to these startling changes in our daily 
ife. 

Now, therefore, would appear to be the moment for the universal 
adoption of the metric and decimal system of weights and measures. 
unless we have definitely resigned ourselves to the old-fashioned 
systems, which we had to labour under for all too long. 

The trouble and inconvenience which would be inseparable from 
such а reform would be very quickly counterbalanced by the 
greater convenience and simplicity attaching to the Continental 
system—advantages which would be quickly realised by the masses 
in reneral. 

What is wanted, however, is à leader; and the question is— 
Where is he? 

One Interested. 


аннан нра байлан нина ны аа SED 


Heroult Furnaces in the U.S.A.—In the past six months 
the United States Steel Corporatign has granted licences for a total 
of 28 Héroult electric furnaces for steel-making in the United 
States and Canada, which exceeds by four the number licensed 
during the full year of 1915. At present а total of 72 Héroult 
units аге either in operation, in eourse of building. or have 
been authorised in the United States and Canada. Arrangements 
for a large number of additional furnaces have been made by 
various companies through licences from the Steel Corporation 
during recent weeks. 


ITALIAN ELECTRICAL INDUSTRY. 


THE economical uprising of Italy, which goes back 25 to 30 years, 
has been accompanied by an extremely rapid growth of its elec. 
trical industry. From 1880 to 1914 more than 1,000,000 horse 
have been harnessed, as may be seen from the following tabulation 
extracted from statistics published by the Italian Ministry of 
Finances :— 


Years, H.P. Years. H.P. 
1880 135,000 1906 .. 549,280 
1884 160,000 1907 . .612,035 
1899 180,000 1908 729,029 
1900 250,889 1909 : 820,368 
1901 289,756 1910 807,401 
1902 311,014 1911 956,150 
1903 379,568 1912 963,294 
1904 526,706 1913 .. 976,268 
1905 485,579 1914 ... 1.092,960 


This growth in electrical installations was concurrent with a 
reduction in net cost and sale price. While prices of necessarie: 
of life rose on an average 50 per cent. during the last 15 years. 
the price of electricity underwent a decline. In 1894the Kw.-hour 
for light cost at Milan 1°40 frances; to-day it is sold at 40, 30, and 
20 centimes, The Kw.-hour for motive power which sold at 
25 centimes in 1894 comes out to-day for large industrial users at 
from 6 to 5 centimes; for industries which do not need an 
uninterrupted flow of energy, it is even possible to have the 
KW.-hour at 1 centime and below. Notwithstanding these relatively 
low prices, the electrical undertakings have succeeded in realisin: 
'some fine profits, and the capitals invested in electric under 
takings have yielded sure dividends of a high average. Accordinr 
о а publication of the Credito Italiano, the average of dividend 
of 151 share companies, embracing the whole production of electric 
energy, with a capital of 453,400,000 fr. and reserves ol 
32,400,000 fr., were :—6°74 per cent. in 1909, 6°83 in 1910, 63] in 
1911, 716 in 1912, 5°64 in 1913. For a year of crisis like that of 
1913, the dividend of 5°64 per cent. shows a pretty respectable 
revenue, These data become still more impressive if, instead of an 
average dividend, we consider the individual growth of a great 
company from the point of view of capital, dividend, current pro- 
duced, &c. Below are the figures relating to one of these companie-. 
the Società Ligure Toscana di Elettricità :— 


ЕЕРЕЕ зз шз Аш. аы Ксы И ы бы сй зы ты зок E сылы шын 


Dividend,] <. | Lamps ‚ Motors 

= Capital, fr. Pu aicea. шанын et 
1905... | 1,000,000 EE Ee | r - 
1906... | 2,000,000 | — = | x 2s 
1907... | 2,000,000 | 1 2,000.000 | | — - Per 

1908... | 2,000,000 5 4,000,000 | 24.000 3.500 
1909... | 2,000,000 5'5 5,000,000 | s + 
1910... |. 4,300,000 | 5'5 7,000,000 | M = 
1911... | 7,000,000 6 9.500.000 | — — — 
1912... | 10,000,000 | 65 | 15,000,000 | — — — 
1913... | 10,900,000 7 20,500,000 | — — 
1914... | 19,000,000 T 31,500,000 | — uum 

1915... | 22,000,000 т 48,000.000 4 370,000 | 26.000 


ЧИСТ DIETE д л ср MEUM ER M 


' This company, founded to supply 3,000 н.р. to the city о 
Leghorn, now furnishes electric current to the province io 
Lucca, Leghorn, and, in part, Pisa, Florence, Massa, and Grosse р 
In the space of 10 years the company in question has und 
remarkable expansion. Its original capital of 1,000,000 lire ii 
swollen to 22,000,000, and it has absorbed other smaller econom" 
entities, such as the Società Toscana de Pise, the Società Livorne 


di Elettrieità, the Società Forze Motrici de Lucca. the japan 
Elettricità de Pescia et Montecatini, &c. If we examine theecon 


aspect of other electric companies, we find everywhere the A 
characteristics. From the technical standpoint, grandiose ins m 
tions, with a very centralised production of motive о aah 
extremely ramified distribution network ; from the financia e 
point, a very strong concentration of capital. This great 2m&* 


: ` hnic It 
mation of installations has a foundation essentially technical. i 
by scientific 4! 


has been rendered possible, and even needful, 2d 
ent over Ve 


coveries which allow of the transmission of сшт tail 
areas. The work of a stream of water gathered up in à кү 
valley may be sent by means of a copper wire, those е tub 
of electric current, to great industrial centres at remote yen ders 
The high cost of works where water-power 18 utili, Taal 
absolutely unremunerative installations on a small scale. А! en 
and large station, which can serve a province, and poret IP ijin 
an entire region, is the one and only reasonable mode of a - ciple 
water-generated electric motive power. It is this P шага! 
of economy uf force which, in an irresistible manner. has єп pon 
the creation of enormous hydroelectric stations and huge d for 
for the distribution of electric current. Statistics of the on wi 
concessions clearly prove this. Whilein 1885-6 the беш р 
asked for concessions reached 36 H.P., it was 130 in 1889 d fioi 
230 between 1897 and 1898, and rose to 2,160 in the per! oe 
July 6th to December 9th, 1899; and during all the later yeah 
was possible to register calls for concessions of 100,000 N.P. 


н 
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LEGAL. 


WORKMEN'8 COMPENSATION. 


AT Bolton County Court on September 13th, James Herbert 
Howarth, of Handel Street. sued the Bolton Corporation for com- 
pensation and а declaration of liability in respect of an accident on 
June 29th, 1909. | 
Мк. GREENHALGH (solicitor) said plaintiff was employed by the 
Corporation on the date mentioned and was assisting in the repair 
of overhead electric wires when he fell from the wagon. One of 
hia thighs was broken, and his thumb was injured and had to be 
amputated. In April, 1915, he was admitted to the Army as a 


waiter-on in the dining room and cookshop at Bury Barracks, but | 


was discharged in May, 1916, as physically unfit. The Corporation 
had paid fees for his tuition in motor driving, but his first job as a 
driver was too heavy for him. Plaintiff now said he was earning 
6d. per hour and for an 81-hour week earned over £2. 

For the defence, MR. J. HALL (deputy Town Clerk) contended 
that the man had been able to do light work since 1910, but the 
Corporation had paid full compensation down to 1915. His dis- 
charge from the Army was for muscular rheumatism, not on 
account of the effects of his injuries. His earning capacity now, 
it was argued, was better than ever before, for by his training as a 
motor-driver and repairer, he was a skilled man, whereas he was 
formerly unskilled. 

The Corporation asked that the compensation award should be 
terminated altogether. 

In the end the Judge made an award of 4s. 4d. per week from 
May Ist, 1915, to August 8th, 1916, and gave a declaration of 
liability with coste on B scale. 


WAR ITEMS. 


A Labour Committee.—It is announced that Mr. Arthur 
Henderson, in his capacity as Labour Adviser, has invited 15 
trade union leaders to form a consultative committee, with 
a view to "establishing & regular and definite means of co- 


operation and communication between organised labour and : 


the Government." | ; 


Workers of Military Age.—Edwin Milne, manager of 
Messrs. T. C. Smith & Co., motor-car and electrical engi- 
neers, Aberdeen, was charged with having failed to make and 
keep constantly posted up in the premises a list of the male 
persons between the ages of 18 and 41 in the employment of 
the firm, contrary to the Defence of the Realm Regulations. 
He pleaded guilty. The Sheriff imposed a fine of 20s. 


Belgian Light Railways.—For years past Belgium has 
enjoyed an admirable system of light railways. Reuter, quoi- 
ing the Telegraaf, says that the report of the Cermans aving 
seized a large quantity of rolling stock belonging to the Bel- 
gian light railways is confirmed. Several lines of the im- 
portant steam tramway system, the centre of which is at 
Aerschot, have been closed. Locomotives and rails have been 


sent to Germany in spite of the protests of the management: 


of the tram ways. 


Our Trade with New Zealand.—Mr. R. W. Dalton, 
H.M. Trade Commissioner in New Zealand, has been depre- 
cating the tendency that he has observed for British manu- 
facturers to delay their measures for appointing agents in New 
Zealand until after the war. Mr. Dalton quotes New Zealand 
opinion as being in favour of immediate action, at any rate in 
regard to preliminary negotiations. As may be imagined, 
there are others besides British houses who know the value 
of good agents, and if we allow “after the war" to look after 
itself, as а certain politician would advise, we may not be 
able to find such agents free to represent us when that 
greatly desired day shall dawn. ' 


Germany After the War.—An Exchange telegram states 
that the Vossische Zeitung suggests the possibility of a closer 
union between the Hamburg-Amerika and Norddeutscher 
Lloyd Lines after the war on a basis that cannot be revealed 
at present. '' Both companies are reorganising their. boards of 
directors and electing the financial leaders of Germany with 
the object of obtaining large credits which they will need at 
the close of hostilities. Among the new members of the 
boards are also delegates of big coal and electrie concerns in 
Germany, where large orders are to be placed for new shipping 
machinery: It is anticipated that the two concerns backed 

у Germany's greatest financiers will easily cope with the 
after-war situation.” —Times. 

^ Tubs for Tommies.” —We have heard a good deal this 
week about those wonderful “Tanks” which have sent our 
men into battle laughing, and have struck terror into, and 

ndled the wrath of, the enemy, but there are “ Tubs” as 
m at the Front; their usefulness cannot be questioned, and 
{ ey Provoke n» wrath—only smiles, for ‘‘ Tommy’s”’ satis- 
faction with them is complete. . In some parts instead of waiting 

ys for a bath, our fighting men have been able to have 
mi Jia eight days, and the Emergency Voluntary Aid Com- 
a ee of the Empress Club (35, Dover Street, London, W.) 
as made this possible by providing tubs and heating appa- 


ratus. We learn from Mr. О. Williamson-Milne, the chair- 
man, that the military authorities are willing at once to dis- 
tribute at the Front, wherever the need exists, а further 1,000 
baths and 200 heaters, and for this purpose the Fund needs 
£1,500. A sum of £10 will provide a unit of five baths, with 
stove, boiler, towels, soap, scrubbers, &c., with which 100 
men per day can have a warm bath. The desire of our men 
for a wash and a shave is almost proverbial, and their ''fit- 
ness" is maintained because of such healthy habits. The 
nation provides the “Tanks” from the national exchequer, 
but it has been ordained that private donations shall provide 
the “Tubs,” and any of our readers who can do so should 
send remittances to Mr. J. W. Howe, the honorary secretary, 
at the above address. 


Exports to Liberia.—The “London Gazette" for September 
19th contains a further list of those to whom exports to 
Libetia may be consigned. 

Prize for the Best Mechanical Hand.—According to the 


Times, a donor, who wishes to remain anonymous, has offered 
to the Société Nationale de Chirurgie, 12 Rue de Seine, Paris, 


‚в prize of 50,000f. (£2,000) to be handed over to the maker of 


the mechanical apparatus which best supplies the place of a 
hand. АП competitors must belong to Allied or neutral 
nations. They are to present to the society mutilated men 
who have been using their apparatus for at least six months. 
The Société de.Chirurgie will test each apparatus with muti- 
lated men for the length of time it thinks fit. The apparatus 
which wins the prize 1s to remain the property of its inventor. 
The competition will be closed two years after the end of 
the war. 

Trempo Applications.—Mr. A. R. Barry (24), elec- 
trician, Upminster, has appealed on business and domestic 
grounds. He stated that after rejection he got married, think- 
ing that he would not have to serve. Exemption refused. 

The Ullcoats Mining Co. appealed to the Whitehaven Rural . 
Tribunal, on September 12th, for their electrical engineer (25) 
at Egremont, who had taken charge of new plant being 
erected, and who was formerly with the Westinghouse Co., 
and was there badged. It was stated that he came to the 
Tlicoats company on the understanding that he would be 
exempt there also. Conditional exemption was conceded. 

At Whitehaven, appeals were made by the Corporation for 
exemption for the acting borough electrical engineer (Mr. 
Gillitt), the only mechanical fitter left, an outside foreman 
and‘joiner, a stoker, two shift engineers, and the electrical 
and works superintendent. Mr. Gillitt was conditionally 
exempted; six months each were allowed to the fitter and 
foreman; and three months each to the others. 

Four engine fitters were appealed for at Aldershot by the 
Traction Co. Mr. E. G. Hawkins, for the company, said that 
the chairman of the Reserved Meis qus Committee had in- 
formed him that men employed in thW taintenance of “buses 
and machinery came under the heading of а reserved occupa- 
tion. The Chairman observed that the Appeal Court, which 
was senior to them, said the men did not belong to a reserved 
occupation. He asked if there were not women fitters, and 
Mr. Hawkins replied that he had never heard of them. Two 
of the men were allówed three months, and the others two 
months. M : 

Mr. H. C. Francis (27), electrician, Redhill, has been 
allowed exemption from combatant service on condition that 
he undertakes farm work.  . 

Pittington Co-operative Society have made an unsuccessful 
application for the retention of their electrician, who has з 
crippled arm. m | 

At Faversham, on September 14th, conditional exemption 
by agreement was allowed to five employés at the Corpora- 
tion electricity works, on the application of the electrical 
engineer, Mr. Sommerville. a | 

А car driver, aged 21, was claimed at Dartford by the Light 
Railway Co. as being in a certified occupation and indispens- 
able. It was stated that owing to the absence of housing 
accommodation older married drivers could nof be imported ; 
three from the Isle of Thanet taken a year ago had not yet 
obtained houses. Badges had been applied for for drivers, but 
the Ministry of Munitions would not grant them. Two 
months, with no further appeal without consent, were 
allowed. 

High Wycombe Tribunal has granted three months' exemp- 
tion to Wilfrid Parmenter (28), electrical operator at а local 
picture theatre. Appellant is very deaf, and the Tribunal 
considered he was not fit for any form of military service, 
although passed by the Medical Board. | 

Mr. E. Н. Milner (38), electrical engineer, High Wycombe, 
who had recently been starred, appealed at High Wycombe 
for exemption. Questioned, he said that his business was 
beyond the power of women to do. Ever since their forms- 
tion he had belonged to the Volunteers. Six months were 

nted. 
V Exemption has been refused, at Torquay, to Chas. Webber, 
employed in tipping coal into the Corporation generating 
station. | 

An appeal by the Military against exemption allowed_ to 
A. E. D. Chaundy (22), electric wireman with Messrs. Hill, 
Upton & Co., electrical engineers, Oxford, has been with- 
drawn, the man being totally rejected for any form of service. 

The Military appealed at Oxford against exemption granted 
on February 24th to R. J. J. Child (23), electrician with Mr. 
John Goundrey, passed for foreign garrison duty. Child com- 
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ріаіпва #696 .he Һай not had’ a: ргођег ‘medical examination, 
but the certificate ОЁ exemption Was cancelled. - 
‘At.-Oxford, conditional exemption „was sought by Messrs. 
С M. Watson & Son, electrical engineers, for Edwin Dixon 
(31), electrical engineer and fitter, the only electrician left 
oh the.staff. As Dixon was passed for general service, Mr. 
Н. G. Watson said that if two months were allowed he would 
endeavour to get & substitute. A month was grantéd,. there 
to:be no further appeal without leave, ^ m | | 
The. Grantham: Tribunal: has conceded conditional exemp- 
[оп to John R. King (40), with the Urban Electrice Supply 
a td.. > > | 
.: Gloucester. Corporation having. been granted exemption for 
two tramway inspectors on the ground that they were indis- 


“The Merthyr Tydfil Tribunal ‘has conditionally exempted 
one of кола stokers left with. the. Merthyr Electric 


The Elland Tribunal decided that Ernest Turner, electrical 
engineer, was in a certified’ occupation. and he was exempted 
to the extent provided. by such reservation. Ae. du 

At Durham Appeal Tribunal, an electrical engineer appealed 


appellant had been married he would have been exempt. All 
they wanted was three months’ extension to enable them to 
finish the work.’ Appeal dismissed. з . . . 

„А Brighton’ electrician, ‚passed for labour duty abroad, who 
was recently put back ‘until called up. having received! hig 
papers, has ‘now beén given three months’ exemption. 

. St. Albans City Tribunal has refused exemption to Thomas 
(3. Brockwell (30), Junior charge engineer with the North 
Metxopolitan Electric Power Distribution Co.. Ltd., claimed 
as being indispensable in the interest of the lighting service. 

Messrs. Barlow & Alden, Ltd., Oxford, appealed for Albert 
Greenaway (33), electrical fitter, engaged on installations at 
armhouses and farms: He was conditionally exempted 
whilst’ remaming in his present occupation. n" 

. Three Jnonths' exemption has. been allowed to Mr. Е. р. 
Beale.(33), Wa ford, for 16 years electrician to Mr. Grimes 
at Bushey Hall. - EE | , 

The Military appealed at Oxford against a certificate of 
exemption granted on January llth to A. C. Tombs (22), 
Junior assistant electrical engineer with the Oxford Electric 
Co., Ltd. The chief engineer (Mr. Francis) said that it was 
difficult to get & man of sufficient experience and acquainted 
With local conditions for the particular ‘work done by Tombs. 
The ee was withdrawn. 

n domestic grounds, conditional exemption has been 
granted to Mr: E. Green (34), electrician, or Oxford. 

At ‘Oldham. Messrs. Caton & Sons, electrical engineers. 

appealed for the manager—a. practical engine ; 


two of the fitters, aud the remaining man, who is 39 
ог аре, Was. ordered to serve, but } | 
October Tee з not to be called 


|. At Blackpool, on September 7th, conditional ех 


| al Was made for a tram. 
way depót foreman, aged 93 and single, and it Was stated that 


an effort had been made to get an older ma vit 
success. . If he were taken away the E du 
probably be stopped until another man could be found. Ex. 
emption until January 1st was allowed. Conditional exemp- 
oe Was granted to a tramear driver, aged 31 years and 
aingle. 

The Bury Tribunal has granted conditional ex j 
a Corporation tramway employé, married and 20 d 4 
ags, who was wounded in Gallipoli; temporary exetüp іза 
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until October 31st to the chief clerk in the Corporation elec. 
tricity department, aged 29; and a similar period to a Student 
of wireless telegraphy, aged 19, who is to sit for an examina. 
tion shortly. i | | 

At Rochdale, Messrs. A. Diggle & Co. appealed for Perey 
Dawson (19), armature. winder, who was described as indis- 
pensable. The Tribunal decided that the man should report 
for service in three weeks, and a representative of the: fim 
said he would appeal against the decision.—Temporary er- 
emption till December 31st was allowed to W. Jenkins (41), 
assistant to engineer-in-charge of electric pumps, &c., ар 
pealed for by Mr. б. 8. Platt. .... . z rane: 

Oldham Tribunal has given two months’ exemption to Mr. 
W. S. Long, electrician, of Whissenthorpe. . 

At Hastings, on September 13th, exemption was claimed for 
Charles Winter (40 vears and 8 months), electrician at the 
" Albany " Hotel, employed bv Sir Н. Lunn., He was given 
three months on joining the Volunteers. I | 

The Peterborouch Electric Traction Co., on September 13th, 
appealed.for a chief traffic inspector, а mechanic and driver, 
a. fitter and mechanic, an electrician and mechanic, a fore- 
man, and the chief clerk, cashier, and storekeeper. Each 
was given four months’ exemption. Ие i Sf 


BUSINESS NOTES, - 


:A Birmingham House of Commerce.— The Birmingham 
Chamber of Commerce, which increased its membership from 1.631 
in 1913 to 1,908 in 1914, and 2,208 in : 1915, the increase showing 
an aecélerated pace in the early months of this year, is proceeding 
with a scheme for establishing à Permanent House of Commerce in 


. New Street, at а cost of £30,000. Donations are being invited 


from those interested in the commerce of the city and district, 
ала we understand that, as a result of private efforts, £22,000 has 
been raised. It is desired to erect a building which shall be worthy 
of the commerce of the city and.district. We would urge those 
who are iriterested either in the scheme itself or in the progress of 
the Birmingham Chamber of Commerce, to communicate with the 
president, Mr. H. W. Sambidge, at the registered offices, Winchester 
House, Vietoria Square, Birmingham. | 

Book Notices.— Directory and Chronicle for China, Japan, 
Straits Settlements. Indo-China, Philippines, Je. 1916. London: 
Hong-Kong Daily Press, Ltd. 30s. net.— This Directory has now 
reached its fifty-fourth year of publication, and that fact alone. 
before one proceeds to examine its contents, gives it а considerable 
measure of authority. It opens with a calendar of the year. а list 
of the Chinese festivals and observances, and particularsof weights, 
measures and money ; very full information. concerning treaties— 
commercial and otherwise--and a host of other subjects of real 
value follows, leading on to the Directory sections in which the 


` different places jn the countries mentioned in the title are dealt 


with in detail names and addresses of public departments and 
officials, traders and commercial houses and their personnel being 
given. Excellent maps are attached to most of the sections, and at 
the end there is an alphabetical list of Foreign Residents in ei 
whole of the places included. Those having trading relations er 
these parts, or anxious to promote such, should find the volume o 
inestimable value. | 
The Slide Rule. By С. N. Pickworth. Manchester : Emmott 
and Co. Ltd. Price 2s. net. — The fourteenth: edition of this well- 
known work has been revised. and a section has been -added dealing 
with the solution of algebraic equations of' the second and third 
degrees by the slide rule. It ig often less troublesome to arrive at 
an approximate solution by trial and error than by the orthodox 
methods, and, as usual, the slide rule comes in handily. " F 
"Dynamo and: Motor Attendants and their Machines. ” ByF. 
Broadbent. London : S. Rentell & Co., Ltd. Price 2s. 6d. net. i 
"Mechanical Drawing,” By C. B. Howe. London ; Chapman 
and Hall Price 7s. 6d. net. | ЛОРИ on 
" Proceedings of the Incorporated Municipal Electrical’ Associa 
tion." 1916. London: Wyman & Sons. Price 5s. 


American Export Trade Investigations.—We read in 
the U.S. Commerce Reports that an expert (Mr. Frank Rhea) 
from the Division of Valuations of the Interstate Commerce Com- 
mission will represent the Bureau of Foreign and Domestic Com- 
merce in an investigation of the field for American railway 
equipment and supplies in the Far East, Australia. and South 
Africa. He is already engaged in making arrangements for con- 
ferences with manufacturers. contractors, and selling agents, which 
will be held during a preliminary trip to the principal manu- 
facturing centres in the States in September. . He will then ко 
übroad to enter upon a careful study of the conditions ns they affect 
railway construction, equipment, traffic. the probable extension or 
reconstruction of. railways, tramways, &c. While all пш 
opportunities for securing orders will be promptly reported, the И : 
purpose of the investigation is to gather fundamental facts for 1 
American manufacturer. | 


Patents and Alien Enemies.—Application has been 
made оће Board of Trade to avoid or suspend Patent No. 3.117/11. 
granted to Van Devoorde. for the removal of boiler incrustation. һу 
Messrs. J. C. McQuitty, Ltd.: and Patent No. 3.755]11, granted to 
Piernay, for refuse destructors. by Mr. S. N. Wellington. A о 
nas been granted to Messrs. Reavell & Co.; Ltd.. in respect of Paten 
No. 3,525/12, granted to Lawaczeck. 
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· Catalogues and Lists.—MEssns. Fraser & CHALMERS, 
LTD. Erith, Kent.—Llustrated catalogue of 40 pages (Series А, 
Section 15), containing full descriptive particulars of their steam 
turbines. The half-tone illustrations show a number of plants 
that have been installed by the company. including a high-pressure 
turbine of 6,300 kw.. 3,000 R.P.M. driving a turbo-alternator, 
recently supplied to the South Metropolitan Electric Light and 
Power Co., Ltd., and giving very satisfactory resulte. 

MESSRS. SANDYCROFT, LTD.. Chester. —Illustrated list of between 
40 and 50° pages (art. paper), describing, and excellently showing, 
their patent enclosed liquid starting switches ; standard water- 
cooled liquid controllers for winder and haulage motor control ; 
and automatic liquid controllers for А.С. and D.c. motors driving 
air compressors. Copies will be forwarded on application. 

Episoxn Swan ELECTRIC Co., LTD., Ponders End, Middlesex. — 
Leaflet No. B 3,146, containing descriptive particulars concerning 
Ediswan H30 cells. | 

Messrs. OzoNA1R. LTD., 96, Victoria Street, London, S.W.— 
Supplement to their pamphlet relating to ozone apparatus for 
laboratory and research work. It describes a new laboratory ozone 
generator for which an efficiency hitherto unattaéned is claimed. 
The impetus which the war has given to research in the chemical 
and metallurgical industries is expected to cause a considerable 
demand for such apparatus. 

Messrs. BERRY, SKINNER & Со; 86, Newman Street, Oxford 
Street. London, W.—Folder giving latest prices of Osram drawn 
wire lamps for automobile lighting. 

Mr. Harry Moss. 116. Horton Grange Road, Bradford.— 
Illustrated price list of the “ Whisperphone." 


American Investigation of Electrical Export Possi- 
bilitles.— The Electrical Review and Western Electrician publishes 
the following interesting piece of information :—‘‘ The Bureau of 
Foreign and Domestic Commerce, United States Department of 
Commerce, has selected R. A. Lundquist, consulting engineer, of 
Minneapolis, Minn.. to study the markets for electrical goods in 
China, India, Australia, South Africa, and a number of other 
countries in the Far East. Some years ago. American electrical 
goods met with considerable competition in the Far East, but the 
war has greatly handicapped the principal European competitors, 
and American manufacturers are making a serious effort to take 
advantage of the situation and get permanent possession of the 
markets. A great deal of preliminary study is still needed, and 
Special Agent Lundquist/s part in the campaign will be to ascertain 
the types, qualities, and costs of electrical apparatus with which 
American goods come into competition, as well as to look into the 
general opportunities for the sale of such goods. Before leaving 
on the trip, the special agent will spend some weeks in the 
principal business and manufacturing centres conferring with 
manufacturers, exporters, and business houses on the scope of the 
investigation.’ 


Liquidations. — DERBY ELECTRICAL Co., Ltp.—This 
company is winding up volüntarily with Mr. J. Perry Jones, Woods 
Lane, Derby, as liquidator. A meeting of creditors is called for 
September 22nd. 

BAKELITE Co.. LTD.--Creditors should send particulars of their 
claims. &c., to the Controller, Sir W. B. Peat, 11, Ironmonger Lane, 
E.C., by October 12th. | 

DEY Time REGISTERS. LTD.—À meeting is called for October 
23rd. at 57, City Road. London, E.C., to hear an account of the 
winding-up from the liquidator, Mr. W. R. Howard. 

С. A. MULLER. electrical accessories merchant. Bradford.— 
Creditors must send particulars of their claims to the controller, 
Mr. W., Durrance, 12, Duke Street, Bradford. by October 20th. 

BoHLER. Bros, & Co., steel manufacturers, Sheffield.—Creditors 
should send particulars of their claims. &c., to the controller, Mr. 
G. C. Webster, Styrian Steel Works, Renton Street, Sheffield, by 


October 9th. ` 


Bankruptcy Proceedings.— l'HoxAs BROOKES. electrician 
аб munition works, late picture house proprietor. Halesowen.— 
Receiving order made September Sth, at Stourbridge, on debtor's 
own petition. 

JAMES BROCKIE, mechanical engineer, 41. London Road, Forest 
Hill, Kent. —October ith is the last day for the receipt of proofs for 
dividend by the trustee, the Hon. W. J. H. Boyle, 132, York Road, 
Westminster Bridge Road, S.E. 


For Sale.—Mkxssns. WHEATLEY KRK, PRICE & Co., 
the agents for the Controller appointed by the B. of T.. invite 
tenders, by October 4th, for the stock of cable and electrical acces- 
sortes, office furniture, &c., of Turner < Burger. Particulars 
appear in our advertisement. paves to-day. 


Trade Announcements.—Messks. Dick, KERR & Co., 
LTD., inform us that in future the sale of the Britannia lamp in 
the United Kingdom will.be entirely in the hands of a subsidiary 
company known as the Britannia Lamp and Accessories Co., Ltd., 
whieh will incorporate the existing business of Watlington & Co., 
Ltd., who have hitherto acted as distributors for the Britannia 

. Lamp in London and the. South. of England. The lamp will con- 
tinue to be made by Messrs. Dick, Kerr & Co.. Ltd., at Preston, and they 
will remain responsible for its quality and performance. All com- 
munications in respect to lamps for use in the United Kingdom 
should in future be addressed to the Britannia Lamp and Accessories 
Co.. Ltd., Britannia House, 48, Milton Street, London; E.C. 

Mr. H. FOWLER. electrical engineer, of William Street, Windsor, 
who is serving with the Forces, announces that his business is being 
carried on as usual, under the supervision of Mrs. Fowler. 


Aluminium,— The statement attributed to U.S. Consul 
Willrich, on page 275 of our issue of September 8tli, to the effect 
that the “only other aluminium works in the British Empire" is 
that of the British Aluminium Co., Ltd., is.of course, incorrect. 
The Aluminium Corporation, Ltd., which, as our readers know, has 
its works in North Wales, is also a British manufacturer of 
aluminium, and is under Government control, 


» 


LIGHTING AND POWER NOTES. 


Argentina.—An electric power house is shortly to be 
established at Puerto Deseado (Territory of Santa Cruz) ; the plant 
has been supplied from America. . 


Ayr.—ANxNuaL Report.—The electric light undertaking 
continues to show progress, the total units sold being only 68,000 
less than in the previous year, notwithstanding the reduction of 
122,000 units for public lighting. The power units sold show an 
increase of 58,000. The account shows a credit on the year's work- 
ing of £72. The reserve fund has been increased to £6,614. Last 
year the price of current was increased by 15 per cent., and this 
year a further increase of 10 per cent. has been found necessary. 
The whole of the new generating plant has not yet been delivered. 
The new plant when installed will effect a big saving. and go far 
to counterbalance the great increase which has taken place in the 
price of coal and other materials. . | 

The Electric Lighting Committee recommended that the charges 
for electricity for heating, power, and lighting be increased by the 
addition of 25 per cent. to pre-war rates; for tramways, 30 per 
cent. to be added to pre-war rates: and for public lighting, 
60 per cent. to be added to the pre-war rate of 24d. per unit. 
The increase in the charge for public lighting will commence as 
from May 16th last, and the increases to the other consumers 
will be effective from the commencement of the current quarter. 


Balbriggan (Co. Dublin). — PusLIC LicHTING.— Àn 
improvement scheme, at present being considered, includes the 
introduction of public electric lighting. 


Ballybay (Co. Monaghan).—E.L. ScHEME.—The electric 
lighting installation is now being proceeded with ; poles have been 
erected, and a lease to build a power house on the Fair Green is 
being obtained. : 

Bedford. YEAR’s Workinc.—The accounts for the 
year ended March 316 last show а total revenue of £27,413, and 
total expenses (including £438 war payments) of £18,608. The 
gross profit, £8.805, was insufficient to meet interest and sinking 
fund charges by £1,016, which sum was charged to the general 
district fund. The total output sold was 3,357,392 units, and the 


maximum load 1,750 Kw. We note that the output included 


2,383,756 units for power, exclusive of 233,041 units used in sewage 
pumping. E 

Bexhill,—In view of the special labour and clerical work 
thrown upon the staff, the E.L. Committee has decided that a 
charge of 6d. should be made for each special meter reading taken 
at the request of consumers in connection with the letting of 
furnished houses, the charge to be added to each account as rendered, 
and to operate as from January 1st next. 


Bingley.—Licutmc CuaRGES.— The electrical engineer 
has been instructed to inquire into, and report upon, the question 
of charging consumers in accordance with their maximum 
demands. 

- Brighton.—Gas FrRING.—The T.C. was to consider 
yesterday a proposal from the British Coalite Co. that the Corpora- 


-tion should lease to it a site at Southwick, near the power station, 


for the construction of plant for carbonising coal, and should take 
the surplus gas for boiler firing, the price offered being l'bd. per 
1,000 cb. ft. for an estimated quantity of 4,800,000 cb. ft. of gas 
per day. Mr.Christie, the borough electrical engineer, recommends 
the proposal. and forsees from it substantial reductions in the cost 
of production of electrical energy. The company would require the 
Corporation to supply electricity for the plant used in the pro- 
duction of the fuel. The Electricity Committee states that the 
Corporation will have to expend £750, in addition to the cost of 
the pipes. &c.. to adapt a section of the boilers for burning the gas, 
but considers the cost of fuel would be reduced by about оће half. 


Canada.—The Electrical World states that the Ontario 
Hvdro-Electrie Commission has decided to spend $1,300,000 in 
extensions. А block of 25,000 н.р. has been diverted from export 
to the States for supplying Ontario consumers. It has been 
decided to double the Commission's Toronto and Dundas plants, 
and toduplicate the Dundas-Toronto transinission. The Niagara Falls 
station is being extended to handle an additional 50,000 H.P. from the 
Canadian Niagara Power Co. The maximum load of the Ontario 
system is 115,000 —120.000 H.P., and it is expected that the Niagara 
system will use between 140,000 and 150,000 H.P. before January 
next. The Commission has also decided to link-up the power 
plants at Eugenia Falls. Big Chute, Wasdells and Swift Current, 
Ontario; some 41 miles of transmission line will be required, and 
will enable the surplus power of some of the plants to be used in 
other areas; moreover, the line will be only six miles from the 
Niagara transmission at Mount Forest. Ontario. and will, it is 
expected. be connected to it later, 
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beginning of the quarter by 4d. per unit. 
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Chile.— The correspondent of Za Prensa at Valparaiso 
states that a conflict has arisen between the lighting company and 
the Intendency. Owing to non-payment by the latter of a debt of 
25,000 pesos, the company decided to cut off the electric light in 
the office of the Intendency and in the house of the Intendent. 
That official prevented this being done by calling in the services of 
the police. The same company notified the municipality that it 


` would cut off the public lighting on September Ist if the municipal 


debt owing to it of ‘about 14 million pesos was not paid by that date. 
—Heriew of the Hiver. Plate. 

San Antonio de Areco is also іп conflict with the local lighting 
company. It had been agreed that the municipality's back debt 
tor lighting should be paid in two years—half each year, but not- 
withstanding, one year has passed without this obligation being 
met. It is necessary that the municipality should satisfy this com- 
promise in order to avoid the inhabitants being left in darkness 
again, as happéned some months ago. 


Christchurch.—Having received an account showing an 
increase of 10 per cent. from the Bournemouth and Poole Elec- 
tricity Supply Co., with whom it has a contract, the B. of G. has 
referred the matter to a Committee for a report. ! 


Continental.—NoRwa v.—An unusually prosperous year’s 
working has been achieved by the municipal electric light and 
power installation at Trondhjem. A surplus of 184,661 kroner was 
shown over and above зе: budget estimate of 380,000 kroner, 
enabling a sum of 223,000 kroner to be transferred to the credit of 
the city's general funds. The working of the electric tramways 
yielded & surplus of 135,783 over the budget estimate of 66,750 
kroner, of which a sum of 50,000 kroner was diverted to the city’s 
general funds. The electricity works andthe tramways now repre- 
sent an asset of 3,094,000 kroner. | 

The Norwegian Stadsraad announced, on September Ist, its 
approval of the scheme of the communal authorities of Gjerstad to 
raise a loan of 30,000 kroner for the purchase of a waterfall as a 
berinning of the work of construction of the projected communal 
electrie power station and electric light and power installation. 

The communal administrations of Jevnaker, Lunner, Gran and 
Grandbu have decided to raise a loan of 500,000 kroner, under the 
common guarantee of the several communes, in order to enlarge the 
Hadelund electric station. The Stadsraad has sanctioned the 


scheme. | . 
: Denny.— PRICE IxcrEAsE.—The T.C. has decided to 
inerease the price of energy for power and lighting as from. the 
Dover.—K gr CoAL.— The local Snowdown Colliery is to 
supply 1,500 tons of an improved washed nut coal to the electricity 
department. : 
Elland, —PRICE INCREASE.—Owing to the increased éost 
of production, the U.D.C. has increased the price of electricity for 


lighting purposes to 5d. per unit, and for power purposes by a further 
75 рег cent., making a total advance of 20 per cent. 


Hove.—INCREASED PRICES.— The T.C. has degided, as 


from September 30th, to increase the price of electricity for lighting 


by 4d. per unit on the flat rate and by 10 рег cent. on the indicator 
rates of 7d. and 4d. ` 


Kilkeel (Co. Down).—E.L. SCHEME.— The Irish Towns 
Electric Light and Power Co., Ltd., has intimated to the District 
council that it must delay the installation of electric lighting in 
the town owing to the difficulty of getting materials. 


Kilmarnock.—The Corporation electrici 
has had another very successful year. 
5,026,800, and the revenue to £28,285. 
doubled, and the revenue increased by 
has been asked to take on а number of la 


ty department 
‚ The units sold amounted to 
The output in units almost 
£9,429. The Corporation 
rge consumers. 


Kirkcaldy.—PnoPoskp PLANT ExTENSIONS.— The T.C 
has decided to ask Sir John Snell to re f 


re a largely increased 


supply of electricity for power, for which the present plant is 


inadequate. 


London, —Sr. PANCRAS.—LINKING-U 
Electricity Committee has had under consider 
interconnection of electricity supply undertaki 
sidered the borough electrical engineer's 


€ 
= 


P REPorT.—The 
ation the question of 
ngs, and having con- 
report on the matter, has 


decided that no advantages would be derived by the Council from 
linking-up with other undertakings commensurate ‘with the cost 
to be incurred, and that no action be taken. 

Mr. Baynes, in his report, says it is to be assumed that one of the 
Couneil's two generating stations has been disabled, and that it js 
essential to provide a temporary supply for the time being. The 
present combined maximum load on the two stations is 5,700 KW., 
and the loads on the respective stations are :—Regent's Park. 
2.000 KW.; King's Road, 3,700 kw. He assumes that a linking 
main between two neighbouring power stations. capable of each 
carrying 1,500 KW., would suffice. Inquiries show that none of the 
adjoining installations generate power at the voltage or periodicity 
suited to the Council's needs ; therefore, in every case tragsforming 
plant is essential to allow of an exchange of power between the 


neighbouring concerns. Mr. Baynes estimates the capital outlay 


on linking-up as follows :- -Mains to Islington. or Hampstead, half 
cost, £4,535; transforming plant, £8,740. - Linking to the Central 
Electric Co. (Grove Road) or St. Maylebone. half cost of mains, 
£3,435 ; transforming plant, £8,740. Total cost of linking-up. во аз 
to draw or give energy to two neighbouring stations, based оп the 
assumption thaw each power station pays half the capital cost of 
mains, £25,450. He points out that the cost of mains to link with 
the North Metropolitan Co. would be about £18,000, a prohibitive 
figure. Linking-up is an illusion, he continues, as its advocates 
well know, but it is a means to the end they have in perspective, 
viz, supply in bulk. In the 22 years of supply, except for the 
earlier years of experimental period, there is not an installation that 
can boast of a more reliable service than St. Pancras ; with the 


modern plant, a higher standard of reliability is available than іл . 


the past, and a stand-by supply at this late period of the business 
by linking-up is now of less relative utility, and not worth the 


-capital outlay. The Council must. therefore, regard such a acheme 


from a bulk supply standpoint; all the companies he has been in 
touch with are, naturally, not keen on a linking-up scheme. unless 
they are at the business end of the main. On the other hand, the 
borough authorities are more inclined (if а scheme of linking-up be 
commereially practicable), to regard the chargeable costs as purely 
reciprocatory, the balance in the exchange of current in each year 
being returned {0 them, or paid for at an agreed nominal rate. 
The following figures are quoted fora supply in bulk mesaured 
at the switchboard at the Central Electric Co.'s power station, 
the Council bearing all transmission and transformation losses. 
(Note.—The company, should they need a reciprocal supply, are 
prepared to pay for any power from the Council at the same rates) :— 
For a maximum demand of 500 Kw. during next winter, at £3 per 
KW., £1,500 per annum ; current at ‘33d. per unit with coal at 20s. 
adjusted to 27s.. at 20 per cent. load factor, £1,606 per annum. 
Allowing for transmission and transformation losses, this runs out 
at "926d. per unit. St. Marylebone figures for a supply in bulk, at 
20 per cent. load factor, will be 1°19d. per unit. Mr. Baynes 
mentions the cost of production with the new plant -—Repayments 
on capital and interest on new L.C.C. terms, per unit, *0146d. ; 
coal, :3730d. ; water, oil, &c., ‘01394. ; repairs, maintenance, ‘02574. ; 
wages, `08494.; extra rates, taxes, infurances, &c., ‘0142d. ; total 
eost of production, "54624. -With reference to the B. of T. circular 
letter as to saving coul, bearing in mind the phenomenally low 
steam consumption obtainable with the new.Ljungstrom turbine in 
operation, and having regard to the extra capital expenditure on 
linking up, it will be difficult, concludes Mr. Baynes, to show a 
commercial economy, including a saving in coal consumption. 
were the Council linked up to neighbouring power stations which 
do not possess machinery of so high a standard of efficiency. __ 
YEAR'S WoRKING.—The accounts of the electricity undertaking 
for the year ended March 3156 last, show that after paying all 
working expenses, repayment of loans, interest, &c., and providing 
for accrued charges, a profit remains in the revenue account on the 


years working of £10,896. Of this amount the Finance Committee 


proposes that a sum of £6,000 should be deducted from the lighting 
portion of the estimates for rates for the ensuing half-year, and 
that the remaining £4,869 be transferred from the revenue account 
to the reserve fund account. ; 

FuLHAM.—The Electricity Committee recommends an expendi- 
ture of £1,000 on repairing masonry and a fractured cast-iron 
circulating pipe, 20 ft. below ground, due to subsidence. E concrete 
culvert is to be constructed for the protection of the pipes, and а 
concrete wall round the sump. : 


Luton.—The Sanitary Committee is recommending a 
the House Sub-Committee be empowered to have electric light an 


` radiators installed at Spittlesea Hospital, and that the borough 


engineer report upon the question of installing private telephones 
between the various blocks. : 


Newton Abbott.—PUBLIC Licutinc.—At the meeting 


of the U.D.C., it was reported that the Electric Supply Co. was to 


make a further concession. which would result in an additional 
saving of £153, in regard to the termination of the contract for public 
lighting, which expires next June, in addition to the £215 а year 
already allowed. 


New Zealand.—The report of the working of the Dunedin 
electricity undertaking for the year ended March 31st last shows 
that 12,079,925 units were sold, as against 10,999,608 units in the 
previous year ; the total number of consumers connected amoun 
to 5,937, and the motors. numbered 928, of 7,770 н.р. The con- 
nected load was 14,192 км. Commonwealth Engineer. 


Nuneaton.—THREE-PHask ExrENsIONS.— The Т.С. has 
adopted a recommendation to utilise the three-phase system 
meeting future requirements, amongst which may be e 
Courtauld's new factory with 1.200 looms. and the extension o 
supply to the Stoekingford district. 
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Portsmouth.—YE4R’s WorkING.—The accounts of the 
Corporation electricity undertaking for the year ended March 315% 
last show a total revenue of £50,605, or £1,000 less than in 1914-16 ; 
expenditure amounted to £35,820, а great increase on the previous 
year, and the gross surplus was reduced from £22,361 to £11,785, 
an amount which was insufficient to meet financial charges, and 
necessitated drawing on the reserve fund for £7,288—the deficit 
for the year. | | 

This fund also contributed £4,331 towards new turbine plant, 


and still has:a bdlanee in hand of £19,787 ; the insurance fund | 


account also amounts to £7,264. The energy sold amoünted to 
3,603,860 units, and the maximum load to 2,490 Kw. 

The T.C. has decided in order to meet some part of the loss in 
working, to increase the charges for electricity by 5 per cent. for 
lighting (making a 20 per cent. increase), and by 10 per cent. for 
power and lighting (making a 25 per cent. increase) The chairman 
said the trouble was due to increased coal cost ; seaborne coal could 
not be obtained, and the fuel cost per unit had increased from 
‘66d, in 1913-14 to L'37d. in 1915-16. 


Pwllheli.—The T.C. has decided to carry out a scheme . 


for the provision of an electrical plant for the Corporation kinema | 


at the Town НАП, at а cost of £220. 


"n Shipston-on-Stour.—O wing to the failure of the elec- 
tric supply from August 11th to 25th, and to the alleged prospective 
future breakdowns, the B. of G. has decided to obtain estimates for 
a plant of its own to Бе installed. | 


Silkstone.— The R.D.C. has given permission to the 
Yorkshire Electric Power Co. to erect a line at Silkstone Соттоп 
and to lay mains at Silkstone. 


Southend-on-Sea. — STREET  LieHTING,  &c. — The 
Council has adopted the recommendation of the Economies Com- 
mittee that the Highways Committee be asked to consider the 
question of substituting electricity for gas in those street lamps at 
present lighted by the latter illuminant, and for that purpose 
terminating the agreement with the Southend Gas Co. in March, 
1917. The Committee has decided to await a report by the borough 
surveyor. The sale has been completed at the price of £1,155 of 
two 180-kw. dynamos, resulting in a profit of £200. whieh will 
be held against a probable increased cost of the machines when 
required by the electric lighting department after the war. 


South Shields.— Y&An's Workine.—The annual report 
of Mr. H. S. Ellis, the borough electrical engineer, on the working 
of the electricity undertaking for the year ended March 31st last. 
shows the adverse effect of the war, the financial result being a 
deficit of £1.961, of which, however, £932 represents items not 
strictly chargeable to net revenue. The revenue for the year 
amounted to £30,738 (as against £31,183) and the gross profit was 
£13,515 (as against £16,949), working expenses showing a small 
reduction. After meeting interest and sinking fund charges, which 
were higher than in 1914-15, the result was as stated above, the 
amount required being transferred from reserve. In the previous 
year, £1.616 was contributed to the reserve and £1,600 to the 
rates. The reserve fund now stands at £14,815. Due to the 
severe lighting restrictions, and despite an increase in power units, 
the total output sold amounted to 4,423,154 units, as compared with 
1,665,380 units in 1914-15. The total working expenses amounted to 
'01d., as against '85d. per unit in 1914-15, but coal cost fell from '35d. 
to “34d. per unit, and was less than in any previous year except 
1912, this being due to the purchase of fuel having been left in the 
hands of the chairman and engineer to secure favourable lots as 
circumstances arose. During the year, 129,479 units were sold for 
heating, &c.,and the revenue from this source is gradually expanding, 
according to Mr. Ellis, due to the efforts of the sales department, 
which has been in operation five months, at an out-of-pocket 
expense of £5. It is interesting to note that no increase has been 
made in the price of electricity. We note that the maximum load 
was 2,247 Kw.; the connected load, 8,189 KW. ; and the load 
factor, 22°5 per cent. From the summary of capital expenditure, 
311 per cent. represents machinery and 38'7 per cent. mains ; 
meters and instruments each account for 4'5 per cent., and together 
exceed cost of buildings, 8'6 per cent. І 

Swindon,—Price IxcREAsE.— The T.C. has decided to 
increase the charge for electricity for lighting from 41d. to 5d. per 
unit : it is hoped to reduce an expected loss of £ 1.660 hy about £1,000. 

Waterford.—NEw Loaw.—The Irish L.G.B. has sanc- 
tioned the application of the Corporation for power to borrow 
£1,000 to defray the preliminary expenses in connection with the 
introduction of electric lighting. 


TRAMWAY and RAILWAY NOTES. 


Birmingham. —On Wednesday morning the tramway 
service was interrupted for 14 hours, except ав regards those por- 
tions supplied from the Aston generating station ; the stoppage 18 
reported to have been due to the difficulty of keeping up the steam 
supply at the Summer Lane generating station, where the poor 
quality of the coal now used has led to a similar state of affairs 
two or three times during the past year. 

Continental. —Srars.—Good progress is being made 
with the electrification of the steam tramways of the Sociedad 
Valenciana de Tranvais, in the Valencia district. The first line to 
be. completed is that between Valencia and Стао. 


Norway.—The electric tramway company at Bérgen—& joint 
stock concern—has now shed all its German members, five 
residents of Bergen having been chosen in their steads at a meeting 
on August 24th. This may be regarded as one of the incidental 
effects of the war. , d 


Edinburgh.—T&Axway Revort.—The report of the 
experts on the future of the tramway system waa submitted to the 
Tramways Committee last week. It was recently pointed out in 
an interim report that whatever system might be adopted by the 
Corporation, it was desirable that it should permit the freest commu- 
nication without change of car between all parts. and that it was not 
advisable or necessary to retain the cable for any routes in the 
city. The latest report extends to 80 pages, and the Town Clerk 
will prepare a summary. Speaking on the matter at a meeting of 
the Labour Party, Councillor Graham stated that financial con- 
siderations alone might lead to the choice of the overhead trolley 
system for Edinburgh. They must decide without delay, for the 
future development of the city, especially towards the Rosyth 
area, was bound up with the immediate settlement. of this 
problem. 


Keighley.—The В. of Т. has granted an extension of 
two years to the period for the construction ‘of the tramways at 
Stockbridge, Aireworth Road, &c. 


Leeds.—AccIDENT. — Recently a car running from Pudsey 
to Stanningley got out of control on a steep gradient near the 
junction at the latter place, and, jumping the track, ran into а 
shop. Only one person was reported injured. i 


New Zealand.— The result of the year's working of the 
Dunedin Corporation tramway department to March 31st last, 
was a gross profit of £34,714 and a net profit of £4,840, being a 
reduction of £415 on the previous year. The passengers carried 
numbered 14,849,751,‘an increase of 150,740. 


Portsmouth. YEar’s WorkKING.—The report of the 
Corporation tramway department for the year 1915-16 shows that 
29,338,918 passengers were carried as compared with 27,004.194 
in 1914-15, although the car-mileage was only 2,170,7 78 ав against 
2,138,621. т 

The total revenue for the year was £127,546 (equalling 14d. per 
с.т.) as against £123,991; the working expenses, however, 
amounted to £62,078 as compared with £58,657 in 1914-15, and 
the gross surplus was £65,467, or about £130 better than in 1914-15. 
Allowing for interest credited and deducting interest and sinking 
fund repayment and income tax, a balance of £21,777 remained 
which was carried to the appropriation account, from which 
£13.000 was contributed to rate relief, and various contributions 
were made to renewals, reserve, and extensions. The renewals fund 
stands at £67,421, and the reserve and insurance fund at £24,233. 

A total of 3,009,860 units were generated at the tramway power 
station, at a cost of ‘614d. per unit, and a total cost including dis- 
tribution and capital charges of 1°385d. per unit. The station 
plant capacity was 2,075 KW. and the maximum load 1,100 KW. ; 
the load factor was 49°5 per cent., and 3°29 lb. of coal were used 


‚рег unit generated, the cost averaging ‘375d. per unit with coal 


at 21s. 3d. per ton. 

Of the passengers carried over 90 per cent. were penny fares. 
We notice that the list of officers of the Corporation tramways 
comprises the town clerk, deputy town clerk, and borough 


treasurer, fullowed by the general manager, Mr. Spaven, and 


engineer. Mr. Lironi. ` We presume that the former gentlemen 
are essential to the. operation of tramways, at any rate, in Porte- 
mouth, but lest the ratepayers should think that the last two are 
superfluous, we would suggest that the order be inverted in future 
lists. 


Rhyl.—The Council has sanctioned the taking of a strip 
of land at Foryd for the construction of a light railway between 
Kinmel and the town. 


Southend-on-Sea.—The Light Railways Committee has 
adjourned for six months consideration of an offer of the Lough- 
borough Car Co. to sell to the Corporation an Edison electric "bus. 
The electrical engineer has reported upon the difficulties at present 
experienced in desłing with rail corrugation ; it has been decided to 
purchase an oxy-acetylene cutting and welding plant for the repairing 
of rails, &c., at a cost of £48. " 


U.SS.A.—The New York Chamber of Commerce has 
approved the proposed contract between the city and the New York 
Central Railroad for the West Side improvement, which contem- 
plates the reconstruction and electrification of the company’s freight 
lines on the west side of Manhattan. It is reported that a Haitian- 
American syndicate is to acquire the existing publie utilities in 
Haiti, consisting of railroads, electric light plants. a tramway in 
Port-au-Prince and adjoining valleys, and an electric light plant in 
Cap Haitien. 


ИИИ УУ Т с =ст=н 


TELEGRAPH and TELEPHONE NOTES. 


China,— The American Minister at Peking states that 
the annual report on the administration of the telegraph service of 
China for last year has been submitted by the Ministry of Com- 
munications. During the year, more than $6,500,000 was received 
through the telegraph service. and over $570.000 through 
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the' telephone: service. making а total receipt of $7,080,000. 


The total expenditure on the telegraph service was $4,110,000 


and that on the telephone service $300,000 and more, making 
а total of $4,410,000 and more. The total profit was there- 
fore $2.670,000. Deducting from this the, sum of $1,630,0U0 
as working.capital of the electric administration, a net profit of 
more than $1,000,000 was made during the year. 


Егапсе. — Гһе French Marine Commission has decided 
to appoint nine commissioners, who.: with the delegates of the 
French Navy, shall control the installation of wireless telegraphy 
and armaments on mercantile ships and the rules for the navigation 
of suchships. — Thè Times. 


Russia.— The Minister of the Interior has proposed to 
the Council of Ministers that the Chief Postal and Telegraph 


: Department be empowered to negotiate with the Swedo-Danish- . 


Russian Telephone Co. for the purchase of the Moscow telephone 
system by the Treasury. The Minister urges that, in view af the 
new law on the construction and maintenance of telephone com- 
munication, the Government is obliged, within the limits of its 
means, to, undertake the purchase of the telephone systems, at least 
in the chief towns of the empire, nnd the first in order is the 
Moscow system, for the concession of the company named above 
runs out on November lst/l4th, 1919. The cost of buying up the 
Moscow system will amount to 23,000,000 roubles; but this, it. is 
hoped, will bé recouped by the profit on exploitation. i 

The telephone system in Petrograd, established originally on a 
concession basis, has passed entirely into the hands of the Town 
Council, the date of transfer being July 28th/August 10th. On that 
day the cessation of the agreement with the Post-Telegraphs 
Department for the exploitation of the telephone system became a 
legal fact. i j 

TLE EEE 


CONTRACTS OPEN and CLOSED. 


OPEN. 


| Argentina.— Tenders for the installation of electric power 
plant and materia] for the lighting of a hospital at Bel? Ville, 


Province of Cordoba (about £ 10,000). Comisión Asesora de Asilos 


y Hospitales. Regionales (Belgrano 909, Buenos Aires).— Board of 


Trade Journal. 


j Electrical 
plant (converter, battery, booster, and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specifi- 
gation from E.L. Department, Town Hall." 

. MELBOUBNE.—September 29th. City Council Insulated and 
H.D. copper cables. See "Official Notices" September sth. 

October 17th. For the Deputy P.M.G. (1) Sleeves and tapes 
(Sched. No. 1,355), and (2) 3,100 stay-rods, with low tighteners 
(Sched. No. 1,359).* | | | | 

October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling (Cont. No. 30,343).* 
November Ist. 50,000 yellow flame arc carbons. * 

December 11th. City Council. Supply and erection of coal 
transporter plant. See “ Official Notices " September 15th. 


| Australia.—SyDNEY..— January 22nd, 1917. 


PERTH.— November 8th. P.M.G. Accumulator parts (Schedule 
527 W.A.).* ; | i 

. SOUTH AUSTRALIA.—November 15th. P.M.G.’s Department. 
Automatic switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. 


Castlebar.—A difficulty having arisen in relation to the 
acceptance of the tender of Messrs. Burke for the electric lighting 
of the town, the Urban Council has decided to re-ad vertise. 


. : Grenada.—October 31st. 
British West Indies, is inviting proposals for supplying electricity 
for lighting and power in the town of St. Georges, Grenada, and 
residential suburbs within a radius of three miles. Plan and 


particulars, £2 2s. "Tenders to Colonial Secretar}, Grenada, British 
West Indies. | 


Halifax.—D: of G. Tenders for electrical fittings for 
the workhouse, the St. Luke's War Hospital and other institutions 
for six montha. : ; 


Manchester, —September 25th. Guardians. Six months’ 
supply of electric lamps. Mr. J. Macdonald, Clerk, Uni 3 
All Saints, Manchester. Е DLL: 

September 28th. І. & Y. Railway. Twelve months’ supply of 
steel sheets (Siemens and electrical), schedule 51. Mr. Waring 
stores department, Osborne Street, Manchester, a 


New Zealand.—W ELLINGTON. 
Service Stores Tender Board. 
ohms.* 


| October 11th. Public 
1,000 magneto extension bells, 1,000 


.. Spain.— Tenders have just been invited by the municipal 
Authorities of Abanto y Cieriana (Province of Vizcaya) for the 
аса for the electric lighting of the town. : 
enders have just been invited hy the municipal authorities 
: : ; : Lj | es of 
Albaida de Aljarafi (Province of Seville) for the ee for tbe 
electric lighting of the town during a period of ТО years. 


The Government of Grenada, 


October 3rd. Installation of a telephone system connecting the 
towns of Gandesa, Falset, und Reus (estimated cost £3,100). 
Teùders to Departments de Fomento de la Mancomunidad de 
Cataluna, Barcelona.—Board of Trade Journal. . 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


|; CLOSED. 


Government Coatracts.— List of new contracts during 

August, 1916 :—- 22 

! Wan OFFICE. 

Electric cable and wire.—B.1. & Helsby Cables, Ltd.; General Electric 
Co., Ltd.; W. T. Henley's Telegraph Works Co., Ltd. ; Hooper's 
Telegraph & India-rubber Works, Ltd.; Johnson & Phillips, Ltd.; 
Liverpool Electric Cable Co., Ltd. ; Siemens Bros. & Co., Ltd. ; Ward 
and Goldstone. | 

Electric cells. —J. C. Fuller & Son, Ltd. ; Siemens Bros. & Co., Ltd. 

Insulator cups.—T. De la Rue & Co., Ltd. 

Engine and dynamo.—Petters, Ltd. | 

Electric light fittings.—General Electric Co., Ltd. | . _ 

Generating séts.—Aster Engineering Co., Ltd. ; Austin Motor Co. (1915, 
Ltd.; W. H. Dorman & Co., Ltd. ; Fyfe, Wilson & Co. ; Keighley Gas 
and Oil Engine Co., Ltd. : Petters, Lid. : 

Telegraph-pole guys.—G. J. Young & Co. | 

Electric lamps.—Cryselco, Ltd. ; General Electric Co., Ltd.; Pope's 
Electric Lamp Co., Ltd. 

Magnetos.—C. A. Vandervell & Co., Ltd. 

Motors and starting panels.—Electric Construction Co., Ltd. i 

Switchboard parts.—Automatic Telephone Mfg. Co., Ltd. | 

Works services,—Electric lighting at Shorncliffe : Foote & Milne, Ltd. 
Electrical plant at Farnborough: C. A. Parsons & Co., Ltd. Electrical 
supply at Woolwich : General Electric Co. 


INDIA OFFICE STORE DEPARTMENT. ' 

Cable.—General Electric Co., Ltd. 
Cells.—Siemens Bros. & Co., Ltd. 
Recoeivers.—Creed, Billa & Со. | 
Wire.—General Electric Co., Ltd. ; F. Smith & Co. 

Post OFFICE. 
Telegraph apparatus.—British L. M. Ericsson Mfg. Co., Ltd. 
Telephone appnratus.— British L. M. Ericsson Mig. Co., Ltd. 
Battery boxes.— British L. M. Ericsson Mfg. Co., Ltd. | 
Telegraph cable.—Siemens Bros. & Co., Ltd.; Telegraph Construction and 

Maintenance Co., Ltd. Án 

Dry cells.—Siemens Bros, & Co., Ltd. 
Loading coils.—Siemens Bros. & Co., Ltd. 
Repeating coils.— Western Electric Co., Ltd. 
Telephone lamps.—General Electric Co., Ltd. 
Insulator spindles.—F. W. Cotterill, Ltd. 
Telephones.—Automatic Telephone Mfg. Co., Ltd. 
Bronze wire.—B.I. & Helsby Cables, Ltd. 
Galvanised-iron wire.—Rylands Bros., Ltd. 
COMMISSIONERS or PUBLIC Works, IRELAND. 
Electric lighting and bells.—V. G. Middleton. 


Luton.—The Electricity and Tramways Committee has 
considered the electrical engineer's reports upon the details of 
three tenders he had obtained for ash-handling plant, and is 
recommending the Council to accept the tender of Messrs. Herbert 
Morris, Ltd., for an electric overhead telpher and runway and two 
tipping skips, for £1,888. | 


Salford. — The Electricity Committee has approved a 
report of negotiations with the B.W. Electric and Manufacturing 
Co., Ltd., resulting in а reduction of £50 in the contract price for 
à 1,000-KW. rotary converter, representing the amount of the re- 
duction in the price of copper at the time of the acceptance of the 
tender. Tramways Committee : Hadfield's, Ltd., manganese-steel 
crossings, £220, | 


Sunderland. — Electricity and Lighting Committee: 
Babcock & Wilcox, 50 steel boiler tubes. 


Walsall.— Electricity Committee : Messrs. J. С. Abbott 


and Co., Ltd., coal. Tramways Committee : Messrs. J. Parkinson 
ahd Son, (i}-in. centre lathe. £78. ы 


аннин 


FORTHCOMING ‘EVENTS, 


Iron and Steel Institute.—Friday, September 22nd. At 10.30a.m. At the 
Institution of Civil Engineers, Great George Street, S.W. Annual meeting. 
Municipal Tramways Association, —Friday, September 22nd. At 11 a.m. 
At jus Surveyors' Institution, Great George Street, S. W." Annual general 
meeting. Е | 
Association of Su rvising Electrieians.— Tuesday, September 26th. At 


7.15 p.m. At 8t. Bride's Institute, Bride Lane, Е.С, Presidential address 
by Mr. A. P. Trotter. 


NOTES. 


Mica from German East Africa,— Writing to the Times 
recently, a correspondent stated that, in view of the recent capture 
of Mrogoro by our Rhodesian troops, it might interest readers to 
know that this district, prior to the war, was the sole German 
colonial source of mica, a mineral of supreme nnportance to the 
great electrical industry of that country. The output of these mica 
mines (which was shipped in German vessels. and exclusively to 
Hamburg), was increasing rapidly in importance, and was eagerly 
purchased by the German buyers, to the exclusion of the supplies 
they were otherwise obliged to obtain through the medium of 
English merchants, | | 
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'Science and Industry p. France.— Writing in La 
Lumiére Electrique, M. A. Blondel has put forward a scheme for the 
reform of the Académie des Sciences, with the object of bringing 
it more closely into connection with industry. It has been stated 
by M. Le Chatelier that in France, above all, there is a watertight 
compartment between scientists and men engaged in industrial 
occupations, and that the Académie should lead the way in 
removing this impediment to progress. M. Blondel points out that 
the founders of the Académie never had the intention of limiting 
its activities to pure science, but, on the contrary, admitted repre- 
sentatives of the applied sciences known in the eighteenth century, 
and he urges that representatives of the modern applied sciences 
should be added to its organisation. Various schemes were put 
forward by M. Blondel. and the Académie has appointed a Commission 
to inquire into the subject. 


Electrical Equipment of the 0.5.5. “ Tennessee."— 
The contract for furnishing the necessary equipment for the electric 
propulsion of the U.S.S. Tennessee, a super-dreadnought of the 
largest class, now under construction, has been awarded to the 
Westinghouse -Co., of East Pittsburgh, Pa. There are to be two 
steam- turbines developing. over 33,000 H.P. driving electric 
generators, which furnish current to four 6,700-H.P. motors, each 


motor driving a propeller. Electric driving for battleships has been . 


adopted after a careful investigation by the Navy Department, to 
whom it presented numerous features of structural, operating and 
military advantage, among which are that the steam turbines 
developing the electrical energy may be located in any desired 
portion of the ship, that the propelling machinery may be better 
protected from injury, that full power may be available for reversing, 
and that greater rapidity in manceuvring is made possible, com- 
pared with existing mechanical systems of control. In addition 
to the main generating equipment and prop.liiug motors, the 
contract includes the auxiliaries for the main turbine generator 


sets and smaller auxiliary turbine generators supplying light and. 


power throughout the ship. The Tennessee will have several 
hundred electric motors on board. Electricity will also be used for 
cooking, ice-making, refrigeration, and numerous other purposes. 
In all, 37,500 H.P. will be needed.—Z’er sical Кетеш and Western 
Electrician. 


. Replacing Gas Lamps by Electric. —Àt Cincinnati, 


Ohio, the question of displacing the " ens arcs" extensively employed 
by commercial houses was considered by the Union Gas and 
Electric Co., which has now adopted the practice of giving & 300- 
watt electric lamp and fitting free in place of the gas arc, under 
certain conditions, which are that the electric lamp remains the 
property of the company for 12 months, then passes to the con- 
sumer, provided that he gives the company а gas arc for each 
electric lamp installed and uses the electric lamp during the 12 
months it remains the property of the company. The latter 
maintains and renews lamps during the 12 months. On the basis 
of 300 watts burning four hours a day for 300 days per annum, 
the energy consumption would amount to 360 Kw.-hours, which at 
5с. per unit wouldamount to $18 a year, or $60 а Kw. connected. The 
estimated cost of providing the lamp forthe first 12 months includes : 
—Lamp, $5 : selling expense. $2: renewals and maintenance. $3— 
a total of $10, less the credit received for the gas arc. taken at $1.5. 
The result of à two-months' campaign was the replacing of over 
1.000 gas arcs and a number of gas burners, the proposition having 
been modified to the extent that one electric lamp is given in 
exchange for four gas burners, or a credit given of $1.25 for each 
burner replaced. А feature of the campaign is that 120 stores 
which were using little or no electric service, have wired the 
principal part of their premises, and are now using little but electric 
illumination: 5 


Large Electric Ваке Oven.—A recent issue of the Journal 
of Electricity, Power and бағ contains a description of a large 
Hughes bakery oven used by the New Vienna Baking Co., of Salt 
Lake City. U.S.A. The body of the oven is 4 ft. high. 10 ft. wide. 
and 12 ft. deep, and is divided into four compartments, cach with 
a 12-in. tile floor, and the customary steam connection. Each half 
of the oven has three heating units, arranged at top. bottom, and 
intermediate floor, and each compartment has a thermometer and 
internal lights. 

The heating units are made of resistance wire wound on 
insulated rod’, which are mounted on an angle iron frame, which 
can be slid in and out for inspection or repair. Each unit is in 
three sections. and each section has three heats controlled by 
separate switches mounted in front of the oven. The oven doors 
are of the balanced type. The oven is operated on a 220-volt. 
two-phase service. and has a maximum demand of 75 KW. 
averaging 48 per cent. of its maximum demand on a 16-hour 
baking day. and 55 per cent. on an s-hour baking day. It 
requires 15 minutes to load the oven, bake the bread, and take it 
out, using ł-lb. loaves, and, on this schedule, 25.000 7-1b. loaves 
could be baked in 24 hours’ continuous baking. The product is 
admitted by all bakers to be superior to that produced by the old 
style of oven. . "ENT 

A uniform temperature can be maintained practically throughout 
the baking period. while in the brick oven the temperature 
rradually falls. and the baking time is extended. making it 
difficult to obtain a uniform product. 

It is stated that the bare cost of electricity is rather higher than 
the cost of coal, but the counter advantages in the lesser space 
required, absence of dirt, smoke, &v., more than offset the increased 
fuel cost ; it is als} considered that thè“ baked electrically "feature 
for advertising purposes will go far to offset the increased cost, 


- Engineering Labour Movement.— Гре. Associated Iron 
and. Steel Workers of Great Britain, having fully considered the 
scheme for the federation of the Unions in the iron and steel 
industry, have given approval to the scheme, and resolved to carry 
it into effect at the carliest opportunity. 

The Manchester Guardian says that “a highly-important scheme 
affecting about 400,000 skilled workers and the future Trade Union 
development of the engineering and: shipbuilding trades is now 
being confirmed by a ballot of the members concerned. For some 
years it has been felt that there existed a lack of cohesion between 
the Trade Unions connected with the engineering and shipbuilding 
industry, and this led the Council of the Ironfounders Society to 
associate with the Executive Council of the Amalgamated Society 
of Engineers in the promotion of a scheme having for its object 
closer unity and co-operation for offensive ‘and defensive industrial 
objects. . The Sub-Committee appointed included representatives of 
the Boilermakers’ and Patternmakers' Societies. and a considerable 
number of engineering Trade Unions became identitied with. the 
movement. The new code of rules provides :——' This Federation 
shall consist of Trade Unions representing the workmen employed 
in the engineering and shipbuilding industry, and its objects shall 
һе to maintain the right of the combination of labour to promote 
the principle of collective bargaiming. ` 


. By-Product Recovery im the U.S.A.— The iron industry 
of the U.S.A. is rapidly adopting the by-product coking process. 
There are practically no by-product- coke plants in the ‘United 
States which do not recover ammonia. tar and light oil (crude 
benzols). Inthe vast majority of the plants also surplus gas is 
recovered and utilised either at the plant itself, or by distribution 
to outside consumers. There is not over 5 per cent. of the by-pro- 
duct coke-oven capacity of the country that is not now equipped 
with benzol recovery plants, and the by-product coking plants now 
under construction have either contracted for benzol recovery 
equipment, or indicated a strong probability that such provision 
will be made. га 

Mr. J. E. Johnson states that, assuming that coking coal costs 
$2.10 delivered at the works: if this were coked in old-fashioned 
ovens. the yield would be about 60 per cent., and the coking «ost 
would be abont 60 cents per ton of coke: coke. therefore, would ` 
cost $4.10 per ton, and this cost would represent less than 60 per 
cent. of the heat value of the fuel. The same coke in modern 
by-product ovens would yield 70 per cent. of good screened eoke, 


' and the coking cost would be about 75 cents per ton of coke, во that 


coke would cost $3.75 per ton. There are, however, some important 
deductions from this figure. The gas can be sold to the steel 
works for heating furnaces, the tar and ammonia are recovered (the 
latter in the form Of amihdnium sulphate) and sold; while under 
present, and. probably. future conditions, the benzol can be 
recovered at a handsome profit also. -. 

The value of these by-products varies with the location. but is 
seldom or never less than $1 per ton of coal. Ina region of high- 
priced fuel such as has been assumed, $1.50 per ton of coke would 
be в safe estimate. This would reduce the cost of coke to $2.25 per 
ton ; in other words. under such circumstances a ton of coke would 
cost little more than a ton of coal. in spite of the loss of weight 
and the cost of the operation. Cases exist in which the coke 
actually costs less per ton than the coal from which it is made. the : 
value of the by-products making up all the losses and paying all 
the costs of the operation. 

Admitting that there are considerable technical advantages in 
the use of gaseous fuel for power development, it is obvioua thut 
these may be commercially realised much "more easily when the 
gasification is done in the blast furnace with a thermal efficiency of 
90 per cent.. and witbout labour and capital charges, than they can 
when the efficiency of gasification is 65 per cent. and the cost 
50 cents per ton of fuel. as in the gas producer.— Vet. and Chem, 


Engineering. 


The Inquiries into Trade after the War.—AÀ Press 
Association report states that the Committees appointed by the 
Prime Minister to collect information on the subject ot our trade 
relations after the war are expected to have their reports drawn up 
by the end of the year. It is stated that in all probability the 
report of Lord Faringdon s Committee on Financial Facilities will 
be published some time this week. е 

We аге pleased to note that Mr. Arthur Chamberlain, of Bir- 
mingham. who may be credited with knowing more about our 
national trade problems than Mr. Winston Churchill is likely to do 
if he lives to be a hundred, has been chastising the latter for his 
attempt at coin-phrasing when he said : "Look after the war and 
after the war will look after itself." If all business and industrial 
men were of military age and had to take up arms or be making 


' munitions. there might be some reason for fear that in studying 


one problem we should be neglecting the more immediate necessity. 
But perhaps Mr. Churchill already regrets his effort. for it has 
not been well received in any Press comment that we have seen. 
We have Mr: Lloyd George's word for it that Mr. Churchill 
encouraged the " tanks " idea ; of course inventors and engineering 
and other experts had a little to do with the matter as well. To 
encourage the devisers of means for defeating the enemy in the 
field the while he belittles the efforts of those who are trying to 
prepare suitable contrivances or devices for rendering us safe against 
enemy trade attacks after the war. is just a trifle inconsistent. But 
after all. who looks for consistency in a politician? Mr. 


' Chamberlain declares that after the war will not look after itself. 


and every business man will agree with him. He holds that unless 
England looks after it now. and looks after it very seriously aud 
very wisely, we shall enter on а period of distress and hardship 
equal to any in our history. 
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Fatalities.—At Brown Bayley's steel works, on Sunday, 
September 10th, while 7-cwt. iron bars were being brought to stack 
by an electric crane with an electromagnet attached, а man fell off 
the stack, and two of the bars fell on top of him, causing internal 
hemorrhage and shock from- which death ensued. The driver, 
according to a Sheffield paper, said that. when he was lowering the 
bars one of the electric wires caught another, causing a flash, and 
the carriage started running the opposite way. Wher it had 
travelled back two yards, the current went off. Mr G. H. 
Godbehere. electrical engineer. ’said that one of the wires had come 
out of the collector and caught on the one below it, causing a short 
circuit and flash. Since the accident, precautions had been taken 
to prevent a recurrence. "Verdict: “ Accidental death." 

A young electrician named Walter McIlroy, who was engaged at 
the auction mart of Messrs. John Robson, Ltd., Chichester Street, 
Belfast, in fitting up electric lights, has been killed by being 
crushed between a hoist and the shaft. | 

Ап inquiry was held on September 9th into the death of George 
Dickson. aged 21. of James Street, Hebburn. A witness named 
Robert Purcell stated that he. Patrick Nolan, and Dickson were 
walking along a footpath opposite the Cemetery, when Dickson. 
touched-un electric lamp standard with his left arm. Dickson was 
drawn towards the standard with his arms around it and his knees 
against it. They tried to release him. but a shock threw witness to 
the other side of the road. Witness came back and struck Dickson's 
feet from underneath him, and when the youth fell they pulled him 
away. He was dead. Alfred Dixon, assistant engineer with the 
Newcastle-on-Tyne Electric Supply Co., stated that the electrification 
of the standard had been caused by one of the cable wires getting 
into contact with the switch-chamber at the top of the standard. 
There could not have been a greater pressure than 240 volts, and 
he should not have thought that merély touching the standard 
would have been dangerous. A person who touched the standard 
was more -likely to be thrown from it than drawn to it. The 
vibration ‘caused by the road traffic might have caused the contact 
with the cable. The company had adopted a new method in 
regard to switch-chambers. In reply to Mr. T. Stuart. clerk to the 
Hebburn District Council, witness said that of the 540 standards in 


Hebburn, 130 had been changed. Mr. Stuart said a cable explosion ' 


occurred in March, 1913. and there was then a leakage from lamp 


standards. In the following September the company notified the 


Council that they were changing the system. In reply to other 
questions, witness said a leakage of 210 volts was too small to be 
recorded. He was not aware that in J uly a boy had been severely 
burned by contact with a standard. Dr. Norman said death was 
due to electric shock, but he thought Dickson had taken hold of the 
standard ; merely touching it was scarcel y sufficient to cause death. 
The jury returned a verdict of ~ Accidental death." and ex pressed 
the hope thab the company would do all they could to prevent 
similar accidents. Mr. W. $, Burton, representing the Supply Co., 
said they regarded it as a very serious matter, and would take into 
consideration all that had been said that day. 

At the Hebburn-on-Tyne District Council meeting, on Monday, 
the Clerk read a report from Prof. Thornton, who had been 
instructed by the Council to investigate the circumstances. The 
report stated that the leakage had been in existence for some days 
before the accident, and that the type of lamp-head and switch was 


‘acknowledged to be imperfect, and he advised that a complete 


change over of the lamp-heads should be made before the, bad 


weather set in ; he further recommended that an inspection once a 
quarter should be made. 


The Chairman said it was lamentable that а great company 


- Should be so indifferent in regard to danger, not only on the high 


road. where there was heavy traffic, but over the whole district 
generally. It was also & matter for regret that the company had 
not shown sufficient sympathy with the deceased's family. 

After discussion, it was decided to refer Prof. Thornton's report 
and all other details to the Board of Trade. and also to defray the 
expenses of the funeral of the victim. 

At Mossley, on September Tth, an inquest was held on Harry 
Briggs, aged 12, of Denbigh Street. a half-timer employed at 
Mesérs. Radcliffes mill. Sidney Etchells (10) said that on the 


no neglect оп the part of the millowners, the wire 
insulated satisfactorily, and the boys having been tres 

Prof. Scott, of the electrical engineering department of Robert 
College, Constantinople, has been killed by contact with а wire 
carrying 10,000 volts.— Science. 


Educational.—Norruaupron POLYTECHNIC INSTITUTE. 
—We have received a copy of the “ Announcements " for the Session 


, ; у and evening courses in civil, 
mechanical, and electrical engineering, technical Optics, and 
horology ; the engineering courses include sub 
mobile work 


companies’ employés are provided. Dr. R. Mullineux Walmsley, the 
Principal, is head of the electrical engineering and applied physics 
department, and with him is associated Mr. F. M. Denton. 
IMPERIAL COLLEGE OF SCIENCE AND TECHNOLOGY.— The City 
and Guilds (Engineering) College has instituted a diploma course of 
instruction in aeronautics. extending over a period of three years ; 
it includes teaching in electrical technology, wireless telegraphy, &c. 
The Manchester Education Committee announces that the classes 
established last year--the " Handyman " classes for adults—giving 
short courses of instruction in the use of simple household tools 
and their application' in dealing with the practical: everyday 
problems of the home, are to be continued this winter, and that 
instruction will also be given as to what to do in various : 
emergencies, such as the temporary failure of the electric light, the 
care of electric lamp bulbs. &c. Last year the classes were very 


successful, the fee being a nominal one. 


Industrial “Peace” in Australia.—Iu the course of 
our series of articles on “Labour and Industry," we referred to a 


book on “Industrial Peace." written by Mr. Williams, the secretary 


of the Geelong and District Employers’ Association: An esteemed 
Australian correspondent in the course of a letter to us on this 
subject says :—*" I can fully substantiate Mf. Williams's opinion of 
the absolute failure of the Federal Arbitration Court and Wage 
Board System to in any way deal with industrial troubles. This 
country is seething with unrest, and the Unions are taking 
advantage of the shortages due to recruiting, to make fat jobs for 
those remaining behind." 


Volunteer Notes.—First LONDON ENGINEER VoLus- 
TEERS.—Headquarters, Chester House, Eccleston Place, S.W.— 
Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 
manding. 4 5 

-Mo»day, September 25th.— Technical for Platoon No. 9^ at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25 —8.25. 

Tuesday. September 26th.——Range Practice. MES 

Wed nesda y. September. 25th.— Lecture, 6.15: Lecture, Mr. W. 
Byles (late R.E.), “ Demolitions.” Platoon Drill, Platoon No. 2. 
Range Practice. 

Thursday, September 28th,-—Instruction Class, 5.45. Platoon 
Drill, Platoon No. 6. Range Practice. 

Friday, September 29th—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill No. 9. Signalling Class. Recruits’ ` 
Drill, 6.25—8.25. . И 

Saturday, September 30th. — General Parade, 2.15. Uniform. 
General Meeting of Corps, 5.30. The Commandant hopes to see a 
large attendance. | 

Sunday, October Ixt.--Entrenching.--Parade Victoria Station 
(S.E. & С. Railway). Booking-office, 8.45 a.m. A 

MACLEOD YEABSLEY, Adjutant, 


3RD BATT. (OLD Boys’) County оғ LONDON VOLUNTEER REGI- 
MENT.—Battalion Orders by Major В. J. C. Eastwood (Commandant), 
Thursday, September 21st, 1916 :— | 

Week-end Parade.— Route March.—On Saturday. 23rd inst., the 
Battalion will parade ns strong as possible on the Practice Ground 
at Lord's Cricket Ground, at 2.15 p.m. 

Entrenching Duties.—Entrenching on Saturday, 23rd. 

Sunday.—The Battalion will parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 9.30.a.m., for Entrenching duties. 

Musketry.—Members who have sent in their names to shoot at 
Bisley on Sunday, 24th inst., will report in uniform to Sergt. 
J. W. S. Burmester, at 9.45 a.m., at No. 8 Platform, Waterloo 


Station. С. Н. F. Duncan, Acting Adjutant. 


Copper Ргісеѕ. — THE WEEK’S CHaAxNGES.— Mesers. F. 
Smith & Co. report, Wednesday. September 20th :—Electrolytic 
bars rose from £132 to £137 ; ditto sheets, £150 to £155 ; ditto 
rods, from £140 to #145; ditto H.C. wire, from Is. 81d. to 1s. 84d. 

Messrs. James & Shakespeare report, Thursday, September 21st :—- 
Copper bars, sheets, and rods (best selected) rose from £150 to £154. 


Electrical Industry in the U.S.A.—The following 
statistics are given by the Electrical World :— 
Investment or Persons Annual earn- 
capitalisation. employed. ings or sales. 
33,088,000,000 104,000 3408,800,000 
1,519,800,000 52,000 201,600,000 


Centrul electric stations 

Isolated electric stations ex 

Street and electric railways-—power 
generation, distribution, and appli- 


е 

cation КА E va zi 2,681,800,000 165,000 350,500,000 

Street and electric railways—railway | ` 

operation.. ©з M: a 28 2,681,900,000 165,000 350,500,000 
Electrified divisions of steam rail- 

roads NA ie 2x КА 2 304,700,000 15,000 30,300,000 


Telephone .. is vs Ж i4 1,262,760,000 287,000 829 
Telegraph dand and ocean) s 281,600,000 44,000 75 
Electric machinery, &pparatus, und 
supplies (including electric pro- . 
ducts of other industries) is 469,100,000 185 
Electrical dealers and contractors .. 15,000,000 50 
Electrical jobbers e is Р 25,000,000 6, 


r 819,129,660,000 1,028,000 $2,924,700,000 


— _——— 


of delivery of electrical machinery in substitution for those of the 
Verband Deutscher Elektrotechniker. The rules have now been 
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OUR PERSONAL COLUMN. 


The Editora invite electrical engineers, whether connected with the 
technical or the commercial side of- the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—In view of his 
impending departufe from West Ham to take up the general 
managershig of the Belfast Corporation Tramways, conse- 
quent upon Mr. Andrew Nance retiring from the active 
management of that undertaking, the Metropolitan Associa- 
tion of Electric Tramways Managers entertained Mr. J. S. 
D. Morret to dinner at the Municipal and County Club, 
Whitehall Court, S.W., last Friday evening. In addition to 
the guest of the evening, there were also present Messrs. 
Ullmann (East Ham), Schofield (Leyton), chairman and vice- 
chairman respectively of the Association, Bruce (L.C.C.), 
Harvey, (Ilford), Hammond (M.E.T.), Mackinnon (L.U.T.), 
Goodyer (Croydon), hon. secretary, Littler (ex-Chairman 
West Ham Corporation Tramways), Blain (L.G.O. Co.), Rooke, 
Scholey, Walton, Wyld, Myers, Beal, Compton, Robson 
(Southampton) and Chisholm. Letters expressing regret for 
inability to attend were received from Messrs. Fell and Slat- 
tery (L.C.C.), Williams (Erith), Murray (Walthamstow), and 
Mason (South Met.). | 

At Blackpool Corporation electricity works, on September 
14%, Mr. Moss, an engineer driver who, after 16 years, is 
retiring for health reasons, was presented with a gold albert 
with medal pendant. 
Wm. Parkinson, works manager, in the absence of the borough 
electrical engineer. 

On the recommendation of the Electricity Committee, the 
Newport (Mon.) Council has agreed to allow Mr. A. NICHOLS 
Moore, the borough electrical engineer, to act iw an advisory 
capacity to the board of management of a national shell fac- 
tory, and aleo to be responsible for the supervision of the 
electrical equipment. 

Mr. S. Hayy, borough electrical engineer at Stoke Newing- 
ton, formerly a petty officer of the Royal Naval Division, has 
been appointed to a second lieutenancy in the London Elec- 
trical Engineers. 

Mr. T. H. WELCH, shift engineer at the Fulham B.C. elec- 
tricity works, has been awarded the Honorary Vellum of the 
Royal Humane Society for life-saving under circumstances 
reported in our issue of June 9th. 

Mr. SHOESMITH, works assistant at the Dover Corporation 
electricity works, and Mr. GAS$0N, mains assistant, have re- 
signed. 
vacancy. 


General.—The Times understands that Mr. THomas WonTH- 


INGTON, the Director, from its inception, of the Commercial 
Intelligence Branch of the Board of Trade, will retire at the 
end of this month. '‘* Мг. Worthington is an instance of a 
business man brought in to do special work for the Board. 
He first attracted attention as a Special Commissioner to 
South America to report on the prospects of British trade 
there. On the establishment of the Commerciali Intelligence 
Branch it was at once recognised that he possessed the quali- 
fications necessary for its director. The otfice was opened at 
50, Parliament Street, in 1899, with three or four clerks, but 
was moved to 73, Basinghall Street in 1904. More than 150 
clerks are employed. Since the outbreak of war the Branch 
has done useful work in following up the ramifications of 
enemy trade and helping: merchants to find among British 
manufacturers alternative sources of supply of goods pre- 
viously obtained from enemy firms." 

Gazette Notice:—Territorial Force. Royal Engineers.— 
London Electrical Engineers. Sergeant Н. P. Waterhouse to 
be Second Lieutenant (on probation). Second Corporal W. Б. 
Browne to be Second Lieutenant (on probation). Q.M.S. K. 
W. Adcock, Singapore R.E. Volunteers, to be Second Lieu- 
tenant (on probation). | | 

Mr. ARTHUR H.;HALLORAN (vice-president and managing 
editor, Journal of Electrioity, Power, and Gas) bas been ap- 
pointed Pacific Coast representative of the Society for Elec- 
trical Development. 


Mr. E. W. ABBOTT has taken over the management of the 
Newcastle branch of Messrs. Crompton & Co., Ltd., at 21, 
Pearl Assurance Buildings, Northumberland Street, New- 
castle-on-Tyne. Гог many years he has been in charge of 
the contract department at Chelmsford, and has carried out 
the electrical equipinent of many important main winders, 
rolling mills, coaling cranes, large haulage gears, &c. Mr. 
Abbott was responsible for the design and equipment of many 
of the early central stations in this country. 


Roll of Honour.—Sergeant Н. BnaMaH, Signal Sergeant to 
the Ist Battalion Gordon Highlanders, who has been awarded 
the Military Medal for gallant work in the field in July last, 
was a clerk in the office of the resident engineer at the East 
Sussex County Asylum, Hellingly, S.O. Sussex. The batta- 
lion orders read: * He repeatedly went out along the wires 
down the dangerous road leading into —— during the time 
of a heavy barrage fire by the Germans, and through his 
devotion to duty, and gallantry, the battalion was able to 
keep up communication with the brigade and batteries during 


Я 


The presentation was made by Mr. | 


Mr. Юл has been appointed to fil the latter 


а very critical moment, and so practically saved the situa- 
lon. * 

Private SrEPHEN Kirk, Manchester Regiment, and Private 
R. E. Davies, Cheshire Regiment, two former employés of 
the British Westinghouse Co., Trafford Park, have been 
wounded. Corporal Water ВАШЕҮ, Manchester Regiment, 
another employé, was reported missing some time ago, and 
18 now officially reported killed. 

Private JoHN McGreevy, of the King’s Own Royal Lan- 
caster Regiment, killed in action at the age of 19 years, was 
an apprentice electrician at Fleetwood prior to his enlistment. 

Rifleman G. Н. Brapbwey, of the King’s (Liverpool) Regi- 
nent, who has been wounded, was employed prior to his 
enlistment in the Wigan Corporation electricity department. 

Private CLIFFORD Morris, Cameron Highlanders, aged 19, 
a former employé of "Messrs. Whipp & Bourne, electrical engi- 
neers, Castleton, has been killed in action. 

Driver JosepH WuGNALL, of the R.F.A., who has been 
wounded, and is in hospital at Rouen, was formerly em- 
ployed by Messrs. Dick, Kerr & Co., Ltd., Preston. Another 
employé of the finn, Lance-Corporal C. F. ALDRIDGE, Loyal 
North Lañcashire Regiment, is reported в prisoner of war. 
Gunner JouN CourrHunsT, R.F.A., aged 26, who was for- 
merly on the clerical staff of the firm, has been killed in 
action. | 

Private WILLIAM PauL, Machine Gun Company, Bedford- 
shire Regiment, who enlisted whilst with the North Metro- 
politan Electric Supply Co., at St. Albans, has been killed in 
action in France. 

Private E. Милек, North Staffordshire Regiment, reported 
killed in action in France after being posted as missing, was 
formerly with Messrs. Bullers, Ltd., electrical china inanu- 
facturers, Hanley. 

Lance-Corporal Haroub WILLIAMS, K.R.R., who has died of 
wounds, was on the staff of the Potteries Electric Traction 
Co., Hanley. 

Private Frank G. CnapDwick, Oxford and Bucks Light In- 
fantry, who has fallen in action, was, on his enlistment, un 
engineer with the General Electric Co., Ltd., Birmingham. 

Private W. AskEw, 90th County of London Regiment, who 
erlisted whilst at Birmingham with the B.I. and Helsby 
Cables, Ltd., has been killed in France by the blowing up of 


а trench mine. 


The Distinguished Conduct .Medal has been awarded to 
Bombardier ARTHUR EpwarpD ELLIS, R.F.A., who enlisted in 
October, 1914, whilst with the India-Rubber, Gutta-Percha 
and Telegraph Works Co., Ltd., Silvertown, E. In Septem- 
ber, at Vermelles, he repaired telephone wires in 17 different 
places under heavy shell fire, and enabled communication to ` 
be kept up. 

Private GEonGE Percival, Cheshire Regiment, killed in 
action, aged 19, was employed prior to enlistment at the 
Helsby Cable Works. 

Cunner JOHN ASHWORTH, of the R.F.A., killed in action, 
served in the South African war, and prior to the present 
war was employed in the Liverpool tramways department at 
Smithdown Road depót. | 

Private Frank Hiaains, K.O.Y.L.I., is officially reported 
killed in action. He was on the staff of the Wakefield and 
District Light Railway Co. 

Private Douglas Gisson, Royal Welsh Fusiliers, reported 
wounded in action, was formerly employed in the electricity 
department at Blackpool Tower. 

Private WILLIAM TITTERINGTON, of the Manchester Regi- 
ment, a former employé of the British Westinghouse Co., 
Ltd., Trafford Park, has been killed in action. 

Private WALTER WILKINS, 2nd Battalion Oxford and Bucks 
Light Infantry, who has fallen in action in France, enlisted 
whilst engaged in the illumination department of the British 
Thomson-Houston Co., Ltd., Rugby. 

Sergeant ARTHUR Mason, Oxon and Bucks Light Infantry, 
who was before the war on the Rugby staff of the British 
Thomson-Houston’ Co., Ltd., has fallen in action in France. 
He was 32 vears of age. 

Gunner Fren Goopman, R.F.A., for some years engaged in 
the special engineering office of the British Thomson-Houston 
Co.. Ltd., Rugby, has died of wounds received in action in 
France. 

Major A. Rosertsox, D.S.O., R.E., a son of ex-Bailie 
Robertson, Aberdeen, and a member of the firm of Messrs. 
A. В. Robertson & Son, electrical engineers, Aberdeen, re- 
ceived his decoration from the King at Windsor Castle re- 
cently. The gallant officer is an Associate Member of the 
Institution of Electrical Engineers. He has been a Territorial 
officer for 12 vears, and has been at the Front for 18 months. 
d is at present in & hospital in London recovering from 
illness. 

We regret to learn that Lieutenant HaRoLD LOMAS was 
killed in France in the advance of July 1st. Lieutenant Lomas 
received his technical education and training at Owens Col- 
lege. Manchester, and at the works of Messrs. Laurence, 
Scott & Co., Ltd., Norwich. In 1897, in company with Mr. 
H. C. Gunton (now power engineer to the G.P.O.), he visited 
the States, and together these gentlemen wrote a series of illus- 
trated articles for the ELECTRICAL Review describing various 
electrical undertakings and works. Lieutenant Lomas subse- 

uently served on the staff of Mesers. R. W. Blackwell and 
бо, Ltd., and on the staff of the Crocker-Wheeler Co., of 
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Ampere, N.J. An American contemporary, in referring to 
his death, states that he was for over 13 years & member of 
the sales department of the latter company, and had served 
as manager of its Denver office, and also as manager of its 
Baltimore office. Mr. Lomas was a good all-round s ortsman, 
well known. in cricket and hockey circles in Lancas ire, and, 


later, in Surrey (Wimbledon). He came over from the States 


soon after the outbreak of war to offer his services, and, after 
training, obtained,a commission. He was servin as a lieu- 
tenant in a Manchester battalion at the time of his death. 

Obituary.—Mn. Joseph Howorta.—Mr. Joseph Howorth, 
of Helsby, one of the oldest employés of B.I. and Helsby 
Cables, Ltd., was taken suddenly ill last week and Was 
removed to the Royal Infirmary, Liverpool, where he died. 
He was 57 years of age. ; : 

MR. WiLLIAM PrMBLETT.—Mr. William Pimblett, who has 
died at West Toledo, Ohio, in his sixtieth year, was formerly 
employed at the Ashton Corporation electricity works. He 
went to America four years ago. 55, ' . 

Mr. James M'MaHoN.—The death occurred at. Colombo, 
on l4th inst., of Mr. James M’Mahon, general manager of the 
Colombo tramways. 

Mr. Тномаѕ CornisH.—The death took place on Saturday 
of Mr. Thomas Cornish, for many years head electrician for 
Mr. Henry Geer, J.P., of Okehampton (Devon). He was 54 
years of age. 

Will.—According to the Times, Mr. WILLIAM BLACKSTONE 
BLvrH, for 20 wears in the P. & О. service, and for 19 years 


in the Civil Service in the telegraph ships Alert and Monarch 
left 24,917. 


Lum ——ÓÁ——— 


NEW COMPANIES REGISTERED. 


Latin-America Chamber oí Commerce in Great Britain 
(word '' Limited " omitted from the title by licence of the Board of Tradc) 
(144,797).—This company was registered on September 7th as a company not 
formed for profit and limited by guarantee, with not more than 1,000 mem- 
bers, each liable for one guinea in the event of winding up, to promote and 
extend the trade and financial relations between the United Kingdom and the 
South and Central American and Mexican Republics, to promote the indus- 
tries, and the exploitation of the natural resources of the said Republics. 
The subscribers are: H. le Marchant, London House, Crutched Friars, E.C., 
managing director, Martin, Earle & Co., Ltd., and British Portland Cement 
Co. Ltd.; P. J. Machin, 62, Aldersgate Street, E.C., senior partner of 
Machin , & Kingsley, cotton manufacturers and Paper merchants; A, я 
Legina, 28, Holland Park, W., ex-President of Peru, plantation owner; J. H. 
К, Kemmal, Oriel House, 30-31, Farringdon Street, Е.С., managing director, 
Babcock & Wilcox, Ltd.; В. Shenton, Tunstall, managing director, Wedgwood 
and Co., Ltd.; J. A. Hill, Sheffield, managing director, J. & P. Hill Ordnance 
Works; A. H. Davies, 61 and 62, Gracechurch Street, E.C., managing direc- 
tor, London County Commercial Reinsurance Office, Ltd., and Rawlins, 
Fowler & Davies, Ltd. The management is vested in a council, the first 
members of which are H. le Marchant, P. J. Machin, A. B. Legina, J. H. R. 
Kemmall, R. Shenton, J. A. Hill, and A. H. Davies, Secretary : W. M. Ellis. 
Registered office: 1, Gresham Buildings, Guildhall, E.C, 


New Union Electric Co., Ltd. (144,775).—This company 
Was registered on September 5th, with a capital of £2,950 in £1 shares (1,667 
founders" and 1,283 ordinary), to take over the business carried on at Park 
Street, Southwark, S.E., as the Union Electric Co., Ltd., to carry on the 
business of manulacturers of and dealers in electric Jumps, contractors for 
the construction, erection, and maintenance of electric lighting, central and 
othcr stations, electricians, electrical, mechanical, metallurgical, and chemical 
engineers, &с., and to adopt an agreement with A. V, Tomlinson, R. Belfield 
and G. A. Knapton. Тһе subscribers (with one share each) are: A. V. 
Tomlinson, 65, Victoria Street, Westminster, engineer; К, Belfield, 65, Vic. 
toria Street, Westminster, engineer. Private company. The number of 
directors ts not to be less than two or more than seven; the first are А. V. 
Tomlinson, R. Belfield, and С. A. Knapton (life directors). Qualification 
£100. Remuneration, £150 per annum, divisible, Secretary: G, A, Knapton. 
Registered office: 53.57, Park Street, Southwark, S.E, " | 


Insulated Cap & Rivet Co., Ltd. (144,808).—This com- 
pany was registered on September 8th, with-a capital of £5,000 in ‘£1 shares 
to carry on the business of engineers, founders, smiths, machinists manu- 
facturers and patentees of caps for electric lamps and rivets for all pur- 
poses, manufacturers of and dealers in all apparatus and things required for 
and capable of being used in connection with, the employment of electricity 
lor lighting or otherwise. ‘Fhe subscribers (with one share each) аге: W p. 
LJ Arkwright, Caxton House, Westminster, S.W., merchant; W. r. 
Mohr, Caxton House, Westminster, S.W., merchant. \ : 


. . 

British Utilities, Ltd. (144,167) .—This company was 
registered on September Sth, with а Capital of £1,000 in £l shares, to саг 
on the business of electricians, mechanical engineers and manufacturers, 
workers of and dealers in electricity, motive power, and light manufacturers 
and constructors of articles or things of general or domestic utility whether 
associated with electricity or not, &e. The subscribers (with one Share басп) 
are : B. R. Pearse, Elm Villa, Mitchum, electrical engineer; W, A. = Hellyer 
28. Park Lane, Croydon, solicitor. Private company. The number of direc. 
tors is not to be less than two or more than буе; the [о 
Registered office : 48, South Park Road, Wimbledon. | 


John Collins (Liverpool) Electric Jumping Horses Co 
Ltd. (H4,R22),— This сотрапу was registered on September llth, with E 
capital of £1,000 in £l shares, to take over à roundabout known as tl 7 
Electric Jumping Horses, together with the electric motor Staging latfo н 
machinery, traction engine, mechanical organ, and electric. motor icd in а. 
nection therewith, to Carry on the same and the business oi showmen Eins 
and picture-housz proprictors, caterers for public amusements and “епп. 
ments, &с., and.to adopt an agreement with John Collins. The subscribers 
(with onc share each) are: John Collins, 94, Overton Street, Liverpool a Hn 
about proprietor; James Collins, 24, Overton Street, Liverpool- Миз N. 
Collins, 24, Overton Street, Liverpool. Private company. The anba, ol 
directors is not to be less {һап two or more than i ; the first a И ү, 
Collins (permanent Managing director), James Collins, and Miss N. С "s 
Qualification, £l. Solicitor: J, Shakespeare Smith, 11 Lord Str et Lu 
pooi. Registered office : ll, Lord Strect, Liverpool, : ыз 

Notable Electric Co., Ltd, (144,824).—This company was 
registered оп September llth, with a capital of £100 in £1 shares x take 


aver the business carried on at 30, Margaret Street, Oxford Circus, W., as 
the Notable Electric Co., ant to carry on the business of manufacturers of 


first are not named. 


Liver- 


. Solicitor: Р. K. Lee, 4, 


and dealers in drawn-wire metallic filament and other lamps of all kinds, 
&c Тһе subscribers (with one share each) are: Miss A. L. Fennell, 9, 
Talfourd Avenue, Reading, secretary; W. J. Owen, 7, Grove Road, Willesden 
Green, N.W., director. Private company, The first directors are not named, 
Remuneration as fixed by the company. Solicitors: Warren & Warren, 4, 
Great James Street, Bedford Row, W.C. 


W. К. Thornton & Son, Ltd. (144,787).—This company 
was registered on September Gth, with a capital of £5,000 in £1 shares, to 
take over the business of engincers’ furnishers and electrical engineers, and 
contractors for, and dealers in, mechanical and electrical apparatus and 
appliances carried on by the exors. of W. R. Thornton, o Barrow-in- 
Furness as W. R. Thornton & Son. The subscribers (with one share each) 
are: W. R. Thornton, 16, Coniston Road, Barrow-in-Furness, electrical 
engineer; A. A. Haynes, 30, Hill Road, Barrow-in-Furness, railway official. 
Private company. The number of directors is not to be less than two or 
more than five; the first are W. R. Thornton (permanent managing director, 
subject to holding 50 shares) and A. Haynes. Qualification of directors, £100. 
awson Street, Barrow-in-Furness, Registered by 
Jordan & Sons, Ltd., 116-17, Chancery Lane, W.C. | 


t 


————R 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Cutting Bros., Ltd.—Particulars of £4,000 debentures, 
created June 20th, 1916, filed pursuant to Section 93 (3) of the Companies 
р orecligation) Act, 1908, the amount of the present issue being £1,900. 
roperty charged: The whole of the company's assets. No trustees. 

A memorandum of satisfaction in full on June. 30th, 1916, of debentures 
dated June 19th, 1914, securing £4,000, has also been notified. * 


Bray, Markham & Reiss, Ltd.—Capital, £20,000 in £1 
shares. Return dated July 7th, 1916. 9,450 shares taken up; £8,850 paid; 
£600 considered as paid. Mortgages and charges: Nil. 


Electric Supply Corporation, Ltd.  (52,036).— Capital, 
£250,000 in £5 shares, Return dated August llth, 1916. 49, shares taken 
up; £5 per share called up on 35,000 shares; £175,000 paid; £35,000 considercd 
as paid on 7,000 sharcs. Mortgages and charges: £154,914. 


Electric Construction Сө., Ltd. (39,399). — Capital, 
£400,000 in £1 shares (100,000 pref.) Return dated June l3th, 1916. 224,900 
ord. and 62,780 pref. shares taken ир; £l per share called up on 4,200 ord. 
and 36,490 pref.; £40,690 paid; £946,290 considered as paid on 220,000 and 
26,290 pref. Mortgages and charges; £165,010. 

Paignton Electric Light & Power Co., Ltd. (98,437) — 
Capital, £15,000 in £1 shares. Return dated July 24th, 1916. 11,815 shares 
taken up; £11,815 paid. Mortgages and charges: £7,500 mortgage debenture 
and £2, temporary loan. $ 

Portable Electric Light Co., Ltd. (126,782).—Capital, 
£10,000 in £1 shares. Return dated June 16th, 1916. All shares taken up; 
£9,998 considered as paid; £2 unpaid. Mortgages and charges: Nil. 


Sloan Electrical Co., Ltd. (61,528).— Capital, 215,000 in 


£l shares (5,000 pref.) Return dated July 5th, 1916. 5,000 pref. and 2,754 


ord. shares taken up; #1 per share called up on 1,254 ord.; £1,254 paid; 
£6,500 considered as paid on 5,000 pref. and 1,500 ord. shares. Mortgages and 


charges: Nil. б ? i 

British Ever-Ready Co., Ltd. (127,632). — Capital, 
£200,000 іп £1 shares (85,000 pref). Return dated June lóth, 1916. All 
shares taken up; £85,000 paid; £115,000 considered as paid. Mortgages and 
cherges: Nil. 

Cryselco, Ltd. (58,218).— Capital, £15,000 in £1 shares. 
Return dated July 18th, 1916. All shares taken up; £10,007 paid; £4,993 con- 
sidered as paid. Mortgages and charges: £8,800. 


e = . 

Crompton & Co., Ltd. (199,649). Capital, £221,007 in 
£l shares (136,000 pref.) Return dated August Tth, 1916. 79,539 ord. and 
133,760 pref. shares taken up; £1 per share called up on 7 ord. and 7s. 6d. 
per share on 133,760 pref.; £50,788 9s. 8d. paid (including £621 2s. 8d. paid 
on 2,240 pref. shares forfeited); £163,132 considered as paid, being £l per 
share on 79,532 ord. and 12s. 6d. per share on 133,760 pref. shares. Mort- 
Hages and charges: £100,000 first mortgage debentures. | 


Consolidated Electrical Co., Ltd.—Capital, £125,000 in £1 ` 


shares (110,000 ord.). Return dated July Ith, 1916 (filed July 17th) АН 
shares taken up’ £l per share called up on 15,000 pref. and 757 ord., and 
5s. per share ok 100,243 ord.; £43,067- 15s. paid; £81,992 5s. considered as 
paid on 109,243 ord., being at the rate of 15s. per share. No mortgages or 
charges registered, 


Yorsshire Cable Co., Ltd.—Charge on moneys due from 
War Office under contracts for the supply of electric cables, dated September 
Ist, 1916, to secure all moneys due or to become due from company to 
Lloyds Bank, Ltd., Lombard Street, E.C., and Bradford, not exceeding £4,000. 


CITY NOTES. 


The report for the year ended January 


Marconi 3lst last states that, including the balance 
Wireless brought forward, the profits amounted to 
Telegraph Co. $115,953. Interest on advances absorbed 

' of Canada. $30,138, and $5,000 was placed to reserve 


against accounts receivable, leaving 
$30,815. The directors state that the company's business con- 
tinues to show substantial expansion, the feature being the 
steady development of the trans-Atlantic traffic. The plant in 
Montreal has been kept fully occupied in supplying the 
demand for additional installations on board ships and com- 
inercial stations, as well as in meeting increased Government 
requirements. A total of some 2,300 mercantile vessels have 
up to the present been fitted with Marconi wireless stations 
by the various Mareoni companies. The adverse effect caused 
to the company’s normal traffic to and from ships, owing ‘to 
the stringency of censorship im posed on commercial messages, 
has unfortunately continued in evidence throughout the cur- 
rent period. The basis of remuneration from the Government 
for the use of a number of the company’s coast stations taken 
over by the Department of Naval Service since’ the com- 
mencement of hostilities, and for other services rendered, is 


still under consideration, and an equitable settlement ' is 


awaited in the near future.—Financial Times. 
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In their report for the year ended March 
8186, 1916, the directors give the following 
comparativa figures for the past three 


years :— 
1913-14. 1914-15. 1915-16. 
Lamps connected . .. 180,357 150,132 166,258 
"Tramway passengers carried... 5,066,410 5,177,368 4,577,325 


Electric 
Supply Co. of 
Victoria, Ltd. 


Revenue £89,024 £86,800 £86,080 
Expenditure 51,524 56,990 55,378 
Gross profit | 31,500 29,810  . 30,702 


As in the preceding year, the progress of the company has 
been adversely affected by war conditions. The returns for 
the past year may be regarded as satisfactory. The balance 
to credit-of profit and loss is £28,944, plus £2,000 brought for- 
ward. Debenture interest requires £7,742, there is trans- 
ferred to debenture stock redemption account £6,547, there is 
to be “paid on account of arrears of preference dividend 
£10,222, leaving £6,433 to be carried forward. 

The Internationale Stickstoff A.G., of 


German Wiesbaden, whose works are leased 'to the 
Electrical Nitric Acid Co., of Cologne, records a 
Companies. slight loss in 1915, thus increasing the 


deficit to £46,000 on an ordinary share 
capital of £103,000. 

The directors of the Kabelwerk Rheydt recommend the 
payment of a dividend of 30 per cent. for the year ended 
with June, 30th, 1916. This rate compares with 18 per cent. 
in 1914-15 and 12 per cent. each in 1918-14 and 1912-13. 

The trading of the Elcktrowerke A.G., of Berlin, for the first 
year, which ended on March 31st, 1916, is reported upon. The 
company, the majority of whosc shares are held by the Berlin 
Electricity Works Co., took over the Golpa-Jessnitz lignite 
works for the erection of a huge station, and entered into 
contracts for the supply of 740,000.000 Kw.-hours per annum 
to the Bavarian Nitrate Works and the Electro-Nitrate Works. 
The accounts show a slight balance, which his been carried 
о ; the expenditure on the power station is recorded at 


The Wolfram Lampen A.G., of Augsburg. reports net 
profits of £14,900 for 1915-16, including the balance brought 
forward. It is proposed to pay 6 per cent. on the preference 
capital of £27,000 by way of arrears for 1913-14 and 1914-15, 
leaving 1915-16 in default. The payinent of any dividend on 
the ordinary capital of £26,000 is again omitted. It is added 
that a decision of the Supreme Court has not yet been given 
in the matter of the patent dispute concerning the manufac- 
ture of a drawn-wolfram (tungsten) filament. 

The report of Brown, Bovert & Co., of Mannheim, states 
that the production and turnover, which experienced а de- 
cline in 1914, again increased substantially in 1915, but raw 
materials were dearer, and salaries and wages largely ad- 
vanced. Nevertheless, the financial results were ‘more satis- 
factory than in the preceding year. The gross profits rose 
from .£185,000 in 1911 to £285,000 last year, and the net 
profits from £34,000 to £58,000 in the two years respectively. 
It has been. decided to pay 10 per cent. on the share capital 
of £450,000, as against 5 per cent. in each of the two pre- 
ceding years. 


Swiss 
Companies. 


The report of the Société Eleclraimctal- 
lurgique Paul Girod, of Nuremburg, whose 
principal installations and investments are 
| i France, states that the French subsi- 
diary company—the Forges et Acieries Electriques Paul Girod, 
of Ugine, Savoy—worked very successfully in 1915. As net 
profits, the accounts of the parent company indicate the sum 
of £59,000, and after several dividendless years a distribu- 
tion at the rate of 8 per cent. has been declared on the ordi- 
nary share capital of £480,000. The chairman, at the recent 
general meeting, referred to the acquisition of important 
water powers, which he characterised as one of the principal 
bases of the coinpany, and he expressed the opinion that the 
non-conclusion of the agreement with the Creusot Works for 
the reconstruction of the Swiss undertaking, as was proposed 


prior to the war, had been a fortunate event for the Girod Co. 


The report of Brown, Boveri & Co., of Baden, Switzerland. 
which deals with the financial year ended on March 31st. 
1916, states that as a result of the great decrease or complete 
stagnation in the peace production of the nations at war, an 
extraordinarv demand arose for the company's manufactures, 
and orders were available to апу extent. The problem of 
bringing sale prices into harmony with the cost of production 
proved to be more difficult, as all kinds of raw materials 
rapidly rose, and in some cases reached a fantastic level, and 
if was scarcely possible to adjust sale prices to this increase. 
ТЕ was, however, still more difficult ta procure. supplies of 
materials. and the possibility of obtaining them also limited 
the possibility of production. This was particularly the case 
with copper, and the seizure of a large delivery in course of 
transport resulted in a loss in output amounting to several 
millions of franes. The output m 1915-16 was considerably 
less than in the last peace year of 1913.14, and the value of 
the turnover, despite the higher prices, was also greatly 
below that of 1913-14. The report further remarks that the 
company had adhered to its policy mentioned a year ago and 
had restricted its manufacturing operations exclusively to the 
normal production in vears of peace. In the case of the 
foreign undertakings in which the company is interested, the 
conditions had again assumed a form which could be re- 
garded as normal, having regard to existing circumstances. 
With one exception, these companies had carried on a success- 


ful business last year, and equal results were expected for the 
present year. The electrical supply companies in Which the 
company was also interested were partly. working satisfac- 
tory and were rartly prejudiced through the war, owing to 
their local situation or two special circumstances. The gross 
profits of the Baden company, including the yield from 
securities and participations, amounted to £454,000, as com- 
pared with £388,000 in 1914-15. After devoting a larger sum 
to depréciation than in the preceding year the net profits are 
returned at £106,000, as against £94,000, and the dividend 
recommended is at the rate of 6 per cent. on the ordinary 
share capital of £1,280,000, this contrasting with 5 per cent. 
in each of the two preceding years and 8 per cent. in 1912-13. 


Official Announcements .re Companies.—The following 
companies are to be struck off the register unless cause to the 
centrary is shown within three months :— 

Auto-Electi ics, 

Auro-Flash Sign Co. 

Cable Construction Syndicate. 

Grindell-Matthews Rudiophone Syndicate. 

Lester Engineering Co. 

Llanidloes Electric Lighting Co. 

Pioncer Pump Patents (1913). 

Sandors Motive Power Syndicate. 

Scientific Researches Co. 

Turbiro Engine & Pump Co. 

Wireless Telephones. 

County of Dorset Electric Supply Co., Ltd.—At the an- 
nual meeting, held at the end of July; Dr. J. A. Hosker, who 
presided, referred to the difficulties of war-time; fuel and 
other costs had been continually on the up-grade, and the 
lighting restrictions which had been. strictly endorsed in all 
their four towns had diminished the revenue by 25 per cent. 
Notwithstanding these facts, the gross revenue had shown 
an astonishing increase of 50 per cent., due chiefly to the 
increased private demand, and the demand of the War Office 


. üt the Dorchester Prisoners’ War Carp. Since the date of 


the balance sheet a considerable increase in output had been 
recorded. The Blandford business was'making excellent pro- 
gress, Swanage output was steadily increasing, but at Lyme 
Regis there was a slight diminution. in receipts. 


Stratford-on-Avon Electricity Co., Ltd.—In their report 
for the year ended December, 1915, the directors express 
regret that in consequence of the large abnormal expenditure 
on repairs to: mains, coupled with the increased cost of 
materials and standing charges, they are unable to recom- 
mend a payment of any dividend. Under the circumstances, 
the directors will not at present draw their usual fees. Mr. 
J. A. Priest has been elected to the board in place of Mr. J. 
Macgregor. The annual meeting was held on September sth. 


Clyde Valley Electrical Power Co.—For the half-year 
ended June 30th last, the profit amounts to £40,322, plus 
£12,613 brought forward. After transferring £17,500 to con- 
tingeney fund for depreciation, &c., bringing this fund up to 
£167,500, the directors recommend transferring to ‘special 
reserve fund £3,836, the payment of the preference dividend 
(£9,000), a dividend of 14 per cent. on the ordinary shares 
(free of tax), requiring £7,500, and to carry forward £15,456. 


British Aluminium Co., Ltd.—The directors have de- 
clared а dividend. at the rate of 8 per cent. per annum (less 
income-tax) on the ordinary share capital for the six months 
to June 30th; also a dividend at the rate of 6 per cent. per 
annum (less income-tax) on the preference share capital for 
the six months to June 30th. 


Direct Spanish Telegraph Co., Ltd.—1n addition to the 
dividend at the rate of 10 per cent. per annum on the prefer- 
ence shares, the directors have decided to pay an interim divi- 
dend at the rate of 4 per cent. per annum, free of income-tax, 
on the ordinary shares—both for the half-year ended June 
last. | 


The Canadian Loan.—W^ read in the “Financial Times" 
that one of the first subseriptions for the Canadian loan was 
received from the Commercial Cable Co., who applied for 
$2,000,000, thus increasing its holding of pro-British loans 
to $10,000,000. 

Calcutta Electric Supply Corporation, Ltd.—The number 
of units sold to consumers during the four weeks ended July 
Wth, 1916, amounted to 9,020,562, compared with 1,972,641 
during the correspondinz four weeks of 1915. 


Stock Exchange Notice.—The committee has been asked 
to allow the following to be quoted in the Official List:— —— 

Consolidated Gas, Electric Light, and Power Co. of Balti- 
more.— $619,000 additional common stock. 


Folkestone Electricity Supply Co.. Ltd.—Interim dividend 
at the rate of 6 per cent. per annum (3s. per share), less 
income-tax, for the past half-year, on the ordinary shares. 


Eastern Extension Australasia & China Telegraph Co., 
Ltd.—Interim dividend for the quarter ended June 30th last 
of 38. per share, free of tax. 

Eastern Telegraph Co., Ltd.—Second quarterly interim 
dividend of 14 per cent. on the ordinary stock, free of tax. 


Dick, Kerr & Co., Ltd.—Dividend at the rate of 6 per 
cent. per annum on the preference shares. 
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Lancashire Dynamo & Motor Co., Ltd.—Interim dividend 
on the ordinary shares of 5 per cent., tax free, against 3 per 
cent. a year ago.—Financial Times. - 


. British Insulated & Helsby Cables, Ltd.—Interim divi- 
dend of 5 per cent. for the half-year ended June 30th,-less tax. 


UN 


STOCKS AND SHARES, 


TUESDAY EVENING. 


The excellent character of the news from the various battle- 
fronts is a helpful factor in keeping prices strong. "There is, 
moreover, & possibility of the Bank Rate being reduced, in 
view of the advent of а new loan towards the end of the 
year. Business on the whole is not bad. A disquieting influ- 
ence is the weakness.of Home Railway stocks, induced, of 
course, by the attitude of the men in regard: to the 10s. per 
week Increased pay for which they are asking, and by their 
refusal of the 3s. offered them. This acts as a severe damper 
to the market. [The additional war bonus has, since writing, 
been settled by agreement at 5s—Eps.] On the other hand, 
New York is running а boom in American Rails, which is not 
without sympathetic effect upon Canadian utilities and Mexi- 
can issues. 
the strength of the rubber market, which this week has been 
fortified: by a rise in the price of the raw stuff. 

Central London assented ordinary stock is steady at 18, but 
the non-assented continues very weak at 454. The two classes 
of preferred stocks аге called 693 and 72, and, of the deferred 
stocks, 274 and 71 for the non-assented and assented respec- 
tively. Metropolitan has given way to 243, after being still 
easier, and districts went back to 18. East London or inary. 
changed hands the other day at 78/9. 

All the Steam stocks, without exception, are weak and 
depressed. So dull is the market, in'fact, that it would seem 
to be approaching the condition at which stocks would be 
cheap. There is, of course, little bear account in these days 
of Treasury restrictions; but, in spite of this, the amount of 
stock available is very small, and improvement in the labour 
situation would bring about а sharp upward reaction. 

'The очоп in Mexico does not appear to have altered 
much from what it was when last we wrote, but, as men- 
tioned above, the New York boom in rails has shed a dim 
reflection upon Mexican stocks and shares. Mexican Light 
and Power bonds are 2 points up at 45, the preferred gained 
a point at 35, but Mexico Trams are steady and show no 
change. The feature in this section is once more a jump in 
British Columbia Electric Railway stocks, the preferred lead- 
ing easily with a rise of 21. The preference put on 2 points, 
and the deferred at 55 is | up. The debenture stock was 
quoted ex dividend last week. 

The Anglo-Argentine Tramways group remains dull and 
heavy, for reasons that we have mentioned from time to time 
here recently. The first preference shares are 6s. 3d. down at 
34; the seconds are £3, changing hands on this basis a few 
days ago; while the debenture stocks have recently been done 
at 74, 76, and 741 for the 4 per cent., the 4} per cent., and the 
5 per cent. issues respectively. ` Most other things connected 
with the Argentine Republie have a weak tendency. The 
dividends on Anglo-Argentine Tramways preference are due 
ia June and December. : 

The Telegraph market is a little easier. 
eased off to 145}, so that the stock, for once 
about a point lower, relatively, than Eastern Extension shares, 
the latter being 14$, and showing a small fall on the week. 
Anglo-American Telegraph deferred is a point down at 102. 
At par, the stock may be regarded as a reasonably-priced 
6 per cent. investment. Westerns are 4 down at 143. ere 
15 not much doing 4n Marconis. The parent shares remain 
at 3 3/16; and while Americans are well maintained at 19s. 3d., 
the excitement recently noticeable in them has largely died 
down. Canadian Marconis have advanced to 118. on a report 
which makes a reasonably good showing, and which suggests 


that it will not be so very long before the proprietors receive 
some return on their money. i Ў 


, Movements аге unimportant in the h 
tion. Kensingtons are better at 58, and 
ference hardened to 4}. Bromptons, on the other hand, are 
a trifle easier. Chelseas have regained the dividend of 1s. Gd 
deducted last week. County ordinary and preference are 
both ex dividend; and, allowing for this, there is no parti- 


Eastern ordinary 
In а way, stands 


ome electricity sec- 
London Electric pre- 


that at the meeting next week 
Shareholders' | 


full in these columns last week, will be dul 


the hope being 


revived that the company will be able to increase the dividen 


Amongst industrials, the feature continues to be’ 


from the 7} per cent. recently paid. General Electric ordi- 
nary at 144 are the fraction to the good, and other manufac- 
turing shares are steady, There is a brisk demand for iron, 
coal, and steel issues of all kinds. The excellent dividend 
from the Armstrong Со. quickened a demand for armament 
shares. The rubber market. keeps good, as already observed, 
and the recent earthquake in Java may be said to have exer. 
cised virtually no effect upon prices. 

The Bombay Electric Supply & Tramways Co. is inviting 
the holders of its 41 per cent. debenture stock to offer the 
same to the company, and some of the proprietors are a little 
perplexed as to what they should ask for their holdings. The 
last recorded bargain in the Stock Exchange Official List was 
at 83, on July 18th; but as the interest is payable en January 
lst and July 1st, there is nearly three months' accumulated 
dividend in the price. Considering the excellent character 
of the security, it is probably worth something in the neigh- 
bourhood of 90, at which the return wonld work out to the 
full 5 per cent. on the money. Propriétors might.ask this 
price, or а little higher. | 

The Electric Supply Co. of Victoria reports a net revenue 
of £30,700, or about £1,000 more than that for the preceding 
year. The directors are proposing to pay the preference divi- 
dend, carrying forward £6,400. This would still leave another 
9 per cent. to be paid on the preference shares ‘before they 


are clear of arrears. The 5 per cent. first mortgage debenture 


stock last changed hands at 864. Victoria Falls preference 
are а good market at a sovereign, and the ordinary shares 
have risen to 10s. 3d.; while the 5} per cent. debentures are 
better nt 1013. The improvements are due, as we were say- 
ing last week, to the expectations of a dividend on the ordi. 
nary shares within the course of the present year. 


SHARE LIST OF ELECTRICAL COMPANIES. : 
Home ELEOTBIOITY COMPANIES, 


Dividend Price А 
—À Sept. 19, Rise or fall Yield 
‚ 1914, 1915, 1916. ; this week, p.c. 
‘Brompton Ordinary ..  .. 10 10 68 — #7110 
Charing Cross Ordinary .. B b 82, = 714 
do. do. до. 4àPrel. 44 4 Bs, 2p 6 64 
Chelsea  . ss F æ. b 4 ` txd +1/6 618 4 
City of London  .. ee E 9 8 ui - 610 8 
do. do. 6 per cent. Pref. 6 6 10 — 615 В 
County of London sec 3. d 7 l0:3xd — 6 9 8 
do. 6 per cent. Pref. 6 6 10ўха — 615 8 
Kensington Ordinary .. 2n 9 7 68 — 645 
London Electric .. vx 4 B. 1 — 610 5 
do. do. 6 per cent. Pret. 6 6 ‘ + $ 6 18 4 
Metropolitan sè E ve 4 8 2 — 691 
do. 43 per cent. Pref. 4 3 _ 140 
St. James’ and Pall Mall .. 10 8 6 - 6 5 6 
South London... .. 5 b 2 + 616 1 
South Metropolitan Pref. . 1 7 12, — 6738 
Westminster Ordinary .. - 9 1 8 = 612 0 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am, Tel. Pref, - 6 6 109 =l 617 6 
do. Def. ..  .. BOJ- 83/6 281 — 189 
Chile Telepbone .. m 8 8 7 — 614 б 
Cuba Bub. Ога. .. 5 Б 8à -— 6 8 6 
Eastern Extension 7 8 1:8 — $ 5 9 6 
Eastern Tel. Ord. as 4 8 1454 —1$ #6 10 0 
Globe Tel. and Т. Ога. .. 6 "7 194 — 5 88 
do. Pret, 6 6 103 = 510 4 
Great Northern Tel, .. ... 99 R 49 - 649 
Indo-European ..  .. .. 18 18 49 - 619 8 
. Marconi ..  .. .. 0 10 8i — 8 29 
New York Tel, 44 S00.e 4 4 100 — 410 0 
Oriental Telephone Ord. .. 10 10 21 — 4 811 
United R. Plate Те], oe es 8 8 62 -— *5 16 b 
West India ahd Pan, ee eo 1 — 1 з —s 
Western Telegraph  .. 1 8 143 — i *b 8 6 
Ном» Rairs, 
Central London, Ord. Assented 4 4 78 — 9 17 
Metropolitan .. .. .. 14 1 243 — i 4 010 
do. District ..  .. Nil Nil 18 — 1 Nil 
Underground Electric Ordinary Nil Nil. 12 — ў Nil 
do. do. "A" ,. Nil Nil 6/- — Nil 
do, do, Income 8 6 89) +4 ‘61M 1 
Forrien Trams, &0, 
Adelaide Sup. 6 percent. Pref, 6 6 44 — 6 16 
Anglo-Arg. Trams, First Pref, bà Ва —f 1112 
до. 2nd Pret. oe 54 B. 8 — FR 
. do. 6Deb .. 6 b 15 — 618 4 
Brazil Tractions'.. 1. 4 4 60: - 61 8 
Bombay Electric Pref... .. 6 6 i — 514 8 
British Columbia Elec, Rly. Pfce. Б Б 14 +3 616 2 
do. do, Preferred — Nil 51 "4.21 Nil 
do. do, Deferred — Nil 65 + 4 Nil 
. do. do. Deb 4 4 65xd — 610 9 
Mexico Trams 6 percent. Bonda — Nii 44 +1 Nil 
. do, 6 percent. Bonds — Nil 86 +1 Nil 
Mexican Light Common Nil Nil 19 — Nil 
do. Pref. ..  .. Nil NI 85 +1 Nil 
do, lst Bonds vi. Nil Nil 45 +2 mn 
MaNcFAOTURING COMPANIES. 
Babcock & Wilcox "T - ]4 16 Зд; — 4 18 
British Aluminium Ord. |! Б 7 26/3 — 5 6 
British Insulated Ord... у. 16 1% 194 — 1-00 
British Westinghouse Pref, ,, 7% 9 22, +19 617 0 
Calenders.. —..  .. NO 15. а 123 +t 800 
do. 5 Pret. Rl des 6 6 4 as 617 8 
Castner-Kellner .. — .. [2 90 — B -— 5.05 
Edison & Swan, £3 paid Ni — 10j- ute Nil 
do. до. fullypaid .. Nil — 1 — Nil 
do. do. 5 percent. Deb. 5 5 oat == 8 0 0 
Electric Construction .,  ..  & т 116 = 811 6 
Gen. Elec, Pref, ee es 6 6 10 — 6 0 0 
do. Ord. |. ‚+ 10 10 14 + 6180 
Henley .. s m: , 20 25 1 — 791 
do. 4 Pref, ee ae ee 43 43 4 == b 6 0 
India-Rupber ec ee ee 10 10 12 T *8 8 
elegraph Con... .. .. 90 90 89 — *6 40 


* Dividends paid tree of income-tax, 


^. 
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THE BRITISH, ASSOCIATION.—III. 


Oxe of the most notable meetings that took place 
during the visit of the British Association to New- 
castle-on-Tyne was that held jointly by the Engi- 
' neering and Chemistry Sections, on September 8th, 
to consider the problem of fuel economy. Mr. 
GERALD STONEY, president of the former section, 
was in the chair. | 

The first report of the Committee: appointed for 
the Investigation of Fuel Economy, the Utilisation 
of Coal, and Smoke Prevention, was submitted; an 
abstract of it is given below: —, Ў 


Tue chief material basis of the great industrial and commer- 
cial expansion of this country during the past century has 
been its abundant supplies of easily obtainable coal, which, 
until recent years, has given us a position of advantage over 
all other countries. Ме can no longer claim any advantage in 
this respect over our two closest competitors. 

Up to the present we have been wasteful and improvident 
in regard to our methods of getting and utilising coal; not 
only are great economies in both these directions attainable, 
but also the question of the general adoption of more scientific 
methods in regard to these matters is one of vital import- 
ance, in view of the trying period of economic recuperation 
which will immediately sueceed the war. 

For some years before the war the average price of coal 
at the pitliead bad been decidedly on the up-grade, owing 
chiefly to deeper workings, higher wages, and greater precau- 
tions for ensuring the safety of the mines. The result of the 
great coal strike of 1919, and the legislation which it pro- 
voked, was to accentuate this tendency. And if, as seems 
probable, prices continue io rise for some time after the war 
at an accelerated rate, as compared with the pre-war period, 
the question of the best utilisation of fuels will be of increas- 
ing importance to the nation. i 

The fact that the available reserves of coal in Great Britain 
only amount to about one-fortieth, whilst those of the whole 
Empire do nót amount to more than about one-fourth of the 
-world’s estimated total, isone which ought to be brought home 
to everyone responsible for the economic development of our 
national and imperial resources, especially in view of the fact 
that the United States, whose competition in the immediate 
future will probably be much more severely felt than ever 
before, possesses more than half the estimated world's coal, 
and that also in regard to the two prime considerations of 
quality and cost of production she probably compares favour- 
ably with Great Britain and the Empire. 

‚ш the United States both the Government and the Univer- 
sity of Illinois have, for some years past, conducted numerous 
important chemical investigations and large-scale trials upon 
the character of the principal American coal seams and their 
adaptation for various economic ends, and in consequence 
American manufacturers have at their disposal much more 
‘complete and systematic information about their country’s 
coal resources than is at present possessed by their British 
competitors. 
as 1$ proved by the recent exhaustive ‘‘ Investigation of the 
Coals of Canada with reference to their Economic Qualities,” 
conducted at the McGill University, Montreal, under the 
authority of the Dominion Government. No such comprehen- 
sive investigations have ever been undertaken in this coun- 
try, where they are much needed. ‘The Committee is of 
opinion that the example of the United States and Canada 
might be followed with advantage to the industrial com- 
munity by the Government of Great Britain, and that repre- 
sentations should be made with the object of inducing the 
Government to provide adequate funds in aid of further 
researches and investigations upon the chemical character of 
the principal British coal seams, the best means for their 
future development in the national interest, and upon-prob- 
lems of fuel economy, including the utilisation of all the by- 
producis obtainable from coal. а 

During the ten years' period immediately preceding the 
outbreak of war the world's demands have continuously in- 
creased at а compound interest rate of nearly 5 per cent. per 
annum. These demands have been principally met by the 
United States, Great Britain, and Germany, which, between 
them, Бате hitherto annually raised 83 per cent. of the total 
anthracite and bituminous coals consumed in the world. Up 
tothe outbreak of the war the coal output of the United 
States was increasing annually at а compound interest rate 
of about 6 per cent., that of Germany at about 4 per cent., 
whilst the British output was increasing at 2 per cent. only. 
During the period 1910-14 the United States produced nearly 
twice as much coal as Great Britain, and, assuming that 
these relative rates of increase are maintained after the war, 
it may be predicted that Germany's output of coal will over- 
take that of Great Britain about 90 years' hence, when each 
country will be producing some 420,000,000 tons per annum. 

The public cannot be too often reminded that not only is 
coal of prime importance as a fuel, but also that, when suit- 
ably handled by the chemist, it yields very valuable by- 
Products, which are the raw materials of important industries. 
There 18 no doubt that we in this country have not been 
sufficiently alive to the importance of recovering such by- 


: doubtedly are. 


' 200,000, 
Nor has Canada lagged behind her neighbour, ' 


t 


products from the raw coal raised in our mines, and that we 
have been very much behind Germany in this respect. Thus, 
for example, whilst in the coking industry modern by-produet 
recovery plants bad been universally installed years ago 
throughout Germany, we were, in 1913, still carbonising 
about six and a half million tons of coal annually for metal- 
lurgical coke in old-fashioned beehive ovens. Also, whereas 
our total production of ammonia sulphate from coal was in 
1918 about 318,000 tons, Germany produced nearly half a 
million tons from a very much smaller output of coal. 

. Progress in fuel economy involves something more than 
increased thermal efficiency in respect of power production 
and of heating operations generally, important as these un- 
' are. It also involves the whole question of the 
better utilisation of our coal, including the recovery of by- 
products and the consequent abolition of the smoke nuisance, 
which at present, directly and indirectly, costs the country 
many million of pounds per annum. 

There are two outstanding features in the history of the 
British coal trade to which the Committee desires to draw 
attention. One is the remarkably steady increase in the 
total output of our mines, which, since 1870, has been main- 
tained at an almost uniform compound interest rate of 2 per 
cent. per annum. 

The second feature is the phenomenal growth of our 
export trade, which, during the past 60 years, has increased 
something like twenty-fold, both as regards the quantities and 
the values of coal exported. Moreover, its value relative to 
other values exported has, during the same period, increased 
fourfold, until at the outbreak of war it constituted about 
10 per cent. of our total exported values. K 

The proportion of the coal raised annually in the United 
Kingdom which is exported has been doubled within the | 
past 35 years, trebled within balf а century, and is still 
increasing. "Three factors have operated in producing this 
result. One is the proximity of the finest coalfields to ouv 
ports, another is the increased demands for coal from Europe 
and South America, while a third has been the phenomenal 
growth of our mercantile marine. . 

. А vast amount of usable coal is left behind in the mine 
because, under present individualistic conditions, it доев not 
pay to bring it to the surface. A larger prófit on the capital 
of a colliery company can often be earned by working the 
better classes of coal and leaving the less valuable grades 
underground. According to figures issued in the Report of 
the 1905 Royal Commission on Coal Supplies, this wastage 
amounted to nearly 25 per cent. of the total raised in the 
larger coalfields. The question of checking this wastage by 
finding out in what ways the less valuable grades can 

turned to good account commercially is one of supreme 
national importance, and the Committee desires to draw 
ispecial attention to it. Much of the coal now left behind in 
the mines ought to be converted into useful forms of energy 
and products for public purposes, and one of the most im- 
portant aspects of the fuel-economy problem in Great Britain 
is the devising and organising of means for making it possible 
to raise this hitherto wasted coal at an economic advantage. 

Coming now to the possible saving in the coal consumed 
annually in this country at the outbreak of the war (nearly 
tons), the 1905 Royal Commission on Coal Supplies 
found that the possible saving in our then annual coal consump- 
tion (167,000,000 tons) amounted to between 40 and 60 million 
tons. Notwithstanding the improved apparatus which has 
been put into use in the best factories throughout the country 
during the last ten years, the average result obtained for the 
country ав a whole still lags behind the best possible obtain- 
able to-day in as great a proportion as it did in 1905. It will 
be the business of this Committee to estimate as nearly as 
may be the present possible margin of saving, and to point 
out the particular directions in which it can be attained from 


a national point of view. 5 


ORGANISATION OF THE COMMITTEE'S WORK. B 

Having regard to the magnitude of its work, the original 
Committee of 18 membere appointéd by the Association in 
October, 1915, decided to exercise somewhat freely its powers. 
of co-option, so as to make a general committee sufficiently 
large and representative of all the important interests 1n- 
volved, which for the more detailed and special study of 
particular aspects of the fuel question resolved itself into 
five sub-committees. . | 

The General Committee next appointed an Executive Com- 
mittee, which could meet frequently in London for the dis- 
cussion of matters relative to the organisation and co-ordina- 
tion of the work of the Committee as a whole. In all, 30' 
meetings have been held during the year. At the first meet- 
ing of the General Committee it was decided to organise a 
series of conferences of manufacturers and others interested 
in the fuel question in a number of the larger industrial 
centres: six conferences have already been held, and were: 
productive of valuable information. | 

During the first year of its existence the attention of the 
Committee has been fully occupied with questions of organi- 
sation and a preliminary survey of the ground which must 
be explored later on. Already several nnportant lines of 
investigation needing the co-operation of manufacturers have 
been instituted and are well in hand, but the returns are m: 
most cascs not yet sufficiently complete to justify publica- 
tion in the report. AE | 

Тһе Committee recommends that it be re-appointed to 
continue its investigations. 


Й 
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THE WORK OF THE SUB-COMMITTEES. 


The Chemical and Statistical Sub-Committee (Dr. J. T. 
Dunn, Chairman) із preparing à memorandum and a biblio- 
graphy upon the question of the chemistry, of coal, and 18 of 
the opinion that the time has now arrived for a re-investiga- 
tion of the subject. Some of .its members have undertaken 
experimental -work, with the object of providing a basis for 
а more complete attack upon the subject in the near future. 
The Sub-Committee is of the opinion that the time is ripe 
for the organisation of a scheme of systematic co-operative 
research, aided by national funds. M | 

The Sub-Committee is also compiling statistical informa- 
tion relative to the different purposes for which coal is used, 
and proposes to inquire into the amount of,wastage due to 
coal which, for one reason or another, is at present left 
behind in the pits. . / 

The Carbonisation Sub-Committee. (Mr. T. Y. Greener, 
. Chairman) states that the total amount of coal carbonised in 
this Kingdom for the manufacture of metallurgical coke or 
for towns’ gas in the year 1913 was probably about 35 to 40 
million tons, or approximately one-tifth of the total home 
consumption of coal for all purposes. The total coal car- 
bonised in gasworks would be about 18,200,000 tons. . The 
amount of ammonium sulphate produced by gasworks in that 
time in the United Kingdom was officially given as 189,180 
tons, which would represent an average yield of about 22.4 Ib. 
per ton оѓ coal carbonised. 

The amount of , coal carbonised for the manufacture of 
metallurgical coke in 1913 probably did not fall much short 
оѓ 20 million tons. The larger proportion was carbonised in 
by-product ovens, producing, besides coke, tar, benzol, &c., 
some 133,816 tons of ammonium sulphate. 

With regard to the coking industry, the Sub-Committee 
has already undertaken steps to secure complete returns which 
will enable it to arrive at an approximate estimate of the 
margins of possible economies which can now be effected in 
the coking industry. A memorandum is also in course of 
preparation describing the more important developments of 
the by-product coking industry, from its inception until the 
present day. ` 

With regard to gasworks practice, inquiries have been in- 
stituted regarding the present practice in connection with the 
manufacture of towns’ gas; it is also intended later on to 
consider the question of low-temperature carbonisation from 
ihe point of view of its possible economic results. 

. , The Metallurgical, Ceramic, and Refractory. Materials Sub- 

Committee (Dr. J. Е. Stead, Chairman) finds that the amount 
of coal consumed in metallurgical, . ceramic, refractory 
materials, and cognate industries probably amounts to 
Approximately 20 per cent. of the total home consumption. 
. Of this, probably about three-fourths must be debited io the 
iron and steel industries. —— 

The Sub-Committee has taken steps to obtain data from 
some of the larger manufacturers of pig iron, spiegeleisen, 
ferro-manganese, &c., tliroughout the Kingdom. A descrip- 

tion will be given of the best methods now available for the 
utilisation of the surplus gases from a modern blast furnace. 
like manner a series of questions relative to fuel сор: 


sumptions in steelworks has been prepared for circulation ` 


among the larger steel plants in the Kingdom. The Sub-Com- 
mittee will endeavour to draw. up a statement as to the best 


of utilising as completely as possible surplus gases and waste 
heat, and thus realising the maximum fuel economy in the 
heavy-steel industry. : | 

Similar inquiries will be instituted in regard to present-day 
practice and results in relation to iron foundries, manufacture 
of wrought iron, specialised steel industries, and the ceramic 
industry. All information communicated to it by individual 
manufacturers will be regarded as confidential. 

The Power and Steam Raising Sub-Committee (Mr. С. Н. 
Merz, Chairman) has decided to deal with the subject under 
the following heads :—  . 

l. To consider (a) the amount of fuel consumed, and (b) 
the corresponding power developed in the United Kingdom 
under the Slowing heads : Factories, mines, railways, ships, 
and steam raising for other purposes than power. 

2. To consider the present position of central electrical 
power plants and gas undertakings as regards power supply. 

3. To discuss the relative merits of the present methods for 
producing power by steam, gas, oil, and petrol engines res- 
pectively. | 

4. To Investigate the possible saving of fuel which might be 
effected (a) by improved plant, (b) by greater centralisation 
of power production, (c) by co-ordination with metallurgical 
and other manufacturing processes, (d) by some measure of 
public control, (e) by bétter supervision, and (f) by the use 
of inferior grades of fuel which are at present wasted. 

ile, on account of the magnitude of the subject and the 
amount of investigation involved, it is not possible at present 
to submit any report, it may be mentioned that information 
has been sought as to the amount of fuel consumed and the 
corresponding power developed, in official publications. 

„The average figure of 5 lb. of coal per H.P.-hour which was 
given in the Report of the Royal Commission on Coal Sup- 
plies in 1905 probably did not exaggerate the actual consump- 
tion at that time. 

In view of the impossibility of obtaining accurate returns 
of fuel consumption per H.P.-hour from the whole of the 


lay-out and, arrangement of a combined by-product coking, 
iron-smelting, and steel-making plant from the point of view : 


power users in this country; it has been decided tọ investi- 
.gate the. matter by asking for detailed returns from typical 


factories in various trades and in different districts through- 
out the country, selected by members of the Sub-Committee 
who have special knowledge of particular trades. 

Special memoranda are in course of preparation оп ques- 
tions of organisation of power production for industrial ‚апд 
transport purposes, the use of large turbine and gas engines, 
and other important aspects of the power question. 


The Domestic Fuel Sub-Committee (Mr. E. D. Simon, ~ 


Chairman) states that the amouht of coal actually consumed 
for domestic purposes in the United Kingdom 'probably does 
not fall far short of 36 million tons per annum—nearly one- 


. fifth of the total consumption for all purposes in the United 


Kingdom. То this would have to be added the '' coal equiva- 
lent" of the gas and electricity consumed for domestic pur- 


poses, if & correct estimate of the total domestic coal con- 


sumption was to be made. The Royal Commission of 1905 
estimated that 50 per cent. of the coal consumed for domestic 
purposes might be saved by the installation of better appli- 
ances, so that there is clearly a vast field for economy. 
The whole question of domestic uses of fuel bristles with 
difficulties and complications. It would appear that the 
kitchen is responsible for the greater part of our -annual 
domestic fuel bill, and, therefore, the question of the relative 
efficiencies of kitchen ranges, gas and electric, cookers, and 
hot-water supply apparatus assumes considerable importance. 
The selection or recommendation of particular means or 
apparatus for domestic heating cannot always be based simply 
upon the question of thermal efficiency, because it also in- 
volves ‘considerations of a physiological and even of a psycho- 
logical character. Thus, for example, systems of central heat- 
ing which have been recommended on grounds chiefly of 
thermal efficiency, and which are so universally used in 


America and on the Continent,;are not usually acceptable to - 


the average Englishman, who undoubtedly prefers to be 
warmed by the radiation from a bright fire. — | 

This being so, the Sub-Committee feels that it will be wise 
to recognise nt the outset that there is probably no single 
solution of the domestic heàting problem which is likely to 
be universally adopted within any measurable period of time; 
and that, therefore, 16 should preferably concentrate its efforts 
upon questions of more immediate practical importance. 
^ The Sub-Committee has arranged for experiments to'be 
carried out with the object of determining how to produce 
in a given room suitably warm- and healthy conditions at a 
minimum cost and with a minimum production of smoke, 
and how such conditions may be defined for any particular 
room. Also, experimental work is being carried out upon the 
Tue efficiencies of coal fires, gas fires, electric heaters, and 
the like. | 

The Sub-Committee will also consider the important ques- 
tion of the prospects of substituting for raw coal some form 
of carbonised fuel (semi-coke or coke). There can be no doubt 
that if such a substitution could be effected, without either 


increasing the domestic coal bill or involving some other dis- 


advantage, not only would there be a great addition to the 
amount of valuable by-products annually obtained from coal 
consumed in the Kingdom, but also the smoke nuisance in 
our large centres of population would be materially reduced. 


Prof. BoNE, in submitting the report, said the subject was 
such: a wide one that it was obvious that the field had first 
to be carefully surveyed before any serviceable work in detail 
could be accomplished. Further, it was useless to arrive at 
anything like definite conclusions without domg a great deal 
of public educational work; consequently they had not 
reached a very advanced stage at present. He asked that the 
committee might be re-appointed. He did not think that those 
concerned in the question would ever relapse into-that state of 
apathy that prevailed before. He mentioned that the committee 
had grown so large as to number 45 persons, and it had been 
decided to have a small executive committee which could 
meet regularly in order to deal with questions as they. turned 
up, and between the rather long intervals at which the 
general committee could meet. The Executive was composed 
of gentlemen either living in London or regularly attending 
in London. and it was proposed that they should meet fort- 


~ nightly. 


Dr. J. T. DUNN, as chairman of the Chemistry and Statis- 
tical Sub-Committee, pointed out that the analyses -of coal 
gave hardly any information of the chemical nature óf coal, 
and that it was important that workers on that subject 
should collaborate. ` e Potts 

Dr. J. E. Stean, F.R.S., said that his Committee (the 
Metallurgical, Ceramic and Refractory Materials Sub-Commit- 
tee) had set out a great many questions for manufacturers to 
answer, and it had been thought advisable that all answers 
should be regarded as absolutely private and confidential, 
and dealt with by Dr. Bone. It would be premature to say 
anything about results at present. It was hoped that in a 
year's time there would be something definite to report. | 

Sir Новн BELL opened the general discussion. He sai 
that the increases in the output of coal proved the late Lord 
Armstrong's prophecy to have been wrong in the first decade 
after it was made—53 years ago—and his own opinion in 189 
that the increase could not go on also was entirely wrong. 
Again, however, he thought it might be safely assumed that 
the very remarkable increment shown by the figures of 1911 
and of 1913 could not be continued. Yet those who looked 
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back over any considerable number of years would agree that 
-had they been told of the thinness of coal seams now worked 
successfully, they would have rubbed their eyes in amaze- 
ment. Five or six years ago Sir William Ramsay made а 
suggestion that one could not set aside without examination. 
Accordingly, he placed himself in communication with Sir 
William, and told him that he would place at his disposal a 
seam of coal that would be eminently fitted to the experi- 
ment suggested. A considerable sum of money was spent 
in preparation, and in an installation for trying ап ехреп- 
ment. Unfortunately, the illness and death of Sir William 
put an end to the experiment, but the apparatus was in situ, 
and if any person had imagination and daring, as had Sir 
William, he would be very happy to put it at his disposal. 
The consumption of coal at the pit was a very attractive 
problem, and the consumption of a seam of coal actually 
in situ more attractive still. But were it possible to con- 
sume the thinner seams of coal which at the present moment 
were inextractable, and which in all probability never could 
be extracted except in the form of the denser gases, it would 


add very.greatly to the prospects of those who advocated the 


transmission of energy from the colliery itself. 

Prof. Lours criticised the chemists for not having done 
more than they had in a matter of such importance. The 
chemists blamed the engineers for not saving the 2 per cent. 
of nitrogen, but did not reflect that they could have as much 
atmosphere with 80 per cent. nitrogen as they wanted for 
nothing. As to by-products, would it not be possible to 
utilise small coals and other waste coal products for the 
synthetic production of those compounds? At Barnsley only 
the ‘‘ hards’’ were extracted, leaving at least one-third of the 
coal in the mine, while in Nottingham they screened the 
coal, leaving behind all that was smaller than 14 in. Never- 
theless, a great deal of the waste was rather a problem for 
the chemist than the engineer, for the colliery manager was 
willing to turn his products into money if he were shown 
how to do if. : 

Sir CHARLES А. PaRSONS said economy in the generalion of 
. electricity from coal lay chiefly in the size of the units. Now 
was the time to see how the efficiency of Ше country might 
be improved. | 

Dr. DucaLD CLERK stated that at the present rate of con- 
sumption the duration of an industrial civilisation based on 
coal’and oil fuel could only be about 5,000 years. Before we 
could expand the duration of the industrial civilisation of 
Great Britain beyond 500 years, we must drastically enforce 
various economies. The consumption of coal for motive power 
could be reduced without any great difficulty, by sufficient 
capital expenditure, from 5 lb. per H.P. as at present at least 
to 14 lb. per НР. In regard to heating, we should have to 
go in for more steam heating, the. working of waste heat 
electric lighting stations, and-an increased use of hydraulic 


power. | МЫ a 
Prof. H. B. Dixon said the report of the Committee was а 
tentative one, and gave suggestions for future work. They 
would not at once persuade people to give up the open fire 
altogether, though they would endeavour to show that the 
open fire could be used with great economy if properly con- 
structed and properly worked. They had also taken statistics 
in several large towns of the amount of soot poured into the 
atmosphere, and they must admit that the domestic fire was 
a great offender. More than one-fifth of the smoke came 
from house chimneys, and he thought it was a more difficult 
problem to stop the domestic supply of smoke than that from 
industrial sources. The vast problem of extracting the nitro- 
gen, benzene, and toluol in coal must be attacked if we were 
{о have а great chemical industry in this country; the engi- 
neers and chemists should work together for that great object. 
Dr. Des Vaux, of the Smoke Abatement Society, detailed 
the steps taken in London, which he thought had made 
London fog a thing of the past. Smoke was a sign of іпећ- 
eiency, and they were proving to the manufacturers that to 
prevent it meant money in their pockets. | 
: Dr. E. F. ARMSTRONG gave some figures showing the. saving 
of fuel by scientific management of the fuel departments of 
factories, and suggested that the Committee should urge on 
large consumers the advisability of engaging scientific men 
to control the coal departments. Large consumers would save 
the salary paid over and over again. The most stringent 
actor making for economy was the increased cost of coal. 
Mr. SrRoMEYER attributed the improvement in London 
atmosphere to the efforts of the Smoke Abatement Society 
and electric lighting. The smoke that damaged window cur- 
tais and so-on in London came not from outside, but from 
thé. fumes of the gas consumed within, and the present 
cleanliness was due largely to the electric light. The Man- 
chester Steam Users’ Association had carried out about 400 
experiments on coke consumption, and had sent men through 
the county to show how stoking should be done. Over- 
working of the boiler was a fruitful cause of factory smoke. 
Col. Вілскетт, speaking as а coal producer, said they had 
been asked to produce too much coal at too cheap a rate, and 
much Kad been wasted. He made an offer to the chemists 
that the producers would supply them with the small coal 
if the chemists themselves would produee the by-products; 
but ordinary collieries could not start chemical factories. 
rof. HENDERSON, speaking on the domestic aspect of the 
question, said that smokeless fuel was one of the certainties 
et the future. The Committee would no doubt consider care- 
uly low temperature distillation with the object of produc- 


~ 


ing smokeless fuel. It would solve very i 
of smoke AE EEN ery largely the question 
. Prof. Bone said the wastage occurring in the pits, accord- 
ing to the estimate of 1905, amounted to 95 per cent. of the 
total raised. The question of checking this wastage was of 
supreme national importance. The Committee would wel- 
come an actual estimate of the margin of coal economy that 
could be effected by better management of existing plant, as 
mentioned by. Dr. Armstrong. The Committee knew several 
instances in which competent men had been engaged at a 
good salary; money spent in that direction was saved ten 
times over, and he believed that in many cases it was the 
only way.in which the fuel bill could be systematically kept 
down. Electrical methods were going to play a much more 
important part in the future than in the past, and the elec- 
trical. power and distribution questions were of increasing 
importance. i 

The CHAIRMAN said that the greatest fuel economy would 
be effected if some other source of power than coal could be 
obtained. : He did not feel at all sure but that in the near 
future coal might be superseded. 2 i 

Mr. Merz’s paper on “Electric Power Distribution,” of 
which we gavè an abstract in our last issue, was then read. 

Sir AnTHUR Evans, President of the Association, said he 
had been very much impressed by.the paper, and by the 
work that the Engineering Section, in. conjunction with the 
Chemistry Section, had been doing, because he felt that of 
all the good work done at the meeting of the Association, it 
was that, perhaps, which^in some practical ways was the most 
im portant. | 


Mr. R. P. SLoan read a paper on fuel.economy, 


. of which an abstract follows : — 


Fuel Economy on the North-East Coast. E" 
By Б. P. Sioan. 


ЕРЕСТВ!С power supply, though of comparatively recent 
development, has already had a marked effect upon the indus- 
tries of the North-East Coast. There is now, apart from the 
power companies, practically spéaking no coal burned on the 
Tyne for power purposes, except by the railways and chemical 
factories and some collieries. Many collieries depend entirely 
upon electricity supplied from the Newcastle and Durham 
electric power companies’ combined system for all their power 
requirements, and as a result of the adoption of electric trac- 
tion, the suburban railway traffic facilities of Newcastle are 
more ample than those of any other town of similar size. 

New industries have been established in the district purely 
because of the cheap power available, and extensive utilisa- 
tion has-been made of the waste heat and gases existing in 
the area, for the production of electrical energy. Several small, 
and therefore uneconomical, generating stations—municipal and 
company—have been shut down, and the electrical distribu- 
tion systems which they supplied have been connected up to 
the power supply companies’ system. í 

In coal, iron, and shipbuilding the North-East Coast figures 
represent respectively and approximately one-fifth, one-third, 
and one-half of the nation's output. . | ‚ 

It was early realised that the more completely the electrical 
wants of the whole community could be met, the more 
cheaply could a supply of electricity be given and the more 
stable would the electric supply industry become. | 

The extent of the area served by the power companies 
(1,400 square miles) necessitated the generation of electricity 
at a pressure and in a form facilitating transmission over 
long distances, while the nature of the market to be catered 


for made it essential that the current should be produced as 


cheaply as possible. This, in turn, involved the use of exten- . 
sive sites with ample coal and water facilities for the main 
coal-fired power stations, which were erected to deal with 
such portions of the load as could not be supplied with elec- 
trical energy generated by waste heat. The distance between 
the northern and southern extremities of the transmission 
systm is 70 miles, and it is now possible to obtain electricity 
on-the same system as regards frequency and voltage through- 
out practically the whole of the area. e main trans- 


. mission and distribution system is 9-phase with a frequency 


of 40 cycles per second, and the -working pressure is 20, 


volts. . 
The capacity of plant installed represents about: one-ninth 
of the total plant installed in public supply stations in the 
United Kingdom, but as the North-East Coast power com- 
panies are working at a better load factor, the electricity 
actually generated is about one-fifth. The total power at 
present being supplied is 348,000 нг. 

Though the extension of the power supply system has been 
rapid, its development and the growth of its profit-earning 
capacity were considerably delayed by the work which had 
to be done from time to time, and the sacrifices that had to 
be made, to secure uniformity of system. 

Throughout the area under consideration there are now 
only three public supply stations not conforming to the stan- 
dard system and frequency, viz., those of the Sunderland, 
South Shields, and Darlington Corporations. : Ко 
- By taking full advantage of the best coal and water facilities 
available, by installing plant of a capacity much in excess 
of that which any individual manufacturer, however large, 
could adopt, and by catering for all classes of consumers. 
thereby securing а diversity of load with a resulting con- 
stancy of output and so utilising the plant installed to the 
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best possible advantage, with the-aid of a highly skilled tech- 
nical staff the power companies have’ secured an efficiency 
of production much greater than that practicable fo any 
manufacturer producing power merely as ап auxiliary to his 
main business. г Кока 

By 1908 there was not a single firm of shipbuilders or engi- 
neers on the north bank of the Tyne which did not take 95 
per cent. of its power from the company. To-day the propor- 
tion is probably higher still Taking the whole area as 
regards the engineering trades as distinct from collieries and 
iron and steel works, from 75 to 80 per cent. of the power 
is supplied from the power companies’ system. л 

Since the electrification of the Newcastle suburban railway 
system the train service has been more than doubled and the 
schedule speed improved by 20 per cent. More recently the 
North-Eastern Railway Co. have electrified some 50 miles of 
track on their Shildon-Newport route, which carries the heavy 
mineral traffic between the coalfields of South-West Durham 
and the blast furnaces and ironworks of the Middlesbrough 
district. No special generating station has been: built, the 
whole of the current required being supplied by the power 
companies, whose existing mains are tapped at two points 
where they touch the railway. 

The supply of electricity to coal mines has now reached a 
high stage of development. It is estimated that, apart from 
the smdller colliery supplies, pits having an output of over 
20,000,000 tons of coal per annum now depend upon the 
. power companies for their power supply. It is estimated, in 
the case of collieries, that at least 75 per cent. of the coal 
previously used for power purposes has been saved as a 
result of burning it at the economical generating stations of 
the power companies instead of each pit generating its own 
power; this is equivalent to a saving of at least 1,000,000 tons 
of coal per annum. - 

The counties of Northumberland and Durham and ‘the 
North Riding of Yorkshire produce some 7,500,000 tons of 


coke per annum. The bulk of this used to be made in the- 


old-fashioned beehive ovens, but during the last decade the 
retort type of oven has made rapid progress on account of 
its increased coke yield and the value of the by-products 
recoverable. The waste Heat from these ovens and from the 


blast furnaces, and the exhaust steam from blowing engines, - 


in the Cleveland district, form a considerable source of power. 
Local generating stations established where such surplus 


power is available feed into the main power сопрапіев’ sys-. 


tem in parallel with the five main generating stations of the 
power campanies; they are run so that they each supply the 
maximum amount of energy posstble, all regulating being 
done by the main power stations, which also act as stand-by 
against any breakdown. The power company, having a 
market for current many times greater than the output of 
any Individual waste-heat station, is able to run such stations 
continuously at their maximum output capacity, so utilising 
completely all the current that can be produced therein. 

There are. now 11 waste-heat stations in operation in the 
North-East Coast area, and the waste heat available is suffi- 
cient for the generation of an amount of power very con- 
siderably in excess of that required by the colliery owners.’ 
During the year 1915, two stations alone turned out 40,000,000 
units, of which only 10,000,000, or 25 per cent., were required 
for the working of the collieries, the remaining 30,000,000 
units being delivered into the mains of the power supply 
Tbe total coal saving die to we f m 

е total coal saving due to utilisation of waste heat on the 

North-East Coast now amounts to some 150,000 tons per 
annum. 


There can be no doubt that a proper appreciation of the 


enormous economies which may be effected by the avoidance 


4 


by the pooling, not only of all power requirements of all 
kinds, but also of all power-producing plants, into one inter- 
connected power supply system in each industrial district, 
will be one of the most important factors in that general 
development of the country's industries which we are all 
ouo aw | i 

Mr. W. D. WOODHOUSE (Dewsbury) said that th 
‚ stimulus that could be given: to rid economical ure grapes 

was to Increase its price, and that stimulus had not been 
wanting during the last 20 years, as, apart from periods of 
disturbance, the average price of coal at the pit mouth had 
steadily increased. Despite this, the progress made towards 
economy had not been rapid, very largely because of a lack 
of co-operation between the interests involved. To increase 
the rate of progress some further incentive to ‘economy 
seemed necessary, and it was suggested that a tax should be 
imposed on all raw coal, that is, on all coal mined, and that 
the proceeds should be utilised for the development of fuel 
economy in its national aspect. There was an excellent 
precedent for such a tax in the application of the proceeds 
of the petrol tax for the purposes of the Road Board. As the 
essence of all economical fuel processes was carbonisation 
and the extraction of residuals before combustion, it would 
seem reasonable to remit the tax on all coal `во carbonised 
Of an annual output of 270 million tons. some 30 million tons 


of inefficient and wasteful separate power installations, and 


were carbonised, leaving some 240 million tons per annum. 


on which the tax would be imposed. А tax of 14 

would produce #1,000,000 per аппшп, and if this as ecc 
steadily increased year by year up to, say, Is. per ton. it 
would act as an increasing stimulus to economy, whilst 
giving time for developments to be made. The increasing 


.He added that the use made of mac 


. greater part of the oil went up the chim 


cost of coal and of its carriage had another aspect; the dearer 


‘coal became, the less profitable it was to carry inferior coals 


long distances. Carbonisation of coal and the use of low- 
grade fuels would for this reason be carried on. most econo- 
mically in the various coalfields. The development of car- 
bonisation must therefore.go hand in hand with that of 
power distribution by means of electricity, and, fortunately, 
there were organisations at work to this end in the shape of 
the power companies. What had been done on the North- 
East Coast under the guidance of Mr. Charles Merz could 
be, and was being, done in other industrial areas of the 
country. The rate of development could be enormously in- 
creased by a future co-operation between the coal owners, 
the steel makers, and the power companies. In the area of 
the Yorkshire Power Co., with which he was most familiar, 
there were some 400 collieries producing about 40,000,000 tons 
рег: year. The co-operation of these collieries would . bring 
about three things: an increase of the amount of coal car- 
benised, the utilisation of low-grade fuels, and a reduction of 
the cost of power. If all the coal burnt at the various col- 


lieries for their own power were properly used, it would 


produce а surplus of electrical energy more than sufficient to 
drive all the textile mills in Yorkshire. А commencement 
with that co-operation had been made, and the Yorkshire 
Co., besides supplying a large number of collieries, were 
producing a portion of their power from coke-oven gas. By 
the end of this year it was anticipated that a further interest- 
ing development would be completed, namely, the co-opera- 
tion of the company with works employing a low-temperature 
process of carbonisation, which would not only supply a 
large quantity of fuel gas, but also would produce a smoke- 
less fuel for domestic purposes. That process was of special 
importance in view of the definite limit which must be set 
io the production of furnace coke, and to the large yield of 
certain distilates. Finally, on the point of the use of power 


' for industrial purposes, taking the country as a whole, not 


more than one-tenth of the power used for industrial pur- 
poses was:supplied by public паар supply undertakings. 

inery in this country 
was capable of great development, and with. it the produc- 
tive output of each workman. In the United States the 
power used per workman in a large number of industries 
was three times as great as in this country. The field for 


. development was therefore enormous. Powér companies 


been in operation for over ten years, and their progress had 


been retarded to a large extent by municipal indifference and : 


opposition. Fór example, there were still in the Yorkshire 
area 129 municipalities with electricity supply systems. 

of' these were working independently of one another, and, 
with one exception, independently of the power company. 


There was a clear negation of а fundamental principle of 


power supply, and it could not be wondered at that the power 
user had been reluctant to accept a principle which had com- 
mended itself so little to the electrical industry itself. Fortu- 
nately, there was а new spirit abroad, and the prospects of 
closer and more harmonious working seemed greater than 
they had ever been, for some 24 smaller undertakings were 
acting only as distributing agents, leaving the generation of 
power to the company. Я "E 
Mr. McLauniN (Glasgow) said that the chemists had already 
shown engineers & condition under which by-products coul 
be obtained, and to his mind it was an engineering as well 
as a chemical problem, and one for'co-operation. The 2 per 


cent. of nitrogen contained in the fuel was not a matter io: 


be talked about lightly, because if they turned that into 
ammonia it might, roughly, be worth about 16s.; they might 
never take the whole percentage of nitrogen out of coal, but 
they might take out about 90 to 100 lb. of ammania, which 


at 14. per lb. gave 8s. Then they could turn to the oil. Ordi- - 


nary coal would contain from 15 to 25 gallons of oil that 
could be recovered, and cannel coal would contain 30 to 40 


gallons of oil. These figures were realisable. Не was asked: 


by a colliery if he could handle cannel containing 30 or 40 
per cent. of ash. The colliery wes actually using 100 tons per 
week, but the boilers had not anything like a draught sufficient 
io burn coal with such a large percentage of ash, and the 
imney. It was found, 
however, that by putting this through the producer they 
never used more than 80 tons of coal, and they got out of it 
about 40 gallons of oil and 40 lb. of ammonia. They foun 

also that two boilers with gas would do the work of three 
with coal. Taking ordinary coal, he thought he was per- 
fectly safe in saying that they returned to the boiler 66 io 
75 per cent. of the energy in the fuel. "They уеге ик 
away about 30 per cent., but they returned for that 90 to: 

gallons of oil, and also obtained 40 to 60 Ib. of ammonia, 
and with proper means he believed it could have been brought 
up to 100 lb. If they took ammonia at 1d. per lb. and took 
60 lb. they got 5s., and if they valued the oil at 3d. per gallon, 


‘and took 90 gallons, they got 5s.; there was 10s. returned for 


about 30 per cent. of their coal, so the problem was well 
worth tackling. At Glasgow they were distilling the coal 
not by external but by internal heat. The oil they obtained 
was different from anything he had had experience of. 

was a crude oil they got from the oil retort, but it would dry 
on wood very rapidly, making a varnish or furniture polish. 
It: also dried on glass like linseed oil. The oil could be 
separated into two distinct portions. One was suitable for 
lubricating oil, and he had been offered 8d. a gallon for 1t 
if he could raise the flash point. He concluded that there 
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was a big field for inquiry into these oils, for they were quite 
dilferent from anything he knew. Е | 
Mr. CHAMEN said the point he wished to speak about arose 
‘out of Mr. Merz's paper, and concerned the question of -co- 
` operation or joint working ‘between different companies and 
municipal suppliers. The Board of Trade some little time ago 
issued a circular that it was desirable to link up undertakings, 
and а joint committee was formed, with five members of 
each Association and two secretaries. They had had several 


meetings, and had advanced almost to a point where they: 


hoped to- take actual steps in the provinces. These two asso- 
ciations represented power companies on the one hand, and 
municipal undertakings on the other, and it was a point of 
some significance that they had been able to meet together 
and come ёо a practically unanimous conclusion. While they 


were quite unanimous that there must not be any interfer- 


ence between the areas held by municipalities and those held 
by companies, whether power or provisional order companies, 
yet the question of linking-up power stations in those areas 
could by common consent be quite well and most advan- 
tageously dealt with. They had formed a scheme whereby 
. the country was divided into a certain number of areas, and 
they hoped. to get those areas to.form committees of the 
engineers interested in the generation of electricity to con- 
sider the whole question themselves. The object of the Com- 
müttee had been, so to say, to get spontaneous action. They 
fel& if a disgrace that electrical industries in this country 
should require anything in the nature of coercion by legisla- 
tion. They thought that to a large extent powers for linking- 
up existing generating stations were available, and that it 
should not be necessary, unless in а special case, to go to 
Parliament at all. If they could bury the deadly hatchet— 
company against municipal: enterprise—they hoped to suc- 
ceed in getting some of Ње economies Mr. Merz had clearly 
shown to be possible by connecting up generating stations. 
It had been done already in some cases, and it had proved to 
be ible to make considerable savings in -the fuel used, 


neither party having had to shut down his whole station; 


by agreement come to: between them, one would work one 
week, including the week-end, and the other would take 
only the peaks, or such loads as the running station was not 
able to take for the time being. Then during the next week 
3 change-over was made, and in that way it had been found 
possible to work linked up without any money passing at 
all. It was not likely that that result could always be 
obtained, but in that case it was obtained. His Committee 
desired him to speak at that meeting to let the public know 
that spontaneous effort was being made, and they hoped that 
a good deal more would.be heard about it shortly. He would 
like to draw attention to one thing that required almost 
immediate attention in legislation, and that was that if they 
were to accomplish the linking-up of generating stations, and 
put in these big mains, they wanted something more in the 
way of statutory powers. At the present time all electricity 
ышан had power to make agreements with land- 
owners and property owners for the construction of mains 
on their property, either overhead or underground, but no 
electricity undertaking had power to go on to land. The 
landlord had an absolute veto. Most landlords, he was thank- 
ful to say, had been, on the whole, reasonable, but occa- 
sionally the landlord had put his foot down and said,*'' No, 
I won't let you go,” and they had no remedy. The Post 
Office had experienced the same difficulty, and had an Act 
passed putting their position right, and what it was 
possible for the Post Office to do was surely, in the interests 
of the nation as a whole, possible for the electrical power 
supply industries 'also. | "A 
Mr. CHATTOCK. said it was apparent from what had been 
sald that the greatest economy in the use of coal could be 
obtained by the gasification of coal and the recovery of its 
by-products, and it had been demonstrated that it was per- 
ectly possible to run electricity generating stations by gas- 
fired boilers, in fact greater economy could be obtained by 
this means than by the burning of raw coal. From what 
had been done in this direction by members it was obvious 
that the amount of work in handling coal in Њаё way was 
very much greater than at present in ‘burning raw coal. 
Dealing with by-products would require a business in itself, 
and. 16 was, he thought, hardly fair to ask the electrical in- 
pened to take on this duty in addition to that of supplying 
electricity ; if seemed to him that the handling of coal in that 
way should be undertaken by some other body which should 
e primarily occupied with that alone, and that the gene- 
meng of electrical energy should be distinct from the other. 
„they would have to work in close touch with each other. but 
dis saw no reason why both businesses should not be kept 
Istinct, both from the financial and operating point of view. 
deni an association could be formed for handling coal 
i € production of by-products, an association, perhaps, 
01 coalowners and users o by-products. 'They might all be 
E eed and have statutory powers. given them. Elec- 
MN COH was applicable to practically all purposes for 
Ah е coal was used ut present. so that there was no reason 
und lente should not be made available for the public in 
ап electrical form, so long as it did not cost the public any 
more than at present. 
ШО, HIGHFIELD said they were really considering two 
Жэ йыны better use of coal and the obtaining of other 
iun n s trom it. He thought that the discussion had shown 
at if they. were to obtain those two results the coal must 


be used on as large a scale as possible, and that involved the 
use of electricity to distribute it. The electrical people were 
already at work on the problem, with the idea of enabling 
the original small centres to be joined up so as gradually 'to 
work towards large centres. Dr. de Ferranti had pointed 
that out as long ago as 1880, and the chief reason why action 
had not been taken was legislation. Other nations had been 
allowed to get six vears start of us, for the early legislation 
was of the most faulty description. The question of by- 
products was, he thought, an economie one, and would be 
solved by careful collaboration between the chemist and the 
engineer. It was said that our coal supply could only keep 
us going for 500 years,.and that something ought to be done 
to conserve it as a national possession. If they looked at the 

uestion in that way they would have to consider how much 
they were going to spend in the. way of capital and improve- 
ments to conserve that valuable material. He did not think 
it had been proved that large sums of public money should 
be spent on боа! saving, unless it was perfectly clear that full . 
interest could be earned on the money laid'out in that direc- 
tion. 

Dr. DuaarLp CueRK said that though he agreed with Mr. 
Merz, the thing that they must have chief regard to was the 
good of the country, and not any particular good that: might 
accrue to any particular individual.’ But in that case, if Mr. 
Merz succeeded too hurriedly they (the gas-enginé builders) 
would be wiped out of existence. (Laughter.) If they could 
distribute power in the way. suggested they would get it 
cheaper, and that would be a national service. If Mr. Merz 
succeeded at once, then the coal-gas industries would be gone. 
But he thought they would find that we were a people of 
compromise; we never took a complete logical scheme, and he 
therefore still һорей that the gas engine and the steam turbine 
might be able to exist together. Й ! | 

‘Prof. Bone said that so many and such varied points had 
been made that he would ask them to excuse him attempting 
to summarise the discussion. The Association should be 
well’ satisfied with the results of the Commnittee's first year's 
work. They wanted to make their effort in the coming year 
as fruitful. as possible, in order that next year they might 
submit a report of а more final character. 


AN AMERICAN HOMILY ОМ BLECTRICAL 
ORGANISATION, | 


OUR trans-Atlantic friends have u way of expressing themselves 
which is all their own. For the characteristically Ainerleun 
commenta which follow, we are indebted to a recent issue of 
the Electrical Reriew and Western Electrician. We leave them in 
the pure and unadulterated original form as selected by our con- 
temporary from the house organ of the Trumbell Electric Manu- 
facturing Co. We agree with our contemporary that they contain 
food for thought, though, by gum, some of it may require a good 
deal of chewing. Some of the remarks are, of course, platitudes, but 
others are very suggestive, and not confined in their application to 
the other side of the Atlantic. Our exchange, in introducing the 
contribution, says :—- | 

* Tt is generally conceded that at the close of the European war 


` there will be necessary a complete readjustment of trade condi- 


tions and a concerted effort on the part of American manufacturers 
to meet the keen competition which will arise. The gospel of 
co-operation is an old story to the electrical industry, but at no 


' time is co-operation in its fullest sense more essential than at 


»present.” 
The one real thing that awes a politician is organisation. Personal 
appeals or opinions roll from the average political back as water 
from the duck. 

Organisation is collective co-operation. 

A collection of men who assemble under a name is not an organi- 
sation unless there be a tie that binds—cQ-operation (the give and 
take) is that tie. 

Members of a given association no more form an organisation 
than do members of a town unless the spirit and sense of 
community interest impresses itself upon their business thoughts 
and acte. 

There is a lot of hocus-pocus about many alleged organisations. 

Standardisation is the essence of organisation. + 

Common counsel must prevail and local prejudices must be 
subordinated. General concern must strongly influence private 
interests and considerations, if an organisation is to accomplish its 
ends. The possible or even assured individual benefit of to-day 
must yield to the co-operative benefits of the future if any organi- 
sation is to accomplish more than a negation of its objects. 

We have a number of organisations among the various branches 
of the electrical field—among jobbers, contractors, central stations, 
engineers, and manufacturers. ~ 

Each has an object—many objects. Each has its needs, demands. 
hopes, faults, advantages, handicaps, and virtues. Each is pro- 
mulgated to help its members through common counsel, and to 
exchange experiences and opinions. : 

А large part of the value of each such organisation is subjective 


' rather than objective. 


There is more work to do towards the self-improvement of the 


‘membership than in an endeavour to control the doings of those in 


_ allied departments of the field. 


The jobbers have about all they can do to make themselves the 
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great selling powers of the electrical field without trying to lay 
down too many laws for manufacturers. m | 

Contractors have too much to do in digging out business. getting 
out and doing their work ànd cleaning out the kerb-stone element 
to fight the jobber or “cuss out” the manufacturer. 

The manufacturer has a vast field to cover along lines of 
standardisation of lines, lists, methods, and problems of distribu- 
tion without trying to play the part of Moses to the jobber and 
contractor. 

Theoretically there should be no conflict worth mentioning 
between these three divisions in the electrical field. In fact, the 
ideal organisation would be that which combined and functionalised 
all three of these branches (with the central stations added) into 
one big co-operating whole. But heaven is not yet upon earth. 

If the different branches can work together towards better 
understanding of, and respect for, each other. heaven will be 
approaching us. Old and new firms, large and small firms, should 
meet in common counsel and with mutual respect. | 

Of course, this'all sounds very nice. 

There are some methods and men you cannot respect and will 
aot tolerate. They should not be permitted in an organisation 
which stands for other things. 

I have seen jobbers try stunts that would make their fellows’ in 
the jobbing wame " sick abed." When one plays a mean trick on a 
mauufactürer, or on a contractor, he is automatically an enemy to 
his fellow jobber, and they should censor him more severely than do 
the men he has ill-treated. 

Internal, mutual discipline is as important in an organisation as 
is the mutual exchange of courtesy. 

Manufacturers who ignore trade standards and disrupt legiti- 
mate b»sin?ss conditions. or try во to do, become automatically the 
enemy of every department in the field, because every department, 
in the end, is adversely affected. 

Back of a very large percentage of trouble arising between 


members of an organisation can be traced the lack of cost 


knowledge. 

Particularly is this true among manufacturers. 

But when we contemplate the action of certain jobbers and con- 
tractors, we feel that their own particular divisions have much to 
contend with on this line. | 

The cost of doing ‘business is only one factor. 

Business organisations need to realise that conditions are changing 
rapidly—never to be the same again. There is по in statu quo. 

There are still those among jobbers, contractors and manu- 
facturers who refuse to recognise the changes that time has brought, 
and will continue to bring, and who desire to be let alone to do 
business in the same old way, and who spend time inveigling against 
laws and restrictions. supervision and control, and other conditions 
come to stay. CE 

This al] applies in its modified form to the electrical industry. 
For years profits were large —demand no greater than supply— 
whereas to-day (barring the present conditions which, we all know, 
are temporary), there is plenty of supply, plenty of copper (don't 
worry), whereas to-day profits.are strictly normal or subnormal--- 
the field is plenty crowded. ' 

We men must be prepared for the readjustment days to come— we 
must keep our credit sound, keep our leaks closed, and be ready to 
face new conditions through which the {ill-equipped and financially 
weak member cannot navigate. f 

Our various associations must be organising, teaching bodies, and 
we must prepare to meet world competition and readjustment of we 
know not what a nature—“ after the war." 
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NEW PATENTS APPLIED FOR, 1916. 


` (NOT YET PUBLISHED), 


Published expressly for this journal by Messrs. W. P ТН d 
Electrical Patent Agents, 285. High Hol А 2P; N O., 
Liverpool and Bradford. H & o born, London, W.C., and 


at 


12487. “ Magnetic compasses.” А. J. H 
BM Sean Har J UGHES, Н. Hucnes & SON, AND 


12,496. '' Alarm for automatically announcin cutti ; 
Р y f utting-off of k 
rent." J. W. Yousc. September 4th. T 8 electric cur 


12,505. *'' Radio-telephone transmitter systems.” L. D 
dih (U.S.A., September 4th, 1915.) — i Soh ны 


12,517. ''Dry batteries.” Вити Ever- ` | 
September 4th." PARE REAP EEO: UC ASTE SHEPPARD, 


12, 28. E ec 1 g n at 5 { . J. E» LI p- 


12,534. “ Engine cut-out switches for aerial machines.” H. B. BENTLEY 
AND Tue BLACKRURN AEROPLANE & MoroR Co. September 5th. 


12,535. “ Electric signalling lamps for shi s, &c," Г 
T ү ne ps ior ships, &c." Davey & Со. ano T. 


12,540. ''Sparking ‘plugs of internal 1 ines." 
Nod Seni nb Ea 55 of internal-combustion engines. T. C. Sur 


512552. " Electric arc lamps." H. B. Старр & W, S. Simrson. September 


12,558. “ Electro-magneticallv-operated horns." W. 
Lucas. September Sth dai HE EDM ARDA AND MS 


„ 18,561. “ Dynamo-electric machines for combined electric lighting and 
ignition for motor vehicles, &c." В. Brooks & W. Нот, September 5th. 


12,566. '' Electrolytic oxidation." W. BLACKMORE, C. I. SYNDICATE 
Howard, & Н, C. JENKINS. September 5th. - E 


12,580. '' Apparatus for electrical precipitation of suspended particles f 
gases." A. Моко (Schmidt), September 5th. : POUSSE 


12,009. *' Wireless control systems." M. Тоссша, September 6th. 

12.616. '' Automatic telephone systems," THe AUTOMATIC TELEPHONE Manu- 
FACTURING Co. (Automatic Electric Co.). September 6th. 

12,624. ‘ Systems of electric motor control." Britis) THonson-Houston 
Co. (General Electric Co., U.S.A.). September 6th. 


12,646. “ Electrical advertising device or sign." H. E. Gut & W, E. 
Grant. September 6th. . 

12,685. “ Insulating material resembling vulcanite." T. S. Civers anp 
С. Marter. September 7th. 

12,087. “ Electric furnaces.” J. О. Воулмс. September 7th. 

12,704. “ Apparatus for producing unidirectional electric currents." Е. 
Rieger. September 7th.. 

12,710. “ Aerials for wireless telegraph or telephone systems." С. D. J. 
Dunninc. September 7th. — 

12,737. '' Electric sparking plug." A. E. Coney, H. L. CONSTABLE AND 
Р. H. Sanps. September 8th. ° 

12,758. “Shoes or sockets for electric cable terminals." W, T. Немат’ 
ТЕШЕСЕАРН Works Со. & W. S. WAKEFIELD. September 8th. 

19,781. '' Telephone systems." А. E. REINKE & Western Execraic Co. 
September 9th. : 

12,782. '' Telephone systems." А. E. RxiNKE & Western Ecectric Co. 

12,793. '' Magnetos for lighting automobiles and starting internal-combus- 
tion engines," J. BerHenop & E. GiRARDEAU. September 9th. (France, 
October 2151, 1915.) 


PUBLISHED SPECIFICATIONS. 


` 


21914. 


23,075. ReGULATING MEANS FOR ELECTRICAL INSTALLATIONS, Soc. Anon. des 
Etablissments L. Bleriot. November 25th. (November 26th, 1913.) 


; 1915. ‚ 

10,667. ELECTRIC ALARM OF CaLLiNG Devices USED IN RECEIVING APPARATUS, 
AND MORE PARTICULARLY IN WIRELESS RECEIVING APPARATUS. A. H. Morse and 
Indo-European Telegraph Co. July 22nd. 

12,000. Exectric SuPPLY SYSTEMS FOR USE WITH INTERNAL-COMBUSTION 
Morons. E. С. R. Marks- (Motor Ignition & Devices Co.). August 19th. 

12,103. Exvecrric DistrisuTion Systems. F. E. Frampton & Callender's 
Cable & Construction Co. August 23rd. 

15,304. CONTROLLERS FOR ELECTRICALLY-DRIVEN VemncLes. Р. S. Turner. 
October 29th. 

16,151. WiRELEss TELEGRAPHY.  Marconi's Wireless Telegraph Co. & R. D. 
Bangay. November 16th. 

17,008. ELECTRIC STARTERS FOR INTERNAL-COMBUSTION ENciNES. B. Brooks 
and W. Holt. December 3rd. | 


1916. 

2,085. SECONDARY or Srorace Batrerses. Н. Wade (Ford, B.) February 
llth, 1916.  (101,170.] 

2,400., ELzcrRIC Buzzers AND THE LIKE. G. Н. J. Horan & А. W, Gamage, 
Ltd. February 17th, 1916. [101,171.] 

3,114. Means РОК REGULATING THE VOLTAGE OF A DiRECT-CURRENT. DYyNAMO. 
E. Schneider. March Ist, 1916. [101,175.] і | 

6,603. Sparkinc Рі0сѕ. K. Е. L, Guinness. May 8th, 1916. [101,197] 

8,533. Exectric Furnaces OF THe EL&EcTRODEk Tyee. H. J. Kitchen and T. 
Ho. 201]. & Co. -March 10th, 1916. (Divided application on 3,598/16.) 

4, . 
gon numbers in brackets are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


Lightning Danger of Trees.—A U.S. Consul in Germany 
reports that recently statistics have been collected in different parts 
of Germany as to the danger of different varieties of trees being 
struck by lightning. The result has been the following per- 
centages :—Oak, 32:1; larch, 9°5; fir, 3°8; pine, 1'8; Scotch fir, 


.0°9; birch, 1'4 ; beech, 0'3 ; and alder, 0°0. 


The character of the soil is an important factor, among others, 
as.to*the lightning danger. Trees growing in moist soils and 
along the courses of rivers and brooks, and in the neighbourhood of 
ponds, are especially exposed to the danger. Trees with deep 

enetrating roots ате more readily struck than those with shallow 


' roots nearer the surface. As proof of this is the greater frequency 


of the apple tree being struck than the pear in the same orchard. 
It is also stated that the poplar stands first in danger before the 
oak, elm, ash, gum, and pear tree. Together with the beech the 
least attractive to lightning are chestnut, maple, alder and mountain 
ash. Between these two groups stand the apple, cherry, linden, and 
walnut. | 
During thunder storms it is advisable, therefore, to avoid oaks, 
poplars, all varieties of pine, willows, elm, and pear. If shelter 18 
taken under a tree, which is always dangerous, it should not be > 


‚ under one standing alone. The planting of trees which attract 


lightning ‘is recommended in the neighbourhood of houses, especially: 
poplars, partly to prevent the possibility of "the rebounding of the 
lightning." It is well to provide such trees with metallic rods, to 
make them really effective conductors of lightning. 


Economy in Lubricating Oil—As the resu't of an 
inquiry set on foot in Germany, with a view to economy 1n the use 
of lubricating oil, it has been found that the cylinders of steam 
engines require a supply of oil per hour represented by the expres- 
sion r d s n, in which d is the diameter of the low-pressure cylinder. 
in metres, s the stroke in metres, n the revolutions per minute, wr 
r а coefficient depending upon the type of engine, the system a 
lubrication, and, still more, the skill of the attendant. The ps | 
by which the oil is measured is not stated. The values found for 
r vary between 1'275 and 1:633, and apparently the latter figure 
need never be exceeded, whilst а value of unity, or even d 
believed to be attainable. The formula agrees with practi 
results where the attendants are skilful and attentive. but in эе; 
cases the consumption of oil has been found to exceed by 30 to | 
per cent. the calculated value (using r = 1'6). Consequently 
economies have been put in hand, and the result has been a gene 
reduction of consumption of oil—47 per cent. in the case 0 
cylinders and 61 per cent. in the case of bearings. Thus Germany 
has been able to dispense with the importation of lubricants from 
Russia, representing in 1909 a value of 14 millions sterling. 
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MOULDED INSULATORS | CHURTON 


Of all Descriptions. 


LITHOLITE, Ltd., 


55-67, Hackney Grove, London, N.E. 
AIR COMPRESSORS 
& VAC. PUMPS, 
qnt 


Desiccators 
Sets. EN ys Pumps & 
qe Impregnators. 


25, Victoria St., Westminster. 


“FIVE IN ONE" 
INDUCTION MOTORS. 


WRIGHT & WOOD, Ltd., 
HALIFAX. 


TINN ING | ,FURNACE 
UNIFORM CONTROL OF TEMPERATURE 


For Coating Wire and Dipping. 
Easy payments arranged in special cases. 
Monometer Manufacturing Co., Ltd., 
ASTON, BIRMINGHAM. 


BROOK 
MOTORS. 


See Advertisement, Sup. 84. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical Engineers and 
Government Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
TAYLOR & CO. 


MICA & MICANITE 


Speciality :—Plates for high resistance. 
TELEPHONE :—CENTRAL 4575. 
40, HATTON GARDEN, LONDON, E.C. 


Evenr beko ni TION OF 


SMALL TURNED PARTS and CASTINGS 
for ELECTRICAL ENGINEERS. 


A. MORTON, 
6, Tenby Street North, Birmingham. 
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Canadian Magazine rate of postage, 


GU PoLyp®™ 
S MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


Have your Feed-Water Tested 
Free of Charge, by the. . . 


“ECLIPSE” BOILER Compo Co., 


6, Bristol Bridde, Bristol. 
SoLE MAKERS OF INFALLIBLE COMPO 
FOR PREVENTING AND REMOVING 
INCRUSTATION IN STEAM BOILERS. 


AGENTS :WANTED. 


« EMPIRE” 
AUTOMATIC CONTROL 


FOR " 
Shell Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW. 
————HM— —M——— 


WESTERN-ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement last week, p. xxii. 


CONNOLLY BROS,, Ltd., 


for 


WIRES AND CABLES. 


See Advertisement this week, p. iii. 


WHITE 


€lectrical Instrument со. 
2, 4, & 6, GLOUCESTER ST., 
CLERKENWELL, LONDON, В.С. 


"Phone: 


Wire: : 
Voltograph, London. City, 8660. 


„шкен ныны ы 
MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


INSULATING 
. - BEADS -- 


Immediate Delivery. 


HOLDER-HARRIDEN LTD., дол, £ st, 


sy London, E.C. 


ORK: D. Van NOSTRAND Со., 25, 
Panis: Borveav & CHEVILLET, Librairie Etrangére, 22, Rue de la Banque. 
os. City 997: Central 4425 (Editorial only). 
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25, Park Place, New York City. TORONTO, 
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ARC LAMPS. 
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CHARLTON, LONDON, S.E. 
Better than Rabber, Leather and Gutta-Percha 


BELTING 


DERMATINE CO., Ltd., 
Neate St., London, S. E. 


LARGE STOCK KEPT FOR QUICK DELIVERY 


SHUNT REGULATORS, 


MOTOR STARTERS and all classes of Resistance Work. 


The SOLENOID REGULATOR Co. £24 Зе, 


BIRMINGHAM  ~sotenoid, Birmingham.” 


Telephone: 
Midland 532. 


PIERCING, 


HAROLD, HARLEY & Co., $ 
Harley Works, Beckton Road, 
London, E. ‘Phone: East 1800. € 


STONE'S ELECTRICAL INSTALLATIONS 


for RAILWAY CARRIAGES. 


50,000 COACHES EQUIPPED ALL OVER 
THE WORLD. 


J STONE & COMPANY, Ltd., 
Deptford, London. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 
LONDON, E. 'Grams : 


“í Fulmen, Step, London.” 


'Phone : 
EAST 4157. 


РАТЕНТ 
Alumino Thermic Welding Process. 
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VICTORIA ë 


CRAVEN HOUSE, 
KINGSWAY, 
LONDON. 


Send for Stock List of Motors ready for delivery. 
pnm нна 


INGLEBY & CO., 


ELLAND ROAD, “ТО. 
MOTORS LEEDS. 
FOR DIRECT AND 
Tel. 378 


ALTERNATING CURRENT 
Delivery from Stock up to 50 H.P. 
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A Has numerous advantages over the 
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older types. Here are just a few :— 


I. Without'touching a Screw, the whole 
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moment. 

2. No risk of broken Chinas. 
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ENGINEERING | DURING AND AFTER 
THE WAR. 


A HIGHLY successful meeting was held at the Man- 
sion House on Wednesday last week under the 
presidency of the Lord Mayor. It was organised 
conjointly by the B.E.A.M.A., the British Engi- 
neers’ Association, and other bodies: and, the great 
engineering and scientific societies, the Ministry: of 
Munitions, the Board of Trade, and other Govern- 
ment Departments, as well as many other interests, 


"were represented either on the platform or in the 


body of the hall. Many speeches were delivered re- 
garding the indispensable service which engineering 
had rendered to the Empire during the operations of 
the last two years. Appreciation was expressed, in the 
form of a resolution, of the great national service 
rendered by the munition workers of the country, 
and the meeting hoped that’ permanent remunera- 
tive employment would be secured for these by the 
vigorous economic development of the engineering 
industry after the war. The engineering industry 
—nobody knows it better than do our readers—has 
rendered absolutely indispensable service to the 


Empire, and that fact alone would justify an appeal 
to the nation on-its behalf, but the knowledge that 


in the future that industry will inevitably possess 


fundamental importance as the basis of defensive 
power and of prosperous economic development, 
strongly supports the claim for special recognition 
in any reform of a national and imperial commercial 
policy. By almost unanimous consent to-day such a 
reform must include patriotic support ofl British 


engineering by ail public and private users of plant . 


and machinery throughout the Empire. Of this 
principle the Mansion House meeting enthusiastic- 
ally approved. One other matter urged by the 
meeting was the immediate appointment of a Minis- 
try of Industry in order to further the practical 
application of the proposals of the Paris Economic 
Conference. 

It may be remarked that there is nothing new 
in such recommendations and appeals. That is 
perfectly true. The engineering reader needs no 
educating on these matters at this date, but there 
are others upon whom it is most necessary that we 
should make a timely but lasting impression, and a 
demonstration of this character, in such a place, and 
with a’ series of weighty speeches which have been 
well reported in the newspaper Press, can hardly 
fail to have that effect. It may seem to be unlikely 
that the services rendered by engineering will be 
overlooked when we come to review the various 
factors which have enabled us to win the war. Our 
present legislators and Government departments 
have very good reasons for knowing what that assist- 
ance has been in all branches of the Services; mil- 
lions of workers, too, by reason of their activities, 
have been brought to know it; and certainly all who 
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are engaged in the practical operations of the war 
know that but for the doings of engineering workers 
at home they would not have been able to achieve 
` their successes,on the sea, in the air, and on land. 
But a vague sort of recognition will not suffice, and 
what the industry desires is that such recognition 
shall assume a practical shape in the interests of 
the nation. In order that all the manufacturing 
capacity now at our command may be employed 
after the war, giving a means of prosperous liveli- 
hood to returning soldiers and sailors and to pre- 
Sent munition workers alike, there must be a safe- 
guarding and encouragement. of British industry 
throughout this country and the whole of the 
Empire. | 

The Lord Mayor, in a characteristically appro- 
priate speech; remarked that Germany, which made 
so many miscalculations, had also overlooked our 
undeveloped engineering industries. ‘‘ Before the 
war engineering was simply one department of com- 
merce—one nieans for earning wages and dividends. 
British engineering to-day is recognised to be not 
merely a trade, an industry, but the main bulwark 
of European liberty." If our engineering industries 
were undeveloped to the fullest extent before the 
war it was largely due to lack of organisation, but 
to-day they are developed because organised and 
extended for the purposes of war, and they must 
never again be permitted to fall into an '' undeve- 


loped '" condition when the bands of Government 


control fall away and they are entirely free to 
handle normal contract work again. If they are 
the main bulwark of European liberty in these 
days of war, they will be no less important from 
the point of view of Empire defence and as a means 
of employment for the millions of the Empire in 
the days that follow. We have upon our shoulders 
a national responsibility for finding employment 
after the war. To find “ work for all" we must 
find work for all the factories in our midst to-day. 
In that way we may go far to help to secure the 
industrial harmony which will be so great a desi- 
deratum. The Lord Mayor advocated that steps be 


taken at once to arrange the general terms of an 


industrial truce for five years, enabling British engi- 
neering to perform a leading part in ‘‘the most 
astonishing era of mechanical progress in the his- 
tory of the world.’’ Alderman and Sheriff G. A. 
Touche, M.P., also urged the need for preparing 
to give employment at good wages to returning 
soldiers. We must support our home industries in- 
stead of buying from present enemies, and if he had 
his way, we should establish “ barbed wire entangle- 
ments through which no German dumper could 
crawl." British bankers must help to extent British 
trade and help to obtain orders for British goods. 
In this connection the important report of Lord 
Faringdon's Committee, published on another page 
to-day, is of great interest. Mr. C. P. Sparks, one 
of the later speakers, mentioned that the policy of 
the Institution of Electrical Engineers was that the 
first thing necessary was to protect the home trade 
if we were to secure success in other markets, and 
if an effective barrier were set up we should have 
an impetus for securing additional trade affording 
employment. Sir Oliver Lodge, who spoke a little 
earlier in the meeting, briefly urged the claims 
of science, and said that we ought to recognise the 
union and interaction between science and engineer- 
ing. We had been too poverty-stricken in our deal- 
ings with the development of scientific discovery and 
invention, and with the trial of new things. 
Discoveries were waiting to be made, and there were 
young men ready to work hard at making them, 
but they must have the means. A little lavishness 
here and there was really wise. It was in that way 
that important engineering, chemical, and other 
organisations had succeeded; also by sending men 
out all over the world to find the right materials and 
to solve problems. During the war the Government 


had discovered the use of scientific advisory com- 
mittees. Those committees were doing good work, 
and they should be put on a proper basis and con- 
tinued. ‘They should consist of young men with 
eyes for novelty and with plenty of energy, and they 
would have to be paid—say, playfully remarked Sir 
Oliver, the salary of a Member of Parliament. 
Other speakers included the Lord Mayor of Man- 
chester, who, reminding us of Joseph Chamberlain’s 
advice to '' Think Imperially," gave a new watch- 
word which might with advantage be posted promi- 
nently in Westminster when Parliament resumes— . 
“Think Decimally," also Mr. Wilfrid Stokes, chair- 
man of the British Engineers' Association, and Mr. 
George Terrell, M.P. (of the B.E.A.M.A.). But 
to our way of thinking the most timely contribution 
of all was that of Mr. G. H. Roberts, M.P. (Lord 
Commissioner of the Treasury), who, as a son of 
an agricultural labourer, knew from experience 
something of the causes which lay at the root of 
industrial unrest. What a lamentable error we shall 
all fall into if, after the enemy in war is silenced we 
allow the guns of industrial strife to boom in our 
midst when all the urgent work of rehabilitation, 
the clamour 'of the world for manufactured goods, 
and the adoption of adjusted trade policy bring an 
abundance of work to occupy our factories. We 
must not ignore the warnings; we must calmly note 
the plain facts of the situation and recognise that 
they call for the most anxious thought if we are 
going to guard against serious strife. It is all very 
well to indulge in pious hopes that public feeling 
would not permit general strife to occur, but to act 
thus will be but to let things drift into danger. The 
situation must, as far as possible, be prepared for 
in advance, so as to avoid a colossal calamity. 
Spokesmen representing both Capital and Labour 
have been making suggestions for an understand- 
ing; what is urgently needed is that these sugges- 
tions should develop immediately into pourparlers, 
a powerful and representative conference, and a 
definite agreement or compact: be entered into as far 
as is practicable in the absence of many men with the 
Forces. Mr. Roberts, probably bearing in mind the 
appeal of the Lord’ Mayor for a five years’ industrial 
truce, devoted his speech entirely to the question, 
and he was listened to with a seriousness and sym- 
pathy which augured favourably. He believed that 
unless we could establish a reasonable period of in- 
dustrial harmony the British Empire would rest upon 
very shaky foundations. Politically they. had recog- 
nised a truce—minor differences which set man 
against man before the war were abandoned as com- 
paratively trifling when the interests of the country 
were at stake. "The national unity must be preserved 
after the war, or the'coming years would be years 
of decline. The war had to be paid for, and neutral 
nations, profiting at our expense, would be better 
equipped to pursue competition, while we should be 
in a less favourable position, with the exception that 
the war had awakened us in a way that nothing else 
could have done. It had shown us what could be 
done by means of co-operative action. Аз one who 
had advocated the just claims of Labour for a gene- 
ration, he frankly; and sincerely asked engineering 
employers to remember that if Labour had had its 
failings, they could not ignore their own failings 
when they asked the working classes of the country 
to assist them by co-operating. А friendly under- 
standing should be encouraged—the atmosphere was 
now favourable owing to our common losses—they 
must not wait, ' Do it now! " It was for the em- 
ployers to make the approach, and such as himse 
would be willing to help. They must remember 
that the working classes did not voice grievances 
in mere wantonness—they had such grievances. 
Human society must be based on better and more 
elevated principles. There would never be anothet 
opportunity like the present for facing the matter. 
He was prepared to say to his class when they were 
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properly treated, '' You are expected to give your 
best without regard to restrictive conditions." Mr. 
Roberts fully realised the importance of increased 
output, and he knew that the workers could give it, 
but the problem of securing increased production 
was not so simple as some people might express it. 
They had to face the apprehension of the workers 
that increased output would lead to glut and un- 
employment. Personally, he believed that increased 
output would increase the selling power of the 
nation. We should all work to prevent as far as we 
. could the cyclical fluctuations in trade, and so make 
employment fairly regular throughout the year for 
the whole of the working classes. 
that, one thing that was essential on both sides was 


goodwill. There are many other essentials, too— 


but that by the way.: He knew that the workers 
would demand a restitution of the relaxations that 


‚ they had agreed to during the war, in the interests 


of the State, but that need not prevent engineering 
employers from entering into negotiations now. 

If the Mansion House engineering meeting had 
yielded nothing more than this voice of warning 
and appeal from a leader of Labour to leaders of 
industry it would have been well worth while. We 
believe that the great majority of the workers, as 
well as the employers, are heartily sick of industrial 
strife. If the workers can be induced to understand 
the position as Mr. Roberts knows it, and give an 
increased output which will strengthen our manu- 
facturing-and trading position, and if employers can 
` be induced to sympathetically enter into the natural 
desires of the workers for better conditions, and to 
fulfil their responsibilities towards them as well as 


to their shareholders, the greater part of what is: 


necessary in order to secure a long period of indus- 
trial prosperity will have been done. We have to 
remember that Labour has no love for a body of 
shareholders. To him it is a soulless, heartless com- 
pany, devoid of human feelings, with an insatiable 
thirst for dividends, until perhaps he becomes a 
shareholder himself sharing in the profits, and, may- 
be, somehow in the losses. Here we introduce 
the touch of nature which may make them kin, 
though we recognise that co-operative working has 
often failed because the profit divided among the 
workers has amounted to less than a trifling advance 
in wages, and the working of the principle has been 
defeated. The problem seems to resolve itself into 
the need for finding a basis upon which the fair and 
just proportions of wages for Labour and profit for 
Capital respectively should be calculated. It may 
he that there will be many thorny questions raised 
by such an inquiry, inasmuch as both Capital and 
Labour must be sustained in decency if we are to 
have satisfactory and prosperous industry, with its 
just wage-earning and its fair dividends. But not- 
withstanding all the difficulties, we agree with Mr. 
Roberts that these need not stand in the way of 
immediate negotiations, and we trust that his invi- 
tation to the employers to approach Labour on the 
matter will be taken advantage of without delay. 


Events in rubber circles have 
been more interesting, and the hints 
thrown out in various quarters as 
to the market being imparted a sharp filip have 


Rubber. 


certainly received some confirmation, but this has , 


been brought about by special circumstances, or in 
connection with the filling of special requirements 
on behalf-of Russia, to which country considerable 
quantities are now being shipped which are destined 
to reach the port of Archangel prior to the close of 
navigation. For some time past some difficulty has 
usually been experienced in obtaining permits for 
export, but on this occasion the authorities 


In order to do. 


appear to have afforded every facility, and there 
is no doubt that considerable quantities of the pro- 
duct have been taken care of, so that the position 
of spot rubber has temporarily improved. Inter- 
ested support, possibly to some extent^in connec- 
tion with share operations, tended to assist the 
market upward, but there has been really no change 
in fundamental conditions, and since the urgent 
demand has been fairly well satisfied the market 
must be expected to fluctuate, although it is gener- 
ally surmised that the price of fine plantation rubber 
will not break below 2s. per lb., which remains to 
be seen. Prices now stand at about the same level 
as they did this time last year, when the warehouse 
stocks were comparatively small, and big tonnages 
were being diverted to American ports, but indica- 
tions this year are highly obscure. For one thing. 
the industrial outlook is not so good as it was then, 
so that it is rather doubtful whether the upward 
movement which took place over the last three 
months of the past year will this year repeat itself. 

After meeting Russia's needs the general trade 
demand is again subdued, and manufacturers seem 
in no hurry to anticipate their requirements. There 
is some fear at any rate that spot supplies will once 
again accumulate, for the shipments from the East 
continue on a liberal scale in consequence of the 
heavy production as testified by the excellent re- 
turns of output disclosed by the estates for the past 
month. Some months ago there were no signs of 
excessive supplies, but the rate at which the ship- 


. ments have been going on, and the takings by con- 


sumers have shrunk, there is now no mistaking the 
fact that there is a palpable surplus which can 
hardly be worked off except by keeping prices at an 
attractive level. The home stocks are something 
' over 9,000 tons, and cannot be expected to be much 
reduced unless consumers are willing to carry larger 
reserves. An unhealthy feature is that. the Eastern 
estates, for some reason or other, are still reluctant 
to negotiate new orders for forward delivery except 
at their own prices, showing a premium over the 
value of spot delivery. This arbitrary policy seems 
rather inconsistent with thé existence of unwieldly 
supplies on the spot. Were there any inducement 
afforded to consumers to operate ahead, the market 
would doubtless be impárted a little more activity, 
but as it is, considerable quantities of plantation 
rubber continue to be landed on this side unsold, 
which naturally bars the way to a revival of confi- 
dence. The comparatively high price of fine, hard 
Para is misleading, chiefly owing to the limited 
tonnage of this product available. 


ACCORDING to the daily Press, a 
circular has been issued by Mr. F. 
Dudley Docker, president of this 
Federation, from the offices, 51, 
Lincoln's Inn Fields, W.C., inviting 
firms to apply at once for membership. The organi- 
sation, as our readers know, has been formed for the 
purpose of providing a body capable of representing 
the interests of British manufacturing and produc- 
ing industries, and it is for every reason important 
that it should be made as strong and completely 
representative as possible. The list of members of 
the Executive Council includes the following : —Sir 
Vincent Caillard (Vickers, Ltd.), Mr. F. R. Daven- 
port (Willans & Robinson, Ltd.), Sir R. A. Hadfield 
(Hadfields, 144.),. Mr. Henry Howard (Stewarts 
and Lloyds), Mr. Godfrey Isaacs (Marconi Co.), 
Mr. E. Manville (Daimler Co.), Mr. F. J. Nettle- 


The Federation 
of British 
. Industries. 


- fold, Mr. Wilfrid Stokes (Ransomes & Rapier), and 


Mr. A. W. Tait (British Aluminium Co., Ltd.). 
Full particulars of the objects of the Federation can 
be obtained from the Secretary, Mr. R. T. Nugent, 
at the above address. The subscription is £100 per 
annum until Tune, 1919. 
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MUNICIPAL TRAMWAYS ASSOCIATION 
CONFERENCE. 


Ox Thursday morning, last week, the fifteenth annual 
meeting of the above Association was opened -at the 
Surveyors’ Institution, Great George Street, S.W., and 
although no comparison can be made with pre-war gather- 
ings, yet there was quite a satisfactory muster of members. 

. Mr. Peter Fisher, of Dundee, this year's President, after 
welcoming those present, announced with regret that Mr. 
А. L. C. Fell (L.C.C. tramways), who had been ill for 


some time, had had a relapse (which we understand will. 


necessitate his taking a six months’ voyage), and a 
resolution expressing sympathy with Mrs. Fell was passed 
by the meeting. l 

Mr. Fisher’s Presidential address followed ; we append 
an abstract of his remarks. 

Mr. MeElroy's paper on the subject of passenger trans- 
portation in large cities (which we also reproduce in abstract), 


апа: a short discussion, occupied the remainder of the 


-morning. | 

The paper is an interesting contribution to a subject 
which will, no doubt, sooner or later require the careful con- 
sideration of the authorities of our largest cities, and that 


it did not attract more speakers in the discussion is probably: 


evidence that the **saturation point" in surface passenger 
transport has reached an appreciable stage in onl y one or 
two instances in this country. | 

Mr. McElroy's suggestion to provide “ parallel routes by 


forming new streets and widening others at considerable 


cost,” is probably not intended to be of general application ; 
its possibility or otherwise seems to depend very much on the 
map. Inany case the expensive duplication of routes to take 
care of “rush” traffic may be a costly expedient if we have 
ultimately to fall back on the electric railway—the ideal, 


though most expensive, method of dealing with traffic 


peak loads electrically. | / | 

A new tramway.route in a populous city has a habit of 
building up its own traffic, and it seems possible that the 
new route might in a brief space of time be no better off 
than the original one. ; 

A rough estimate of the financial features of such a 
parallel-route scheme would be a valuable addition to the 
paper, ав also would an alternative estimate of the cost of 
relieving existing routes during rush hours by means of 
electric or other ‘buses, running in ad jacent thoroughfares, 
` American authorities have not, so far as we are aware, 
given much time to the study of the motor-'bus in relation 
to surface traffic problems, and in this country the 'bus 
authorities have left the rush-hour traffic problem severely 
alone, во that we have no practical data as to the capabilities 


of the "bus in this respect. We agree, however, with our - 


indefatigable friend, Ald. Fred. Smith, of Liverpool, that 
the paper ought to have appealed to a wider cirele than it 
apparently did. 

In the afternoon the paper by Messrs, Holford (Salford) 
and Clough (Bury), on the * Utilisation of Tramways for 
Goods Traffic,” was read and discussed, | 

The subject has always been an "attractive one in South 
Lancashire, where the map is studded with manufacturing 
towns, little and big, interlinked by tramways of a uniform 
gauge, and there are other areas where similar conditions 
exist to a considerable extent, | 

The authors give a brief history of the subject, but we 
notice that they do not refer to the earlier proposals of Mr, 
A. H. Gibbings, at a time when the indispensable links 
between the inland towns and Liverpool were being con- 
structed by the South Lancashire ‘Tramways Co. Mr. 
Gibbings read a paper on * The Carriage of Goods ón 
Electric Tramways” before the Manchester section of the 
LE.E., in the early part of 1908, in which he discussed 
the problem as regards South Lancashire. І 

‚ In the discussion, Mr. Mozley (of Burnley) contested the 
view that tramways have no powers to construct lines into 
yards of mills, warehouses, &c., and pointed out that the 
general adoption of the svstem of railless battery-trolley 


wagons, of the Bradford type, would involve obtaining fresh 
powers from Parliament ; Mr. McElroy rather doubted the 
wisdom of tackling the general question of goods carriage 
in view of the progress made with steam or other vehicles. 

The meeting adjourned at 3.30 p.m., when special "buses 
were in attendance to convey.the members to the Milman 
Street Training Depót of the London General Omnibus Co., 
where, under the guidance of Mr. Blain, the features of 
that establishment were demonstrated, in much the -same 
way as on the occasion of the visit of the Tramways and 
Light Railways Association, which was described in our 
issue of July 7th last. : 

On Friday morning the annual business meeting was held 
Mr. Mozley (of Burnley) being elected President for the 


. coming year and Ald. J. Miles, J.P. (of Bolton), Vice. 


President. | 

The membership includes 112 managers and assistants, 76 
local authorities, and one honorary member. The total 
income of the Association for the year was £373, the ` year's 
surplus being £32, and the balance in hand (excluding the 
reserve fund) £228. S 

The recommendation of the Sub-Committee of the Advisory 
Committee of the Board of Trade that, after the war, all 
Government departments, local authorities, and statutory 
bodies entrusted with the control of moneys raised by taxes 
or rates should be under legal obligation to purchase, so far 
as possible, only goods produced within. the Empire, was 
discussed ; the Executive Council agreed with the principle 
enunciated in a resolution submitted by the Council of the 
Incorporated Municipal Electrical Association, viewing with 
deep concern the recommendation. | e 

‚ An amendment to delete the paragraph from the report 

was lost, and the report was adopted. . 

On Friday afternoon, through the courtesy of the L.C.C., 


а trailer-car was available for inspection on the Embank- 


ment ; the Council possesses 158 of these cars, practically 
all of which have been constructed from the chief officer’s 


design. 


These cars weigh unloaded 6 tons 5 cwt. each, апа will 
accommodate 30 inside and 18 outside passengers, the seat- 
ing being of the-cross type. 

The weight of the car is carried by rubber-padded coil 
springs on swinging links connected {о long laminated 
springs which rest on a seating on the top of the axle-boxes. 

The underlying principle of the automatic. brake gear, 
which is spring controlled, consists in maintaining a con- 
stant relationship between the pull on the draw bar and the 
pressure on the shoes, — | | 

Ву the adoption of radial ball bearings in the axle-boxes, 
the tractive effort at the draw bar, on the level, has been 
reduced from 38 to 17 lb. per ton of load, — .—- 

A very simple type of automatic coupling is employed. 

The visitors were subsequently conveyed in special cars 
to the Coupcil's Central Repair Depot and generating 
station at Greenwich, while another party visited Bexley to 
inspect the Woods-Gilbert rail planer in use on the local 
tramways. | 

Practically the whole of the repair work on the L.C.C. 
cars is carried out at the repair depót, which is, we believe, 
the most extensive one of the kind in the country. 

Ás many of our readers are aware, the Greenwich tram- 
way power station is gradually being re-equipped with 
turbine plant, and at present there' are installed four 
9,000-X w. and two 8,000-Kw. turbine sets, while two of the 
original vertical-horizgntal Corliss reciprocating sets are 
Still available for duty, though these will in the near future 
be superseded by turbine plant. 

Part of the boiler installation, utilising the two chimneys 
Whose aspirations were cut short at. the instance of the 
Observatory authorities, is now operated in conjunction 
with a mechanical-draught installation, resulting in a con- 
siderably increased evaporation from a section of the plant. 

The following is an abstract of the Presidential address :— 
THE annual report of the Executive Council shows that a 
large proportion of the work of that body during the past 
year has been in relation to problems arising out of the war, 
i.e., supply of tramway tickets, tramway tire supplies, reten- 
tion of tramway employés, Munitions of War (Amendment) 
Act, 1916, classification of tramway material, wornen as tram- 


сас conductors, Lights (Vehicles) Order, 1915, British trade 
after the war, and disabled soldiers and sailors. 
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In connection with the Munitions of War (Amendment) | 


Aet, 1916, your Council were successful in getting the term 
“ munitions work ’’ extended to cover '' tramway facilities." 
No fewer than 44 municipal tramway undertakings are up to 
this date certified under the Act, and many others are 
" authorised to issue Class " B” Priority Certificates.to facili- 
tate the delivery of supplies for maintenance. 

It is not always realised by the average man that tramways 
are to-day playing & very important part in the national 
crisis in carrying workpeople from their homes to the fac- 
tories and vice versa. It is therefore very gratifying that the 
Government have realised the great importance of tramway 
undertakings and have given them such facilities as enables 
them to keep going. | 

The past year has not been fruitful in developments and 
exiensions so far as tramways and other passenger-carrying 
facilities are concerned. The most outstanding features of the 
year are the readjustment of tramway fares and stages, the 
employment of females on a large scale, and the introduction 
of volunteer labour for driving, the latter innovation having 
been introduced in Birmingham, Newcastle, and Bradford, 


where 320 auxiliaries are employed with quite satisfactory 


results. 

In several cases changes have been made whereby the 
average fare per passenger has been materially increased, and 
in all these cases additional revenue has been the result. 
Strange as it may seem, some authorities have actually been 
considering the decreasing of fares and the cheapening of 
tramway facilities. ` a ^ 
, Present conditions. provide ample justification for suggest- 
ing that the existing low fares should be adjusted so that the 
increased costs can be fully met. While the accounts of 
most municipal tramway undertakings look fairly satiafac- 
tory, still it must be admitted that much necessary expendi- 
ture is only suspended till the end of the war. 

There are now 8,609 females employed on tramways as 
follows :—8,433 ав conductors and 176 as drivers. 

Some idea as to the part tramways are taking in the great 
conflict may be obtained from the following figures :— 


Number of municipal tramway employés who have 


joined His Majesty's Forces  ... TA 20,905 
Percentage of total number of employés ... © 38 
Number of men who have left municipal tramway 

undertakings to join munition factories 1,898 


Percentage of total number of employés ... 5n 34 
Amount paid to dependents of empioyés serving 


with His Majesty's Forces "E £854,649 
Average allowance per man per week `... ... 10s. 74d. 
Amount collected on cars for various national and ' , 

other objects ... m SEE Le T" .. 248,800 
Amount contributed by municipal tramway em- 

ployés to various relief funds ... ud .. £96,070 


What of the future? Changes will come. The war cer- 
tainly will not only be an interruption of what formerly 
existed. What will be the precise nature of the problems 
which, when they emerge, must be boldly faced, no one can 
forecast. It is a matter still in the region of conjecture. 

The history of municipal tramways is a history of progress 
ond improvement.’ Sometimes we were tempted to think 
that everything had been done which could be done, and yet 
in tramway enterprise, as in all other departments of human 
affairs, there is no such thing as finality. 

Simultaneously with the cessation of hostilities various 
problems relating to our employés will present themselves. 
For example, the question of war wages and bonuses, and the 
position to be taken up regarding our men who may be in 
receipt of pensions but still able to perform certain duties. 

The development of tramways from a passenger-carrying 
point of yiew has occupied our attention almost entirely in 
the past. Now the other point of view, viz., transit, such as 
tramways can offer for goods, should have our fullest con- 
sideration. | 

In the days {о come, when economic competition between 
nations will in all probability be even fiercer than in the 
past, transit will undoubtedly play an important part. 
Relaxation of restrictions and regulations may be necessary, 
but when national interests are involved there should be no 
difficulty in this respect. : 

Railways are crowded with traffic of all kinds, and con- 
siderable complaint is heard all over the country regarding the 
delays that are taking place. 1% is therefore just a little sur- 
prising that the Government have not seriously considered 
the usefulness of the various tramway undertakings for the 
carriage of munitions and general merchandise. 


- 


Some Notes on Passenger Transportation in Large Cities. 
Abstract of paper by Mn. J. M. McELRov (Manchester). 


SYSTEMATIC studies of the passenger transportation require- 
ments of the large cities in this country have not in the past 
been undertaken with that thoroughness which has been 
characteristic of many cities abroad, particularly in America. 
{ own-planning schemes and the making of provision for 
rare transportation requirements are really part and parcel 
of the same problem, and should be considered together. 
cities grow, due to the gradual increase in population, 
2nd as the riding habits of the people develop, it becomes 


more and more difficult to make the channels of passenger 
transport equal to the ever crowing demands. · 

_ There is a constant migration of the population from the 
inner to the outer zones, and this is greatly accelerated by 
every extension and improvement in the means of transit. 
Suburban districts rapidly become urban, and new suburban 
districts in the outlying areas are always in process of forma- 
tion. Smaller towns and districts on the outskirts are drawn 
into closer touch with the cities, and a greater community 
of interests is being established over a gradually widening 
area. . 

Every extension of the means of transit into the outer. 
zones adds to the difficulties of handling the traffic in the 
central zone, and in time the congestion becomes so acutre 
that the city authorities realise that they are face to face 
with the inevitable traffic problem. - s 

Some years ago a student of traffic questions, having 


in GACATCR LONDON 


MANCHESTER AND OisTRICT 


analysed the statistics of & number of European cities, found 
that on the average the number of passengers carried increases 
in the same ratio as the square of the population. 
This rule is approximately true as regards American cities, 
but it does not appear to be true as regards British cities. 
The curves in fig. 1 show the percentage increase of the. 
passengers carried, and the square of the population in Man- 
chester and the surrounding districts during the past three 
decades; fig. 2 shows similar information as regards Greater 


- London; figs. 3 and 4 show the facts as regards Greater New 


York and Boston. ; 
Many factors tend to accelerate the normal growth in a 
particular city. Quite apart from the question of the in- 
creased facilities and the introduction of. general improve- 
ments in the means of transit—which are always followed by 
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YEAR 
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a-rapid rise in the number of passengers carried—the factor 
as to the fares charged, and the changes made therein from 
time to time, has а most important bearing on the subject. 
Comparative statements as to the number of passengers car- 
ried tend to be misleading because they do not indicate the 
average distance travelled by each passenger. | 

The ultimate volume of passenger traffic which can be dealt 
with by facilities which use the street surface is limited by 
the capacity of the arterial routes near the central parts of 
the city. When the traffic on these routes approaches the 
eeturation point then additional arteries must be opened out 
or other transit facilities provided . 

The new facilities which may be provided are (1) Railways 
—(a) in shallow subways, (b) in deep level. * tubes," (c) on 
elevated structures; (2) shallow subways in ihe congested 
areas into which the surface cars can be run. 
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Many cities have not waited vntil the saturation point of 
the surface facilities Has been reached before underground or 
cverhead railways have been constructed; time saving has 
been the main factor which has led to the construction of 
many city railways. 

Experience shows that the provision of shallow subways for 
.surface cars cannot be justified owing to the great cost of 
construction and the comparatively small amount of traffic 
. which can be passed through them. 

Underground lines of any description can only be justified 
by a dense traffic demanding the operation of high-speed 
trains run at very close intervals, and such lines should be so 
laid out that they can be worked in conjunction with the 
surface lines, which should gather the local traffic and. feed 
the underground lines. 

It is not at all likely, having ioe to the general experi- 
erce, that private enterprise will be willing in future to 
shoulder the great outlay involved in the provision of under- 
ground facilities. | 

The average cost per route mile of existing underground and 
elevated railways in Greater New York is £564,313, in .Chicago 
£372,563, in Philadelphia £485,167, in Boston £684,063, and 
in London (taking the Central London, City and South Lon- 
don, Great Northern and City, and London Electric Lines) 
£664 , 230. 

In New York the total outlay on the underground and 
elevated lines—when the extensions are fully completed— 
will, be £137,000,000. The expenditure on the extensions, 
undertaken in recent years, will be £68,000,000. This capital 
is being provided roughly half and half by the city and by, 
the operating companies. The companies are to get-out of 
the revenue all their operating expenses and 6 per cent. upon. 


seating capacity and its ability to cope with traffic of a widely 
fluctuating character, will be utilised where heavy peak loads. 
have to be catered for. On the other hand, where the volume 
of traffic is not great, or where there is a steady traffic flow 
throughout the day, motor 'buses will probably prove to be 
the more suitable vehicles. In some instances it may be 
found to be advantageous to run the two types of vehicle 
along the same routes. ` 

The aim should be to use the highways as channels for 
passenger transport to the best possible advantage, and the 
most efficient means of doing this can only be decided upon 
in any particular case by а study of the traffic characteristics. 

Attempts have been made to show the relative efficiency of 
the two types of vehicles—tramcars and motor 'buses—by 
comparing the average load. It has been pointed out that 
" the average load of a tramcar with 74 seats is 103. passengers 
and of thé motor 'bus with 34 seats is eight passengers, and, 
therefore, the relative efficiency of the motor 'bus is almost 
twice as great as that of the tramcar."  , 

The relative efficiency of the two types of vehicle cannot 
otherwise be gauged than by their ability to cope with the 
volume and flow of traffic in particular cases. 

Fig. 8 shows the loading of a typical tramcar during a full 
day's continuous running on the Palatine Road route, Man- 
chester. The car has a seating capacity for 75 passengers. 
The diagram also shows the seating capacity of a motor 'bus. 
The tramcars have the whole of the seating accommodation 
available in all conditions of weather; in bad weather the 
outer seats of motor 'buses are nefrly always empty. 

The average number of passengers carried per car mile on the 
tramcar shown on the diagram was 14. The fallacy of using 
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their investments, and out of the balance the city is to get 
the interest on ite investment plus 1 per cent. for sinking 
088, and tee £ any { pode шег е payments have 

en made it is e divided equally between the city and Fell) show what the tramcars an pt j 
Tle companies But the city authorities are not looking for respectively to meet the traffic ae бон ut 
oe They are determined to provide adequate travelling in London. Fig. 5 shows that the motor "buses make no 
act ties—and so important a duty on the part of the munici- attempt to deal with the peak between 7 and 8 a.m., but 
pa. ty do they consider this that they have made up their obviously cater for a steady all-day traffic. i 
е ч ee even if it entails a charge upon the Je Н ИЕ tue ане seating capacity of the tramcars 

. Е and motor ‘buses referred to in fig. 5 
London—where all the capital for the underground rail- Fig. 7 shows the flu 1 , | 
o | | : ctuating c 

ross Ded und by private enterprise—the amount avail- the London Electric Railways ind m UE t rare 

e tor dividends on the ordinary capital was only sufficient General Omnibus Co. Here is an illustration of the ability 


io pay just over 2 per cent 1 
; M of the railways to handle he 

Wo ee ош wae we are now faced with in capacity in the case of the M Dnus Me еш 
Va pea аР e oe ої our arterial roytes approaching ‘Ihe making of proper provision for handling the rush-hour 
ЕА ie D : ae Васа reached the saturation traffic will always be the difficult part of the passenger trans- 
{о improve and make шге КОЛ ое Phor es росапов problem. It involves, and will continue increasingly 
by opening out parallel routes, by forming new strats aa High кше sec posu ee cee р 


_ this figure as a measure of the car's ећсіепсу is too obvious 
to need comment. 


Figs. 5 and 6 (kindly -prepared for me by Mr. A. L. C. 


D. о е сооро E and also by adopting It is on account of this that «competition by separate com- 
Шесезыат боп account of irum D ш latter being panies for the steady all-day traffic by means of vehicles 
central streets. ad lay-out of the which can be run on the public streets at a relatively small 


capital cost, and which escape many of the obligations placed 
upon those who cater for the peak loads, is unfair and should 
not be permitted. 

he right to operate public service vehicles, acquired by 
merely obtaining an annual licence, is archaic, and new legis- 
lation dealing with this matter is urgently needed. Conces- 
sions to use the public streets, if granted, should carry with 
them obligations in the public interest, with corresponding 
security and protection for the operators. 

It is becoming more and more clearly recognised, by all 


The necessity of utilising the streets to the f 
tage involves the question as to the most aR ea 
surface transit, having regard to the traffic requirements 

An abstract discussion as to the relative merits of tramcars 
and motor 'buses, without references to the particular purpos 
for which they are intended to be used, is likely to be fe ү 
misleading. Each type of vehicle has its peculiar advantage. 
and will be utilised for handling that class of traffic for which 
it 1s best suited. The tramcar, on account of its greater 
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those who are qualified to judge, that the public interests are 
best served by making the facilities for city passenger trans- 
portation a monopoly—a monopoly subject to the control of 
the city authorities, who should possess full powers either to 
provide and operate the facilities themselves, or, if they think 
fit, to grant franchises to private companies to do so, subject 
to control and regulation in the public interest. 
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The world's experience has shown that every city should 
have à permanent authority directing the initiation and carry- 
ing out of all schemes for new transit facilities, in order that 
there may be continuity of policy, and that the future needs 
of the city and the surrounding districts over a wide area may 
be properly looked after. 


DISCUSSION. 


Coun. Н. Gorpon (L.O.C.), in opening the discussion, said 
some years ago he found, when on the Continent, that the 
travelling habit was much more extensively developed in 
continental cities than in London, and that tramway con- 
struction was more extensive per head of population. Не 
thought it was a fallacy to suppose that there was any real 
connection between journeys per head and population of cities. 
He had studied the problem of relieving tratfic congestion ш 
the centre of our cities, and arrived at the conclusion that 
none of the proposed means would be effective. Experience 
in Paris and London showed that crowded thoroughfares be- 
came no less crowded by the provision of underground elec- 
tric railways, He did not think they should be troubled 
about that, as it was an indication of prosperity; he thought, 
however, that a great deal could be done by the proper regu- 
lation of traffic. They ought to use the most suitable 
vehicle for transport, and it was known that the tramway car, 
relative to its carrying capacity occupied the lesser space. 
The flexibility of the ‘bus was a myth when it was con- 
sidered how that flexibility interfered with the regular flow 
of traffic. The tramway could not efficiently carry the rail- 
way peak load, and, on the other hand, the motor 'bus was 
excellent for isolated journeys. The unified control of London 
underground railways and ’buses should be extended to the 
tramways as well, and all should be controlled by a public 
authority. : : 

Coun. Barrow (Birmingham) said he wished to emphasise 
the importance of the tramways working in with the '' town 
planning " department. Several schemes of town planning 
were in being at Birmingham, and roads of 100 or 190 ft. 
wide were provided for. The traffic problem of the centre 
of Birmingham hàd always been a difficulty, and a special 
committee had been appointed to deal with it. 

Ald. F. Ѕмітн (Liverpool) said it had been perfectly clear 
to them some years ago that they could improve on German 
methods in Liverpool. They were faced with traffic develop- 
ments in Liverpool in the future, but he doubted whether 
the result of working hand in hand with the town planning 
people would not result in the transfer of tramway profits for 
road construction, &c. 

Mr. J. B. Наміштох (Leeds) said he had brought the sub- 
ject of passenger transportation in cities before them two 
years ago, and he had no doubt there must be a central 
authority to exercise control. He agreed that they appeared 
to be approaching a condition of saturation 1n large cities, 
but it was perhaps unfair to accuse them of lack of foresight 
in view of the phenomenal increase in traffic 1n recent years. 
Now that they realised the position there should be co-ordina- 
tion amongst the authorities and public control by the munict- 
pality of all passenger transport facilities. : 

Mr. McEtroy, in replying to the discussion, said that sooner 
or later the arterial roads would approach saturation point, 
and then the problems he had mentioned would have to be 
foced. He urged them to make financial provision in all large 
cities in connection with their tramways to meet the possible 
developments of the future. 


A PROPOSED. BRITISH TRADE BANK. 


Tue Committee which was appointed by the Board 
of Trade some months ago to investigate the 
question of financial facilities for assisting British 
trade after the war, has acted. with businesslike 


promptitude in reporting its conclusions and making 


its recommendations. That this Committee has 
found it possible to complete its work earlier than 
have those which are concerned with particular in- 
dustries is probably due to the fact that after the 


‘discussion that the matter received in the years pre- 


ceding the war there was little difficulty in esti- 
mating the needs of the case and in focusing the 
views of the majority of responsible opinion. But 
probably also it has been considered that the find- 
ings in regatd to this matter should in any case be 
decided before other committees published their 
conclusions, inasmuch as future policy in regard to 
financial facilities may have a more or less important 
effect on all of those industries. It will be remem- 
bered that Mr. Runciman, in the House of Com- 
mons, referred to the possibility of “© additional in- 
stitutions " having to be set up if the existing bank- 
ing institutions, of which we were nationally so 
proud, found it impracticable to handle more exten- 
sively what we have for years come to know as in- 
dustrial banking business. It was therefore as well 
that so many banking authorities and financiers were 
members of the Committee. The recommendations 
that they make are so framed as to aim at the better 
support of British enterprise in after-the-war compe- 
tition with the enemy. It is proposed that a British 
Trade Bank, under Royal Charter, be formed with- 
out delay, so that the preliminaries may be completed 
before the war is over, and that its operatiois be 
especially conducted with a view to assisting our 
overseas trade. It is considered that it will not 
unduly interfere with existing banks, banking 
houses, or financial institutions, but will fill a gap 
between the home banks and the colonial and 
British-foreign banks and banking houses, and will 
develop facilities not provided by the present sys- 
tems. Its chief features would be as follows :— 

1. It should bave a capital of £10,000,000. The first issue 
should be from £2,500,000 to :£5,000,000 upon which in the 
first instance only a small amount should be paid up, but 
which should all be called up within a reasonable time. A 
further issue should be made afterwards, if possible, at а 
premium. 

2. It should not accept deposits at call or short notice. 

3. It should only open current accounts for parties who are 
proposing to make use of the overseas facilities which it would 


afford. 
4. It should have a foreign exchange department, where 


“special facilities might be afforded for dealing with bills in 


foreign currency. ; 1 

5. It should open a credit department for the issue of credits 
to parties at home and abroad. | 

6. It should enter into banking agency arrangements with 
existing Colonial or British-foreign banks wherever they could 
be concluded upon reasonable terms, and where such arrange- 
ments were made it should undertake not to set up for a 
specified period its own branches or agencies. It should have 
power to set up branches or agencies where no British 
foreign bank of importance exists. И 

7. It should inaugurate an information bureau in close touch 
with the Conimercial Intelligence Department of the Board of 


rade. 6 

8 Tt should endeavour not to interfere in any business for 
which existing banks and banking houses now provide facili- 
ties, and it should try to promote working transactions on 
joint account with other banks, and should invite other banks 
to submit to it new transactions which, owing to length of 
time, magnitude, or other reasons, they are not prepared to 


undertake alone. 


9. Where desirable, it should co-operate with the merchant 
and manufacturer, and possibly accept risks upon joint 
account. ] 

10. It should become a centre for syndicate operations, 
availing itself of the special knowledge which it will possess 
through its information bureau. | : ' 

11. It should receive Government assistance, being appointed 
to carry through foreign commercial and financial transactions 
in which the Government may be interested. 

The Committee considers it desirable that the 


British Trade Bank should receive as much official 
p 


- 
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recognition as possible without coming under Gov- 
ernment control: 
" Our Foreign Oflice should, for instance, be asked to 1п- 
struct British Embassies and Légations abroad to put the 
institution's representatives in contact with all commercial 
átiàchés, consuls, &c., with clear instructions to them that 
the institution is à commercial concern enjoying the full con- 


fidence and approval of the Government; and similar instruc- 


tions should be given by the Board af Trade to their Trade 
Commissioners in the Dominions.” — ^" а 

The Committee did not consider it necessary to 
take much evidence, as that which had been put 
before other Committees, which have not yet re- 
ported on their trades, on the same subject, was 
put at its disposal. ; The report contains the follow- 
ing statements : — " 

It is desirable that we should state clearly our definitions of 
banking facilities in the British sense, and of what we would 
call by the wider name of financial facilities. The former are 
properly limited to those which can be providéd without a 
“lock-up " such as would impair the liquidity of funds’ and 
deposits at call and short notice. For this reason the usual 
practice of bankers here is to confine their advances as a rule 
to я currency not exceeding а few months. Ву financial 
fucilities we mean, generally speaking, those which would 
involve a longer currency than this. "2 

A careful study of the evidence above referred to, and our 
own knowledge of banking arrangements and facilities, lead 
us to the conclusion that there exists to a considerable extent 
at the present time in this country the machinery and facili- 
ties for the finance alike of home trade and of large overseas 
contracts, and for carrying through much of the business 
Which has been done by foreign banks. The British banks 
afford, we believe, liberal accommodation to the home pro- 
ducer. British bankers are not shy in making advances on 
the strength of their customers' known ability and integrity, 
and the charges for accommodation are, we believe, often 
lower than the corresponding charges in foreign countries. 
Similarly, the colonial banks and British-foreign banks and 
banking houses render immense assistance to British trade 
abroad, and certainly in the Far East, and in many parts of 
South America British banking facilities do not fall short of 
those of any other nation. We find also that in the case of 
large contract operations British contractors, with the assist- 
ance of financial houses, have in the past been ready to pro- 
ride large amounts of capital and to take considerable risks in 
connection with the operations whieh they have undertaken. 
` Our arrangements, however, are faulty in our not co-ordi- 
nating many of the facilities mentioned in the previous para- 
graph. We recognise also that the British manufacturer mav 
be frequently in want of finance of a kind which a British 
Joint stock bank with liabilities as above described could not 
prudently provide, whereas the German banks in particular 
seem to have been able to afford special assistance at the incep- 
tion of undertakings of the moss varied description, and to 
have laid theinselves out for stimulating their promotion and 
for carrying them through to a successful completion. 

We conclude, therefore, that there is ample room for an 
institution which, while not interfering unduly with the ordi- 
nary business done by the British joint stock banks, by 
Colonial banks, and by British-foreign banks and banking 
houses, would be able to assist British interests in a manner 
that is not possible under existing conditions. | 

Such an institution might in many ways be beneficial to the 
development of British industry and manufactures. It might, 
in certain cases, after careful examination, agree to make 
advances for the extension of existing manufacturing plant, 
or perhaps for the amalgamation or co-ordination of certain 
works, so as to reduce the cost of production. It would assist 
these works to obtain orders abroad, and give them reasonable 
financial facilities for executing these orders. It should give 
a preference in matters of finance to orders which are to be 
executed in this country. | 

Such an Institution could also take a leading part in the 


inception of transactions and assist in connection with Ше: 


machinery of overseas business. In the case of German 
manufacturers it frequentlv happens that on the board of the 
manufacturing company there is à representative of a bank, 
and there seems little doubt from an examination of the in- 
formation which is available that the German banks have 
exercised an amount of control over the manufacturing con- 
cerns in which they are interested, which would not be 
possible, even if it were desirable, in the United Kingdom. A 
large number of our manufacturing undertakings are wealthy 
concerns, and would not tolerate for one moment interference 
by bankers in their affairs, and, indeed, would probably resent 
any inquiry into the nature of their business arrangements. 
Such manufacturing concerns, however, do require assistance 
when they transact overseas business. Take as а single 
instance the case of a Midland manufacturer selling goods to 
Italy. The Italian buyer has been accustomed to long credit, 
and if long credit is refused the business will probably be 
impossible. The manufacturer sella goods for, say. £50,000, 
and the payment of that price would leave him with a con- 
siderable margin of profit, but the offer of the Italian buver 
to pav him the equivalent of £50.000 in lire at six or twelve 
months is not attractive. He would much rather accept a lower 
figure than £50,000 for a clean cash transaction in sterling, 


and it is in connection with such business as this that an 
institution of the kind contemplated would be liable to act 
as intermediary (taking part of the whole of the financial 
liability) with profit to itself and satisfaction to the manufac- 
turer. - 

Ог to take another case, that of a contractor who has entered 
into a contract with a foreign Government, payment being 
made as works proceeded, such payment being possibly ‘in 
paper in a foreign currency, the contractor in that circum- 
stance would willingly share his profit with an institution 
which would be responsible for the finance of the securities 
receivable by him. E 

It would be essential in conducting business with manufac- 

turers and merchants, that the Institution should draw and 
accept bills, and it should generally be in a position to under- 
take credit operations. It might be well to provide that a 
certain portion of uncalled capital, or a portion of paid up 
capital (if it is deemed wise to have all called up) should be 
reserved against this class of risk. 
' If an Institution is formed to carry out transactions of the 
kinds indicated above, it follows that it must be equipped with 
knowledge of affairs in the countries with which it may do 
business, and its managers must, by personal visits, acquaint 
themselves with the conditions of business in all important 
foreign centres. It must have either branches or agencies in 
those countries, and in this connection the exceptional posi- 
tion held by British-foreign and Colonial banks should be 
fully availed of. Instead of.having to organise, as was the 
ease with German banks, new subsidiary undertakings, the 
Institution would largely use, under agreement, the existing 
һапКз and the facilities which they can afford. 

The Institution must be equipped with an up-to-date 
information department, and this will of necessity play a large 
part in its usefulness and financial success. This might pro- 
perly be called à Bureau d'Etudes, independent of the Com- 
mercial Intelligence. Branch of the Board of Trade, but in 
close touch therewith and under agreement entitled to all 
pcssible facilities. That such a bureau is essential has been 
made abundantly clear by the evidence given by witnesses 
we have heard, and also by the evidence given before other 
committees. It would not necessarily deal only with schemes 
in which the Institution proposed to take financial interests, 
but might be made a centre for investigation of projects on 
behalf of others, and a considerable revenue might be obtained 
thereby. Chambers of coinmerce and joint stock banks which 
were disposed to help valuable clients, would no doubt avail 
themselves of the opportunities it would. afford for informa- 
tion. One of the chief objects of the bureau, for instance, 
would be the organisation and keeping up to date of returns 
as to the status of firins abroad. It should also obtain the 
earliest inforination from abroad about new business openings, 
large contracts offering, State and other loan and iesue pro- 
posals, &e. If it were found that foreign firms were securing 
business in competition with British firms, or were develop- 
ing,business that Dritish traders were leaving alone, the 
causes should be at once investigated. The periodical journeys 
abroad of the Tnstitution’s managers and representatives 
would supplement the information that would be gained 
through diplomatie and official channels. p 

The bureau would also have to undertake the examination 
of industrial projects. This would be a costly business, аз 1f 
would be necessary to have upon its staff men whose opinion 
upon technical questions would enable it to investigate 
thoroughly matters brought up for consideration. It would, 
however, avail itself of the services of the eminent consulting 
engineers, consulting chemists, &c., whoin we possess in this 
country. | ER 

It is absolutely: clear that the ‘personnel of the Institution 
would eall for great discrimination. Tt seems to be generally 
agreed that the lines upon which a joint stock bank 1s con- 
stituted would not be applicable in the case of the new 
eoncern. р 

An executive committee consisting of а whole-time chairman 
and three managing directors would appear essential. (There 
would probable be three distinct departments, financial, indus- 
trial, and commercial. No doubt there would be overlapping 
between the departinents, but this would be immaterial.) 
They would draw good fixed salaries, and would be entitled 
to a substantial share in profits. There should be a general 
board of directors, composed of men with banking, financial, 
industrial, and cominercial knowledge, and in close touch 
with the leading industries of the country. 

Nearly as inportant as the board would be the general 
staff. It is fair to assume that women will in the future take 
a considerable share in purely clerical work, and this fact 
will enable the Institution to take fuller advantage of the 
qualifications of its male staff to push its affairs in every 
quarter of the globe. Youths should not be engaged without 
a language qualification, and after a few years’ traming thev 
should be sent abroad. 16 could probably be arranged that 
associated banks abroad would agree to employ at each of 
their principal branches one of the Institution's clerks, not 
necessarily to remain there for an indefinite period, but to 
get a knowledge of the trade and characteristics of the 
country. If industry is to be extended, it is essential that 
British products should be pushed, and manufacturers, mer- 
chants, and bankers must combine to push them. Tt is 
believed that this pushing could be assisted by the о 
of a body of business voung men in the way above described 

In this connection it is perbaps worth pointing out that а 
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the close of the war there may be a considerable number of 
educated young men who will not be willing to settle down 
again to the humdrum of an office, and from thése it should 
be possible to select a number who would be desirous of 
going to the Colonies and foreign countries to push business 
on their own account. It the case of labouring men, the 
Government are contemplating the establishment of land 
settlements, &c., ab considerable expense, and similarly it has 
been suggested that Government assistance might be given 
to the class above-mentioned, who would probably require 
ihe advance of some capital to enable them to make а start. 
‘the Institution might act as agent Yor the Government in 
this connection. The reluctance on the part of young men to 
go abroad in recent years has been brought to the Com- 
mittee’s notice, and they think it is very desirable that the 
spirit of enterprise should be encouraged and that an incen- 
tive should be given to them to set up in business in fóreign 
countries. | : 

In the case of young men with some little means of their 
own, the Institution should be willing—after carcful examina- 
tion of credentials—to grant larger and longer credits than 
have been customary with existing banks. The principle of 
becoming special partners in a business for a period of years 
will be well worth the consideration of the management when 
the Institution is formed. 

The evidence perused by us indicates the necessity for 
fuller financial facilities for home industries, especially in 
connection with the enlurgement of works and the financing 
of contracts, and where it is demonstrated that a lock-up of 
capital for an indefinite period is not involved, assistance 
inight be provided by the Institution to meet these require- 
ients. 

If financial assistance is given by the Government to under- 
takings in connection with what are known as '' key ” indus- 
tries, the business should, if possible, be done through the 
medium of the Institution, and it should be appointed an 
agent for earrying through foreign eommercial and financial 
transactions in which the Government may be interested. 

Foreign banks have, in most of their operations, adopted 
ihe course of forming syndicates to undertake any business 
vf considerable magnitude. They have headed such ayndi- 
cales and they have taken the labouring oar in connection 
with investigations. The members of the syndicate have 
generally included other banks, and associated with them have 
been those who were particularly interested in the class of 
business proposed to be done. These syndicates are formed 
after the first superficial inquiry has satisfied the banks that 
there is apparently в good business to be done. Directly this 
point is reached the expenditure in connection with thorough 
investigation is on account of the syndicate. If the business 
is ultimately proceeded with the profits or losses оп the wind- 
up of the business are shared pro rata after allowance to the 
bank for management. Some such procedure should be fol- 
l wed here. It would enable the Institution to undertake 
business of a comprehensive character, and its ‘ imprimatur ” 
would have value when issues were made to the public. 

Many new undertakings intrinsically sound have been 
issued in the English market. The capital has been based 
upon estimates of expenditure made by reputable engineers, 
hut owing to unforeseen circumstances the actual cost has 
far exceeded those estimates, and, as a consequence, further 
capital has frequently had to be raised at higher rates of 
interest and in a form (such as prior lien bonds) which has 
had a disastrous effect upon the securities originally sub- 
scribed for by the public. An Institution issue, whether of 
debentures or shares, should be an assurance to the public 
that until final completion there would be no risk of the 
Priorities given at the time of issue being interfered with by 
pre-preference creations. 

We are of opinion that there are strong reasons why the 
bank should he formed without delay, so that preliminaries 
may be completed before the war is over. Our enemies are 
сше to make at tho earliest moment strenuous efforts to 


regain their position in the world of commerce and finance, 


and it may well be that. when peace comes, unemployment 
шау be rife at home unless new markets are exploited. It 
весіпв to us desirable, therefore, to ascertain in advance the 
requirements of foreign countries and the whereabouts of raw 
materials for our industries. 

We believe that a bank constituted upon the above bases, 
With efficient management, should not only be a great boon 
to British trade, but should prove a commercial success. 


f 


AMERICAN ELECTRICAL "EXPORTS. 


WE give below the figures relating to electrical exports from the U.S. 
in May and June, for which we are indebted to recent issues of the 
American Electrical Review and Western Elcotrician. 

The figures for May show a total far in excess of any previous 
month. The total value of electrical shipments last May was nearly 
9l per cent. over that of May. 1915, and nearly 17 per cent. over 
that of February, 1916, which was the highest monthly figure 
previously recorded. The exports for June exceeded in value those 
of June, 1915, by nearly 54 per ceut., though showing a decrease 
of some 8 per cent. from the record total of May, 1916. 


To what extent the electrical export trade is increasing in 
volume ая well as value, it is difficult to state, since the Govern- 
ment reports give the numbers 'of articles shipped for only four 
electrical classes. For the classes those numbers compare as 


follows :— | b fige c ar d 
: | Numbers exported in 
Articles. May, 1916. May, 1915. June, 1916. June, 1915 
Electric fans M Vt "s 2,609 : 4,013 1,977, 8,781. 
Arc онда fs ss v ss 158 2.46 16 187 
Carbon-filament lamps .. id 79,47 00,496 35,541 14,689 - 
‘Metal-filament lamps .. >.. 798,4 257,104 802,640 385,773 


In the following table are given the detailed figures-for last May 
and June and for the corresponding months a year OgOor— o 


Numbers exported їп 


Articles. ' ~ May, 1016. May, 1915. June, 1916. June, 1915. 
Batteries ,. . .. ae zs $157,997 879,618 $169,876 $118,960 
Dynainos or generators .. Se : 189,584 „84,158  : 145,905 191,464 
Fans .. ae - d 39,528 98,898 24,831 48,106 
Insulated wire and cable 292,080 302,029 290,161 253,247 
Interior wiring supplies, &c. 
(including fixtures)  .. Hs 38,993 131,000 36,835 10,915 
Lamps— Are Am ve " 2,539 1900 156 1,826 
Carbon-fllament M 9,883 7,593 4,188 11,482 
Metal-filament .. 140,649 42,252 133,083 78,536 
Meters and other measuring | : i 
instruments te oe 19,641 67,818 72,540 41,214 
Motors di ss E 428,084 209,014 821,147 259,923 
Telegraph instruments — (in- | 
cluding wireless apparatus) .. 16,187 2,968 5,564 1,522 
Telephones .. T КЕ М 358,675 57,090 183,965 44,942 
Transformers "E 178,988 23,217 55,847 - 10,548 
АП other 1,572,175 164,844 1,119,896 896,061 


Total .. . 83,037,009 $1,800,009 $3,150,144 82,047,081 


The following table gives a detailed comparison of the last two 
fiscal years ended June 30th in each case :— 


b Electrical exports in 
1914-15. 1915-16. 
Batteries  ... = Tu ia i b we .. $967,146 31,069,836 
Dynamos or generators .. Но uo d id .. 2,013,130 1,468,961 
Fans .. — .. 2 s i| 956,129 
Insulated wire and cable БЕ ж ut s... 1,911850 3,151,289 
Interior wiring supplies, &c. (including flxtures).. ace 753,951 818.985 
Lamps—Are a ES А A or zs 90,984 18,003 
Carbon-filament 101,923 144,872: 
Metal-flament.. ate а ee 473,149 1,982,039 
Meters and other measuring instruments .. 440,916 776,381 
Motors - ahs a T y i Ys .. 9,818,748 4,218,974 
Telegraph instruments (including wireless apparatus) .. 76,271 148, 
Telephones en ps ss 2 Ке Vs 1,149,361 1,929,346 
Transformers 624,483 998,193. 
All other 8,159,111 — 13,970,236 


A comparison of the electrical totals for the last four fiscal years 
is given below, the year 1912-13 having the preceding highest 
total :— | 


Fiscal year, ‘Electrical exports. 


1912-18 .. 826,772,816 
101334 ..  .. 26 ‚060, 

1914315 ..  .. 19,711,757 
1915-16 .. .. 80,254,020 


The foregoing figures do not include electric locomotives, which 
are listed separately. During’ the fiscal year 1915-16 there were 
shipped 64 such locomotives, valued at $454,544 ; in 1914-15 these 
numbers were 43 and $324,478; in 1913-14 they were 45 and 
$437,452 respectively. ` 


NEW ELECTRICAL DEVICES, FITTINGS, 
"AND PLANT. 


Commutator-Stotting Tool. 

A writer in the Electrical Review and Western Electrician has 
found that a good and handy tool for cutting down high mica 
between commutator segments can be made as follows :—- 

Take a piece of hack-saw blade 2 in. lony—a piece with fine teeth 
is preferable—and yrind it down if too thick to go between the 


Fic. 1.—CoMMUTATOR-SLOTTING Toor. 


geyments. Next take a piece of wood 3 іп. long, 15 in. wide, and 
075 in. thick, and saw a slot the length of it with a hack-saw deep 
enough so that the 2-in. piece of saw protrudes yb in., or more if 
desired. when it ia inserted in the alot. Bore a hole through the 
wood piece on each end of the piece of saw. as shown in sketch. 
put in stove bolts, and tighten. This tool can be used on a 
commutator without removing the brush gear or end casting. 


The Sterling Staff-Signalling System. 

Facilities to enable the staff of any large works to locate each 
other at any moment during working hours have for years been 
badly needed, and although telephones are installed in nearly 
every works, they do not satisfactorily fulfil the requirements of a 
busy staff moving about from workshop to workshop. 
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Suppose that Mr. A., chief mechanical engineer, is going his 
round in a works of moderate size covering five or six acres. At 
the moment he happens to find himself in the tool room discussing 
the requirements of a new tool. He is suddenly urgently required 
in the main machine shop. How is one to get in touch with him 

without loss of time? Until recently the most practical method 

was to go to the nearest telephone, ring up the works central 
exchange, and ask the operator to try and locate Mr. A. by ringing 
round to all departments; alternatively, messengers were sent 
hurriedly through the works. 

Both these methods appear antiquated compared with a patented 
system which we met with when recently visiting the Sterling 
Telephone Co.'s extensive works at Dagenham. The company has 
devised an ingenious system of luminous lamp signals- fitted at 
numerous points throughout the works. A bank of five differently 
coloured electric lamps is fitted in a prominent position at each of 


Fic, 2.—CONNECTION-BOX OF STERLING STAFF-SIGNALLING 
SYSTEM. 


20 different points in the various shops. A cable connects each 
point with the works central telephone office. A bell is fitted close 
to each bank of lamps, or, in the case of а noisy shop, an electric 
hooter is employed. The central telephone operator is provided 
. With a board fitted with 20 pushes and a special control switch. 

When Mr. А. is wanted, the central operator cuts in the control 
switch and pushes the button corresponding to Mr. A. ; her work is 
then finished for the moment. The bells and hooters in each shop 
now ring and continue automatically and intermittently to do so 
until Mr. A, observes that he is required; he then immediately 
goes to a telephone which is located near the bank of lamps, and 
calls up the works central, which puts him through to the party 
desiring to speak to him. 

The system is во arranged that 20 different colour combinations 
can be produced on the bank of five lamps; thus it is that Mr. À., 
to whom, say, the colours red-blue-yellow have been assigned, 
knows at a glance when he із wanted. All that is required to make 
the system perfect is to instruct each member of the staff to glance 
at the bank of lamps directly the bell or hooter sounds. 

It will readily be seen that an enormous saving of time is afforded 
by the " Sterling staff-signalling system ; " any member of the staff 
can immediately locate any other, irrespective of their position at 


Fig. 3.—BANK oF COLOURED LAMPS. 


the time. It would be well worth while for works managers to 
pay a visit to the Sterling Со. works, where they will receive a 
full explanation of the system. Weare informed that the company 
15 prepared to undertake similar installations. provided they are 
required for munition works. It is obvious that the system is 
equally applicable to hospitals, and other public institutions. 


Concrete Poles. 


_ А new method of making reinforced-concrete poles is described 
in Concrete by L. R. Allison. The poles are composed of one 
part Portland cement to three of sand and gravel, poured into 
forms in which the reinforcing rods are supported ; the forms are 
then locked in a machine and revolved at a suitable speed depending 
on the diameter of the poles, with the result that all voids are 
filled and a hard, smooth surface is obtained. Obviously the 
greatest compression is at the point of greatest radius—i.e., the 
external surface, where it is most needed. After about half an 
hour the mould is withdrawn from the machine and left to stand 
for 24 hours; the pole can then be handled safely, and after 


further setting in the open air, keeping the surface well moistened, 
is completed. The reinforcement consists of twisted steel rods 
equally spaced round the cireumference at a distance of iin. from 
the outside, the rods being held in place with wire hoops, The 
poles are hollow from end to end, the diameter of the hole being at 
least 3 inches. The base and capital of lighting standards are cast 
separately by the centrifugal process, the former being provided 
with a cut-out box having a concrete cover, The foundations are 
cast in position, reinforced with j-in. twisted steel rods, and the 
poles are securely anchored to them. The hollow core of the pole 
accommodates the electric conduit leading to the lamp at the top ; 
when this is in place, the core is filled up with cement grout, 
Poles of this type are largely used in Californian towns, 


' 
SS Пыл Пы ————— 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


To Go—or Not to Go? 


In agreement with the true statements by '' Balanced Up,” 
and referring to ‘‘ North-East Coast's" reply, in which he 
draws attention to the assertions of eminent men that 
power station and sub-station operation constitute a field of 
activity for semi-skilled and unskilled men, I am prompted to 
draw attention to the conditions existing in a certain electric 
supply company which in the past has obtained the services 
of many young trained engineers by the ‘‘ valuable experi- 
ence," and alluring prospect of advancement described in its 
advertisements. This revelation by '' North-East Coast" that 
such ''valuable experience " simply consists of semi-skilled 
and unskilled work, coming from a gentleman who, I pre- 
sume, occupies an influential position, and originated by the 
eminent men mentioned in his letter, is apt to be prejudicial 
to engineers who have sacrificed time and money in síation 
work training. In cómmon with others adopting electrical 
engineering as a profession, I find, after an experience cover- 
ing а period of nearly ten years in the technical, construc- 
tional, testing, and operative branches that the result of my 
attraction to this supply company's “ valuable experience 
and alluring prospects of promotion " consists of a so-called 
salary, or, to be exact, mere pittance, coupled with duties 
now described as semi-skilled or unskilled. Being prevented, 
through no fault of my own, from applying my ability to 
better advantage, during a time when the nation’s leaders 
are urging trained men to give the country the utmost benefit 
of their skill, I, with many others, am hoping that the military 
authorities will shortly, by substitution, transfer us from our 
semi-skilled and unskilled positions to a more useful sphere of 
activity. I would also like to add that the policy of cheap 
labour, irrespective of ability, promotes discouragement, con- 
sequently reducing the efficiency of the individual engineer, 
with an increase in the old Capital versus Labour feud. This 
state of affairs does not appear to be a very sound basis on 
which to meet the enemy in after-the-war competition. 


Industrial Conscript (Single). 


The Wire-Drawing Industries. 


Your remarks in a recent issue under the heading of 
“Тһе Wire-Drawing Industries" may perhaps do something 
to waken up the High Conductive Copper Association out of 
the lethargy which it has sunk into during recent years. It 
is not to be expected that individual wire firms will be dis- 


' posed to grapple with this serious growth of foreign aggres- 


sion while they are members of an association which, while 1t 
purports to look after their own interests, still clings to its 
out-of-date conservative methods when outside competitors have 
successfully adopted the measures required to put customers 
interests first and their own second. 

The scope and purposes of the H.C.A. are confined to purely 
selfish endeavours to prevent internal competition among ra 
big firms in order to keep up pricesy If instead, or in addi- 


tion, it devoted its chief attention to organising a sound policy 


for frustrating the methods of the German and other foreign 
wire firms by adopting some of the means by which the latter 
have become serious competitors in Great Britain and else- 
where, it would be guaranteeing its own success with far 
greater certainty than by assuring itself that its members es 
not cutting each other's throats by underselling one anot С 
The fact that the new small firms are doing so well is simpy 
because they creep in under the very noses of the ee 
moving big firms, and find new markets which the ane 
firms never condescend to look for, or even suspected t H 
existence of. I know one German firm which did more m e 
with this country three years ago than probably any two 
Н.С.А. firms did in their entire foreign trade. в 
Its success was due to the fact that it looked after 1% 
customers thoroughly, and instead of merely сойуш DE 
with them through the post (as the English firms would M 
done) it sent its agents round to its customers to ensure 


LI 
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attention which all buyers expect and look for. А 

abt 0 . Apparently 
B titade the dignity of the H.C.A. firms to adopt a similar 

e H.C.A. is probably unaware that there ar 

grall wire firms which would be started at once "bat for the 
difficulty of obfaining the rolled copper for drawing down 
from the big firms. While the H.C.A. is able (at present) 

because of the monopoly it enjoys through the shutting-out of 
foreign competition, to prevent other small wire firms being 
started, by refusing to sell them the rolled copper for drawing 
down, and thus preventing home competition, it is acting as 
a monopolist in two ways, i.e., by preventing others from 
trading where there is legitimate trade to be done and by 
adopting no proper means of gaining that trade itself. Con- 
sequently, the surplus must be going elsewhere—probably to 
America. This position, however. will cease immediately after 
the war is over, and then the H.O.A. will have to devise a 
more up-to-daté policy of doing business, and cast overboard 
many of its present antiquated and unenterprising methods. 


» Herbert 
Preston, September 22nd, 1916. erbert Worthington. 


LEGAL. 


MoNriTIONS COURT CASE. 


Tae Oldham Munitions Tribunal last week heard a complaint 
by a firm of manufacturers of electric accumulators in the 
Ashton district, who summoned two labourers for failing to 
obey orders. According to the assistant works manager, the 
men were employed in the casting department, and on the 
llth inst. they should have left that department to work on 
a blast furnace, but they refused and went to the office and 
asked for their wages. A representative of the National Union 
of General Labourers said the men were told by the foreman 
there was no further work on their own job. At the casting 
work their ordinary time was 49 hours per week, and the aver- 
age wage £2 4s.; but the blast furnace job meant they would 
have to work from 80 to 88 hours for the same wage. They 
asked the foreman if there was any other work they could 
do, and, receiving an answer in the negative, asked for their 
discharge certificates. Both men now said they were willing 
to go back to their ordinary work, but a representative of the 
firm said they could not take them back on the same work, 
as they had not the material for them to work on. 

Mr. James Hodgson (chairman) said there had been, no 
evidence to show that the men refused to’obey orders. Before 
men were removed from one class of work to another the 
men were entitled to establish a new contract, and the men 
could not be moved without their consent. The case would 
be dismissed. 


i 
GERMAN ELECTRIO PATENT FOR CLEANING BOILERS. 


.In the Patents Court, on Friday last, Messrs. J. С. 
McQuitty, Ltd., of the Albert Engineering Works, Belfast, 
applied for a licence to use the German patent 3,117 of 1911 
H an electric hammer for removing the incrustation in 

oilers. 

Mr. McQuitty described the method on which the hammer 
works. То the electric motor is attached a flexible tube, 
having at the other end a hammer-head. The hammer-head 
does not itself strike. It contains a series of cogged wheels 
which are electrically driven, and when the hammer-head 
is brought in contact with the incrustation these tap the 
scaling as they perform revolutions at the rate of 7,500 taps 
а minute. The electric energy required is not great. The 
electric motor is simply coupled to the lighting or power 
supply of the works, and the result is an efficient mechanism, 
which is a notable time-saver and performs the work ordi- 
narily done by four men. It gets over the ground rapidly. 
does not mill, chip, or injure the plating, and, by reason of 
the flexibility of the tube, reaches awkward places and out- 
ol-the-way corners where it is impossible to make an effective 
blow with an ordinary hammer. It is known as the Van de 
Voorde patent. Mr. McQuitty pointed out that it was invalu- 
able for munition works and for naval engineering purposes, 
and could be used by an unskilled workman. 

Mr. McQuitty said his company was а limited company, pri- 
vately constituted, having only three shareholders, and their 
business had alwavs included that of millwrights and boiler 
scalers. He had already made two of these electric hammers 
experimentally, and he proposed to commission the Westing- 
house Co., of Manchester, to provide him with the electric 
motors. He had never had any engagement with the patentee. 
He was in negotiation with him before the war broke out. 
but the negotiations fell through on a question of method of 
payment. The two experimental hammers which he had 
made worked quite efficiently. He had some trouble at the 
beginning because of the inadequacy of the specifications, but 
he had repaired their omissions, and there was certainly an 
original element in the hammers as he proposed to put them 
upon the market. In a further statement, he said he did not 
know that anyone else was making this type of hammer. 
There. was no English manufacture. The Germans, before 


the war, and before the prices i 
£22 10s. for the hme y теак шеп ж 

When the Controller asked Mr. McQuitty if he would рау & 
royalty of 5 per cent., the applicant rejoined that he thought 
25s. royalty on each hammer made would be excessive con- 
sidering the amount of experimental work he had had to do 
in perfecting the thing, and the fact that he desired to sell 
it at as cheap a rate as possible. He only got 20 per cent. 
profit at the present time on his labour in work he did for 
the Government. | 

The Controller: An ordinary manufacturer's profit is 25 per 
cent., and you are entitled to place your royalty on the top 
of that. The Controller said the applicant must pay to the 
Public Trustee a royalty of a sovereign on every machine’ 


. made, and the Court would then recommend the Board of 


Trade to grant him a licence. | 


k 
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WAR ITEMS. 


Exports to China.—The “* London Gazette ” for Septem- 
ber 22nd contains further lists of persons and bodies in China 
and Liberia to whom exports.may be consigned. 


Silvertown Employés War Relief Funds.—In connection 
with these funds, we are informed that £1,500 has been col- 
lected to date, and regular donations have been made to the 
Prince of Wales’s Fund, British Red Cross Society, Belgian 
Relief Fund, Serbian Relief Fund, and the Anglo-Russian 
Hospital at, Petrograd. 


Claims Against the Enemy.—The Public Trustee has pre- 
pared and issued several documents explaining how claims 
should be made on behalf of British subjects against enemy 
subjects and enemy Governments. Our readers do not need 
to be told how important it is for them to make their claims, 
and to do so in the proper form. The bill against Germany 
has to be prepared, it will be a colossal sum, and the work 
of the Public Trustee Office will be simplified if its instruc- 
tions are properly complied with. Communications on the 
matter have to be addressed to the Public Trustee (Trading 
with the Enemy), Kingsway, W.C., but forms can also be 
obtained at the Manchester Office, Albert Square, Manches- 
ter. It should be noted that shareholders in English com- 
panies owning property in enemy territory should not make 
claims in respect of their individual holdings, as the com- 
panies should, of course, make the necessary claims in their 
corporate capacity. 

A Siemens War Savings Association.—Some years prior 
to the outbreak of war a number of the employés of Messrs. 
Siemens Bros. & Co., Ltd., formed amongst themselves a 
Thrift Club, which has had a successful career. As a branch 
of the club, а War Savings Association has been organised 
at the Woolwich works under the name of “The Bowater 
War Savings Association." ‘Its management 18 exclusively 
in the hands of a committee of employés, which committee 
їз solely responsible for exact and regular administration. 
Since the inception, in June last, this Association has pro- 
gressed well, the membership having increased from 500 to 
about-1,400, and, up to the present, nearly 4,000 War Savings 
Certificates have been purchased under the Government 
Scheme No. 2A, by which all subscriptions, as Soon ав they 
are paid, are converted into War Savings Certificates, these 
being allotted to each subscriber in priority of completed 
subscription as and when the full value has been paid. 

Exemption Applications.—At the Guildford Tribunal, the 
Woking Electric Supply Co. appealed for its chief clerk (29), 
the only male clerk left. It was stated to be essential that 
there should be а man in charge with technical knowledge 
ond an intimate acquaintance with the locality. Appeal dis- 
missed. . 

When the Imperial Tramways Co. applied to the Stockton- 
on-Tees Military Tribunal last week for the exemption of a 
clerk on the ground of indispensability, the manager (Mr. 
Freshwater) said the company were straining every nerve to 
release all men possible. They had from 70 to 90 lads in their 
employ from 16 to 16 years of age whom they were training 
as motor-men and in other capacities. The moment these 
lads came of military age they were given their leaving certifi- 
cates, and the recruiting officer was notified. Exemption 
until January Ist. ss 

At Maidstone, the Corporation tramways manager appealed 
for à number of men. Three drivers and a turner were 
given conditional exemption; and another driver, & clerk, and 


a blacksmith were refused any time. — , 
Court has dismissed an appeal for 


West Kent Appea = 
exemption filed by Mr. G. W. Ironsides (34), electrician, 
Anerley. . 


The East Kent Appeal Court has adjourned, for the purpose 
of obtaining a certificate from the Ministry of Munitions, an 
appeal by Mr. E. Hunt (27), assistant electrician at the 
Faversham Cotton Powder Works. 

Bromley (Kent) Tribunal, on September 20th, granted three 
months’ exemption to Mr. Riley, electrician, Walter’s Yard, 
and to his electrical machinist, F. Johnson. 

Wm. C. Wheeler, electrician, in the employ of Mr. F. H. 
Norman, Moor Park, Much Hadham (Herts.), has been given 
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exemption until October 7th, with no further appeal without 
permission. | ТРОО M M 

‘At Malvern. on the application of the electrical engineer to 
the U:D.C.. (Mr. S. Trow Smith), conditional exemption was 
conceded to W. 'T. Powell, boiler fireman at the electricity 
and. destructor works. A. T, Berridge, shift engineer, also 
appealed for, was given until December 30th for a substitute 
to, be found. Ds ЭШК | 

Mr. R. W. Waine, Bexhill-on-Sea, appealed for Jas. Bloor 
(35), electrician, passed for labour duty abroad, necessary to 
the ‘business: On condition that he joined the Volunteer 
Training Corps Bloor. was exempted. "P : 

‘The Chatham and District Tramway Co. appealed for three 
_ Taotor-men and a switchboard attendant. It was stated that 


five wounded koldiers had been trained as drivers, but it was. 


found that when left to themselves they lost their nerve, and 
they had to leave the work. Conditional exemption was 
allowed with the consent of the military representative. 

A month's exemption, ih order to find a substitute, has 
been granted by Walton-on-Thames Tribunal to. F. С. Fuller 
. (84), electrician to Mr. W. K. Marriott, Moorlands, Cobham. 

Before the Warwickshire Appcal Court, the Military ap- 
pealed against exemption until October Ist granted to Horace 
Walter Gilbert; electrician and’ wireman, Воду; and against 
exemption . allowed to-a charge hand at the Rugby Urban 
Council's refuse destructor. The former case was put back 
for. further consideration, and the latter appeal was allowed, 
the exemption being liniited to October Ist. - | 
„At Weymouth, Percy W., Child, electrician, was appealed 
for hy Messrs, Brooking & Co., ctigaged on a Corporation 
housing scheme. A month was granted, with no further 
appeal without consent. ` | P ; | 

An appeal, at Sheffield, bv Mr. W. Johnston (35). electrical 
engineer, has been respitéd for the result of a medical exami 
nation, and one by Mr. Ernest Jones (33), electrical engineer, 
has been disallowed. - | е | RE 

Before the Essex Appeal Court, Messrs. Taylor, Walker and 
Co.. Upminster, appealed for. Albert Robert Barry, their elec- 
trician, who was medically rejected when the war broke out. 
The appeal ‘was dismissed, and consent to go to the Central 
Tribunal was refused. 

Beforé the Essex Tribunal, Mr. Frank Marwood Burley. 

electrical engineer, of Southend-on-Sea, appealed for exemp- 
tion. He said that he was 35 and single, and that his busi- 
néss consisted of putting electrical fittings into houses, and 
In 16 was the whole of his capital. He had contracts running, 
and if, he had to close it would he absolute ruin to him. 
Eighteen months ago he offered to enlist, but then he had 
someone to take charge of his business, "The appeal was dis- 
missed, and a month's grace allowed. 
` Messrs. Smart & rown, electrical engineers, Erith, ap- 
pealed to the West Kent Appeal Court for the exemption of 
two fitters, aged respectively 90 and 19. Col. Atkinson agreed 
that the. company was doing important Government work, 
but he could: not agree to such young men being indispens- 
able... The appeals were dismissed. pom cae 
“Оп: the ground that he was doing public service in his 
occupation, Exeter Tribunal has granted exemption until the 
end. of the усаг to A. Dicker (37), ticket inspector on the 
Exeter. Corporation tramways. MU 

At Honiton, on September 91st, . the engineer and manager 
of thè- local: electricity works appealed for exemption. It 
was stated that he had total. charge of the works, and was 
the enly procurable electrician with sufficient technical know- 
ledge. to mdnage the machinery, &c. ^ He was originally 
starred, and was in a certified occupation. Appellant was 
directed to gò before the Medical Board and report the result. 
At .Caterham,. on. September 21st, Mr. S. B. Howard 
manager of the local branch of the Urban Electric Light 
Supply Co., Ltd... appealed for в stoker and mechanic, aged 
2B. The Chairman said the Tribunal considered the man in 
кеш occupation, and conditional exemption would be 


„Dover Corporation, on September Brd, appealed. f 
/orporation, d, , for ез - 
tion for a driver of an electric scavenging vehicle who had 
alread. Peh о and could not be replaced. ~The 
Advisoi mittee did not assent. h wa } 
obtain a ырш PEN | А month was allowed to 
polton. last week, an appeal was made by a local fir 
E + * . * m 
pe rad of à man employed in the making of horse shoes, 
ut the appeal form also Stated that the man in question 
was employed as an electrical engineer. Tt transpired’ that 
e was working as an engineer in the daytime, and at 


night and on Saturdays. and 


avtime at his regular work had ap 2 or hi 
t | D pealed at Turton for him 
and had heen unsuccessful. It would he a peculiar position 
if the. Bolton. Tribunal allowed the claim in respect of the 
man & spare-time jab. The appeal was disallowed. 
21st, temporary exemption until 
December Ist was.granted to an electrical йш апа соп- 
tractor, who is 39 vears of age, and said he was. doing work 
for the Dg Ud which was work of national 
e whole of his life's savings. w ake i 
he had. to. go away on Army service. л 
At the Aberdeen City Military Tribunal, Messrs. J. Blaikie 


and Sons, T,td.. asked exemption for an apprentice electrical. 


engineer and a blacksmith. Mr. IT. J. Gray, advocate, stated 


that before the war the firm had 62 em C ! | 
war the ad 64 employés, and 31 were 
now left, 28 having joined the Ármy or Government есе, 


The firm Һай been 'experieneing trade grievances іп connec- 
tion with employing men at electrical work who were nob 
electricians. Mr. McDonald said the Electricians’ Trade 
Union had, caused a great deal of trouble. The Chairman: 
It is an unreasonable attitude to take up in these times. Mr. 
Gray pointed out that the firm could not overtake the work 
with the men they had. Mr. McDonald thought the Union 
was raising all the difficulties it could. Тһе Chairman 
asked whether a discharged  soldicr, though a skilled 
mechanic, could get employment as an electrician. The 
manager said the Union would not accept a man unless he 
had served his apprenticeship to that particular trade. The 
Chairman: That is a disgraceful state of matters. The ap- 
prentice electrical engineer's claim was dismissed, with a 
recommendation for one month, and the blacksmith got tem- 
porary exemption for two months. ! М5 

Referring to the above, the Branch Secretary of the Union 
has denied that any unreasonable attitude has been taken up 
by it in this matter; he regards the remarks by several mem- 
bers of the Tribunal as being quite uncalled for. ‘ We have 
done all within our power to keep matters going smoothly. 
All our members are either on work of national importance 
or at the Front. The real grievance is this: While our mem- 
bers are being called to military service, workers employed 
on alien trades are called to do electrical work. These indus- 
trial aliens are eligible for military service. We ask any 
fair-minded individual to think over this point and then con- 
sider whether our protest is reasonable or not." 

At Burnley Tribunal, last week, Mr. Mozley, tramways 
manager, applied for the exemption of three employés, a cashier 
and two general.clerks, aged 30, 98, and 94. Mr. Mozley said 
they had now got to that stage where they were only left 
with three clerks, who were the seniors of the staffs. They 
had lost LO men for the Army, and four had left for other 
occupations. The Chairman: Cannot you get women clerks? 
—It takes a good many years to reach senior positions, where 
they supervise and check the work of juniors. The „Tribunal 
granted exemption to the end of the year to the senior clerk, 
two months to the second, and refused in the case of the third. 

The Northumberland Appeal Tribunal, sitting at Newgastle, 
dismissed the appeal of Frederick Nicholls, aged 99, single, 
who had been a commissioned officer in the Army, had re- 
signed, had entered the employment of Messrs. Armstrong, 
Whitworth & Co., had been debadged, had gone to a muni- 
iion factory as timekeeper and checker, and was studying 
wireless telegraphy at-nights. Appellant asked for temporary 
exemption until January Ist to enable him to undergo a 


Government wireless examination. 


At Southwark, Mersrs. Alexander Hawkins & Co., elec- 
trical engineers, of London Road, S.E., applied for the exemp- 
tion of their manager, who previously had been granted an 
extension. The firm had only asked for the exemption of four 
men, 15 having joined up. They had tried to get sorgeone 
to take the man's place, but had failed, although the had 
advertised extensively. The Mayor said some cffort must be 


-made to replace this man, as big operations were going on. 


Mr. Hawkins said if they were’ not entirely engaged on Gov- 
ernment work he would not have appealed. He had been in 
the firm's employment for 15 years. One month's exemption 
was granted to enable the firm to replace the manager. 

Mr. F. Freshwater, manager of the Teesside Electric Tram- 
ways, in applying at the Stockton Tribunal for the exemp- 
tion of a clerk, said the man was so indispensable to the com- 
pany that he was working from early in the morning until 
late at night. Exemption until January lst was granted. | 

At the Richmond (Yorks.) Military Tribunal, a civil engi- 
neer who had been engaged for two years at the local mili- 
{агу camp, applied for an exemption to enable him to pro- 
ceed to India to act as assistant engineer in electrical works 
near Bombay. The engineer. there was а single man, an 
had joined the Colours. Applicant was 39, and had been 
passed for general service. А strong man was required for 
the Indian post as there were great risks of fever. If he got 
the exemption he thought the emigration officer might issue 
a permit for him to leave the country. 'The Military repre- 
sentative expressed the opinion that the authorities would 
not permit such an active man, passed for general service, 
to go abroad. Exemption until January lst was granted. 

At the City of London Tribunal, Messrs. W. Grantham and 
Sons, builders and decorators, appealed on behalf of C. Н. 
Dalton, the only electrical engineer in the firm's employ, who 
was stated to be essential to the business. The Military 
representative said that the man had ‘registered as a car- 
penter, but thia was explained by Mr. Dalton, who said that 
he registered as an electrical engineer, but he also put on the 
paper that he was a carpenter as he was engaged as carpentry 
instructor at a technical school. Mr. Lister, for the firm, 
said that if Dalton went they would have to close that depart- 
ment. "The Chairman said that the шап was a carpenter, 
and his emplovers were not electricians. They were described 
as builders. The case would he disallowed. 

At the Stockton-on-Tees Military Tribunal, when the man- 
agement of a local kinema theatre appealed for a 19-year-old 
electrician and kinema operator, the Chairman asked how 
they could send married men into the Army and exempt a 
man such 2s applicant. Exemption until November Ist, for 
arrangements. 

The Skelton and Brotton Military Tribunal granted exemp- 
tion until January Jst to a linesman in the employ of the 


‹ 


local Council's electric supply undertaking. 
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The Rochdale Tribunal has granted conditional exemption 
to A. Worrall (29), motor-man, and T. Mason (36), wirernian, 
who were appealed for by the Corporation tramways depart- 
ment; and temporary exemption until the end of October to 
J. E. Kershaw (35), traffic clerk, also appealed for by the 
department. H. Holden (32), employed in a local mill and, 
at week-ends only as a motor-man on the Corporation tram- 


ways, appealed, and was exempted unti] the end of Novem- 


ber. An appeal by Messrs. Fryer & Hartley Yor Thos. Hartley 
(34), electrical wireman and fitter, was withdrawn, the man 
having now been badged. |. . 

At Rawmarsh, on September 22nd, the general manager of 
the Mexborough and Swinton tramways, was appealed for by 
the company, and it was stated that the whole of the tram- 
ways and the clectric lighting were under his control. Condi- 
tional exemption was conceded, and also to an electrician 
engaged at the tramway shed, the only man left to repair 
wires and. cables. | a 

Exemption has been refused to E. C., Stow, electrician, of 
Halstead, Sevenoaks, appealed for by Mr. J. Russell. 

Sevenoaks Tribunal has granted four months’ exemption 
to John Pink (31), electrician to Messrs, S. Young & Son. 

Before the Berks. Appeal Court, Mr. R. H. Cain (39), elec- 
trician in the service of Princess Hatzfeldt, of Foliejohn 
Park, Windsor, appealed against refusa] of exemption. The 
Princess also appealed, but exemption was refused.  . 

At Newport (Tsle of Wight), Mr. E. W. Tyler, electrical 
engineer, appealed for his son, Mr. А. Q. Tyler (31), the only 
man left to do electric tight fitting. He said that two sons 
were serving, and a third was called up for October 1st. Con- 
ditional exemption was given. | | 

At Ryde, on September 18th, Messrs. Ashton & Holt, elec- 
trical engineers, appealed for Wm. White (94), the only 
mechanic left. The anpeal was dismissed, and the firm were 
given leave to go to the ITants Tribunal. . 

At Ventnor. on September 18. L. J. Boxall. of the staff 
of the Isle of Wight Electric Tight & Power Co., was con- 
ceded a certificate of conditional exemption. | 
_At Shanklin (Isle of Wight), on September 20th, Mr. Н. 
Kuping, electrician.. was granted conditional exemption on 
remaining in the Volunteers. The same exemption was con- 
ceded to Chas. W. Spencer, apprentice with the Isle of Wight 
Electric Light & Power Co., his occupation being held to he 
a certified onc. | ; 

On the appeal of the Corporation tramway manager (Mr. 


G. Webster). Rochdale Tribunal has allowed exemption until 


November 30th to F. Travis (98), traffic clerk. 

The Wetherby Tribunal, last week, refused the application 
—but not to be called up before October 15th—of a butler to 
Major б. R. Lane-Fox. M.P. (who is on active service). It 
was stated that the butler had the responsibility for the whole 
of the eleetric lighting and heating plant. being the only man 
left in the house. "There was а nominal staff of 86 men, in- 
cluding the Hunt servants; of these 47 had joined the Colours. 
‚ At the West Riding Appeal Tribunal, last week, a partner 
m а private telephone cempany said last vear the two part- 
ners realised that one of them would have. to go, во 16 was 
arranged that the appellant, who had certain domestic res- 
ponsibilities, should remain to run the concern, and the other 
partner should go. . The appeal for exemption was allowed. 

At Morecambe, Mr. H. В. Atkinson (29), electrica] engi- 
neer, said he was now working single-handed. having the 
assistance of only a boy of 15. There was no other electrical 
ergineer in Morecambe, apart from the borough engineer. 
He had heen in business eight years, and all his capital was 
invested in it; he had ahout 450 installations to attend to in 
the town. In answer to Dr. Watterson (Military representa- 
tive), who questioned the work having to be sent out of the 
town, and suggested that the borough electrical engineer 
could do it, Mr. Atkinson said that wovld he a contravention 
nf the Jaw. А little ‘‘ breeze” occurred when Mr. Ibbotson, 
tne borough accountant, attempted to explain the position 
of the horough electrical engineer and private work. Condi- 
tional exemption was granted. 


BUSINESS NOTÉS. . 


Trade and Other Conditions in the Argentine, — U.S. 
Vice-Consul J. S. Calvert, of Buenos Aires, reports that dur- 
ing 1915 American sales to Argentina '' increased greatly along 
certain lines as the result of the absence of competition from 
some of the belligerent powers. A great deal of this husiness 
will probably be kept after peace is declared, as the attention 
of American manufacturers seems finally to have been directed 
to this market, but, in some instances, there have been some 
unfortunate shipments from the standpoint of quality, and 
in others harsh terms of payment have been exacted to the 
considerable annoyance of the Argentina firms involved, 
resulting in general criticism. The situation is not gloomy. 
however, as the prospects for retaining the business already 
developed have been made brighter {о а considerable extent 
by the fact that quite a number of American firms last year 


established in Buenos Aires branches or properly accredited 
agencies, showing themselves really serious in their desire 
to enter this market. The practice of relying upon irrespon- 
sible or uninterested representatives and, worse still, upon 
the mailing of catalogues, seems to have died out among 
American firms really inclined to build up their trade with 
Argentina. The cardinal rule in exporting goods to thia 
country is that they must be shipped exactly as ordered; no 
substitution is tolerated. But during the year the Consul'g 
attention was directed several times to cases where the mer- 
chandise received was not according to samples gubmitted when 
orders were given. It is hardly conccivable that any great, 
number of American manufacturers would, if properly advised 
hy, their representatives, fill any orders from this country 
unless they were in a position to send the exact kind ‘and 
quality of goods ordered, and nothing else, better or worse.” 

Mr. Calvert gives in tabular form comparative percentages 
of imports from the United States in’ 1913 and 1915. Ameri- 
can electric wires and cables which were nil in 1918 were 14,8 
per cent. of the total in 1915; various machinery stood at 13.5 
per *ent. American in 1913, but was 31.9 in 1915; iron and 
steel wire increased from 40 per cent. to 93.7 per cent.; and 
steel rails from 21.6 per cent. to 61.7 рег cent. © ^ 

“Tron, steel. and other metal products were imported in 
smaller quantities than usual in 1915. Very little. new con- 
struction of any kind took place. and the policy of retrench- 
ment caused by the crisis of 1913 and prolonged by the out- 
break of the war was continued. The United States, how- 
eyer, got a fair share of the businéss, and increased materially 
its exports to Argentina of sheet iron and steel, tin plate, and 
wire. | | ; | 

The report later states that during 1915 trade between the 


 .United States and Argentina developed to a considerable 


extent in articles in which in former years the trade was 
negligible. Among them may be mentioned miscellaneous 
machinery and machines, chemicals, and automobiles. К 
.'* A great deal of this business will bé permanently held, 
and may be, in fact, increased... . . Miscellaneous machi- 
nery, machines, implements, devices, and specialities, not 
specifically mentioned, form. it is believed, quite a large 
part of the total imports from America. At any rate, these 
articles are. seen in ever-increasing numbers in the shop 
windows and stores of Buenos Aires. Their good" quality 
seems to be generally accepted, the only hindrance to their 
more extensive sale being the high and wniform prices’ that 
are charged for them in the shops. Taken as a whole, the 
year 1915 was & very good one for American trade in Argen- 
tna, and the prospects of its continued growth are favour- 
able." | | 

Mr. Calvert, in referring to industrial and economic condi- 
tions, says that despite its large exports the country has not, 
yet regained its former economic position. Conditions are 
steadily improving. The value of goods imported during the 
year was small. and stocks were allowed to get low. There 
15 a much brighter outlook for 1916, and “it is confidently 
expected that from now on the situation will improve, that 
business in all lines will grow. and that soon the country. 
will find itself in a much sounder condition than prior to.the 


. panic of 1913, which was brought on largely by speculation 


and injudicious promotion. А good sign of the gradual im- 
provement is found in the drop in the number of commercial 


failures during 1915. 


"The raising of funds on long terms for Governmental 
purposes or important private projects is still a matter of 
securing outside capital, and the restricted amount of Euro- 
pean capital available is not sufficient, for the rapid develop- 
ment of the country’s resources, nor, in fact, for the comple- 
tion of some works in course of construction. During the 
vear the question of obtaining American capital to replace 
the European aroused considerable interest among the Argen- 
tine public, and, as a matter of fact, reached a concrete form 
through the action of American bankers in placing several 
loans for the Argentine Government. There has not been, 
however, so far as can be learned, anv considerable invest- 
ment of American capital in private undertakings.’ 

The report says that the latest telephone census shows that 
there are 71 establishments in the Republic, with a capital 
of £2.951,086, employing 4.494 persons at a total wage of 
£390,640 per annum. ''In Buenos Aires two systems are 1n 
operation—the Compañia Unión Telefónica, and the -Com- 
pafiia Cooperativa. The former, which is the largest, also 
maintains exchanges in Rosario, Bahia Blanca, La late; 
Cordoba. and other cities of the Republic. It is understoo 
that efforts are being made to secure a concession for the 
installation of a new service, using automatic instruments of 
American make, in the city of Buenos Aires. 


For Sale.—MeEssrs. WHEATLEY Kırk. Price & Co. 
have issued a catalogue of electric cables. fittings. Kc.. that are 
heing sold by tender by order of the Controller of Turner & Burger. 


London. 


Patents and Alien Enemies.—Application has been 
made to the Board of Trade to avoid or suspend Patents Nos. 
11,530/13 and 11.615/13, granted to the Farbenfabriken vorm. 
F. Bayer & Co. for thevuleanisation of caoutchouc, by Mr. А. Smith, 
of Excelsior Works, Clayton. Manchester, who has also applied for 
the grant of & licence in respect of patents: Nos. 19.7773 and 
12,661/14. granted to the same firm for vulcanising processes. 
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А Kingsway Insurance Office.—In the past the whole 


of the headquarters staff of the British Engine, Boiler and Electrical | 


Insurance Co., Ltd., with which the name of Michael Longridge is 
inseparably associated, has been stationed at Manchester, and all 
technical matters have had to be dealt with there. It will readily 
‘be recognised that in the case of business in London and other 
centres situated at a distance from Manchester, the passing on 
of matters, say, for example. urgent communications respecting an 
electrical breakdown, or the discussion of complicated technical 
points, involved delays, and, perhaps, laborious correspondence. 
The company, which is already so well known to steam and elec- 
trical plant users, and particularly to our readers, by reason of the 
excellent reports of breakdowns that we were annually per- 
mitted to publish until comparatively recently, has struck out 
progressively, in order to obviate the above disadvantages, and thus 
better meet the requirements of its increasing business in the 
London area, by opening a larger office than formerly in London, 
with a complete staff for dealing with the inspection and insur- 
ance of all kinds of electrical plant. We paid a visit to the 
premises, which are in a thoroughfare which is becoming gnore 
highly charged electrically as the years pass by, and would have 
been more во by now with the completion of the G.E.C. new offices 
if the war had not interfered, at Imperial Buildings, 56, Kingsway, 
W.C. | The guidance of this technical department has heen placed 
in the hands of Mr. H. Llewellyn T. Foster, M.Inst.C.E., M.LE.E., 
formerly the chief electrical engineer of the company at their head 
office at Manchester. 
` 30 years’ experience of British electrical machinery and plant, has 
naturally accumulated а very wide practical experience of many 
types of manufactures which stands him in excellent stead in 
dealing with insurance questions in connection therewith, and he, 
with his staff of inspectors, will be available in readiness for 


handling matters of шош with expedition and skill. Mr.: 


H. F. Taylor, formerly secretary to the company, has been appointed 
to take charge of the new London office, and with him is 
associated Mr. W. J. Walsh as assistant manager. These two 
gentlemen have likewise migrated from Manchestet. Considering 
the difficulties of securing workers in war-time, the matter of 
engaging a suitable office staff has been well handled, and with 
every modern office equipment, and an excellent system of electrical 
illumination, a good start has been made in setting a new organ- 
isation to work amid congenial surroundings. 


The German Cable Makers’ Syndicate.—The agreement 
of the Syndicate of Cable Makers, to which all the large German 
electrical firms belong, would nominally expire with the end of 
. September. Né€gotiations, however, have been proceeding with a 
view to a further. provisional extension of the Syndicate for a 
period of six months, a definite prolongation being postponed. until 
after the war. The situation of new business under existing con- 
ditions is characterised as very quiet. It is also reported that the 
Syndicate of Makers of Insulated Conductors has been renewed 
until the end of June, 1917. 


Concordia Electric Wire Co., Ltd.—4A notice, dated 
September 20th, issued by the secretary of this company, announces, 
by direction of the Public Trustee, that a [British syndicate has 
purchased the shares vested in him under the powers conferred by 
the Trading with the Enemy Amendment Act, 1916. Pending the 
reconstitution of the board, no orders will be recognised by the 
company unless they are issued on the official order forms of the 
company, signed by Mr. В. Belcher, one of the existing directors, 
and countersigned by Mr. Leonard Thornton, the secretary. 


Book Notices.—Whittaker’s Arithmetic of Electrical 
Engineering. London: Whittaker & Co. Price 2s. net.—This is 
the third edition of a useful collection of examples, examination 
questions, &c., many of which are worked out in full. In the new 
issue two new chapters have been inserted, dealing respectively 
with electricity supply economics and illumination, and a consider- 
able addition has been made to the number of exercises. 

The Indicator Handbook. Ву С. N.-Pickworth. Manchester : 
Emmott & Co., Ltd. Price 3. net.—This, the fifth edition, has 
been brought up to date, and a note haa been added on recording 
indicators which are actuated electrically. The book is oneof those 
which merit the title of “ standard” works, and is indispensable to 
the user of the indicator. 

“Тһе Fan, including the Theory and Practice of Centrifugal and 


Axial Fans.” ВуС. Н. Innes. London: The Technical Publishi 
Co., Ltd. Price 8s. 6d. net. ca; Publishing 


Trade Announcements.—It is officially announced that 
the Board of the BRITISH MANNESMAN TUBE Co. has been recon- 
stituted, and the directors are now :—Mr. Richard 8. Guinness 
(chairman), Sir Robert Balfour, Bart., M.P., Sir Hugh Bell, Bart. 
and Mr. G. Hethey Gnanaging director) Mr. Hugh W. Dunn will 
UT i NS as а 

r. F. J. en has resigned his position as a director | 
E.S. Co., Ltd., of * The Light House," 233. Tottenham oun KU 
W.. and his interest in the business has been taken over by Mr. Е, 
. Cecil Beman, the managing director. who will be entirely 
responsible for the direction and control of the company. 

MEssrs. GEORGE ELLISON, of Birmingham, have removed their 
Yorkshire Branch Office from Sheffield to Standard Buildings City 
Square, Leeds. or 

Mr. EpwiN T. LiNbow, electrical en ineer a ractor, has 
removed to 87, Parkhurst Road, Holloway N. кынан Mis 


Bankruptcy Proceedings.— THox4s Brookes, Hales- 
owen, electrician at munition works. First meeting, Septem- 
ber 29th ; public examination. October 25th. g, Septem 


Mr. Foster, in the course of somewhere about 


The Electrical Company's Stock for Sale.—Messrs. 
WHEATLEY KIRK, PRICE & Co. are offering for sale by public 
tender the business, British trade connections, and stock of the 
Electrical Co., Ltd. Full particulars are given in our advertisement 
pages to-day. 

Catalogues and Lists.—CA4RROoN Co., Carron, Falkirk. 
—New seasonal catalogue of electric heating appliances. In the 
course of 21 pages, illustrated, particulars and prices are given of 
various designs of luminous radiators, electric stoves, electric fire 
interiors, electric fires, Carron elements, dog grates, and electric 
fireplace suites. Several new models are shown, but the particular 
feature of the list is the Carron electric fire interior. 

Messrs, CREDENDA CONDUITS Co., LTD., Chester Street, Aston, 
Birmingham.—Leaflet illustrating new designs in electric fires, for 
which the London agente are Messrs. Baxter & Caunter, Ltd. 


Trade with Russia.—A representative of the British 


‚ Board of Trade has arrived at Nijni Novgorod with the object of 


establishing direct trading relations between the Russian and British 
markets. For next year's Fair, the British Board of Trade 
will organise an exhibition of British manufactures which can be 
exported to Russia.— Times. : 

The Daily Chronicle says that at present two representatives of 
the Indian Government, Messrs. B]ake and Chadwick, are in 
Petrograd on & special mission of study and inquiry into the possi- 
bilities of future trade intercourse between Russia and the Indian 
Empire. 


Private Arrangements.—J. W. Simpson, 5, King Street, 
Margate, electrician.—A circular, dated September 25th, has been 
issued to the creditors herein by Messrs. Poppleton, Appleby and 
Hawkins, of 4, Charterhouse Square, E.C., stating that Mr. Simpson 
has consulted them respecting his affairs, as they are representing 
several of his trade creditors, and in order to protect the estate, the 
debtor, on the advice. of his solicitor, has executed a deed of 
assignment to Mr. E. H. -Hawkins, as trustee for the creditors, in 
consequence of one execution having been levied and others 
pending. As а result of negotiations with the execution creditor. 
a satisfactory arrangement has been made whereby the execution 
will be withdrawn on terms, and it is proposed that the estate 
shall be wound up under the deed, an offer having been made for 
the purchase of the stock and fixtures by private treaty. The other 
assets consist of book-debts, which the trustee will collect, and in 
three months’ time it will be possible to close the estate and dis- 
tribute a dividend. The debtor states that his unsecured liabilities 
amount to £363 and the assets to £265, subject to preferential 
claims of about £100. 'The largest trade creditors have approved 
of the arrangements that have been made. 


LIGHTING AND POWER NOTES. 


Aldershot.—The electrica! engineer has been instructed 
to present a full report on the present position and future require- 
ments of the electrie light undertaking. 


Bedford.— Loan Sanction, &c.—The Finance Committee 
reports that application has been made to the L.G.B. for sanction 
to borrow £1,900, in connection with the electricity undertaking, 
and that sanction has been granted for £4,072. It will, therefore, 
be necessary to include in the revised estimate the sum of £828, 
the amount disallowed, to meet which the Committee recommends 
that the present increase of 5 per cent. on the electric light charges 
be increased to 10 per cent., until further notice. The recom- 
mendation was referred to a Committee of the whole Council. The 
Committee stated that inquiries were being made by contractors 
regarding a supply of energy for lighting, power and cooking pur- 
poses for a new factory, and when it was ascertained what would 
be required and what the firm would be prepared to pay, the matter 
would belaid beforethe Council. The engineer has been directed to 
make house connections in all eases he deemed proper, on condition 
that the whole capital expenditure in connection therewith should 
be borne by the applicants. 


Bispham.—Paice INCREASE.— The U.D.C. has decided 
to increase the charges for electricity from October Ist, owing to 
the increased cost of production as follows :—For lighting pur- 


poses by 1d. per unit ; for other purposes by 20 per cent. 


Canada.—The Attorney-General for Ontario has rejected 
an application of the Electrical Development Co. for permission to 
take action in the Ontario Courts as to the right of the Hydro 
Electric Commission to undertake the proposed Chippewa-Niagara 
development. It is also stated that the Province of Ontario would 
oppose any application to the Dominion Government for dis- 
allowance of legislation passed by the Ottawa Legislature last 
session. | 


Colombia.—The Municipal Council of Zaragoza Depart- 
ment of Antioquia has been authorised to raise a loan of £3.000, 
for the installation of an electric power plant and the construction 
of an aqueduct. ч 

The Municipal Councils of Mosquera (Cundinamarca) and Con- 
cepcion (Antioquia) are borrowing £2,000 and £1,000 respectively 
for electricity purposes.—Bvard of Trade Journal. 

Crayford.—PusLrc Тлентіхе. Тһе P.C. has approved 
of a draft five years’ agreement with the West Kent Electric Co. 
for lighting the roads on the new estate at Barnes Cray. 
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Continental.—SPA1IN. — Application has recently been 
made for a concession to utilise the water power of the River 
Cadagua, in the Valle de Mena (Province of Vizcaya), for the gene- 
ration of electrical energy for lighting and power purposes in the 
town and district of Nara. 

The Sociedad Anonima Portland Iberia has set up a very complete 
Portland cement factory at Castillejo, some 60 miles distant 
from Madrid, on the River Tajo, whose waters are utilised in con- 
nection with & hydroelectric station, to drive the plant, which 
is capable of an output of 60,000 tons of cement yearly. The 
specifically cement-making plant has been supplied by the firm of 
F. L. Smith, of Copenhagen ; the hydroelectric and electric plant 
by E. Grasset & Co. and Brown, Boveri & Co. There are three 
groups of Francis turbines, driving Brown, Boveri alternators. 
The pressure of the alternators is 3,150 volts, raised for trans- 
mission to 30,000 volts, three-phase. The electromotors are coupled 
direct to the machines they drive. They are non-synchronous 
motors of Brown, Boveri make.— Industria e Invenciones. 

NoRWAY.— The town authorities of Drammen have voted 
1,073,000 kroner for various works, with a view to utilising addi- 
tional power from the commgne's power station at Labro. 

The municipal authorities of Aalesund have voted a sum of 


528,300 kroner for the building of a hydro-electric station on the 


Spilkevik River, the erection of transmission lines, &c. 

The commune of Fjeld has decided to expend 300,000 kroner on 
ап electric supply scheme. 

The district authorities of Grytten have arranged to purchase 
the Stavemfos waterfall and erect an electric generating station. 


Crompton.—E.L. Proprosats.—The Electricity Com- 
mittee of the Oldham T.C. has expressed its willingness to meet a 
deputation from the U.D.C. to discuss the question of supplying elec- 
tricity to the district. The request of certain local manufacturing 
firms that Oldham should supply the electrical energy required at 
Shaw station for a loading crane was supported by the U.D.C., but 
the Corporation cannot see its way to supply the station alone 
owing to the small demand. It is understood that the residents of 
Shaw are anxious to obtain a supply of electricity, and the Cor- 
poration is evidently prepared to make the necessary arrangements 
provided suitable terms can be arranged with the U.D.C. 


Croydon.— The Electricity Committee has decided to 
accept the offer of Messrs. Callender to lay a new H.T. feeder from 
the generating station to the sub-station in Southbridge Road, the 
total cost, with provision for public street lighting, being estimated 
at £1,535, which is to be charged to reserve. | 


Dover.—PRick INcREASE.— The T.C. has decided, in 


order to meet expenditure, to increase the price of current supplied | 


to private consumers, the tramway, and for power by 4d. per unit, 
and for heating from 2d. and 1d. to 2d. and 14d. 


Haslingden.—Àn anonymous donor has forwarded a 
cheque for 50 guineas for the purchase of an electrical machine for 
use in the massage department of the Auxiliary Military Hospital 
during the war, and afterwards for private use by Miss Harrison, 
the masseuse at the hospital. А 

Heston and Isleworth.—The electrical engineer reported 
that the estimated loss of revenue through the non-lighting of the 
street lamps in the September quarter was £244, and the net loss 
£174. The Council agreed that the works department should bear 
half the loss. | 


London.—SToKE Newrncton.—There was a surplus of 


` £1,023 on the year's working of the electricity undertaking ; £500 


has been allocated to reserve, £500 to reduction of rates, and the 
balanoe carried forward. 

The Finance Committee has received a claim from the Inland 
Revenue authorities for £350, excess profits tax in respect of 1915, 
based on a three years’ average. 

PoPLAR.—The Electricity Committee has considered a report by 
the engineer on extensions required to meet increasing demands, 
the installation of,an additional 6,000-Kw. set is estimated to cost, 
under present conditions, £706,500, of which £61,750 would be 
chargeable to loan account. Ав an alternative the engineer 
suggests linking-up with the L.C.C. tramway generating station 
at Greenwich, which would involve a capital expenditure by the 
Councilof about £8.100. The Committee stated that if this scheme 
is adopted it would be of advantage to both undertakings, the 
peak of the load at the two stations occurring at different hours ; 
the engineer is to continue negotiations with a view to its adoption. 
The Committee recommends the provision of a Lee recorder on the 
turbines in the old engine room. The Committee arranged for the 
provision of an electrical exhibit—jointly with Stepney B.C.—at 
the National Economy Exhibition at the People’s Palace. 

Acting in collaboration, the engineers of the Poplar and Stepney 
Borough Council electricity departments have got together a very 
attractive exhibit, comprising lighting fittings, motors, vacuum 
cleaners, and a great variety of heating and cooking apparatus, 
representing most of the well-known makers. Electric irons, of 
which a considerable number are used in these districts, form a 
prominent feature of the show, the ease with which they are 
coupled up to a lampholder and put to good «service being demon- 
strated by a young lady. It is remarkable how a living exhibit of 
this kind appeals to the passing crowd. Actual demonstrations of 
the cooking of cakes, boiling water, &c., are also given. The 


engineers in charge of the stand report that good work is being. 


done in educating the public to a due appreciation of the con- 
venience and other advantages of electricity in heating and cooking 


—the lighting speaks for itself; in addition to the local visitors 


many West-End residents have called at the stand, a fact which 
emphasises the importance of efficient: collaboration between all the 
metropolitan supply undertakings—for this East-End exhibition is 


‚ thus directly benefiting the West-End supply authorities, at no cost 


to the latter, aud the service should be reciprocated. Clear evidence 
is afforded by the exhibits of the progress that is being made in 
the design of heating and cooking apparatus. Poplar having led 
the way in connection with ‘‘halfpenny units," it is pleasing to 
record that excellent results are being obtained ; the lighting 
charges have not been increased during the war, and the power 
charges, in spite of the great cost of coal, have only been advanced 
10 per cent. f 

KENSINGTON.—The B.C. has been recommended to agree to the 


proposal of the Notting Hill Electric Lighting Co., Ltd., to increase 


the charge for eleotric current by a further 10 per cent., bringing 
the price to 6d. per unit. 


Ormskirk.—The B. of G. has decided to ask the Chloride 
Electrical Storage Co. to put the battery in order, under the terms 
of the maintenance agreement, and is to employ Mr. Gibbs, who 
has been appointed consulting engineer, to superintend the work. 


Rawtenstall.—LiNKiNc (Ор. — The engineer recently 
reported that the original scheme for the supply of electricity to 
Haslingden had been amended in order that Rawtenstall electricity 
undertaking might be linked up with the Accrington undertaking. 
A larger cable has been laid, and additional switchgear will be 
necessary ; application is to be made to the L.G.B. fo» sanction to 
borrow £100 for this work. 


Rochdale.—WoRks EXTENSIONS.—AÀt a meeting of the 
Gas and Electricity Committee the. Works Sub-Committee reported 
against the recommendation of the borough electrical engineer that 
the full scheme of electricity works extensions and improvements 
(recently suggested as desirable by ап expert adviser), should be 
carried out, and the report was adopted. The full scheme was ` 
estimated to cost £60,000; the smaller scheme, now in hand, is 
estimated to cost £10,000. 


Shipston-on-Stour.—A meeting was held on September 
21st to consider the desirability of taking over the plant of the 
Electricity Co. and amalgamating the concern with that of the 
Gas Co. It was announced that the directors of the Gas Co. would 
be pleased to amalgamate if the proposals were considered to be 
suitable. A provisional Committee was appointed to go thoroughly 
into the matter. 


Southampton.— Тһе question of coal storage at the 
electricity works is causing difficulty, and the Committee is 
approaching the Railway Co. to extend its sidings. In connection 
with a new arrangement for dealing with the ashes in the boiler- 
house, it will be necessary to install an elevator similar to the one 
now at work. The engineer reports that cable faults developed in 
the Western Shore Road recently, between the West Station and 
the works, and near the Baths; it was found that continuous 
flooding by sea water had caused deterioration of some of the 
cable, and the engineer has been authorised to renew it at a cost of 
nearly £300. The Committee authorised him to carry out the 
works suggested. 


Walton-on-Thames.—PRIcE INcREASE.— The B. of T. 
has informed the U.D.C. that it has consented to the varying of the 
maximum prices in the local Electricity Supply Order, the price 
for September 30th to be 7d. per unit. 


West Ham.—Price INcREASES.— The E.L. Committee 
has decided to recommended a general increase in the rates charged 
for electricity. The engineer has arranged for the rewinding by 
the contractors of the 5,000-Kw. turbo-alternator which failed, and 
is to make arrangements for the repair of No. 6 engine. 


Wigan. — Loan APPLICATION, &c. — The Т.С. has 
decided to apply to the L.G.B. for sanction to borrow £11,038 for 
& cable to connect Hindley and Ince to the Corporation generating 
station, and to provide transformers and switchgear. 

At a special meeting of the T.C. on Wednesday last week, the chair- 
man of the Electricity Committee, in proposing the adoption of the 
minutes of that Committee, stated that it had been found impera- 
tive to terminate the appointment of the electrical engineer, and 
further tendered his own resignation, if it was considered that he 
was partially responsible for-the situation which had arisen. 


TRAMWAY and RAILWAY NOTES. 


Blackpool. — TRAFFIC Recorps.—Figures presented to 
the Tramways Committee, on September 21st, show that during 
the four weeks ending September 14th the receipts were £18,906, 
compared with £11,967 last year, an increase of £3,939, or nearly 
£1,000 a week. The receipts per car-mile reached the high figure 
of 2s. 10%d., an increase of 4d. From April lst to September 14th 
the receipts were £65,508, compared with £53,379, an increase of 
£12,129. The passengers carried numbered 10,230,229, compared 
with 7.884,132, an increase of 2,345,797, Тһе takings per car-mile 
were 28. 2d., an increase of 23d. 
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Cardiff.—AccipENT.—On Saturday last а car was pro- 
ceeding at a moderate speed, when the overhead trolley-arm left 
the wire and swung with great violence against an iron standard. 
The arm was broken off and fell on top of the car, inflicting face 
and head injuries on four passengers. = 


Clayton-le-Moors.—The Lancs. and Yorks. Railway Со. 
has applied to the B. of T. for an extension of time until June 5th, 
1918. for completing the works authorised in the Clayton-le-Moors 
Light Railways Order, 1912, which includes work in the districts of 
Clayton-le-Moors U.D.C.. Burnley R.D.C., and in the Borough of 
Accrington. | 


East Нат,—НАҺЕРЕХХҮ FanEs.— The Council has 
cousidered the question of the abolition of halfpenny tramway 
fares and stages ; in view of the fact that up to the present the 
L.C.C. has not arrived at any definite decision on this question, 
further consideration has been deferred, and the Mayor, the 
chairman of the Tramways Committee, and the engineer have been 
appointed to attend any conference of the metropolitan boroughs 
that may be convened on this question. 


Glasgow.— At its last meeting the T.C. by a large 
majority, decided to increase the working hours of the tramway 
department from 51 to 54 per week, except in the cases of permanent- 
way labourers, mains and cable labonrers, and red-leaders, in whose 
cases the hours were raised to 56, and to pày a war bonus of 2s. to 
the men and ls. to the women. It was explained by ex-Bailie 
Montgomery, the convener, that even this increase did not bring 
the employés up to the standard of the working hours in similar 
undertakings. For the extra three hours it was proposed to pay 
time and a half. The addition to the wages bill would be £44,408, 
and the net cost. allowing for the value of the three extra hours’ 
work, would be 425.393. The increases represented an advance of 
41 per cent. on the wages since June, 1914 

It was reported at the T.C. meeting that altogether 1.991 women 


had been engaged, 630 had resigned, and 85 had been dismissed ; - 


there were now 1,385 women on the cars, of whom about 150 were 
employed as drivers. 


Lowestoft.— Thc tramway receipts for the four weeks 
ended July 22nd totalled £631, comparing with £801 for the 
corresponding period last ycar. To September 9th the receipts 
were £6,809, as compared with £8,739. The Tramways Committee 
has recommended that 6750 be provided in the borough rate on 
account of the deficiency ; it has been decided that from October Ist 
the cars shall cease running-at 8 p.m. The tramway manager 
has been instructed to employ women drivers if necessary. 


Oldham.—FemaLeE Lasour.—Six female car cleaners 
have now been put on for night shift work at the sheds, in addi- 
tion to the female car cleaners who work through the day. The 
manager reports difficulty in getting suitable women a8 car eon- 
ductors, and he told his Committee that Manchester апа Preston 
appeared to be experiencing the same difficulty. 


Rochdale.—The Tramways Committee has refused an ` 


applieation by the local branch of the Tramway and Vehicle 
Workers’ Union for an increase of wages for the workers in the 
tramway department. | 

COLLISION.-—T wo cars came into collision on the Spotland 
route on Sunday nicht, and considerable damage was done to both 


of them. The drivers were injured, and had to be taken to the 
infirmary. 


Rotherham.—Co.tstox.—On Saturday last, as а result 
of a collision between: two cars on the Dalton section of the 
Corporation tramways. five women and two children were в] ightly 
Injured. 


Swansea.— TRAMWAY Т,ЕАВЕВ.—Тһё B.C. hag recei ved 
a recommendation of the Tramways and Electric Lighting Com- 
mittee that new leases be granted by the Corporation to the 
Swansea Improvements and Tramways Co. of (a) the tramways 
included in the tramway lease dated Octoher 23rd, 1906 ; (5) the 
light railways and electrical equipment included in the light rail- 
way lease of October 23rd. 1906 ; and (е) the tramways recently 
constructed under the Swansea Corporation Act, 1912. and that the 
existing tramway and light railway leases should be surrendered. 
For the sake of economy the Council resolved that one new lease 


be granted. and that if such a course is not practicable the three 
new leases be granted. i 


TELEGRAPH and TELEPHONE NOTES. 


Breakage of Insulators.—During the hearing of a case 
at Oldham Police Court, in which a bey was summoned and fined 
for damaging insulators on the telegraph poles, it was stated that 
about 1,000 insulators in Oldham had been broken during the past 
12 months. 


New Zealand.— Tho Telegraph Money Order Service, 
which was instituted on July Ist last with certain of the British 
Oversea Dominions, will be extended on October 2nd to British 
Guiana and New Zealand. The transmission of the telegrams of 
advicé at the deferred rates reduces the charges by one-half. 


Norway.—A contract has been concluded, through the 
firm of A. B. Laurentzon, with the Western Electric C .. for the 
building of a new telephone exchange in the town of H mar. 


Science in France.—The French recognition of the need 
for a closer harnessing of science in the service of electricity is 
shown by a recent decree signed by the President of the Republic. 
In his covering letter to the President, the Minister of Commerce, 
Industry, and Telegraphs states that the war has exercised a real 
influence on the rapidity of the progress accomplished in the last 
two years in telegraphy and telephony: it has led scientists and 
technicians, whose labours were formerly directed elsewhere, to 
occupy themselves with problems raised by these subjecta and 
radiography. It has also definitely affirmed the need for a 
collaboration of science, industry, and the public services. Hence 
it is needful to call for the assistance of eminent scientific and 
technical persons for the settlement of such problems as are raised 
by telegraphy and postal equipment, and that their services to this 
end should be retained permanently. Then follows the indication 
of the creation of a singie Technical Committee, in six sections, in 
the room of the several Committees formed at various periods pre- 
viously. It is incidentally remarked that the staff .of the Adminis- 
tration of Posts and Telegraphs has grown from 7 5,000 in 1895 to 
135,000 at the present time.. 


Telephone-tapping.—On September 25th, charges of 
unlawfully having plans and telephone-tapping apparatus in his 
possession. which had been preferred against John Yeardye, an 
inspector of works, were withdrawn by the military authorities, who 
ascribed the incident to Yeardye's carelessness and inquisitiveness. 


Wireless Telegraph Patent Decision.—The all-important 
" valve" patents have been occupying the Courts of the United 
States for a considerable time in an action brought by the Marconi 
Co. against Dr. Lee De Forest foran infringement of their Fleming 
patents, and a counter-action by De Forest claiming damages for 
infringement by the Marconi Co. J udgment was given last week 
in favour of the Marconi Co. Dr. Fleming's patents were declared 
to be master patents, not anticipated by De Forest or anybody 
else. The De Forest Audion was held to be an infringement of 
the Marconi Co.'s Fleming patents. 

The AtJantic Communication Co. of America, a subsidiary com- 
pany of the Telefunken Co. of Berlin, has infringed a number of 
patents in order to obtain a possible wireless service across the 
Atlantic, and fearing an action by the Marconi Co. against it 
which is pending, recently purchased the De Forest patents for the 
sum of $150,000. | 

Dr. Fleming's “ valve," and many infringements of it, have been 
largely responsible for the developments in the reception of wire- 
less telegraphic messages over long distances. It was the intro- 
duction of these “ valves" which gave a value to the Poulsen 
system, and has been principally responsible for such success as the 
Germans have obtained both abroad and at home in wireless 
telegraphy. We are informed that the experiments recently carried 
out in wireless telephony in the United States, which gave вепва- 
tional results, were achieved solely by the use of the Marconi Co.'s 
Fleming valve patents. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia. —SvDNEY.—J anuary.?2nd, 1917. Electrical 
plant (converter, : battery, booster, and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specii- 
cation from E.L. Department, Town Hall.* 

MELBOURNE.— September 29th. City Council Insulated and 
H.D. copper cables. See "Official Notices" September 8th. . 

October 17th. For the Deputy P.M.G. (1) Sleeves and tapes 
(Sched. No. 1.355), and (2) 3,100 stay-rods, with low tighteners 
(Sched. No. 1,359).* a 

October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling (Cont. No. 30,343). 
November 1st. 50,000 yeliow-flame arc carbons,* 

December llth. Cit; Council. ‘Supply and erection of coal 
transporter plant. See "Official Notices " September 15th. 

PERTH.— November Sth. P.M.G. Accumulator parts (Schedule 
527 W.A. DAP 

SOUTH AUSTRALIA.--November 15th. P.M.G.'s Department. 
Automatic switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. ^ 


Grenada.—October 31st. The Government of Grenada, 
British West Indies, is inviting proposals for supplying electricity 
for lighting and power in the town of St. Georges, Grenada, and 
residential suburbs within a radius of three miles. Plan and 
particulars, £2 2s. Tenders to Colonial Secretary, Grenada, British 
West Indies. 


Halifax.—September 28th. L. and Y. Railway. Twelve 
months’ supply of steel sheets (Siemens and electrical), schedule 51. 
Mr. Warino, stores department, Osborne Street, Manchester. 


Johannesburg.— Municipal Council. Twelve gross of 
carbon brushes for electric motors, (Contract. No, 178,)* 
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New Zealand.—WELLINGTON. October 11th. Public 
Service Stores Tender Board. 1,000 magneto extension bells, 1,000 
ohms. 


Paris. — October 2nd. Four lots of rubber-ingulated 
telephone cables. Particulars from the Direction de I’ Exploitation 
Téléphonique 2° Bureau. 103, Rue de Grenelle. Paris. 

October 2nd. Nineteen lots of papor-insulated. lead-covered 
electric cables (one lot relates to the transformation of old 
material) Particulars as above. 

October 7th. Thirty-three lots of porcelain or glass double and 
single bell insulators. Particulars as above. у 


Specifications for the items marked * can be scen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. 


Faversham. — T.C. 500 tons of Welsh coal for the 
electricity works : Messrs. Davis, £2 1a. 6d. per ton. 
Glasgow.— Tramways Committee. Tenders accepted :— 


V.I.R. cable.— Pirelli, Ltd. 
' Chilled-iron brake blocks.—Miller & Co. 


Johannesburg.— The Town Council Works Committee 
proposed to accept an offer of the South African General ElectrieCo. to 
let on hire an electrically-driven vehicle for street - watering purposes 
for £10, plus £12 for а driver, and £15 for garaging, charging. 
oiling and greasing—total £37. To mount a 450-gallon tank with 
a sprinkler on the vehicle will cost £6 10s. The purpose of the 
Committee is to make a comparison of cost between horse and 
motor-driven traction. 


London.—PoPLAR.—The Electricity Committee reports 
having invited tenders from 15 firms for the provision of ash- 
handling plant at the generating station, but two tenders only 
have been received. nearly all the firms being fully occupied with 
war work. Only one of the tenders received is complete. The 
most complete scheme is that of Messrs. Strachan & Henshaw, of 
Bristol, at а total estimated cost of £3,855. An alternative scheme 
for loading into wagons only, with grab, but allowing in construc- 
tion for eventual extension in accordance with the complete 
specification. has been obtained, the estimated cost, exclusive of 
foundations, being : 1,419. With the foundations. the total cost 
of the scheme is estimated at £1,600. The plant is necessary to 
enable the motor-wayons obtained for removal of ashes, and now 
loaded by manual labour, to be fully and economically utilised. 
The Committee recommends that ash-handling plant. as specified, 
ре obtained and erected at a total estimated cost of £1,600. 

SouTHWARK.—The Electric Light Committee has accepted the 
following tenders for coal :—-Messrs. G. Hinchliffe & Co., supply 
during 12 months of 7,000 tons Midlands 1}-in. slack, at 21s. 114. 
per ton: and Messrs. E. Foster & Co., supply during 12 months of 
2.000 tons West Cannock 2-іп. slack, at 22s. 5d. per ton. 


New Zealand.—WeLLInecron.—The following tenders 
have been accepted by the Public Works Department :--- 


Bare copper wire and cable, £2,140.—8. Brown, Ltd. 
Braided cable, £3,853.—Lawrence & Hanson Electrical Co., Ltd. 
Insulated cable, £2,876.—Turnbu!l & Jones, Ltd. 


— Хем Zealand Shipping and Commerce. 


Southampton.— Тһе contractors for installing electric 
light at the Eastern District School have written stating that when 
tendering they had a favourable offer for tubes, fittings. &c.. which 
has since been withdrawn, and in the circumstances they must 
withdraw their tender or increase the amount by £55. A sub- 
committee is considering the matter. 

Tenders accepted for coal for the electricity works :— 


Usher & Co.—1,800 tons Bolsover 14-in. slack, 23s. 6d. per ton. 
Cory Bros, & Co.—1,000 tons Ibstock D.8. nuts, 27s. 6d. por ton. 
Stewart & Co.—900 tons Stockingford nuts, 27s. 6d. per ton. 
Bradbury & Co.—300 tons Measham nuts, 28s. 2d. per ton. 


NOTES. 


On Setting the Clocks Back.—Mr. F. Hope-Jones, 
M.LE.E., M.Brit.Hor.Inst., kindly sends us the following hints on 
the proper method of restoring our clocks and watches to the paths 
of probity and rectitude :— 

Many millions of clocks and watches will be set back an hour 
on Saturday night at the end of the month. and there is no doubt 
that some damage and much inconvenience will be caused Бу care- 
less handling of them. particularly in the case of striking clocks. 

Watches and time-pieces—the latter easily distinguishable by the 
fact that they have but one key-winding hole—can be turned back 
an hour without fear of damage, because the hands are spring-tight 
upon the axles of the wheels. 

Striking clocks are of two kinds, one in which the hourly pro- 
gramme is dictated by a snail and rack, and the other which 
accomplishes it by means of a ^" dividing " or “locking “ plate. In 
the latter, when you turn back the hands you do not carry the 


striking part with them, and if they are once out of phase with 
the striking, they will not right themselves. 

If you are in doubt as to which of the two classes your striking 
clock belongs to, and none but a professional watch and clock maker 
or an expert amateur is likely to know, it will be well to treat all 
striking clocks in the same way nnd either stop them for an hour 
and then start them again, or set them forward 11 hours. The 
latter course is recommended as being the easiest and least likely to 
interfere with their internal arrangements. But you must be 
careful to give them time to strike after each hour and between the 
quarters if necessary. 

_Employés’ time registers and workmen's time recorders of all 
kinds, on the other hand, must be stopped for an hour and restarted, 
otherwise the typeprinting mechanism will be put out of phase 
with the clock.. | 

When daylight saving was introduced in May last, it was said 
that electric clocks had come into their own, and it was certainly 
a great boon in some thousands of business establishments, fac- 
tories, and institutions to be able to set on all the clooks in a few 
minutes by merely pressing a lever in the master clock. 

, But there is no such automatic device in electric clocks for set- 
ting the clocks back, and the controlling pendulum’ should be 
stopped for an hour and then set going again. Of course, on board 
ocean liners. where the clocks are changed daily. " Synchronome " 
installations are provided with special facilities for the purpose. 
On turning the hands of the master clock back, the dials through- 
out the ship are short-circuited and have to wait until the hands 
of the master clock have reached the place from which they were 
moved, automatically switching in the others again. It has never 
been suggested that daylight saving justifies this device being 
fitted to ordinary installations : however, it is no small advantage 
to be able to stop and start large groups of electrical impulse dials 
by dealing with their master clocks, and the Synchronome Co. will 
set 5.000 to time by this means in London alone. To sum up :— 


Watches sis Set the hands back. 

Non-striking clocks Set the hands back. 

Striking clocks Set forward 11 hours and allow 
plenty of time for them to 
strike. 

Stop for an hour and restart. 

Stop for an hour and restart. 


Employés' time recorders 
Electric clocks 


The Changed Outlook of Labour.—Mr. Stephen Walsh, 
M.P., chairman of the Works Section of the English Conciliation 
Board, speaking at Wigan. on Saturday, said that our own people 


` had often been set aside while positions of trust and responsibility 


had been given to Germans: but wherever the Germans went 
they had not merely been carrying on their freedom of trade; 
they had at the same time been carrying on an accursed system of 
spying in our midst. which had almost led to the undoing of the 
nation. British fairplay was proverbial all the world over, and we 
had carried it to such a degree under the guise of trade that there 
had been traitors in our midst who had almost destroyed the 
kingdom and all that it stood for. After the horrible facts which 
the last two years had given us. surely it was the lesson of common 
sense. not to speak of high statesmanship, to develop our own 
resources in our own land. Why should we always make ourselves 
the dustheap and the dunghill of the whole world? "There was a 
thousand and one things which we could just as well produce in 
our own land. or in the Dominions affiliated with us, instead of 
being dependent. upon the foreigner.— Morning Post. 


Liverpol Electrical Dispute.—4A long drawn out dispute 
between the Liverpool Master Builders’ Association and the Liver- 
pool branch of the Electrical Trade Union seems at last to be on 
the way to settlement. "The friction arose out of a demand on the 
part of the men for increased wages, reduced hours. and various 
minor concessions. Arbitration was at length agreed upon between 
the parties, and the Rev. H. Bunnico is acting as arbitrator, his 
decision to be final. He is now in Liverpool taking evidence with 
the object of ending the deadlock.-—Lirerpuol Post, 


А Lamp-Filament Breaker.—4A device for breaking the 
filaments of incandescent lamps which are returned into its supply 
department, has been constructed by the Boston Edison Co.. and is 
in regular uae in the local lamp division. Among the thousands of 
incandescent lamps returned as having been burned out by customers 
are many which. though not entirely useless, nre. nevertheless, 
unfit for further service. To prevent purchasers from sorting the 
lamps and reselling those with filaments intact. a means of breaking 
the filaments of lamps of sizes up to 250-watt tungsten was sought. 
As а result, an apparatus was constructed consisting of a laminated 
U-shaped eleetromagnet with a gap sufficiently wide to admit а 
large-sized lamp between its jaws. А quick-acting lamp socket is 
arranged between the jaws of the U and is supplied, in series with 
a resistance. from a 220-volt А.С. circuit. In addition to this fixed 
resistance. another сап be switched-in in parallel. When a lamp 
is pushed into the socket the effect is to break the filament instantly. 
The resistance in series with the lamp prevents short-circuiting on 
the 220-volt main in case of an occasional defective base. If. as 
sometimes happens with very large tungstens, the filament breaks 
and welds near the leading-in wires, the second resistance is thrown 
in. thus allowing more current to flow. and invariably breaking the 
filament. The direet-current field is left on continuously while 
operating. With this apparatus filaments are broken ах rapidly as 
the lamps are inserted in the socket and placed to one side. and the 
lamp is in no way injured, nor is the blackening of the bulb 
increased, 
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Steel Conductors for House Wiring.—Judging by an 
editorial in the Electrical Review and. Western Electrician, the use 
of iron and steel wires for house-wiring, which originated in 
Germany under the stress of circumstances, is attracting attention 
in the United States. As we pointed out їп опт issue of J une 30th, 
there is a great deal to be said in favour of this practice. in view of 
the small eurrents required nowadays for domestic lighting circuits. 
Our American contemporary suggests that the use of iron wire 
may prove to be a much more satisfactory means of reducing the 
cost of wiring than the concentric system, which was recently 
taken up in the United States with great enthusiasm, but appears 
to have given very disappointing results as regards economy. We 
hope that the Wiring Rules Committee of the I.E.E. will take the 
subject into consideration, as it is a matter of no little importance 
to our own electrical industries. 


American Glass for Lamp Bulbs, — Тһе glass used 
in making electric light bulbs is a very special kind of glass that 
must withstand sudden changes in temperature and also great 
pressure. Heretofore it has been thought that only glass made 
with a certain amount of potash was suitable. 

The outbreak of the war cut off the supply of potash from Ger- 
many. However, recently the research chemists of the General 
Electric Co. have succeeded in producing a glass for making elec- 
tric light bulbs by replacing potash with soda in the glass mixture. 
This glass has proved greatly superior to the old potash class ; so 


much so. that potash glass will no longer be used —Canadian 
Engineer. 


Applications for Provisional Orders.—The Board of 
Trade has addressed the following letter to the Parliamentary 
Agents’ Society :— 

I am directed by the Board of Trade to state that they have 
under consideration your ‘letter of September sth, submitting on 
behalf of the Society of Parliamentary Agents certain representa- 
tions for a modification of the notice issued by the Board last year 
to the effect that applications for Provisional Orders would not be 
entertained except in cases when extreme urgency existed. 

The Board realise that the position has altered since the issue of 
the notice in question, particularly in the direction indicated in 
the circular letter issued by the Local Government Board on 
August 28th last, and in these cireumstanees the Board of Trade 
will be prepared to entertain applieations for Provisional Orders 
in the ensuing session when it can be shown that the establishment 
of works uuder the schemes proposed will be proceeded with as 
soon as; practicable after the termination of the war. 

In determining whether an application shall be allowed to pro- 
ceed, the Board will have particular regard to the considerations as 
to how far the exercise of the powers will provide an outlet for 
labour or for the utilisation of plant and machinery which have 
been provided for the purposes of the war. 

The Board will be prepared to consider proposals before any 
expenditure is incurred in respect of the publication of notices, &c., 
and to intimate whether, in their view, & prima facie case has been 
made out for the promotion of the application subject to consider- 
ation of objections. E 

The Board are, however, of opinion that it is undesirable that 
proposals shall be put forward which are likely to provoke serious 
opposition, or to prove unduly costly to promote. 

I am to add that the policy of the Board in dealing with these 
applications may be subject to further modification in the event of 
a change in the general situation due to the war. 

I am, Sir, 
Your obedient Servant, 
C. HiPwoop. 


Fatality.—The Zimes states that a Belfast electrician, 
namel Gerald J. "MacErleane, was killed at the Inver Bleach Works. 


Larne, on Saturday, owing to his clothes becoming entangled in the 
machinery. ! 


Electro-Harmonic Society.—The first smoking concert 
of the season will be held at the Holborn Restaurant (King’s Hall), 
on Friday, October 13th, at 8 p-m. The other events in the pro- 
gramme for the season are as follows :— 


Ladies' Night Monday, November 20th. 
Smoking Concert . Friday, December 15th. 
Smoking Concert Friday, January 5th. 

Ladies’ Night Monday, February 1?th. | 
Smoking Concert -. Friday, March 16th. 


Educational Notes.—Untversity ОЕ LONDON, UNIVER- 
SITY COLLEGE.—Prof. J. A. Fleming, F.R.S.. will deliver a public 
lectureon “ Long-distance Telegraphy and Telephony." on Wednesdav. 
October 18th, at 5.30 p-m.. and a course of six lectures on " Long- 
distance Telephony." on Fridays at 5 p.m.. beginning October 27th. 
1916. The publie lecture ig open without fee or ticket. The 
course i8 open to non-members of the U niversity: application 
for tickets of admission to it should be made to the Secretary. 


THE POLYTECHNIC SCHOOL OF ELECTRICITY. Regent Street, W. 
— The evening classes in electricity. electrical engineering and 
physics commence on Monday next. under the charge of Mr, W. 
Hibbert, A.M.LE.E. 


The Restriction of Output.—The Shetfield correspondent 
of the Engineer writes as follows on this important subject :-~ 
“ The question of munitions output is often discussed in a way that 
would lead one to suppose that the idea of restrietion was dead and 
buried. I was speaking with a director this week regarding 
prospects for Sheftield trade after the war, He knows the situation 


in and out and through and through. His opinion was that every. 
thing depended upon the attitude of the men. The best men amongst 
trade union leaders, he believes, are quite to be depended upon to 
advise the workers wisely. but there is the other element to 
take into consideration, which poisons the minds of many of the 
workers, with the result that output is seriously restricted. ' You 
must remember, he added, ` that after the war, ontput is going 
to be the great question. The German workmen earned, before the 
war, less than our men, worked longer hours, and turned ont more 
per man.' There is, of course, no suggestion of lower wages in 
this country to meet the difficulty, but the output will have to be 
quickened. The war has speeded things up, but few realise how 
much latent energy there still remains if certain men would only 
utilise it. They could do it without injuring their health in the 
slightest or shortening their lives by an hour. The director with 
whom I was speaking is of opinion that trade unionists everywhere 
will have to recognise the truth that a man must be free to turn 
out as much as he reasonably can in a given time, and that his 
earnings must be according to his merits. The policy of measuring 
the work of & man by the ability of the slowest is one that has 
been holding us back industrially, and therefore commercially. In 
future a man must be at liberty to put in his best work, and 
employers must place no restriction upon the earning possibilities 
of such a man. "That will be the sort of profit-sharing that will 
not only appeal to the men themselves, but will bring out the best 
men and multiply the output. The other day I had an opportunity 
of chatting with a munition worker, who had seen things that amazed 
him. A short time ago he was a tradesman ; now he knows far more 
about shells than do many men who have worked among them all 
their days. ‘It is not, he said, ‘зо much what the trade unions 
tell the men to do, as what some of the trade unionists agree 
amongst themselves to do. For instance, there was a certain part 
of a shell which these men declared they could only make at the 
rate of 15 a night shift. Well, you could go to sleep half the night 
and do 15 easily. A proof of what І say is that just recently a 


youth—he was not much more— made 65 during a night shift, and 


felt none the worse for it. ‘Take another operation in shell making. 
The trade unionists said they could only do а dozen a day, but a 
youth the other day did 30 without any particular exertion, whilst 
anybody could do 20 in the time. It is not in that spirit that 
wage possibilities will be increased after the war. If the workers 
do not co-operate with the employers about the enterprise of the 
latter in entering new markets abroad, whether they be Russian or 
any other, their efforts will be futile. The interest of the employer 
is the interest of the worker, and. where that is not so, trade union 
leaders may quite be trusted to present the case of the men." 


‘Volunteer Notes.—FiRsT LONDON ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place, S.W.— 
Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 
manding. 

Monday, October 2nd. — Technical for Platoon No. 9. at 
Regency Street. Squad and Platoon Drill.Platoon Хо. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25—8. 

Tuesday, October 3rd.—School of Arms, 6—7. Lecture, 7.15. 
" Development of the Soldierly Spirit." The Adjutant. Range 
Practice. 

Wednesday. October 4th.—Instruction Class, 5.45. 
Drill, Platoon No. 3. Range Practice. 

Thursday, October 5th.—Platoon Drill, Platoons Nos. 5 and 6. 
Range Practice. 

Friday, Octoher 6th.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. Recruits’ 
Drill, 6.25— 8.25. 

Saturday, October 1th.—N.O.0.8 Class, under Company Com- 
mander W. D. Bentley. 2.30. à eevee 

Sunday, October 8th.—Entrenching.—Parade Victoria Station 
(S.E. & C. Railway). Booking-office, 8.45 a.m. 

-Vote.—Members who have not yet obtained their Cards of 


Membership should apply to the Adjutant on Tuesdays or 
Thursdays. 


Platoon 


MACLEOD YEARSLEY, Adjutant. 


Institution and Lecture Notes.—Iron and Steel 
Institute.—At the autumn meeting of the Institute, Sir William 
Beardmore, chairman, stated that it was proposed by the Council to 
form Committees to report on new developments in the iron and 
steel industry, and that a Research Committee should be appointed 
to make suggestions and give advice. It was hoped by these 
means to encourage a greater interest in the affairs of the Institute. 
The Council announced that the Privy Council had sanctioned the 
new by-law providing for the expulsion from the Institute of 
members who were subjects of a country at war with the United 
Kingdom. 


Institute of Metals.—At the autumn meeting, last week, Sir 


. G. T. Beilby was re-elected president of the Institute. 


The Faraday Society.— The Society will hold a general dis- 
cussion on “Refractories °” at its first autumn meeting. the date 
of which is provisionally fixed for Wednesday, November 8th, 1916. 
The discussion will be presided over by Sir Robert Hadfield, F.R.S., 
President of the Society, and the opening paper will be read by 
Dr. J. W. Mellor, of Stoke-on-Trent. Suggestions are invited from 
those specially interested in the subject as to any particular aspects 
which they would like ventilated or discussed, and those who are 
desirous of contributing to the discussion, or who wish to show 
any exhibit at the meetiny, are invited to communicate with Mr. 
F. Б. Spiers, Secretary of the Faraday Society, 82, Victoria Street. 
Westminster, S.W, 


Appointments Vacant.—Shift engineers for the St. James 
and Pall Mall Electric Light Co., the Malden U.D.C., and the 
Scottish Central Electric Power Co., Ltd.; borough electrical 


engineer and manager for Wigan (£400). See our advertisement ` 


pages to-day. 


OUR PERSONAL COLUMN. | 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted az to their movements, 


Central Station and Tramway Officials.—Mr. А. С. Crams, 
borough electrical engineer, reported to Croydon Borough 
Council on Monday that the main part of his work as honorary 
district manager of the Croydon area of the Metropolitan 

` Munitions Committee had now been completed. Part of a 
letter received by Mr. Cramb from the Committee ran as 
follows :— 

Your willingness at all times to give effect to the wishes of the Board 
(of Management), and the thoroughness with whieh the work of your district 
has been carried out, has been Righty appréciated by them, and has consider- 
"ably assisted them in carrying out their important functions, The Board also 
wish to thank you (ог your kind promise to render them assistance at any 
time in the future. 


In a further letter to the Council, the Committee expressed 
gratitude for Mr. Cramb’s untiring efforts and whole-hearted 
devotion to the work. 


Thirty-one applications were received for the appointment 
of tramway manager at West Ham in. place of Mr. Moffet, 
resigned, and seven candidates were interviewed. Mr. M. L 
SLATTERY, trafic manager, L.C.C. Tramways, for the past 
54 years, and previously at Oldham, Blackpool, Blackburn, 
and other places has received the appointment. 


General.—London Gazette Notice.— Territorial Force, Royal 
Engineers. Tyne Electrical Engineers: Sergeant RICHARD 
OwEN Porter, from Devon Fortress R.E., to be Second Lieu- 
tenant (on probation). | 

After 14 years’ service in the electrical branch of the chief 
engineer's department of the London County Council, Mr. 
H. С.'Нолр is resigning to take up an important position 
with Messrs. W. С Tackley & Co., Ltd., electrical and 
mechanical engineers, of 98, Blythe Road, Kensington, W. 

- Since he entered the Council's service in 1902, Mr. Hoad has 
carried out а very large number of electrical installations at 
the various offices, schools, institutes, museums, lodging- 
houses, &c. 


Roll of Honour.—The following is a list of men from 
Simplex Conduits, Ltd., who have been killed in the war :— 


Betts, A., Worcester Regiment (brass shop), France. 

Bodfish, H., Warwickshire Regiment (foundry), France. 

Ireland, J., Warwickshire Regiment (enamelling shop) France, 

Mousley, E. A.. R.A.M.C. (stores office), Egypt (died of wounds). 

Parker, G., Warwickshire Regiment (fittings shop), France. 

Robbins, S., Worcester Regiment (fuse department), France. а 

Swarsbrick, D. H., Warwickshire Regiment (purchasing department), France 

(Somme). i ds 

Fowkes, P. F., Royal Engineers (Manchester office) (died training at home). 

Lock, W. A., R.F.A. (general office). France. У 

Liddiard, В., Warwickshire Regiment (general officc), France (Somme). 
The following have been wounded :— 

Bill, N., Warwickshire Reamer (heating department), France. 

Birtley, A., Warwickshire Regiment (purchasing department), France. 

Boulton, C., Wiltshire Regiment (general office), France (Loos). 

Baird, G., Scottish Horse (Glasgow office), Gallipoli, 

Cain, J., Warwickshire Regiment (foundry), France. 

Quinney, J., R.F.A. (fuse department), France. 

Raison, F., Lancashire Fusiliers (forwarding department), France. 

Gough, M., R.G.A. (foundry), France. a 

Aldrich, Warwickshire Regiment (foundry), Gallipoli. 

Howell, W., Middlesex Regiment (foundry), France. 

Wooland, R., Warwickshire Regiment (forwarding department), France. 

Lieutenant W. H. STUART GARNETT, who was killed at a 
flying school last week, was, according to the Times, the 
second ‘son of Dr. William Garnett, and brother of the prin- 
cipal of the Manchester School of Technology. He was 34 
vears of age, and for a time was a practical engineer, and 
" brought out a remarkable text-book on the turbine. 

Sapper Јонх Brunton, R.E., 21 years of age, who was at 
an electricity works at Grangemouth before the war, has died 
from wounds. : 

Second-Lieutenant D. K. Cooper, Northamptonshire Regi- 
ment, reported missing, aged 92, was an electrical engineer 
with the Portsmouth Corporation. | | 

Rifleman Norman Ввоскькү, King's Royal Rifles, reported 


wounded, was employed by Messrs. Catons, electrical engi- 


neers, Oldham. . . 
Private RicHARD MiTcHELL, North Staffordshire Regiment. 
who has fallen in action, enlisted whilst on the staff of the 
Hanley Corporation electricity works. | р ; 
Corporal J. Н. Віснаврѕ, Royal Warwickshire Regiment, 
who has been wounded, is an electrical engineer, and was 
formerly on the Torquay Corporation electricity works staff. 
e was recently awarded the Military Medal for gallant 
conduct. : 
Private W. ForHERGIL.L, Royal Warwickshire Regiment, 
formerly with Messrs. Willans & Robinson, Ltd., of Rugby, 
hee fallen ir action. 


Corporal Frank TuiRrTLEWOOD, Oxford and Bucks. Light 


aj. 
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Infantry, killed in action, enlisted in September, 1915, whilst 
in the cost statistics department of the British ‘Thomson- 
Houston Co., Ltd., Rugby. 

Private NEWwELL, Royal Fusiliers, who is reported killed in. 
action, after being missing since August 7th, last, enlisted 
early in the present year. He was formerly in the drawing 
ollice of the British Thomson-Houston Co., Ltd., Rugby. 

Private JoskeH Nuta, R.A.M.C., who has died from dysen- . 
tery at Salonica, was formerly engaged ut the Corporation 
electricity works at Tunbridge Wells. Before going to 
Salonica he served at the Dardanelles and in Egypt. 

Sergeant J. D. SUTTON and Sergeant A. J. L. Moore, Oxford 
and Bucks Light Infantry, both of whom were on the staff 
of the British Thomson-Houston Co., Ltd., Rugby, have been 
wounded. 

The Norwich Electricity Committee reports that Mr. A. J. 
RANDALL, for many years employed in the electricity depart- ` 
ment, has recently been awarded the Military Medal for con- 
spicuous bravery in laying and repairing telephone cables 
under heavy shell and. rifle fire, and was decorated by the 
General Commanding before the whole Brigade. The Council 
is recording on its minutes its appreciation of Mr. Randall's 
action and of the honour accorded to him, and the Mayor is 
conveying to Mr. Randall an.expression of the Council's 
appreciation. 

Private Harry Huaurs and Corporal Josera бокрох, both 
of the Lancashire Fusiliers, and formerly in the employ of 
the Lancashire Electric Power Co., have been killed. 

Bombardier J. Parts, of the R.F.A., formerly employed by 
Messrs. Dick, Kerr & Co., Ltd., Preston, has been wounded. 

Private E. PEARCE, of the King's (Liverpool) Regiment, 
reported wounded and in a convalescent camp in France, was 
formerly engaged as: an electrical engineer at Blackpool. 

Staff-Sergeant HOWARD BRAMALL, formerly employed at the 
British Westinghouse Works, Trafford Park, has been awarded 
the Military Medal. 


Obituary.—Sir GEORGE FRANELIN.—We regret to record the 
death, which occurred suddenly өп Saturday last, at the age 
of 63 years, of Sir George Franklin, of Sheffield and London, 
who was chairman of the National Telephone Co., Ltd., in 
the period immediately preceding the transfer of the telephone 
system to the Post Office. We gather from one of the finan- 
cial dailies that Sir George joined the board of the National 
Co. in 1892, after having arranged the acquisition of the 
telephone business of-the Sheffield Telephone Exchange and 
Electric Light Co., which Messrs. Taskers initiated in Shef- 
field. The electric light system was taken over by the muni- 
cipality, and the telephone exchange was eventually absorbed 
by the National Telephone Co., when Sir George joined the 
board. On the death of Mr. Gaine he assumed also the office 
of general manager, a dual position, which was probably only 
rendered possible by the able assistance given by the engineer- 
in-chief and the general superintendent. As president of the 
company. Sir George acquired frow the start the confidence of 
the shareholders, and was especially’ successful in his conduct 
of the annual meetings, his statements being invariably clear, 
practical, and businesslike. He became president in 1906 in 
succession to Sir Henry Fowler, and occupied that position 
until the undertaking was taken over by the State on January 
Ist, 1912. Sir George was president of the Constantinople Tele- 
phone Co., chairman of the Telephone Development Co., and 
of the United River Plate Telephone Co., and a director of 
the British Thomson-Houston Co. 

Mn. Ricuarn Prick WiLLIAMS.—The Times, in recording the 
death of Mr. Richard Price Williams, an old railway engineer, 
says that when the telegraphs were taken over ‘by the State 
in 1871 the railways successfully contended that their pro- 
perty in the telegraphs and wayleaves should also be pur- 
chased under the ‘‘ Gladstone ’’ puvchase clause of the Regula- 
tion of Railways Act. 1544, and Mr. Williams was entrusted 
with the preparation of most of the claims, the satisfaction of 
which cost the Government some £3,000,000. 

Mr. T. А. Beut.—The death occurred on Thursday last week, 
suddenly, of Mr. Т. A. Bell, electrical engineer, Bradford. 
Mr. Bell, who was 48 years of age, carried on, in conjunction 
with his brother, Mr. D. A. Bell, the business of Charles Bell, 
electrical and hydraulic engineers, of Joseph Street, Bradford. 

Mr. Gorpox Davigs.—The death has taken-place, suddenly, 
of Mr. Wm. Gordon Davies, traffic manager of tbe Chatham 
and District Light Railways Co. He was 69 years of age. 


МИМИ > LA Са 


NEW COMPANIES REGISTERED. 


McLeod & Sons, Ltd. (144,891).—This company was 
registered. оп September 20th, with a capital of £2,000 in £1 shares, to take 
over the business of manufacturers of ships’ telegraphs and nautical instru- 
ments, marine, mechanical, electrical, and general engineers. and Pu ass 
adjusters carried on by J. Y. McLeod and T. W. McLeod as мрн, 2n 
at, 15, Cheapside, Liverpool, The subscribers (with onc share eac ) a d 
.' Y. McLeod, 15, Cheapside, Liverpool, nautical instrument такие 2 
Мсі.соч, 15, Cheapside, [шш nautical instrument maker; А. W. den x 
4l Castle Strect, Liverpool, accountant. Private company. pod пата " 
directors is not to be less than two or more than five; the mE c pi 
McLeod (managing director) and Т. W. McLeod. Registered office: 41, 


Street, Liverpool. 


. 
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because the security is ample, the interest payments are made 
free of tax, redemption is at 103 or by purchase in the mar- 
ket, and the yield on the money (taking income-tax at 5s. in 
the £) works out to the equivalent of rather over 7 per cent. 
Coupons are payable on January Ist and July 1st, so that at 
the present time there is three months' interest included in 
the price. 

There is no stopping the rise in British Columbia Electric 
Railway issues. This week the deferred has put on four 
points, the preferred three, the 44 debenture stock two, and 
the preference one. Some of the buying is jore to be on 
account of New York, where, by the way, the Stock Exchange 
is having the time of its Ше, and brokers are busier than 
most of them have ever been before. When a single motor 
company in America can make over 60 million dollars profit 
in one year, and when the shares of а munition-making com- 
pany rise from 25 to 710, no further evidence need be cited 
of Hie abnormal conditions prevailing on the other side of the 
pond. - | 

Mexican affairs are drifting towards the шша Doe and 
the latest news is far from happy. Some of Villa's followers 
are reported to have risen against Carranza; and Villa is 
giving further testimony to his abilitv to make things ex- 
tremely uncomfortable for the latest President. There are 
no changes in the prices of the Mexican utilities. Canadians, 
on the other hand, are very firm, and these, with the shares 
in the utility companies of the States, steadily improve. 

Armaments are better, and certain of the Copper group 
have hardened. The rubber market is active and buoyant. 
Business is on an animated scale, and although ‘the price of 
the raw stuff supplies scanty encouragement to enthusiasm, 
there is no mistaking the eagerness of the speculative investor 
to buy good shares. 


SHARE LIST OF ELECTRICAL COMPANIES. 
i Home ErkOrRIOITY COMPANIES, 

Dividend Price 

Аа Sept. 26, Rise ог fall Yield 
1914. 1915, 1916. this week, p.c., 


Brompton Ordinary  .. « 10 10 68 — £711 0 
Charing Cross Ordinary - 6 Б s — 714 
n do. do. do. 4 Pret.. 44 44 8 -— 8 6 4 
Chelseas  .. .. .. ., Б 4 вха — 618 4 
City of London .. We ues uB B m = 610 8 
do. do. 6 per cent, Pref, 6 8 10 — 615 8 
County of London a or q q 1039 — 698 
x do, б рет cent. Pref. о 1 1 — 5 15 8 
ensington Ordinary .. РЕ — 4 Б 
London Electric .. s С 4 8 1 — 619 6 
do. do. 6 per cent. Pref. 6 6 4 +ї 611 4 
Metropolitan "cU 4 8 2 T 591 
do. «р per cent. Pref, 43 8 — 740 
St. James' and Pall Mall .. 10 8 6 — 6 5 6 
South London .. is eo 5b б 212 — 616 1 
Bouth Metropolitan Pref. 7 7 1 — 6 1838 
Westminster Ordinary .. s 9 7 6 — 512 0 
к 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref, .. Зи 6 6 102 — 617 6 
do. ef, .. .. 80/- 88/6 231 — 78a 
Chile Telephone ° в “ee ee 8 8 7 M Б 14 5 
Cuba Sub. Ord. ee oe ee b b 8à — 6 8 6 
Eastern Extension E Vs 1 B 143 — 5 9 6 
Eastern Те], Ord. ee ee q 8 1454 aed *5 10 0 
Globe Tel. and Т. Ord. .. và 8 7. 124 ~ © 8 8 
do. Pref, S. 6 6 105 — 610 4 
Great Northern Tel, .. - 22 A 49 — б 4 9 
Indo-European ee ee ee 18 18 49 — 6 13 8 
Marconi ee ee ee ee 10 10 8} mS Yh j 8 4 0 
New York Tel. 44 ss E 44 4 100 — 410 0. 
Oriental Telephone Ord. .. 10 10 25, + oy 466 
United R. Plate Tel. .. a 8 8 6 — 1% *5 18 6 
West India and Pan. ee ee 1 TS 1 -— -— 
Western Telegraph «s ; 7 8 uf — *b86 
Home RAILB, 
Central London, Ord. Assented 4 4 73 _ 597 
Metropolitan os oo ae 1 1 242 ә 4 0 10 
Una do. е TEE A M 18 — Nil 
ndergroun ectric Ordinary i 1} + Nil 
o. do. "A" .. Nil Nil "i Ln Nil 
йо, do. Income 8 8 894 — 614 1 
FoRRiGN Trams, &c, 
Adelaide Sup. 6 per cent. Pref. 6 6 448 — 6 16 
Anglo-Arg. ''rams, First Pref, b B4 — 111 2 
до. 2nd Pret. ee Н, 8 = — 

. do. b Deb... 5 5 75 — 6 18 4 
Brasil Tractions .. e F 4 4 602 — 611 8 
Bombay Electric Pref. .. i 6 6 104 — 614 8 
British Columbia Elec. Rly. Pfce. 6 b 95 +1 618 4 

a do. Preferred — Nil 60 +8 Nil 
do, до, Deferred — ` Nil 59 44 Nil 

: do. . do. Deb. 4i 4 67 +2 810 9 
Mexico Trams 6 percent. Bonds — МЇ 48 —1 Nil 

„до. 6 per cent. Bonds — Nil 86 —1 Nil 
Mexican Light Common " Ni Nil 19 -. Nil 

do, Pref, .. -» Nil Nil 85 — Nil 
do. 1st Bonds EN Nil Nil 45 = — 
EEE MANCFACTURING COMPANIES, 
арсос сох se we) M 5 == 
British Aluminium Ота, a 5 7 251% +1/9 - T i 
British Insulated Ord. .. .. 15 17 12 — тоо 
British Westinghouse Pref. .. A 1 2 +19 617 0 
Callenders .. is us .. 16 20 123 +} 8 0 0 
do. 5 Pref. ae ae 5 4 - 617 8 
Castner-Kellner .. M . 00 — af — 568 
Edison & Swan, £8 paid .. Nl — 10/- = Nil 
do. do. fully paid .. Ni — 1$ — Nil 

do. do. 5 per cent. Deb. 6 5 624 — 800 
Electric Construction ., m 6 7% 17,6 — 811 6 
Gen. Elec, Pref. ., аал әй 6 6 10 — 6 00 

do. Ord. .. s .. 10 10 14 +} 615 7 
Henley oe ee oe ee 20 95 1 Fat 7 9 а 
do. 4à Pret. ae oe ee 4% 4 4 — 5 8 0 
Indis-Rubber  .. A .. 10 10 19 = *"3 8 4 
Telegraph Соп... .. .. 90 9) . 89 = «6 4 0 


* Dividends paid free of inoome-tax. 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the flgures &ppearing 
in the following list, that in some cases the prices are only genera], 
and they may vary according to quantities and other circumstances, 


Wednesday, September 27th. 


Latest Fortnight'g 
7 CHEMICALS, &с. ; Price. Inc. or Deo, 
a Acid, Oxalic .. zs vs .. per lb,’ 1/8 Vs 
a Ammoniac Sal - s . per toh £75 жа 
a Ammonia, Muriate (large crystal) E £64 m 
a Bisulphide of Carbon  .. x Е £38 oo 
a Borax ee oe es ee °з » £34 ee 
a Copper Sul hate ee on ee эз öl 
a Potash, Ch orate ee eo ee per Ib. 2/6 oe 
a К Perchlorate es ee эз 2/- oe 
а Shellac E ee oe Й oe per cwt. 128/ ee 
a Sulphate of Magnesia  .. .. per ton £18 2 
a Sulphur, Sublimed Flowers .. T #11 £1 ino, 
a ” Lump oe ae os n £14 10 #1 inc. 
a Soda, Chlorate  .. EM +» per lb. 1/- 14. dec. 
а ». C stals * s ee .. per ton 120J- ee 
а Sodium Bichromate, casks .. рег lb. a - 
& METALS, &c. | ; 
c Brass (rolled metal 2" to 12° basis) per lb. 1/3} to 1/34 4d. inc 
c » Tubes (solid drawn) P » 1/4 to 1/44  |jd.to 1d. inc 
с 3; Wire, basis „%* ee ee ИУ Uy to M8 4d. i 
c Copper Tubes (solid drawn) .. js 1/1 to 1/74 |łd. to 1d. ine 
g » Bars (best selected) .. per ton £167 £T ine, 
S » Sheet . fe ee ee , £157 £1 inc. 
E » Rod .. T aie 5 ў? #157 £7 inc 
d › (Electrolytic) Bars vs D £188 £6 inc. 
d ээ 11 Sheets oe n £156 £6 iac. 
А n Е Боде i i pr 26 inc. 
n А ire per lb. . ine, 
f Ebonite Rod.. гә ve Р js ti à - 
” Sheet Ы ee "n \ 2/6 ee 
n German Silver Wire rt e Е 9/8 m 
h Gutta-perchsa,fine.. .. .. " 6/10 EL 
h India-rubber, Para fine .. M - ~ 8/8 4d. dec 
i Iron Pig (Cleveland warrants) .. per ton Nom. T 
l » Wire, galv. No. 8, P.O. qual. n #86 ы 
g Lead, English Pig АС ee ee n £32 5 10/- inc. 
| 4 Mercury r.: oe ee ae per bot. £17 12 6 to £17 15 ee 
e Mica (in original cases) small .. per Ib. 64. to 8/- А 
е э d » ($) шош э 716 no 6. ee 
e 3. ” Т] rge .. to % up. ee 
d Silicium Bronze Wire .. ss per Ib. 1/83 Ё 4d. ine 
r Steel, Magnet, in bars .. .. per ton £95 #10 inc. 
g Tin, Block (English)  ..  ..  , £113 to £174 | 42 inc. 
n » Wire, Nos. 1 016 .. ee per Ib. 2/10 we 
a Ee eee 


Quotations supplied by— 


a G. Boor & Co. і 

с Thos. Bolton & Sons, Ltd, 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


g James & Shakespeare, 

A Edward Till & Co. 

i Bolling & Lowe. 

l Richard Johnson & Nephew, Ltd. 
п Р. Ormiston & Sons, 

r W. F. Dennis & Co, 


Kalgoorlie Electric Power & Fighting Corporation, Ltd. 
—The directors have declared a dividend on the preference 
shares at the rate of 4 per cent. per annum for the six 
months ending September 30th. d 


Calcutta Electric Supply Corporation, Ltd.—The number 
of units sold to consumers during the four weeks. ended 
August 25th, 1916, amounted to 2,073,593, compared with 
2,042,910 in the corresponding four weeks of 1915. 


Clyde Valley Electrical Power Co.—At (һе half-yearly- 
meeting, held in Glasgow last week, Mr. F. C. GARDINER 
said that the profit for the half-year was considered satisfac- 
tory, in view of the large increases in the price of coal and 
cost of labour and all material necessary for carrying on the 
business, and the cost of repairs, due to the heavy demands 
made on the company for direct and subsidiary munitions 
work. The contracts for supply showed an increase during 
the half-year of 4,408 H.P., and connections to mains ар 1n- 
crease of 7,544 H.P. It was expected that the new power 
station at present under construction near. Cambuslang woul 
be in commercial operation by the end of October. 


United Electric Car Co., Ltd.—At the annual meeting, 


оп September 90th, Mr. RosERT B. BanNINGHAM stated that 


throughout the year their works had not been employed at 
anything like their full capacity. The orders for cars in pro- 
gress twelve months ago had all been completed and de- 
livered, and very few orders for tramcars had been receive 
during the year. Corporations at home were holding bac 
their orders at the present time, and foreign trade they could 
hardly expect. The directors had obtained all the Govern- 
ment work they could get, but there was not much chance 
for the company to share in large profits. He had good hopes 
that the company would be ultimately paid for the cars they 
had delivered, chiefly in South America, but one could “not 
say how the purchasers, who were chiefly in occupied tern- 
tory in Belgium, would come out of it all. He was satisfied 
that when hostilities ceased there would be plenty of work 
both at home and abroad. 


“ 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING AUGUST, 1916. 


£213,714 in July, the general falling-off in value being, no doubt, 
due to the steady reduction in American electricàl imports into this 
country. The only notable exception was in the case of lamp and 
lamp-part imports, which reached a higher level, totalling some 
£50,000 in value, beside which our lamp export business cuts a 
very poor figure. Holland alone sent us some £36,000 worth of 
lamps and parts out of her total of £38,737 worth of business, and 


THE returns of electrical export and import business for August 
show a very considerable increase in value of the former as com- 
pared with the previous month, though the imports fell off in - 
value by over £30,000 in the same period. 


The total value of the exports was £553,957, as compared with 
£487.575 in July and £603,510 in June. The month's business 


included over £100,000 worth of submarine telegraph cable, while 
machinery, cable, lamp, and battery export values reached respect- 
able totals, though telephonic exports were on a reduced scale.. 
It will be noted that during the month the val 


to the Continent reached a high level. 


The imports total for the month was £183,151, as compared with 


ue of our exports 


it may be noted that she now occupies the second place as regards 
value of electrical material entering this country. Japan's efforts 
as an importer of electrical material into Britain resulted in 
£5,785 worth of business, as against £4,381 Worth in July. 


The re-exports for the month amounted to £14,948, or nearly 


£1,000 better than in the previous month. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


ГА 


r 


AGE NEM SEC EET . | ge |. | 289] 2 

|& © аон ави 8. | 83 |4 op |Z p] dS | 8 |835 agil _. 

Destination of exports and country consigning | UE | oES 255 of | OBB! Fad | БЕ 4558| $3 5 12 $T | g*g Ж 

ere | $85 Баз ен БЕ Бан 288 | 8a |BES| EB | $ БЕЗ 22) р 

p^ „Было Ба | See SAE до |959| SE 8 |де5 92a) E 

| B|szE 235 2 | Sty о | Ке 6 La 28 о Bing | 995 
= а HEA она, g EB |9 B|- Bgm B, Д$ WEM OE 
| ee | 268 | | | = | Lag 

£ £ £ £ £ £ £ £ £ £ £ £ £ 
Russia, Sweden, Norway and Denmark ... | 1,391 547 169| 1,774 e. | 2.274 |29,350 | 1,704| 920 | 607 127| 9,812 | 48,675 
Netherlands, Java and Dutch Indies 822 | 9.283 | 1,350 34 70 50 715 1,289 | 128 |,4,8631 432 | 19,096 

Belgian Congo... Tn 5, 109 ate ie T soe T s deb eee 
France .. _... 4388 | 429 | 1,102} 217 | 577 | 172 [19,876 | 2,757} 605 | 470 | - 61| 1,501 | 32,055 
Portugal e T Ms Hs P» 22 151 ves 947 26 An 2. | 2,049 70 | 3,265 
Spain, Canary Isles and Spanish N. Africa... 340 22 75 15 1,357 | 2,660 g 60 | 120 269| 549 | 5,475 
Switzerland, Italy and Austria-Hungary ... 300 477 105 7 e. | 6,041 sae 68 622| 785 8,398 
Greece, Roumania, Turkey and Bulgaria ... 70 32 52 sys 188 | 450 vr “ 792 
Channel Isles, Gibraltar, Malta and Cyprus... 109 55 15| 165 139 140 17, 287 927 
U.S.A., Philippines and Cuba 849 20 265 28 11 310 158 38 31| 284 | 1,984 
Canada and Newfoundland ... boe 370 bs e 961 252.| 4,200 104 m 566 | 6,453 
British West Indies and British Guiana 223 36 31| 204 155 93 74| 118 934 
Mexico and Central America 30 | 405 | .. - 2 553 a 31 | 1,009 
Peru and Uruguay 86 362 80 77 551 55 68 Sea e 379 1,664 
Chile 318 187 62 170 684 908 Y 30 47 | 2,348 35 4,789 
Brazil 588 934 47| 612 1,121 | 1,796 555| 933 33 144| 968 | 7,731 
Argentina б» T" ry’ TE ж 498 10,875 201| 1,085 714 | 2,514 78| 4.379 | 153 | 1,042| 4.010 | 25,549 
Colombia, Venezuela, Ecuador and Bolivia... 270 10 672 42 994 
Egypt, Tunis and Morocco 151| 902| 58} 674| 42| 232| 691| 114| 2.061 | 83| 31] 417] 5,456 
British West Africa ы, 24 | 418 8| 219 E $06. | e|. 436] url sie 96-| 1,007 
Rhodesia, O.R.C. and Transvaal 1,787 | 2,620 | 974| 2,805 | ... | 456 | 1,048 | 292 1,026 | 2614 379] 64 | 11,712 
Cape of Good Hope 168 | 6,052 506} 503 10 200 | 1,139 i 716 21 115 10,039 20,099 
Natal m ou GE. ue ul BRI BAST dou BGS 5,974 | 732| 1,087 | 43 87| 9,755 | 26,771 
Zanzibar, Brit. E. Africa, Mauritius & Aden 200 119 40| 481 T 392 13 251 426 1,922 
Azores, Madeira and Portuguese Africa 95 169 13 20 166 26 72 17| 37 929 
French African Colonies and Madagascar... | | 12 13 20 44 119 
Persia es | 224 sas ca T es T. 2E ИШЕТ » I _ 245 
China and Siam 938 | 5.851 | 1,381) 1,565 1.430 | 3,029 585 90 84| 2.530 | 17,483 
Japan and Korea 2 РРР CNET 36 |10,179 Pe 486 ... | 2,382 94,371 107 414 
India v^ 2.627 [13.963 | 3,152] 3,158 | 175 | 2.106 |21,061 | 4,721| 7,798 | 136 | 3,932) 842 63,871 
Ceylon... ... Ф) 2. =F ..| 20| 161 | 322] 382 | 2,344 8| 169 256, 40 | 3,702 
Straits Settlements, Fed. Malay States and А ы. 330 
Sárawak sv ^ | Ж] sab 300. 279 42| 971 | 365 112] 86] 24 3115 | 6.230 
Hong Kong 145 | 1,857 | 348] 231 1.261 | 1,440 24 | 481| 77| 5,864 
West Australia ins xt ue | 256 | 2,535 237| 169 20 | 3.668 EL 139 10 309 107 7,490 
South Australia 123 | 2,529 32 71 c. 63 337 43| 423 vee | 1129 52 , pp 
Victoria 5 777 |\1453 | 242| 1,798 | 10 | 660 | 6,938 | ~.. | 1,172 | 309 | 1,057 346 | 24,702 
New South Wales 1.115 15.338 875| 1.596 66 | 1.848 [14,581 | 7,814| 3.143 | 305 | 1,355 149 pis 
Queensland | 63 101 | 191 | 193 840 ;52 11:205 103 | 313 e ed 
Tasmania ied SS АТА «ux 9| 171 NE 163 |... d NL „эм vu 2] 516 
New Zealand and Fiji Islands 832 5,449 | 1,679| 2,162 1,880 | 3,624 | 2,382| 1.209 | 16 | 1.709 574 | 25,9» 
Total, £ 21,473 102.325 14.176 22.564 980 [18,881 |145,880| 22,295/30.066 3.183 25,602)143,532|553,95 4 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark ... 716 56 ВР 840) ... | 5,378 30 1,565 398 id Mem 
Holland... sas ET 1,197 109 . 128,089 | 8,304)... ždi 39 А 399 js $i 10'965. 
France ... 781 8 22 455 642| 630 52 160 5,938 1,507 70 13163 
Switzerland é 1,025 | 657 | 246 79 7,522 Lot .. | 216 [1,464 101 vae 
Haly . TRETEN ы. АЗЕ Е жн I 3,01: 
United States 5% "s "a we | 7,153 | 2,005 | 459 | 5,242 | 2,394| 24458 |17,854 46.411 | 6,230 [3,705 2,558 yet 
Japan. ... TE sak Pa 4 .. | 1,583 1,392 | 2,612 mS ux 198 | ... vr 5, 
Total, £ [12,869 | 7,362 | 727 135,257 |14,792]10,610 |28,809 | 46,640/14,546 17,071 4,389 185,075 
Additional imports.—Canada, electrical machinery, #50; batteries and accumulators, £14. Channel Islands, machinery, £12. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
Various countries, mainly as above see | :2,082]| 2,203 | Ls 2,918 | 15 | 1,724 | 4,354 wee | 70 | 465 1,117 14,948 


TOTAL EXPORTS: £553,957 ToTAL RE-EXPORTS: £14,948 TOTAL Imports: £183,151 

NoTE.—The amounts appearing under the several headings are classified according to the Customs returns. The first € 
third columns contain many amounts relating to “goods” otherwise unclassified, the latter, doubtless, consisting of simi аз | 
materials to those appearing in adjacent columns. Imports are credited to the country whence consigned, which is not necessari!y 
the country of origin, 


* 
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THE INSTITUTION WIRING RULES. 
Br DONALD SMEATON MUNRO. 


(Concluded from page 314.) 

Rule No. 64, with three sub-divisions, finishes the 
subject of wood casing, and apparently one may 
adopt cheap casing of small size under floors and 
through walls, and generally act in a reckless 
fashion with regard to crossings and joints, yet be 
untrammelled by ‘any restriction. Bunching 15 per- 
mitted between wires of the same polarity on final 
sub-circuits. Are wires from branch switches to 


‘lamps to be classed for the purposes of this rule as . 


if always at the potential they have when the switch 
is closed or when the switch is open? 

Rule No. 65.—A feature of the new rules is the 
introduction of tough rubber compound protection 
as a substitute for conduit or casing. The tests 
which this class of protector has to undergo to con- 
form with the regulations include capability to resist 
abrasion, acid, oils, and alkalis. The tests are 
hardly stated with scientific accurdcy as to the 


degree or period. of resistance to these formidable. 


enemies of wiring systems. But everybody knows 
that ‘‘cab-tire’’ sheathing is meant when the Institu- 
tion uses the more sonorous title, and the precise 
degree of resistance to trouble is the very high 


standard set by that doughty class of covering. 


It is to be hoped that no hard-faced inspector will 
apply the fire test specified; under using conditions 
“Тһе resistance of the covering to fire is to equal 
or be superior to that of vulcanised rubber."' 
Generally the vulcanised cover of cables is tucked 
safely away in a steel conduit, and the inspector's 
blow-lamp is not so deadly as it would be if tried 
on the neatly varnished surface of a bunch of tough 
rubber compounded cables cleated to a wood parti- 
tion. and possibly running up to a nice dry garret. 

Rule No. 66 veles to armoured wiring, and states 
that the metal covering, brass, copper, or the like, 
must be of substantial thickness. Опе wonders if 
the Stannos covering would pass muster. 

Lead-covered systems are dealt with under Rule 
No. 68, and they are dealt with in style. The rule 
does not permit of lead-covered conductors beneath 
floors, behind wall surfaces, or on new brick or 
plaster. Such severity shows a very high degree of 
freedom from mere commercial interests on the part 
of the Committee, for some of the largest cable 
companies have been pushing such systems for 


years, and recommending their use for all kinds of > 


situations. The writer has seen a whole book full 
of pictures of handsome buildings wired throughout 
with lead coverings. Personally, he felt that it was 
а pity; but there were the names also attached of a 


host of contractors, and even of consultants, who 
had risked the experiment. 


Lead-covered systems ought not to be too much 


encouraged, but they are better than some of the 
other systems that are permitted more freedom 
under the rules. If such conductors were further 
protected by a thorough coating of bituminous com- 
pound or tape, they would be saved for a long time 
from the chemical elements of destruction which 
lie in wait for lead behind building surfaces. Of 
course, some of the modern systems are covered 
with a substance which looks like lead, and is so 
largely, but is stated to be a “ special metal." Does 
that exempt such systems from the control of Rule 
No. 68? In this connection one remembers that 
some years ago it was considered necessary to 
specify a high percentage of pure English lead for 
cable coverings. Now it seems that cable makers 
desire to get away from the very name of lead for 
indoor work. 

Flexible conductors are next dealt with, and Rule 
71 reminds us that fitting flexibles must only be 
Joined to the ordinary wiring by screw terminals, 


and not by soldering. In the installations which 
have lasted for nearly a quarter of a century with- 
out trouble, we soldered such connections, and, in 
addition, soldered the flexible at the lampholder 
ends, and thus obviated the risks of sparky hot con- 
tacts in inaccessible places. | 

We now pass to the section dealing with ‘‘Protec- 
tion in Special Positions." Here there is no hint of 
how to proceed in corrosive, high temperature, wet 
or other difficult places, but the section refers us 
back to four preceding rules, and goes on merely 
to specify the use of casings and tubes for parti- 
tions, &c. 

Bare conductor conditions are then well described 
in Rule No. 75, with nine sub-divisions. There is, 


.perhaps, one section too many, as the matter of 


double insulation with straining gear is the subject 
of sub-division (5), and again appears fully in (e). 
Rules 87 to 95 are devoted to switch and distribu- 
tion boards, and deal with the subject well. It 
should be noted that teak-cased fuseboards must 
now be lined with fire-resisting material, and a mini- 
mum clearance of 1j in. must be provided. Опе 
hopes that the makers will act at once in this direc- 
tion and save contractors the worry of making 
special big cases. | 
Switches and circuit-breakers are described in Nos. 
96 and 97. The chief item of interest is the con- 


demnation of that type of ironclad switch which has ` 


a slot for the handle. It has always been a wonder 
to the writer how such a futile type persisted. The 


sizes of switches are governed by load tests. This 
is quite proper, and one hopes that makers will now - 


classify their switches accordingly, and not call a 
switch 50-атр. size when under prolonged working 
conditions it will only break and carry 10 amp. 


safely. Some indication of approved contact areas 


might with advantage have been appended to the 
rules. : 

The sections devoted to fuses and wall plugs and 
sockets have been considerably improved. It is 
evident that the Committee attach great importance 
to their recommendation to use cord-grips on port- 
able appliances. It is repeated three times (Rule 
104, 109, and 114). Does it apply to portable stan- 
dards ? 


Rule No. 110 says that switch lampholders must | 


be controlled by a wall switch. Lately there has 
been an extended use of ceiling rose switches. Are 


‚ they to be classed as lampholder or as wall switches? 


Rule тїгї states that а lampholder must not be in 
metallic connection with the metalwork of a port- 
able hand lamp. Must we fit insulated holders as 
well as cord-grips on all portable standards now? 
There is much to be said for the general adoption 
of insulated holders except on cord pendants, where 
they are not necessary. 

There are several important provisions anent 
heaters in Rule No. 117. Those taking over 1,000 
watts are to have D.P. switches. It is to be hoped 
that the ironmongers and stores—so beloved by the 
Tungsten Lamp Association—who are now selling 
2, 3, and 4-Kw. heaters, will tell their customers of 
this necessity. Those of us who are only elec- 


` tricians will note with malicious glee that the Insti- 


tution anticipates heaters being used with pressures 
up to 650 volts. The smart ironmongery salesman 
may expect to hear something from madam then! 
Nothing is said about the earthing of heaters. 
Manufacturers must note (Rule No. 118) that at 
least one section of the heating elements is to be 
controlled by the wall switch only. 
Rule No. 120 states that heating с! 
be protected by a wall switch in each room. Thus 
in a dining-room with sockets for radiator, hot- 
plate, &c., a big master-switch must be provided at 
much expense, and probably never used. 
Resistances, choking coils, and transformers аге 
next dealt with, then motors and dynamos. Noth- 
ing is said about the earthing of any of these. 


rcuits must 
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neither is any suggestion given as to approved 
methods of wiring to them. This is a point on 
which much guidance is necessary. | 

~ In dealing with accumulators, Rule No. 126 states 


that ‘‘ each regulating cell should be protected by. 


a fuse." This is astonishing. If such fuses are to 
be of any use they should be placed near the junc- 
tion with cells. The atmosphere of a cell room will 
soon cause the fuses to blow, and in blowing théy 
may even cause the cell room to blow up. In any 
situation the blowing of a fuse on a regulating cable 
would cause serious flashing at the switch regula- 
tors on the board. 

Again, Rule No. 127 implies that a battery must 
have a D.P. switch and fuse control. This is often 
dificult to arrange in practice, and protective con- 
trol can be otherwise secured. 

Some differences are made in the tests for wiring. 
It is not now necessary to test the wiring proper 
before the fittings are erected. The old method was 
useful when the work was divided; now in such a 
case, when the tests are low, there may be differ- 
ence of opinion as to where the faults lie. 


We know that branch switches and their treat- - 


ment are the chief factors in an insülation test. Yet 
these are not counted, and the insulation must not 
be less in megohms than 25 divided by the number 
of lamps. | 

An appendix is given which shows the number 
and sizes of 250-volt cables which can be drawn into 
the various conduits made to the Engineering Stan- 
dards Specification. The table differs here and there 
from that prepared by the various conduit makers 


for the same sizes of cables and conduits. No indi- 


cation is given of length of conduit through which 
the stated number of wires can be drawn, nor of the 
reduction in yards of length per normal bend. 
Neither is note given of the sizes of conduit for 
single main conductors. Ifthe table is worth giving 
at all it should be complete for convenient refer- 
ence. 

А table prepared for the 650-volt cable would have 
been even more interesting. for then we shoüld be 
learning about cable thicknesses which have hitherto 
been beyond our experience. 

. А great amount of space is occupied throughout 
the pamphlet by general specifications of items like 
copper conductors, ceiling roses, and constructional 
details of switches, sockets, fuseboards, and other 
accessories. This in spite of the fact that some of 


these particulars are already published fully in the 


British Standard Specifications. Some advantage in 
clarity and easy reference would be gained if such 
manufacturers’ items were printed separately in a 
section by themselves, and not interposed with 
matter referring to methods of use and erection. 

In the few months which have elapsed since the 
rules were issued, several critics have directed 
attention to the more important alterations required 
in current: practice, and it has been suggested that 
this issue should have been delayed until after the 
war, when the wiring world would be less harassed 
with urgent work and more ready to consider 
changes. a | 

The rules are not yet final or perfect, however, 
and now that peace is distantly in sight, and stocks 
of old standard articles are unprecedentedly low, it 
Is the best time to be preparing and changing pat- 
terns and methods. So the next set of regulations 
may be on more model and permanent lines and be 
а real charter to good average wiring practice. 


Board of Trade Inquiries.—The Commercial Intelli- 
gence Branch of the Board of Trade has received applications from 
firms at home for the names of manufacturers or producers of :— 
Bulbs for electric lamps; electric smoothing irons for boot uppers : 
and steatite insulators. | 


THE BRITISH ASSOCIATION.—IV. 


The Utilisation of Coa! as Fuel. 


Durinc the visit of the British Association to New- 
castle-on-Tyne a joint meeting of the Geology and 
Chemistry Sections was held, on September 7th, on 
the investigation of the chemical and geological 
characters of different varieties of coal with a view 
to their most effective utilisation as fuel and to the 
extraction of by-products.’ 


Prof. G. A. LEBoUn, in opening the discussion, said that the 
attitude or relation of geologists and chemists to the matter 
of coal was rather a peculiar one. Geologists had to find the 
coal, but in order to ascertain that the mineral found was 
coal they had to turn to the chemists, and the chemists 
could not always tell. Some authoritative classification of 
coal should be arrived at which should be to the satisfaction 
of both the geologists and the chemists. Coals were very 
different, and their chemical properties were not uniform; 
there were known cases in which two coals had practically 
the same composition according to the analysts, but differed 
in their physical properties. It was. the physical properties 
that were of interest to the industrial world, and therefore 
they would like, if possible, to have a definition of coal 
which might comprise all sorts of schedules,.such as coking, 
&c., and its physical and chemical properties. Geologists 
regarded coal as a rock, usually found in layers, with a roof 
and a floor. Floor and roof both varied, and according to the 


` variety and difference in the roof. there should be a corres- 


ponding difference in the nature of the coal. Ohemists had 
very often to investigate coal without the slightest knowledge 
as to the conditions under which it was secured. If those 
particulars were given to the chemists, they might be able 
to explain the phenomena that had presented great difficulties. 
Prof. W. A. Bone said the great difficulty with the chemists 
was that there was not much to say of a definite character. 
They usually applied certain tests to coals to secure informa- 
tion regarding their specific use for commercial purpoges, and 
used tests which had been found to be more or less satis- 
factory. They could determine the carbon, hydrogen, and 
organic nature with a certain amount of precision, but too 
frequently these results came out differently according to the 
amount of air. More recently they had been studying the 
action of pyridine, which removed and dissolved certain con- 
stituents in the coal, and & good deal of work had been done 
by other jndividuals with- other methods of testing coal, but 
little had been done in the way of correlating, or bringing the 
different undertakings to a focus, so that they might be seen 
in their proper perspective. Until thate was carried out he 
did not think the chemists would be in a position to say ve 


© much about the exact chemical nature of the constituents of coal. 


Prof. KENDALL, regarding the matter as a'geologist, was of 
opinion that much research work was needed in co-operation 
with the chemists. There should be a general investigation of 
the coal and of coal, seams, because a chemical analysis was 
not enough. The ash present in coal was one of the factors 
controlling its economic use, and so they would like to know 
what the ash was; and what was its relation to the original 
plant substance. | | 

Dr. J. T. Dunn said they should know what each section 
was doing. Until chemists knew something about the 
chemical nature of coal they could not hope to present any 
scientific classification to the geologists, and they would not 
get far until they knew whence the coal came. Chemists, 
geologists, and botanists should join in their researches. 

Prof. Bone thought there was every prospect that shortly 
the State would take up the question and grant subsidies for 
the- investigation of coal. It was practically the result of the 
movement begun at the British Association meetings at Man- 
chester last year and in various scientific quarters as to the 
value of the properties of coal. They had had an assurance 
given that the question would be dealt with in the very early 
future. "EN | . 

Prof. Bepson said his study of coal over many years im- 
pressed him with the fact that the difficulty involved in the 
problem was the question of the chemical nature of ‘coal. 
Pyridine dissolved up to 30 per cent. of the coal, but of the 
composition of the remainder they were ignorant. 

Dr. Marz C. Stoves spoke of the little progress that had 
been made in the study of the constituents of coal, and said 
that the chemists, in estimating the nature of coal unaltered 
by heat or chemical action, had done no more than to separate 
them into two main classes of constituents, which ha been 
termed cellulosic and resinic. If the different by-products 
from coal were traceable to specific parts of plant life, and 
those plant remains were recognisable in the plant itself, a 
considerable step might be made in the knowledge of coal 
and its potentialities, for the individual plant portions might 
be isolated by suitable methods, and the substances for which 
they were responsible whfén coal was heated, determined. It 
was on such work that they, were engaged. This study was 
obviously a case for co-operation. The ultimate aim of the 
research was a complete scientific knowledge of the chemical 
composition and mode of formation of coal. | 

Dr. D. P. Jones and Dr. G. Ніскілка also took part in the 


discussion. 
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The Problem of Industrial Unrest. 


THe Economics and Statistics Sectiom of the 
British Association on September 6th turned its 
attention to the question of industrial unrest, the 
basis of the discussion being the report of a com- 
mittee on means for the promotion of industrial 
harmony. AP | 

The report, which was very long, considered the 
subject in three sections: The caüses of industrial 
unrest, attempts at diminishing industrial unrest, 
and the-Committee’s recommendations. The causes 
were stated to be: (1) desire for a higher;standard 
of living, (2) desire of the working people to exer- 
cise a greater control over their lives and to have 
some determining will as to the conditions of work, 
(3) the uncertainty of regular employment, (4) the 
monotony in employment, (5) suspicion and want 
.of knowledge of economic conditions, (6) the com- 
. plaint that some labour is irregular and less satis- 
factory, (7) the effects bf war measures. Attempts 
at diminishing industrial unrest included concilia- 
tion and arbitration boards, arbitration (a) volun- 
tary, (b) compulsory, profit-sharing and co-partner- 
ship, and co-operation. The summary of the report 


stated that the aim of the investigation was to dis- 


Cover certain general principles which must under- 
lie a harmonious economic organisation. Before 
the problems of industrial unrest could be solved 
those principles must be applied to particular indus- 
tries. With their special application the Committee 
did not deal, and the suggestions put forward in- 
cluded only broad principles possible of wide appli- 
cation: The recommendations might be divided 
- into groups, as they concerned: The general atti- 
tude and outlook of employers .and workmen; 
machinery for dealing with disputes; the organisa- 
tion of industry; and post-war arrangements. The 
recommendations were thus summarised : — 


1. (i) That there should be greater frankness between em- 
ployers and workpeople,. and that they should discuss indus- 


ш matters together-or through duly accredited representa- 
ves. ` 


(ii) That employers should consider the cost of labour, and - 


not the wages earned by individual workmen. 

(iii) That the fundamental facts and principles of industrial 
and economic life should: be known by both. з 

2. (i) That employers and workpeople should improve their 
organisations with a view to determining jointly the condi- 
tions under which industries should be carried on. 

(ii) That in each industry permanent boards or committees 
be set up to consider all. matters of common interest. 

(ш) That there be a joint national board to which local 
boards could refer unsettled disputes. PT 

9. (1) That the necessity for co-operation between employers 
and employed be recognised by both. 

‚ (0) That employers establish : (a) Associations of one trade 
Іп а given district, (b) national associations of one trade, (c) 
local federations of trades, (d) national federations of trades. 
(b and d being organised under a system of representation.) 

That workpeople establish unions and federations corres- 
pondin to the above. | i 
‚ (iii) From the two national federations there be elected an 
industrial council. 

(iv) That the State give recognition to approved associations 
unions, and federations under carefully devised regulations, 
the ` State being the representative of the consumer and of 
а ы. 

„4. (1) On demobilisation, that district boards of really prac- 
ике ыы ооа to солт and adjust difficulties, 
especially as e replacement in i 

joined. the оа р n industry of men who have 

П) AS to agreements and regulations in abeyance for th 
‘period of the war. The industrial community Gull have n 
opportunity for considerable reconstruction. The new organi- 
sation suggested should take this in hand. 

rchdeacon CUNNINGHAM expressed a feeling of disappoint- 
ment at the report, the recommendations of which had no 
relation to many of the causes of industrial unrest. There 
Was no suggestion in it as to getting а higher code of morals 
both on the part of Capital and Labour. - He referred to the 
housing question, and said employers of labour should be 
responsible for the proper housing of their employés. 

Prof. W. R. Scorr referred to the suggestion that had been 
made of an industrial war after the present military war, and 
said its prevention, while not in the power of any individual 
was, he thought, within the power of the nation. If they 
could only prevent industrial war they could not only pay 
the interest on the war loans, but provide a material sinking 
fund for the reduction of the debt. Не advocated co-opera- 


stand them in good stead, as it had before. 


tion between interests, and for that object the most practical 
method he could see was that associations representing capital 
and labour should act in conjunction. 

Sir Hoen BELL said he did not accept the report in its 
entirety, although he was a party to it. No very definite 
conclusions could be suggested, for the question was in an 
obvious state of flux. e war had brought home these ques- 
tions in @ much more urgent form. It was clear that as soon 
as the war had come to an end problems that might have 
found a solution gradually would become urgently in need 


_ of an immediate solution. It seemed desirable in the present 


circumstances to present not so much definite conclusions as 
indications of the directions in which improvements could be 
sought. It was impossible, as they understood matters at 
present, to devise any scheme of -compulsory arbitration. 


What they wanted to bring home to Capital and Labour alike 


was the fact that the centre of gravity was very much 
changed. He was convinced that they must dismiss proposals 
of profit-sharing as a solution of the problem before them. 
That they were going to have a troublous time, he thought, 
was beyond doubt, but the disposition to wait until circum- 
stances had developed, rather than make preparations for 
eventualities that might never happen, would, he thought, 


Address to the Economic Science and Statistics Section. 
By Pror. A. W. KIRKALDY, M.A., PRESIDÉNT OF THE SECTION. 
| (Abstract.) 


IN every sphere this great war has worked, and will yet work, 
great changes, but in the economic sphere the effects that 
can already be noted far exceed those in any other. Up to 
the present the war has cost us over £2,000,000,000. We 
have: consumed that amount of commodities and services, we 
have diverted capital and labour into new channels of pro- 
duction, but these channels, unlike those connected with a 
good scheme of irrigation which may make the wilderness 
to blossom like the rose, have emptied themselves in the 
desert and the runnels are now dry and worthless. The 


warring Powers have turned their attention from profitable 


production, the output of wealth, the exchange or use of 
which will produce new wealth, to the production of instru- 
ments of destruction, which not only consume themselves, 
but carry out a work of destruction which entails the loss of 
other accumulations er possibilities of wealth. There, is abso- 
lutely nothing. tangible to show for this expenditure. Thus 
the position is that for two years we have been consuming 
our wealth, and to that extent must remain the poorer and 
be short of many of the goods and services we used to con- 
sider necessaries of life, until we have, by renewed efforts 
and a return to the industries of commerce and peace, taken 
Eie to restore those useful things which have been con- 
sumed. 

When the war ends, it will be incumbent on us all to 
redouble our activities, increase the productivity of the mill, 
factory, and field; for, so long as there is a deficiency in 
excess of what we were accustomed to, so long.must some of 
us, and especially the poorer. members of the community, 
feel the pinch occasioned by this devastating war. | 

The war, in-spite of the suffering and loss occasioned, has 
not been all loss. As а nation—nay, as ап Empire—we have 
found ourselves. We shall emerge from this war a better 
disciplined, a more serious people, better equipped mentally 
and physically to cope with new conditions. We have learned 
what hitherto had only been suspected, or at most known to 
a few, that we have not produced anything like our industrial 
maximum. | | f 

An insidious element of friction threatening to develop into 
class war has been sapping our energies. There have been 
faults on both sides, but daylight is being thrown over the 
situation, and the waste and loss of this friction has been laid 
bare. If we do not take to heart this great experience and 
alter our ways for the better, then we deserve to go down as 
a nation. 

Not only was there loss through friction between employers 
and employed, but in many industries we were continuing to 
use out-of-date tools and methods long after they should 
have been discarded. A long era of prosperity had not, 
indeed, caused decadence, but was threatening to do so. The 
war has shaken us up and shown us the realities of life, 
making the mistakes of the material side with which we 
have to do here plain and unmistakeable. А 

To beat the national enemy we had to re-equip our work- 
shops, and the new equipment will be available to a great 
extent for future work. Moreover, we have been taught by 
a bitter lesson that up-to-date. equipment is as necessary 
we are to maintain our position as an industrial and commer- 
cial йайоп as it was to enable us to maintain our inter- 
national position. 

I want to attempt now to make а forecast of what may be 
expected in the commercial and industrial spheres when we 
sheathe the sword. Germany has over-run some importan 
manufacturing districts. Belgium, North-Western France, 
and Poland have not only been occupied by the enemy, but 
machinery and industrial equipment have in many cases 
been removed to Germany. The busy industrial areas m 
tioned have undoubtedly suffered very considerably, and wil 
require to reconstruct and re-equip towns and factories, an 
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to reorganise the'labour force. To set commerce and industry 
at work again on anything like the previous scale must be a 
work of some time. Оп the other hand, in spite of every 
effort, Germany has found it impossible to interfere with the 
industries of the United Kingdom either by force or intrigue; 
nor have the Entente Powers as yet invaded Germany. In- 
deed; for the purpose of this forecast it is wise to assume 
that German industrial équipinent wilk not be affected detri- 
mentally by the war. When once again the world begins to 
get into its normal stride, so far as one can. foresee, England 
and Germany will for some time be the only two European. 
Dd prepared to take any considerable part in international 
trade. 

Meantime, during the period of the war, two countries— 
the United States of America and Japan—have enjoyed new 
and unlooked-for trading advantages. So far as competition 
{тош the United States 1s concerned, it is probable that we 
need not feel unnecessarily pessimistic. The South American 
States are at the beginning of a period of development which 
may well prove to be rapid. The possibilities opened up by 
the Panama Canal route, even though the present canal 
should prove a failure, will not be resigned before another 
attempt is made to pierce the isthmus; that a cutting will 
eventually be imade is, in my opinion, beyond question. 
American developments, then, may be expected to take place 
principally on the American continent, in the Pacific, and in 


the Far East. In these regions there is ample room for both 


British and American enterprise. 

Nor will Japan, for some time to come at any .rate, com- 
pete with our staple manufactures. The development made 
bs Japan during the war would seem to indicate that it is 
Germany, and not Great Britain, that will have to bear the 
biunt of Japanese competition. Small goods and fancy 
articles which came freely into our markets from Germany 
and Austria before the war are now being made in Japan. 
Our merchants, being unable to get supplies of these goods, 
sent samples to Japan, with the most satisfactory results as 
to price, finish, and quality. Thus we have been able to 
extend our business relations with our ally at the expense of 
our enemy. Moreover, although there is no certain informa- 
tion on the subject. it 15 more than possible that when normal 
trading is resumed it will be found that Japan has been 
extending her business in these and other classes of goods 
into other markets hitherto the preserve of the Central 
Powers. 

Hence it is of special interest to attempt to forecast to what 
extent and ‘with what prospects England and Germany will 
be in competition in international trade after the war. This 
will depend for the most part on two sets of factors: (1) the 
internal industrial condition of each country, and (2) com- 
mercial factors. So far as the former are concerned, there is 
шйеһ that this country should realise and take to heart. 

The United Kingdom, in spite of the war and its heavy 
drain on our resources, has been enjoying an exceptional 
time of seeming prosperity. А large section of the work- 
people have been earning high wages, whilst some em- 
ployers have been earning handsome profits. High prices, 
high wages, high profits have been the order of the day. The 
return of peace will very considerably modify the last two of 
these, and how will those affected face the change? 

To understand how the parties will answer this question, 
certain agreements must be remembered. Foremost among 
these is the State guarantee that certain trade union restric- 
tions and Government regulations which have been in abey- 
ance for the period of the war shall be reimposed when peace 
is restored. If we were reverting to pre-war conditions there 
would be much to be said for this, but one hopes that both 
parties realise fully that conditions have radically changed, 
and that in consequence both emplovers and workpeople 
must be prepared to meet the new situation in a new spirit. 
Why were these agreements and regulations set aside? Be- 
cause it was known that they hampered output, and our 
military success depended upon our producing the greatest 
possible amount of munitions of war. Our commercial suc- 


cess will now equally depend on getting the utmost possible . 


production out of our industrial equipment. Are we, then. 
going to restore these obstacles just at the most critical 
moment? 

.With the return to more normal times the national neces- 
City for war stores and munitions will cease, and our indus- 
trial forces will have to rely on the home and foreign markets 
for employment. Foreign competition will almost certainly 
be greatly intensified. There may be at first a great demand 
fur manufactured goods of all kinds, as a consequence’ of 
decreased supplies during the war, but all the principal trad- 
ing nations will strain every nerve to get the greatest possible 
share of orders. If, under such circumstances, we indulge in 
an internal struggle between Capital and Labour, instead of 
bending our whole energies to retain and extend our hold on 
markets, we shall lose an opportunity which is not. likely to 
return. And yet there is a widespread expectation among 
employers and workpeople that the European war will be 
succeeded by serious industrial strife. 

So far as the commercial factors are concerned. we have 
almost everything in our favour. We have not outraged the 
sentiments of humanity by employing inhuman methods in 
Waging war. We have retained our position as the head- 
quarters of the money market. We have our shipping re- 
sources and equipment practically intact. Our merchants 
and exporters are keen and ready to carry on their business 


with even greater energy than before the war. We have 
arrears to make up, but have the will, and, with harmony at 
home, the ability to carry on a more extended trade. Our 
capital has not been seriously affected, and there are no 
signs that it will be—our financial establishments and banks 
are prepared to do their share. 

Turning to Germany, there is a most interesting condition 
of affairs to-study. If beaten in the war Germany will be a 
poor country; the economic position will be deplorable, but 
hardly irreparable. Every section of the community has 
already felt to some degree the effects of the war. When 
peace comes there will be a determined attempt to regain the 
old position. A disciplined people, acting under а Govern- ` 
ment that will be compelled by circumstances to foster every 
possible means for repairing the broken machine of trade and 
for restoring the national wealth, will without any doubt be 
prepared to make heavy sacrifices to regain what *has been 
lost. The Governinent will offer advantages in the shape of 
low railway rates and canal facilities, and, as far as possible, 
bounties on export business and on shipping to encourage 
and extend foreign trade. Manufacturers and merchants will 
cut down profits, and workpeople will be carefully taught 
that only by increased productivity and by a period of low 
wages can that which has been lost be regained. One fore- 
sees a remarkable attempt by a united and determined nation 
to make good in as short a period as possible the waste and 
loss occasioned by the war and the blockade. German goods 
for export will be cheap, and the low price will be still further 
emphasised by the depreciation of the mark. For so long as 
the mark is at a discount there will be a pro tanto advantage 
to export trade, and although the mark may eventually 
regain its par value, a few months or even weeks will have 
an appreciable influence on re-opening foreign business. 

Thus a comparison of English and German possibilities in 
foreign trade on the resumption of peace shows that there are 
certain advantages on both sides. The German advantages 
are solid and appreciable, but if England is seething with 


industrial friction the advantages she possesses will be 


neutralised and her failure a certainty. 

This leads us to consider whether a policy can be devised 
which will remove causes of friction and assure to our indus- 
tries a new era of prosperity. | 

As the war developed there has been a growing tendency 
io demand organisation in every sphere of national life. The 
striking successes scored by Germany have been universally, 
and probably rightly, ascribed to thoroughness of organisa- 
tion and complete preparedness before provoking the con- 
flict. It has been forgotten that Germany has for many 
decades prided herself on her Army, even as England has 
relied on her Navy. Те test of war has proved that Ger- 
many was a very difficult country to oppose by land, but that 
in naval inatters England is supreme. The economist, how- 
ever, has to investigate into those matters which are con- 
nected with his science—namely, the production, the distribu- 
tion, and the consumption of wealth. Can it be said that the 
want of organisation and other faults of our military system 
are typical of what has been going on in the industrial and 
commercial sphere? I, for one, cannot bring myself to 
accept the truth of this. For upwards of & century our 
industries have 'been gradually developing, and the progress - 
has, on the whole, been along healthy lines—each decade has 
seen some advance more or less great. А 

German attention to industry and commerce is much more 
recent. She was able to benefit by our experience, nor was 
she slow in doing so. To take а simple illustration: A manu- 
facturing firm of 50 vears' standing has developed a system 
and has equipped factory and workshop ав occasion demanded. 
A rival, seeing the possibility of competing successfully in 
the ваше business, organises a new company, raises the 
necessary capital. and is able to commence operations with 
plant, machinery, and equipment of all kinds absolutely 
up-to-date, and even with some new improvements. In these 
circumstances, provided that the management be good, and 
that there is a demand for the goods produced, the new firm 
has on the manufacturing side considerable advantages. The 
older firm, however, is not devoid of advantages. It has a 
certain connection, a goodwill, and with able management 
these will enable it to compete with the newcomer, whilst 
the managers will have time to consider how to put the 
manufacturing side of their business on a par with that of 
the rival firm. The position in a simple instance like this is 
fairly easy to understand. In the case of a nation, with its 
many and varied interests, it takes a very much longer time 
for the situation to develop. The agitation for Tariff Reform 
and Colonial Preferences is a proof that several years before 
the war broke out some Englishmen were awake to the fact ' 
that a new condition had come into existence, and that, if we 
were to preserve our advantageous position,-we must take 
careful stock of newly-arisen factors in world-trade. For Ger- 
many was not the only one, nor perhaps the most serious, of 
these factors. The United States of America, from the time 
of the Civil War, had bent her energies to the work of internal 
development. Having concentrated on this for nearly 40 
vears, she began to expand a world-policy both political and 
commercial. Japan, too, ШЕП with unexpected sudden- 
ness into the arena. Thus, as the nineteenth century drew to 
a close, the economic interests of England required careful 
and earnest attention. The fiscal controversy undoubtedly 
had the great and important effect of waking English traders 
out of the lotus-eating condition into which they were in 


* 
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danger of sinking. All our principal, and many of our less 
important, industries were carefully reviewed. .There was, 
however, а very subtle policy being pursuedg which required 
very minute knowledge and wide experience to grasp. It was 
our proud boast that we left trade free and untrammelled, 
that we believed in the health-giving effects of open competi- 
tion. It needed the stern lesson of the war to make known 
how this generous policy could be utilised to oùr detriment 
by a rival commercial nation. The facts as to the exploiting 
of the mineral resources of the Empire, as to how the dye 
and colour industry and various by-product industries have 
been developed so that certain vital trades almost passed 
under foreign control, came to light only just in time. 

It became plain, as these facts leaked out, that we needed 
a better system of industrial and commercial intelligence. 
There was also a lack of unity of working among our prin- 
cipal industries incompatible with the growing interdepend- 
ence which has been a marked feature of modern economic 
life. Sufficient of the facts have been made public to warrant 


the demand for reconstruction and improved organisation of · 


those. departments responsible for-the national trade. 
It would be most unwise, as well as ungenerous, to attemp 
to blame our Board of Trade. That department has, on the 
whole, worked hard and well ‘for British interests. But it is 
both wise and necessary to criticise the policy that has over- 
weighted this one Government department, and although: 
there should be very careful consideration before either re- 
commending or making a drastic change, attention ought to 
be given to the frequently-expressed opinions both of cham- 
bers of commerce and of individual traders in favour of the 
creation of a Ministry of Commerce. To this Ministry there 
might be transferred some of the functions of the Board of 
Trade, whilst at the same time the new Ministry might be 
оре for maintaining that general survey over trade 
and commerce without which any organisation we may 
attempt would be incomplete. | 
If this view be accepted, it is not fair 
trial interests with lack of-organisation. An examination of 
any one of our industries—shipbuilding, shipping, the manu- 
facture of various goods for export—shows that each has been 
well, and in many cases exceptionally well, organised; but 
the organisation requires to be completed by some machinery 
with responsible officials to co-ordinate the organisation of 
the several interests. Even in this direction something has 
been attempted. The Associated Chambers of Commerce 
gives, at any rate, the 
to this great need. We may ask whether this could be stil] 
further elaborated so as to give the country what is wanted. 
Have our chambers of fici i 
their association strong 


to charge our indus- 


uttered. Are we not getting rather too prone to fall back 
upon the State? 
self-dependent people in existence. 


the trade union have in the past been but little in lined to 
turn to the State. m 1 trial 


tory Seems to suggest that before 
try the initiative of the interests at stake. 


ds: difficulty of otaning а assistance for the work 
as greatly impeded progress, but 

certain amount of work has been accomplished and hae 
yielded results of interest. So soon as the 
the work are rounded off the results will 
: Rm of Form I is proceeding by 
ecords anc atmospheric disturban 

August, 1914, in North America and Australia and by then 


be published. 


II is proceeding by the CO: і 
кз A os 9t рон у kood or bad Manado M 

ner О Орта! data, and by analysis of statistic 

iji, Lagos, Malta, and Sierra D. ў чоп ee, 
Several important exceptional phenomena have been re- 
discussion, be published. These 
strays, and signals in Alaska and 
] severe atmospheric disturbances in Malta: 
simultaneous strays on both sides of the Atlantic: effect of 
tropical storm in the Culf of Mexico, September 30th, 1915. 


several sections of . 


C. F. Kettering & W. C. Chryst. May 25th. 
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NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED) ~ 


Compiled expressly {ог this journal by Messrs. W. P. THowrsoN & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool] and Bradford. Р 


12,808. “ Dual ignition system for internal-combustion engines.” T. Bur 
cress. September llth. 


12,824. '' Electrical measuring instruments,” 
- TRIC & МАМОҒАСТОКІМС Co. September llth, (U.S.A., September 10th, 1915.) 


12,842. “ Incandescent electric lamps." J. Т. CORNEILLE. September lith 
P t 


12,850. “ Portable eloctric lamps for inspecting purposes.” R. W, H. Dyer, 
September 11th. 


BritisH_ Westincuousr Erec- 


12,874. “ Automatic and electrically-controlled sprinkler for fire, &c," В, i, 
WILKINSON. September 12th, à 
12,897. ‘' Manufacture of articles embodying components of vulcanisabi 


E. ALEXANDER (Rubber Regenerating Co.). 


Pr and fibre." А. September 


12,903. '' Bipolar electrode electrolysers,"' С. G. HrraUnN. September 12th, 

12,950. “ Manufacture of clectrically-welded and hand-made link chains and 
cables." К. Green. September 13th. 

12,971. “ Automatic and semi-automatic telephone systems.” H. J. Некікк 
AND Tue RELav Automatic TELEPHONE Co. September 13th. 

12,985. “ Art of electrical tuning." M. I. Purs, .September 18th. (U.S.A ; 


September 17th, 1915.) 


12,986. '' Electrical wave transmission.” Е. H. AnMsrRoNG & M. I; Prr 
September 13th. (U.S.A., September 17th, 1915.) 

12,987. |“ Wireless systems, &c." Е. Н. ARMSTRONG & M. L. Pupin. Sep- 
tember 13th. (U.S.A., October Ist, 1915.) | { 

12,988. *'' Transmission of electrical signals." E. H. ARMSTRONG & M. I. 
Pupin. September 13th. (U.S.A., February 10th.) 


12,989. ''Sparking plugs." D. A. B. Hur. September 13th. 


12,994. “ Distant control of electric circuits for operating motors, &c." 
L. С. W. Guest & Н. O. MERRIMAN. September 13th. ' 


12,997. ''Sparking plugs." V. Perretr. 'September 13th. 
12,999. “ Telephone appliance." Үү, C. Croxon & F. Maver. September 


13th. 
15,005. “ Magnetog for telephonic, &c., calls.” J. B. -МавєкЕѕ, September 
13th, (France, September 18th, 1915.) 


13,080. '' Telegraphy." J. S. Wrtners (Cox). September 14th. 
13,089. ''Selenium cells." E. E. FOURNIER D'ALBE. September 15th. 


13,097. '' Sparking plugs for internal-combustion engines." Т, CROSBEE ano 
Sons амр Н. К. Wilks. September 15th, 


13,121. '' Charging systems for storage batteries.” British THOMSON 
Houston Co. (General Electric Co., U.S.A.). September 15th. 

13,142. * Electric battery cells." С. К. BAMBER. September Lith. 

13,150. '' Electric cable terminals." W. T. HENLEY's TELEGRAPH Works 


Co., Lto., & W. H. NicuoLs. 
13,173. 
13,181. “ Selenium relay.” 


September 15th. | 
“ Magneto ignition apparatus." С. F. Cooke. September 16th. 
M. Martinez. September 16th. 


13,007. “ Telephone hand set." В. B. -Gracz, С. H. Nasu & WrsrERw 
Exrctric Co. September 13th. 
13,071. '' Devices for closing contacts by radio-telegraphy." Т. Н. NAKKEN. 


September 14th. (Holland, September 15th, 1915.) 


eee 


PUBLISHED SPECIFICATIONS. 


1915. 
7,757. ELECTRICAL SYSTEMS FOR USE WITH INTERNAL-COMBUSTION ENGINES. 
(June 24th, 1914.) 
8,012. TELEGRAPH Transmitters. Н. J. C. Forrester (Piersen Telegraph 
Transmitter Co.). May 3lst. 
12,309. Step-sy-steep Rueostat Swircues. F. A. Ross. August 26th. 


12,818. ELECTRICAL HEATING AND COOKING APPARATUS. C. G. Nobbs & W. W. 
August 26th ; 


12,444. Systems or ELECTRIC Suip PROPULSION. 
C». (General Electric Co., U.S.A.). August 30th. 

12,561. TELEGRAPH Systems. British Insulated & Helsby Cables, Ltd., and 
Н. Н. Harrison. September Ist. 


12,564. WinELESS SIGNALLING SysTENs. 
ral Electric Co., U.S.A.). September Ist. 


12,673. Auyomatic TELEPHONE SYSTEMS. 


British Thomson-Houston 


British Thomson-Houston Co. (Gene- 


Relay Automatic Telephone Co., 


Ltd. September 3rd. (November 17th, 1914.) 
13,062. Firtincs ror Etectric LawPs. S. Quincey. September 13th. 
15,303. Systems оғ DISTRIBUTION FOR  ELECTRICALLY-OPERATED RAILWAY 
Trains, P. S. Turner. October 29th. ў 


17,034. Means FOR LAYING AND COLLECTING Firo ‘TELEPHONE Wings. А. C. 
G. Smith. December 3rd. ; 


A918. 


The numbers in brackets are those under which the specifications will be 
printed and abridged and all subsequent proceedings will be taken. 

1,309. Means ror SuprortinG AND INSULATING ELECTRIC Lines. 
Ltd., & G. V. Twiss. January 27th, 1916. [101,233.) 2 ES 

1,635. ELrcrRic Joint. С. H. Scholes. February 3rd, 1916. (Addition to 
9,964/15.) [101,237.] ; 

3,559. ELECTRIC CaR-LIGHTING Eouirments. Albion Motor Car Co. & T. В. 
Murray. March 10th, 1918. [101,243.] 

4,575. HOLDERS FOR INCANDESCENT ELECTRIC LAMPS. March 26th, 
1916. [101,250] 

6,629. MEANS FOR TELEPHONIC COMMUNICATION то AND FRON MoviNG к 
WAY TRAINS AND THE LIKE, V. G. Werner & K. H. Warfvinge. May 11th, 
1915  [100,453.) : 

9,193. TELEGRAPH TRANSMITTING APPARATUS. 
сга Union Telegraph Co.) November áth, 1915. 
15,579/15.) [101,278.] 

11,397. Means ron TELEPHONIC COMMUNICATION 10 AND FROM MOVING P 
WAY TRAINS AND THE LIKE. V, С. Werner & K. H. Warfvinge. August Zlst, 
1915. [101,981] 
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MOULDED INSULATORS | CHURTON œ 


Of all Descriptions. 


LITHOLITE, Ltd., 


65-67, Hackney Grove, London, N.E. 


INSTRUMENTS, CIRCUIT-BREAKERS, 
AUTO-CUT-IN & CUT-OUTS. 


= Record Electrical Co. = 


BROADHEATH, MANCHESTER. 


кей. \TELEPHONE : 164 оя 
BURNER & HEAT CONTROL 


Equipment for Lead Presses 


(HALL'S PATENTS). 


Monometer Manufacturing Co., Ltd., 
ASTON, BIRMINGHAM. 


THE UNITED ELECTRIC CAR 
COMPANY, Ltd., 


PRESTON, LANCS. 


anufacturere of Railway , Tramcars 
т Electvie Traction, Motor Bus Bodies, and all 
kinds of Rolling Stock for Light Railways. 


BROOK 
MOTORS. 


Bee Advertisement, Sup. 38. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical Engineers and 
Government Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 


* EMPIRE" 
AUTOMATIC CONTROL 


Shell Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW. 
inn eS 


"* SAXONIA 


ELECTRICAL WIRE CO., LTD., 
GREENWICH, S.E. 


CABLES. 


ALL 
BRITISH 


FLEXIBLE 


eve and PoLve9" 


` MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS, 


VICTORIA 
DYNAMO & 
MOTOR 
ucc CO., 


Send for Stock List of Motors ready for delivery. 


Peed FERGUSON, 
Н. PAILIN & Co., C. 


LIMITED, 


CRAVEN n2USE, 


SWITCHBOARDS 


WESTERN-ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement this week, Sup. 8. ` 


CONNOLLY BROS,, Ltd., 


for 


WIRES AND CABLES. 


See Advertisement last week, p. iii. 


WHOLESALE ELECTRICAL 
COMPANY, LIMITED, 
§4, OXFORD STREET, LONDON, W. 


Specialists in Prompt Delivery of House, 
Shop, Factory and Theatre Electrical 
Requisites. 


— STAMPINGS, — 


Tokens, Checks, Blanks, Press Tools, 
Cutters, Punches, Dies, also Name Plates, 
Instruction Plates, Meter Dials, Switch- 
board Labels, Advertising Novelties, Club 
Badges, Address Plates. 


RELIANC 


JULIUS SAX 
HOLOPHANE FITTINGS. 


24a, HIGH STREET, 
NEW OXFORD STREET. 
LONDON, W.C. 


Engraving Co., Ltd., 
CHISWICK. 


Advertisement Index, see page xxiv. 


CABLES AND WIRES. 
SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, [ TD., 


CHARLTON, LONDON. S.E. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


LIFTS and - - - 
TRANSPORTERS. 


Wm. WADSWORTH & SONS, LTD., 
BOLTON. 


“WHITE STAR” LAMPS 


DRAWN WIRE. 
The “RUGBY” CARBON FILAMENT 
and RADIATOR LAMPS. 


TRE LONDON & RUGBY ENGINEERING CO., LTD., 


36 & 37, Queen Sireet, Е.С. 
Telephone: City 6252. ' 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 
LONDON, E. 'Grams : 


“Fulmen, Step, London." 


*Phone : 
EAST 4157. 


PATENT 
Alumino Thermic Welding Process. 


LEA RECORDERS 


for measuring 
Boiler Feed Water 
and Condensed Steam. 


The LEA RECORDER CO., Ltd., Deansgate, Manchester. 


M. Е. M. 


Keep those initials 


well in mind when you're buying 


IRONCLAD SWITCHGEAR 


—they standa Sure Guarantee of high 
Electrical Efficiency. Write for List. 


MIDLAND ELECTRIC MFG. CO.. LTD., 
Rea Street South, BIRMINGHAM. 
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Tuc “HINDLEY” VERTICAL GAS ENGINE, 


made in sizes from 8 to 360 H.P., is specially suitable for direct coupling to 
ELECTRIC GENERATORS. 


IHE FOLLOWING ARE SOME OF ITS. FEATURES :— 
ИЕ“, aa 


1 
FA 
3 
4 
5 
6 
7 


. Dependability for long continuous running. 
Requires very little attention. 

. Independent of Foreign Fuels. 

. Occupies minimum floor space. 

. High Efficiency. 

. Lowest Fuel Costs. 

. Accessibility for Adjustment. 


ENGINES WORKING IN LONDON AND MANY PARTS OF ENGLAND. 
Also Vertical Petrol and Oil Engines for Dynamo driving and H.S. Steam Engines. 


WRITE FOR FURTHER PARTICULARS, 


Е. S. Hindley & Sons, !' О" Victoria St, London, Е.С. 


grams: " Steamport, London.” 
Works: Bourton, Dorset. 


бт Gr Gr ür Gr Gr Gr & 
MED cn" — | 
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LONDON. Write for List No. 721. READING. 


THE SWISS INSULATING WORKS, Lo., BRETONBAG (ишт) 


| (5 
OLD ESTABLISHED COMPANY with two Factories in Switzerland, employing Swiss Capital and Labour. 


PROMPT DELIVERIES viá FRANCE, CARRIAGE AND ALL RISKS INCLUDED. 
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Micanite for stampings & mouldings. Amberite for Commutators, of Indian and Canadian Mica. 
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NATIONAL ADAPTABILITY IN WAR TIME. 


AGAIN and again during the war, as the Allies’ 
policy has been developed by the course of events, 
we have found it necessary to alter our manner of 
dealing with many matters. What seemed to be a 
proper decision and policy at one particular stage 
was not suited to another, апа we have had to adapt 
our methods, and our arguments relating to them, 
in accordance with the changes. Looking back- 
ward after two and a quarter years of warfare such 
as the world has never witnessed before, we have 


to recognise changes that might under some cir- 


cumstances be regarded as strange inconsistencies 
of conduct, but which considering all things have 
not been inconsistencies at all, and for which no 
excuse is needed bearing in mind all the exigenciés 
—that could not possibly be foreseen—that have 
arisen., 

It may be interesting to review some of the 
points that we have in mind; we are led to 
do so by the issuing of a notice by the Board 


of Trade, which appeared in our last issue, express- 


ing its willingness: now to entertain applications for 
provisional orders in the ensuing Parliamentary 
session if it can be shown that the establishment of 
works under the schemes proposed will be pro- 
ceeded with as soon as practicable after the war. 
Last year the Board intimated that such applica- 
tions would only be considered where extreme 
urgency could be shown to exist. As our readers 
are aware, some electrical undertakings, by virtue 
of war demands, have received special facilities, 
but others have had to defer all extension work 
involving the expenditure of- new capital, and-among 


these there have been cases of extreme difficulty 


leading to the stoppage of electrical progress. In- 
deed, there are placés where new connections not 
only will not be handled during the war, but the 
restrictive conditions are expected to obtain for 
some time after the war, until new plant is available. 
When the first shock of war shook the nation, actual 
experience, as well as apprehensions, led to an appeal 
being made ta authorities at home and in|the colonies 
asking them not only to refrain from cancelling con- 
tracts already placed, but to assist British works over 
a period of industrial emergency by giving them all 
the business, possible. The late Lord Kitchener in 
those days issued his appeal for men, and our class 
of workers from all ranks, high and low, hastened 
to the Colours, manufacturers in many cases giving 
inducements of all kinds to assist the movement. 
But the kaleidoscope of war soon made the first of 
its so frequent changes, and munitions, unlimited 
munitions, became the clamorous demand. Then in 
place of the appeal for contracts to keep the factory 
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wheels turning, came the discounting of private work 
and the imperative demand for the whole available 
suitable manufacturing capacity to be .reorganised 
and réadjusted, and much more to be added, for the 
purposes of war requirements. It was becoming, 
apparent that it was an engineers’ war, and nothing 
that'hindered the provision of the necessary material 
could be permitted. Private manufacturing and con- 
tracting operations had to a large extent to be set 
aside. Buyers abroad who had only a little while be- 
fore been urged to buy were now being disappointed 
. in deliveries, and found that the Mother Country was 
so busy with her war work that she could not meet 
their needs, at any rate with the promptitude they 
desired. Some of them could not, or would not, 
wait—they turned to neutral countries, and these are 
now still supplying them, perhaps to a greater ex- 
tent than the present situation requires, but others 
patriotically deferred their orders, preferring to 
suffer inconvenience for a season, until circum- 
stances perforce compelled them to defer action no 
longer. To-day, as the organisation of our indus- 
tries has been highly developed, and as vast new 
factories and equipments have been put down and 
large accessions of new labour of both sexes have 
been trained, the pressure of Government demands 
upon private factories is relieved somewhat, 
and they are freer to undertake certain classes 
of manufacturing. In the early months of war, 
when it was unknown how .essential skilled engi- 
neering workers would be, because it was over- 
looked that we were to fight the entire and enor- 
mous industrial system of Germany organised for 
war, engineering and allied workers flocked fo the 
Colours. But, later, when the demand for engi- 
neering munitions was beginning to be understood, 
the pressing need for skilled workers occupied our 
serious attention, and factories, from which by in- 
ducement and encouragement’sometimes of a liberal 
kind, the exodus was facilitated, urgently needed 
their workers back again. In some cases they were 
selected and returned from the fighting line, or when 
home on sickness, on leave, or slightly disabled, were 
returned to their then very essential service at home: 
other fighting men being available to tàke their 
places. Then the demand was for more munitions, 
and those were anxious days for the Allied cause, 
such as we trust, and are assured, will never return. 
Tc-day there is another kaleidoscopic turn in process, 


and the cry once again is for more. men. Thanks to 


the new factories and to the new and diluted labour. 
and the co-operation of the workers, the munition- 
making facilities are all that are required, and when 
the Minister of Munitions becomes Minister of War. 
with all his experience of thé munitions problem, 
the unbadging of the unessential is found to be the 
most mportant need of the moment. The appeal 
is for the younger men, whether skilled or not, after 
having served their country well in her hour of need. 
to take their rightful place with the fighting forces 


and allow others to take their place, if need be, at’ 


the bench. Whether munitions work has been turned 
to as an accommodating shelter by those who should 
have been more ready for the other call is not our 
concern here; munitions were urgently needed, and 


the need was well met, and those who worked at. 


them had. in most cases. their full reward. We had 
to feel our way gradually, doing what seemed to be 
the best thine at the time. Many of the badged, we 
believe. were anxious to fight. and will welcome the 
withdrawal of the badge; others were not so, and 
thev are being led aright. What is now the unques- 
tionablv strong feeling of the country is that no 
young man shall be badged to-day who is not really 
absolutely indispensable, and upon the interpreta- 
tion of this word will probably rest the revision of 


the lists of certified occupations. Industry, not 
slow to recognise the necessity for loyalty to the 
greatest cause ever fought for, will not withhold 
its co-operation in this difficult matter. 


The latest change in the scene, to which we have - 


referred in our opening remarks, is as hopeful as it 
is interesting to-industry. It is not a change either 
їп engineering works policy or in the department 
of labour. It amounts to the removal of an em- 
bargo on enterprise, and it is a further illustration 
of the fact that if we ‘‘ leave after the war to look 
after itself" we shall be neglecting certain very 
serious responsibilities. If we are going to find 
work for all our factories, so as to give '' work for 
all" who. need it, we must look ahead, and the 
Board of Trade is to be congratulated upon its 


timely announcement, though it may be it is rather ' 


late for the coming Session if notices have to be 
lodged by the usual date. Under stress of war 


demands it was necessary to put obstacles in the 


way of expenditure upon certain kinds of works, 
as we have stated. Further, there was neither the 


time nor the disposition to discuss the details of. 


works that could reasonably wait. ТО-Чау most 
people see the need for preparing for another state 
of things than that prevailing just now, and they 
remember that preliminaries in connection with cer- 
tain classes of public work do not generally suffer 
from too müch expedition. The Board, in intimat- 
ing to the Society of: Parliamentary Agents its 
wilingness to entertain proposals, recognises that 
the position has altered since last year's notice, and 
it is now ready to consider applications for provi- 
sional orders which will make work soon after the 
war ends, and will afford an outlet for labour or for 


the' utilisation of plant and machinery which have. 


been provided for the purposes of war. 

It is, of course, necessary to include a reservation 
to the effect that the policy of the Board in dealing 
with these applications may be subject to further 
modification ‘‘in the event of a change in the 


К Ps 


general situation due to the war." ‚Тїз is as ft , 


should be—optimism is good, but cocksure miscal- 
culations we prefer to leave to the Prussian mind. 
The announcement is a reminder fo us that, though 
there will be changes, strange, pathetic, and remark- 
able in almost every walk of life after the war, there 
will be'some things going on much tlre same as be- 
fore—we shall be applying for provisional orders for 
gas and water works, docks, electricity works, tram- 
ways and light railways, and providing a certain 
amount of work by these means. The Board of 
Trade and Parliament will probably do their utniost 
under the altered circumstances to expedite ap- 
provals, and will not so offen obstruct enterprise 
as in the past, because work for all will be the aim 
of all. The announcement may, we think, be con- 


- sidered to be one small item in the whole programme 


of preparation for Demobilisation, and all who are 
interested in electrical and’ other public concerns 
should have their plans prepared in good time. The 
matter should be attended to now as far as that 15 
practicable without in any way interfering with the 
progress of the vital operations cónnected with the 
war. 


THERE has been a phenomenal 
demand for copper again in the last 
few weeks, chiefly in connection 
with the constant requirements of belligerent coun- 
tries on the Allies' side, and this has obviously done 
much to accelerate a further upward movement 1n 


Copper. 


prices for all kinds of material, whether of copper 


itself or allied products. The big trans-Atlantic 
producers have made- huge sales of refined metal 
to domestic Consumers and for export combined, 
and there is not now much doubt that the market 15 
bare of supplies for anything like near deliveries. 
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so that the tendency remains entirely in favour of. 


holders. The cost of electrolytic now ranges from 
about £138 upward, according to position, but the 
high prices under present abnormal conditions do 
not seem to have much effect: on the attitude of con- 
sumers, whose anxiety at this juncture is to have 
their needs well provided for in anticipation of fur- 
ther tightness over the winter months. War needs 
admittedly have been, covered well ahead, but the 
fact remains that with but little to be had, Ameri- 


can views, having regard to the future course of ' 


the market, are more optimistic than ever. ' Ameri- 
can manufacturers are conducting operations on an 
unprecedentedy heavy scale, which is likely to con- 
tinue for an indefinite period, so that the current 
refineries' output must be expected to be fully taken 
up in view of the heavy contracts awaiting execu- 
tion for export. It is probable that the unsold 
stocks on the other side have, in the last few 


months, practically disappeared, for the ‘exports. 


were not only abnormally heavy, but the deliveries 


from the refineries were rather short of actual · 


needs, due to the setback in refinery operations. 
during the hot months. The refinery output, as a 
matter of fact, is still considerably short of the huge 
tonnage reached towards the middle of the year. 
Operations are now steadily improving, but it is 
doubted whether the output will be restored to high- 
water mark until the early months of the coming 
year, when hew refinery capacity becomes available. 
Supplies from other sources than America are for 
the present limited, since producers in that direction 
too are very well sold ahead. Shipping arrange- 
ments for Russia have been for the present about 
completed, but it is probable that gaps will have to 
be filled elsewhere this side of Christmas, which is 
likely to keep the tendency on the firm side. The 
total shipped by America during June, Jüly,. and, 
August represents some 107,000 tons, which com- 
pares with about 52,000 tons for the same period in 
the previous year, an increase of 55,000 tons. The 
fact is worth noting that America is now also 
shipping much larger quantities of manufactured 
copper to this side. The apparent growing scarcit 
of metal, as indicated to some extent by the absurdly 
small quantities left in official warehouses, has domi- 
nated the market for standard copper, which has 
again risen steadily up to about £118, for near de- 
livery, which commands a big premium over the 
price for forward delivery. Dealings in, warrant 
copper, however, remain in exceedingly narrow 
compass, as speculation is prohibited. The demand 
from sulphate makers has abated somewhat, but 
rough Bessemer copper is held for full prices. At 
the extravagant level of values ruling, there 15 
naturally more inducement to push production, and 


there should eventually be more than sufficient , 


metal to go round, but for the present buyers are 
largely in the hands of the sellers. . 


WE recently drew attention to 
The the excellent address delivered by 


Reorganisation Mr. Gerald Stoney at the meeting ` 


of Industry. of the British Association, in 
E which the President: of the Engi- 
neering Section dealt with the internal reorganisa- 
tion of factories with a view to the attainment of a 
higher degree of efficiency of production. Та his 
presidential address to the Economic Science Sec- 
tion, of which we conclude an abstract in this issue, 
Prof. A. W. Kirkaldy discussed with equal insight 
and understanding the broader problems of external 
reorganisation which will arise in the near future, 
and which demand the most earnest consideration of 
employers and workers. Referring to the immense 
economic waste entailed by the war, he pointed out 
that, after all, there was a brighter side to the ques- 
tion—it was not all dead loss. Both morally and 
Physically the nation had benefited from the bitter 


lesson it had learnt, and its faults and weaknesses 
hàd been remorselessly laid bare, the first essential 
to their amendment. So far as our industrial future 
is concerned, Prof. Kirkaldy is distinctly optimistic; 
he holds that American and Japanese competition 
will not materially affect our foreign trade, and that 
our chief opponents in the industrial field will be 
the Germans, who possess appreciable advantages 
and will exert every effort to regain their old posi- 


. tion in the trade of the world, no matter what the 
, cost. 


This is indeed their only hope; and if we 
return to the condition of industrial strife and fric- 
tion that prevailed in this country before the war, 
we cannot hope to be successful in the conflict — 
nay, rather, our failure is a certainty. Above all, 
our rate of production must be maintained at the 
highest possible value. 

Yet our Government has undertaken to restore 
all the trade union agreements and restrictions 
that have been waived during the war—and that 
guarantee must certainly be fulfilled, if the workers 
demand it; but will they? Surely the lessons of the 
war will not have fallen on deaf ears; a nation that 
could rise to the height already attained in this 
great crisis is not a decadent ог stupid race, and we 
confidently look forward to the manifestation of en- 
lightened views on the part of the workers when 
the time arrives for the resumption of their normal 
occupations. But it is not only the workers who 
have lessons to lay to heart, and Prof. Kirkaldy 
insists on the necessity of furidamental reorganisa- 
tion of what he calls the ‘‘ Industrial Army of 
Labour "—including under thisthead the captain of 
industry equally with the unskilled labourer. Our 
business men, he says, have hitherto worked as 
independent units; in future they must combine their 
forces, and work as members of associations—not 
with the lack of sympathy and co-operation that has 


been so deplorably manifest in the past, but with 


sincerity and zeal. How often have we complained 
of the inveterate prejudice against hearty and com- 
plete co-operation that has betrayed itself when- 
ever attempts have been made to bring British 
manufacturers together for a common object! Un- 
fortunately, as the professor states, not only has 
half-hearted adhesion been given to such move- 
ments, bub also there has been a lamentable want 
of loyalty to agreements entered into by associa- 
tions on behalf of their members. This want of 
loyalty and tendency to isolated and independent 
action has been :still more strongly in evidence, be- 
cause more publicly displayed, in connection with 
the workers’ trade unions, and Prof. Kirkaldy truly 
declares that in both cases success depends on 
absolute loyalty to the pledged, word—without which 
industrial harmony cannot be achieved. 

For the details of the system of organisation 
which he proposes we refer our readers to the 
abstract of the address. His remarks on the sub- 
ject of the return of the Army to industrial pur- 
suits are also worthy of attention, and in this 
connection the report of the committee on the 
replacement of men by women in industry, ab- 
stracted on a later page, is of interest. It is held 
that, apart from the sad roll of those who have 
given, and will give, their lives and limbs for their 
country, many men will not return to indoor life, 
and at least one million will remain under arms; it 
should not be forgotten, too, that a large propor- 
tion of our citizen soldiers are drawn’ from other 
than industrial ranks. Moreover, our financial 
position is sound, and there is every prospect of a 
period of good trade after the war. There may 
even be a marked shortage of labour, in spite of 


the greatly increased adoption of automatic machi- 


nery and improved methods of production сопѕе- · 
quent upon war conditions. We look forward to 
the future without any qualms, confident that if 
employers and employed will work together for the 
common good, our future prosperity is assured. 
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MUNICIPAL TRAMWAYS ASSOCIATION `, 
‚ CONFERENCE.—II. 


Goods Traffic on Tramways. 

Ат the recent meeting of the Municipal Tramways Associa- 
tion, Messrs. G. W. Holford, of Salford, and W. Clough, of 
Bury, read a paper on the “ Utilisation of Tramways for 
Goods Traffic,” in which they gave a short history of the 
subject so far as South Lancashire is concerned, briefly 
described the operation of goods traffic on several York- 
shire and Lancashire tramway systems, and roughly, 
examined the question of the powers of tramway authorities 
to undertake such work. . 

It may be recalled that years ago the Douglas and Laxey 
line in the Isle of Man and the Bessbrook and Newry 
line in Ireland both catered for goods traffic. . 

In the South Lancashire area the object in view has 


generally been to provide speedier.transit than under 


existing conditions between the manufacturing centres .and 
the Liverpool and Manchester docks. 


Mr. Gibbings dealt with the subject. before the Institu- . 


tion of Electrical Engineers at Manchester in 1908 ; Mr. 
Bellamy touched on it at the Municipal Tramways Con- 
ference at, Liverpool in 1904, and subsequently the tramway 
managers in this area have discussed the problem, without, 
however, finding a solution of the question of loading and 
unloading facilities. f 
In 1918, at the Tramways and Light Railways Associa- 
tion Conference, Mr. Edwardes referred to the subject again, 
and, more recently, Mr. Mallins has considered the con- 
veyance of goods from the Liverpool docks over the 
Corporation system, but’ we gather that the Dock Board 
has not favoured the idea so far. The authors point out 
that Southern Lancashire is an ideal area for such a scheme ; 
the continuous tramway network of the Corporations of 
Ashton-under-Lyne, Bolton, Bury, Liverpool, Manchester, 
Oldham, Rochdale, Salford, Stalybridge, Stockport, and 
Wigan, together with the Lancashire United and Oldham, 
Ashton and Hyde Co.'s systems cover 403 miles of 4 ft. 8} in. 
route ; it has also been pointed out by Mr. Mozley that 
there is a considerable mileage of 4-ft. gauge interconnected 
tramways іп North Lancashire, and similar interconnected 
tramway systems exist in West Yorkshire, although we 


believe there is: a considerable variation in gauge in the . 


latter case, which would complicate the use of the track by 
purely tramway vehicles for through traffic, though, of 
course, it woüld not prevent the development of a local 
goods carrying service such as was recently suggested by 
Mr. J. B. Hamilton, the manager of the Leeds tramways for 
his city. The authors point out that under municipal 
management traffic can be dealt with on well organised lines 
with fares and services fixed on an equated basis, but if 
half-a-dozen or more private individuals were catering for 
passenger traffic then disgrganisation would follow ; they 
think that similar organisation would also benefit the 
transport of merchandise over .certain areas, and urge that 
it is а matter for consideration of the whole of the parties 
interested. A ; 
Amongst the various -instances of .goods carriage on 
tramways, the authors cite Burnley, where a 'goods wagon 
was propelled in front of an ordinary car for the conveyance 
of heavy parcels weighing between 56 lb. and 5 cwt. 
charges were based on 3d. per cwt. per package with a 
mininum charge of 3d. The financial results were not 
satisfactory, and the daily running of the wagon has been 
abandoned, but it is now run for a guaranteed load of not 
less than 4s. carriage. | 
At Glasgow the Corporation track is used for the con- 
veyance of material from a railway station to one of the 
shipbuilding yards, a distance of half-a-mile, for which the 
Corporation charges 2d. a mile; the company uses an 
electric locomotive for hauling and 1d. per unit is also 
charged for electricity ; as much as 160,000 tons per 
annum has been dealt with. 
Since 1904 the Huddersfield trantways have carried coal 
from the railway to three different mills, two of which are 
three miles distant, and the other five miles. The Cor- 
poration siding to the railway cost £1,243, and the other 
sidings were built by the mill owners, Two self-propelled 


The : 


tramway trucks were built, each equipped with two 45-н.р. 
motors. During the year to March, 1916, 12,121 tons of ` 
coal were carried. ` 

In 1910 the Leeds Corporation tramways carried some 
30,000 tons of sand for the waterworks department, a dis- 
tance of 34 miles, suitable wagons, with hoppers being 
provided. The revenue was, roughly, £1,900, and a satis-. 
factory net profit resulted. More recently an agreement. 
has been entered into for carrying fireclay and coal for a 
local firm, a distance of five miles, across the city, and Mr. 
Hamilton, the tramway manager, is preparing a scheme for 
general mineral and goods carriage over the city tramway 
system (as already mentioned in our columns).. · 

Many tramway undertakings convey their own permanent- 
way materials, and some special parcel-carrying vans have 
been provided. | 

The authors quote the judgment, of Mr. Justice Farwell,. 
in the High Court, in 1906, 1n the action by Messrs. Sutton 
and Co. for an injunction to restrain the Manchester Cor- 
poration from acting as carriers or delivery agents except оп. 
their tramways, and from expending any of the Corporation 
moneys for that purpose. They then inquire briefly into the 


powers of tramway authorities in the matter of goods con- 


veyance, and come to the conclusion that (1) tramways have 
powers to convey goods on tramways ; (2) that no difficulty 
need be anticipated in obtaining consent to run attached 
vehicles ; (3) that there is no power granted to construct. 
lines into railway or mill yards which are not owned by the 
Corporation, and that such lines would have to be privately 
constructed—although this view was contradicted in the 
disctission. 

The authors point out that although the original 1870 
Tramways Act apparently intended that, if necessary, the 


ваше vehicle should be used on tramways and railways, 


later Acts (such as the Salford and Bury Corporation 
Acts) contain a clause expressly prohibiting the use of 
railway vehicles on tramways; on referring to the Standing: 
Orders, ае to Bills deposited in Parliament, it із found 
that provisión is still made for the running on tramways. 
of “carriages or trucks adapted for use upon railways,” 
and the authors conclude that the prohibition clause has 
been inserted into Municipal Acts which only provide 
9 ft. 6 in. between rail and kerb, to comply with the 


- Standing Order covering that matter, which, no doubt, is to 


provide for the greater overhang of railway vehicles. 

Railway wagons ‘cannot run along tramways as at present 
constructed, because the overhang is much more than the 
tramway allowance of 11 in..; also the railway wheels are 
5 ш. wide, with a 1-іп. flange. Tramway wagons cannot 
be used on railways, because the wheels are too narrow to 
pass over the gap of 4 im. in railway crossings and the 
flanges too small to safely negotiate curves. 

The authors consider that for transit between towns 
some distance apart, with loads of a moderate character, 
tramway charges would be cheaper than present railway 
charges ; taking 25 miles, and making no allowance for 
return load, the tramway rate would be 418. 8d., or 4s. 2d. 
per ton, whereas an actual railway rate is 13s. 2d. per ton, 
and this leaves a large margin out of which to provide ware- 
housing or loading facilities. 

Sidings might facilitate the collection of goods, but 
would involve more points and crossings, which are undesir- 
able on passenger routes, and in narrow streets sidings are 
impossible. | | 

Mr. Edwardes, in his paper, said he found that the small 
amount of tonnage handled, in the average mill would not 
pay interest and sinking fund on the cost of a siding. 

Traffic between adjacent towns, the authors think, can 
only be, done by the use of a vehicle which could use the 
tramways and yet be on equal terms with independent. 
vehicles in the handling of goods ; the same consideration: 
applies to traffic between dock and railway yards and mills 
and warehouses. | | 

A vehicle of the type indicated has been introduced by 
Mr. C. J. Spencer, manager of the Bradford tramways, and 
was illustrated and described in our issue of May 19th last. 

Between May 15th and June 17th this vehicle (which 
consists of a railless trolley vehicle adapted for use over the 
tramway route and fitted with a battery to enable it to 
operate independently when necessary) тап. 741 miles. 
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carrying 247 tons and earning £74 ; and making allow- 
ance for periods when it was withdrawn for private reasons, 
the earnings would have been £91. The estimated first 
cost is £800 or £900. 

Mr. Spencer considers that it would cost £10 per week 
of 6 days, running 240 miles, to operate, as against £12 5s. 
for a petrol vehicle. 


Мв. C. J. SPENCER (Bradford), in opening the discussion, con- 
gratulated the authors on their paper; the subject was most 
opportune. They had to consider how they might assist in the 
transport problems of the future, and it was necessary to ascertain 
whether tramways could be used for goods traffic on a financially 
successful basis. Оп the basis of the cost of operating their 
cars at present, it might cost, say, 2d. per ton-mile to handle goods 
traffic, апа although the latter cost might be increased under goods 
transit conditions, there would be savings in capital cost, tickets, 
conductors, &c. Goods traffic would improve the tramway load 
factor. Electric power was considerably cheaper than petrol power, 
but other conditions had to be studied ; from the public point of 
view, the cost of road provision and maintenance should be charged 
to petrol costs. Would the proposal reduce street congestion? He 
thought the public control of goods transit would result in as 
much improvement as in the case of passenger transport. It was 
а question of substituting an organised for a disorganised system. 

Mr. Н. MozLEY (Burnley) said the railways did not care 
to be troubled with the short local traffic round towns. 
There had been difficulties in carrying goods on tramways 
on account of statutory charges; now these difficulties were 
to some extent overcome. Night traffic would, however, be 
intolerable, and goods traffic could be worked in with the passenger 
traffic during the day. At Burnley they were endeavouring to 
cater for the “ carrier " traffic to the outskirts, and this required a 
combined “road and rail" vehicle, which, he believed, was the 
solution of the problem. If they were to adopt the Bradford 
system, they would have to go to Parliament for fresh powers to 
use heavy motor vehicles. He pointed out that, contrary to the 
authors’ statement, his Council had powers to build sidings into 
works, and he thought others had also. 

Мв. J. B. HAMILTON (Leeds) said there were two points of view ; 
one was the relief of traffic congestion, and the other point of view 
was the financial one. In Leeds they had superseded cumbrous 
steam tractors, and he believed that they could deal with 
mineral at less cost than was possible with steam or petrol. They 
were satisfied that they could not touch the business with the 
statutory charges, and so an arrangement had been come to, and 
they charged 3d. per ton-mile for the distance of five miles, and 
were just making it pay. ; 

Mr. WILKINSON (Huddersfield) pointed out that the authors' 
. costs for 10 tons at 10d. per mile, would be much reduced if the 
weight were doubled. Some years ago he had to consider the 
question of handling 100,000 tons per annum, and he was con- 
fident that he could have conveyed the goods on a 3d. per ton-mile 
rate. The ide& was to carry the whole railway truck on a bogie 
running on the tramways. Similar work had been done in Ger- 
many, and in one case he had found a rate of 6d. per truck-mile, 
using a 10-ton truck. 

Mr. McEtroy (Manchester) said tramways were originally 
constructed becavse it was recognised that a metal wheel on a 
metal rail gave cheap traction. Passengers collected and delivered 
themselves ; but immediately they considered the carriage of goods, 
the question of terminal facilities arose. Tramways would be 
quite suitable for this if ‘sidings into works could bemade. He 
felt that in view of the great progress made in petrol, steam, and 
other vehicles, they must hesitate before they agreed to tackle the 
general problem of goods carriage. 

Mr. CLoyeu (Bury). in replying, assured them that 3d. per ton- 
mile was a paying rate. They had not suggested night traffic. as 
there was plenty of opportunity to deal with it in the day. He 
agreed that powers would have to be obtained to make use of 
vehicles such as those employed at Bradford, for regular goods 
traffic. 
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THE NATIONAL INSURANCE АСТ, 1911. - 
Umprre’s DECISIONS ON UNEMPLOYMENT INSURANCE. 


` 


By JOS. J. H. STANSFIELD, F.C.L5. 


FOLLOWING the passing of the National Insurance (Part IT) 
(Munition Workers) Act, 1916, and the order of the Board 
of Trade dated September 1st excluding certain classes of 
munition works from unemployment insurance, а large 
number of applications have been made to the Umpire for 
his decision as to whether contributions are or are not 
payable. 

As some of these decisions affect the electrical industry, 
they are given below as advertised in the Board of Trade 
Journals issued up to September 28th, 1916. Decisions 
in which the Umpire has decided that contributions are 


payable are indicated by the letter X following the number 
of the decision. | 

Contributions are payable under these decisions as from 
September 4th, 1916. | í 


CONTRIBUTIONS ARE PAYABLE FOR 


Mechanical Engineering.—1,651 X. Smiths, stampers, piercers, 
and other workmen engaged in general oddwork on metal goods. 

1,654 X. Workmen engaged in polishing, plating, or enamelling 
metal goods, whether carried on as a separate business or in con- 
junetion with other manufacturing processes, and whether in 
connection with articles intended for use in war or not. 

Electrical Engineering.—1,690 X. Workmen engaged in (1) arma- 
ture and coil winding, (2) mica and insulation cutting, and (3) 


.commutator assembling in connection with the manufacture of 


electrical machinery and instruments. 

1,691 X. Workmen engaged in the manufacture of electrical 
recording, measuring, and testing instruments, such as ammeters, 
voltmeters, meggers, &c. 

1,692 X. Workmen engaged in the manufacture (including 
assembling) of sparking plugs and magnetos. 

1,693 X. Workmen (other than those engaged in the manufacture 
of porcelain parts) engaged in the manufacture (including 
assembling) of small electrical switches, fuses and lampholders. 

1,694 X. Workmen engaged in the manufacture of electrical 
batteries and accumulators. 1 

1,760 X. Workmen employed by switchgear manufacturers, and 
engaged in drilling slate bases for electrical machinery which is 
intended for use in war, or in the manufacture of munitions of war. 

1,793 X. Workmen engaged in making wooden crates for 
packing purposes. 

1,814 X. Workmen engaged in making small ebonite or vulcanite 
parts of electrical appliances such as magnetos, sparking, plugs, 
&c. (and not covered by decision A 1,230, see Board of Trade Journal, 
January 2nd, 1913). 

1,818 X. Workmen engaged in the manufacture of metal 
filaments for electric glow lamps. 

1,853 X. Workmen described as machine or hand nailers, 
hoopers, dovetailers, conveyor attendants, or truckers engaged in 
connection with the manufacture of wooden cases. ae 

1,914 X. Workmen employed wholly or mainly in the manufacture 
or repair of telephone and telegraph instruments and signalling 
apparatus. х ү 

Cables, Overhead Lines and. Street Lighting.—1,111 X. Workmen 
employed by electric cable manufacturers and engaged in (1) strand- 
ing wire, (2) insulating with rubber or gutta-percha, and (3) lead 
sheathing and armouring. 

1,713 X. Workmen engaged in the manufacture of rubber 
solution. 

1.805 X. Workmen engaged in proofing flax, jute, cotton, asbestos 
or other fabrics with rubber. 

1,806 X. Workmen engaged wholly or mainly in the manu- 
facture of carbon electrodes for use in the production of munitions 
of war. 

Generation and Supply of Electrical Energy.—1,763 X. Work- 
men employed by coke manufacturers and engaged wholly or 
mainly in connection with the operation of by-product plant for 


` the recovery of light oils or other chemicals from the waste gas 


or tar. 

1.764 X. Workmen employed at gas works or at gas by-products 
and engaged-wholly or mainly in the distillation of tar or in the 
extraction of light oils from tar or oil. 

1,807 X. Workmen engaged wholly or mainly in the manufacture 


of carbide of calcium. 


CONTRIBUTIONS ARE NOT PAYABLE FOR 

Electrical Engineering.—1,695. Workmen (other than metal 
filament and metal cap makers) engaged in the manufacture of 
electric glow lamps, unless these are intended for use in war. 

1,714. Persons described as calibrators or test-room assistants 
and engaged mainly in calibrating or testing electrical instruments. 

1.785. Workmen engaged in the manufacture of metal conduit 
fittings for electrical conduit tubes, including assemblers, 
enamellers, finishers,-packers, and general labour employed on the 
premises in connection with such manufacture (excluding workmen 
engaged in ironfounding in respect of whom contributions are 
payable under Part II of the National Insurance Act, 1911). 

Cables, Overhead Lines, and Street Lighting.— 1,665. Workmen 
employed by a rubber merchant, and not employed in connection 


. with the manufacture of rubber or rubber goods. 


1,710. Workmen employed by electric cable manufacturers and 
engaged in insulating cables with paper, fibre or similar material 
other than rubber or gutta-percha not intended for use in war. 

1.:89. Workmen (other than those engaged in the manufacture 
of rubber thread) engaged wholly or mainly in the manufacture of 
elastic or rigid braids or webbing. 

Generation and Supply of Electrical Energy.—1,848. Workmen 
employed by coke manufacturers, and engaged wholly or mainly in 
connection with the working of the coke ovens, and not covered by 
decision 1,763 X (see above amongst “payable ” decisions). 

1.905, Workmen engaged in the outdoor repair and maintenanee 
of overhead, third rail, conduit, surface contact or cable equipment 
of railways, tramways, light railways or electric power supply 
undertakings. f 

1.906. Workmen employed by electricity supply companies as 
meter fixers or readers, fuse hands, crane men, boiler cleaners, ог in 
any of the occupations set out in decision B 264 (Board of Trade 
Journal of July 4th, 1912) (also see p. 277 ELECTRICAL REVIEW, 
August 16th, 1912). 
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1916. 


. In 1912 the Board of Trade made an order exémpting 
drivers and attendants of any vehicles, and stablemen or 
other workmen employed in attending horses or cleaning 
any vehicle. This has been slightly modified by decision 
1,866 .X, which states.that “drivers or attendants of 
vehicles employéd in connection with insured trades, and 
employed mainly on the premises on which such trades are 
carried out," must be insured for unemployment insurance. 


Lo ———————— MQQ— 


GAS AUTHORITIES. AS SUPPLIERS OF 
ELECTRICITY. 


Bv J. W. NAPIER. 


ng of the North British Association of 
Gas Managers at Edinburgh, on September lst, Mr. J. W. 


з strengthened. In 
of things has undoubtedly been towards 
X no matter what the commodity may 
be. Competition аз а factor in serving the public interests 
most economically has been of 


past been seriously considering the’ supply of electricity. 

several instances where Parliamentary power has 

been granted to gas companies for electricity supply, notably 
strict Light, Heat, & Power Co. 

e Alloa Electric Lighting Order was obtained in 1899, and 

the: Town Council Immediately concluded an agreement with a 

company for a bulk supply to be continued: during a minimum 


he arrangement for supply from the company was doomed to 


ment with the bulk supply company 
mutual agreement, the Corporation to pay an indemnity of 
£3,000, spread over a period of six years. The full 
now. been paid. 


Tt, was now possible to decide u t ; 2 
tion. The gas pon. the erection of^a sta- 


works site was utili 
satisfactory. Te iem and has p roved most 


-- Suction producer gas plant with | | | 
( lant. gas engines was decided 
upon as the most economical t f l 
ea товара ype ef plant, best suited to the 
n the plant first put down consisted of one 85 
one 140-в.н.Р. gas engines with dynamos direct co 
one producer gas plant for use 
battery (Tudor) of 991 cells and 
after 11 


-B.H.P. and 


with gas coke, and a storage 
the demand 


. B.H.P. with eight cylinders together with tw 

; o set - 
ducer plant of ample capacity. A cooling TOWER Pe 
with. duplicate centrifugal pumps, motor-driven 


2 producers i 
throuch the scru bers over and over again, 1 ў Sag ane 
necessary that the water be cooled sufficiently. The scrubbers 


the producers, or gas coke from horizontal retorts, very great 


paper, 


The arrangement was that the Corporation | 


upled, with: 


РА 


‚ troubles immediately cease, 


"апа 


available. 


care must be taken to clean the gas thoroughly from traces of 


tar. With the use of vertical-retort coke, however, all ‘tar 
the volatile matter in this coke 
being practically nil. 4 
The supply is on the three-wire system, 220 volts for light- 
ing and 440 volts for power. Since 1914 the output of current 
has, rapidly increased, and at the present tithe a 700-в.н.р. 
vertical engine and generator are in process of erection, on 
the same lines as that already described. 
The increase in the output of energy is shown in the fol- 
lowing statement :— 


\ 


CONSUMPTION oF ELECTRICITY. 


Max. load 
Private Public on feeders. 

' Year. Lighting. Power. Lighting. Total. KW, 
1911 55,460 13,922 - 98,938 98,320 85.0 
1912 59,145 92,015 27,897 78,557 105.6 
1914 88,037 247,060 24,845 : 360,942 229.0 
1916 135,821 642,347 11,794 780,963 440.0 


It will be observed that the greatest increase has been for 
power purposes, and this has had a very important influence 
on the working results and success of the station. 

Regarding cost of production, the fqllowing statement gives 
the working results for the past year :— А | 

| Amount. Pence per 


unit sold. 

Fuel ... РЕТ ..£767 0 9 0.93 
Oil, waste, water, &c.  . 363 1110 оп 
Wages of.workmen 95110 5 0.29 
Repairs and maintenance ..492 4 9 013 
Rents, rates, taxes ... SR ne .. 114 89 0.04 
Management, office, and legal expenses 159 6 8 0.05 - 
Insurance of plant ... А, € .. 18711 1 0.05 

Total P бз. Yee sins £2,975 13 8 0.90 


The price charged for coke was 13s. ‘per ton. 

For stations of the size of Alloa, gas-engine driven genera- 
tors and producer gas plant undoubtedly provide low works 
costs, and our experience has amply proved the wisdom of the 
choice of plant. MAL 

The prices charged to consumers are for lighting, 4d. per 
unit; for power, from 2d. to 0.8d. per unit. An extra 15 per 
cent. on power and 5 per cent, on lighting will be charged 
until further notice. | 

FINANCIAL RESULTS. 


Revenue— 
From private lighting... ed oa .. £1,988 
From power and heating " РЯ .. . 2,882 
From publie lighting ч оа ды 198 
Rents, royalties, Фе. . 18 
Total Mea. Aus on m =: .. £4,956 
Working costs "m и е e .. 20916 
Gross profit £1,980 
Gross profils— — . PM | 
Before providing for interest, &c. £1,949 
' Per cent. to capital outlay ТЭИ 5.96 
Interest ss : 949 
. Sinking fund ~ ode eun. ala Di 987 
Surplus db. Ja І Bp. exi 44 


In using coke as the fuel for the production of electricity 
а product of the distillation of coal is being utilised, the raw 
coal having been consumed in the vertical retorts in a scien- 
tific manner, yielding a satisfactory heating gas for industrial 
and domestic needs, as well as a smokeless solid fuel, and 
the other valuable by-products, tar and ammonia. This aspect 
of the generation of electricity from gas engines with pro- 
ducer gas made from gas-works coke as the fuel is of extra- 
ordinary importance from a national standpoint, having 
regard to the wasteful use of coal direct for electricity genera- 
tion. The combination òf gas and electricity production in 
the manner outlined is a singularly good example of realising 
in a highly economical way the velue of coal. | 

The producer plant in use at Alloa is of the suction type, 
therefore the nitrogen value of the coke has not been 
recovered as ammonia. The installation has been too small 
to warrant the capital expenditure for recovery plant, but 
with the horse-power of engines now installed a scheme for 
producer gas plant on the Mond type with recovery plant has 
been determined upon. Conditions of war have prévented the 
expénditure of money on new plant, and the installation has 
therefore been delayed in erection. The conception of the 
scheme is as follows:—Coke contains about 1 per cent. of | 
nitrogen, and the results of experiment on the large scale 
have shown a yield of 30-40 Ib. sulphate per ton. The Mond 
plant wil be erected on the gas works site, and & supply of 
producer gas will be afforded to the gas works for heating the 
retorts, and to the electricity station for driving the gas 
engines. The gas works are already equipped with plant for 
the manufacture of sulphate, and this plant will in part bé 


The strongest evidence I can bring to prove that electricity 
has a permanent place in public demand coincident with & 
large consumption of gas, and that competition does not enter 
1n to destroy the interests of either department, is an example 


“ 
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of the gas and electricity supply of Alloa. For many years 
Alloa has enjoyed a low rate for gas for lighting and cook- 
ing, in pre-war times 2s. ld. to 2s. 4d., and a specially low 
rate of ls. 4d. to ls. 10d. for power. Every facility has been 
given to consumers to take advantage of the use of gas, with 
the result that for a population in the area of supply of 17,200, 
the gas manufactured per annum is equal to 150,000,000 c.f., 
considerably higher per consumer than most towns in Scotland. 

As regards the consumption of electricity, it will be noted 
that the annual output has increased from about 100,000 units 
in 1910 to about 500,000 units in 1916. The author is not con- 
scious of any collision of interests in the supply of the two 
forms of energy—new consumers are not lost, as they are bound 
to come to us for supply—and is only concerned with the joint 
success of the two works forming one department of business. 
Consumers demand whatever form of energy is most con- 
venient and best suited to their requirements, and they are 
supplied accordingly. A showroom was recently opened in 
which there is exhibited lighting, heating, апа cooking appa- 
ratus for both gas and electricity. 

The directors of a gas company in considering a scheme for 
electricity supply may reasonably conceive that by embark- 
ing upon an electricity scheme the consumptiqn of gas will 
be lessened, and electricity take its place. Such a view is 
. dangerously wrong. Of no area of gas supply can it be said 
nt the present time that the use of gas has reached the utmost 
limit, and an increase in consumption for domestic use, as 
well as for industrial needs, should yield an increasing output 
from year to year. To embark on an electricity supply scheme 
would simply be pursuing the same line of business, but by 
a different avenue. Where electricity is available for light- 
ing it will command a fair share of domestic use, while for 

ublic buildings and shops, preferment is given to electricity. 
‘urther, considering the adaptability of the electric motor, 
there will be a certain displacement of gas engines thereby, 
and for larger units of power electricity will be installed. . 

It will be perceived that with this view of things the advan- 
tages and gain will be with the company supplying the two 
kinds of energy. Provided the area concerned is a suitable 
one, industrial to be preferred in order to obtain the highly 
valuable day load, the electricity side of the business can, in 
my opinion, be made remunerative if diligence is shown (1) 
in keeping down the capital account, (2) in selecting а type 
of plant the working of which will be conjoint with the in- 
terests of the gas works, (3) that the gas works be selected 
as the site for the generating station, (4) to dissociate in prac- 
tice any spirit of competition, and to push the sale of elec- 
tricity as a legitimate and remunerative business. From the 
point of view of the interests of the public, it is not desirable 
that there should be a duplication of works supplying the one 
kind of commodity, though in two different forms, as the 
increased cost of production must fall on the consumer. . 

From the evidence now adduced it may be fairly claimed 
that the co-existence of gas and electricity supply under one 
control is at once a practical and commercial proposition. 
The fresh field of business will appeal chiefly in the case of 
towns where there is at present no electricity supply. It 1s 
my settled conviction that what is required of the gas industry 
of to-day is a broadening of the basis of its function as sup- 
pliers of the public need for energy—gas and electricity. 
There is small doubt but that gas companies, if they do not 
prepare the way, will be met in the near future with competi- 
tion where there is no electricity supply at present, It is a 
true indication of strength and vitality when an industrial 
business can comprehend the issues that lie in front of it and, 
having done so, prepare accordingly. 

ET ERN ERN EN ES 
: DISCUSSION. . 

The President, Mr. ALEXANDER MAsTERTON (Edinburgh), 
said he thought the author had made out quite a, good case 
for gas authorities taking over the supply of electricity. The 
strongest argument, to his mind, was the economy which 
would be effected in regard to the use of coal as s result of 
the combination. The author's experience and the data he 
had given ought to be of considerable service and assistance 
{о municipal authorities who were considering the problem of 
the supply of heat, light, and power. Placed under the juris- 

ietion of a capable engineer and manager—one without bias 
either towards gas or electricity—the joint management ought 
all to be in favour of economical working and the production 
of these two agents for supply to the public at cheap rates. 
There was no reason why the two competitors should not 
work side by side, promoting the interests of each other in 
the best possible way. Е 

Mr. Davip Бовевтзом (Dunoon) considered that there need 
be no rivalry between gas and electricity provided they were 
under the one control. He thought the author was proceeding 
on right lines when he suggested that gas companies or Cor- 
porations ought to have the control of the electricity supply in 
any one district. If the electricity station was placed in the 
gas works there was absolutely no doubt but that economy 
would follow. | : 

Mr. CLARKE (Chesterfield) said he happened to be in the 
unique position of being chairman of a gas company manu- 
facturing 990 million cu. ft. of gas. and vice-chairman of an 
electrical company with plant up to 2,500 xw. These two 
interests were antagonistic and conflicting, and as chairman 
of the gas company he was suspected of having leanings to- 
wards electricity and vice versa. The great point he desired 


to шаКе as the outcome of his experience was that the two 
undertakings were quite separate and distinct, and a parti- 
cular set of conditions appertained to each. He could see that 
the combination might be successful in small residential 
towns, but only there. 

Mr. J. W. NAPIER said he had been most careful to point 
out in his paper that his conception of a joint scheme did 
not apply to towns of considerable size. In large centres, he 
frankly admitted that separate management was not only 
desirable but necessary. Taking a broad view of things, he 
was satisfied that for towns of a population up to about 20,000 
an amalgamation of interests would prove beneficial. 


MANCHESTER ELECTRIC VEHICLE TRIAL. 


A MOST interesting report is that recently made by Mr. S. L. 
РЕАКСЕ, chief engineer of the Manchester electricity depart- 
ment, to the Electricity Committee of that city, on the trial 
use of an electric vehicle in place of horse haulage in connec- 
tion with. the work of the department. The vehicle, а one- 
ton standard G.V. lurry, supplied by Messrs. Drake & Gorham, 
was fitted with an Edison battery and a 3-н.р. motor capable 
of 200 per cent. overload for short periods. 

The trials were carried out by the testing department, under · 
the direction of the superintendent, Mr. Н. A. Ratcliff; the 
lurry has been employed in the service of the department since 
the end of March, 1916. f 

Mr. Pearce mentions that the report deals with the subject 
on the basis of the actual results obtained, and no attempt 
has been made to work up a case for the electric vehicle, and 
that, so far as personal considerations were concerned, he 
had been somewhat sceptical as to the possibility of an electric 
lurry being able to compete with existing contract carting 
шеле, and also as to the elaims made on behalf of the 
ormer. 

1. Horse Carting Conditions—Light lurries were ordered 
from the contractors as required by the several departments 
concerned, payment being on a flat rate on a time basis. As 
an equitable rate a figure of 1s. 4d. per hour has been taken 
for the purpose of comparison. А 

9. Test Conditions.—It was obvious that if the electric lurry 
was merely to replace and do the equivalent work of & horse 
lurry it would certainly not compare favourably, owing to the 
higher standing charges and the additional running costs. 
Consequently, it was necessary to reorganise the carting 
arrangements to a very considerable extent so as to give as 
nearly as possible continuous employment for the electric 
vehicle, and also whenever possible reduce the number of 
separate journeys by combining two or more departmental 
carting jobs in one round journey. " 

3. Driving Arraugements.—The employment of a special 
driver appeared to be undesirable; two fitter’s labourers were 
therefore trained for the work. The driver’s attendance is 
not always necessary, and he can therefore be employed on 
other work, thus reducing the standing charges considerably. 

4. Working Cost of Electric Lurry.—The figures arrived at 
(on a liberal scale) are:—Standing charges, 18. per hour; 
running costs, 9d. per mile; driver, 7d. per hour during the 
time he is actually employed with the lurry. 

(a) Standing Coste—The standing charges have been cal- 
culated on a basis of 2,500 working hours per annum, i.e., 
50 hours per week for 50 weeks in the year. , - 

The “Ше” of the chassis and body has been taken at 
10 years, and written down accordingly at 8} per cent. per 
annum. А 

The makers state that the battery will last for аё least 10 
years, or alternatively for 100,000 miles. The guarantee, how- 
ever, is only for four years, and five years has been taken as 
a reasonably safe estimate of the working ‘‘life’’ of the bat-- 
tery, and it has been written down accordingly at 183 рег 
cent. per annum. , 

The possible scrap value of the battery after five years 
“life” has been ignored. | 

Interest on the full capital outlay has been allowed at 41 


per cent. The actual capital charges are therefore as fol- 
lows :— 
Outlay on chassis, £355, less 5 percent. _... £337 5 0 
Outlay on battery, £280, less 5 per cent. 266 0 0 
Outlay en body ee zs see 45 0 0 
Outlay on tires 25 0 0 
Outlay on filler 910 0 
675 15 0 
4} per cent. on £675 15s. 30 
83 per cent. on £384 15s. 33 т t 
183 per cent. on £266 491 
118 19 0 
10 
Insurance ..  . e i : 
Two drivers’ licences at 5s. each 10 0 
£14 9 0 


£194 98./2500 = 11.95d., or, say 1s., per hour опа 
basis of 2,500 hours per annum. М 
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If the interest rate be taken at 5 per cent. the figure be- 


comes 12.27d. In addition there is the wages of the driver 


at 7d. per hour, but this is hardly a true standing charge for 
ihe reasons given. above. rs 

(b) Running Costs.—The load is an “ої реак” one, and 
does not cost more than one-third of a penny per unit, but 
in order to cover small incidental expenses the cost of cur- 
rent is taken at one halfpenny per unit. 

The vehicle normally requires about 6.5 ampere-hours per 
mile, which corresponds to about 0.7 Kw.-hour per mile; but 
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MILES PER HOUR 
Curves SHOWING VEHICLE Costs: HORSE, A PER HOUR, 
В PER MILE; ELECTRIC, О PER HOUR, D PER MILE. 
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as the efficiency of the motor-generator used for charging the 
vehicle is only about 70 per cent., the actual consumption per 
mile is approximately one KW.-hour. 

The cost of tires has been based on a ''life" of 12,000 
miles, and repairs and upkeep of vehicle and battery have 
been taken at 14. per mile, which is well in excess of the 
makers' allowance of 0.64. per mile. 

Tires: 12,000 miles at £25 the set — 95 x 940/12,000 — 
0.5d. per, mile. 

Total running costs per mile:—Current at 4d. per unit, 
0.5d.; tires, 0.5d.; repairs and upkeep, 1.0d.; total 2.04. 

5. Comparison of Costs.—From the above results the accom- 
panying curves have been drawn, and r 
they enable the relative costs for any 
condition of speed to be seen at a 
glance. The curves show :— 

л. The cost per hour for horse lurry 
and driver. 

B. The cost per mile for horse lurry 
and driver. 

c. The cost per hour for electric lurry 
and driver. 

D. The cost per mile for electric lurry 
and driver. 

All the curves have been drawn to a 
common base of '' miles per hour.” 

The two most noticeable features аге: 
—(a) The cost of the horse lurry per 
hour is naturally independent of the 
mileage; (b) the standing cost of the 
electric is only 3d. тоге than for the 
horse lurry, and is actually 4d. less if 
the driver is not in attendance. 

Obviously comparable results can only 
be obtained by getting more work out 
of the electric in the same time, i.e., by 
increasing the average miles per hour. 

It has been found that two miles per 
hour is an average figure for an ordinary 
horse lurry. For the ordinary carting 
dav of nine hours this gives an average 
daily mileage of 18, which is a very 
reasonable estimate. 

Before these trials were conducted Mr. Pearce was of the 
opinion that an electric lurry would only be worth considera- 
tion if it could be shown to be capable of doing the work of 
one and a half horse lurries; actual operating data covering 
a period of four weeks ending May 6th, 1916, plainly shows 
that the electric lurry is the equivalent of at least one and 
а half horse lurries, work for work, both on the total average 
daily mileage and also on the average miles per hour. 

Referring to the curves, it is seen that at two miles per 
hour the horse lurry costs 8d. per mile, and a horizontal line 
drawn through this point cuts the electric curve at 3.16 miles 
per hour; a condition which the tests. have proved to be prac- 
tically fulfilled. 


Owing to thé organising of the carting rendered possible 
by the use of a mechanical vehicle, each journey undertaken 
has represented the carting of 1.6 departments, and therefore 
the total work done by the electric 1s the equivalent of that 
done by 1.5 х 1.6 = 2.4, or, say, two horse lurries. — — 

The average cost works out at 7.65d. per mile (instead of 
8d.), or 188.1 х 7.65d. = £6 per week. 

Calculating on a basis of two miles per hour for the horse 
lurries, data shows that the electric is the equivalent of 
3.837/2 X 1.61 = 2.71, or, say, 2} horse lurries. 

The electric lurry is variously estimated as the equivalent 
of from two to three horse lurries, with a preponderance of 
opinion in support of the higher value. · 

For 58 hours during the four weeks ending June 3rd, 1916, 
or an average of 14.5 per week, the driver was actually work- 
ing as a motor fixer's labourer. This represents a saving on 
the driving item of 14.5 X 7d. = 8s. 5d. 

e net cost of the carting is therefore £6 — 8s. 5d. = £5 
118. 7d. for 188.1 miles, ог 7.12d. per mile. 

Assuming the electric to be the equivalent of 23 horse 
lurries, the amount saved per week 1s 2.5 X £3 6s. 8d. — £6 
= £2 6s. Sd. (The figure of £3 6s. 8d. represents 50 working 
hours at 1s. 4d. per hour.) 

This calculation makes no allowance for possible reduction 
in actual driving time. The amount saved in a year of 50 
working weeks will therefore be £116 13s.. 4d., or nearly suff- 
cient to cover the capital charges on the electric lurry. 

6. Total Cost of all Carting (1916).—January £150 4s. 8d., 
February £131 1s., March £158 8s. 9d., April £109 4s. 3d., May 
£110 16s. 114. | 

Owing to the weather conditions there was a marked reduc- 
tion in all the carting during the month of February. It is 
therefore permissible to regard the mean of the January and 
March. costs as a reasonable average value. Y 

The Easter holidays would reduce to some extent the total 
carting for the month of April, and to allow for this the 
actual cost is increased by £6. 


Average cost рег month for January and March £154 6 5 


Average cost per month for April and May H3 0 7 
Actual reduction due to the operation of the 

electric lurry PA de. Бан NN 2. 41 510 
Average cost per month of electric lurry ... "AE NUE 


Amount. saved by electric lurry per month . 40 610 


Taking the weekly cost of a horse lurry as 75s., i.e., 50 
hours at 1s. 6d. per hour, or, say, £16 6s. per month, and the 
electric lurry as the equivalent of 2} horse lurries, then the 
reduction of the carting account should be:—4£16 6s. X 2.5 
= £40 15s. | х 

This estimated figure agrees very closely with the actual 
reduction obtained as above. : | © 

Were it not for the unduly inflated price of electric vehicles, 
and more particularly those fitted with Edison batteries, very 


STANDARD G.V. Lurry, MANCHESTER ELECTRICITY DEPARTMENT. 


much better working costs than those given above could be 
obtained. "T 
7. Speed.—The first impression of the speed is that P 18 
very low, and it is undoubtedly lower on the average i - 
the makers claim. As the bulk of our carting 18 1n eee 
area, however, it is at least questionable whether a hig us 
average speed would be much of an advantage. ly 
there is certainly room for improvement, but this could on y 
be obtained at the expense of a larger battery and an UD 
necessarily high and undesirable speed on the level. T. 
The very low speed on hills is the natural result o н 
characteristic speed torque curve of the series motor, ап a 
further accentuated by the comparatively high internal resis 
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ance of the Edison battery. Probably this is on | 
lead batteries are frequently preferred for та 
although personally Mr. Pearce considers that any gain in 


this respect is more than counter-balanced by the objections ' 


attaching to the use of sulphuric acid on vehicles. 

The average speed is higher than can be maintained by a 
полне, and m the ME в ораси as good as that obtained 
with a steam lurry; but although better th it : 
d equal a рево vehicle on hills, te aia Bence ла 
‚ On average roads and with average loads the av 
is about 9 to 11 miles per hour, and may under ао но 
peor: саташа per hour. On hilly roads the aver- 
age speed is miles per hour, b 1 ills а 
exceptionally Жл ре ut less if the hills аге 

n а recent trial run 16 miles per hour was obtained 
down grade in Middleton Road, but t yd 
€ were no PR roads. А иин ше 

e apparently low speed has not prevented the obtainin 
of an average of 30 miles per day, and i aA 
occasion of 50 miles in the ane T MONDE ОЕ 

It is questionable whether the railway companies’ petrol- 
driven parcels vans average more than 35 miles per day. 

As a result of these extended trials, Mr. Pearce recom- 
mended the Committee to retain the electric vehicle, stating 
that he had little doubt, in the light of the experience gained 
that electric lurries could be advantageously used for other 
branches of the department's,carting work in preference to 
horse-drawn vehicles. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Large Impulse Turbines. 


MESSRS. FRASER & CHALMERS, LTD., of Erith, who, since 1905, 
have been developing the horizontal multi-stage impulse turbine, 


recently supplied to the South Metropolitan Electrice Light and - 


Power Co., Ltd., the turbine illustrated in fig. 1, driving a 6,300-Kw 
alternator at 3,000 в.р.м. The large Еи ена in 
this type of turbine, and the diminished axial thrust, rendering a 
balancing piston unnecessary, are amongst the chief reasons for 
preferring the impulse to the reaction principle ; the small number 
of stages and consequent short length of the machine are additional 
advantages, the latest type of Fraser & Chalmers turbine having 


filament; apertures at the to | i 
t; p of the chamber permit the gas to 
escape into the outer space and: equalise the pressure on the mer- 


5 


Ета. 3.—GAS-FILLED CARBON-FILAMENT LAMP. 


cury, while the outer wall of the bulb remains cool and can there- 
fore withstand the comparatively high pressure. One form of the 
lamp is illustrated herewith. 


NOTES FROM CANADA. 
[FRoM oUR SPECIAL CORRESPONDENT. ] 


FoR the second time the great Quebec bridge has met with 
disaster. 

A few generations ago it would have been said that the Spirit of 
the great river was determined that the waters should not be 
spanned by man, and probably the attempt would have been 
abandoned. To-day we are more prosaic, and doubtless work on a 
new centre span will be proceeded with almost immediately. One 
sympathises with the engineers, whose labours of several, years 
were about to be brought to a successful conclusion, and who must 
now be so bitterly disappointed. 

It is just a few weeks over nine years since the first attempt at 


SHORT BLADES. 


LoNa BLADEs. 


Fic. l.—FRasER & CHALMERS TURBINE DRIVING 6,300-KW. ALTERNATOR. FIG, 2.—BLADING OF FRASER & CHALMERS TURBINE. 


al velocity wheel with two rows of moving blades at the first 
ng h-pressure stage, and a number of single impulse stages for the 
p= of the expansion. The turbine interior is also subject to lower 
isti peratures and pressures and possesses close governing character- 
istics. Nickel steel is used for the blades, which are milled out of 
Square bars together with the fork by which they are fixed to the 
fe ore wheel; the method of securing the blades is shown in 
th bes velocity wheel being provided with similar blades to 
аа Pane single wheels. The design of the turbines has been 
‘eal ardised, and special machinery has been installed for their 
x ыа production. A small-power impulse turbine of the 
ulti-velocity stage impulse type is also made. 


A High-Efficiency Carbon Lamp. 


Y s Electrical World describes a new patent gas-filled carbon- 
"Yen pra of German origin. which is said to have an efficiency 
at th ле than that of metal-filament lamps. The bulb is filled 
that е ae with an indjfferent gas at a pressure slightly below 
helical t SUR atmosphere. The filament is of the concentrated 
is eva уре, and is supported just above a pool of mercury, which 
MUR by the heat when the circuit is closed. A glass tube 
into th ing the filament and its supporting conductors and dipping 
vapour е mercury forms an inner chamber in which the mercury 

rises, pushing the inert gas upwards and away from the 


building the bridge failed ; at that time 63 men lost their lives. 
On this second occasion, fortunately, only 13 men were killed, 
though this is bad enough. 

So far. the two bridges have cost about £5,000,000, and yet the 
river is not spanned. | 

It is observed that the Council of the Т.Е.Е. advocate the adoption 
of British standards throughout the British Empire. This would 
be a great and worthy object to work for, but the Council may be 
assured that whatever might be aecomplished in other of the 
Dominions, such as South Africa and Australia, it would be no easy 
task to deal with Canada in this respect, as the influence of the 
U.S. (already very strongly established so far as standards are con- 
cerned) would be almost impossible to counteract. 

As has been pointed out in these notes before, too many Canadian 
engineers get their engineering education and training in the U.S. 
for British standards and methods to obtain much of a footing 
here. What is needed is the training of Canadian engineer 
students in the British Isles, so that they will come back home 
with a knowledge of British methods апа British firms instead of, 
as is often the case at present, a knowledge of U.S. methods, &c., 
and a supreme contempt for " old country " ideas. 

It is not enough, either, that large numbers of engineers should 
come from England; the young men born in this country must be 
given an opportunity to receive their engineering training in 
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^ British workshops and to return knowing the capabilities of the 
engineers there, the methods in vogue, &c., before much can be 
done in getting British standards adopted here. 

U.S. standards and specifications prevail here in connection 
with the following among other items :—Cast-iron water mains, 
structural steel, Portland cement, wrought-iron pipe, screw 
threads, pipe flanges, electrical conductors, temperature rise and 
insulation tests for electric motors, transformers, &с. To what 
extent these prevail may be judged by the Trade Returns of 
Canada in engineering materials, &c., the ratio of U.S. to British 
imports being, in normal times, about 7 to 1; at present the 
disparity is probably much greater. " 

In Saskatchewan the Government (Provincial) is investigating 
the possibility of developing the water power of the rivers in the 
north of the Province for the benefit of the towns and villages 
there. It is argued in some quarters, however, that utilisation of 
the great lignite fields, and even of the immense quantities of the 
straw produced each year on the farms, would be а better and 
cheaper method of obtaining power than using the available water 
power, owing to the cost of development and the long transmission 
lines necessary in this last case. 

The Dominion Government is reported to have appointed а Com- 
mission to investigate the subject of generating some 2,000,000 H.P. 
on the Niagara River below the Falls. The scheme under consider- 
ation was given publicity some time ago, апа involved the building 
of adam in the rapids whereby the water level would be raised 
100 ft. 

The Canadian Niagara Power Co. is installing three more 
12,500-H.P. units at Niagara Falls, making the total capacity of the 
station 112,500 H.P. 

In the City of Montreal the Board of Control has before it a 
scheme of hydro-electric development -in connettion with an 
enlarged aqueduct. A numberof prominent engineers consider the 
proposals to be unwise, and have requested that the Board have an 
independent investigation made ; the Board have, however, recently 
refused this. 

The Hydro-Electric Power Commission of Ontario had a rather 
serious shut-down on its system not long ago. One of the 
large oil switches at the Dundas inter-switching station (where the 
main supply of power comes in from Niagara Falls, and is dis- 
tributed at Dundas to the various main transmission lines) caught 
fire and caused serious damage, interrupting the supply over the 
whole of the Niagara system, covering an area not much smaller 
than England, for several hours. A somewhat similar, but less 
serious, accident occurred shortly afterwards at the generating 
station at Niagara Falls. ЖЕ 

The Germans are reported to have been trying to obtain а 
substitute for switch and transformer oil, presumably because oil 
is growing scarce in that country. The accidents referred to above, 
furnish a very good reason why in Canada and other parts of the 
world a less inflammable insulating liquid should be found as soon 
as possible. Carbon tetrachloride does not yet appear to be a 
satisfactory substitute for a good switch oil. 

As rates for current steadily come down, as they are doing in 
Ontario, there will be an ever-widening field for electric heating 
and cooking appliances. English manufacturers might look into 
the possibilities of supplying electric water-heaters to fit into the 
warm-water tanks which are a feature of so many of the houses 
in the larger towns and cities here where a public water supply is 
available, Heaters for this purpose are already on the market. 


WAR ITEMS, 


War Saving Certificates.—The “ Times ” states that one 
of the largest telegraph and cable companies in London has 
taken £100,000 worth of War Savings Certificates for its 
employés all over the world. | 


Enemy Gbods Prohibited in New Zealand.—By Order in 
Council the importation of goods manufactured in the enemy’s 
territory into. New Zealand is prohibited.—Times. 


The A.E.G. and Shipbuilding.—A further development 
proposed by the A.E.G. is reported in the German newspapers, 
which state that the company intends to embark upon the 
construction of oil-driven ships with Diesel engines. An 
option has been obtained from the State of Hamburg on a 
large site at the Finkenwerder, where an industrial works 
and shipyard are to be built either before the end of the 
war or directly afterwards. The company is said to be in 
close contact with shipowners on the matter, particularly the 
Haioburg-American Co. 


Sub-station Lighting: Prosecution.—The Hull Police 
magistrates have fined Wm. Stevenson, night chargeman at 
the Corporation electric sub-station on the Prince’s Dock 
side, £5 5s. for leaving five windows brightly illuminated at 
1.55 a.m. on August 26th. A constable said that when he saw 
defendant he said that this always occurred when they were 
charging up. Defendant said that the windows were painted, 
and he was not aware that anything more than a subdued 
light was showing. The sub-station superintendent said that 
the windows were painted a dark amber colour in December 
last, and they had had no previous complaint. They could 
not use screens or blinds because of the acid gases in the 
alinosphere. 


Controlled Establishments.—The number of establish. 
ments now controlled by the Ministry of Munitions із 4319 
107 having been added since the last announcement. | 


Trading with the Enemy.—The “ London Gazette” for 
September 29th contains & further list.of persons and bodies 
in the Netherlands, Sweden, and other countries with whom 
trading is prohibited. 


To be Wound ы res following companies have been 
ordered by the Board of Trade to be wound up :— 

Selas Co., Ltd., Manchester, manufacturers of installations 
for lighting and heating. Controller: J. P. Garnett, 61, 
Brown Street, Manchester. 

Feld Bros & Co., Ltd., London, E.C., manufacturers of 
electric wires. Controller: J. E. Percival, 6, Old Jewry, Е.С. 


Wages in Railway Shops.—Men employed in railway 
shops are asking for an advance of 10s. a week, and represen- 
tatives of the craft workers were to meet in London on Wed- 
nesday to discuss the position. The application is to be con- 
sidered at a conference of the railway companies. There are 
и 100,000 skilled and, unskilled men affected.—Daily Tele- 
graph. 


Munitions | First.—The Minister of Munitions has issued 
a notice requiring all persons, firms, and companies engaged 


. in the manufacture of cranes, aerial ropeways, capstans, con- 


veyors, grabs, elevators, hoists, lifts, runways, shear legs, 
transporters, travellers, or winches, whether operated by 
steam, electric, hydraulic, pneumatic, or hand power, not to 
carry out, without a permit issued under his authority, in any 
factory, workshop, or other premises, any work consisting of 
the manufacture, assembling, or erection of any of the above- 
mentioned articles except under :— | 

(a) Orders received from or in connection with work for the Admiralty or 


` War Office. 


(b) Orders of a value not exceeding £50 required for war „work. | 
(c) Orders which have already been sanctioned by the Ministry of Muni- 


' fions as Class “A” work. 


Liquidation, of Enemy Firms in East Africa.—The 
Colonial Office notify that the undermentioned firms are in 
process of liquidation :— 

Hansing & Co., Mombasa, Zanzibar, &c. 

Deutsche Englische Ost Afrika Kompagnie, Voi, 

African Handels-Gesellschaft m.b.h., Mombasa and Zanzibar. 

Westdeutsche Handels- & Plantagen-Gesellschaft, Mombasa. 

Wm. Hintsman & Co., Mombasa. 

Wm. O'Swald & Co., Mombasa, Zanzibar, &c. 

Strathmann & Joachim, Mombasa. 

Alois Schweiger & Co., Ltd., Mombasa. 

George Goetze, Afrika Hotel, Mombasa. 

Deutsche Ost Aírika Gesellschaft, Zanzibar. 

Chas. A. Heyer & Co., Nairobi. 

G. Denhardt & Co., Lamu. н DT 

Claims should be submitted by December Ist to the Liqui- 
dator of Enemy Aliens, Mombasa, accompanied by: (а) À 
declaration of the nationality of the claimant; (b) an affidavit 
supporting the debt and affirming that no satisfaction has 
been received; (c) copies of all invoices showing marks of 
packages and port to which goods were shipped. 


Exemption Applications.—At the Shrewsbury Tribunal, 
the head of a firm of electricians applied for a man aged 33, 
single, who was employed in making tools and setting lathes 
for women. He was the only one they had to do that sort 
of work. Asked how many women he had working, appli- 
cant said two, but some had left. However, he should have 


more if this man remained. Exemption final for a month 


was granted. ез| 
At Accrington Tribunal, on September 29th, the electrica 
engineer applied for five employés at the ш т, 
Their ages were 25, 39, 95, 41, and 27. Captain Harw 
told the Tribunal that the cases came before the Advisory 
Committee, but on account of there being three young men 
under 30 years of age among them they declined to m 
anything to do with them. They felt strongly that the 
management of the electricity works ought to get older д 
The engineer said there were good unds for making h 
the applications. Тһе first one, aged 25, had been n s 
Territorials, was sent out to Egypt, and was there ш | 
April, when he became time-expired. Older men had ik 
tried, but it was found they were physically unfit. Cap ei 
Harwood: What will happen if, as an М.Р. is proposing, ^ 
young men up to 25 or 30, whatever they are doing, ah. 
be called up? The Town Clerk: They will have to do ar. 
out light and power in Accrington, that’s all. , Captan fal 
wood said perhaps they had no option but to give cond wie 
exemption now, but the engineer would have to face m 
music when it began to play later on. Conditional exem} 
tion was granted to all the men. | heker 
The Huddersfield Tribunal gave three months’ further to 
emption, cònditional on remaining at his present Moule 
an electrical wireman, aged 31, single, who, on ш е oris 
mendation of the Tribunal to get work of nationa non 
ance, was now è munition volunteer worker at Imming 


Docks. . : Ut son to В.С. 
Sheffield Tribunal has given conditional exemption Makin 
Smith (33), electrical engineer, appealed for by Lade (37) 
апа Co., Ltd.; and until October 31st to E. G. Bradman vt^ 
electrician, appealed for by Messrs. Stuart & Moore. uites 
Epsom Rural Tribunal has granted two months e dsl 
to Ernest E. Johnson, electrician, of The Lodge, "George 
At Aldershot, Mr. Burch, The Arcade, appealed ? Croxford 
Hubbert, electrical wireman and fitter. Сараш ihe camp 
asked if Mr. Burch had got any men back from Ше 
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shops, and he replied ‘‘No; they are asking me for. more 
D E n 7 ааа alowed | | 

е ribunal has granted exemption until the end of 
the year to Mr. W. Johnston (35), electrical engineer. 

At Bath, Mr. Geo. Hitchens appealed for the retention of 
F. J. Hitchens (38), electric fitter. The appeal was respited 
for a medical examination. 

At Kingston-on-Thames, Mr. H. H. Biden (35), electrician, 
applying for renewed exemption, stated that he had lost his 
foreman and all his men, and could not replace them. As 
all his capital was in the business, he wished to hold it to- 
gether until the close of the war. He was allowed final 
exemption until December 31st. 

An electrician who appealed at Broadstairs stated that, 
although unfit for Army duties, he was passed by the Medical 
Board for service. The Tribunal decided that he should go 
before the Appeal Medical Board. 

An electrical engineer who appealed at Kingston-on-Thames, 
stated that he had thrice been rejected on account of chronic 
acute deafness, but was now passed for service in Class C2. 
The Mayor asked if appellant was of any use in the Army, 
and Colonel Chapman replied in the affirmative, adding: 
“The qualifications for C2 are that a man should be able 
to walk to and from work a distance of five miles, and"should 
be able to see and hear sufficient for ordinary purposes. The 
Tribunal allowed final exemption to October Ist only. 

Mr. A. С. Edwards (87), electrical engineer, of Wedmore, 
appealed at Bromley (Kent) on personal and business grounds, 
and was allowed a delay of two months. 

The Military appealed to the Bucks Tribunal against exemp- 
tion allowed to Wilfrid Parmenter (28), electrician at the 
High Wycombe Electroscope Theatre. It appeared that the 
local tribunal granted the concession because respondent, 
passed by the Army Medical Board for home service, was 
ee The appeal was allowed, and the exemption can- 
called. 

At Melton Mowbray, renewed exemption was sought by 
Mr. C. W.. Wright for Jesse Atkin, electrician at Saxilbye 
Park. Mr. Wright explained that he was under legal obliga- 
tion to supply:an electrician to the mansion, and Atkin could 
not be replaced. As he was passed for home service, and 
was acting as а special constable,; Atkin was given condi- 
tional exemption. 

At Newton Abbot, the Urban Electric Supply Co. appealed 
for W. Н. Carpenter, clerk and electrician, and Р. G. Ste- 
phens and A. W. Prudence, electricians and wiremen. The 
manager, Mr. Smith, said that owing to the military require- 
ments, they had to work day and night, and Carpenter was 
indispensable. Exemption was allowed to Stephens (re- 
served occupation) and Prudence (medically rejected), but the 
appeal for Carpenter was dismissed, he being 21 years of age 
and single. Mr. Smith said he should appeal. 

At Aldershot, the Traction Co. appealed for Mr. А. E. Web- 
ster (31), secretary, regarded as indispensable to the carrying 
on of the concern. It was stated that Mr. Webster was the 
only one who had full knowledge of all the details relating 
to the financial interests of the company; he had control of 
the books, and had under him a clerical staff of 14, of whom 
ll were females. Three previous exemptions had been given, 
and a further ihree months were allowed. 'The company 
also applied for an inspector, claimed as being in a certified 
occupation, but the Military and Tribunal dissented, and dis- 
missed the appeal; and for three drivers, two of whom were 
given a final month, and the other a month for him to be 
bacged or replaced. . 

Before the Chichester Tribunal, a junior wireman and a 
shift engineer and assistant fitter were appealed for by the 
Electric Light & Power Co. The engineer stated that the 
staff had been reduced to a minimum consistent with safety, 
and the wireman was the only skilled man left for the work 
he was doing, except the mains superintendent. If the 
Military could find substitutes they did not wish to retain 
any single men. The wireman was refused exemption, and 
the shift engineer was allowed three months. E 

'À Chichester electrical engineer. appealing for his brother, 
stated that he was the only man left to carry on the business. 
The Chairman said that they could not exempt single men of 
2l, and 14 days' exemption would be granted, with no fur- 
ther appeal without leave. : 

At West Ham, Н. E. Wright (36), а Corporation tramway 
conductor, who appealed, said that he was the patentee and 
maker of a tram and ’bus ticket holder. It was agreed that 
the holder was a very handy thing, but the appeal was re- 
fused, and the calling-up delayed for three weeks. 

At the Aberdeen Tribunal, H. W. Munro, electrician and 
overhead lineman, was claimed by the Aberdeen Corporation 

ramways. Mr. R. 8. Pilcher, tramway manager, stated that 
2unro, who had been passed for general service, was a 
skilled Worker in а public utility service. There were three 
overhead linesmen. There were only seven exemptions in the 

epartment out of a staff of 302. Seventy-five per. cent. of 

е staff were serving. Temporary exemption of two months 
was allowed. 
yidderminster Tribunal has granted three months each to 
і г. W. Н. Hughes, electrical engineer, and to E. Turner, 
пау car shed foreman; and has respited for a medical 

al natn an appeal by Thomas Barth, wireman and elec- 

Llanelly Tribunal have | ' exempti 

{ granted two months’ exemption to 
the electricfan employed at Haggar’s Theatra. i 


At Shrewsbury, Mr. Smallwood, electrical engineer, ap- 
puer dor ieee ыш (22) 1 wireman, the last uic 
[o e staff o . Exempti i 
DR. option was granted until 
_At Stroud (Glos.) the Electric Light Co. sought exemp- 
tion for several men, and the Military Representative agreed 
that the company had done the: very best they could to meet 
the military authorities. He thought that matters would be 
met by releasing the married men and taking the single ones. 
e company had suggested that the men claimed might be 
replaced by incapacitated soldiers; four such men had been 
provided, and they had useful careers before them. Several 
of the men were put back until the end of the year, and 
others until March 3lst. 


Contraband of War.—The following are in the additions 
to the list of articles to be treated as absolute contraband :—. 


Insulating materials, raw and manufactured. 
Cadmium, cadmium alloys, and cadmium ore. 


Rooks for Prisoners of War.—The needs of the British 
Prisoners of War Book Scheme (Educational) for the ensuing 
week are:— Works on transformers (Still), alternating cur- 
rents (Still), alternating currents (Siemens), '"Text-book of 
Electrical Engineering"  (Thomáülen), ‘' Electrical Hand- 
book ° (Trautwine), ''Steam Electrical Hand-book " (I.E.E.), 
“ Modern Electrical Practice” (Gresham Publishing Co.), 
“ Hand-book of Electricity,”  '' Electrical Engineering " 
(Slingo & Brooker). Will readers please address offers of 
new or second-hand copies of books to Mr. A. T. Davies at 
the Board of Education, Whitehall, London, S.W., from 
whom further information respecting the working of the . 
scheme can be obtained on application? 


Disabled Sailors and Soldiers and Electrical Work.—The 
classes organised at the Northampton Polytechnie Institute 
by the Institution of Electrical Engineers, in co-operation 
with the London County Council, for the purpose of giving 
a preliminary training to disabled sailors and soldiers as elec- 
tricity sub-station attendants are about to be resumed." Up to 
the present some 40 men have been admitted to the courses, of 
whom 25 have been placed in electricity supply undertakings, 
the remainder having either found other situations or been 
unable to complete their course. The courses are free to the 
men, and the work consists of demonstrations and exercises 
in the first principles of electrical engineering and of physics, 
practical work in Ше electrical and physieal laboratories. and 
demonstrations in the power-house of the Northampton Insti- 
tute. By the courtesy of some of the London supply com- 
panies visits are also paid in the last week of the course to 
sub-stations and generating stations in the London district, 
and instruction is given by the men in actual charge of the 
Stations. А third batch of 90 men will begin their course 
about the middle of October, and will be ready to take up 
employment as probationers about the middle of November. 
Darina having vacancies which could he offered to these 
men are requested to communicate with Dr. Walmsley, Prin- 
cipal of the Northampton Polytechnic Institute, Clerkenwell, 
London. E.C., who will also be pleased to send application 
forms for admission to the courses, with full particulars, to 
disabled sailors or soldiers wishing to join. ` 

Exports to China and Siam.—The '' London Gazette ”’ 
for October 3rd contains further names of persons and bodies 
to whom or which exports to China and Siam may be con- 
signed. 


BUSINESS NOTES. 


-Greece.—According to the U.S. Consul at Patras, 
commercial and industrial conditions in Western Greece were, 
upon the whole, satisfactory during 1915. He goes on to show 
how beneficially the war has affected importation from America, 
both volume and variety having greatly increased. Prior to the 
war, the imports from the States were not more than £20,000 per 
annum, but during 1915 the value for articles in which the Con- 


© gulate lent direct assistance alone was £749,200, so that the total 


far exceeded that figure. The great bulk consisted of wheat and 
other food supplies. The Consul says it is practically certain that 
when peace is restored а large part of the trade now done by 
American exporters will revert to the original sources of supply. 
Metal manufaetures are mentioned as one of the fields in which 
there will probably be sharpest competition, and in which the 
American exporter will have the best prospect of holding his 

und. А suggestion is made in regard to the question of credit :— 
" [f possible, the American exporter should make some concessions 
as to terms. This market was formerly accustomed to credits of 
from two to six months. It is doubtful whether such credits were 
necessary. as was maintained by many importers. The fact that 
importers have, during the war, been able to do an abnormally 
large business (in certain lines particularly) оп the basis of 'cash 
against documents port of shipment’ seems to indicate that local 


' importers can do a cash business if necessary. It is hardly 


probable that this market could be persuaded to continue its * cash 
against documents port of shipment ' business with America in face 
of credits that will doubtless be offered again by European markets 
upon the termination of the war. Several firms have expressed a 
desire to continue their business with American markets after the 
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war, provided the American exporter ів willing to deal on а basis of 
'eash against documents port of destination’; which would be 
equal, from the seller's standpoint, to something like 30 days cash. 
The local importers have begun to discover that the American 
method of doing business on & practically cash basis has certain 
decided advantages to the buyer, and that the long-credit terms 
offered in the past by other markets have generally been balanced 
by higher prices.”. 

The U.S. Consul at Salonika also refers to the same subject in the 
following terms :—'' The great difficulties which affected American 
trade during the past year were insufficiency of transportation 
facilities. excessive freight rates, the non-delivery of cables. and 
disorganised banking facilities. Under normal conditions, Euro- 
pean terms of sale are generally more favourable as regards credit 
than those of American firms. However. price and quality are 
more important factors than credit. It is reasonable to believe 
that long credit is not given without making provision for interest 
and & percentage for possible loss. It is difficult. for American 
firms, who have no representatives in the Balkans, to ascertain the 
financial standing of local firms, ав no commercial rating agencies 
have branches in Salonika. It is believed, however, that local banks 
would answer credit inquiries from American banks more readily 
and completely than inquiries coming directly from American 
manufacturers or exporters. As of possible interest in this 
direction, the names of the following local banks are submitted :— 
Banque d'Orient, Banque Nationale de Grece, Banque Impériale 
Ottoman, Banque de Salonique, Banque d'Athènes, and Banque de 
Commerce et Dépots.” | 


China.—The U.S. Consul at Harbin refers to the 
foundation of the decided success of Japan in Northern Manchuria 
that was laid by the Russian Government and by the Russian 
Chambers of Commerce. `‘ Every encouragement to trade between 
the two countries has been given by the two Governments. “The 
Russian Government placed enormous orders with Japan, and the 
Chambers of Commerce of various cities of Russia sent to the 
municipal administrations and to the banks lists of the. various 
kinds of goods that Japan could profitably export to Russia as well 
as those that Russia could supply in return." 

In the list of goods offered to Russia by Japan are the following : 
—Aluminium and manufactures thereof ; electric bulbs ; electrical 
machinery and fixtures ; enamelled ware; earthenware ; machinery 
and equipment for technical purposes; wire. Plans were worked 
out by the Japanese railways and by the Russian Imperial Ministry 
of Communications for the organisation of special exhibition trains 
to tour in Manchuria and Mongolia, but this scheme has not yet 
been put into effect. There was a great influx of Japanese 
merchants and small shopkeepers into Harbin during the last 
half of 1915, and it is said that every firm of any standing in 
Japan now has its agents there, and they have opened branches for 
the accommodation of the buyers from Russia. It has thus been 
the firm policy of. the Japanese to make Harbin. and not 
Dairen or Vladivostok or Moscow the distributing centre for all 
trade between the two countries. The Consul tells American 
manufacturers that under present conditions at least they must 
meet with very great obstacles in the competition for the trade of 
Northern Manchuria. Yet never before has so much American 
interest been shown in this trade, nor have such serious and intelli- 
gent efforts been made to secure a part of it. At least three 
Jarge organisations of capital had decided by the end of 1915, or 
early in 1916, to station agents of American nationality, or to open 
branches, in Harbin. “These plans look beyénd the present trade 
to the promise of the future." 
American banking house will open a branch in Harbin. 

The Conaul at Mukden says that previous to the war there was 
keen competition between German and Japanese importers of cheap 
articles for sale to Chinese. Since German goods have ceased to be 
obtainable in the market this line of trade has fallen entirely into 
the hands of the Japanese. He adds that the most hopeful 
direction in which American manufacturers may look to overtake 
their Eurov»^an competitors would seem to be in the supply of 
electrical railway and mining materials, and iron and steel manu- 
асаа and perhaps, at the end of the war, in that of arms and 
munitions. 


Copper Prices.—TuE Wrrk's CHANGES. 

Messrs. F. Smith & Co. report: Wednesday, October 4th :— 
Electrolytic bars rose from £138 to £140 ; ditto sheets from £156 
to £160 ; ditto rods from £146 to £148 ; ditto H.C. wire from 1s. 518 
' to Is. 58d. ; silicium bronze wire from 1s. 8d. to 1s. 9d. Р 

Messrs. James & Shakespeare report : Wednesday October 4th :— 
Copper bars, sheets and roda (best selected) rose from £157 to £164. 


Dissolution.— GILBERT, FIELD & Co., cycle and electrical 
engineers, Station Street, Burton-on-Trent.— Mesars. W. C. Gilb rt 
F. Rogers, and E. J. Field have dissolved partnership, Mr. С. 
Field retiring. The remaining partners will.attend to debts, &c. 


Trade with our Allies.—Sir Algernon Firth, President of 

- the Association of Chambers of Commerce, addressing commercial 
men at Wolverhampton, last week, said aliens should not be allowed 
membership of the British Chambers of Commerce, and the British 
Consular Service should be served by British. Dealing specially 
with trade after the -war, һе urged merchants and manufacturers 
- to recognise the importance of the Russian and Italian markets 
Two immense opportunities were waiting to be grasped. In 1913 of 
Russian imports 47 per cent. was done by Germany and Austria 
It was our duty and interest to enable Russia to wipe these clean 
off the-slate. In Italy the Germans had exploited the markets 
unscrupulously, and now that the connection with Germany was cut 


It is believed that a certain . 


off, we ought to establish cordial business relations with Italy, 
even if the efforts did not secure an immediate return.—Daily 
Telegraph. | ` 


Book Notices.—Applied Mechanics. Vol. I. Ву Andrew 
Jamieson. Revised by E. S. Andrews. London : Chas. Griffin & Со. 
Ltd. Price 6s. net.—In spite of the depletion of our technical 
colleges by the war, the demand for the text-books of the late 
Prof. Jamieson has necessitated the issue of this, the tenth, edition 
of his well-known work. It has been revised by Mr. Andrews 
with a tender hand, avoiding any departure from -the methods of 
the author, and the latest papers set in the A.M.InstCE. 
examinations have been added. бо successful а manual needs no 
commendation other than its own record. Е 
. The Кап Ву "С. Н. Innes. Revised by W. M. Wallace and 
F. R. Jolley. London : Technical Publishing Co., Ltd. Price 85. 6d. 
net.— This is the second edition of a work first issued 12 years аро: 
it has been thoroughly revised and checked, most of the figures 
have been redrawn, and a new chapter has been added on recent 
practice in the construction of fans and centrifugal compressors. 
The connection between the fan and the electric motor is growing 
ever closer and more intimate ; the load is ideal in many respects, 
and consequently the fan may reasonably be annexed as rightly 
belonging to the electrical field. There is probably no department 
of study in which greater progress has been made in recent years 
than in that which concerns the behaviour of air when solid bodies 
are moved through it at high velocities, and remarkable results 
have been obtained, which should be of use to the designer of fans 
on scientific lines. In this work the author applies to the subject 
the theory of the centrifugal pump, on the basis that in practice 
the compression of the air is so slight that it may be regarded as. 
like water, an incompressible fluid, and the examples of actual tests 
which he adduces certainly support this contention. Fans of many 
types are dealt with in detail, and the book can hardly be dis- 
pensed with by engineers engaged in designing or selecting fans 
and centrifugal air compressors. 

_Lekirik Tumbler Switch Controls for Glow-lamp | Circuits.— 
Messrs. A. P. Lundberg and Sons have issued a booklet describing, 
with eloquent diagrams, the advantages and modes of application 
of some of the many controls detailed in their “ Lektrik Lighting 
Connections," and showing the types of switches dsed, the purpose 
and effect of each device, and the number of wires required. The 
diagrams are of a novel kind, intended to assist contractors and 
others concerned in explaining the controls to their cliente, and 
are therefore reduced to their simplestterms. The booklet, which 
is distributed gratis, should be very useful. 


Catalogues and Lists.—MkEssns. I. FRANKENBURG AND 
Sons, LTD., of Greengate Rubber and Cable Works, Salford, Man- 
chester, have sent us à copy of a small ring-hinge pocket memo. 
book with celluloid covers, such as they will forward to anybody in 
the electrical trade on application. 

IGRANIC ELECTRIC Co., LTD., 147, Queen Victoria Street, 
London. E.C.—Leafle& No. 520, giving a full and illustrated 
description of their push-button control system for motor-driven 
planers and vertical slotters. . . 

Mressus. WaILEs Dove BrTuMASTIC, Lro., 5, St. Nicholas 
Buildings, Newcastle-on-Tyne.—32-page pamphlet, containing 
particulars of their " Bitumastic” (brand) solution, testimonials 
concerning its protective qualities, and photographs of water 
tanks, pipe lines, gasholders, and other engineering works and 
structures, coated with it. f 

Messrs. LANDIS & Gyer, LTD.,.72, Windmill Road, Hampton 
Hill, Middlesex.—-32-page illustrated catalogue of portable and 
switchboard patterns of their induction-type wattmeters. 


British-Made.— According to the Financier, a member of 
the Southwark Borough Council last week gave notice of the 
following resolution :—‘ That, in order to promote and encourage 
in this country the development of, industry and the manufacture 
of most classes of goods hitherto produced in enemy countries, it 13 
necessary, in the opinion of this Council, that there shall be created 
an adequate demand, and that this demand can be assured by its 
being made obligatory on all Government departments and public 
and local authorities throughout the country to use, as far 35 
possible, only British-made goods, and so create at once an open 
market suffieiently large to secure the economic interests of the 
various industries affected, and to urge forward the interests of 
technieal education." : 

Mr. Stephen Walsh, M.P., a well-known Labour man, speaking at 
Wigan, said that after the horrible facts which the last two 
years had given us, surely it was the lesson of common sense 
to develop our own resources in our own land. " Why should we 
always make ourselves the dustheap and dunghill of the whole 
world? "There were a thousand and one things which we could 
just as well produce in our own land, or in the Dominions affiliated 
with us, instead of being dependent upon the foreigner." 


Bankruptcy Proceedings.—A. F. Hawnon, electrical 
engineer, Yetholm, Emfield Gardens, Gosforth, N orthumberland.— 
October l4th is the last day for the receipt of proofs for dividend 
or Mr. C. Woollett, the trustee, 30, Mosley Streét,, Newcastle-on- 

yne. 


Trade Announcement.—RocEDALE ELECTRIC CO., LTD. 


have taken new showroom premises at 30A, Hare Hill Road. 
Littleborough. . 


South Africa.— The Cape Times stated in August :-— 
“Electrical goods are arriving from the United Kingdom mor 
freely now, but contracting work has not improved." ` 
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To Home Firms Trading with the Russian Far East.— 


: Н.М. Consul at Viadivostock (Mr. R. M. Hodgson) writes that his 


attention has been called to the fact that home firms, when tele- 
graphing to firms at that port, not infrequently fail to give an 
adeqitate address to which replies should be sent. It should be 
noted that telegraphic or abbreviated addresses nre not accepted by 
the Russian postal authorities, and that, consequently. it is im- 
possible for the persons who receive such telegrams to answer 
them. Mr. Hodgson adds that local firms do not have telegraphic 
address lists, and it is therefore advisable that full addresses 
should be given to firms to whom senders of telegrams are 
unknown.— Board. of Trade Journal. 


, 


| LIGHTING AND POWER NOTES. 


Abertillery.—P RICE TNCREASE.— The Council has decided 
{о increase the price of electricity by 14. per unit. 


Australia. — The Brunswick Council (Victoria) has 
decided to float а loan of £5,000 for the purpose of extending the 
electric lighting scheme. 

The Narrabri (N:S.W.) Municipal Council will shortly take a 
plebiscite of the ratepayers on the question of borrowing £7,500 to 
finance an electric supply scheme for the town. 

' The South Australian Government proposes submitting to Parlia- 
ment an amendment of the Adelaide Municipal Tramway Bill, so as 
to enable the Tramways Trust to supply power for electric lighting 
to its constituent Corperations and District Councils, and to private 
consumers. — Tenders. pus 


Aylesbury.— The electrical engineer has reported that the 


‘Diesel engines have been successfully run on tar oil, and 5,200 


gallons Of the oil had been stored. 


Bahia.—An American Consul reports that practically 
nothing was done throughout the past year in connection with th 
large hydro-electric plant under construction near Bahia. i 

Barnes.—At the meeting of the U.D.C., last week, the 
electrica] engineer reported an application from the Barnes 
Mechanical Works for a further supply of 100 H.P.; it was neces- 
sary to lay a special cable to the premises at an estimated cost of 
£1.000. The Council decided to accede to the application, subject 
to the firm providing the capital for the necessary cable. 


Bradford.— The local Press, in referring to the extension 
of the boiler house at the electricity works, mentions that the 
demand for electricity for the past half-year shows a bigger in- 
crease than in the previous 12 months, and that the supply to the 
spinning and weaving industries is rapidly growing. 


Chester, —H. y DRO- ELECTRIC PrLAwT.—When the Elec- 
tricity Committee's proceedings came up for confirmation at the 
last meeting of the City Council it was stated that, at the request 
of the Ministry of Munitions, the work of adding a 12-in. curb to 
the weir, negotiations for which had been in progress several 
months, was now to be carried out. It is expected that this will 
result in a saving of 1,200 tons of coal a year. 


Christchurch. —ELECTRICITY PRICES.— With reference to 
the proposed increase of 10 per cent. on the contract price for 
electricity supplied by the Bournemouth and Poole Electric Supply 
Co.. the B. of G. has offered to pay during the duration of the war 
an additional 5 per eent. on the electricity consumed. such addi- 
tional payment to be the maximum, and to run from January Ist, 
1916, to the end of the war, or for such lesser time as the company 
shall impose, the offer to be without prejudice to the terms of the 
contract. | 


Continental.—SParN.—Application has been made for a 
concession to utilise the water power of the River Inola at Salardu 
(Province of Lerida) in the generation of electrical energy for 
lighting and power purposes in the district. » 

Dewsbury.—Revisep CHarces.—The Electricity and 
Tramways Committee proposes the adoption of a new tariff for 
electricity supply to the Ravensthorpe district, under which the 
charges are to be 4d. per unit, plus 10 per cent.. for lighting ; for 
power, 2}d. per unit for one hour per day of the consumer's 
maximum demand, and a jd. per unit for all energy used above 
that quantity, plus 15 per cent. ; 24 per cent. discount is allowed 
for prompt payment. 

Doncaster.—YEAR's WoRKING.—For the year ended 
March 31st, there was a deficiency of £263 on the electricity under- 
taking compared with a surplus in the previous year of £1,295. 


Eastbourne.—SLor  METERs.— The Electricity Com- - 


mittee has adopted a suggestion by the engineer with regard to the 
supply through slot meters (which before the increase in charges 
was at the rate of ба, per unit, as compared with the ordinary flat 
rate of 5d.. no meter rent being charged), that as it would be an 
expensive matter to alter the mechanism to adapt the meters for the 
increased price, a meter rent of 6s. per annum, or ls. 6d. per 
quarter, be charged those consumers obtaining their supply through 
slot meters. During the past year, the engineer reported, the con- 
sumption by 79 slot meters was 5,032 units, an average of 6377 units 
ээг meter, which. at a 1d. per unit. represented 5s, 4d. per annum. 


Ebbw Vale.—Owing to the large number of new con- 
sumers there has been practically no decrease in the revenue of the 
U.D.C. electricity undertaking, and at present there is no necessity 
to increase the tariff rates. | 


Erith.—PRoProsED Loaws.— The U.D.C. has decided to 
negotiate for loans of £1,300 and £4,000 for electricity purposes, 
e ЖҮЛ being unspent balances of sanctions by the L.G.B. in 

шу, Is 2. | | 


Edinburgh.— Figures furnished by the Corporation 
Electric Lighting Department indicate a substantial reduction in 
the electric lighting as a result of the Summer Time Act. The 
decrease from May 21st last is 13 per cent. as compared with the 
torresponding period of last year. On the other hand, there has 
been a large increase in the amount of electricity required for 


. power purposes, resulting in a total net increase of 8 per cent. in 


the amount of electricity supplied by the Corporation. 


Falkirk.— Treasurer Gilchrist, moving the adoption of 
the Finance Committees report on the estimates of income and 
expenditure for the year 1916-1917, stated that last year there was 
a loss in the electricity department of £156, and unless the price 
of electricity were raised there would be a loss again this year. It 


_ was therefore recommended that the cost of electricity for lighting 


be increased by 5 per cent. and for power by 10 percent. This 


. would mean an estimated additional income of £546, which would 


be sufficient to meet the expenditure of the department and leave a 
balance of £172. 


Gravesend.—SALe or Puant.—The T.C. has accepted 
an offer from the Piggott Electrical Co. of £825 for the purchase 
of the No. 1 generating set, used as a stand-by, and not run for the 
past two or three years. It will be replaced after the war by a 
larger set. 


Haslingden.—The Corporation has agreed to supply 
electricity to Messrs. J. Perritt & Sons' premises at Helmshore. 

The Tramways and Electricity Committee has deferred von- 
sideration of the question of the department supplying electrical 
apparatus to consumers, pending inquiries from neighbouring 


authorities, 


Hornsey.—The T.C. has made an arrangement with the 
Great Northern Railway Co. for the disposal of clinker and ashes 
from the electricity works, necessitating the construetion of a 
gangway from the works to the siding, at an estiniated cost of 
£15, and the Council is to make an annual payment of £1 to the 
company for the use of it. | 


Jiord.—Puant ExTENSION.—AÀ Special Committee of 
the U.D.C. reporta that the electrical engineer has submitted pre- 
liminary tenders for the provision of main and sub-station plant, 
cable and conduits required in connection with the utilisation of 
the steam at the refuse destructor, for directly augmenting the 
supply of current to the eastern side of the district, instead of 
transmitting it in the first instance to the Ley Street works. 
Application is to be made to the L.G.B. for sanction of the borrow- 
ing of £10,000 for the necessary plant and building. 


Kingston-on-Thames.— Y BAR'S WonkiNG.— The annual 
report on the Council's electricity undettaking to March 31st last 
shows & deficit of £629 on the year, as compared with a loss of 
£1,295 in 1915. The total receipts from the commencement of 
supply in 1893 have been £209,716, ; the total expenditure on works 
cost excluding capital repayments, amounted to £129.492; and 
after repayment of principal and interest, there was a deficit on 
the full period of working of £18,745. The electrical engineer 
reports that the two horizontal Diesel engines had worked satis- 
factorily throughout the year, the fuel costs per unit generated 
being only 464d., against 3°286d. per unit for coal for the steam 
plant. The chairman of the Electricity Committee stated that 
although the report was more favourable than the previous one, 
he was bound to draw the attention of the Council to what might 
be in'store for it in the future. Daylight saving had made a great 
deal of difference tothe revenue ; in consequence of an accident to 
one of the Diesel engines. they would not be able to use it again 
until February or March, and the expenditure on coal, through 
having to use more steam, had gone up seriously. In addition, 
there was the cost of the new crankshaft, about £1,000, which he 
anticipated would have to be paid out of revenue. 


London.—HaxxERsMITH.— The L.C.C. has sanctioned 
the borrowing of £650 for the purchase of a site for a sub-station. 
It is proposed that Messrs. Callenders carry out the cable work, at 
the cost of £628 in connection with the bulk supply to the Chis- 
wick Electri¢é Supply Corporation. In connection with the 
pumping of coal from the Council's wharf to the electricity works. 
arrangements have been made with the Port of London Authority 
for the use of the Thames water for this purpose. 


Northampton.—PRiCcE ÍNCREASE.— The local Electric 
Light and Power Co. has temporarily further advanced the price 
of current for lighting and heating by 10 per cent. and for power 
by 124 per cent., as from the Michaelmas meter readings. 

Preston.— WORKHOUSE  LiGHTING.— А new 955-KW. 
generating set, installed at Fulwood Workhouse, was formally 
started on Friday, last week, by the senior Lady Guardian. 

Salford.— The Electricity Committee proposes to enter 
into an agreement with Messrs. F. Smith & Co. for the supply of 
current on certain conditions, including a minimum payment of 
£600 per annum. 
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Sunderland.—Puant EXTENSION.—AÀ scheme is under 
consideration of the Corporation for an important extension of the 
plant at Hylton Road. In his report to the Electricity and 
Lighting Committee, Mr. Blackman, the city electrical engineer, 
points out that the need for an immediate extension is shown by 
the faot that when the largest turbine broke down last year the 
works costs ran up in consequence by £3,500, and they were for 
the time without: any stand-by. The demand upon the under- 
taking has grown during the last 12 months by about 830 Kw., and 
new consumers would in the near future further increase the load. 
The extensions are estimated to cost £45,246. 


-Torquay.—Pricr IncrEase.—The Т.О. has decided to 
increase the charge for electricity for private lighting by 34. рег 
unit from the Michaelmas reading of the meters. The Electricity 
Committee recommends that the question of the supply of 
electricity to the Tramway Co. consequent on the rise in the price 
of coal be reopened. 


Twickenham.—The Council has declined to meet the 
proposed increased charges of the Twickenham and Teddington 
E.S. Co. on the ground that the price of energy for public lighting 
(which the Council ‘interprets as lighting on its property) is 
limited by agreement to 24d. pér unit. 

The Council has been recommended by its Committee to give the 
company six months' notice of termination of a licence for an 
overhead line, the company to remove the latter at the end of that 
period. This action apparently follows on a report by the surveyor 
that the overhead line had been renewed and added to without the 
consent of the Council. : 


. Walthamstow.—The Lighting Committee has considered 
the report of the electrical engineer as to the result of the official 
tests carried out on the Ljungstrom turbine plant, and has instructed 
him to report further before finally taking over the plant at the 
expiration of the maintenance period. 


Wednesbury.—Prorosep LoAw.—The T.C., on Monday, 
decided to apply to the L.G.B. for sanction to borrow £5,000 for 
electricity developments. š 


Wimbledon.—PRicE INCcREASE.— The Electric Lighting 
Committee has resolved that, on and after the date of the next 
reading of the meters, the charges for supply to ordinary con- 
sumers of Wimbledon and Merton, and for the hire of meters be 
. incréased by a further 15 per cent., making a total increase of 
25 per cent., and that the prices to be charged to ordinary con- 
sumers in Maldens and Coombe be increased to 6d. per unit for 
lighting purposes, and to 134. per unit for power, heating and 
cooking purposes, and that the charge for meter renta in the last- 
mentioned area be increased by 25 per cent. To secure more 
efficient working of the Curtis turbo-alternator, a new governor is 
to be fitted at а cost of £80. 


TRAMWAY and RAILWAY NOTES. 


лаа т 


Aberdeen.—The Corporation tramway men have applied 
for an increase of wages. ` 


Australia.—lIn the report of the Chief Commissioner of 
the New South Wales Government tramways for the year ended 
June 30th, 1916, it is stated that the total output of electrical 
energy for the year was 94,352,417 KW.-hours, of which the 
alternating current gave 93,662,028 and the direct current 690,389 
KW.-hours. On comparison with the previous year, the total 
output shows an increase of 7 97,858 KW.-hours, or 0'85 per cent. 
With regard to the new power house at White Bay, it is stated that 
six additional Babcock & Wilcox boilers, making eight in all, 
complete with economisers, fans, and chimneys, have been erected 
and put into service as required. Twenty miles of trolley wire on 
the City lines and 14 miles on the North Sydney lines have been 
renewed. Five miles of high-tension transmission cable have been 
erected between White Bay power house and Burwood sub-station. 
Nine miles of low-tension feeder cable have been erected overhead 
and 103 miles laid underground on the City lines. 


Barnsley.—The Barnsley and District Electric Traction 
Co. has reopened its motor-coach service. between Barnsley, 
Goldthorpe, and Doncaster on Sundays, Mondays, Wednesdays and 
Saturdays only ; the service includes parcel delivery. 


Blackpool.—The lease of the tramway between the Grand | 


Hotel and Squire's Gate, at present held by Lytham and St. Anne's 
Tramway Co., expires in July next, and as the Corporation proposes 
adding this to the routes under its own control, negotiations are in 
progress’ with a view to the Lytham and St. Anne's Co. having 
running powers over this section, as well as over that portion from 


Bradford.—W AcEs. — The Tramways Committee, on 
Monday night, gave further consideration to the application of 
. the employós for another advance in wages, involving a revision 
of the entire scale of рау, and an extra cost to the city estimated at 
£21,000 per year, and decided to refer the question for Settlement 
to the Committee on Production. The application affects over 
1,000 employés, who want permanent advances varying from 5 to 


15 per cent. in addition to the present war bonuses, which rango 
from 3s. to 4s. per week. The inoreased cost of living is the 
ground of their demand. 


Brighton.—ACcCIDENT.—On Saturday last, a passenger 
accidentally struck a tramway gong during the temporary absence 
of the driver, and the conductress, thinking this was the signal to 
start, released the brakes, with the result that the car ran away 
down Queen's Road, eventually leaving the rails and colliding with 
a building. .The passengers kept their seats and escaped injury. 


Chester.—Track RENEWAL.—The city surveyor is’ to 
prepare a report and estimate of cost of relaying the tramway 
track where necessary, and the electrical engineer is to submit 
afterwards a detailed report and estimate of the cost of buying the 
tramway undertaking up to date, and of alternative methods of 
traction. 


Doncaster.—Y&AR's Workinc.—The surplus on the 
tramway undertaking for the year ended March 31st haa fallen to 
£756 from £2,855. 


Edinburgh. — ARBITRATION PROCEEDINGS. — Certain 
matters which are in dispute between the Tramway Committee and 
the Tramway Co. are to be submitted to Sir Alex. Kennedy, the 
arbiter under the lease, which expires in three years. The 
points of reference relate to the condition of the lines, and par- 
ticularly to а very large section which the Committee had called 
upon thecompany to put in good order, a request which the com- 
pany had refused. 'The proposed reference will. it is expected, 
clear the way for moré rapid progress in the negotiations with the 
company on the whole question. 


Glasgow.—A Corporation car, in charge of a woman 
driver, jumped the points in Dumbarton Road, Shortly before mid- 
night on Saturday last, and before it could be stopped, ran into а 
shop, one or two people being injured. 


Hanwell.—At the meeting of the U.D.C., last week, it 
it was reported that the London United Tramway Co. proposed 
taking up the rails in Lower Boston Road for repairing purposes 
elsewhere, and had asked that this action should not be considered 
as an abandonment of the, at present, unused line. It was decided 
to assent to the proposal. 


Ilford — VEHICLE — Lrours. — The tramway manager 
reports that the police authoritiés have now definitely decided to 
press tramways to carry out the new Lights on Vehicles Order to 
the fullest extent, and two white lights in front of the car, at the 
extreme corners, and one red light at the extreme off-side corner 
at the rear, have now to be shown. To carry this out he is fixing 
a considerable number of carriage lanterns purchased some time 
ago. In addition, he has found it necessary to buy twin-wire and 
special lamps and lampholders. The work will cost at least £50, 
and considerable alteration will have to be made to the wiring 
of the cars. 


Leeds.—AccIDENT.—Twenty-two persons were more or 
less injured in a collision between two cars on Wednesday night, 
last week, owing to one of them which, having got out of control 
near the Wortley terminus, ran down an incline and crashed 
into а сат coming up a single line. The cars became interlocked 
and together ran down the hill, by good chance keeping the 
metals, until they ran off the line at the terminus, but fortunately 
did not overturn. Several passengers jumped off unhurt, and the 
driver of the runaway car was thrown off his platform without 
injury ; only five persons had to be taken to the infirmary. 


Leyton.— VEHICLE LIGHTS, &c.—The tram way manager 
has been authorised to alter the lights on cars to conform to the new 
lighting regulations. The cost is estimated at £55. The Great 
Eastern Railway Co. proposes to strengthen the approaches to the 
bridge carrying Lea Bridge Road over the railway. and as it is con- 
sidered that the proposed work was rendered necessary owing to the 
cars on the tramway over the bridge, the Council has been- asked if 
it will admit liability for payment of the expense to which the 
company will be put. The Legal and Parliamentary Committee of 
the Council is to report on this matter. 


London.— NortH Гохрох ELECTRIFICATION. — The 
Broad Street to Richmond electric train service was brought into 
use on Sunday last ; a saving of 10 minutes has been made on the 
old journey time. | 

SOUTH-WESTERN ELECTRIFICATION.—The opening of the 
Waterloo to Claygate electric train service, which was to have 
taken place on Sunday, has been postponed. | 


Newport.—CorLLISION.—T wo cars came into collision on 
Saturday night, owing to & driver leaving а car, which started off 
uncontrolled. No passengers were hurt. 


New Zealand.—In the railway statement for the year 
ended March 315%, 1916, presented by the Hon. W. H. Herries. 
Minister of Railways, it is shown that the particulars of expendi- 
ture on electric block working, telegraph and telephone facilities, 
and electric lighting for the year totalled £14,762 for new work; 
whilst maintenance was responsible for £16,857. During the 
year electric lighting has been installed at five additional stations. 
10 railway dwellings. and in numerous buildings and goods yards. 
An electric engine-traverser was installed at Linwo xl, and the 


electrification of a 20-ton overhead crane in the boiler chop at Petone 


was also carried out. The installation of electric motors and trans- 
formers for Newmarket workshops is, it is added, in hand. 
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The Invercargill Municipal Tramway Department is increasing 
its power generating plant, which at times is fully loaded, and 
tenders are shortly to be invited for two additional boilers of 2,000 
sq. ft. heating surface, and a 2,300-volt, 750-KWw. turbo-alternator. 


Northampton.— The B. of T. has extended to August, 
1917. the period for the construction of the tramways authorised 
by the Northampton Corporation Act, 1911. The Tramways 
Committee has decided to inform the L.G.B. that it has no works 
which are likely to be carried out immediately on the termination 
of the war. 


‘CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia. —SYDNEY.—January 22nd, 1917. Electrical 
plant (converter, battery, booster, and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall." 

October 17th. For the Deputy P.M.G. (1) Sleeves and tapes 
(Schedule No. 1,355), and (2) 3,100 stay-rods, with low tighteners 
(Schedule No. 1,359).* 

MELBOURNE.—October 18th. Victorian Government Railways. 
Electric time releasing mechanisms for automatic signalling (Cont. 
No. 30,343).*—November Ist. 50,000 yellow flame arc carbons.* 

October 31st, and November 8th. Deputy P.M.G. Telephone 
parts : switchboard ; instruments, &c. Schedules Nos. 1,363, 1,364, 
and 1,368.* i 

December 11th. Су Council. Supply and erection of coal 
transporter plant. бее “ Official Notices " September 15th. | 

PERTH.—November 8th. P.M.G. Accumulator parts (Schedule 
527 W.A.).* 

SOUTH AUSTRALIA.—November 15th. P.M.G.’s Department. 
Automatic switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. 


Johannesburg.—Municipal Council. Twelve gross of 
carbon brushes for electric motors. (Contract No. 178.)* 
New Zealand.— WELLINGTON. October 11th. Public 


Service Stores Tender Board. 1,000 magneto extension bells, 1,000 
ohms.* 


Specifications for the items marked * can be seen at the Board: 


of Trade Commercial Intelligence Branch in London. 


CLOSED. 
Aylesbury.—U.D.C. Maintenance of battery, Chloride Co. 


Bradford.—B. of G. Messrs. T. Broadbent & Sons, a 
48-in. electrically-driven hydro extractor (£197) for the workhouse 
laundry. 


Derby.—T.C. Accepted tenders :— 


R. Wade & Sons.—Poles, £134. 

B.I. & Helsby Cables, Ltd.—Armoured cable, £2,990; copper cable, £500; 
sundry materials, £50. | | 

British Thomson-Houston Co., Ltd.—Switchgear, £253; extension of main 
station switchboard, £262. 

British Electric Transformer Co., Ltd.—875-kw. transformer, £286 ; 150-Kw. 
ditto, £160. | 


Hebden Bridge.—U.D.C.  Mesers. Connolly Bros., Ltd., 
400 yards of cable ; Mr. О. Watson, for laying the same. 


Ilford.—In reference to the current contract with Messrs. 
А. Foster & Co. for 500 tons of Graigola large Welsh coal, at 28s. 5d. 
per ton, the Electricity Committee reports having been notified by 
the contractors that the price is to be increased by 2s. 6d. per ton, 
; under the Price of Coal (Limitation) Асі. 


Kingston (Surrey).—The following tenders have been 


accepted for coal to the electricity works :— 
Spencer Whatley, Ltd.—12 trucks (approximately 110 tons) South Leicester 
14-їп. main nutty slack, 20s. 7d. per ton ; and 12 trucks South Leicester 
14-іп. deep nutty slack, 21s. 7d. . 
E. Foster & Co.—1,200 tons Snibston 1j-in. slack, 22s. 1d. per ton (delivered 
100 tons per month over 12 months); and 1,200 tons Bolsover nutty 
slack, 22s. 9d. (ditto). 

London.—HaMMERSMITH.—The Electricity Committee 
recommends the acceptance of the offer of Messrs. W. H. Bowater 
for 100 tons weekly for 12 months of Holly Bank slack coal, at 218. 6d. 
per ton delivered at Shepherd's Bush, or at 23s. per ton at Chan- 
cellor's Wharf: and of Messrs. Cory Bros. & Co. for 100 tons per 
week to end of December, 1916, of Aberclyd small coal. at 27s. per 
ton alongside wharf. 


Maidenhead. — T.C. Crynant Colliery Co., Ltd.,!600 
toas of large Welsh steam coal. Messrs. George Hinchliffe & Co., 
105 tons of large Llydcoad Welsh coal. 


Salford.—Tramways Committee. Messrs. Isaac Bentley 
and Co., Ltd., for a six months’ supply of oils and paints. £600. 

The Electricity Committee is accepting the tender of the British 
Westinghouse Co., at £275, for equipping a blank cubicle with 
Н.Т. switchgear, together with the necessary control panel, in 
сазы with a 1,000-Kw. rotary converter recently supplied 
y them. 


Walthamstow.—Lighting Committee. Accepted offers: 
Cleeves. & Co. and Hinchliffe & Co., for a supply of Griff' peas, and 
has decided to allow Messrs. Cleeves to substitute Griff peas at 24s. 
per ton in place of Ю.В. nuts at 26s. per ton ufder their contract. 


Wednesbury,—T.C. British Westinghouse Co, rotary 
converter, £3,190, for the King's Hill district. 


\ | 
FORTHCOMING · EVENTS. 


Chief Technical Assistants’ Association.—Saturday, October 7th. At the 
Tavistock Hotel, Covent Garden. Discussion on ‘‘ Advantages and Dis- 
advantages of Electrical and Steam-driven Auxiliaries,” opened by 
Mr. Thompson. 


Association of Mining and Electrical Engineers.—Saturday, October 7th. 
At the Midland Hotel, Manchester. quae Council and алиш meeting. 


Salford Technical aud Engineering Association.—Saturday, October 7th. 
At7p.m. At the Royal Technical Institute. Leeture on '* Endurance of 


Metals under Varying Stresses," by Mr. J. H. Meulen. 


Association of Engineers-in-Charge.— Wednesday, October 1. At8 p.m. 
А! енене Institute, Bride Lane, Е.С. Presidential address by Мг, 
. Bailey. 


Electro-Harmonic Soclety.—Priday, October 18th. At 8 p.m. At Holborn 
Restaurant (King's Hall). Smoking concert. (Зее “ Notes” to-day.) 


. NOTES. 


Electric Tipping-Wagon Costs.—The last issue of the 
Electric Vehicle contains, amongst other interesting matter, some 
data regarding the operation of the 3-ton G.V. electric vehicle, fitted 
with a tipping body and alternative 650-gallon tank for road 
sprinkling, which has been in use for some time by the Ipswich 
Corporation. For the year ended March 31st last, the vehicle 
on 6,154 miles, and carried an estimated load of over 9,000 

ns. 

The actual expenses incurred were :—Garage, £18 4s.: repairs, 
oil, £4 14s.; electricity (7,961 units), £36 9s. 9d.; . wages, 
£75 168. 8d.; interest (on £958 10s.), £47 18s. 6d.; depreciation 
(less battery and tires), 10 years' life, £71 19s. : tire depreciation 
(8,000 miles' life), £38 10в.; battery renewal (two  years' 
guarantee), £94 10s.; insurance and driver's licence, £8 14s. 8d. : 
making a total of £396 16s. 7d. 

It is expected that the battery (Ironclad Exide) will outlast the 
two years’ guarantee, and the tires might have covered over 8,000 
miles had they not run over unmade roads, &c. -Experience shows 
that the vehicle is very reliable and economical, and so simple to 
drive that any intelligent labourer or horseman can be taught all 
there is tó learn in a few hours. Its handiness in negotiating con- 
gested streets and in manceuvring to loading and tipping places is 
а great advantage. ` 


Resuscitation after Electrical Shock.—1n the last 
number of the V. E. L. A. Bulletin, Mr. W. P. Strickland, general 
inspector of the New York and Queen's Electric Light and Power 
Co., of New York City, says :-— : 

Recently one of our foremen, after climbing a pole, preparatory 
tostringing primary wires, received a shock that caused him to fall 
to the ground. It is inferred that in adjusting his belt and shifting 
his position, his spur cut out, and that. to save himself, he 
instinctively reached out and touched the wires carring 2,300 volts. 
When the other linemen and ground hands reached him, to all 
appearances the man was dead. One of the linemen, following 
instructions. immediately took hold of the ankles of the limp 
body, lifting it until the whole weight rested on the neck, and 
then letting it fall. He then took а pair of connectors, and 
hammered the soles of the injured man's feet without removing 
his shoes. Another lineman opened the man's mouth. pulled 
forward the swallowed tongue (which oceurs in electric shock), 
and was about to begin the Schaefer prone method of resuscitation,. 
when the man returned to life. He was removed to the hospital, 
and is alive and well to-day. though suffering severely from his 
burns. - 

For the past year the writer has been teaching his men to strike 
the feet without removing the shoes in all cases of electric shock. 
Some years ago an accident occurred where а man came in 
contact with 6,600 volts, fell from the pole, and was restored to 
consciousness by this means, although he was terribly burned, and 
died three days later. Another accident that came to the writer's 
attention happened in New Jersey, when a man came in contact 
with a wire carrying 2,200 volts. This man was struck violently on the 
feet, his tongue was pulled forward, and he was restored До con- 
sciousness before the arrival of the doctor.— Electrical Reriew and 
Western Electrician. 


Ozone in Military Surgery.—4A novel method of treat- 
ment for wounds, involving the use of ozone, has recently given 
remarkable results. Wounds which have defied the ordinary 
methods have quickly yielded to the new treatment, which consists 
in dispensing with bandages, subjecting the wounds to repeated 
applications of a stream of ozonised oxygen, and covering them 
only with a loose layer of lint in the intervals. The painful 
process of removing and replacing bandages is thus obviated, and 
healing takes place rapidly without undue inconvenience to the 
patient. The ozone is generated by electrical means. 
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Axial Exhaust for Ljungstrom Turbine.—A recent patent 
describes the addition of radial blades to a Ljungstróm turbine, as 
shown at A A in the accompanying sketch. The guide piece B B 
splits the disk of steam issuing radially from the regular 
Ljungström blade system and turns it to either side. causing it to 


: pass axially through the blade system A. In the sketch, only one 


row of stationary guide blades on either side, and one row of 
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SECTION SHOWING RADIAL BLADES. 
moving blades attached to either rim of the revolving element, are 
shown, although more could be used if desirable. A full area is 
thus obtained for the final exit of the steam, permitting more com- 
plete expansion, or, in other words, reducing the “leaving loss.” 
The greater velocity of the blade allows of a greater velocity of 
steam flow with the same efficiency, which conduces to the same 
end. The radial disposition of the blades reduces to a minimum 
the difficulties due to centrifugal force.— Power, 


Electric Lighting.in Motor Garages.—A radical change 
has recently been made in the rules of the American National 
Board of Fire Underwriters governing the installation апа use of 
electric light and electrical devices in motor garages. The new 
rules are not enforced in garages which can only accommodate one 
or two cars. They provide that in any portion of a building in 
which self-propelled vehicles carrying volatile inflammable liquid 
are kept, and any portion of the building that is on or below the 
floor or floors on. which süch vehicles are kept, which is not 
separated therefrom by tight, unpierced fire-walls or fire-resisting 
walls, all wiring must be done in approved metal conduit or 
armoured cable, апа because of the danger fromi inflammable 
vapour, which always seeks a low level, all eut-outs, switches. 
switchboards, outlet boxes, junction boxes, receptacles, cord 
connectors, and any contact points at which a spark may be 
produced by the connection or breaking of the current must be 
situated at least 4 ft. from the floor. All motors and dynamos 
(except those actually a part of the vehicle), unless they are of 


the fully-enclosed type, and all charging panels, unless they have 


all sparking points surrounded by a vapour-tight enclosure, shall 
also be at least 4 ft. above the floor. 

All cords for portable lamps shall be of an approved type, 
designed for rough usage, and must carry the male end of a pin- 
plug connector, the female end being so hung that the connector 
will break apart readily in any position. 


. Lignite as Station Fuel—aA considerable share in con- 
nection with the maintenance of the economic life of Germany 
during the war has been taken by the lignite industry in different 
parts of the country. In Saxony, where the establishment of а 


group, and which procures fuel from the Herkules Lignite Co. 
The most important undertaking, however, is in the district of 
Bitterfeld, where the  Electro-Works Co. (late Golpa-Jessnitz 
Lignite Works) is under an obligation to deliver 500,000,000 Kw.- 
hours per annum to the Imperial Government nitrate works and 
250.000 1.000 Kw.-hours to the Electro-Saltpetre Works. The develop- 
ment of the Bitterfeld district during the war is reported to have 


be partially converted into briquettes for domestic consumption. 
but will be used entirely in connection with the produetion of power 


for the electrochemical industry and for the recovery of by. 
products. 


Canada Produces Electrolytic Copper.—The U.S. 
Consul at Fernie, British Columbia, states that the first pure 
copper known to the trade as electrolytic copper was turned out at 
the new copper refinery in Trail, British Columbia, on August 
ie 1916 :—" The electric current was switched r tl 

nks containing the copper anodes. and the pur 
and silver values being left in the slimes, d the E E 


‚ near future a daily production of 10 tons is expected. This is the 


only place in Canada where pure copper has been made,” 


on to some of the’ 


New Zinc Industry in Norway.—According to a US, 
Consular report, new works are about te be started at Drammen 
for the extraction of zinc by an electric wet process, invented by a 
Belgian engineer. Raw materials for the first year, about 10,000 
tons, have been secured, and special attention will be paid to ores 
containing from 8 to 30 per cent. zinc, which have hitherto been 
considered worthless. 


Sulphite Refuse as Fuel.—4 factory is to be erected at 
Greaker, in Sweden. for the utilisation of refuse from sulphite. A 
Swedish engineer has invented a method for extracting a substance 
from sulphite lye which, in powdered form, will be made into 
briquettes and used as fuel. It is claimed that the powder thus 
formed yields 6,000 calories per kg., while the best English coal 
gives 7,000. 


The Mechanism of Light Production in Animals.—1 his 
subject has recently been further investigated by Prof. E. Newton 
Harvey, at Tokio. who gives а short account of his researches in 
Science, He finds that the dried and powdered luminous organs of 
the firefly behave like the compound lophin (triphenylglyoxaline) 
investigated by Radziszewski, which, if hydrolysed in the presence 
of oxygen by alcoholic potassium hydrate, emits light with the 
formation of benzoic acid and ammonia: in the absence of oxygen, 
no light is produced, and benzaldehyde is formed instead of benzoic 
acid ; the alkali acts as a catalyser. 

In the firefly it is natural to suppose that an organic catalyser, 
an enzyme, is concerned in light production, and Prof, Harvey 
states that the existence of such an enzyme has been definitely 
proved. He gives the credit of the discovery entirely to Prof. 
Raphael Dubois, of the University of Lyons, who experimented on 
the subject in 1884, but whose work has received little attention. 
He confirms Dubois's discovery that two substances are present in 
the luminous organs of Pyrophorus посЕМисих, the West Indian 
cucullo : a thermostabile substance, luciferin, which oxidises with 
light production, and a thermolabile enzyme, luciferase.' In 1887, 
Dubois showed that the same was true for the luminous molluse, 
Pholas dactylus, and Prof. Harvey has isolated these substances 
derived from various sources. Luciferin of one form will act with 
luciferase of another, and rice versu, in producing luminescence, 
but whether the luciferin and luciferase of all forms are identical 
is still an open question. Mr. Harvey has recéntly discovered that 
pyrogallol will produce light with vegetable oxidases (potato or 
turnip juice) on the addition of hydrogen peroxide ; as little as one 
part of pyrogallol in 254,000 parts of water gives perceptible light, 
and the behaviour of the substances is closely analogous to that of 
the animal products, the pyrogallol + Н,0, corresponding to 
luciferin and the vegetable oxidase to luciferase. He concludes 
that the problem of bioluminescence has been solved in its broad 
aspects, though it will take some time to fill in the details. | 

The subject has always been of interest to electrical engineers 
in its bearing upon the future of electric lighting. 


A Large Chain Drive.—In the American Machinist a 
description is given of a hydroelectric plant in which a silent- 
chain drive is employed to transmit no less than 5,000 H.P. The 
installation is situated on the Snake River, Oregon, where a fall of 
21 ft. is available: it was originally intended to increase the head 
to 42 ft., and the power plant had been purchased for that head, 
when funds ran short. and the owners were unable to build the 
necessary dam. On the advice of Prof. J. В. Allen, it was decided 
to make the best of the circumstances by gearing two turbines, 
running at the speed corresponding to the reduced head, to on, 


CHAINS TRANSMITTING 2,500 H.P. 


generator running at its designed speed. Gear wheels could not be 
used, owing to the space and cost required, and, with some mis- 
givings, the use of chains was decided upon, as involving the leash 
cost and space. A view of the four chains employed to transmit 
the power of one turbine is given herewith ; each chain is 2] ш. 
wide, of 2 in. piteh, and the distance between centres 18 123 in. 
The chains, made by the Morse Chain Co., run at 1,765 ft. per 
minute, and are almost noiseless, The plant has been running 101 
two years without giving any trouble, 
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“The Delineation of Internal Organs by an Electrical 
Method.”—An article which appeared in the British Medical 
Journal under this title, on Saturday last, has been much 
quoted in the lay Press, and, coming from such a source, cannot be 
lightly regarded. The claims that are made for the method are, 
however. so extraordinary, and the means by which the results are 
obtained are so obscure and vaguely described, that we must 
express the gravest doubts as to the trustworthiness of. the 
account. 22 

A lengthy but unconvincing description of the apparatus 
employed is given by our contemporary, together with . repro- 
ductions of diagrams or pictures reported to be obtained by the pro- 
cess, which are equally lacking in verisimilitude. Without following 
the original aecount in detail, we may briefly say that two batteries, 
A and B, are employed, of " equal strength. together with a means by 
which alternations in their currents can be produced and varied at 


wil." Battery Ais connected toa metal screen A. 18 in. by 12in., which ` 


stands vertically on а pedestal near, but not touching, the patient's 
body. Battery B is connected to a screen B, which is supported 
horizontally 4 or 5 ft. above the centre of screen A. " The primary 
result of this arrangement is that any electrical field emanating 
from screen A is always ab right-angles to that of screen B. The 
fields themselves are respectively charged by the currents derived 
from the batteries A and B with their alternating interrupters. 
Consequently, it is open to the operator to choose at will the 
section of the body which shall be brought within the influence of 
the combined electrical fields, as also the plane of the body which 
the lines of force in field A shall affect." Another curious state- 
ment is that “at given instants of time during the operation of the 
appliances, the current in electrode B is very unstable. con- 
sequently it has placed around it a. wire coil, which insulates 
it from atmospheric electricity.’ The patient having been 
placed in the right position. quite close and head on 
to screen A, and with the affected organ directly under 
screen B, though at a considerable distance from it, a wax sheet is 
placed upon a recording cylinder and " the currents from batteries 
A and B are simultaneonsly released.’ The recording cylinder 
revolves under a stylus called "the hammer needle," which 
traverses the cylinder /4;/ce from end to end: the currents are 
then cut off. ^ What has happened in the meantime is that the 
current from battery A haa reached electrode A, and has thence 
been projected horizontally from nll parts of screen A as an electric 
feld." The same thing is said of screen В, except that the direc- 
tion of the field is "vertically downwards."  " What has also 
happened is that the two fields have met at right angles, and as they 
are of precisely equal strength, and are synchronised in respect of 
alternations, it might be expected that they would have precisely 
neutralised one another. and that consequently no exhibition of 
dynamic force would be obtainable from them. But in practice 
this is not what occurs." We should think not. It would be 
interesting to see any kinds of fields at right angles neutralise one 
another. But these electric fields are new tp our experience, and 
we learn that in practice “an effective current from below always 
manages to reach electrode в, and thence passes to the detector." 
The result is а diagram on the revolving wax sheet " which pre- 
cisely resembles the outline of the living tissues lying vertically 
below screen B." 

The writer remarks that "when the results are compared with 
the visible means by which they are reached, they seem at first 
quite incomprehensible, if not incredible." We agree. The 
inventor, we are informed, “ believes that the results are primarily 
due to the fact that the process interposes between two alternating 
electric fields of equal strength—a nd at the precise point where they 
meet—a third electric field, whose facultative potential force is thus 
released. and can be converted into dynamic power. It is this 
.released circuit which operates the recording needle. and the 
pattern tapped out on the revolving cylinder varies with the shape 
of the organ furnishing that circuit." The italies are ours. 

The writer remarks that the foregoing is one legitimate way of 
summarising the inventor's view in simple language. It is, indeed, 
simple. with the exception of the word = facultative." the bearing 
of which upon the subject is obscure. But "another would be to 
вау that the foree operating the needle is the balance of current 
which remains after the horizontal current from electrode a. rein- 
forced by the electricity contained in the organ through which it 
has passed. has met the descending current emanating from 
electrode p." Without tiring the reader with further quotations, 
we may point out that the author of these incantations obviously 
has no conception of the configuration of electric fields or of their 
properties ; he has utterly mistaken and distorted ideas regarding 
electric circuits and currents. and, if he is not misquoted, confuses 
these two terms: no intelligible particulars of the recording 
mechanisin are given. and the electrical connections are only 
vaguely suggested. That such an equipment could by any possi- 
bility produce а definite representation of any part of the body or 
of anything else in the world, is utterly unbelievable : the language 
is that of quackery from start to finish, and we fear our esteemed 
contemporary has fallen a victim to а stupid or malicious 
imposture. 


Claim by the Victoria Falls Power Co.—1n an action 
recently. begun in the local division of the Supreme Court, the 
Victoria Falls Power Co. sued the Brakpan Mines, Ltd.. and the 
Consolidated Mines Selection, Ltd.. for £692, the balance unpaid 
of an amount of £2,321 for steam energy supplied by the plaintiffs 
` during August, 1914, in terms of a contract dated March 9th, 1910, 
entered into between the plaintiffs, the Consolidated Mines Selec- 
tion Co. and the Brakpan Mines. Ltd. 

According to a report in a South African newspaper. plaintiffs 
further sought to recover £1,753, payments made to the defendants 


between July, 1913, апа February, 1911, under, it is alleged, a 
mistake of fact in the belief that the contract mentioned contained 


а clause entitling the defendants to a rebate on the prices for 


steam energy, whereas the contract contained no such clause. 
Defendants in their plea said it had been agreed between the 
parties to the contract that the terms of the agreement to be 
drawn up should not be more favourable to the Brakpan Mines 
than those in the agreement then in existence between the Rand 
Mines Power Supply Co. and any of the Rand Mines groups, and 
that the defendants should have exactly the same favourable terms ` 
in regard.to the air supply аз those granted by the Rand Mines 
Supply Co.. Ltd., to any of the companies comprising the Rand 
Mines groups. When the contract was finally completed and 
signed, the clause embodying the agreement referred to was 
omitted owing toa mutual mistake. Defendants pleaded that there 
was a clause in the Rand Mines contract referred to, to the effect 
that if there should be any increase or reduction in railway rates, 
siding charges, &c..on coal consumed by the Power Co. above or 
below those ruling on January Ist, 1908, the difference in cost of 
producing power occasioned thereby should be added to or deducted 
from the prices specified in the contract. The amounts of £692 
and £1,753 represented rebates which, it was claimed, the plaintiffs 
were bound to allow defendants by reason of' reductions made in 
railage charges on coal subsequent to January Ist, 1908, and which 
defendants were entitled to claim. - 
Alternatively defendants claimed that the plaintiff company was 
not entitled under the terms of the licence of the Victoria Falls 
Co. to charge higher prices than those which defendants would 
have had to pay after the reductions of the £692 and £1,753. 
The railway charges on coal consumed by the plaintiff company 
had so far been reduced below those rates on January Ist, 1908, 
and the defendants would be entitled to the reductions referred to. 
Defendants in reconvention claimed the. rectification of the 
contract. | 
Plaintiffs in their replication denied the allegation that the 
contract was not complete, and held that it was binding and final 
as it stood. | 
The hearing was adjourned. 


A 15,000-H.P. Vertical Turbine.— The: electrification 
plans of the Puget Sound lines of the St. Paul Railway include & 
great system of power houses to supply the current necessary for 
the operation of these lines ; the transmission lines of the Montana 
Power Co. which has undertaken to supply the road with power, 
form a network that covers the greater part of Montana and a 
portion of Idaho, not only supplying electric power for the 440 


miles of railway that are being electrified, п large portion of which 


is now in operation, but also furnishing power for many mining 
enterprises. For this work the power company has 12 power 
stations, either already developed or projected, and by a complete 
system of interconnections a constant supply of power is insured. 

These stations, which will have an ultimate capacity of 243,890 
KW., supply alternating current at 100,000 volte, which at the 
points where it is used is stepped down to the required pressure. 
In the case of the railway, the current is utilised at 2,300 volts by 
motor-generators, which furnish direct current at 3,000 volts to 
the trolley wires. | 

One of the smaller power stations is operated by steam turbines, 
but all the rest depend on water ‘power, and to supply this & 
number of reservoirs have been established in different places. 
The largest reservoir. at Hebgen, has a storage capacity of 300,000 
acre-ft., located nt the headwaters of the Madison River, and this 
сап supply in turn the several installations on the Madison and 
Missouri rivers, so that the same storage water is used a number 
of times. giving ап available storage capacity considerably greater 
than the above figure would indicate. Besides this great reservoir 
there are several nuxiliary reservoirs at various points that bring 
up the total available capacity to 418,000 acre-ft. ` | 

The largest of this great system of power plants is at Great . 


` Falls, Montana ; there are six turbines at this station, each rated 


at 15,000 shaft H.P., that will give a combined output of 90,000 H.P. 
In addition to the main turbines, there аге being installed two 
similar units of 850 H.P. each for driving the exciters. 

The big turbine has a single runnér working in a cast-iron scroll 
case, and operating under a head of 150 ft., and its size may be 
judged by the fact that the intake is 8 ft. in diameter. The shaft 
of this turbine is vertical, and the moving parts of both the turbine 
and the electric generator are suspended from a thrust bearing on 
the top of the generator.— Scientific American. 


Fuel Economy in the U.S.A.— The recovery of the 
valuable by-products from American coke manufacture made big 


advances in 1915, and has now attained the proportions of an 


important industry. The value of these by-products last year was, 
nearly 830.000.000. a large increase over the previous high-water 
mark of $17.500.000 in 1914. Under the spur of almost fabulous 
prices for benzol products. retort coke-oven plants throughout the 
country quickly installed elaborate benzol-recovery systems, апа 
now save the valuable oils that not very long ago were being burned or 
wasted. or. if saved, were berging for a market. The benzol 
products obtained in 1915 amounted to 16,600,657 gallons. Моге 
than 138.000.00U gallons of tar were obtained from coke ovens, and 
sold for $3,568,384, in 1915. The ammonia brought a total of 
$9.867.475 to the producers. Surplus gas to the extent of 
84,356,000.000 cb. ft., valued at 38.622.000, was sold or used. The 
by-products, which had a total value of $29,824,579. were obtained 
by the carbonisation of 19,500,000 tons of coal. from which was 
also obtained 14,000,000 tons of соке, valued at S 8,500,000, The 


. total value of the coke and by-products was more than $78,300,000, 


— Science. 
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Appointments Vacant.— Works electrician (12s. per day) 
for the Municipality of Port Elizabeth, South Africa. See our 
&lvertisement pages to-day. | 


Electro-Harmonic Society.— The first smoking concert 
о” the season will be held at the Holborn Restaurant (King's Hall), 
о Friday evening, October 13th, 1916, commencing at 8 p.m. 
The programme is as follows :—Tenor, Sapper Frank Webster ; 
biss-baritone, Sapper Joseph Farrington; comedian, Mr. Ben 
Osborne ; humorous entertainer, Mr. Walter Churcher ; solo violin, 
Signor Francesco Vigliani ; entertainer. at the piano, Mr. Leslie 
Harris ; solo pianoforte and accompanist, Mr. Bernard Flanders, 
A.R.A.M. Captain H. Riall Sankey, C.B., late R.E., has kindly 
consented to take the chair. 


Electric Steel іп France.—A new electric steel furnace 
has just been brought into operation at a power station of the 
Tramways Départementaux, where it is being used for the 
smelting and refining of the steel turnings arising from the shell 
factories in that region. The furnace, which is said to be of the 
Keller type. will be able to deal with 30 tons of turnings рег day, 
yielding 25 tons of steel. Powet-is supplied from the Eymoutiers 
Works at a pressure of 30,000 volts, reductions to 10,000 volts and 
then to 100 volts being made at the tramway station. 


German Wiring Rules.—Further modifications have been 
made in the wiring standards and practice laid down by the German 
Electrotechnical Union (V.D.E.), in order to effect yet further 
economies in cotton,and reclaimed rubber. Cotton may no longer 
be used as covering material for rubber-insulated zinc and 
aluminium conductors of 16 sq. mm. (say, 7/16 s.w.G.) and larger 
cross-section. In rubber-insulated zinc and aluminium wires, and 
in armoured wires, a paper sheathing is now to be used over the 
rubber in place of the rubber or impregnated strip, formerly pre- 
scribed for the duration of the war. An earlier rule permitted the 
use of paper in this connection, but did not make it compulsory. 
Flexible conductors for use with counterweight fittings in low- 
pressure installations are temporarily removed from the rules. and 
will not be made until further notice. Probably this deletion is 
due to difficulty in making satisfactory conductors of this type from 
“substitutional” materials, though it may, of course, be in the 
nature of a war economy by suspending manufacture of a class of 
wire which cannot be said to be indispensable. The Commission 
recommend especially that, wherever possible, use be made of 
wiring composed of materials of which there is no shortage, е... 
paper-insulated sheathed wiring. Conduit should only be installed 
where absolutely essential. For the duration of the war, and for 
some time thereafter, copper for wiring purposes, may have a 
resistance of 20 ohms per km. per sq. mm. cross-section at 20° C.; 
the standard on which the LEE. wiring table is based is 
approximately, 175 ohms per km. per sq. mm. at 20? C. 


Wages of Electricity Works Employes.—4A number of 
men employed by the Islington Borough Council in their electric 
light department applied for leaving certificates at the London 
Munitions Tribunal on Tuesday, on the ground that they were not 
being paid fair wages. They asked that the 7d. per hour paid to 
labourers should be increased by 2d., with a proportionate increase 
to gangers and handymen and Trade Union conditions for other 
employés except engineers and bricklayers, whose Unions were 
acting separately. It was stated that some 70 or 80 men were 
involved. After a long consultation in private. the Chairman said 
that the Court were of opinion that the Council ought to take into 
consideration the question of whether the fair wages clause had 
been observed. They were of opinion that the undertaking was 
now a certified munitions factory, and that it had been brought 
under a clause which called upon it to pay a rate of wages no less 
favourable than those recognised in the district by trade societies. 
The case would be adjourned, so that the Corporation might consider 
the matter, and to give them an opportunity of negotiating with 
the men. If at the end of the negotiations the men felt that they 


m a grievance, they could come back to that Court.— Morning 
Ust, 


A Remedy for Slippery Iron Plate Floors.— Writing 

to the American Machinist, Mr. W. A. Lailer says :—- 
_ In one part of our shop we have installed a large area of sheet- 
iron floor-plates that were entirely satisfactory unti] the corruga- 
tions wore off, after which the smooth-worn plates gave consider- 
able trouble owing to several nasty falls of the men that resulted 
—the trouble being enhanced because of the presence of oil and 
grease. Roughening the plates by means of chipping was tried, 
but this could not be done very satisfactorily nor without excessive 
wear on the plates. 

It then occurred to us to try to corrode the plates slightly as 
often as necessary, to prevent them from becoming too slippery. 
Since a deep rusting effect was not desired, because of excessive 
eating-away of the plates, we arranged to take care of it in the 
following manner : We take a small amount of powdered salam- 
moniae, which is used as а corroding agent in our work, and mix 
1t up thoroughly with a large quantity of fine sand. This mixture 
18 then sprinkled over the floor so that all parts are covered, and 
then the whole mass is watered. using an ordinary sprinkling can, 
and left to lie over night. In the morning the sand is Swept up, & 
rust coating being producei by the action of the salammoniac that 
will last for several weeks, after which the process is repeated. 

We Und that this method involved less time and cost and waa 
more effective in eliminating danger from sli iron pla 
than any other of which we have heard "E канын 


Inquiries.—Makers of the “ Volco" battery, marked 
"&.P.S. & S., Ltd." and makers of the Flaman (Paris) speed 
recording instruments, are asked for. . 

À correspondent is anxious to get into touch with a firm able to 
supply windmills for driving dynamos. 


Volunteer Notes.—First Lonpon ENGINEER VOoLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place, S.W.— 
Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 


 manding. 


Monday, October 9th. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25— 8. 

Tuesday, October 10th.—School of Arms, 6—7. Lecture, 7.15, 
" Organisation and Discipline" Company Commander A. Hynam. 
Range Practice. | 


Wednesday, October llth.—Instruction Class, 5.45. Platoon 
Drill, Platoon No. 1. Range Practice. 
Thursday, October 12th.—Platoon Drill, Platoon No. 7. Range 


Practice. 

Friday, October 13th.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. Recruits’ 
Drill, 6.25—8.25. | 

Saturday, October 14tÀ.— General Parade, 2.45; Uniform, for 

ill. 


Sunday, October 15th.—Entrenching.—Parade Victoria Station 


(S.E. & С. Railway). Booking-office, 8.45 a.m. 


(By order) MACLEOD YEARSLEY, Adjutant. 
October ith, 1916. ” 


Electrochemistry in Norway.—The Fredriksstad Elektro- 
kemiske Fabriker A.S. has increased ita share capital from 350,000 
kroner to 700,000 kroner. ` E o" 

The Bremenger Power Co., whose head office is at Bergen, has decided 
to raise its share capital from 600,000 kroner to 5,000,000 kroner. 
The company also intends to-utilise the Selvas stream. in 
Bremenger, to the extent of 21,000 turbine H.P., and to establish а 
carbide factory with an estimated annual output of 30,000 tons of 
carbide ; also a cyanamide factory. The aggregate capital of the 
several concerns is put at 9,000,000 kroner. Е 


Electric Farming in Canada.— According to telegraphic 
information received at the office of the High Commissioner in 
London for Canada from the Minister of the Interior at Ottawa, a 
large number of farmers within a radius of 50 miles of Lethbridge, 
Alberta, will shortly install electrical plants for various purposes 
on their farms. These plants are run by small petrol engines, and 
cost from $300 to $500 (about £62 to £103) each, according to the 
power generated.— Board of Trade Journal. 


Fatalities. — Qn Saturday last an assistant elec- 
trician named Gerald J. MacErlean, aged 18, in the employ- 
ment of Mr. Stanley Johnston, electrical engineer, Belfast, . was 
killed in the Inver Bleaching Works, Larne. He was carrying out 
some electrical repairs in the bleach house, and while working at 
some wires near the roof his sleeve was caught in some cog wheels. 
He was found hanging over the shafting, and was dead. There 
were lengths of electric wire coiled round the body.. His head was 
almost severed from his body. 

At Peak Dale, last week, an inquiry was held into the death 
of Tom Bennet, aged 35, a wagoner and weighman employed 
by the Buxton Lime Firms Colliery, who was found dead 
in a tunnel, lying on a pipe through which an electric wire 
ran. The inquiry was attended by Mr. G. Scott Ram, Elec- 
trical Inspector to the Home Office, Mr. J. D. Mottram, and 
Mr. W. J. Charlton, Inspectors of Mines, and Mr. А. C. Ainsworth. 
forthe company. Mr. T. C. Griffiths, electrical engineer for the 
company, said that this particular line of wiring was there before 
his time. It was to provide light for the tunnel. Verdict :“ Killed 
accidentally by an electrical discharge." 


REVIEWS. 


А Manual of the High-Speed Steam Engine. By Н. Keay 
inu A.M.I.Mech.E. London: Constable & Co. Price 
Б. net. : 


The high-speed steam engine may be said to be a direct 
outcome of the activities of the electrical engineer. 

When electric lighting first came into vogue the dynamos 
were driven by ordinary steam engines coupled up by belt. 
It was soon seen that ihere . were many objections to this 
arrangement and that much better results, to say nothing of 
space saving, should be obtained by using a direct-coupled 
engine, assuming that such an engine could be designed and 
made to run at dynamo speed. We all know the success that 
was achieved in the desired direction by Willans, Chandler, 
Brotherhood, Morcom, and other distinguished engineers. 

Yet, in spite of the general adoption of the high-speed steam 
engine in recent years for electrical work, it is remarkable 
how little has been published about it in book form and 
dealing exclusively with the practical design and running of 
this type of engine. Mr. Pratt remedies the deficiency very 
effectively in the 270-page illustrated handbook under review. 
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No designer of these engines, however standardised his 
engines may have become, can fail to find in it suggestions 
likely to be helpful, whilst it will be of still more general 
assistance to the greater number of persons engaged in, or 
responsible for, the running of these fascinating machines. 

Though the volume deals primarily with the design of the 
dcuble-acting, forced. lubrication type of engine, the single- 
acting type is also considered. The various details each have 
chapters to themselves, such as steam cylinders and adjuncts; 
valves; pistons; connecting rods, piston rods, crankshafts; 
baseplates and fiywheels; and governors. Materials of con- 
struction, as well as foundations and erection, are well dis- 
‘cussed. The chapters on testing and on practical working 
wiil be found specially helpful to those responsible for the 
good performance of these engines. 

The concluding postion of the book is devoted to descrip- 
tions and illustrations—from photographs and working draw- 
ings—of a selection of well-known high-speed engines, includ- 
ing the Allen, Alley & MacLellan, Belliss & Morcom, Brother- 
hood, Browett & Lindley, Bumsted & Chandler, Chandler, 
Sisson, and Willans. The distinctive features of the several 
designs are skilfully touched upon by the author, making 
this chapter of value also to the potential purchaser of a 
high-speed engine as well as to the designer and maker.— 
С. S. 8. 


Arithmetic for Engineers. Ву Cumas. B. CraPHAM, B.Sc. Lon- 
don: Chapman & Hall. Price 5s. 6d. net. 


The ''directly useful ’’ technical series of text-books issued 
by Messrs. Chapman & Hall already includes a number of 
valuable manuals for engineers, and this latest addition by 
Mr. Clapham is in no way inferior to its predecessors. The 
series is designed to occupy a midway position between the 
usual types of theoretical and practical text-books, and 
Arithmetic for Engineers deals with the subjects of algebra, 
mensuration, logarithms, graphs, and the slide rule with a 
distinct bias towards the practical, but without entirely 
neglecting the theoretical side of these subjects. M 

Ав the author rightly points out in his preface, the title of 
the book inadequately describes: the contents, but the more 
apt title of ‘‘ Mathematics for Engineers’ had already been’ 
chosen by Mr. Rose for а more advanced treatise in the same 
series—hence this misnomer. The subjects dealt with in the 
present volume are the simpler portions of practical mathe- 
matics—vulgar fractions, decimal fractions, symbols and their 
uses, simple equations, logarithms, mensuration, graphs, and 
the slide rule. Every section is treated in a remarkably com- 
plete and painstaking manner, indicating that the author has 
had considerable experience as a teacher of mathematics. 
Diagrams to illustrate the examples and worked exercises of 
all kinds abound, and no detail has been thought too small 
to merit careful attention. - In fact, the attention to detail 
is carried to such lengths as to render some parts of the book 
verbose, and the necessity for more than the mere passing 
mention of some of the matters to which whole paragraphs 
are devoted seems to us quite superfluous. It is just as fatal 
to labour a subject overmuch as to samp it unduly, and а 
book written so laboriously as to ensure the understanding of 
the veriest duffer is liable to be tedious to the average student. 
Mr. Clapham certainly seems to be catering for a very block- 
headed type of student in some of his earlier pages; but it is 
also true that the majority of text-books on elementary mathe- 
matics seriously err in the other direction—by taking far too 
much for granted. | ‚ | 

Chapters I and II deal with vulgar and decimal fractions, 
and contain a multitude of examples taken from every con- 
ceivable branch of engineering science. Important paragraphs 
in Chapter II deal with degree of accuracy and approxima- 
tion for result—two points to which it is essential that the 
attention of all engineering students should be directed in the 
very early stages of their mathematical training. 

The chapter on symbols deals fully with brackets, square 
roots, powers, and indices. A very useful section is devoted 
to clearing up the difficulties which the beginner invariably 
discovers in connection with the addition and subtraction of 
+ and — quantities. The illustration of this by reference to 
changes of temperature on a thermometer is apt and well 
written. " . f 

At first sight, a chapter of 30 pages on simple equations 
would appear to be an untimely waste of space in a book 
which has already dealt in some detail with subjects which 
are usually taken at a much later stage, e.g.. indices and 
square roots. But Mr. Clapham has found so many things to 
say about these '' short statements that two things are equal 
fhat it would be utterly impossible to spare even half a dozen 
of these pages without injuring the treatment. Included in 
this chapter are examples of simple equations involving frac- 
tions, brackets, indices, and surds. 

Although regretting lack of space for the fuller treatment 
of the theory of logarithms, the author has not wholly 
neglected the theory, while he has given a very complete 
account of the use of logarithms with a large number of 
practical examples. 

Chapter VIT. on mensuration, is undoubtedly the most valu- 
able portion of the book. In just over 100 pages the author 
has covered all the ground usually covered’ in mensuration 
books, and not only so, but he has provided a unique collec- 
tion of illustrated examples which are worthy of unstinted 
praise. Starting with units and measurement, this chapter 
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deals in succession with perimeters, angles, and areas, and 
the following chapter eompletes the treatment by dealing 
with volumes and surface areas; useful tables of circumfer- 
ences, areas, and volumes of all the principal figures are given 
at the ends of these chapters. 

The last chapters on graphs and the slide rule are both 
clearly written accounts, with many examples worked out in 
full, and ‘others left for practice by the student. | 

It is extremely difficult to estimate the true worth of this 
book taken as a whole, or to recoinmend it to any particular 
type of student. Some parts of the first three chapters, and 
the whole of the rést of the book, may be regarded as cover- 
ing the average first and second-year courses in arithmetic 
given to engineering apprentices. But the greater portion of 
Chapter I, and much of Chapters II and III, is certainly work 
that should be done in the elementary school before a boy 
can call himself, by апу stretch of the imagination, an engi- 
neer. In fact the early part of the book 18 more correctly 
Arithmetic for Everybody," for the student who becomes an 
engineer before he knows the meaning of plus and minus, or 
can cancel а vulgar fraction down to its simplest form, is 
surely extinct in these days, and it is not now necessary to 
explain the multiplication of 3 by 5 in five steps (page 92) to 
anyone above the age of 12. The latter part of the book can 
be heartily recommended to young engineering apprentices 
for its very оон treatment of logarithms, mensuration, 
graphs, and the slide rule. 

The ‘book is well indexed and serviceably bound, and is fair 
value for the price asked.— P. H. S. К. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected. with the 
technical өг the commercial side of the profession and. industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station and Tramway Officials.—Erith U.D.C. 
has decided to grant a payment of £50 to the electrical 
engineer and manager, Mr. J. C. WILLIAMS, in respect of ser- 
vices rendered. | | 

Rugby U.D.C. has increased the salary of Mr. SHENTON, 
manager of the electric light works, by £25 a year to £250. 

The Walthamstow Lighting Committee has decided to fix 
the wages of Messrs. G. Е. BRIDGMAN and Н. J. НАлрАҮ, 
who have been trained by the electrical engineer as switch- 
board attendants, at 25s. per week each, rising by half-yearly 
increments of 2s. Gd. per week to 35s. Mr. Б. E. Mason, 
switchboard attendant, is to be promoted to the position of 
junior charge-engineer, with an increase of 2s. 6d. per week, 
and his maximum salary is to be increased to 45s. a week. 

The Kendal Electricity Committee has decided to increase 
the salary of its electrical engineer by £25 from October Ist, 
making £900 per annum. 

On 2nd inst., Mr. J. S. D. Morrert, of West Ham, took up 
his duties as general manager of the Belfast Corporation 
tramways, in succession to Mr. Andrew Nance. 

Mr. J. BucHANAN, engineer-in-charge at the Hammersmith 
B.C. electricity works, has resigned his position. 


General.—Mr. Cuas. MAYFIELD, electrical engineer, of Lon- 
don, was married last week, at Clifton, Bristol, to Miss Laura 
Coates, daughter of Colonel Coates, late Sheriff of Bristol. 

Mr. W. E. Waters, secretary and cashier at the Farnworth 
D.C.’s electricity works, who has accepted an appointment 
at Messrs. Cammell, Laird & Co.’s works, at Sheffield, has 
been presented by the members of the Farnworth staff with 
a smoker's cabinet and set of pipes. 

Mr. Јонх RooTHaan, manager for Messrs. Ferranti, Ltd., 
electrical engineers, Hollinwood, Manchester, is now in the 
hands of the Germans. He was one of the 66 passengers on 
the Dutch liner Prins Hendrick, which, whilst on a voyage to 
Gravesend, was captured by the Germans and taken to Zee- 
brugge. Mr. Roothaan was returning from a visit to Amster- 
dam in connection with the firm's business. 

London Gazette Notice.—Territorial Force. Royal Engi- 
neers. Tyne Electrical Engineers. Second-Lieutenant 
Тлохе, Horton (Royal Warwick Regiment) to be Second- 
Lieutenant. 

The Manchester City Council, on Wednesday, approved the 
action of the Trainways Committee in granting the request 
of the Roard of Trade for permission for Mr. J. M. McELnov, 
general manager of the Corporation tramways, to act as 
referee to determine the difference between the Bacup Cor- 
pcration and the Rawtenstall Corporation re stages and fares. 

Mr. H. Browne, Messrs. Falk, Stadelmann’s renresentative 
for the South of England, has been appointed to the London 
Electrical Engineers, Territorials. Arrangements have been 
made for his colleague, Mr. С. H. Beazley, to wait upon his 
clients during the remainder of the war. 

\ 


Roll of Honour.—Captain R. S. Маре, King's Own 
(Royal Lancaster Regiment), reported wounded, is the son 
of Mr. W. S. Wadie, electrical engineer, of Chiswick, W. 

Gunner В. H. Saunperson, of the R.F.A., formerly on the 
staff of the Carlisle electricity works, has been granted & 
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gold medal by the King of Serbia in recognition of his gal- 
lant services during the campaign of the Mediterranean 
Expeditionary Force. >  . 

Gunner Онлз. Hopson and Private R. AsuwonrH, Loyal 
North Lancashire Regiment, employés of Messrs. Dick, Kerr 
and Co., Ltd., of Preston, are reported killed in action. Pri- 
vate E. E. KavrLEY, Loyal North Lancashire Regiment, also 
with the same firm, is reported from France to be missing. | 

Pioneer BERTRAM GREENWOOD, of the Royal Engineers, is 
in hospital suffering from gas enteric. He was employed by 
a London firm as electrician. . mE | 

Private LurHER Mckecunm, R.F.A., has been killed in 
action, He had been employed at the Keighley and Barrow 
Corporation electricity works. 

Private ALFRED Hanson, Somerset Light Infantry, reported 
killed in action, was an employé of Messrs. T. Smith & Sons, 
electric crane makers, Rodley, near Leeds. | 

Company-Sergeant-Major THoMas H. GnEENWwOOD, West 
Riding Regiment, has been killed in action. He was an em- 
ployé of the Halifax Corporation electricity works. 

Lieutenant EDWIN ScHoNriELD, London Regiment, aged 96, 

has been killed. He was, according to the Times, engaged 
in the office of his father's firm, Messrs. A. Schonfield & Co., 
electrical engineers, Hope Street, Glasgow, before the war. He 
had been recommended for a captaincy. 
‚ We regret to note from the Times '' Deaths Column " that 
Second-Lieutenant P. H. Byxa, R.F.A., only son of Mr. and 
Mrs. Max Byng, 4, Kensington Court, W., has died on his 
24th birthday in a hospital abroad. 

Second-Lieutenant J. R. Moorz, Connaught Rangers, killed 
in action in his 21st year was, according to the Times, with 
the British Westinghouse Co., at Trafford Park. 

Second-Lieutenant H. KriNcsBURY, Royal Garrison Artil- 
lery, son of Mr. J. E. Kingsbury, has been wounded in action. 
He is now in hospital in London, and is doing well. 

Rifleman GILBERT HACKING (24), King's Royal Rifles, em- 
pred by Mr. Thompson, electrician, Blackburn, has been 

illed in action. 

Private FRED Smits, of the King's Liverpool Regiment, has 
been wounded in action. Prior to the war he was engaged 
on electrical work in Paris; he served his apprenticeship 
at the Winter Gardens electricity station, Blackpool. 

Captain DESMOND CLERE Parsons, Irish Guards, killed in 


action on September 15th, aged 26. vears, was the youngest. 


son of the Hon. R. Clere Parsons, M.1.C.E., A.L E.E. 

‘Sergeant A. E. Jounson, Lancashire Fusiliers, who was 
in civil life electrician to the Tenterhouse Bleaching Co., 
Norden, Rochdale, is reported killed in action after being 
missing since August "th, 1915. 

Private VERNON West, who has fallen in action in France 
at the age of 21 years, was before the war on the staff at the 
Horsham U.D.C. electricity works. | 
‚ Lieutenant CYRIL А. C. Arkens, R.E., reported as missing 
in July, and as having died in August, aged 93, according 
to the Times, obtained his first appointment in the Tyne 
Electrical Engineers Corps. He was articled for five years to 
the North-Eastern Marine Engineering Works. He rendered 
excellent signalling service in addition to his other duties, 


and also saved a nuraber of lives through his skilful dressing 


in the field. - 


Оһйпагу.—Мв. Jonn Henry Ткк.—Мт. John Henry Lee, 
who died at Derby on September 94th, at the age of 64 years, 
was associated with the old Electric Telegraph Co., and 
entered the Government service at the time of taking over Ше 
system in 1570. 11е was. until his retirement in 1908, tele- 
graph superintendent at Derby. 


NEW COMPANIES REGISTERED. 


Magnetic Waves, Ltd. (1,595r).— Particulars filed Sep- 
tember 28th, 1916. Capital, £25,000 in £1 shares. Registered in Jersev, 
Channel Islands, in August, 1916, to carry on the business of electro-magnetic 
Wave treatment, &c. British. address: 133 and 135, Oxford Street, W, Sir 
Ernest W. Robinson, Bart., Craigmore, Queen's Road, Jersey; Н. G. Barrett, 
Mill апа, Clayton, Sussex; R. A, Pitcairn, 10, Hanover "Square, W.; and 
T. W. Norman, Spring Hill, Wellingborough, are authorised to accept ser- 
vice. Directors: Yir Ernest. W. Robinson, Bart., Hl. G. Barrett. T, W 
Norman, and В. A. Pitcairn, | ' | 


OFFICIAL. RETURNS OF ELECTRICAL 
. COMPANIES. 


Electric Ignition Co. (1913). Ltd.—A memorandum of 
satisfaction in full on September Ist, 1916, of debentures dated May 24th 
1913, securing £2,500, has been filed. | | 


Lancashire Electrical Engineering Co., Ltd. (56.992) .— 
Capital, £5,000 in £1 shares. Return dated July 261h, 1916. 1,878 shares 
taken up; £50 paid; 21.898 considered as paid. Mortgages and charges: Nil. 
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Birmingham District Power & Traction Co., Ltd. 
(19,077).—Capital, £1,050,000 in £10 shares (35,000 cum. pref., 35,000 pref. ord., 
ang 25,000 def. ord.). Return dated June lst, 1916. 20,978 cum. pref., 35,000 
ref. ord., and 35,000 def. ord. shares taken up; £10 per share called up on 
20,978 cum. pref., 27,000 pref. ord., and 35,000 def. ord. shares; £829,780 paid; 
£80,000 considered as paid on 8,000 pref.'ord. shares. Mortgages and charges: 
£403,182, | 


Edmundson's Electricity Corporation, Ltd. (52,013).— 
Capital, £640,000 in 80,000 ord. shares of £3 each; and 40,000 cum. pref. and 
40,000 non-cum. pref. shares of £5 each. Return dated August 8rd, 1916, 
All shares taken up; £3 per share called up on 66,800 ord. and £5 per share 
on the non-cum. pref. and cum. pref. shares; £600,400 paid; £39,600 con- 
sidered as paid on 13,200 ord. shares. Mortgages and charges: £447,350. 


John Davis & Son (Derby), Ltd. (066,606) -—Capital, 
£35,000 in £l shares (15,000 pref.). Return dated July Gth, 1916. 15,000 ord. 
«nd 11,000 pref. shares taken up; £26,000 paid. Mortgages and charges: Nil. 


Evershed & Vignoles, Ltd. (43,206c) .— Capital, £30,000 in 
#1) shares, Return dated July 13th, 1916. All shares taken up; £30,000 
paid. Mortgages and charges: £15,000. 


` Chloride Electrical Storage Co., Ltd. (35,389c) .—Capi- 
tal, £135,250 in £1 shares (62,000 pref.). Return dated August 30th, 1916. All 
shares taken up; £l per share called up on 48,750 pref. and 26,988 ord.; 
£75,738 paid; £59,512 considered as paid on 13,250 pref. and 46,202 ord. 
shares. Mortgages and charges: Nil. 


Electric & General Investment Co., Lid. (31,506).— 
Capital, £201,500 in 19,900 pref. and 20,000 ord. shares-of #5 each, and 
40,000 def. shares of Is. each. Return dated August 8th, 1916. АП shares 
taken up; £3 per share called up on the pref., £l per share on the ord., and 
ls. per share on the def. £121,500 paid. Mortgages and charges: £114,560. 


William Denton, Ltd.—Debenture dated September 18th, 
1916, to secure £1,200, charged on the company's DE and property, 
present and future, including uncalled capital. Holder: E. D. Parsons, 3U, 
Coleman Street, E.C. : ` 


Marconi International Marine Communication Co., Ltd. 
(65,759).—Capital, £350,000 in £1 shares. Return dated June 28th, 1916. 
306,084 shares taken up; £201,084 paid; 21055,00 considered as paid. Mort- 
gages and charges: £114,560. 
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CITY NOTES. 


An extraordinary general meeting was 

Metropolitan held on September 28th, at Salisbury 
Electric Supply House, E.C., to consider the report of the 
Co., Ltd. shareholders’ committee which was ap- 

| pointed at the general meeting in March. 
[The report was printed in the ELECTRICAL REVIEW for Sep- 
tember 15th.] Mr. W. Harrison Cripps presided over a com- 
paratively small attendance. In opening the proceedings, 
after a feeling reference to the loss the company had BUS- 
tained since the last meeting in the death of Lord John Hay, 
one of the original directors, he said that the object of the 
тпеейпд was to confirm a compromise. Compromises pro- 
verbially satisfied nobody, and it was useless to pretend that 
he was entirely satisfied with the arrangement come to be- 
tween the committee and the board. Не would have liked all 
the questions at issue between the board and those respon- 
sible for the appointment .of the committee to have been 
thoroughly thrashed out, and in partieular that every share- 
holder should have been placed in a position to form a judg- 
inent on their merits. The publicity necessarily incident to 
such a process was, however, considered to be adverse to'the 
true interests of the company, and having satisfied himself 
that an arrangement was possiblé on the basia of his own 
resignation of the chairmanship of the board, he could not 
allow his own wishes or his own interests to stand in the 
way of what otherwise seemed to be to the advantage of 
the company as a whole. In resigning an office which he had 
now held for 17 years, and to the duties of which he had 
devoted the best years of his life, he would have liked to 
review the work which had been done and to give his reasons 
for believing in the existing and future prosperity of their 
undertaking. Under existing circumstances he could not do 


this. Were he to attempt it he would be reviving contro- 


versies Which it was the chief object of the compromise to 
set at rest. To every word of what he said at the last meet- 
ing he still adhered. Much of it had since been confirmed 
by reports made by Sir John Snell, late President of the 
Institution of Electrical Engineers, and Mr. Pixley, the well- 
krown city accountant, reporta which had been submitted to 
the committee and would be invaluable to the directors for 
future reference and guidance. He regretted that the eom- 


inittee in their report did not further explain the statement 


as to the fall in dividend since 1905, implying that it was 
the result of bad management on the part of the board, and 
suggesting that it was the cause of the retirement of certain 


directors. It was that statement that so thoroughly alarmed. 


the shareholders when asked for their proxies. The earnings 


of the company had not fallen: they had increased. The- 


actual vross receipts in 1906, the vear after the sale of nearly 
half of the property to Marylébone, were £175,000. Last July 
they had risen to £253.00), a rise of over 44 per cent.: and 
they had already received the report of the progress during 
the past half-year. They would remember that 1906 was the 
first year after the loss of Marylebone, and was therefore the 


— 
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first year for ascertaining either increase or decrease of 
receipts. He explained in March that the initial fall in 
dividend in 1906 was fully and amply compensated for out 
of the excellent award of £1,212,000. Included in this sum 
was compensation for lost future dividends assessed by the 
arbitrator at no less than £660,000. At a special meeting it 
was unaniwously decided to return that sum, representing 
the lost future dividends, to the shareholders, who received 
approximately a bonus of £6 10s. for each £10 share held. 
He was sorry the shareholders could not have seen Mr. Pix- 
ley’s report on this vital matter, which entirely supported the 
explanation given by hiu (the chairman) at the last meeting. 
He also saw that the committee suggested that Mr. High- 
field's services as engineer should be retained. He feared they 
could not have followed the facts. The board, fully confident 
of the value of Mr. Highfield as an engineer, had already 
retained his services for a period of five years from the com- 
mencement of this year. ‘The arrangement come to by the 
board had been the subject of diverse criticisms.. With 
criticisms made by those who did not share his own views 
he was in no way concerned. But there were two criticisms 
put forward by his own supporters on which he desired to 
say & few words. How, he had been asked, had he brought 
himself to abandon this ог that particular line of policy, or 
this or that commercial principle on which he had till now 
insisted as essential to the well-being of the company? His 
auswer was that neither he nor they would have abandoned 
any line of policy or any commercial. principle to which they 
had heretofore attached importance. The compromise which 
had been come to decided nothing as to policy or principle. 
It affected merely a change of personnel in the directorate. 
The reconstituted board would consider all those questions 
and determine them to the best of their ability, and in accord- 
ance with the best advice that could be obtained. He had 
no doubt that every. member would act bona-fide in the in- 
terest of the company. As on all boards, there might be 
diflerences of opinion, a certain amount of give and take. 
But obviously questions of that sort were better decided by 
an authorised board of directors than by an ad hoe com- 
mittee, He had also been asked why, with so many able 
business men already shareholders in the company, they had 
thought it necessary to find a new chairman and new direc- 
tors from outside. In his opinion that criticism was well 
founded, and he was afraid that he was not altogether free 
from responsibility. ‘The new chairman and new directors 
were selected by the committee, but he (the speaker) made 
it a condition of bis resignation that they should be gentle- 
men not hitherto connected with the company. "That might 
have been taken to exclude existing shareholders, though it 
was meant only to exclude those who had already taken part 
in the management of the company. The matter was not, 
hówever, now of any great importance. 'The new chairman 
and directors, whether taken from inside or outside, might 
be assured of the cordial co-operation of their colleagues. 
Mr. George Verity was known to them all as having always 
taken an interest in the company, and his brother, the late 
Mr. John Verity, was long a valued member of the board. 
He had not the advantage of knowing the other two gentle- 


men nominated, who, however, seemed to have a wide ex- ` 


perience of company matters. With close attention to detail, 
aud goodwill on the part of all concerned, he saw no reason 
why the prospects of the company should not be assured, and 
fo: his own part he would in the future, из in the past, do 
everything in his power to advance the interests of the сош- 
pany, in whose future he had the utinost confidence. 

Mr. Rocer Grecory, chairman of the shareholders’ com- 
mittee, then moved the adoption of the report of that body. 
He said that, speaking for the coumtuittee, he wished to say 
how greatly they appreciated the generous terms in which 
Mr. Cripps had expressed himself in his speech, and for the 
way in which he had carried out a task which must have 
been a painful one to him personally. With regard to the 
report, as tho chairman had said, it was entirely а compro- 
mise, The task of the committee had been an arduous and 
a difficult one, They had interviewed numerous witnesses, 
and had bad before them a great mass of reports, some of 
thein of a highly technical and difficult nature, and they bad 
formed their conclusions to the best of their ability. As they 
proceeded with their work it seemed to himself and his col- 
leagues on the committee that a change in the board was 
desirable, and he believed they had succeeded in selecting 
three патен which would commend themselves to the share- 
holders as desirable additions to the board. Tt might be 
asked why they had not suggested the three directors whose 


resignations had resulted in the appointment of the con- 


mittee, but, as he had said, the report was the result of a 
compromise. Tle fully agreed that great credit was due to 
those who first realised the necessity for an inquiry. With 
regard to the future, he did not think there was апу cause 
for anxiety about the company's prospects. The shareholders 
had а very valuable property indeed, and he believed. that 
if it was carefully and properly managed they could look 
forward to considerable prosperity. | The — committee had 
amassed a large amount of very useful information 1n the 
course of their inquirics, which would be at the disposal of 
the new board. Regarding Mr. Highfield’s services, he would 
like to say that he thought all the committee were agreed 
that they had been of the greatest possible value to the 
company. | | 
Mr. J. Carr SAUNDERS seconded the motion. 


* 


Mr. Tov proposed ‚ап amendment to refer the report back 
to the committee with instructions that they should amplify 
it and report to an adjourned meeting on November 9th. In 


the course of a long speech Mr. Toy said he must confess to 


a feeling of disappointment at the result of the labours of 
the coinmitteea, The report did not give them a vestige of 
information, and the shareholders were asked to take its con- ` 
clusions upon trust. They were not given access to any of 
the reports which had been brought before the committee, 
and they had not been taken into their confidence in any way. 
The suggested compromise was inconclusive and unsatisfac- 
tory, and if they were not very careful it would land the 
company in further difficulties. 

Mr. PiERSALL formally seconded the amendment. 

Mr. GreGory said he admitted that the report might seem 
а bald and colourless document, but if it had gone into 
detail it would have had to deal with the intimate relations 
that existed between the company and its customers, and 
such publicity would not have been to the advantage of the 
company. АП the information which the committee had 
would be placed before the new board, and it would be for 
that body to deal with it as they thought best in the interests 
of the shareholders. | 

Sir R. MELviLL BEACHCROFT, a member of the committee, 
said they had employed four technical experts occupying 
probably the highest positions in London in their several pro- 
fessions. "Those gentlemen had made their reports, and, as 
was usually the case, none of thein agreed with the others. 
Under the circumstances he thought the compromise sug- 
gested was the best course to take, and he thought the share- 
holders were indebted to the chairman for having been will- 
ing to sacrifice himself in order to bring about an arrange- 
ment of the kind proposed. The future of the electrical 
industry in London was uncertain. Just before the war the 
London County Council proposed a Bill for amalgamating the 
companies and buying them out by agreement, which Bill, 
he was confident, would be reintroduced the moment the 
war was over. When that time came they would need not 
a divided board, but one that was united, and they would 
want the help of the most experienced men who were now 
dealing with this question. 

Mr. Paxton expressed disappointment that the committee 
had not made апу reference in their report to the part taken 
by Mr. Tuckett in bringing about the inquiry. It was, he 
said, that gentleinan's technical knowledge that showed him 
that something was wrong as soon as he was elected a direc- 
tor, and the shareholders had to thank him for the part he 
had taken in the matter. 

Mr. Frank BAILEY, as an origina] shareholder, and as one 
whose official connection with the company ceased five years 
ago, said he was disappointed with the compromise put for- 
ward by the committee, which did not seem to be accomr 
panied by sufficient evidence as to its utility. If the com- 
mittee thought that Mr. Tuckett, Lord Avebury, and Sir 
James Pender did right in resigning their seats on the board, 
they had a right to expect something more conclusive than 
the report which had been issued. The least the committee 
could have done was to have made some public recognition 
of the services of those gentlemen. 

On a show of hands the amendment was negatived by а 
large majority, only nine voting for it, and the report of the 
cominittee was adopted. 

Mr. A. W. Tait. Mr. George Balfour, and Mr. George Verity 
were then elected as directors of the company in accordance 
with the recommendation of the committee, and a further 
resolution was agreed to directing the committee to place at 
the disposal of the board the reports of the experts employed 
by Шеш, у 

On the motion of Mr. А. SAMUEL, a cordial vote of thanks 
was aceorded to the chairman for the services he had ren- 
dered to the company in that position during the past 17 
years, and a similar vote was accorded to the shareholders’ 
committee. 


The report. for the vear ended March 

Escher, Wvss 315, 1916, of the A.G. der Maschinen- 
& Co., Ltd. fabriken Escher, Wyss & Co., of Zurich 
and Ravensburg, the majority of whose 

shares passed again into Swiss ownership some time ago, 
states that the effects of the war were felt considerably less 
than in the preceding financial year, as a more active demand 
cet in gradually for the company’s specialities.. It was, however, 
only possible to take advantage to a moderate extent of this 
favourable state of affairs owing to the increasing difficulties 
which arose from the enormous rise in the prices of almost 
all raw materials and intermediate products, and in obtaining 
delivery of then. A further hindrance to business lay in the 
low level of the rate of exchange with individual countries, 
which in many cases caused contracts to be no longer remu- 
nerative. It had therefore been necessary to work other 
markets to а greater extent. and the hope was expressed 
that the new business connections therebv obtained would 
also һе maintained after the conclusion of peace. The fre- 
quent changes in the workmen and staff in consequence of 
militarv requirements and the migration of skilled workmen 
had en unfev^nr»hle effect on the nvoduction. Notwithstand- 
ing these difficulties, it was possible to raise the decree of 
activity in most departments almost to the normal level of 
the last year of peace. During the year the hydraulic turbine 


886 \ 


plant for the«Barcelona Light & Power Co. was set 1n opera- 


tion with very favourable results, and the financial settlement 


of this great transaction was now proceeding satisfactorily in 
every respect. The delivery of machinery to different coun- 
tries, particularly Russia, suffered from great difficulties, 
especially in the steam turbine department, "Éwhich conse- 
quently did not develop quite as had been expected. In the 
meantime the demand for steam turbines had increased, and 
was very active at the present time. After placing £32,000 
to the depreciation fund, as compared with £21,000 in 1915-16, 
the accounts show net profits amounting to £17,000, as 
against £13,000 in the previous year. It is proposed to pay 
a dividend at the rate of 4 per cent. on the ordinary share 
capital of £260,000, being the same as in 1915-16. 
LI 


Calcutta Electric Supply согон Ltd.—Interim 
dividend on the ordinary shares at the rate of 7 per cent. per 
annum for the half-year ended June 30th. 


Cuba Submarine Telegraph Co., Ltd.—Interim dividend 
on the ordinary shares for the half-year ended June, 1916, at 
the rate of 5 per cent. per annum. 


Montreal Light, Heat & Power Co.—Interim dividend at 


the rate of 8 per cent. per annum for the quarter ending 
October 3lst. 


STOCKS AND SHARES. 


TuEsspav EVENING. 


Stock Exchange markets have had an abrupt check to their 
previous vitality and strength. It was not supposed that the 
Government would issue any new form of borrowing to come 
into direct competition with existin securities, so that the 
offer of three-year 6 per cent. Exchequer Bonds has come 
as @ surprise and a disappointment. Critics blame the Соу- 
ernment for this new departure, and complain that holders 


of the existing 41 per cent. War Stock have been badly 


ireated, in that their option to exchange into a new loan is 
once more rendered nugatory by the fact that the latter is 
in the shape of Exchequer Bonds, into which the proprietors 
of the War Loan cannot make a direct exchange. 

The defenders of the short-term policy point out that the 
6 per: cent. Exchequer Bonds are likely to prove very tempt- 
ing to foreign investors, whose money will be useful at the 
present time in keeping steady the rates of exchange. But 
for this advantage, it may be wondered whether the Т 
із; поё paying an extravagant price, and whether a straight- 
out 5 per cent. longer-term loan would not have achieved an 
enormous popular success. : 

. The immediate consequence is that all fixed-interest securi- 
ties have become unstable, and their prices have dwindled. 
Indeed, for the moment it is difficult to say upon what basis 
stocks and shares can be valued. Obviously, the 6 per cent. 
Exchequer Bonds set up a new standard—at all events, for 
the time being. Severe falls in Consols, the War Loans, 
Colonials, and similar stocks have been the natural corollary 
to the Treasury's offer, and no doubt, in course of time, 
markets will settle down again, just as they did after the 
advent of the 43 per cent. War Loan some 15 months ago. 
But until the investor becomes familiar with the new bonds, 
and with the standard of comparison which they set up, we 
are not likely to see any noticeable improvements in the 
'purely investment descriptions. 

Home ‘Railway stocks have suffered acutely in that the 
depression caused by the 6 per cent. issue comes at a time 
when further 
manifest itself. It was only a fortnight ago that the railway- 
men were given à substantial increase of wages, and every- 
body hoped that the Labour world would be content to carry 


he flatness has extended to electric railway varieties, and 
Districts, Metropolitans, and Underground Electric are all 


spite of the start which has been made 
Underground Electric 


The meeting of the Metropolitan Electric Suppl Co. passed 
off with no more ruffling of the waters than ШШ Have. been 


regard to all the circumstance і 
case. Тһе resolutions were duly carri es of the 


said before, the thanks of the Shareholders are due to the 


Anglo-Argentine Tramways begin to show 
& t - 
dency. The first preference are up 1/16, this pine the rot 
advance which has occurred for many weeks, 
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tions, however, are a weak market; there appear to be several 
lines of shares about, which have a difficulty in finding perma- 


nent homes. British Columbia stocks continue to advance, 
the preferred and the deferred both showing gains of a 
point on the week. Mexicans are weaker, though the Tram- 
way Co.’s 5 per cent. first mortgage bonds have recovered 
their recent small loss. The bonds of the Electric Light and 
Power Co. fell 2 points, this notwithstanding distinctly more 
encouraging reports from Mexico than we have been accus- 
tomed to of late. Bombay Electric preference are in demand. 

The New York financial papers dwell upon the remarkable 
way in which some of the Mexican railroads are recovering 
from their misfortunes under the recent chaotic regime. 
Stocks and shares in the Canadian-American power com- 
panies are mostly firm, though the spirit of speculation, which 
has reached boiling point in New York during the past fort- 
night, has been concentrated upon railway and munition 
issues, to the exclusion of the more humdrum Utilities, 
Canadian General Electrics have risen four points to 124. 

Marconis reacted to 3, but recovered most of their loss. 
Americans are quiet at 188. 3d., and Canadians at 10s. 6d. 

Amongst the Industrials, something of a reaction has 
occurred in armament shares, as well as in the iron and steel 
department. British Westinghouse preference eased off to 
23; on the other hand, Telegraph Constructions are good at 
321, and Electric Constructions at 18s. 9d. аге 1s. 3d. up. 
Activity in the rubber share market has been checked to no 
small extent, although prices on the whole keep firm, there 
having been little selling. The various impositions of excess 
profits tax in Colonial and Allied countries are exercising 
fheir natural effect upon prices of.shares in companies con- 
nected therewith, and a slight dulness in some of the copper 
companies' issues is due to this cause. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Номе ELEOTBRiOITY COMPANIES, 


Dividend Price А 
—n Oct.8, Rise or fall Yield 
1914. 1916, 1916. this week, p.c, 


Brompton Ordinary  .. » 10 10 68 — #71 0 
* Charing Cross Ordinary i 5 5 a _ 714 
do. do. do, 4% Pref.  4à 4 == 6 6 4 
Chelsea ee ee ee oe 6 4 3 == 6 18 4 
City of London .. M va 9 8 19 = 610 8 
do. do. 6 percent, Pref. 6 8 10 — 516 8 
County of London .% . 7 1 10 — 698 
do. A 6 per cent. Pref. 1 : n — 6 р H 
Kensington Ordinary .. oe — 
London Electric .. sis xe 4 8 1 — 610 5 
do. do. 6 per cent. Pref, 6 6 4 — 611 4 
Metropolitan RES vs " 2 8 2 — 581 
о. 44 per cent. Pref. 43 8 — 1410 
8t. James' and Pall Mall .. 10 8 6 — 656 
South London .. .. .. 65 6 afg == 616 1 
South Metropolitan Pref, ы. 79 1 1 — 678 
Westminster Ordinary .. .. 9 1 6 — 612 0 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am, Tel. Pref, .. x 6 6 109 — 617 6 
do. D f. ee [E 80/- 88/8 994 + 4 1 8 3 
Chile Telephone ..  .. .. 8 B 7 — 6 14 5 
Cuba Sub. Ога. .. ve we Б 5 84 — 6 8 6 
Eastern Extension vs КА 1 8 14 — б 96 
Eastern Tel, Ord. 22 EE. B 14 — *6 10 0 
Globe Tel. and T. Ord. .. . 6 7 198xd — 51 0 
йо. Pref, e 6 6 102ха — 6117 
Great Northern Теј, .. - 2 A 42 — 649 
Indo-European ..  .. .. 1 18 49 - 613 8 
Marconi ae ee oe МО 10 10 815 куы 8 b g 
New York Tel. 44 00. | 4 100 — 410 0 
Oriental Telephone Ord. .. 10 10 25s — 466 
United R. Plate Tel. .. .. 8 в 62 _ «Б 18 Б 
West India and Pan. ee ee 1 — 14, = — 
Western Telegraph... .. 17 8 14} — © 8 6 
Home Runs, 
Central London, Ord. Assented 4 4 18 =- 691 
Metropolitan se. "wu. ^ uve ч 1 1 284 —1} 451 
do. District ..  .. Nil Nil 17 =i Nil 
Underground Electric Ordinary Nil Nil I _ Nil 
do, do. "A" .. NH Nil 56 —td. Nil 
do, do. Income 6 6 88 — 616 4 
: FonziGN Trams, &0, 
Adelaide Sup. 6 per cent. Pref. 6 6 438 _ 616 
Anglo-Arg. Trams, First Pref, 5 Б З — 1145 
do. 2nd Pret. ae 6 8 = ae 4 
do. 5 Deb. .. Б б 15 — 8 18 Н 
BrazilTractions.. — .. .. 4 4 694 -1l 6и 
Bombay Electric Pref... ., 6 6 104 _ 61 83 
British Columbia Elec, Rly. Pfce. 6 Б 15 — 618 4 
do. do. Preferred.— — Nil 61 +1 Nil 
do. do. Deferred — Nil 60 +1 Nil А 
до, до. Deb. 4i 4 67 — 6 10 
Mexico Trams 5 percent. Bonds — Ni 44 / +1 Nil 
do. 6 percent. Bonds — Nil BG — Nil 
Mexican Light Common .. Nil Nil 18 —1 Nil 
do. Pre. .. . .. Nil Nil 88 -2 Nil 
do. lst Bonds .. Nil Nil 49 —3 et 
MANUFACTURING COMPANIES, 
Babcock & Wilcox 5 0 l4 15 З -— 4 18 " 
British Aluminium Ord, — .. 6 7 29/- +i 6050 
British Insulated Ord. .. 1; 15 17 lüxd | — тоо 
British Westinghouse Pret, .. 7% d e 
Callenders es ae ee ae 16 20 1 = 8 0 8 
do, Pr  .. .. 6 б - d 
Castner-Kellner .. ae? au. OO) = = 5 6 
Edison & Swan, £8paid у. Nil с 10- - Nil 
do. do. ypaid ., Ni — 1 == Nil 0 
do. do. 5 percent. Deb, 6 6 624 ` = 8 0 4 
Electric Construction ., жж 6 1% Г + 3 8 0 0 
Gen. Elec. Pref... .. .. 6 8 10 e 6 0 - 
do. Ord. ee we ee 10 10 14 T 6 16 9 
Henley es ae ee в 20 95 1 TUS 1 9 0 
do. ёрге...  .. 1 a а 4 – Бр 
India-Rubber eo ee ee 10 10 13 = в 3 0 | 
T'elegraph Con, ee ee eo 20 20 BO} — à *6 8 


\ 


аы инан ны a a ЕЛИНИ 


` Vol. 79. No. 2028, Остовкв 6, 116] THE ELECTRIGAL REVIEW. 


987 


D 


METAL MARKET. i 


Fluctuations in September, 


prs 4567 81112131415 18192021 222526272899 


ШШ eile М ЫЫ 
ЖШ ЕЖЕ ШЇ. ЖЕ И БЕ 


bd 


rT Ty COPPER (G.M.B’s. 


ШЕШИШЕШЕИШЕИШ 
Litt} tt NL 
К BARN 


ES 
n 
117 V, 


116 


4 


Es e 
иииш 
~ 
B 
Ж 
p 


PP ШЕЕ ЧЕ НЕ GR RR ER 
SIR LES нл a 
joo eo Sa E CES ЕЕЕ ЕЕ 
ios ВЕЕ 0 Е Е eE 


SEPT.14 56 7 $ 111213141818 192021 2225 26 272829 


a 


ee T 


Refining Zinc by Electrolysis.—4A good deal of experi- 
mental work has been carried out during the past few years at the 
works of the Consolidated Mining and Smelting Co. at Trail, in 
the Rossland Division of British Columbia, in connection with the 
refining of zinc by electrolytic means. Spelter of good quality 
having in this way been produced to the extent of about half a 
ton per day, it was, some time ago, decided to establish a special 
plant capable of turning out up to 35 tons perday. The installa- 
tion, which inclndes departments for grinding, roasting. leaching, 
electrolysing, and melting, an electric power station, and a special 
dust-collecting plant, is now rapidly approaching completion. The 
experiments have, so far, been practically confined to the ore 
obtained from the company’s own mines, and thus it is not possible 
to say whether the same process is capable of dealing with the 
prevailing zinc-lead ores of the district. 


The Electrolytic Coating of Silvered Mirrors.—The old 
method of coating mirrors by the mercury process is a long, 
tedious, and unwholesome operation, which has been nearly univer- 
sally replaced by silvering. The latter method is. however, by no 
means perfect; the very thin film deposited by reduction of a 
solution of nitrate of silver is neither as white nor as brilliant as 
that of tin amalgam ; it is deficient in strength, being detached by 
the slightest friction, and tarnished on exposure to sulphurous 
fumes. These faults are only very imperfectly overcome by a 
backing of varnish, of itself often a source of deterioration. Long 
ago an electrolytic deposit had been considered as a substitute, but 
experiments in this field yielded only mediocre results, whose 
irregularity was mainly due to the extreme thinness of the silver 
coating. Indeed, in the electrolytic method, it is this metallic film 
which constitutes the kathode, whose very minute cross-section is 
a poor conductor. When the contact is made around the periphery 


of the silvered glass, the electrolytic deposit takes place almost. . 


entirely in its immediate vicinity. and at points remote from the 
edges the thickness of the deposit diminishes rapidly, so that at 
the centre there is scarcely any deposit. | 
This drawback has been cleverly overcome by Delere, Gresy and 
Pascalis, whose method is in actual use in Paris by the Compagnie 
des Glaces de Saint-Gobain. The process consists in multiplying 
the number of current-carrying points of contact on the silver 
kathode by means of flexibly supported metallic combs. These 
combs have brass teeth. to each of which is attached a globule of 
tin, a soft metal which avoids scratching the silvering. АП parts 
of the electrode immersed in the electrolyte are cevered with an 
insulating layer of paraffin, with the exception of the points in 
contact with the silvering. The anodes consist of bands of pure 
copper supported between the contact points. The mirror to he 
coated is laid, silvered side up, in a shallow tray containing the 
electrolyte, the latter being kept of uniform strength by forced 
circulation. During the plating the current is interrupted every 
few minutes, and the contact points are shifted a short distance. 
The electrolytic action is thus uniformly distributed over the entire 
surface, resulting in a very homogeneous deposit of copper. Mirrors 
80 protected resist the action of sulphurous fumes under the most 
unfavourable conditions, and possess the unexpected advantage of 
Increased reflecting power.—Journal of the Franklin Institute. 


AMERICAN VIEWS ON THE DESIGN AND 
3 MANUFACTURE OF ELECTRIC 
COOKING STOVES. 


THE report of the Electric Range Committee at the recent 
Chicago Convention of the National Electric Light Asso- 
ciation contained, amongst other things, an instructive 
summary of American central station opinion as to design, 
manufacture, &c., of electric cooking -stoves. 

Although great progress is being made in electric 
cooking in the States, it will be noted that the conditions 
affecting design and production are not unlike those which 
prevail here. | n s 

Ав regards design, a summary of answers to questions addressed 
to 46 operating companies shows that types of ranges sold up to 
the present time have been the products of five manufacturers, all. 
but one of whom have been making various electric appliances for - 
some years past. There were 4,659 ranges reported sold, the 
majority gf those apparently giving good satisfaction both as to 
operation and number of burners and sizes of ovens. The principal 
mechanical complaints were burning out of elements, slowness of 
operation, and fragile construction. There seems to be a variance 
of opinion regarding the relative merita of the open coil and 
enclosed burners, the former apparently being the more popular. 
The type of electric range most desired seems to follow the lines ' 
of the popular gas ranges. There should be four three-heat burners 
on the top (one 1,500-watt, two 1.000-watt, and one 750-watt). 
The side and upper ovens are by far the most popular. Ovens 
should be at least 12 by 15 by 18 in., and should contain a broiling 
alement and a baking element. A warming oven above or below 
the baking and broiling oven is a desirable adjunct. The doors on 
side ovens should open down. : 

It will be noted that the gas stove has set the fashion in 
America as here, although the arrangement of the stove is 
quite different from that favoured on this side, being much 
less compact. | | | 

Apparently those undertakings which have connected the 
greatest number of ranges: are doing all the wiring in 
connection with the installations. The costs for installing 
vary from $4 to $30, and average, $124, and cost price is 
usually charged. 

The demand of the American consumer is for a cooker 
costing from $30 to $40, but apparently many of them pay 
another $10 to get“ just what they want." 

These prices presumably include control switches, which 
are, we believe, usually attached to American stoves, 
although frequently forming an item of additional cost in 
this country. i 

The majority of the supply undertakings hold the view 
that а durable and efficient stove, with at least three hot- 
plates and a side or upper oven, should, under present con- 
ditions, be obtainable at as low a price as $30 to $35, but 
some concerns fear that low price may mean a sacrifice in 
quality, which will do harm in the. future to electric 
cooking. 

Such a price for an efficient and durable stove of the 
kind indicated is low, judging by English prices even before 


the war, but presumably there are reasonable.grounds for 


believing that à stove whioh will satisfy the consumer can 
be made at the price in America, whatever may be the case 
here. | 


We note that it is recommended that rotary snap switches con^ 
trolling the service to various heaters should have a distinctive 
feature, either in colour or position of indicator, or both, when , 
current is off. The distinctive feature at the present time on most 
of these switches is the reading of the word "off," but in a dim 
light, or when the eyesight is not of the best, reading is not - 
always easy. A distinctive colour for the lettering of the word 
“off,” or the uniform or distinctive position for the indicator. will 
quickly convey the idea to the operator whether or not the circuit 
is disconnected, even if only a hasty glance is given. 


British practice for large installations appears to favour 
the use of pilot lamps as indicators, but very small pilot 
lamps are open to objection, and, in any case, are an extra 
which one would rather dispense with, if some satisfactory 
distinctive feature could be incorporated in the switch ; 
possibly self-luminous lettering might answer the purpose, 
as in the case’ of the numerous luminous dial watches for 
night use. | ' 

We note that a large number of ranges have been placed 
on short-period deferred payments not extending beyond a 
year; simple hiring-out of stoves does not seem to be 
practised—at any rate, it is not mentioned. 


` Т would emphasise 


` 
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A very interesting section of the report which we par- 
ticularly commend to the attention of British central station 
engineers, is that giving the ideas of some of the supply 
companies on dealing with manufacturers in order to obtain 
an ideal electric range at the lowest possible price; these 


confirm the views previously expressed in our pages", and | 


Š Ч 
аге summarised as follows :— 


“The manufacturer should be willing to stand behind his 


product with a proper guarantee, апі willing to defer some of the 
profits from the business until a future date, and not hope to make 
all on the first few ranges sold, but bring the price down as low as 
possible, and let the central station have an opportunity to put out 
more ranges." | 

" Standardise requirements of the central stations, so as to limit 
the.types of ranges made by different manufacturers, and thus 
reduce their overhead expenses. Also show manufacturers that 
increased output depends primarily upon lower-priced ranges." 

“ Develop hot water attachment and durable elements." 

"It seems as if а canvass of number contemplated to be used 


' would allow greater number to be made, and this would allow cut 


in price, or manufacturing company could sign tentative contract 
to sell at certain reduced price if specified number were ordered by 
entire trade." | 


"Power cempanies to combine, in order to secure quantity 
` prices." | 


" Standardisation of types should reduce production costs. Some 
method of collective bargaining between representatives of the 
manufacturers and céntral stations to establish standard designs 
for a pre-determined period might work to the mutual advantage 
of all concerned." 

" Standardise and cut out novelty idea." 

“ А maximum production to lower unit cost." " 

“Through increased output, central stations could club together 
and order a certain number in advance." | x 

“Dispense with nickel and frills, unless especially ordered.” 

" Standardise, so as to cut down manufacturers’ cost." 

" Study the gas range closely, and capitalise its experience." 

“ Let the electric manufacturers make the element and the stove 
manufacturers the stove." i 

" Ship complete line of repair parts to the distributor." 


“Manufacturers should be more particular in details and 


mechanical construction." 

“ Do not load the development costs on first shipments.” 

“ Better insulation in oven on cheaper ranges." - 

"Standardise on design and equipment. Reduce number of 
types of ranges, and talk quantity to the manufacturers." 
. We again take the opportunity of urging those interested 
in promoting electric cooking in this country to abandon 
the haphazard systems of the past in regard .not only to 
design, but also to manufacture and marketing of the 
electric stove. | 

It is useless to attempt to grapple with an immense 
business, such as electric cooking has a good prospect of 
becoming, on any but commercially-organised lines, the 
logical essentials of which are quantity production on 
standardised lines, interchangeability of parts which may 
have to be replaced by the user, and mutual guarantees as 
between manufacturers and supply authorities as regards 
price and disposal of output. | 

Only in some sich way as this—with present electric- 
heating methods—can we hope to place electric cooking on 


a really competitive basis and to achieve real success: 


with it. 
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Address to the Economic Science and Statistics Section. 
By Pror. A. W. KIRKALDY, M.A., PRESIDENT OF THE SECTION. 
(Abstract.) - | 
(Concluded from page 364). 
INDUSTRIAL ORGANISATION. 


The industrig] army of labour force of this country includes 
all those who either organise industry or take any part, how- 
ever important or however humble, in its working, from the 
captain of industry down to the humblest weekly wage-earner. 
In connection with this force we now have two sets of organi- 
sations whose interests some people consider to be antagonistic. 

sise the fact that these two are really one 
force, their main interests are identical, and they can best 
serve those interests by striving to minimise differences and 
by doing all that is possible to work in harmony. - 

British trade unions have: a fairly long history behind them 
and may be said to bé in advance of any similar unions the 
world over. But the fact that of recent years there has been 
4 tendency for small unofficial sections of .given unions to 
kick over the traces and disregard the policy and agreements 
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not care to know, his neighbour's concerns. 


of their leaders shows that perfection of organisation has by 
no means been attained. | 
Employers' associations are of more recent formation, nor 


" have they so far attained to anything like the same complete- 


ness. Both organisations, especially the employers', are in 
need of further development. The economist can point to 
imperfections and make suggestions—only those conversant 
with practical working facts can formulate a practical policy. 
The individual British business man is unexcelled by the busi- 
ness man of any other country. In times of rapid transition 
and crisis he has again and again shown his leadership. He 
knows his business thoroughly, and as a working unit he has 
taken а very high place. But one of the most marked deve- 
lopments of modern trade is a growing interdependence of 
industries. Hand in hand with this we have become familiar 
with another phenomenon, the amalgamation of businesses 
of various dimensions into one great company or corporation. 
This phenomenon is common to both commercial and manu- 
facturing interests. It is as marked among banks as among 
steel and iron companies. The comparatively small manu- 
facturer or business man is giving place to bigger and inclu- 
sive organisations. These two and somewhat parallel deve- 
lopments are making а new demand on the individual. He 
and his predecessors exemplified individualism ; the new stage 
upon which we have entered demands а modification of the 
old policy. Business, like everything else, is subject to evolu- 
tion, and evolution on healthy lines can only be obtained by 
grasping fundamental facts and applying experience in 
accordance with economic laws. There need be nothing revo- 
lutionary about thevrequired changes in our business organisa- 
tion. We merely have to note what has already occurred, 
mark healthy tendencies, and clear away or prevent obstruc- 
tions to natural growth. Our past history amply justifies us 
in pursuing this policy without uncertainty as to the result. 
Our entire industrial history is one of the best examples of 
steady and, on the whole, well-ordered evolution. We have 


‚ shown our. ability to adapt ourselves to the needs of the 


moment. As а race we are healthily conservative without 
being reactionary—that is to say, we know how to preserve 
what is good in the old and amalgamate it with the new. In 
other words, our organisation enjoys that useful quality of 
elasticity which enables us to keep abreast of the times. 
Our business man’s qualities emphasise his defects. For 
generations our business men have worked ав units, and 
individualism has become almost second nature. The call 
noy is that the individual shall sink а part of his personality 
&nd become, so far as one side of his activities is concerned, 
a member of an association. We have had employers' alli- 


ances, federations, and associations. Some have failed, some 


have managed to keep afloat, others have had a certain 
amount of success. one have hitherto quite attained to 
what is required. To the onlooker it would appear that when 
our employers meet as an association there is a lack of sym- 
pathy among the members, and if this should persist it 
would -be fatal. Each individual knows his own business; he 
does not know, and perhaps it would be true to say he does 
At any rate, a8 
a result there is a lack of cohesion, theré is a lack, too, of 
that co-operation which is required if the association is to be 
really successful and accomplish the objects for which it has 
been formed. This working in co-operation, the large 
organisations of capital, and the working together Jn associa- 
tions, are comparatively new things to our business com- 
munity. Time and experience will put things right; at pre- 
sent we have not accustomed 'ourselves to а newly-developing 
condition of affairs. Our business men, then, need to focus 
their attention on these early ailments of the movement and 
get them removed as soon as possible. : 

. A second ‘group .of defects arises indirectly, but almost 
inevitably, from that which has just been considered. Some 
alliances, rings, and associations have failed and come to an 
end. And in certain cases the cause has been unmistakeable, 
for there has been a lamentable want of loyalty, and even 
in some cases it must be said honesty, to the agreements 
entered into by the association. 


Only to mention one group as an instance of this—the new 


'` trades combination movement, which caused quite a consider- 


able stir during the late ‘nineties of last century, especially 
in the Midlands among the metal trades. Articles appeared 
in the journals, and a book was written explaining the move- 
ment, and great hopes were entertained that а new era had 
opened out before both Capital and Labour. But all ended 
in а failure. There was for a time a kind of syndicalism—3 
syndicated industry enabling employers to increase their 
profits, and the workpeople to earn abnormally high wages. 

‚ long as competition could be kept out of the market, 
things went swimmingly, and a specious prosperity developed. 
But the corisumer was being exploited—the increased prices 
charged for such goods as metal bedsteads gave would-be 
competitors and unscrupulous members of the alliance their 
chance. The cheap wooden bedstead, however, made its 
appearance on the one band, and on the other there were 
such things as secret discounts and commissions, and this 
special alliance ended in failure. The history of that short, 
but industrially instructive, movement has yet to be written. 
Its cardinal facts should be known to those who now have an 
opportunity for shaping the industrial future of this country. 
Three lessons stand out from this experience :— 

l. We must learn to work together in association. 


— o Лама. 
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2. All members of an association must be absolutely loyal 
and honest to their engagements, either written or implied. 

3. Such associations must be regulated or the community 
will be exploited. 

Nor is it impossible to suggest a method by means of which 
this may result. When employers' associations have justified 
themselves it should be possible to obtain State recognition 
for. them, and it would be practical politics, when both 
employers' associations and trade unions have developed to 


the point at which both merit State recognition, to enforce . 
. under penalty agreements made between them on all those, 


either өйне or workpeople, who wished to work at the 
industry within the area under the recognised organisations. 
Thus it would гоб be necessary to make membership com- 
pulsory; self-interest would be the extent of the pressure. 

Turning to workpeople's unions, we also find defects which 
require removing. The policy of union has been practised 
among the workers for upwards of a century, and for at 
least half that time with well-marked success in certain 
directions. In the first instance it was the aristocracy of 
labour that realised the advantage of collective action, but, 
notably since the late 'eighties of last century, efforts have 
been made to extend the policy to all grades of labour. 
Hence the ailments which have to be noted are rather more 
mature than those affecting employers' associations. Success 
in certain directions has perhaps led some of the more 
ardent spirits to expect more from their unions than working 
conditions allow. The experience of old and tried leaders has 
led them to adopt a more cautious policy than the young 
bloods are inclined to accept. Hence there has been a want 
of loyalty, different, it is true, from that met with among 
employers, but equally disastrous if persisted in to the object 
in view. 

All the men in a given industry should be members of the 
union, provided that the union is well organised and ably 
administered, This should, however, be the result of self- 
interest and а regard for the good of fellow-workers, rather 
than of compulsion; how that may be attained has been sug- 
gested. Perfection of organisation wil come when work- 
people not only realise the real possibilities of collective action, 
but are prepared to follow loyally leaders who have been 
constitutionally elected. "The leaders are in a better position 
to know the facts of the case immediately under review, but 
if their leadership has been found faulty there should be 
adequate machinery for replacing them with men who com- 
mand the confidence of the majority of the members. When 
agreements have been entered into, the terms should be im- 
plicitly observed, even though they may turn out to be less 
advantageous than was expected. Periodical revision would 
make it possible to rectify mistakes or misapprehensions. 
But it cannot be too strongly emphasised that for both sets 
of organisations the great factor making for smooth and 
satisfactory working is absolute loyalty to the pledged word. 
A large employer of skilled labour writing to me on this 
point said: ‘‘In my opinion no industrial harmony can exist 
between employers and employés until trade unions through 
their executives can compel their members to adhere to and 
honourably carry out all agreements entered into with the 
employers. . . . In fact, until a more honest code of morals 
exists on both sides no improvement can be looked for.” 

, Further, there is a need for a more complete and authorita- 
tive central authority, both for individual industries and for 
federated trades. The machinery for this exists; it merely 
requires development. When the local and central machinery 
has been perfected, the right to strike, which, in common 
with the right to lock out as a final resource, should be 
jealously maintained, would be carefully regulated, and would 
only be resorted to as the considered judgment of the most 
experienced men on either side. It should be impossible for 
either an individual association or a section of it to order a 
strike or a lock-out on its own responsibility: 

. What, then, do I consider should be the main outline of 
industrial organisation? Employers. should be organised 


into :— - 


(a) Associations of one trade in a given district. 

(b) National associations of one trade. 

(c) Local federations of trades. 

(d) National federations of trades. 
‚ Of these, b and d should be organised under a system of 
representation. 


. Workpeople should have unions and federations correspond- 
ing to those of the employers, and in both cases the national 
federations should be carefully organised councils who would 
enjoy a large measure of authority, tempered by the necessity 
to win and preserve the confidence of their electors. From 
these two representative bodies there could be elected an 
industrial council as a court of appeal, representative of the 
whole industrial activity of the country, and so far as these 
various bodies were approved by the State they would enjoy 
ar-reaching powers. 

Approval by the State should depend on the observance of 
moderation and working in conformity with carefully devised 
regulations. For the State in this matter would be the repre- 
sentative of the consumer and of the national interest. With- 
out this you get something not very far removed from syndi- 
calism, but under careful regulation abuses might be avoided. 
. At the head of the organisation there would be a real 
industrial council representing the industry of the country. 
The Industrial Council established in the year 1911 has never 


had a fair chance to show its mettle. It was established at a 
critical time; perhaps the Government did not feel justified 
to throw a great responsibility on an untried body. Never 
theless, it exemplified a very wise policy, and опе regrets 
that it has not been tested, for even now both employers and 
Weri peanis feel that some such council is preferable to State 


irterference, and there is a clearly articulated distrust on 


both sides of official arbitration. 

We do not need at the present juncture to attempt a new 
experiment. Our old system, whatever its failings, has been 
tried and proved sound. Its elasticity has been its salvation, 
and it is capable of still further evolution without calling for 
drastic. changes. The improved organisation that is now 
suggested would contain nothing that is new or untried. It 
would consist of natural developments of what already exists. 
Employers and workpeople have organised themselves into 
associations and unions, some of these have developed federa- 
tions of similar or even of unconnected interests; and both 
parties have their national congresses, or at any rate the 
germ of them. The demand now is that the organisations 
already in existence be perfected, and that those perfected 
organisations shall in all their agreements be loyally and 
honestly supported’ by their members. Success depends on 
absolute loyalty to the pledged word. 

Here we have a practical policy suited to the needs of this 
critical stage in our history. The ideal organisation has yet. 
to be formulated, but what is here proposed would'form a 
definite step in advance, and the very elasticity of the system 
would be a. good augury for the future. 

Among the innovations recently introduced into this coun- 
try, and one calculated to have important effects on our 
industrial well-being, is automatic and semi-automatic machi- 
nery. We have been accustomed to the use of labour-saving 
machines—indeed, this country was the birthplace of many of 
them. The re-equipment, however, of our factories for war 
purposes, both in tools and workpeople, has wrought a revolu- 
tion comparable with that effected by the introduction of the 
steam engine. 

From the poipt of view of craftsmanship our old system 


had much in its favour. Our mechanics in certain trades had © 


to be highly skilled, for the description of work turned out 
made considerable demands on the operative. In America and 
Germany standardisation has been carried very much further 
than in this country, and consequently repetition work was 
much more generally practised than with us. 

One may grieve over the passing of our old methods, as 
one is sometimes tempted to regret the days of cottage indus- 
tries. Neither, however, is compatible with modern condi- 
tions, and an important part of the work of reconstruction 
and reorganisation will be connected with standardisation and 
the further introductién of repetition work. This will call 
for the exercise of careful and experienced industrial states- 
manship, if trouble is to be avoided, for agreements will have 
to be framed which will in the long run work equitably and 
satisfactorily to all the parties concerned. 

A Committee of this Association has been investigating for 
the past two years into the extent to which women have 
recently replaced men in industry. A certain amount of 
exaggeration exists as to the number of women who have 
entered our factories or undertaken services left vacant by 
men who have joined the Forces. The total number is in 
round figures about 600,000, as against five million men who 
nage joined either the Navy or the Army as a consequence of 
the war. i 

The entry of large numbers of women into industry has 
been viewed with a certain amount of alarm by the men, 
and trade unions have naturally stipulated, where possible, 
that these women shall receive the same rates of pay for the 
same work as the men, and that when the men return the 
women shall give place to them. 

That there was little ground for alarm as to the influx of 
women can be realised by a consideration of a few facts and 
figures. The majority of men who enlisted were workpeople 
of one sort or another; of these, unhappily, some have been 
killed in battle or have been rendered incapable for work. 
Even so, the majority will come home requiring occupation. 
What opportunities will they find? 

To answer this question at all satisfactorily it is necessary 
to consider some determining factors. Thousands of men 
have left indoor occupations and their accustomed town life 
and have been trained, drilled, and disciplined under open-air 
conditions. They have lived, woyked, and fought in the open 
country in some cases for many months. The new experience 
has had potent effects. Physique has improved, the outlook 
on life has changed, in many cases new hopes for the future 
have been formed. Inquiry shows that there is a division of 
opinion as to the extent to which disbanded members of the 
Forces will decide on making a radical change in their mode 
of life. Yet the experience of what occurred after the South 
African War warrants us in assuming that considerable num- 
bers will only return to indoor occupations and town life if 
there be no alternative. It is too soon yet to form an opinion 
as to what opportunities there will be for land settlement. 
But it is known that offers will be made both at home and 
in various parts of the Empire. А moderate estimate of 
those accepting these offers. and of our losses of killed and 
permanently disabled, would be at least one million. Then 
we shall undoubtedly require, at any rate for some years, & 
much larger standing Army. Even on a peace footing this 
at a moderate computation may be put at a million men. 
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' These two figures, and neither of them errs on the side of 
exaggeration, will absorb two million men who will be perma- 
nently lost to the old occupations. MM PE 

Moreover, there is good ground for anticipating that if the 
war concludes before our resources are unduly strained, and 
there is every prospect that it will, there will be a period of 

‘good trade. We have to restore our own depleted stocks of 
goods, our mercantile marine demands a large amount of new 
tonnage, railways and other, transport services will require 
much new equipment. Turning to the Continent, parts of 
France, Belgium, and other of the entente countries will need 

reconstruction works of considerable proportions, and in this 
work we shall play a great part. World markets, too, have 

' been kept short of many manufactured goods. We shall be 
in a position both to finance and carry on.a greatly extended 

, System of industry and commerce, for not only is our banking 
system prepared to face this, but our man force has been 
greatly improved, and our industrial equipment to а great 

extent remodelled. 

Reverting to the somewhat thorny question of the women 
who have been engaged on what were men's occupations, I 
` see no cause for alarm. Many women came forward from 
motives of patriotism and will gladly resume their former 
state. The question, I believe, will rather be how can we 
obtain the labour necessary to cope with the post-war demand. 
е new equipment of our factories will place us in а posi- 

tion to increase very greatly our output, and: this should 
enable us not only to face a possible labour shortage, but if 
the' recommendations made by this Section of the Association 
meet with а favourable response, our labour force should 
enter upon а new period of шотеш consequent on a re- 
modelling which has been rendered possible by a reorganisa- 


. tion of our industrial machinery. This new epoch for labour 


would include higher wages, shorter hours, and better work- 
ing conditions. To effect these salutary advances both em- 
ployers and employed need to exercise sanity of judgment, 
frankness in mutual discussions, and a recognition of the fact 
that the prosperity and material well-being of each is bound 
up In а common effort to maintain and develop our industrial 
and commercial position. 


Electricity in the Chemical Industries. 


first place because of the ease with 
which is not only used as an illuminant, and, in the oxy- 
acetylene burner, as à means of producing a temperature so 
high that the cutting and welding of steel is now a compara- 
tively simple matter, but also promises to serve as the starting: 
point for the industrial synthesis of acetaldehyde and many 


other valuable organic compounds. Moreover, calcium carbide 


1з readily converted in the electric furnace into calcium - 


cyanamide, which is employed as an 
of sodium nitrate or ammonium sulphate, and as a source of 
ammonia and of alkali cyanides. 
borundum is increasingly used as an 
material, and calcium silicide, which 
product, forms a constituent of some blasting explosives. "The 
Serpek process for the preparation of alumina and ammonia, 
y the formation of aluminium nitride from bauxite in the 
electric furnace and its tubsequent decomposition by caustic 
soda, should also be mentioned. Further, the electric furnace 
has made possible the manufacture of silica apparatus of all 
kinds, both for the laboratory and the works, and of alundum 
ware, also used for operations at, high temperature. Finally, 
the first step in the manufacture of nitric acid апа of nitrites 
from air, now 1n operation on a very large scale, is the com- 
bustion of nitrogen in the electric arc. | 

Electrolytic methods are now extensively employed in the 
manufacture of both Inorganic and organic substances, and 
older processes are being displaced by these modern rivals in 
steadily lnereasing number. It is sufficient to refer to the 
Preparation of sodium. magnesium, calcium, and aluminium, 
by electrolysis of fused compounds of these metals; the refin- 
ing of iron, copper, silver, and gold; the extraction of gold 
and nickel from solution; the recovery of tin from waste tin- 
plate; the preparation of caustic alkalis (and simultaneously 
of chlorine), of hypochlorites, chlorates, and perchlorates, of 
hydrosulphites, of permanganates and ferricyanides, of per- 
sulphates and percarbonates; the regeneration of chromic acid 
from chromium salts; the preparation of hydrogen and oxygen. 
Ав regards organic compounds, we find chiefly in use electro- 
lytic methods of reduction, which are specially effective in 


_ the case of many nitro compounds, and of oxidation, as for 


instance the conversion of anthracene into anthraquinone. At 
the same time а number of other compounds, for example 
iodoform, are also prepared electrolytically. | 

Referring to the training for chemista supplied by the uni- 


. versities and technical colleges, Prof. Henderson said that the 


facilities for practical instruction with respect to accommoda- 
tion and equipment were generally adequate, but the per- 
sonnel could with advantage be largely increased, and at least 
the junior members of the staffs were miserably underpaid: 
if thé best brains in the country were to be attracted towards 
science, as they ought to be, some greater inducement than 
a mere living wage should be held out. Hence no opportunity 
should be lost of impressing upon the Government the neces- 
sity for increasing the grants to the scientific departments of 
our higher teaching institutions, and for the provision of 
research scholarships. Wealthy men in this country should 
acquire more generally the habit of devotin some part of 
their means to the endowment of higher education. The 
private donations for science and education made in the 
United States during the last 43 years amounted to the magnifi- 
cent sum of £117,000,000, and recently the average annual 
Fenefactions for educational * purposes totalled nearly 


The chief difficulty which confronted those who were eager 
for progress in educational matters was. that so many of our 
most famous schools were still conducted on medieval lines, 
in the sense that the “education ” administered was almost 
wholly classical. Consequehtly, ‘‘ though science enters into 
every part of modern life, and scientific method is necessary 
for success in all undertakings, the affairs of the couníry are 
in the hands of legislators who not only have little or no 
acquaintance with the fundamental facts and principles signi- 
fied by these aspects of knowledge, but also do not under- 
stand how such matters can be used to strengthen and 
develop the State. Our administrative officials are also mostly 
under the same disabilities, оп account of their want of & 
scientific training. They are educated at schools where science 
can receive little encouragement, and they do ot take up 
scientific subjects in the examinations for the Civil Service, 
because marks can be much more easily’ obtained by atten- 
tion to Latin and Greek; and the result of it all is that science 
is usually treated with indifference, often with contempt, and 
rarely with intelligent appreciation by the statesmen and 
members of the publie services whose decisions and acts 
largely determine the country’s welfare. The defects of a 
system which places the chief. power of an organisation which 
needs understanding of science in every department. in the 
hands of people who have not received any training in scien- 
tific subjects or methods are obvious." * The remedy was 
also obvious. 


Female v, Male Labour. 


Ат а meeting of the Economic Science Section of the British 
Association at Newcastle-on-Tyne, on September 8th, the 
report was considered of the committee appointed to investi- 
gate the replacement of male by female labour in consequence 
of the war. The official abstract of the report follows :— 
The activity of the Ministry of Munitions, the schemes for 
the ‘‘dilution of labour,’* and the scarcity of skilled male 
labour have brought about in the second year of the war & 
marked development in the demand for female labour. At 
the present time (July, 1916) over half a million women have 
replaced men who have left their occupations for more urgent 
national seryice. he 
The women who have taken the men's places have for the 
most part had previous industrial. experience, though seldom 
(in industry proper) of the kind of work they are now doing. 
Many of them are married women, or single women trans- 
ferred from other.occupations. Generally the supply has been 
drawn from the neighbourhood, but some of the пш 
establishments have attracted women from a wide geographl- 
cal area, not always limited to the British Isles. | 
Besides the employment of women on tramways and шш 
in banks, and as postal servants (positions open to the public 
view), replacement has occurred through the whole of шоп 
{ту. Few women are to be found taking the place of hig у 
skilled men; but large numbers have released the unskille 
and those termed, in engineering, ''semi-skilled." But when 
the work of the men involved a degree of skill and digest 
which women seldom possess, new machinery of a more au А 
matic kind has been introduced (sometimes to such an exten 
as almost to transform an industry), and subdivision of pro” 
cesses has changed highly skilled work into a series of repeti- 
tion operations which can be accomplished by relatively un- 
trained workers. This has to be borne in mind when women 
aie stated to be doing the work of skilled men. 
The success of the women on these repetition processes 18 
marked. They learn quickly; ihey are good timekeepers; 
they have, so far at least, stood the strain of long E 
extremely well, and their manual dexterity enables them to 
achieve good -results in the way of output on repetitive ро 
cesses. On work demanding greater judgment and adapta- 
bility the evidence of their success is not so great; but their 
industrial training has been short. mer 
For some time the employment of women on men's pro- 
cesses was opposed by trade unions, which still in some 10- 
poo ceu e MOSES ОО ОПЕ ЗИ ИСНЕ 
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dustries bring forward strong objections to replacement. But 
in thé most important industries agreements have been reached 
between men and employers as to the conditions on which 
replacement may be carried owt during the period of the war. 
Those conditions usually include an agreement as to women's 
wage-rates and a guarantee of the re-employment of the men 
replaced. | | 

The wages of women in war-time have been influenced by 
the fixing of a minimum for certain kinds of munition workers 
in certain classes of munition establishments; by the compe- 
tition of munitions with other industries in the demand for 
female labour; by the pressure of the trade unions; and by 
the general rise in' prices. The fact that even in districts 
where the competition of munitions is keenest the wage-rates 
for women in other industries, on processes involving similar 
skill and exertion, have not always risen to the munition 
level, suggests that the withdrawal of the minimum regula- 
tion, twelve months after the war, will lead to a fall in 
women’s wages. But it is unlikely that they will fall to 
their general pre-war level. 

The fact that not а great proportion of the women war 
workers were previously occupied suggests that after the war 
the problem of a large surplus of women may. not be so 
serious as has been feared. The married women are for the 
most part in industry only for the period of the war; and 
inquiry among women workers generally shows that many 
of them have no desire to remain in competition with men. 
But this involves the question of the increased demand for 
women on repetitive processes; and if, as seems likely, the 
subdivision of processes and the highly automatic machinery 
introduced owing to war conditions have come to stay, there 
may be a change in the relative demand for skilled and for 
unskilled labour to the disadvantage of the‘ former. 

Prof. Scorr (Chairman of the Committee) said women were 
stated as yet to be deficient in the higher industrial qualities, 
but they had, however, shown that they excelled in those 
operations which required deftness of touch, and in those 
operations that were of а comparatively routine character. 


Gaseous Explosions.—The interim report of the Committee 
(Dr. росло CLERK, Chairman) stated that during the ses- 
sion most of the members of the Committee were engaged 
on work in connection with the war, and. no Notes were 
submitted for consideration. Consequently the grant of £50 
made to the Committee at the Manchester meeting of the 
Association in 1915 was not drawn upon by the Chairman. 
The Committee recommended that it be reappointed, and 
that a sum of £50 be granted to it for the ensuing session, 
so that should the war come to an end during that time the 
work of the Committee could be resumed without delay. 


EE 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession. 


War-time Generosity. 

We all know that many people are badly hit by the war, 
but one would hardly be so venturesome as to suggest that 
firms carrying out’ Government contracts are short of cash, 
hence their *' response” to a recent appeal for donations 
sent out by the Professional Classes War Relief Council, 
which is doing such a large and, unfortunately, necessary 
work, is all the more significant. 27,000 of such firms were 
appealed to at a cost of £216. The result of the-appeal was 
the magnificent average contribution of 4.94. each (i.e., the 
total receipt from this source was £546). 

For purposes of comparison, it may be stated that the same 
ap was sent to 14,000 Justices of the Peace, who con- 
tributed £1,044, or an average of 15. 6d. each, while 10,000 
directors of public companies contributed £995, an average. 
of 2s., which, to say the least of it, makes the manufacturers 


4.9d. look smaH, and leads me, as one of them, to sign myself 
Shylock. 


September 98th, 1916. 
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Munitions Work Wanted. 


May I, as the founder of the Amateur Ordnance Volunteer 
Association, which aims to find munition work for home 
workers who are debarred from any other form of national 
service,.ask the favour of your kind interest in making our 
wants known to any of your readers who can find us any 
repetition work, fine screw-bolts and straining eyes, taper 
pins, бг any small munition components? We are at present 
on shrapnel sockets for the Ministry, but these are a little 
too complicated to employ all our workers. We have been 
doing shell bases, which we can do well up to the 6-in. sizes. 
Both Messrs. Armstrong and the Ministry speak well of our 
work, und it seems а pity for thousands of pounds’ worth of 
precision. tools and workers trained on model making to 
work within fine limits, to be standing idle at this crisis. 
We only want to be helpful, not competitive, and we make 


no personal profit. Should any of your readers see an open- 
ing for us, would they be kind enough to communicate with 


me? 
А (Rev.) W. M. W. Pitchford. 
Lamport Réctory, Шийир Sepe Qith. : 


The Institution Wiring Rules. 


. We have read with interest Mr. Smeaton Munro's remarks 
in the ELrorRiCAL Review of September 29th, particularly 
those dealing with Rule 68, and have little doubt that some 
of them refer to the Henley wiring system. 

We think some comment is desirable in reply to his re- 
marks as to the ‘special metal" sheathing to which he 
refers. It is true that it was, and still is, considered necessary 
to specify a high percentage of puré lead for cable covering 

enerally. This is to ensure that the lead is refined and free 
irom deleterious matter, whereas the ‘‘ special metal ’’ sheath- 
Ing in question is composed of an alloy of pure lead and 
other metals which are mixed with it 1n certain predeter- 
mined proportions for specific purposes, which is quite a 
different thing from using impure lead. 

Mr. Munro may also be interested to. know that we have 
supplied considerable quantities of our ‘‘ special metal" 
sheathed wires covered with compounded tape for special 
situations. | | 

We are pleased to see that Mr. Munro considers that lead- 
covered systems are better than some of the other systems 
that are permitted more, freedom under the rules. Lead- 
covered wiring has been used for very many years, but 
failed to grow in popularity owing ta the absence of suitable, 
fittings and means of earthing until the introduction of the 
Henley wiring system some five or six years ago. 

We can assure Mr. Munro that the host of contractors, and 


even consultants, to whom he refers do not regret having 


what he calls "risked the experiment," but we suggest that 
it can hardly be called an experiment now, in view of the 
length vf time and the large amount of work that has been 
carried out under the system. 


W. T. Henley's Telegraph Works Co., Ltd. 
London, E.C., October 9nd, 1916. 


Closing Down The Electrical Co., Ltd. 


With reference to the closing of enemy businesses, I was 
extremely glad to note in the paper some considerable time 
ago that the Electrical Co., Ltd., was to be closed, but until 
I received a notice regarding the sale of their stock I was 
not certain whether this was not another case of closing an 
enemy business. and keeping it warm until such time as the 
enemy was able to come back to it, in a similar manner to - 
that of the Sanatogen Co. 

I note on the advertisement sent me a foot-note, which 
states: ‘‘The Controller, Mr. Maurice Jenks, is prepared to 
receive offers for the trade and business connections as lately 
carried on by the above company,” and I am of opinion that 
this is directly opposed to the question of closing the enemy 
concerns down, as it simply leaves a loophole for the present 
owners to purchase the business and keep it going until 
such time as the war is ended. | 

There seems to be a good deal of explanation required by 
the public with regard to this so-called closing of enemy 
businesses, as if the authorities are serious in saying that the 
business is closed, this should mean that the whole concern 
is done away with and the stock sold. 

' Contractor. 


To Go—or Not to Go? 


In reply to “ North-East Coast," І am not "fed up," nor 
am I "one of those young men perpetually permeated with 
the spirit of discontent,” nor even “опе who has come 
to pick up all the information they can п order to better 
their positions," and in support of this, if North-East 
Coast’? will guarantee me a decent living wage with pro- 
gression according to ability after the war, I shall stop where 
I am; in fact shall be glad to do so. I do not want what 
some North-East Coast officials call a living wage—it ‘1s not . 
so long ago since a certain one highly-placed in that quarter 
made the statement that LA per week was enough for any 
51 to live оп. '" Ye Gods! " » 
ede oes od to ater to the speeches made before the British 
Association, and makes the statement that only semi-skilled 
labour is necessary for the operation of power stations and 
systems; if so, don’t want a system engineer’s position. 
“ON B.C.” will find plenty of women nowadays to undertake 
semi-skilled and repetition work. Ав for the combination of 
mechanical with electrical experience, I should like to know 
in what manner does “N.E.C.” find where it lies. s 
he expect it to show itself from the man on the л 
with full leave to про, his oil rings hourly, or maybe to 
-eplace a burnt-out lamp: | 
aed I refer '" N.E.C.” to а paper read by Mr. R. P. 


Sloan before the B.A., in which he states that the present 


i ri affair | Tyne has been 
h-class state of electrical affairs оп the di s heen 
eom about by utilising . . - - to the best ишо 
with the aid of a highlv skilled technical staff (ELECTRICAL 
Review, р. 934). Yet skilled labour is not needed. 


Perhaps if I did stick it for so long as there are volts on 
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the system I might, be able to keep myself. I think if the 
young man of to-day between 18 and $4 years of age cannot 
keep himself withoüt aid from home to the extent of half 
his wages it might be as well if this war should see the end 


of the world. Balanced Up. 


In reply to your correspondents “ Unsettled,” “ Balanced 
Up," '" North-East Coast," and ''Industrial Conscript,” my 
advice is to clear out of station engineering as quickly as 
possible, as the prospects do not compensate for the trouble 
and time taken to become a station engineer. Fortunately, 
ihe war cannot last for ever, and as soon as things are normal 
again, ^vith no controlled firms to hamper your movements, 
and decide how: much work you have to do, for the “‘ salary 
they choose to offer уой, I say look out for something else; 
there is not much fear of its being any worse. I, for one, 
will never again take a ‘‘starred’’ employment, and when 
I get my discharge from the Army, after the war, if England 
is not.once again a free country, as of yore, it will never 
see me again. | 

My own experience is very similar to that of '' B.U.," inas- 
much as I have been associated with the North-East Coast 


for a number of years, but, fortunately, I аш now out of . 


station engineering of from 1 to 20,000 volts, and most fer- 
vently say, " Never again!” | | 

“ N.E.C.” rather gives me the impression that he is closely 
associated with some of those patriotic employers who regard 
nearly all their employés (on pay days) as semi-skilled, and 
themselves as benevolent teachers. Let us, for their sake, 
hope that after the war is over the process of ' unbadging ” 
wil take а few days, as they otherwise might find their 


staff reduced to a few old hands, without interest or pros- ' 


pects in life. | 
| Safely Out. 


` 
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FOREIGN AND COLONIAL TARIFFS ОМ 
ELECTRICAL GOODS. 


NICARAGUA.—The Board of Trade have received a copy 

of the Nicaraguan Law of July 7th which provides for a 
general increase of the Customs duties leviable on goods (with 
certain exceptions) imported into Nicaragua, by 333 per cent. 
(not 384 рег cent. as originally reported by Н.М. Consul at 
Managua—see the ELECTRICAL REviEW of August 18th). 
. The Law, which came into force on the date of publica- 
tion, viz., July 17th), authorises the collection of import 
duties at the rate of 80 cents to the peso of the Tariff, in 
Place of 60 cents, as hitherto, the effect being that the duties 
are increased by one-third. This increase is the same for all 
goods, with a few specified exceptions. 


TRANSIT OF GOODS THROUGH FRANCE.—Certain 
amendments have been made in the official statement pub- 
lished on May llth—see the Review of June 9th—giving 
particulars of the drrangements for transit through France 
of goods sent from the United Kingdom to Switzerland, Italy, 
and Spain vid France. Full information on the subject can 
be obtained from the Commercial Intelligence Branch of the 


Board of Trade. 


.SWITZERLAND.—A list of articles in respect of which 
licences for export to Switzerland are only granted if the 
goods are consigned to the. Société Suisse de Surveillance 
Economique has been issued by the Contraband Department 
of the Foreign Office. The list includes electrical and allied 
goods as follows:—Accumulators, electric, and accumulator 
plates; batteries, electric and parts; cable, insulated; carbons 
(electric)—carbons for electricity (except electrodes) and car- 
bon brushes for dynamos can be sent under the small parcel 
scheme (see below); copper wares, including carbons for elec- 
tricity containing copper, and including all metal articles 
лош 10 per cent. or more of copper and its -alloys ; 
perforated copper plates; copper leaf; copper cables, insulated 
and non-insulated; insulated electric copper wires; copper 
cables with lead sheath, or iron fittings; electrical cables of 
all kinds containing copper; electrical appliances adapted for 
use in war, and their component parts; electrical fire lighters; 
electrical insulated wire’ cables; electrodes, piles, and com- 
ponent parts; gloves, rubber; electrical machinery, electric 
dynamos, end motors; magnetos and their parts; metal, anti- 
friction ; mica, crude or in sheets; mica splittings, ground 
mica and mica wares; rubber, viz., balata, gutta-percha, 
rubber wares, 1ubber-proofed and rubber-mixed goods, and 
rubber preservatives; rubber, vulcanised, in sheets; search- 
lights; shoes, rubber; telegraph and telephone apparatus, 
m of; telegraph and telephone materials; and wire, insu- 
ated. 

The articles printed in italies are allowed to benefit under 
the special scheme for small parcels, i.e., they may be ex- 
ported to Switzerland without an acceptance certificate being 
previously obtained from the S.S.S. Parcels thus exported, 
whether by post or otherwise, must nevertheless be con- 
signed to the S.S.S. for the account of the ultimate con- 
signee vid the International Postal Parcels Bureau, Pontarlier. 

[It should be noted that articles or substances composed 
wholly or partially of products named in the list must them- 
selves be consigned to the S.S.S.] 


NEW PATENTS APPLIED FOR, 1916, 
` (NOT YET PUBLISHED), 


Compiled expressly for this journal by Messrs. W. P. Tuompson & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and ai 
Liverpool and Bradford. | 

13,198. “ Electrical fuses or cut-outs.” Н. W. Cox. September 18th. 

13,221. “ Method of adapting tungsten, &c., for contacts in Magnetos.” 
С. A. Ricnon. September 18th. PEE 

12,235. “ Incandescent electric lamps.” С. E. J. Branpr. September 18th, 

(France, September 18th,. 1915.) 

13,297. “ Telephone systems." К. C. M. Hastincs, September 18th, 
13,251. “ Telegraphy." J. S. Witugrs, К.С. (Cox)  Septemben 18th, 
13,269. *' Electrical signalling." L. W. Austix, L. Comen & G. O. 

SouiER. September lta. — 

13,277. '' Telegraphy." L. W. Austin, L. Coazn & С. O. Ѕоџев. Sep- 
tember 18th. | 

ae “ Production of electric currents." J. F. SEPULCHRE.' September 

th. І : 

13,294. *' Electric ignition systems employing magneto-electric machines.” 


- British THomson-Houston Co. & А. P. Younc. September 19th. 


13,302. “ Ignition magnetos." L. BicNoN & J. C. Rousset. September 
19th. (France, September 21st, 1915.) 

13,303. “ Transmitting apparatu of radio-telegraph and radio-telephone 
statiors." F. б. SIMFSON. ptember 19th. 

13,904. “ High-tension electric current collecting and transmitting or con- 
ducting devices." ETABLISSEMENTS DE DioN-BOoUTON Soc., ANON. September 
l9th. (France, November Bth, 1915.) Р 

13,314. ''Ships' stokehold, &c., telegraphic apparatus," W. Силрвокк AND 
W. К. Снарзокм. September 30th. , 

13,942. “ Electrically depositing metal." Е. H. Jones. September 90th, , 

19,943. “ Method of forming metal electrodes used in electric-arc soldering 
and deposition of metals." Е. Н, Jones. September 90th. 

13,366. '' Automatic and semi-automatic telephone systems." Т. M. Іхмах 
ANO THe ReLay Automatic TELEPHONE Co. September 20th. 

5 13,383. '' Vacuum tubes." М. O'Gorman & Е. Wuippinctox. September 

Oth. ton 

13,390. '' Electric pocket lamps, torchgs, &c." Е. A. BzLLOw. September 
91st. . ў D 

13,422. “ Electric lampholders of the Edison screw type.” В.Т.Н. Co. ахр 
А. N. Bunn. September 21st. 

А 13,439. '' Production of electric currents," J. Е. SEPULCHRE. September 
21st. 

13,443. “ Dynamo-electric machines,"  ANscHUTZ & Co. September 2lst. 


` (Germany, September 22nd, 1915.) 


19,458. *? Electrical warning apparatus." J. Bein. September 22nd. 

13,483. “Storage battery plates." А. E. Wurre (U.S. Light & Heat Cor- 
poration). September 22nd. * : 

13,486. '' Electrically-heatcd soldering bolt or bit." F. Hussann & A. E. 
WooptnousE. Septimber 22nd. | 

12,487. ''Galvanic batteries." J. E. Preston. September 22nd. 

13,488. '' Automatic telephone systems." В, B. Jonsson, September 22nd. 


13,489. '' Automatic telephone systems.” L. C. Bycrave, H. J, Herink, 
Tus Кал? Avromgtic TkLkPHONE Co. & F. M. Warp. September 22nd. 


PUBLISHED SPECIFICATIONS. 


1914. 


24,629. REGULATING MEANS FOR ELECTRICAL INSTALLATIONS. Soc. Anon. des 
Etablissements L. Bleriot. December 24th. (December 27th, 1913.) 


1915. : 


519. PoLvPHasE GENERATOR FOR HIGH-FREQUENCY CURRENTS WITH POLYPHASE 
Токко Spark Gar. L. Rouzet. January 12th. (January 12th, 1914.) 


8,334. DYNAMO-ELECTRIC POWER TRANSMISSION APPARATUS OF THE UNIPOLAR 


Tyee. M. Breslauer. June 4th. (June 4th, 1914.) 

8,451. Ркімтімс T&LEGRAPH Systems. А. D. Cardwell. , June 7th. 

11,412. SpooLinc MACHINES SPECIALLY APPLICABLE FOR. THE WINDING OF COILS 
FOR ELECTRICAL APPARATUS. Walter McGee & Son, Ltd., and A, С. Walls. 
August 7th. (Cognate application, 14,994/15.) 

12,644. Exvectric Testinc Apparatus. J. C. Crozier & W. С. Wheller. 
September 3rd. | 

12,781. Ецсткїс LicuriNG ОЕ VgHicLEs. Р. F. Smith & V. S. Robinson. 
September 7th. - 

12,792. Evectric INCANDESCENT Lamps. British Thomson-Houston Со. 
(General Electric Co., U.S.A.). September 7th. 

12,936. WaAsHING APPARATUS FOR USE IN CONNECTION WITH SECONDARY 
Storace Barreres, О. Oldham. September 9th. 

12,984. ELECTRICAL COOKING APPARATUS AND SWITOHGEAR THEREFOR. F. S. 
Grogan & E. W. B. Burder. September lOth. . 

13,283. Means FoR REGULATING THE  OurPUT or  DYNAMO-ELECTRICAL 
Macuines DRIVEN AT VaRiaBLE Spezps, N. E. Dufty. September 17th. 

15,057. X-ray Apparatus. Е. E. Greville. October 25th. (Addition to 
21,609/14.) ` 

15,222. COMBINED ELECTRIC LAMPHOLDER AND DETACHABLE ЅНАрЕ SUPPORT. 
С. St. J. Day. October 28th. 

15,427. Сомвімер ELECTRIC SwircHEs AND Рис Сойрис. J. B. Melndoc. 
November 2nd. (Cognate application, 6,258/16.) 

16,471. MxrHop кок Propucinc DuRasLE Primary GaLvawic Battery CELLS 
WITH ZINC ANODES AND ALKALINE ELECTROLYTE. J. N. Bronsted & Hellesens, 
Н. Enke & V. Ludvigsen (firm of). November 22nd. ? 

16,516. Evectric BarrERIES. Е. J. Beaumont. November 23rd. 

16,731. PORTABLE Batrery Lanes. С. A. Vandervell. November 26th. 

17,480. CONSTRUCTION OF CORD GRIPHOLDER: FOR USE IN CONNECTION WITH 
ELrcrRICAL Arraratus. G. Markt. December 14th, 


| 1916. . 
The numbers in brackets are those under which the фес will be 
printed and abridged, and all subsequent proceedings will be taken. 
413. Switcinc Devices FOR STARTING INTRRNAL-COMBUSTION ENGINES. К. 
Bosch (firm of). January llth, 1915. [100,017] | 
8,758. Macuine SwitcHinc TELEPHONE Systems. Western Electric Со 
March 19th, 1915. [100,198.] кык 
6,044. METHOD Or AND MEANS FOR ASSEMBLING AND UNITING ов скы : 
TOGETHER AccUMULATOR Рілтеѕ. A. Allegranza. April 27th, 1916. [l0]. san 
7,258. Cart. DisrRmeUTING TELEPHONE Systems, Western Electric Со. May 
23nd, 1915. [100,535.] i 
8,211. Printinc T&LEGRAPH Systems. А. D. Cardwell. June 7th, DHL». 
(Divided application on 8,451/15.) [101,929.] 12th 
8,285. PonrantLE Evectric LIGHTERS FOR Gas, R. W. Sanders. June ' 
1916. [101,330] 
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MOULDED INSULATORS | CHURTON ~ 


Of all Descriptions. 
LITHOLITE, Ltd., 
65-67, Hackney Grove, London, N.E. 


AIR COMPRESSORS 


& VAC. PUMPS, a 08: 
Desiccators А А ым Cable 
Sets. у k | Pumps & 
ql" Impregnators. 


Ed 
25, Victoria St., Westminster. 


PRI. asta fusa c 
FURNACES for WHITE METALS, ёс. 


all’s Patents), 


Without Oxidation. Automatic Heat Control 
Enormous Saving in Residue. 
Easy payments arranged in special cases. 


Monometer Manufacturing Co., Ltd., 


WIRES. | | 
THE GENE LTD» 


House, 


\ 
wnperl& Phone : 


BROOK 
MOTORS. 


See Advertisement, Sup. 38, 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Eiectrical Engineers and 
Government Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
TAYLOR & CO. 
MICA & MICANITE 


INSULATION. 


TELEPHONE :—CENTRAL 4575. 
40, HATTON GARDEN, LONDON, E.C. 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS 
for ELECTRICAL ENGINEERS. 


А. MORTON, 
6, Tenby Street North, Birmingham. 


Каш Те 
e MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. 


Have your Feed-Water Tested 
Free of Charge, by the. . . 


"'EcuipsE" BOILER Сомро C0., 


6, Bristol Bridge, Bristol. 
SoLE MAKERS OF INFALLIBLE COMPO 
FOR PREVENTING AND REMOVING 
INCRUSTATION IN EAM BOILERS. 

AGENTS WANTED. 


** EMPIRE” 
AUTOMATIC CONTROL 


FOR 
Shell Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW. 


WESTERN -ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement last week, Sup. 8. 


CONNOLLY BROS., Ltd., 


for 


WIRES AND CABLES, 


See Advertisement this week, p. iii. 
—————— 
Electrical Instrument со. 

2, 4, & 6, GLOUCESTER ST., 
CLERKENWELL, LONDON, B.C. 


"Phone: 


Wire: Р 
Voltograph, London. City, 8660. 


_ХЧойютый юш» Se 
MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


INSULATING 
. - BEADS -- 


Immediate Delivery. 


7, Noble St. 
HOLDER-HARRIDEN UTD Don ЕД. 


Advertisement Index, see page xxiv. 


Registered at G.P.O, аз a Newspaper and 
Canadian Magazine rate of postage. 


PRICE 
FOURPENCE. 


SUBSORIPTION per annum, Postage inclusive, in Great 
—New Үовк: D. VAN Nosrranp Оо., 25, Park Place, New York City, T 

& CHEVILLET, Librairie Etrangère, 22, Rue de la Banque. 

Telephone Nos. City 997; Central 4425 (Editorial only), 


CABLES AND WIRES. 
SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, [TD., 


CHARLTON, LONDON, S.E. 


Á 
Better than Rabber, Leather and Gutta-Percha 


HOSE 


DERMATINE CO0., Ltd., 
Neate St., London, S. E. 


a, 
LARGE STOCK KEPT FOR QUICK DELIVERY 


SHUNT REGULATORS, 


MOTOR STARTERS and all classes of Resistance Work. 


The SOLENOID REGULATOR C0.” Ry 
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NATIONAL ELECTRIC POWER SUPPLY. 


Ок Tuesday last, as though by pre-arrangement, but 
doubtless as the result of pure coincidence, we re- 
ceived a number of documents relating to the reform 
of electricity supply in this country, which. must be 
regarded as of the first. importance to the industry. 
Particulars will be found elsewhere in this issue of 
the Memorandum which the Joint Committee ap- 
pointed by the Incorporated Municipal Electrical 
Association and the’ Incorporated Association of 
Electric Power Companies has addressed to elec- 
tricity supply undertakers throughout the country, 
and of the Interim Report of the Committee for the 
Interconnection of Lancashire and Cheshire Elec- 
tricity Supply Systems—the first body to take action 
in the matter; another paper, to which, for want of 
space, we cannot do justice in this issue, and which 
is, therefore, deferred for the moment, is the presi- 
dential address of Mr. R. A. Chattock to the Bir- 
mingham Association of Mechanical Engineers, in 
which the author discusses the present position of 
the engineering industry, and advocates the erection 
—under compulsion by the Government if necessary 
—of "'super-stations " for the generation of. elec- 
trical energy from coal under the most economical 
conditions. . | | 
These several communications clearly prove that 
the electricity supply industry is now very wide 
awake to the defects of the existing system, or, 
rather, negation of system, on which it is working, 
and is determined to inaugurate a new era as quickly 
as possible The activity of the Lancashire and 
Cheshire Committee merits the highest commenda- 
tion; with the start gained by its own initiative, and 
the impetus imparted by the energy of its leaders, 
it has already shot ahead, and appears to be well on 
the way to the formation of a provisional Joint 
Board of Control without awaiting the formal ap- 
pointment of a Board on the more leisurely lines of 
a Government Department. The splendid field in 
whith it operates—embracing undertakings capi- 
talised at over eight millions sterling, generating 
plant rated at 260,918 Kw., and an annual output of 
421 million units—affords magnificent scope for the ' 
adoption of co-operative methods on the largest 
scale, and the economy foreshadowed as regards the 
consumption of coal alone, a matter of £82,000 a 
year at 17s. 6d. per ton, but far greater at pre- 
sent export prices, amply justifies the capital outlay 
involved, to say nothing of the 30 per cent. increase. 
in effective capacity, and the many other advantages. 
presented by the scheme. А feature of the Com- 
mittee's report which is of the first importance is 
the statement that the Treasury will be prepared to 
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find the money necessary for the scheme of inter- 
connection. We note, too, with satisfactien, that 
the inclusion of the power companies in the scheme 
is regarded as essential. We trust that in this signi- 
ficant phrase we see the end of the old-time jealousy 
and distrust with which the municipal authorities 
viewed the activities and advances of the great com- 
panies which, in the face of innumerable obstacles, 
have laboured to establish their undertakings firnily 
on what often appeared to be barren soil. 

Once more we may draw attention in this connec- 
tion to the crying need for compulsory wayleaves. 
Now that the ruling powers have set their minds on 
the development of connecting links between the 
different districts, surely they will realise the abso- 
lute necessity of providing the facilities required for. 
that purpose, as well as for the ordinary. develop- 
ment of any supply undertaking. 

Let it not be thought that, because we give pride 
of place to the speedy Northerners, we do not ade- 


‚ quately appraise the value of the important step 


that has been taken by the Joint Committee. In a 
sense, the work of the latter covers that of the 
former, just as the greater includes, the less; the 
Joint Committee, in fact, is calling upon all dis- 
tricts to do that which the Lancashire and Cheshire 
districts have already done, and is providing the 
mecessary machinery to facilitate the work. The 
Memorandum which it has issued is admirably con- 
ceived, and well backed-up with practical illustra- 
tions of some of the advantages of interconnection. 
Much of what we have said regarding the concrete 


scheme applies equally to the abstract recommenda- ` 


tions of the Joint Committee, and we heartily wel- 
come the evidence of its activity and practical 
methods of operation. Of the proceedings of the 
allied Committee—that of the Institution of Elec- 
trical Engineers—we have no information as yet, 
but we have no doubt that it is making progress 
with its part of the work. | 

In conclusion, we have one word to say with 
regard to the Borough of Eccles. It is stated in 
the Committee's interim report that that borough 
withheld the information required for the purpose 
of the investigation. No reason is given for this 
action, or inaction, but the natural inference is that 
Eccles wishes to have nothing to do with the 
scheme. So much the worse for Eccles—but we do 
not hesitate to say that to oppose a scheme of 


national economy such as this is to strike a blow — 


for the Germans. At such a time local interests, 
even if apparently threatened, should not be placed 
before those of the nation, and we trust that the 
patriotism of Eccles will yet be manifested by its 
entry into the scheme. | 


However long the war may last 
Industrial 


Harmony. taken in good time to secure indus- 


trial harmony after Peace is de- 


clared. All the articles and correspondence that 
| | , 


it is important that measures be. 


have been appearing in the newspaper Press, and 
all the speeches that have been delivered from public 
platforms, will avail us little unless they lead to 
action. The search for a basis for negotiations has 
occupied many men of eminence in public life dur- 
ing the past few weeks, and we sometimes note with 
feelings of regret that there is a disposition to ask 
for practically a new heaven and a new earth in 
exchange for a truce. We sympathise deeply with 
the demand of Labour for better conditions, but it 
will be a pity if the prospects of peace and pros- 


: perity are spoiled by arguing for more than industry 


has it in its power to give. Some of the things that 


are sought will, we believe, prove to be matters for © 


the legislature and the nation as a whole; others it 
will be within the power of industry to confer by 
direct negotiation and agreement with the autho- 
rised delegates of the industrial workers. In order 


. that these matters may be exhaustively investigated, 


affording a basis for a reasonable policy in which 
the nation, the industries, and the workers shall 
recognise and carry their own peculiar responsi- 
bilities, it is necessary that machinery should exist 
capable of handling the problems with intelligence, 
experience, and authority. We therefore extend 
our hearty good wishes to the new department 
which Mr. Arthur Henderson, M.P., the Labour 
Adviser to the Government, has now brought into 
full operation. We gather from a reference thereto 
in the Times that one of Mr. Henderson’s prime 
objects is to lay the foundations for a regular and 
definite system of co-operation and communication 
between industry and the Government. This is 
most essential if we are to proceed on sure lines, 
and it is satisfactory to learn that consultative com- 
mittees of employers and trade unionists have 
already been appointed, a separate committee being 
set up to deal with the subject of women's labour. 
There will also be colonial and international com- 
mittees which will assist the Department as may be 
found necessary. One of the great virtues of the 
foregoing arrangement is that the Department will 
give all the interests concerned an opportunity for 
being heard before particular conclusions are arrived 
at. The industries affected will be able to make 
their representations from both the employers’ and 


. the workmen's standpoints whenever material points 


are at issue... Mr. Henderson and those associated 
with him in this very important undertaking are 
anxious to have the co-operation of all sections of 
the industry, and the invitation given through the 
Press to employers and workpeople alike to submit 
information as to important points of principle to 
which they desire consideration to be given, w! 

doubtless be accepted. We hope that this is no hap- 
hazard or casual invitation. If it is to meet with 
the response that is necessary it should be brought 
directly under the attention of at least all the 
organised bodies that it may concern; probably 
steps have been taken to that end. Given a proper 
co-operation on the part of everybody who is eager 
for the plans of our industrial future to be correctly 
drawn up, the efforts of the new Department, 
assuming that its personnel is rightly chosen, 
should have at hand before long just the very 
material out of which the new basis can be chosen. 
When such a basis has been decided upon, however. 
everything will depend upon the spirit in which all 
parties enter into the deliberations leading up to its 
general adoption. The spirit of compromise and 
sweet reasonableness should fully possess all 
parties, so that we may avoid the abominable waste 
of dissipating energies which industrial strife woul 

bring if Peace within our borders were broken when 
Peace between the nations returned. Utopian 
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dreams of Labour will Бе аѕ out of place as will the 
old obdurate spirit of am unbending Capitalism. 
АП things will have to be subject to searching 
analysis which economic conditions and actual prac- 
ticalities will inevitably impose, but there will also 
have to be applied a considerable share of sympathy 
and regard for fair dealing toward the worker, who 
will require to give efficient service in exchange for 
adequate compensation. The difficulties are great, 
but, given a continuance of the present atmosphere, 
they should not be overwhelming. Again, we wish 
success to the new Department, for its work is really 
the beginning of a national effort toward securing 
industrial harmony—perhaps by settling the terms 
upon which a truce for a period of years may be 
arranged. We are not concerned so much with 
whether that truce shall be for three or for five 


years; all that is necessary is for it to be sufficiently. 


lengthy for us to see what the new world conditions 


. during the period of readjustment are going to be 


= = 


and to bring, and what the actual effects of the truce 
itself will be upon our industries, our workpeople, 
and our national life, as well as what will be the 
consequences of those effects upon our relations 
with our Colonies, our Allies, and the world at 


large. 


THERE has been a deadlock in 
trading on the Metal Exchange for 
some weeks past. The slackness of 
business in the open market, indeed, has been such 
that the transactions arranged could almost be 
counted on the fingers of one hand. Official quota- 
tions practically throughout have been nominal, and 
though showing hardly any alteration, there is no 
mistaking the fact that consumers have experienced 
considerable difficulty in covering their needs in one 
direction or another. For one thing, early delivery 
has been hard to secure, as testified by the compara- 
tively high prices which have been paid privately by 
consumers, up to about £32. Complaints have been 
frequently heard of from consumers in that respect, 
who should bear in mind, however, that the Metal 
Exchange official quotations coven only shipments 
in the current and next two months. There can 
be no free market under present conditions, while 
the situation is more than ever under the control 
of the authorities. Operators are, in any case, 
under restraint inasmuch as persistent efforts are 
understood to be made to keep down prices. There 


Pig Lead. 


is probably not much metal coming in that is not 


earmarked for special requirements, and holders of 
uncontrolled lead, have doubtless no difficulty in 
finding buyers privately practically on their own 
terms, regardless of the official prices. This state of 
affairs is not unlikely to continue until a better sup- 
ply comes to market. Meanwhile, it is generally 
recognised that the position is tight, and that any 
important relief can hardly be brought about unless 
metal from controlled sources comes out. As to 
whether this will be realised shortly remains to be 
seen. There is a confident hope that a change to- 
wards easier or more comfortable conditions can- 
not be delayed much further. 

Ordinary manufacturing needs in this country are 
probably comparatively small, but there is doubtless 
a constant big outlet in other directions, so that cur- 
rent output is being rapidly absorbed. It had been 
hoped for some time past that American lead would 
again come on offer on this side, but there is as yet 
no sign of this, for the price quoted in New York 
is still at a figure the equivalent of which repre- 
sents many pounds a ton over London parity. The 
market there is apparently under strong control, 
the Trust showing no indication of undercutting 


outside producers for the present. The margin there 
for export is at present small, while the domestic 
outlet has undoubtedly increased. The output, 
nevertheless, is heavy, and it is quite on the cards 
that prices in America will eventually be lowered to 
a less extravagant level, and possibly result in a 
renewal of shipments to this country. Spanish lead 
is coming in in rather limited quantities, due to the 
continued heavy tonnage sent direct from Spain to 
France, the total thus dispatched for the first seven 
months of this year being 38,324 tons, as compared 
with 17,594 tons in 1915. 
France for that period represented 46,509 tons, 
against 31,684 tons in the previous year. It is 
utterly impossible to form an idea of the statistical 
position in this country so long as returns of the 
onnages coming in are incomplete, and chiefly 
represent metal which is not under control. In the 
absence of offers in the open market, buyers have 
lately come to the conclusion that it is almost use- 
less to bid for supplies, which tends to keep prices 
down. 


\ Ат a time when the prices of coal 
Hydro-Electric in France have reached a very high 
Works in level, special interest attaches to the 
France. development of the hydro-electric 
works in thab country, particularly 

as the consumption of coal annually increases in a 
greater proportion than the native production. 
Unless, therefore, a new and extensive coal basin is 
discovered—which «is considered to be improbable 
—France will always be largely dependent upon 


supplies of foreign coal, aided by the use of the 


existing water powers. Fortunately, progress in 
the latter direction is being made, as is indicated by 
the information recently published by M. Lévy- 
Salvador, chief of the technical. service of the 
Department of Agricultural Hydraulics at the Minis- 
try of Agriculture. According to a census taken 
in regard to the situation at the end of 1915, the 
power utilised in the French Alps alone amounted 
to 738,000 H.P., and was divided among the follow- 
ing industries : —- 

Horse-power Percentage 


Industries. І 
installed. of the total. 


Lighting and power ... 291,000 EE 
Metallurgy ... 955,000 34 
Electrochemistry ... 147,000 20 
Traction e n 16,000 2 
Saw and paper mills | 23,000 2 
Various (chalk, cement, weaving / 

mills, &c.) А EN T .. 6,000 L 

"Geter. Gk des ано. ces OA 99 


The great development which has taken place in ' 


the course of years is shown by a comparison of the 
preceding total H.P. with the state of affairs at the 
close of тото, when the н.Р. installed only reached 
473,000. The number of works has grown in the 
same period from 126 to 205, those of a capacity 
exceeding 10,000 H.P. having risen from 13 to 28. 
Included in the increase is also a number of stations 
of an individual capacity of less than 500 H.P., these 
being mostly used for local lighting purposes and 
in connection with ironworks, textile mills, cement 
works, and paper mills. Apart from the works 
already in operation, many- important schemes are 
at present either in course of being carried out or 
under consideration. The demand for the supply 
of energy is increasing to such an extent that the 
distribution companies are quite unable to meet it, 
and they are preoccupied with the question of draw- 
ing upon further water powers to cope with the 
requirements, whilst at the same time many manu- 
facturers are also seeking locations for the erection 
of generating plant so as to overcome the difficulties 


incidental to the high prices of coal. 


The total imports by ' 
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. THE EMPLOYMENT OF DISABLED SAILORS 
AND SOLDIERS. 


WE recently described (ELEC. Rev., August 4th, 1916) 
the excellent work that is being done, under the egis of 
the Institution of Electrical Engineers, by the Northampton 
Polytechnic Institute towards the training of disabled 
fighting men for employment in electricity supply under- 
takings. We are glad to draw attention in this connection 


to the admirable arrangements which have been made at 
Queen Mary's Convalescent Auxiliary Hospitals at Roe- 


tumbler switches) and. fuses, used wire and cable, lengths 
of conduit and fittings, bells and telephones, are accept- 
able, for reasons which will be obvious later; but the 
most pressing requirement is a small generating set con- 
sisting of an oil engine and dynamo for country-house 
lighting, up to 5 н.р. We may point out that the loan of 
such a set for the duration of the war would serve the 
purpose quite as well as the gift, and we can assure an 
reader who is willing to assist in this way that he will thus 
confer a great benefit upon many of those men whom we 
can never adequately repay for their sacrifice. 

The workshops are situated in a range of substantial huts 
at the rear of the hospital, in pleasant surroundings, and, at 
present, provide accommodation for about 100 men ; exten- 


sions are being added as circumstances allow. The men, 
whose attendance is entirely voluntary, and who select a 
trade to suit their own inclinations, normally attend from 
9.30 to 12.15 daily ; they may also spend the: afternoon 
from 1.30 to 3.45 in the shops if they like, and many take 
advantage of the opportunity. It is interesting to note 
that electrical work is very popular, some 25 per cent. of the 
men who attend the workshops going in for it. The work 
is somewhat interrupted by the requirement that, men newly 
fitted with artificial limbs shall parade for inspection at 
11 a.m., but, as this is the main reason for their presence 
at the hospital, no complaint can be made on this score. 
All the shops containing machinery are provided with 
electric motive power from the electrical shop, which affords 
opportunities for the care and management of motors to.be 
studied ; in the carpenter’s shop there are power lathes and 
saws, and in the motor shop a complete chassis is driven by 
a small motor, this having been found an excellent method 
of demonstrating the working of the engine and gearing. 
In the electrical workshop a motor supplied with alternating 
current from the Barnes public mains drives, through 
belting and countershaft, a direct-current generator, which 
supplies current for power and lighting to the work- 
shops; this plant is, of course, a valuable item from 
the educational point of view. The men work in small 
groups, and receive personal tuition from the instructors. 
First they spend a few days on bells, indicators, burglar 
alarms, &c., making all the usual connections; then 
they connect up three lampholders with single, two-way 
and intermediate switches, on the bench, and after- 
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MOTOR AND LATHE Room. 


hampton, with similar ends in view. -In this case, the men 
enter the hospital primarily for the purpose of being 
provided with artificial limbs, and as the process of fitting 
and testing these: appliances occupies two or three weeks, 
advantage is taken of their presence to impart to them * 
the rudiments of various trades, such as the installation 
and care ‘of electric lamps, motors, bells, telephones, &c., 
the' management of 
motor-car mechanism, 
wood working and 
cabinet-making, fancy 
leather work, basket 
making, and commers 
cial occupations such 
_as book-keeping, short- 
hand, and typewriting. 
By the courtesy of Mr. 
J. M. Andrew, super- 
intendent of the de- 
partment, we were 
recently enabled to pay 
a visit to the work- 
shops, thetechnical side 
of which has been or- 
ganised by Major Robt. 
Mitchell, Director of 
Education at the Poly- 
technic, Regent Street. 
The cost of the build- 
ings and the original 
equipment was de- 
frayed by Lady Wan- 
tage, and agooddealof - 
additional equipment 
has been provided by manufacturers, but there is still 
need of more apparatus, especially in the electrical section. 
New and saleable apparatus is not essential; there must 
be hundreds of old and neglected instruments, machines, 
tools, &c., lying about the premises “of manufacturers 
and contractors, a few of which would be most heartily 
welcomed by the of the electrical workshops, who would 
repair them and put them to good use. All kinds of 
accessories such as small switches (especially two-way 


INTERIOR OF ELECTRICAL WORKSHOP, 


wards do this in tubing—which they find a much more 
difficult task. A three-light fitting with loop-in wires 
and two switches is the next exercise, after which, on 
the demonstration boards seen in our illustrations, they 
connect up six circuits, all different, with two bus-bars. 
ammeter and voltmeter; “the circuits include а circwt- 
breaker, D.P. switch and fuses, a wall socket, &c., and à. 
pressure of 100 volts is-finally applied to the EC 
sometimes with interesting, if unexpected, results. The 
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circuits wired on the wall in tubing are dismantled and 


completely re-erected ; the main switchboard was fitted 
up by the men ; simple jobs in the lathe and soldering are 
taught; а small armature:is taken apart and rewound ; 
telephone connections are studied —wisely deferred towards 
the end of the course—and all the usual connections 
are made .for simple circuits. - Later on, a set of 
three interphones will be introduced into the course, 
and some ideas about alternating currents also will be 
inculeated. Excellent wiring diagrams have been pre- 
pared by the instructors, and ме must congratulate 
them upon the skill and assiduity with which they have 
devised, and are carrying out, an admirable systenr o 
tuition. | 


Many of the men go on for further instruction to the . 


Regent Street Polytechnic, whére they are given free 
tuition ;-assistance towards their maintenance is provided 
from private sources, pending arrangements by the London 
War Pensions Committee. At the Polytechnic they 
are instructed in the management of the bioscope, an 


occupation which is obviously admirably suited to their 


circumstances. 

It is. interesting to observe that of the total 
number of disabled men passing through the hospital, 
about 50 рег cent. are able to return to the 
posts they occupied before enlisting; 25 per cent. are 
trained and provided i 
with employment at . 
Roehampton, and 
the remainder are 
passed on to the care 
of local committees in 
their own districts. 

Men partially 
. trained as wiremen are 
rapidly taken up, and 
are paid 32s. 6d. a 
week, plus food. Mr. 
Isidore Salmon is 
specially mentioned in | 
this connection, ав 
working hard to place 
the men, and taking 
many of them in his 
own business. Certifi- . 
cates are awarded to 
those who attend the 
workshops regularly, 
stating the number of 
hours during which 
they have received 
instruction. Every 
effort is made to assist 
the men to obtain 
satisfactory employ- 
ment, and to settle 
théir personal affairs, 
and the work that is being 
appears to us to be worthy of the 
commendation апа support. 


done by the Hospital 
most cordial 


“NATIONAL ELECTRIC POWER SUPPLY. 


Interconnection of Generating Stations. 


THE JOINT COMMITTEE’S MEMORANDUM. 


We have received from the Hon. Secretaries of the Joint 
Committee appointed by the Incorporated Municipal Elec- 
trical Association and the Incorporated. Association of 
Electric Power Companies to consider the question of the 
linking-up of electricity supply undertakings, a copy of a 
Memorandum which has been sent to the various town 
clerks and engineers of municipal supply undertakings, and 


to the secretaries and engineers of company supply under- 
takings, together with a letter suggesting that the addressee 
shou]d attend a general meeting of all the undertakings 
situated in the group or area in which it is suggested that: 
that particular undertaking should be included, with a 
view to discussing the Memorandum and appointing a local 
Committee as indicated therein. 

‘The problems to be considered by the local Committees 
include :— | 

1. The consideration of the areas shown* on the accompany- 


ing map with a view to their better division if considered 
desirable ; 


2. The best methods of inter-linking the existing generating 
stations with a view to their more economical operation, and 
to the better security of the supply; 


9. The best means of providing the capital required for the 
plant and mains that are necessary, and for the equitable 
allocation of the same; 


; 4. The best methods of payment between undertakings for 
апу current supplied or interchanged; 


E: Any special local arrangements that are considered desir- 
able. 


The-Memorandum, aftér referring to the importance to the 
electric supply industry of the Board of Trade circular letter 
of May 95th, 1916, and to the forming of the Joint Com 
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VIEW IN ELECTRICAL WORKSHOP, SHOWING DEMONSTRATION BOARDS. 


mittee to consider the question of linking-up in all its aspects, 
states that the importance of linking-up several large sta- 
tions, and equally of linking-up large stations with small ones, 
where such linking-up can be carried out without undue 
capital expenditure, is now becoming more generally realised. 

The Joint Committee has arrived at the following conclu- 
siofs with regard to the suggestion contained in the Board of 
Trade letter :— 


1. That linking-up is important for the purposes of saving 
fuel, saving labour and increasing the security of supply, and, 
in the future, making for economy of capital. 


9. That the question of linking-up should be considered 
broadly from the national point of view, and having in mind 
not only the saving of fuel but the interests of cónsumers in 
obtaining а cheap supply of electricity for all purposes. 


3. That while the generation of electricity as distinct from 
its distribution must be considered broadly and irrespective 
of the present areas of electricity supply undertakings, clearly 
all existing rights must be respected and existing areas must 
not be interfered with as regards distribution. 


' 4. That the linking-up of many existing stations could be 
carried out immediately without further legislation. 


5. That in order to arrive at a better understanding of the 
problem, committees of engineers representative of local elec- 
tricity supply interests should be appointed in various parts 
of the. country. 


—————————————————————————— 
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To facilitate the formation and work of the local committees 
the accompanying map has been prepared showing в provi- 
sional sub-division of the country into areas, but if local 
circumstances (known better to engineers) in any area make 
it desirable to alter the definition of these areas, it is, of 
course, open to them to suggest any such alteration. . | 

A local committee hes already commenced work in the 
Lancashire area, and the schedule appended shows the infor- 
mation that the committee decided to obtain. . | 

If the local committees will eommunicate from time to time 
to the Joint Committee the results of their labours, the 
experience gained by each local committee can be made avail- 
able for the use of all, and the Joint Committee is prepared 
io assist in every possible way. | 

An Appendix * A” gives two examples showing advantages 
which in practice have been realised by linking-up, and an 
Appendix “ B "contains a diagram and description illustrating 


Since the: year 1900 several companies have been authorised 
to supply electricity under Special Power Acts, their areas 


covering the greater part of the industrial districts of the 


country, and these undertakings are not subject to compul- 
sory purchase. . um е | 

These three groups provide all the public electric supply in 
the country, but there are still various tramway undertakings, 
railway companies, and other industrial concerns providing 


‘their own electric supply from independent power stations. 


Sufficient time has elapsed, and sufficient experience is 
available, to show the defects of the original legislation. 
Experience has shown that the comparatively small areas of 
the companies and local .authorities working under Provi- 
sional Orders.are, in many cases, insufficient to enable advan. 
tage to be taken of modern improvements іп plant. It is 
also evident that the liability to compulsory purchase imposed 
upon the undertakings of companies working under Provi- 
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an arrangement likely to be found applicable to many actual 
cases. 

The Memorandum is signed by the following :—Messrs. J. 
H. Bowden, W. A. Chamen (Chairman), В. А. Chattock. J. S. 
Highfield, W. W. Lackie, Charles Н. Merz, S. L. Pearce, 
Thos. Roles, D. A. Starr, W. B. Woodhouse; Hon. Secre- 
taries, H. Faraday Proctor, The Exchange, Bristol; A. de 

urckheim, Caxton House, Westminster, S.W. 

An explanatory note attached to the Memorandum states 
that the first public distribution of electricity was carried out 
by companies working Orders granted 
under the Electric Lighting Acts, 1882 and 1888. Under these 
Acts their plant and mains are subject to compulsory pur- 
chase after’ 42 years from the date of the Order and thereafter 
after р of 10 years. | 
: The practicability of the business having been proved, many 


of coal 


‘paid, 


are shut down, ( 


"menwiC» 
. Е 


2; MARWICM 


hours run, (4) faci 


sional Orders has restricted enterprise 
and retarded the development of elec- 
tricity supply. Since some of the com- 
panies operate in very important dis- 
tricts, immediate measures should be 
adopted to deal with this difficulty. 
Опе of the most important problems, 
both at the present time and in the 
future, is the better utilisation of our 
coal supplies. . An extension of this 
problem consists in utilising the coal in 
such a way as to avoid the waste of 
its valuable constituents and by-pro- 
ducts. This object can be attained in 
а very satisfactory way only by treat- 
ing the coal at central points on a large 
scale. Electricity offers by far the most 
economical and convenient method of 
distributing the power from these centres. 

The following is the schedule of 
information desired by the Lanca- 
shire Local Gommittee:—(1) Name 
of authority; (2) -area of supply; 
(3) system of generation and transmis- 
sion; .(4) voltage of generation and 
transmission; (5) periodicity of system; 
(6) capacity and type of generating plant 
installed; (7) total plant capacity in KW. 
installed, (a) a.c., (b) с.с.; (8) capacity 
of boiler plant installed, expressed in 
Kw.; (9) coincident maximum load or 
system in KW. 1915-16, (a) generated, 
(b) pürchased; (10) expected coincident 
maximum, load in xw. 1916-17, (a) 
generated, (b) purchased; .(11) effective 
generating plant capacity in KW. when 
plant on order is completed, giving date 
of latter; (19) facilities for future ex- 
tensions on existing site; (18) contem- 
plated extensions on new site; (14) 
maximum Sunday load in xw., (a) in 
winter, (b) in summer; (15) total EW.- 
hours for last completed financial year, 
(a) - generated, (b) purchased; (16) 
general remarks. | + 

Appendix '' A."—(Actual Results of 
Linking-up. I.—Two power stations, 
each carrying about 7,000 xw. of load, 
were linked up at a cost of £3,000, 
the link having а capacity of 3,000 to 


4,000 xw. 


By shutting down one station each 
night (19 midnight to 6 a.m.) and week- 
ends (from noon Saturday to 6 a.m. 
Monday): (1) The plant load factor at 
each station has been increased from 
67 to 72 per cent; (2) the total saving of 
coal per annum in both stations has 
been 2,000 tons, and it is anticipated 
that this saving will be increased to. 
9, tons. . 

П.А power station having а maxi- 


mum load of 2,000 xw. was linked up with another power 
station having a maximum load of 15,000 xw. ; 

(1) During the second year of working “linked up," the 
coal consumption of the smaller station was reduced by 2ł lb. 
er unit on all units generated by that station; (2) 
the combined saving of coal, due to interchange of current, 
in the second year of working, amounted to 5,500 tons. 

In addition to the saving of coal, linking-up has resulted in 
the following further advantages :—(1) Greater security of 
supply, (2) reduction in the number of shifts run and wages 

(3) reduced maintenance charges due to fewer plant 
lity for carrying out repairs when stations 
5) & saving in future capital expenditure 
Owing to reduced amount of stand-by plant and the use of 
larger generating sets. 


municipal corporations entered the field, supplying in their ( Appendiz '' B."—(Linking-up Proposal) A power station 


municipal areas under Provisional Orders, and in oth 
they bought up the undertakings of local старае under 


aving à maximum load of 3,000 xw. links up with an- 
other power station (B) having a maximum load of 20,000 xw. 
À) runs for 8 hours (one shift) а day only (and possibly 
not at all on Sundays), (B) taking the load during the re- 
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maining 16 hours. During the 8 hours when (A) is running, 


which would include (A's) peak load, (B) would transfer to . 


(A) sufficient load to keep (A) at a uniform load of 2,800 kw. 
except at the hours when (A's) own load is 2,800 Kw. and 
over. Such a division of load would result in maintaining 
(A's) output at 53 million units while increasing his plant 
load factor threefold, (B's) load factor remaining unaltered, 
while the units delivered from (A) to (B) during the 8 hours 
when (A) is running would be returned by (B) to (A) during 
the remaining 16 hours. 

Advantages.—(1) Fuel saved; because (A's) load is always 
sufficient to enable all machines running to be run at most 
economical load, and (B) gets a better load during the slack 
hours. A saving of 1 lb. of coal per unit on 53 million units 
is equivalent to 2,500 tons per annum, or, at present prices, 
say, £1,500 to £3,000, depending upon the locality. 

(2) Wages saved; because (A) works one shift instead of 
three, thereby saving more than half his wages bill and 
UR his maintenance charges (because of fewer plant 
hours). i 


EEEIEE tt 
H asarana HHHH 
| » xd HE 
КЕНЕЕН bee 

кйш | тапара аиа 


: BERE HHH 

| um A LARGE S А i mu a 
ЕЕЕ Ырыа дыы шше Ee 

, пип wits OuTeut mum | SSM ton. | и a 


EM ee 


JEAJEINJSJEJEZEJENEJEJEQN. 
I--- epal } 
(Еш ыш йи | 


It will be seen that such arrangement would not only result 
in a saving to the nation of 2,500 tons of coal per annum, 
but a saving to the two electric supply undertakings of, say, 
£3,000 per annum, including wages, &c., which would give 
8 return of 10 per cent. even if it cost £30,000 to connect up. 


LANCASHIRE AND CHESHIRE SCHEME, 


In connection with the same subject, we: have received 
from Mr. J. A. Robertson, hon. secretary of the Committee 
for the Interconnection of Lancashire and Cheshire Elec- 
tricity Supply Systems, a copy of the Interim Report of the 
Committee, which forms very interesting reading. It is 
dated September, 1916, and after discussing the question of 
economy and the needs of the existing situation generally, 
details the proceedings of the Committee since its inception 
on May 9th, 1916. Various recommendations are made 
with a view to co-ordinating the electrical supplies in the 
districts concerned, and in a number of appendices a mass 
of data and statistics is set forth. We reproduce on page 400 
а map which accompanies the report, showing the generating 
stations, existing Е.Н.т. mains, and proposed new mains in 
the areas included in the scheme. It is interesting to note 
that the economy anticipated in coal consumption alone, as 
the result of interconnection of the generating stations, is 
estimated at £82,000 per annum at 17s. 6d. per ton. 

‚ The report, after drawing attention to the necessity for conserv- 
Ing the nation's resources and increasing its producing capacity 
during and after the war, which has made the subject of electricity 
supply one of vital and immediate importance, states that it does 
not profess to deal with questions of general policy, nor does it 


advocate any comprehensive scheme of centralisation. Its object is 
rather to indicate the means which can be adopted at once for 


utilising existing facilities to the fullest extent, во as to meet the 
present abnormal conditions, and to prepare for the situation which 


arise after the war. 


Certain conditions arising out of the war have an important 
bearing on thequestion :— | 

(4) The restrictions imposed by the Government on capital 
expenditure, and the consequent postponement or abandonment of 
extensions to existing supply undertakings. 

( b ) The increased price of fuel and other materials, and the 
scarcity and high price of labour, 

(c) The increased adoption of electricity for power purposes, and 
the necessity for cheapening its production to meet industrial 
requirements after the war. 

To cope with these conditions, the Committee has drawn up a 
scheme for the interconnection of existing electrical undertakings 
in certain districts in Lancashire and Cheshire, as a result of 
ее! is believed that the following immediate benefits will be 

erived :— 

(a ) The supply from existing stations could be greatly increased, 
as the generating stations in each district would to a considerable 
extent act as a reserve or stand-by to each other, thus reducing the 
amount of reserve plant which has to be kept in readiness in each 
station in case of emergency. It is estimated that if the generating 
systems in the areas under review were interconnected the aggre- 
gate maximum demand on the whole system could, under normal 
working conditions, be increased by 30 per cent. 

Œ) The risk of interruption to supply would be materially 
diminished in the event of an accident occurring to the plant in one 
station, as the supply could be maintained from one or more 
stations in the same district. 

(c) By making the fullest use of the efficient plant on each 
system, and only running the less efficient plant at times of heavy 
demand, a considerable saving could be effected in fuel, and to a ' 
lesser degree in wages, repairs, and other items of expenditure. 

(4) A number of the generating stations in each district could 
be shut down at week-ends, and at times of light load, thus 
improving the general efficiency of the system, and permitting 
necessary repairs and overhauling of plant to be carried out with 
convenience and economy. 

(е) The interconnection of electrical undertakings by reducing 
the amount of stand-by plant would greatly conduce to economy of 
capital expenditure in future. 

The Committee was formed on May 9th, some weeks before the 
Board of Trade circular on interconnection was, issued, held its 
first meeting on May 16th, 1916, and decided to consider the 
problem in the first place from its engineering aspect. For the 
purpose of the scheme the undertakings in the area were divided 
into six groups, namely :— 

GROUP A. 

Altrincham Electric Supply Co. ; Eccles Corporation ; Lancashire 
and Yorkshire Railway ; Middleton, Manchester, and Salford Cor- 
porations; Sale and Stretford U.D.C.s: Stockport Corporation ; 
Trafford Power and Light Supply, Ltd. 


GROUP B. 

Bolton and Bury Corporations; Heywood U.D.C.; Lancashire 
Electric Power Co. (Radcliffe); Leigh Corporation ; Radcliffe 
U.D.C.; Rochdale Corporation ; South Lancashire ‘Tramways Co. 
(Atherton) ; Wigan Corporation. 


GROUP C. 


Ashton-under-Lyne Corporation ; Glossop Supply Co. ; Oldham 
Corporation ; Stalybridge, Hyde, &c. (joint board). 


GROUP D. 


Accrington, Blackburn, Burnley, Colne, Darwen, and Nelson 
Corporations ; Preston Corporation Tramways; Preston Electric 
Light Co. ; Rawtenstall Corporation. 


GROUP E. 


Birkdale and District Electric Supply Со. ; Birkenhead and 
Bootle Corporations ; Hoylake and West Kirby U.D.C.; L. & Y. 
Railway (Formby) ; Liverpool Corporation ; Liverpool and District 
Co.; Liverpool Overhead Railway Co.; Mersey Railway Co. ; 
Mersey Power Co. (Runcorn); Ormskirk (Company); Prescot and 
District Lighting Co.; St. Helens, Southport, Wallasey, and 
Warrington Corporations. 

GROUP F. 


Alderley and Wilmslow Electric Supply Co., Ltd.; Crewe and 
Chester Corporations ; Macclesfield Electricity Co., Ltd. ; Northwich 
Electric Supply Co. 

A technical census of these undertakings has been made, and the 
results are tabulated in an appendix. The mapon page 400 shows 
the position of the generating stations, and the extent to which 
extra-high-pressure mains have already been laid in the area of 
supply under consideration. 

At an early stage in the proceedings the Committee came to 
the conclusion that no useful purpose would be served by the inclu- 
sion of the five undertakings of Group F, and consequently these 
have been dropped out of the scheme. 

Extra-high-pressure mains have been laid to a much greater 
extent in the districts included in Groups A, B, and C than in the 
others, and a scheme for interconnecting the undertakings within 
these groups could be carried out at a comparatively small cost and 
with little delay. The majority of the undertakings included in 
Group D ean also be conveniently linked up with each other, but 
the interconnecting of this group with Groups A, B, and C is not 
provided for at present. The district within which the under- 
takings included in Group E are situated is a very wide one, and to 
interconnect all these undertakings at the present time would 
entail a capital expenditure out of proportion to the realisable 
savings. This does not, however, rule out the possibility of 
adjacent undertakings in this district linking up by mutual 
agreement, 

D 


 ———————————  —»————— —  ———— ы иш  — — ш с ©с—з = - ҮҮ Ү_ҮЎЄ_____ ЫӨЫ` ткы 


\ 
400 


THE ELECTRICAL REVIEW. [Vol 79. No. 2,029, Ocroper 13, 1916. 


—————————————————————Є—————-—. 


he Committee, after careful consideration. therefore, has 
decided forthe present to confine its proposals to the four Что, 
А, B, C, and D, comprising 32 undertakings. In Group A, : e 
cost of linking up Sale and Altrincham with the other unc oe 
takings in the Group could not be justified at present, ae E is 
also applies to the two Preston undertakings in Group D. ere 
remain, therefore, 28 undertakings, which include the Lancashire 
and Yorkshire Railway Co.'s 25-cycle system and the undertaking 
of the borough of Eccles. The'Committee makes no proposals for 
dealing with these two undertakings in this report, the first 
named on the ground of expenditure involved, and the last 
named on account of the necessary information being withheld. 
Of the remaining 26 undertakings, the majority are опегацле 
on the three-phase alternating-current supply system, with 6,60€ 
volts as the pressure of generation and transmission, and 50 periods 
as the frequency of the system. ; 
Six iabpentdicós give linin regarding the undertakings 


(5) For stand-by purposes, i.e., for emergencies. 
(с) For bulk supplies, j.e., in case of a shortage of plant or for 
ical reasons. 
ELUCET after careful consideration, has come to the con- 
clusion that if the undertakings in Groups А,В, C, and D are 
interconnected, the average coal consumption per unit generated, 
viz., 3°24 1b., can be reduced by not less than '5 Ib. of coal per unit, 
With coal at 17s. 6d. per ton, this reduction represents an annual 
saving on the present output of the undertakings of about £82,000. 
Having arrived at these preliminary conclusions, the Committee 
considered it desirable to ascertain more definitely the views of the 
Government departments concerned on this question, and after 
correspondence, a deputation consisting of Mr. Pearce, Mr. Purrett, 
Mr. Welbourn, Mr. Robertson, Mr: Watson, and Мт. Wheelwright. 
on July 13th, was received by representatives of the Board of 
Trade, the Local Government Board, and the Treasury. 
The deputation, in the first place, fully explained the steps that 
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included 
heads :— 

Capital expenditure and plant capacity. 

Units generated and coal consumption. 

The estimated capital expenditure involved, 

New mains and transformers to be provided for interconnecting 
purposes, 

Principal features of the returns from the undertakings. 

Lancashire and Cheshire Electricity Supply Systems —tabulation 
of technical data. 

The estimates in Appendix 3 are based on the abnormal prices 
now ruling for materials, and, with one or two exceptions, allow a 
section of not less than 0°15 sq. in. of copper on all new mains, and 
sufficient capacity of transforming plant to enable any undertaking 
to receive not less than 3,000 KW. from the adjacent undertakings 
with which it is connected. 

Interconnected stations would enter into arrangements to give, 
receive or exchange electrical supplies for one or more of the 
following objects:— ` 

(a) For the purposes of economy only—i.e, to avoid the in- 
efficient running of plant or to facilitate the shutting-down of 


stations during the week-ends, at night, and at all other times of 
light loads, 


in Groups A, B, ©, and D, under the following 


0) е: 


, 
| \ BURNLEY A 


AWTENSTAL 


pur a? 


/ 
- 


Utt le borosaa 


z IS 
Dal 


HDALE \ 


| 
ЭА! 
t ) 
S 


“5 


» 
. "d 


7 r a 
/ \ Ё Е i Bardsiey 
f i 


Port 


am. HYOE 
^ 
[ 


EN 
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had been taken, and advanced the view that, as the whole RH 2 
part of a national effort to effect economies, and as n »* Эп 
on the outlay involved was so substantial, the Governmen : т al 
favourably consider the question of providing the necessary yia ald 
to effect the interconnection proposals on such terms wi E a 
prove а strong inducement to the several parties intereste d Pd 
ceed with the scheme. A representative from the anc usd 
he was authorised to say that the Treasury would favourab y br 
sider the expenditure of moneys required for the scheme, pr bae 
that the Local Government Board and the Board of Trade w n иней 
fied with the proposals which might hereafter ba sobrie o of 
With regard to the coal saving, a representative of a at the 
Trade pointed out that, viewed from the national stan See hal 
annual saving to the country would be substantially grea adhe 
the sum of £82,000 estimated by the Potties as the pres 
day export value of coal was 45s. to 50s. per ton. " 
осаде diseussion ensued with regard to the шее 
which would be mecessary to give effect to the Commit 
roposals, | sub 
б The deputation considered that powers should be given a Moss 
Committee or Joint Board, with a view B prona the elec 
supplies in the various districts on the fo owing lines:— { 
(a) To raise capital from time to time for the provision 0 
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linking-up mains, transformers, and such other works as may be 
required for interconnecting purposes, and to allocate all expendi- 
ture on the joint scheme on an equitable basis between the under- 
takings participating in the joint scheme. . 

(5) To adjust the running hours of the existing generating 
stations in such a way that the maximum fuel saving might be 
effected. This would entail the shutting-down of certain stations 
during the night or week-ends, or at times of light load, the 
supply being furnished by the stations possessing the more 
" economical plant. 

(c) To lay down general rules for determining the charges to be 
made for :— 

1. Reciprocal supplies, 
2. Stand-by supplies. 
3. Bulk supplies. 


(4) To act in an advisory capacity in regard to future extensions 
of plant ; that is to say, to recommend where such extensions could 
be carried out to the greatest advantage. 

(e) To appoint from time to time such officials as may be neces- 
sary to act in an advisory capacity to the Board, and to carry out 
the instructions of the Board, under powers which may hereafter 
be conferred by the Government. 

The representatives of the Government Departments recognised 
that some measure of control should be vested in such a Joint 
Committee if the best results were to be obtained from the 
scheme. 

As a result of its investigation the Committee is satisfied that 
very substantial economies can be effected by the interconnection 
of the various electrical undertakings comprised in Groups A, B, C, 
and D, as indicated above. 

(a) In order to bring the scheme before the local authorities and 
others concerned, the Committee recommends that a conference 
should be held at an early date of all the statutory supply autho- 
rities included in Groups A, B, C, and D. Such conference to be 
presided over by а Government official. 

( b) That, subject to general approval being given to the scheme 
by the authorities concerned, an application should be made to the 
Board of Trade to set up a Joint Committee or Board, under 
Section 8 of the Electric Lighting Act, 1909, with general powers 
on the lines recommended in the report, and with the addition 
of further powers, if required, to enable agreements to be entered 
into with the power companies, whose inclusion in the scheme is 
regarded as essential. ` 

(е) That pending the appointment of such a Joint Committee 
or Board, undertakings favourably situated may enter into 
voluntary arrangements for joint working. Provided that where 
existing works or works to be laid down for the purpose of inter- 
connecting are suitable and sufficient to form part of the whole 
co-ordinated scheme at a later date, the capital expenditure on such 
‚ works, or the annual charges оп same, shall be recoverable from 
the Joint Committee or Board. 

(d) In order to ensure that any local scheme for interconnecting 
shall be carried out in such a way as to conform with the require- 
ments of the scheme as a whole, the Committee recommends that 
if the proposals contained in this report are adopted, the local 
authorities interested should temporarily appoint a Joint Com- 
mittee, to which all proposals for the provision of mains or other 
interconnecting works shall be submitted for approval or otherwise 
before such works are commenced. 

The report is signed on behalf of the Committee by Mr. 8. L. 
Pearce (chairman) and Mr, J. A. Robertson (hon. secretary). 

The estimated expenditure is as follows :— 


(1) Estimate of cost to interconnect existing 
systems in Group А... 4. £58,839 


(2) Estimate of cost to interconnect existing 


systems in Group В... Ms Г > 31,375 

(3) Estimate of cost to interconnect existing 
systems in Group C ... isk гар si 23,900 

(1) Estimate of cost to interconneet Group А 
with Group B and Group € vie TR 83,783 

(5) Estimate of cost to interconnect existing 
systems in Group D ... Pes > ies 83,500 
Total d en eve .. £281,397 


The new mains required average 22,000 yards per group, ranging 
from 8,800 to 48.400 yards ; with 20,680 yards for interconnecting 
the groups, the aggregate length is 109,550 yards, or about 621 
miles. The total capital expenditure and other details regarding 
the groups are given below :— 


Generating Boiler Coal 
plant plant consumed 
Capital capacity, capacity, per unit 
Group. outlay. KW. KW. gen., lb. 
A e. £4,383,748 131,968 123,680 2°95 
B. - Ж112015 65.636 58.900 3°60 
C оф 895,728 33,085 23,530 3°39 
D 9s 954,097 30,229 22.600 о 
Total ... £8,345.588 260,918 228.710 — 


The total maximum demand of the 26 undertakings scheduled 
last winter was 138429 KW.: next winter it is expected to be 
160,862 Kw. The total units generated in the last completed year 
amounted to over 421 millions, and the average coal consumption 
of all the stations was 3'24 lb, per unit generated. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT, 


Convertible Electric Fires. 


The BIRMINGHAM ELECTRICAL ACCESSORIES MANUFACTURING 
Co., LTD., of Whitmore Street, Hockley, Birmingham, has recently 
introduced a series of low-priced heating devices, amongst which 
attention may be drawn to the patent convertible electric fire, 
Which can be used either as a decorative fire or as a heater for 
cooking and kettle boiling. Figs. 1 and 2 show the firm’s No. 1 


` 


Fig. 2.——FIRE USED FOR WATER 


Ес. 1.—CONVERTIBLE FIRE. 
\ HEATING PATTERN. 


(1,000-watt) pattern in the two positions ; the framework is of 
vitreous enamelled cast iron, with the heater carried in a steel 
box and protected in front by a grill. 

The firm also supplies a little totpedo radiator for putting under 
office desks or tables, with a loading of } to 1 KW., and the 
*Smootha" electric iron—a neat little appliance, at a very moderate 
price. All elements are guaranteed for 12 months, and spare 
elements are stocked and can be forwarded for the consumer to 
effect his own replacements. 


"Lightning Bug" Electric Lantern. 


We understand that Messrs. W. YouNG, Rospinson & Co., of 
Windsor House, Kingsway, W.C., have placed on the market a new 
type of electrie lantern known as the " Lightning Bug." 


FIG. 3.—" LIGHTNING BUG” LANTERN. 


А special three-volt battery is supplied with the lantern, which 
is clfimed to give twice the volume of light and to burn three and 
a-half times as long as a single-cell battery. The lantern will 
accommodate a standard single-cell battery if desired ; it is fibre- 
lined, and finished in back enamel, with nickel-plated trimmings. 


The Ediswan Esco Buzzer. 


А neat and efficient buzzer has been placed on the market by the 
Epison Swan ELECTRIC Co., Lrp., of Ponders End, and is illus- 


Fies, 4 AND 5.—"' EDiSWAN ` BUZZER. 


к ы са ы —— ; 
409 THE ELECTRICAL REVIEW. [Vol 79. No. 2,029, OCTOBER 13, 1916. 


trated herewith. This buzzer operates with from 2 to 10 dry cells, 
and is provided with a screw adjustment outside the case, by means 
of which'12 different tones can be obtained ; the adjusting device 
is shown on the side view. Gold-silver contacts are employed, and 
the resistance is about two ohms; the finish is black japan, with 
nickel-plated cover, and the instrument measures 2} x 1} x § in. 
over all. The buzzer is useful in substitution for a bell in many 
situations, and would be suitable for signalling sets, with which 
many Volunteer signallers provide themselves. 


Liquid Starting Gear. 


MkEssRs. SANDYCROFT, LTD., of Chester, have extended the variety 
of their enclosed liquid starting switches to meet additiónal re- 
quirements. A large three-phase starter is provided with worm- 
gear operation to ensure slow motion; the starting time recom- 
mended is from 15 seconds for motors up to 75 H.P. to 30 seconds 
for motors up to 600 H.P., the motor starting against one and one- 
half times to twice full-load torque three times per hour. The 


Fig 6.—THREE-PHASE LiQUID STARTER INTERLOCKED WITH D.P. OIL- 
IMMERSED STATOR REVERSING SWITCH. y 


standard three-phase starter can be combined and interlocked with 
а D.P. oil-immersed stator reversing switch, as in fig. 6, and a special 
type having four coupled resistance units on one base-plate, is made 
for use with the firm's “Cascade” motors. The device is suitable 
also for haulage motors, and automatic control gear for air com- 
pressors, Кс. 


(—————————— 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The Reform of Electricity Supply. 


In the discussion which is proceeding on the 
( D proposals for 
the reform of the electricity supply of Great. Britain, the 
issues, which were originally fairly clear, are becoming in- 
volved due to misconception and misunderstanding. Partisan- 
ship—that barrier to reform, if tending to grow must. be 
checked. It is very unfortunate that the word nationalisa- 
tion has. been mentioned, for in the paper I had the honour 
He rad oefe ще ee. on this subject there is no proposal 
' the nationalisation of our electrici 1 
am, opposed ) ectricity supply, to which I 
ye are practically unanimous that reform is needed, and 
the proposals advanced by me were that we should attain 
pad тола by (a) co-operation, and (b) co-ordination of 
Nu. must co-operate where centralisation would produce 
the best results, as, for example, in many instances in the 
generation and bulk distribution of electricity, but should 
reman берендер} Узе no advantage would accrue from 
centralisation, viz., e distributi icati 
electricity in the distribution and application of 
Ve already have Government control of electrici 
f ) icity suppl 
in a not very satisfactory form, viz., the Home Office, за 
Government Board, Board of Trade, and Parliament itself. 
2 еге 18 no co-ordination of control, no live connection be- 
ween the supply undertakers and the Government, and no 
aie Ma plan for the electricity supply of the country as a 
The proposal in the paper was to take this existi 
' par o ti S existing Govern- 
ment control and vest it in a professional public board which 


could watch over the industry as a whole, both in the inter- ` 
ests of the public and the legitimate interests of the supply 
undertakers. 

In so far as the powers of this board would be contained 
in a Parliamentary Bill, it would really be what might be 
termed а quasi-Government Board, which is very different 
to a Government Department. The Board would have Gov- 
ernment authority through its Bill without many of the 
restrictions of Government departments. The Port of London 
Authority is a somewhat similar organisation, and the remark- ` 
able success of its administration is its justification. Again, 
the Public Trustee Office is run on less restricted lines than 
an ordinary Government department, and is self-supporting, 
and its success is shown in tlie rapid rise of this office. 

Under this Board enterprise would be extended, and it was 
to be part of the Board’s duties to encourage private enter- 
prise to the maximum extent. The Board would operate in 
ecnjunetion with existing undertakers when this was to the 
interests of all, and would operate in such 
districts as were unprovided for, and for 
which no private or municipal enterprise 
sought powers. 

Shareholders of companies should realise 
that if reform can be effected in which their 
interests are protected, and in which their 
further enterprise is encouraged, then they 
have everything to gain by it. Those com- 
panies in particular whose powers are not in 
perpetuity would be given a new lease of life 
under the scheme. к 

Another point made in the paper was that 
drastic alterations and the immediate sweeping 
away of existing generating stations were not 
proposed. The proposed Board would lay out 
plans for the supply of this country to meet 
its requirements, say, 15 years hence, and then 
see that all new plant, new stations, new 
interconnecting mains, &c., &c., were devised 
to form ‘part of the final scheme. The neces- 
sity for, and value of, a transition period was 
insisted on, both for economic and adminis- 
trative reasons. 

To sum up—reform by co-operation and co- 
ordination was to take place on the basis of 
protecting and advancing the interests of 
existing undertakings and those who had in- 
vested their money in them, whether share- 
holders or corporations. It is possible to do 
this and at the same time benefit the country 
as а whole, because the electricity supply in- 
dustry is rapidly growing. The savin^ in coal 
alone under ‘the scheme would amount to 
several millions sterling per annum. ‘The owners of the 
undertakings, as well as the general public, would participate 
in this beneficial result. 

Moreover, it must not be lost sight of that if the supply 
industry is not reformed from within it will be taken that 
the industry is not capable of effecting such much-needed 
reform. This leaves it open to attack from without, when 
probably more drastic and less equitable action would result. 
Apart from this, it is the duty of all to look at the problem 
from the standpoint of the national need, and seek to attain 
the desired end. ; 

It is useless to expect to achieve this result by taking а 
short and narrow view. Any particular series of proposals 
it looked at from the standpoint of the immediate results 
might not be considered advantageous, but studied with a 
view to the ultimate result, for which all undertakings would 
be working on a preconceived ahd scientific plan, would 
certainly be carried out., In this connection, the establish- 
ment of the Public Electricity Board would inspire confidence 
and justify the broader view being accepted by individual 
undertakings. 

. There is no reason to fear that because powers are vested 
in a publie board sympathetic to electricity supply, personal 
interests will suffer—we may reasonably expect the opposite. 
So long as these interests are adequately protected in the 
Bill, and we can be assured those responsible will see to 
this, then the shareholders should work for the reform as 
being in their interests and the interests of the whole country. 

Finally, let us not make the foolish mistake of distrusting 
those who represent the industry in positions of influence. 
The recommendation (2) of the Council of the I.E.E. to the 
Board of Trade means, I take it, neither more nor less than 
it states, and the Council of the I.E.E. deserves the thanks 


and encouragement of the industry for all the trouble it has 


taken in this matter. 

When we read the names of those who: constitute the com- 
mittees dealing with this reform in electricity supply we can 
be assured, by their past and present achievements, that they 
will only take such steps as they are satisfied will be steps 
of true progress, which includes the interests of the industry 
itself as well as those of the greater public. ; 

I hope the time may not be far distant when the Council. 
with the support of the whole industry and shareholders. 
may be able to boldly approach the Government and ask for 
the Parliamentary authorisation of a complete scheme some- 
what as outlined in the paper discussed by the Institution. 


Ernest T. Williams. 
London, N.W., October 8rd, 1916. 
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Precedence for Disabled Men. 


I must apologise for the delay in tendering my thanks for 
the ELECTRICAL REVIEW, which continues to arrive regularly. 
Owing to ihe fact that we have been engaged in the recent 
'strafe" here, postal arrangements have been somewhat 
upset, and the arrival of six copies at one time meant some 
concentration to get into touch again with current events. 
I need hardly say—since others in like case have already ex- 
pressed their views—that your valuable paper is the great 
barrier between us and “rust” in matters electrical. 

Those of us who were serving with the Territorial Force, 
other. than in a specialist unit, at the outbreak of war have 
perhaps had occasion to regret the difficulties of getting trans- 
ferred to a unit where we could use our technical knowledge 
in the interests of the country. We hope the time is past 
when technically-trained men will be debarred from leaving 
а "fighting " unit for a '' specialist ” unit. 

Surely it is as -essential to '' run '' the human element on 
as efficient lines as the mechanical? 

It is gratifying to read the accounts in your columns of 
what is being done in training disabled soldiers and sailors 
for power-house and sub-station duties, &c. All honour to 
those who are willing to do so much for those who have 
given so much, and it is to be hoped that the disabled mem- 
bers of the Services who are now filing the gaps in elec- 
trical ‘staffs may be able to continue to do so permanently. 

In your issue of August 18th Mr. Killingworth Hedges, 
writing on this subject, raises a point, along with that of 
pensions. which to my mind is of as much importance as 
the pension question. I quote the passage: “Аз the disabled 
men will probably in some cases lose their jobs when the 


large number of mechanics now in the Army return to work.” 


It must be painfully obvious to most thinking people that 
the struggle we are now engaged in will not cease with 
"cease fire." We shall have as great a duty after as now, 
and we must have as fit armies industrially then as military 
now. 

In four years’ experience as attendance in sub-station and 
power house, I formed the conclusion that they are not the 
places to bring out the best in a man who wants to go 
further—rather, there is a tendency to “rest on one's oars” 
and be content to see that the kilowatts are delivered to those 
who are keeping the great industrial machine going. At the 
same time, this class of job is capable of providing a very 
fair living for a disabled man (or pair may be the latest 
pathetic combination), whether or no he (or they) is over- 
burdened with his disablement pension. | 

Can there be no guarantee given to such men as prove suit- 
~ able to be able to continue in the billet they have been fitted 
for, many of whom will perhaps have insufficient technical 
knowledge or practical experience outside what they have 
specialised in, to enable them to compete in other. directions? 

Such of us as return from this ‘‘ strafe’’ physically sound 
should make it a point of honour to keep out of such jobs 
as our less fortunate comrades can fill, but who are, on 
acount of their honourable disabilities, debarred from greater 
efforts. 

As we are comrades in arms now, so let that camaraderie 
continue, and let the fittest be in the “first line" as а 
common duty in the struggle to соте. " , ' 

Perhaps station engineers and others in choosing their staffs 
г on will see the justice of giving preference to the dis- 
abled. 

We have been told as “Tommies,” “Your sufferings and 
privations will not be forgotten by a grateful country," but 


we sometimes argue whether there will be time for senti- 


ment later on. Let us give the unfit a chance first. , 
Maybe there is sufficient point in this argument to induce 

vou to. give publicity to a question liable to be overlooked. 

but which is a very. real question to many men who have 

heen through the war-mill and emerged ' unfit for active 

service." Thanking you for your interest, | 

A. P. Holloway (Sergt.). 

Egyptian Expeditionary Force. 


[Those who are '' willing to do so much” for our wounded 
heroes know well that they can never do enough for them; 
how can a man be adequately compensated for the sacrifice 
of a limb, or—worst of all—of sight? When all is done, we 
shall remain their debtors, and we heartily endorse Sergeant 
Holloway’s appeal to station managers to give preference to 
the disabled, and to their comrades to make way for them.— 
Eps. Exec. REv.] 


Closing Down the Electrical Co., Ltd. . 
_ Referring to the note headed ‘‘ Closing Down the Electrical 
Co., Ltd.," and signed '' Contractor," appearing in your last 
issue, your anonymous correspondent is disturbing himself, 
and those of your readers who pay any attention to his views, 


quite unnecessarily. I am in a position to assure you that the. 


Board of Trade, to whom all controllers are accountable, 
exercises the greatest possible care to see that any sale of а 
usiness as а going concern under the powers of the Trading 
with the Enemy Amendment Act, is а genuine sale to bona- 
fide new owners of British origin, and there is no possible 

loophole for the present owners to purchase the business 
and keep it going until such time as the war is ended," as 
your correspondent suggests. 


I should not have thought it worth while to refer to the 
matter had it not been for the criticisms that have been 
appearing in other journals recently regarding the Board of 
Trade’s handling of the Trading with the Enemy Amend- 
ment Act, and I am, therefore, glad to take this opportunity 
of stating that in my opinion the Act is being administered by 
that Department in a most efficient and practical manner, 
and without any avoidable delays. 

Maurice Jenks, 
Controller to the Electrical Co., Lid., 
| and other German-owned businesses. 

London, E.C;, October 9th, 1916. 


Ozone in Military Surgery. 

м I netice in the current number of the REVIEW а note on 

Ozone in Military Surgery," in which you speak of “а 
novel method of treatment." Surely you remember Dr. 
Stoker, of the Oxygen Hospital. Doctor, now Major, Stoker, 
К.А.М.С., is the one responsible for this treatment, but you 
create quite an erroneous impression by speaking of it as 
“a novel treatment." Major Stoker has been practising it 
and advocating it for years, and for more years than that it 
has been in regular use on the Continent. It is quite true 
that it is only recently that it has been possible to use it on 
such an extensive scale, but probably if there were a little 
more enlightenment on these subjects, and а. little less official 
opposition, it would not take 12 or 15 years to introduce such 
a wonderful treatment, and at the end of the 12 or 15 years 
to have it brought under one’s notice as ‘‘a novel method 


of treatment.” 
Ozonair, Ltd. 
Epwarp A. JosEPH, Director ё General Manager. 


[We recollect nothing of the Oxygen Hospital, but we feel 
certain that the use of ozone as described in our note is a 
real innovation in military surgery. Can Mr. Joseph show 
that the treatment has ever before been applied to wounds 
received in warfare? у 

If the process itself is old, and yet unknown, .''surely " 
that is Mr. Joseph's fault; various articles on the uses of 
ozone have appeared in our pages, but this particular treat- 
ment has never been brought to our notice.—Eps. Etec. Rev.] 


Domestic Electric Openings in India. 


I shall.be glad if you will kindly publish the following in 
your paper, for the purpose of showing the various electrical 
firms the domestic requirements in the Indian Bazaars:— 
There appears to be great demand for small domestic grind- 
ing mills suitable for grinding wheat, grain, and maize, for 
domestic purposes, driven by small electric motors of 220 volts 
p.c. The machine should be capable of adjustment for grind- 
ing coarse or fine flour of the various kinds. It should also be 
capable of grinding not more than 10 lb. an hour. Anything 
larger than this would not be а saleable article. The machine 
is intended for purely domestic use for grinding the house- 
hold requirements, as the Indian, owing to his caste, prefers 
to have the wheat ground on his own premises. 

Particulars are solicited from various electrical firms, and 
should be addressed to 

H. C. Greenwood, 
Chief Electrical Engineer. 
Municipal Committee, Amritsar, September 15th, 1916. 


p E 


WAR ITEMS, 


Another Committee to be Appointed.—According to Mr. 
Percy Alden, M.P., the Government is appointing & Social 
and Economic Committee. 

Wages in Railway Shops.—It has been agreed that all 
men employed in the railway workshops shall receive a war 
bonus of 5s. a week,~and all boys (under 18) similarly em- 
ployed 9s. 6d. a week. 

Tramways and Munitions.—The Ministry of Munitions 
has intimated to the South Shields Corporation that the Cor- 
poration tramway undertaking is a certified trade, as it is of 
importance in connection with the carrying on of munition 
work. 

Trading With the Enemy: Black List.—The Foreign 
Trade Department has issued a new consolidating list, con- 
taining the names of over 2,000 persons and firms with whom 
persons in the United Kingdom are forbidden to trade under 
the Trading with the Enemy (Statutory List) Proclamation, 
1916. Although the list Fas now been in existence for sevén 
months, cases still come to the notice of the department in 
which firms are corresponding with persons whose names 
appear in it. It is important, the department points out, 
that everyone engaged in foreign trade should realise that 
he is under obligation to make himself familiar with the 
statutory list, and to observe it in his dealings. Failure in 
this respect renders him liable to heavy penalties.—Daily 
Telegraph. 
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Waste.—The Lord Mayor of Birmingham says that the 
war has taught us that there was tremendous waste in buai- 
ness through insane competition—competition between capital 
and тара. labour and labour, and capital and labour. All 
.must work in harmony.—Times. 


A Swiss Trade Forecast.—The U.S. Consul at Berne 
quotes the following views expressed by a leading Swiss firm 
respecting the present end future economic conditions in 
Europe:—'' We presume that the war will introduce great 


changes in American trade relations, and that many Buro- | 


pean agencies now lodged solely in the hands of German 
firms will be better transferred to neutral ground. Оп the 
other hand, a great many articles, which America in the 
past was unable to send to Europe in successful competition 
with European products, will come to the front in view of 
America's greater financial supremacy and the dissipation in 
all fhe belligerent countries of all competitive power. 


Electrical Trade After the War.—The Woolwich B.C. 
has received a letter from the Council of the I.M.E.A. stating 
that it has appointed representatives to give evidence before 
the Electrical Trades Committee appointed by the Board of 
Trade to consider the question of British trade after the war. 
It is proposed to draw the attention of the Committee to 
several matters of special importance in the trading interests 
of municipal undertakings, and to emphasise the fact that 
such undertakings are especially concerned in the develop- 
ment of British trade after the war. In many towns, con- 
tinues the letter, large capital outlay has been incurred in 
order to meet the demand for power required for the manu- 
facture of munitions, and unless, after the war, there is a 
great development of British trade to absorb the power &o 
provided, there will be a large amount of capital not bring- 
ing in adequate return. Such being the case, it is desirable 
that the representatives of the I.M.E.A. should be able to 
give the Board of Trade Committee some idea of the amount 
of capital which has been expended for war purposes, and 
the Association asks the B.C. to let it have approximate 
figures for such expenditure in connection with the Wool- 
Wich undertaking under the usual headings of land, build- 
ings, machinery, mains, &c., the figures to include all work 
in hand or about to be put into execution, as well as that 
already carried out. The B.C. has authorised the electrical 
engineer to furnish the Association with the desired informa- 
tion, and to bring to its notice the importance of maintain- 
ing for general manufacturing purposes the various muni- 
tion factories established in the country during the war. 


The Financial Results of Continental Companies in War. 


time.—The accompanying table represents a list of a number 
of the investments held by the Bank for Electrical Under- 


takings, of Zurich, and shows the financial results of each, , 


as far as ascertainable, for the past three years. The figures 
&iven are percentages on the ordinary shares :— | 


DiviDEND PERCENTAGE ON ORDINARY SHARES. 


1913 or 1914 or 1915 or 
1913-14. 1914-15. 1915-16. 

Officine Elettriche Genovesi, Genoa... we æ 10 10 6 

Società Meridionale, Naples ом 22: € e 4 ~ 653 

Dinamo, Milan ies vis 

Idroelettrica Ligure, Milan 

Società Adriatica, Venice... ay - m. 

Soc. Elett. Riviera di Ponente (R. Negri), Milan 

Soc. Idroelettrica Valle d'Aosta, Milan T 

Compania Sevillana, Sevilla m E 

Gaz et Electricité, Lisbon... ien is s EN i 

Strassburg Electricity Works idi E a TE 1 

Rheinfelden Power Works vet 

German Transmarine Electricity 
. Abo Electricity Works, Finland 

Silesian Gas and Electricity, Breslau 

Merk Electricity Works, Berlin .. n 

Upper Rhenish Power Works, Mulhausen : 

Konigsburg (Prussia) Electricity and Tramways 

Main Power Works, Hochst We LT e 

Lech Electricity Works, Augsburg 

Thuringia Electricity Supply, Gotha 

Lower Elbe Electricity Works, Altona ` 

Electricity Supply Co., Berlin z^ 

Bavarian Supply Co., Bayreuth ... <P 

Petrograd (1886) Lighting Co., Petrograd 

Electrica, Bucharest ae ih : 

Compagnie Centrale d'Energie, Paris 

Central Swiss Power Works, Lucerne .., 

Uniona Italiana Tramwavs, Genoa oo 

Berlin Elevated and Underground Railway 

Silesian Light Railway, Kattowitz à 

Bitterfeld Electrochemical Works m ae 2 

Brandenburg Carbide and Electricity, Berlin ... 

Bavarian Nitrogen, Munich sis ees 

Brown, Boveri & Co., Baden 

Felten & Guilleaume, Mulheim 

Motor Applied Electricity, Baden 

Watt Electrical Undertakings, Glarus 

Societé Centrale, Paris $n 

Soc. Impresa Elettriche, Milan 

Rerlin Electrical Industry Bank f 

Electro. Trustee Bank, Hamburg .. T ее Mx. 

Electricity Co. (Jate Lahmever), Frankfort-on-Main 5 

It should be mentioned that in a few cases where no per- 
centages are given for last year the financial results have not 
vet been published. 

Exemption Applications, —At the Shoreditch Tribunal, Mr. 
L. Davis (trading as the Reliance Wire Co.), of Curtain Road, 
E.C., appealed for G. W. Hardy (87), mechanical fitter. The 
firm were stated to be doing a large amount of electrical work 
for contractors who were working for the Ministr 
tions, The work was of such a nature that they believed thev 
were entitled to a badge, and had applied to the Ministry of 
Munitions for one. They had been told that the matter was 
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under consideration, and were advised to appeal meanwhile. 
They had a turnover of £17,000 a year, and had 100 machines 
running by power, which were looked after by Hardy. Mr. 
Weber said 16 was rather obvious the Ministry of Munitions 
had decided that it was a case for the Tribunal to settle, and 
not them. The Tribunal decided to grant four months’ 
conditional on joining the V.T.C. | | | 
At Boston, Мг. R. W. Sanders, electrical engineer, applied 
for the retention of C. E. Clare (30), electrical case-maker, on 
the ground that he was indispensable. Mr. Sanders stated 
that the man was the only one he had on this class of work, 
and he was voluntarily badged. Major Bell replied that this 
class of badge had "run out." Clare said that he was the 
only man in the town who could do this class of work. The 
appeal was refused. | | 
At Oxford, conditional exemption was sought by Mr. Н. C. 
Watson (38), electrical engineer and fitter, sole owner and 
manager of an electrical business. He stated that all his 
capital was invested in the concern, that he had large lighting 
contracts, had lost the whole of his staff, and now had to 
carry on the business single-handed. The Military Repre- 
sentative suggested that, having lost all his staff, appellant 
should go into the Army, where he, would be very useful, 
but it was pointed out that the business was an old-estab- 


‘lished one, that he had contracts with eight colleges, and 


that his last man was joining up on October llth. Condi- 
tional exemption was allowed on appellant remaining in the 
O.V.R 


Application was made by Mr. F. G. Curel, engineer and 
Еа fe of the electric light department of the Witney 
U.D.C., for extended exemption for Victor Brice (19), elec- 
trician. Mr. Curel stated that it was quite impossible to 
replace Brice. He had advertised three times, but had re- 
ceived no replies. He had been passed for garrison duty at 
home. The Tribunal allowed two months in which to obtain 
a substitute. . 

Mr. Trivett, electrical engineer, Seaton (Devon), appealed 
for Herman Cawley, and he was given until November 30th 
to get а substitute. | | 

К Reigate, Mr. Makovski, of Messrs. Tamplin & Makovski, 
electrical engineers, appealed for W. H. W. Peachey (19), 
passed for home garrison duty. The Military Representative 
said they were anxious to get hold of home service men to 
release others. The Ше dismissed, the calling-up to 
be delayed until October 25th. 

At Chelmsford, Messrs. Christy Bros. & Co., Ltd., appealed 
for A. Urquhart (33) and Frank Hart (36), highly-skilled 
erectors of electrical machinery. With assent, the appeals 
were allowed. 

Before the West Kent Appeal Court, exemption was 
claimed for C. E. Stow, electrician to Mr. J. Russell, at Hal- 
stead Place, near Sevenoaks. Appellant said that he suffered 
from a dilated heart, and was only fit to do light work. The 
Military Representative intimated that there would be an- 
other medical examination .when applicant was called up, 
and if he was a clever electrician he would probably be put 
in a part of the Army where he would be useful. The appeal 
was rejected. | 

At Maidstone, Mr. Lambert, manager, of the Corporation 
tramways, appealed to the West Kent Tribunal for the chief 
clerk, Mr. F. Bryan (27), and asked for time in which to 
train а woman to do the work. The Court refused any 
exemption. Йу | , p 

At Holyhead, the municipal electrical engineer (Mr. * 
Williams) appealed for a fireman, previously exempted un 
September 25th. Не stated that all efforts to réplace the 
man had failed, and, in the interests of the community, it 
was essential that someóne should do the work. The Tribunal 
conceded two months. | m 

On appeal to the Epsom Rural Tribunal, Mr. G. Williams, 
electrical engineer, of Downside Mill, Cobham, has obtained 
three months' exemption. . 

At Southend-on-Sea, Messrs. Н. Garon, Ltd., High Street. 
appealed for an electrician, aged 25, and he was granted 
until the New Year. | , 

At the Middlesbrough Tribunal, a firm of electrical engi- 
neers applied for exemption for the manager of the electrical 
department, who had been passed for service abroad, but not 
for general service. The employer said that if exemption were 
given the man, a badge could be obtained for him. Exemp- 
tion until January 15%. | ‚ 

At the Winchester Tribunal, the Mayor and Ald. Stopher 
did not adjudicate in an application by the Corporation eler- 
tricity department for the exemption of a shift engineer 1n 
the power station, aged 19. The engineer said that this was 
a certified occupation, and although he had been willing to 
release the man, who was in Group 1, if he could obtain " 
qualified substitute, һе had been unable to do so. He m 
applied to the barracks to see if he could get a disabled sol- 
dier, but without result. He asked for exemption until he 
could get a skilled substitute. The Tribunal found that п 
man was engaged in a reserved occupation, but intimate 
that they would be pleased if & substitute could be found. 

At Ilfracombe, the Electric Light Co. applied for the re- 
tention of Mr. H. J. Stewart, resident engineer and manager, 
certified occupation being claimed. On the same proun 
exemption was sought for Alfred James Rudd, stoker. Eac 
was granted conditional exemption. І 

At Bath, Messrs. Б. Kendall & Sons applied for the re- 
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moval of & condition for exemption that an electric fitter 
named A. С. Brackstone (39), should obtain munition work 
within 14 days, on the ground that another of their employés 
had been taken for munition work. General Bradshaw inti- 
mated that if the man was in the О Class he would probably 
not oppose the application. For this purpose a medical 
examination was ordered. i i 

At Ryde (I.O.W.), a letter was read from Mr. A. F. Braith- 
waite (39), electric power station engineer and local manager 
of the Ryde electric supply system, stating that in conse- 
quence of a serious illness, including an operation, he was not 
sufficiently strong to undertake military duties. A medical 
certificate enclosed stated that he was totally unfit for military 
service, and conditional exemption was granted. 

г. А. L. Duncan, of Knossington Grange, appealed io 
the Melton Mowbray Tribunal for Edwin Stableford, his 
electrical engineer. Final exemption until January lst was 
conceded. | ` | 

At Maidstone, Messrs. Oswald Jones & Co., electrical engi- 
neers, appealed for Mr. E. W. Sells (83), their business 
manager. Mr. Jones stated, that Mr. Sells was originally 
rejected, hut. had now been passed for general service. They 
had lost 12 out of 16 men. Exemption was refused. 

At Barking, Mr. W. E. Kidnor, acting electrical engineer to 
the U.D.C., appealed for J. J. White, motor-man. He said 
that the Ministry of Munitions was not issuing badges, but 
intimated that men who were exclusively engaged in tramway 
work were in в certified occupation, and that appeal must be 
inade to the local tribunal. Two months were allowed, with 
leave to appeal. 

At Brighton, an electrical engineer who appealed stated that 
he had charge of four electric lifts, and of a firm’s electrical 
appliances to enable all the hands to make munitions. Asked 


if а month's exemption’ would meet the case, appellant re- . 


plied in the negative. Conditional exemption was given on 
appellant joining the Volunteers. $ 

Before the Gloucestershire Appeal Court, the Bourton-on- 
the-Water Electric Light & Power Co., Ltd., appealed for 
the retention of an employé, aged 19, having the entire charge 
of the plant, and who could not be replaced, as & substitute 
could not be found. The Chairman expressed the opinion 
that а substitute could be found if the company offered 
higher wages. The appeal was dismissed, and the calling-up 
delayed for a month. 

. Maidenhead, Tribunal has given exemption until January 
Ist, on his joining the V.T.C., to George P. Lovegrove (33), 
electric fitter with Mr. Jonathan Bond. 

Before the Herts. Appeal Court, the North Metropolitan 
Electric Co. claimed exemption for Thomas George Brook- 
well (20), junior charge-engineér, claimed to be in a certified 
occupation. It transpired that Brookwell was only engaged 
on approval 1ав& July, and the Chairman observed that the 
company would havo to put up a very strong case. The 
representative of the company said that the man was passed 
for sedentary work at home only. Mr. E. J. Gape (military 
representative) : In that case, I don't want him. If you had 
taken the certificate before the Citv Tribunal you would have 
had exactly the same treatment. The appeal was dismissed, 
with right to appeal whén Brookwell is called up. 

At Shipley, an arc lamp trimmer. employed by the District 
Council, applied for exemption. He was given until Nov- 
ember Ist, but was told to get work of national importance 
in the meantime. 


BUSINESS NOTES. | 


Japanese Porcelain.— The U.S. Consul at Yokohama 
says that a considerable increase in the demand for Japanese 
porcelain, as a substitute for European products, in the United 
States, Canada, Australia, India and the South Seas is reported by 
the Japan Chronicle. Before the war, the yearly exports amounted 
to about $1.994,000 in value, but this year more than 82,492,500 
worth has already been exported in the first six months. "In 
Owari, Mino, Kyoto, Kyushu and other porcelain-producing centres 
in Japan, manufacturers are almost suspending the manufaoture 
of goods for domestic use, and are throwing their energies into 
articles for export. According to merchants here. Japanese porce- 
lain goods, especially insulators and other articles for industrial 
purposes, shipped to India, Australia, and the South Seas compare 
quite favourably both in price and quality with European pro- 
ducta, but table utensils exported to the United States, Canada and 
other places are inferior to German goods in many respects, and it 
is expected that the Japanese articles will find it difficult to main- 
tain a place on the markets opened to them by the war." 


Trade Combinations in Russia.— The U.S. Commercial 
Attaché at Petrograd in reporting, states that there has been 
legislation in Russia against combinations in restraint of trade, 
similar to anti-trust legislation in the United’States. For instance, 
in Russia it is not possible for one company to hold stock of 
another company. The Russian Government, however, has not 
restricted the formation of community-of-interest organisations, 
which are not incorporated companies, but are associations of 
individuals with common meeting places. The Government does 


not interfere with the holding of such meetings, and requires no 
official scrutiny of the records. At the meetings of such societies 
prospective orders from the Government and from private railways 
and other interests are discussed, and schedules are drawn up 
showing the capacities of the various works. Prospective orders 
are then apportioned to suit conditions; at prices common to all. 
In consideration of this apportionment of orders, the fitness of 
certain works to manufacture special classes of articles, such as 
cars or locomotives, or to furnish certain sections of rails, or 
structural material, or certain qualities of steel, is given careful 
attention at the meetings. Prominent among the community-of- 
interest organisations are the Prodamet, a combination of more 
than 30 big steel concerns; the Prodoparovoz, & combination of 
seven locomotive makers ; and the Prodovagon, а combination of 
12 car builders. The central committees of these organisations act 
as both selling and purchasing agents. They are opposed to pur- 
chasing in foreign countries any goods that can be produced in 
Russia. There is no record that any member of these organisations 
has contravened the letter or the spirit of the agreements. 


Book Notices.— The Faraday House Journal for the 
Michaelmas term contains the first of a series of " Notes on Elec- 
trical Engineering," by Dr. Alexander Russell; а biographical 
sketch of J. К. Stothert ; and obituary notices of Second-Lieuts: 
F. В. Hoggett and J. Н. Parr-Dudley, ав well as additions to tho 
lengthy Roll of Honour of Faraday House. 

“Journal of the Manchester Municipal School of Technology." 
Vol. VIII. Manchester : The Education Committee. 

* Proceedings of the American Institute of Electrical Engineers." 
Vol. XXXV. No.9. September, 1916. New York: The Institute. 
Price $1. 

"Scientific Papers of the Bureau of Standards." Мо. 281. A 


.Study of the inductance of four-terminal resistance standards. 


Washington : Department of Commerce. 

"Science Abstracts. A and B." Vol. XIX. Part 9. September 
28th, 1916. London: E.and F. N. Spon, Ltd. Price (each copy) 
1s. 6d. post free. | 

We have received а copy of the first number of Cheap Steam, 
which is a magazine published by Messrs. E. Bennis & Co., Ltd., 
of 28, Victoria Street, S.W., for establishing closer personal contact 
with the firm's friends, and as a medium for discussing questions 
arising in connection with boiler-house practice. There is а 
biographical article, with photograph, on the founder and managing 
director of the company, Mr. Edward Bennis, and other contri- 
butions deal with plant supplied to a Japanese paper mill, self- 
starting and self-stopping elevators, the performance of mechanical 
stokers on a fluctuating load. atmospheric pollution, the care of 
mechanical stokers, &c., as well аз a number of articles of interest 
to the commercial man. 

"British Opportunities in Russia.” By L. A. Rojansky. London : 
The Anglo-Russian -Translations Bureau, Ltd. Price 2d. 


“ Electrical Measurements and Testing, D. and A. C." By C. L. 
Dawes. London: Chapman & Hall. Price 3s. net. 
" Engineering Applications of Higher Mathematics." Ву V. 


Karapetoff. London: Chapman & Hall. Price 3s. net. 
“ Eclipse or Empire? ". By H. B. Gray and S. Turner. London: 
Nisbet & Co. Price 2s. net. 


Electric Lamps for Argentina.—4À circular, issued in 
September by the Compania Argentina de Lamparas Electricas 2, 
says :—" We have the pleasure to announce that this company has 
already received 328 cases of machinery, apparatus, and material 
for the manufacture of metallic-filament electric lamps. These 
cases have been unloaded from the Spanish ss. Leon XLT, and 
constitute our first consignment from Europe. For mid-October 
we expect to receive another consignment from the U.S.A. The 
manager of the company, Senor Eugenio Carrio, and the technical 
and mechanical staff, arrived on the Leon XIII. When circum- 
stances become normal again, a commencement will be made on our 
great works at Longchamps, F.C.S. In the meantime our factory, 
workshops, and offices will be situated in the large building pur. 
chased by the company, situated at Avenida Alvear and Coronel 
Diaz, Nos. 2740-50-60, and Cervino, 3227-31, which will permit us, 
before the end of October, to offer the lamps of our manufacture to 
the public implying an important departure in favour of 
national industry.” — Review of the River Plate. 


Trade Announcement.— MESSRS. Mason & Brown have 
removed into their new works—Volta Works, Vestry Street, 
Leicester—and all communications should be addressed to them 


there. 


Electrical Imports into Pernambuco.—The imports of 
electrical machinery, supplies, &c., into Pernambuco in 1914 and 
1915 were :— 


1914. 1915. 

Insulators... tas — £2,012 £213 

Machinery .. 0 39,991 8,048 

Electric motors € саб sax 2,029 300 
Telegraph, telephone posts, bridge 

and fence material ... oe 13,552 4 

Lighting apparatus bes 6,059 „ 1,257 


English Porcelain.—lt is announced that Messrs. 
DourTow, of Lambeth, have, after lengthy experiments, succeeded 
in producing laboratory porcelain, which was, prior to the war, 
practically a German monopoly. Another development of the 
Lambeth business is the production of the special porcelain 
required in connection with the manufacture of sparking plugs. 
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The Electrical Position in South Africa.—In the 
course of a recent article, the Wuth African Mining Journal says : 
—" In reviewing the present position, a buyer remarked, the war 
is anything but over, therefore stocks must be kept up to provide 

for all eventualities. As regards values, there have not been any 
fluctuations of any moment during the past month. There is a 
little weakening of electrical goods, particularly those which 
copper largely enters into, otherwise there is no sign of the general 
run of mining material weakening, as freight seems rather inclined 
to harden. The foundries are all well employed with new work 
and repairs from the mines, which are giving work out quite 
freely, as many things cannot be obtained for certain from oversea, 
and that is where the local makers come in. In this connection 
the Quasi-Arc system of electric welding process is making much 
headway in Johannesburg. At the beginning of the 
. year, electrical materials were scarce ; but since then stocks have 
gradually increased ; therefore, J: ohannesburg is to-day well supplied, 
and, with a few exceptions, all every-day lines are available. 
However, the demand is anything but good, as the mines have 
large stocks on hand and the ordinary town business is exceptionally 
dull. Electrical bells of the larger kinds in pre-war days came 
from the Continent, and when those were absorbed considerable 
inconvenience was often caused in getting the right thing ; but 
now British supplies are coming forward to fill up the gap. In 
connection with electrical Spares, quite a lot is being done in 
Johannesburg in fixing up cord grip-holders as well as parts for 
electric torches. It is probable that this industry will continue 
even after the war. There may be an advance in the price of 
lamps through increased costs in the manufacture; however, ав 
the stocks in South Africa are at present on the big side, nothing 
of importance is likely to happen for the next few months." ^ 


Catalogues and Lists.—ENGINEERING AND Arc Lamps, 
LTD., Sphere Works, St. Albans.—Leaflet giving particulars and 
prices of the “ Nevaknot" adaptor for use with electrical apparatus 
using flexible connections, such as electric laundry and other irons, 


electric drills, &c. It obviates the difficulty of tangling and ulti- - 


mate breakage of flexibles, Also an illustrated list concerning 
fittings for “ Half-watt” (nitrogen filled) and metal-filament 
lamps. 


Messrs. DRAKE & GORHAM, LTD., of 66, Victoria Street, London, 
S.W., in issuing a pamphlet giving prices and illustrations of a 
number of their half-watt lanterns, half-watt and one-watt lamps 
of various makes, bow] fittings, &c., have included a feature which 
is of special interest to most of us at the present time. It consists 
of illustrations, executed in their appropriate colours, of ribbons 
of honours conferred for distinguished naval, military and civil 
service, by Britain, France, Russia, Belgium; Prussia and Turkey. 

ELECTRICAL ENGINEERING AND EQUIPMENT Со.. LTD., 109-111, 
New Oxford Street, London, W.C.—Forty-page catalogue (No. AB 1), 
giving illustrations and tabulated prices of bon materials for the 
electrieal and allied industries— cinema carbons, arc lamp carbons, 
carbon brushes, battery rods and plates, carbon electrodes, &c. 

Messrs. W. SANDERS & Co., Faleon Electrical Works, Wednes- 
bury.—Circular containing an illustrated description of their new 
type of fuseboard, in which the use of all-china and slate bases is 
obviated. | 

“Z” ELECTRIC LAMP MANUFACTURING Co., LTD., Southfields, 
8.W.—Advertising blotters have been prepared for free distribution 
to the trade, and numbers can be over-printed with the dealer's 
name if required, 


. £3,000,000, and arrangements were 
made fora bond Issue of £ 6,000,000. Owing to the disturbed state of 
Mexico, the issue had not yet been successful, and in May, 1912, he 
, assigned his interest. At the time he went into that, business he 


. was worth a million of money, but he cam t of it wi 
£100,000, y e out of it with only 


Morse Silent Chains.—Referring to the description in 
our last issue (p. 380) of a large chain drive employed to transmit 


E.C.C. Hospital Fund.— The employés of the ELECTRIC 
CONSTRUCTION Co. LTD., Wolverhampton, have contributed 


£88 10s. to the Wolverhampton and Staffordshi i is 
year against £70 last year ordshire Hospital this 


For Sale.—Messrs. DENYER & RuMBALL will sell by 
auction on October 17th the wireless plant, tools 


at Norman's Bay, Sussex, 0 Universal Chea Cabl 
of the liquidator. Particulars may be fou P es, Ltd., by order 
pages. 


The Electrical Co., Ltd.—Mksgns. WHEATLEY KIRK 
PRICE & Co. have issued a bulky catalogue of the stock of the 
Electrical Co., Ltd., for which tenders must be delivered by 


Tuesday next. There is a large variety of accessories, including 
motors and motor parts, small motors, fans, heating and cooking 
apparatus, dial fuse gear, conduit fittings, Sunshine arc lamps, 
meters, instruments, Siemens carbons, flame and other carbons, 
Nernst material, Aegma lamps, miniature carbon lamps, &с, 


Condensing Plant Contracts—THe MiRRLEES Watsox 
Co., LTD., Glasgow, have recently received orders for 34 sets of 


. condensing plants of varying steam duties up to 130,0. `b. steam 


per hour. 


LIGHTING AND POWER NOTES, 


Aberdeen.—PubLic LüiGHTING.—A movement is on 
foot for an improved scheme of street lighting, and Mr. Bell, city 
electrical engineer, and Mr. Forbes, inspector of lighting, are to 
report to the T.C. as to the cost, &c. It is proposed to have electric 
lamps in the principal streets connected with the police office, so 
that on warning being given the whole of these lamps can be 
extinguished simultaneously. The difficulty of dealing in the same 
way with the gas lamps precludes any extension of the publie gas 
lighting. 


Australia.—A public meeting of Glen Innes, N.S.W., 
residents has condemned the action of the Municipal Council in 
rejecting the electric lighting proposals, and a resolution to obtain 
a report for further consideration from Mr. J. F. Donoghue, 
electrical engineer, was carried. : 

The South Brisbane (Queensland) Municipal Council has 
endeavoured to obtain an electric supply for lighting and power, 
ineaddition to that supplied by the Brisbane Tramways Co. An 
Order in Council has now been made, granting powers to the City 
Electric Light Co. to supply electricity to South Brisbane. The 
Council has the power to take over the supply at the end of five 
years, and also to ask the Government to appoint a Committee for 
the purpose of reviewing the charges made for the supply for 
lighting and power. All mains and lines are permitted to be above 

round. 
i The North Illawarra Council has received offers from the South 
Bulli and the Corremal-Balgownie Collieries to supply electricity 
for lighting in the municipality.— Tenders. 


Ballyconnell (Со. Cavan).—STREET Licutine.—The 
R has accepted the tender of the Ballyconnell Electric Co. to 


| light the town until March next. 


Barking.—LoAX SawNcTION.— The U.D.C. has received 
sanction to a loan of £4,250 for mains extensions and plant for a 
supply of energy to the Cape Asbestos Co. 


Bentham.—E.L. Scueme.—The new electric lighting 
installation was inaugurated last week. Owing to new applica- 
tions, the works have had to be enlarged, and & new supply feeder 
has been erected from the generating station at Low Bentham. 


Bolton. — STREET LicuHTine.—The Electricity Com- 
mittee has suggested a joint meeting of the Gas and Electricity 
Committees to discuss the question of the control and supervision 
of the street lighting arrangements. i 


Burton-on-Trent.—The electrical engineer reports that 
during the past month the number of units sold for lighting. 
motors, heating, &c., was 322,511, апа for traction 50,659, showing 
an increase of 60,012 in the former instance, and a decrease of 1,165 
for traction, as compared with the corresponding month last 
year. 


Carrickmacross.— The Lighting Co. has increased the 
price of electricity by 2d. per unit. 


Colchester.—In view of alleged smoke nuisance, it has 
been decided to give each stoker at the electricity works a bonus, 
conditional on satisfactory stoking. 


Edinburgh.—PusrL:0 Ligutinc.—The Lighting Com- 
mittee has recently held a demonstration of modified street lighting. 
using a 50-c.P. metal lamp on each post and alternatively a 1(0-c.P. 
lamp on alternate posts, and the former arrangement is favoured. 
If approved it will be adopted on all car routes where electricity 
is the illuminant. 


Gillingham (Kent).—PRicE Revision.—From Nov em- 
ber 1st, the price of current is to be increased from $d. per unit, 
plus 10 per cent., for heating, to 1d., plus 10 per cent., and all 
accounts (except in case of contracts) will be increased 15 per cent., 
їп addition to 10 per cent. already added. The 10 per cent. charged 
for meters, radiators, cookers, and other hired apparatus is to be 
discontinued. prO 


Hull.—New PrANT.—The Electricity Committee, in 
view of the growth of the load, has decided to purchase ап 
additional boiler and to apply for sanction to the necessary 
expenditure. 


- 


TS , _ 


Vol. 79. No. 2,029, OCTOBER 13, 1916.] THE ELECTRICAL REVIEW. 


407 


— LS LL LL SS SSS SSS 


. London. — BerMonDSEY.— The В.С. has decided . to 


increase the charges for electricity by a further 5 per cent. Coal 


and cartage account for an extra expenditure of £4,922 for the year. 


Manchester. — Prorirs AND Taxes. — At last week's 
meeting of the City Council, Alderman Ashton moved the following 
motion :—* That, having regard to the present high rate of 
income-tax, and to the liability thereto of the profits of the trading 
dey ments of the Corporation, a Special Committee of this 
Council be appointed to review the basis on which the Electricity, 
Tramways and other Committees have hitherto made annual 
contributions out of their profits in aid of the city rate, and to make 
such recommendation in regard thereto as they may consider 
ried a The motion was deferred to another meeting of the 
'ouncil. 


Newcastle-under-Lyme.—PRicE INcCREASE.— Тһе price 
of electricity for lighting is to be increased to 74d. per unit, less 
‘5 per cent. discount. 

Newport (Mon.).— Market LIGHTING, &c.— Negotiations 
are in progress with a firm on the east side of the river for taking 


a supply of energy estimated on a maximum demand of 300 KW. ` 


The Council is recommended to approve a draft agreement with 
Messrs. Smith's (Newport), Ltd., for a bulk supply. The Markets 
Committee is to ask the electricity department to install in the 
Market Hall 12 600-c.P. half-watt lamps, in lieu of the existing 
arc lamps which the Committee decided should be removed, the 
hire of the new lamps to be 5s. per lamp per quarter, and the 
charge for current and maintenance to be lid. per lamp per hour, 
such lamps, however, being intended to be a stand-by in case the 
lighting of the stalls fails at any time. 


New Zealand.—The Public Works statement, presented 
last month to the New Zealand Parliament, shows that the Lake 
Coleridge hydro-electric power scheme has attained results beyond 
anticipation. Three unita of generating plant capable of an output 
of 5,000 H.P. were originally installed. 'The demand for electricity 
warranted the installation of two further units, which would bring 
the output to 10,000 H.P. Arrangements are in hand for utilising 
the energy for tramway traction and for the operation of machinery 
in meat works, flour mills, tanneries, dairy factories and other 
established industries in and around Christchurch. The total 
expenditure to March 31st was £329,719. Survey and investigation 
for a comprehensive scheme to serve the North Island has been in 
progress, and several schemes are under consideration.— 4 ustralian 
Mining and Engineering Reriew. 


Ripon.—PRov. Orprer.—The T.C. proposes to apply to 
the B. of T. fora prov. order for electric supply in the city and 
adjacent parishes. | 

Rotherham.—NEw Loans.—Application has been made 
to the Treasury for sanction to the T.C. raising £75,000 for addi- 
tional electrical plant. The L.G.B. has sanctioned the borrowing 
of '£735 and £3,020 for the purchase of a motor-tipping wagon 
and a coal and ash conveyor plant respectively for the electricity 
department. The Electric Light Committee is recommending the 
Council to purchase land and buildings in Rawmarsh Road, for the 
extension of the electricity works; the present owners are willing 
to postpone the completion of the purchase until 12 months after 
the termination of the war. The Committee proposes to enter into 
an arrangement with the Grest Central Railway Co. for the pro- 
vision of a railway siding at the electricity works. 


Stockton-on-Tees.— Loans.—The I.G.B. has sanctioned 
the borrowing of £805 for electricity mains, but is not prepared to 
sanction loans in respect of mains, £685, and services, £202. 


Swansea,— Ihe electrical engineer reported that during 
the month 1,212 applications for current for heating had been 
received, which he attributed to the new electrical showroom. 

The Harbour Trust is be.asked on what terms it will take a bulk 
supply for dock lighting. &c.; the Trust has its own generating plant. 


Stockport.—Application has been ‘made to the B. of Т. 
for consent to the extension of the generating station in Millgate. 

It is anticipated that in addition to the new turbine which has 
just been officially tested, further provision will be needed in the 
near future. The engine room at the electricity work has 
been so designed that two further turbines can be installed when 
necessary. 

Tasmania.— Electricity from the Great Lake scheme was 
supplied to the Hobart City Tramways and for street lighting on 
August 13th, and general use of the energy for power and lighting 
commenced on August lith. The city is 65 miles from the power 
house, and the scheme is working satisfactorily.— Tenders. 


Wadebridge.—STREET  LicHTING.— The U.D.C. has 
decided to extend the contract for publie lighting with the electric 
lighting company for three years, provided, on account of restricted 
lighting. the price is reduced by 15 per cent. whilst the present 
conditions are in force. The company had offered a 10 per cent. 
reduction. 


Waterford.—SUcGEsTED E.L. SCHEME.—AÀt a Corpora- 
tion meeting, the Mayor stated that Mr. W. F. Peare, acting on 
the borough surveyor's suggestion, had communicated with several 
companies as to the installation of & public electric lighting system 
in the city. and one of the largest companies had sent a representa- 
tive, who had inspected the whole area, and had stated he was 
prepared to recommend an offer. This gentleman was told, the 
Mayor added, that the Corporation had no money to spend on the 


scheme, and the company should be prepared to finance it on behalf 
of that body. 


Wigan.—BreEakpown Report.—The Special Committed 
appointed to inquire into the breakdown at the electricity works 
last December, has submitted its report. It concludes that the 
boiler failures were due to the.use of canal water for feed purposes, 
ithe unsuitability of which had been demonstrated to the Electricity 
Committee from time to time during the past eight years ; to the 
inefficient or non-cleaning of the boilers; and the insufficiency of 
the boiler-plant capacity. The only remedy adopted had been a 
water-softening plant, and an expert report on this seemed to show 
that it was inadequate for the work, and’ that lime and magnesia 
were getting through it tothe boilers. А series of recommendations 
are made, including one regarding the use of town’s water. The 
Committee appears to place all the blame on the ex-chief engineer, 
although it seems evident from the report that the Committee was 
equally to blame. 


Worcester.—SEVERN FISHERY BOARD AND WATER POWER. 
—Plans have been submitted by the Corporation in connection with 


the development of the Powick water-power plant, to the Severn 
Board of Conservators. The Board is opposed to the suggested 


further development as being prejudicial to the fishing, and is to 


ask the Board of Agriculture and Fisheries to withhold its corfsent 
to any raising of the weir, and otherwise to oppose the scheme. 

The Electricity Committee recommends the T.C. to purchase ten 
60-KW. transformers and switchgear for same, and to apply for 
sanction to a loan of £1,000: for this purpose. It was intimated 
that the great increase in power demand rendered this necessary. 


TRAMWAY and RAILWAY NOTES. 


Australia.—The ‘Bill to sanction the construction of a 
high-level cantilever bridge across Sydney Harbour has passed its 
second reading in the N.S.W. Parliament. It will be possible to 
carry out the preliminary work in conjunction with the city rail- 
way. but the bridge will not be built under existing war 
conditions. | 

MELBOURNE SUBURBAN RAILWAYS ELECTRIFICATION. — Mr. 
Jones, the Railways Commissioner, in co-operation with Mr. Merz, 
the consulting engineér, has cabled that arrangements have been 
mide for the supply of certain switchgear and sub-station converting 
plant which Messrs. Siemens Bros. are unable to supply within 
the prescribed time. and for the acceleration of the deliveries of 
plant under other contracts to enable the Sandringham-Essendor 
line to be operated in January. 1918.—Australian Mining. 
Standard, 


Bacup.— Mr. McElroy, general manager of the Manchester 
Corporation Tramways, has been appointed by the B. of T. to act 
as Referee in the differences between the Bacup and Rawtenstall 
Corporations regarding tramway fares and stages. 


Birmingham.—FExaLE Lazsour.—The Watch Com- 
mittee has decided to sanction the application of the Tramways - 
Committee that girls of 18 years and upwards should be licensed as 
conductors. Previously the age had been 21. | 

Another stoppage of the tramway service o¢gurred recently owing 
to shortage of steam at the power station ; fortunately the cars 
were only held up for half-an-hour. ` 


Birkenhead.—ANNUAL REPORT.—The year's working of 
the Corporation Tramways to March 31st shows total receipts 
amounting to £73,820, an increase of £7,035 ; total working 
expenses to £38.833, and a gross profit of £33,987. After deducting 
sinking fund and other charges amounting to £23,417, a net profit 
remained of £10,570. an increase of £6,070 on the previous year. 
The balance has been allocated as follows :—In aid of rates, 
£4.000 ; reserve fund, £2,000; renewals fund, $4,570. The credits 
to reserve fund now stand at £3,040, and to renewals fund at 
£27,397. The number of car-miles run was 1,176,951, and the 
passengers carried numbered 16,676,022. The total income per 
car-mile was 14'849d. Маг allowances to employés on active 
service amounted to £1.589, and war bonuses to £381. 


Blackburm.— The number of passengers carried on the 
Corporation Tramways during the week ended October ith was 
234,875, and the receipts amounted to £1,221. Compared with the 
returns for the corresponding period last year, these figures show 
a decrease of 16,864 persons and £86 in receipts. 


Darlington.—It has been decided to curtail the tramway 
service, owing to the shortage Of men and difficulty of operating in 
dark streets. It was mentioned that the receipts were £350 up 
for the half-year, as compared with the corresponding period 
last year. , | 

Едіпрогећ. —ТвАмуАҮ PuRCHASE.— The Tramway Com- 
mittee has adopted the recommendation to refer all matters in 
dispute with the Tramway Co. to the arbiter under the lease. The 
principal point in dispute is the repairs required by the city engi- 
neer and the condition in which the lines should be left on the 
termination of the lease in 1919. The report by experts recom- 
mending the electric system of traction has also been before the 
T.C. With regard to the present difficulties, one of the unfortunate 
factors of the situation is already in evidence in the shape of an 
extensive relaying of tramway lines. The company refuses to go 
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beyond the letter of its agreement in this matter, and is only laying 
the kind of rail which is necessary for its own system. Heavier 


rails, it is pointed out, are required for an electrical system, and it. 


would have been an easy matter to have laid the heavy rails forth- 

` with on some arrangement for repayment of the extra cost. The 
prospect at present is that rails which have only been in use for 
some three years will, on the expiry of the lease, have to be taken 
up again. 


Liverpool.—FREE PassEs.—The Corporation Tramways 
Committee has issued 8.516,007 free passes to soldiers, 210.200 
to officers апа 153,110 to nurses, representing an expenditure of 
£11,308. | 


Halifax.—The T.C. has decided to consider a suggestion 
that, owing to the severe lighting restrictions, the tramway service 
be curtailed late in the evening. | 


Newcastle-on-Tyne.— ASSESSMENT.— At the last meeting 
of the City Council ib was announced that the proposal to advance 
the assessment of the tramway undertaking had been abandoned, 
the figures to remain at £40,606. 

At the Quarter Sessions it was mentioned that the Tramway 
Committee's appeal had been withdrawn. s 


Oldham.—FExaLE IxsPECTORS.— The manager has been 
authorised to appoint four women tramway inspectors, who will 
check tickets, supervise women conductors, but not regulate traffic. 
At present 106 women are employed. 


Rotherham.—The whole of the sanctions necessary to 
enable the Corporation to catry out the work of doubling the tram- 
way track in Westgate have now been received. Application is to bd 
made to the B. of T. for sanction to the Corporation paying the 
cost: of purchasing 12 cars from the Oldham Corporation out 
of the tramway capital account over a short term of years. 


Sheffield.—Nrw Cans.—The City Council is recom- 
mended to authorise the tramway manager to obtain tenders, at 
an early date, for 25 additional tramway-cars. The city architect 
and the general manager are to prepare plans and estimates for 
additional tramway passenger-shelters. : 


Stretford.—The U.D.C. is applying to the B. of T. for 
a further extension of the period limited for the construction of 


the tramways referred to in Section 31 of the Manchester Corpora- 
tion Act, 1911. 


West Hartlepool.—In response to the L.G.B.'s inquiry 
a8 to works likely to be undertaken after the war, the T.C. has 
decided to inelude the relaying of the Foggy Furze section of thc 
tramways and the laying of a line on the south side of the municipal 
"buildings. 

York.—RESTRICTED Services.—The Tramway Committee 
has decided to curtail the evening tramway services, and proposes 
to discontinue Sunday services of ‘buses during the winter. This 
is due to the difficulty in staffing the cars and shortage of labour. 


TELEGRAPH and TELEPHONE NOTES. 


A Lonely Cable Station.—In Telegraph and Telephone Age, 
Mr. С. W. Person describes life on Midway Island, a landing station 
for the American cable between San Francisco and Manila. The 


рещ 


distance between terminals ів 7,300 miles, necessitating relay . 


stations at Honolulu, Midway Island. and Guam ; the island is 
1.200 miles from Honolulu and 2,600 miles from Guam Island. 
Midway Island is “a patch of coral sand, 8 ft. above the water 
and 14 miles in length and $ of a mile in width," surrounded by a 
coral reef 5 ft. high and 15 miles in circumference— to which it 
owes its existence. The island was barren when the first operating 
staff landed there 12 years ago ; the invaders have transformed it 
into a garden of verdure, have introduced domestic fowls, pigeons, 
and cattle. and have erected buildings which provide accommodation 
and recreation rooms, libraries, &o., for a population of 20 men, one 
woman, and a baby. Garden soil is being gradually imported, the 
sand being useless for cultivation. The island is visited bya supply 
ship four times a year. 


Automatic Telephony.—An automatic telephone exchange 


has been opened at Dudley, with accommodation for 300 lines, 
which can be ultimately increased to 5,000 | 


Cable Steamships.—The new cable repair ship Lord 
Kelvin, of the Western Union Telegraph Co.. said to be the most 
completely-equipped vessel of her class, with oil-fired boilers, has 
arrived at Halifax, N.S., after effecting a repair in transit. The 


cs. Minia, belonging to the same company, has been damaged by 
fire.— T. and T. Age. pany азе y 


Colossal Figures.—On July 31st, the Bell telephone 
system. in the United States owned 19,122,921 miles of wire and 
6,290,826 stations.— 7. and T. Аде. 


Guatemala.—A U.S. Consul reports that the Telegraph 
Bureau handled 1,626,866 telegrams and 7,263 cables 1 
1915, an increase of 267,240 telegrams and a decrease of nearly 
2,000 cablegrams. The wireless station at Guatemala was recon- 
structed and its radius increased, messages being exchanged with 


rams during 


Arlington, U.S.A., and plans were discussed as to the possible 
erection of additional stations at San José de Guatemala and at 
Puerto Barrios. 


Russia.—A wireless station has been established on 
Dickson Island, at the mouth of the Yenisei, for the purpose of 
sending meteorological telegrams to the physical observatory in 


. X MPetrograd.— Nature. 


Storm. Breakdowns.—Some particulars are given in the 
Telegraph and Telephone Journal of the effects of the great storm 
of March 27th in the Cardiff district. Out of 133 trunk circuits 
working into the Cardiff trunk exchange, the only circuits left 
were 16 Newport lines, which were underground. New underground 
cables to Swansea and Pontypridd were on the point of completion, 
and these were brought into use. The total faults in the district 
were :—Trunk ends, 348; junction ends, 572,; subscribers’ line 
faults, 5.311. Out of 7,346 lines working into 10 exchanges 
(mainly Cardiff and Newport), 3,826 were working after the storm; 
and 48 of the small exchanges were temporarily shut down. Of the 
poles 316 were broken, and 4,766 overturned ; 1.290 miles of. wire 
were down. The last subscriber's circuit was restored on August 
19th, but a number of faulty trunk and junction circuits are still 
awaiting the re-erection of routes, there being only a small number 
of rangs available. 


Telephone Operators’ Courage.—An article and various 
notes in the Telegraph and Telephone Journal bear witness to the heroic 
devotion to duty of the telephone staffs at exchanges in districts 
visited by Zeppelins’; even when the buildings shook with the forceof 
explosions near at hand, the service was maintained without inter- 
ruption, and there was no need to use calming words to induce the 
girls to remain at their positions. 'Át an exchange on the North- 
East Coast the windows were blown in, but the service was 
carried on. i 


Train Dispatching.—Therc are now about 135 railway 
Systems in the United States and Canada which have adopted the 
telephone method of dispatching trains, there being 780 circuits 
in operation, with 95,000 miles of wire. 


Trans-Pacific Wireless.—1n the course of a preliminary 
test direct wireless communication has been effected between the 
wireless station at San Francisco and the Japanese Government plant 
at Ochiishi. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SYvDNEY.— January 22nd, 1917. Electrical 
plant (converter, battery, booster, and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall.* 

MELBOURNE.—October 31st and November 8th. Deputy P.M.G. 
Telephone parts: switchboard ; instruments, &c. Schedules Nos. 
1,363, 1,364, and 1,368.* n 

December 11th. City Council. Supply and erection of coal 
transporter plant. See "Official Notices " September 15th. 

PERTH.— November 8th. P.M.G. Accumulator parts (Schedule 
527 W.A.)." E 

SOUTH AUSTRALIA.—November 15th.  P.M.G.s Department. 
Automatic switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. 


Dublin.—November 2nd. Great Northern Railway Co. 
(Ireland). Contracts for general stores for 12 months (including 
several electrical items). See " Official Notices" to-day. 


Johannesburg.— Municipal Council. Twelve gross of 
carbon brushes for electric motors. (Contract No. 178.)* 
November 13th. S.A Railways Administration. 71,778 tungsten 
drawn-wire lamps, 19,741 solid-drawn tungsten lamps, and 2,412 
carbon-filagent lamps." 


Leeds.— Electric lighting installation for slaughterhouse, 
&c., of Leeds Industrial Co-operative Society, Ltd., Gelderd Road. 
Secretary, 10, Albion Street. 


Rochdale.—October 18th. 
the Gas and Electricity Committee. 
tricity Committee. 

Spain.—November 24th. Construction and working, for 
60 years, of an electric tramway in Saragossa.— B. of T. Journal. 

Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


20,000 tons of gas coal, for 
Chairman of Gas and Elec- 


CLOSED. 


Australia.—Commonwealth P.M.G. :— 


300 accumulator cells, £681.—Unbehaun & Johnstone, Ltd. | 
Apparatus for telegraph power board, £124.—Edison Swan Electric Co., Ltd. 


Victorian Railways Department :— 


Motor-generator, &c., for battery charging of baggage trucks, £195 ; switch- 
board and connections, £233.— Electric Construction Co., Ltd. 

Fuse distribution boxes and fuses for electric equipment, Ballarat and 
Bendigo workshops, during a period of tive years.—W. Lucy & Co., Ltd. 

Electric lamps for signal system.—Edison Swan Electric Co., Ltd. 

Lampholders for ditto.—Aust. General Electric Co. 
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N.S.W. Public Works Department :— | 
Installation of electric passenger lift, Newcastle Hospital, £978.—Standard 
Waygood-Hercules, Ltd. 
The following tenders have been received for power-generating 
plant for the Queensland Government workshops, 8. Brisbane :— 


Gardner, Waern & Co., £3,955 (Diesel engine). 
Engineering Supply Co. of Australia, £4,975. 
Norman, Bell & Co., £6,950. 


Brisbane Electrical Co., £7,441 and £7,091. —Tendera. 


Barking.—U.D.C. Accepted tenders :— 
‚ Siemens Bros. & Co.—Cable, £1,914. ` 
General Electric Co., Ltd.--Switchgear, &c., £888. 
British Electrical Engineering Со. — Transformer, £611. 
Babcock & Wilcox, Ltd.—Chain-grate stoker, superheater, &c., £602. 


Croydon.— L.C.  High-tension feeder cable to connect 
the generating station with Southbridge Road sub-station : 
Callender's Cable & Construction Co., Ltd. (estimated cost of cable 
and laying, £1,425). : 


Manchester.— Electricity Committee. Accepted tenders.; 


Cable.—Callender’s Cable & Construction Co., Ltd.; B.I. & Helsby Cables, 
Ltd.; Pirelli General Cable Works, Ltd.; Liverpool Electric Cable 
Co., Ltd.; Western Electric Co., Ltd.; C. Macintosh & Co., Ltd.; 
Johnson & Phillips, Ltd. 
Potential transformers.—British Westinghouse E. & M. Co., Ltd. 
Current transformers.—F'erranti, Ltd. 
c.c. amp.-hour meters.—Chamberlain & Hookham, Ltd. ; Ferranti, Ltd. 
А.С. single-phase meters.—Ferranti, Ltd. 
с.с. watt-hour meters.—(G.E. Co., Ltd. 
А.с. polyphase meters.— British Westinghouse E. & M. Co. 
Motor starters.—Veritys, Ltd. ; Ferranti, Ltd. 
Motors.—Electromotors, Ltd. ; British Westinghouse E. & M. Co., Ltd. 
Fuse boxes.—B.I. & Helsby Cables, Ltd. 
Switchgear.—B.T.H. Co., Ltd. ; Ferranti, Ltd. 
Electrically-driven circulating water pamp.—Mather & Platt, Ltd. 
Extension switehgear.— Ferranti, Ltd. 
Switchboard.—B.T.H. Co., Ltd. 
Gas Committee :— i 

Electrical equipment for No. 1 retort house.—Messrs. Drakes, Ltd. 
Tramways Committee :- — 

Lifting jacks.— Equipment & Engineering Co. 


` 

Rotherham.—The Ministry of Munitions having arranged 
to release a 5,500 turbo-alternator, the Clerk has been instructed 
to place a contract with the British Westinghouse Co. at £23,700. 
The tender of the British Niclausse, Ltd. for two water-tube 
boilers for £13.250 has been accepted. The Committee has decided 
not to enter into contracts for tramway stores, and has authorised 
the manager to purchase such foods as are required during the 
year, also to enter into no contracts for cable during the year; the 
engineer is to purchase cable as required. 


Sheffield. — Electric Supply Department. Dewhurst’s 
Engineering Co., Ltd., for a supply of steel boiler tubes. 

The City Council is recommended to accept the tenders of the 
undermentioned firms for the supply of spare apparatus necessary 
to maintain the constant running of the whole of the auxiliary 
plant required to operate the generating machinery at Neepsend :— 

Fuller Electrical & Manufacturing Co.— Motors, £2,373. 

Siemens Bros. Dynamo Works, Ltd.—Motors, £664; transformer, £2,329. 

British Westinghouse Co., Ltd.—Motors, 2185. 

Dick, Kerr & Co., Ltd.—Motors, £230. 

J. P. Hall & Co.—Motors, £70. 

Igranic Electric Co.—Motor starters, £210. 
The above apparatus is absolutely necessary for the proper working 
of the- plant under present abnormal conditions, and as it is not 
possible to obtain sanction to a loan on capital account for its 
purchase, the cost is to be charged to the renewal and special 
expenditure fund. 

The Electricity Supply Committee has accepted the tenders of 
Messrs. A. Reyrolle & Co., Ltd., for 12 H.T. switches. at £209, and 
the Chatteris Engineering Co.. Ltd., for the electrification of the 
20-ton overhead travelling crane at Neepsend power house, at £902. 

The Council is recommended to instruct the general manager of 
the Electricity Supply Department to place an order for 50 tons of - 
electrolytic copper wire bars to be made up into cables as and 
when required. 

The general manager of the Water Department has purchased 
from Mr. Fred. Spivey a 12-in. electrically-driven pump for £55, 
and from Messrs. T. Oxley, Ltd., a 100-H.P. motor with starter, 
cables, &c., for £215. 


Sunderland.—T.C. Electricity and Lighting Committee : 


Joseph Thompson & Co.— Creosoted redwood troughing. 
Everett, Edgecumbe & Co.—Snrge arresters. 
W. T. Henley's Telegraph Works, Ltd.—Cnble. 


Walsall.—Electricity Committee. © Mid-Cannock slack 


coal, Messrs. William Harrison. Ltd. 


Waterford.— Messrs. W. Е. Peare, Ltd., of Waterford, 
have received # contract for switchboards and wiring for an 
extensive electrical installation at a national cartridge factory. 


Wolverhampton.—T.C. Accepted tenders :— 

Gibbons Bros., Ltd.—A new steel roof to the boiler house at the electricity 
works, £383. 

Melville, Dundas & Whitson.—A new crane gantry, £811. 


FORTHCOMING EVENTS. 


Electro-Harmonic Society.—Friday, October 18th. At 8p.m. At Holborn 
‘Restaurant (King's Hall). Smoking concert. ‚ 

University College, London.— Wednesday, October 18th. At 5.30 p.m. Public 
lecture on “ Long-distance Telegraphy and Telephony," by Prof. J. A. 
Fleming, F.R.S. d : 

Junior Institution of Engineers.— Wednesday, October 18th. At 7.80 p.m. 
At 39, Victoria Street, S.W. Paper on “ Industrial Lighting by Electricity,” 
by Мг. Е. H, Taylor. | 

Belfast Association of Engineers.— Thursday, October 19th. At 7.45 p.m. 
| E Municipa? Techn ом Institute, College Square. Presidential 
address. 

Institution of Mechanical Engineers.—Friday, October 20th. At 6 p.m. 
At the Institution of Civil Engineers, Great Georgé Street, Westminster, 
S.W. Paper on “Trials on a Diesel Engine, and Application of Energy 
Diagram to obtain Heat Balance," by the late Lieut. Trevor Wilkins, to 
be presented by Professor Burstall. : 


NOTES. 


Foreign Trade.—THE SEPTEMBER FrGURES.— The official 
returns of imports and exports during last month contain the 
following electrical and machinery figures :— 


Sept., Inc. ar Nine months, 1916. 
IMPORTS :— ' 1916. dec. Inc. or dec. 
Electrical goods, &c. £132,579 + £25,210 + £424,665 © 
Machinery ... 590,947 — 214,640 — 581,429 
EXPORTS :— 
Electrical goods ... 397,281 + 135,193 + 924,613 
Machinery ... 1,765,218 + 153,768 + 254,631 


Electric Vehicle Committee.—At the last meeting of 
the Electric Vehicle Committee, Mr. E. S. Shrapnell-Smith, repre- 
senting the Commercial Motor Users’ Association, was unanimously 
elected Vice-Chairman of the Committee. and it was resolved to 
issue an invitation to the Institute of Cleansing Superintendents 


‘to nominate a representative to sit upon the Committee. 


It was decided to send a circular letter to the British auto- 
mobile manufacturers and another to the British electrical manu- 


‘facturers, suggesting that they should consider the question of 


taking йр, after the war. the manufacture of electric vehicles in 


the case of the first-mentioned. and electrical equipments for the 


same in the case of the second-mehtioned class of manufacturers. 

Upon the basis of a communication received from the Recorder 
of the Standards Committee, Society of Automobile Engineers of 
America, stating that breakages of charging plugs and receptacles 
made according to the present standard had indicated the necessity 
of increasing the length of the outer metal protective casing of 
the receptacle, and that the American standard design had accord- 
ingly been altered by increasing the length of the said outer casing 
by +4 in. (18 mm.), the Committee decided to suggest to the 
British Engineering Standards Committee the desirability of 
altering the British standard in a similar manner. It may be 
mentioned that the said lengthening of the shell involves no 
alteration to the plug portion or to the contacts or moulded insula- 
tion of the receptacle. ` и 

It was mentioned that the loan for the three Bradford vehicles 
had been granted for a period of dnly four years, and the Secretary 
was instructed to write to the L.G.B., asking it, after the war, to 
consider evidence that the useful life of an electric vehicle is such 
as to warrant the granting of loans for a longer period than four 

ears. | 

i The question of better charging facilities on the route London to 
Birmingham was again under consideration ; the Secretary was 
directed to write to the managers of the electricity supply under- 
takings at Coventry and ү оир, in order to enlist their 
assistance in this matter. 


The Gilbert Club.—A general meeting of the Gilbert 
Club will be held оп Wednesday, October 18th, at 3.30- p.m., the 
Right Hon. Lord Moulton, F.R.S., in the chair. for the purpose of 
winding up the club, the object of its formation having been 
attained, which was the translation. and issuing to the members, of 
William Gilbert's " De Magnete." The inaugural meeting of the 
club was held on November 28th, 1889, under the presidency of the 
late Lord Kelvin, then Sir William Thomson. and there has been 
no general meeting of the club since that date. The lamented 
death of Prof. Silvanus Thompson, F.R.S., the principal founder of 
the club, renders it advisable to wind up the club, and to settle its 
affairs as soon as possible. ; 

Using the Canals.— The Manchester Daily Dispatch 
says :—'" The old canal packet-boat system, which came into being 
long before the railways, seems to be enjoying a revival. Govern- 
ment demands, shortage of labour, and other factors have interfered 
with the expeditious handling of railway goods traffic, and traders 
have had to put up with repeated and vexatious delays. Many of 
them have consequently had their goods sent by water. An 
example of this is to be found in Lancashire, where the canal traffic 
between Manchester and Wigan is gradually increasing. The pro- 
ducts in cloth and yarn of the Wigan factories are collected each 
night, and early the next morning are in the streets of Manchester 
being delivered to warehouses. On their return journey the boats 
carry general merchandise. *We can beat the railways by days, 
said а carrier, ‘and there is every indication that, with increased 
facilities, the trade will develop largely.’ " | Ке 

The Times, in а recent comment, says :—* A substantial revival 
of our inland waterways would be one of the most curious results 


of what. as far as transport is concerned, is essentially a railway war. 
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Legal.—WooLLEY v. Watson, Marsu & Co., Lrp.— 
At Lambeth County Court, before Judge Parry, Thomas Woolley, 
electrician, claimed, under the Workmen's Compensation Act, 
compensation for injuries sustained in the course of his employ- 
ment, the respondents being a firm of electrical engineers, of 
Brondesbury, N.W. It was stated for applicant that he was a 
skilled' electrician, and on May 4th he was working at Pike's 
Circuit Cinema, Charing Cross, which was in course of reconstruc- 
tion. He was running steel tubing through the "building to carry 
the wires, and requiring some tubing, he went to get:it from the back 
of the premises. On the way, he met Wilson. the foreman, who 
stopped him to give some fresh instructions to run three instead of 
five points. Ав they were talking, a man came along with a barrow 
of cement, and as he passed where they were standing, the barrow 
slipped, and a bag of cement fell on applicant's knee, knocking him 
down. He was picked up by the foreman, and taken by Mr. Marsh 
. in а taxicab to the hospital. He had been unable to work since, 
and could neither kneel nor climb ladders. His wages averaged 
£2 is. 2d. а week. Не had been sent 9s. 10d. for the time he 
worked up to the day of the accident. 

Evidence for the plaintiff having been given. the case for the 
respondents was stated. They said that applicant had left off work 
for them when the accident happened, and was assisting the 


labourer, who was working for another firm, with his barrow, and . 


therefore the accident did not arise out -of or in the course of his 
employment. | 

Judge Parry said he accepted the plaintiff's account of the 
` accident, as he did not think he was helping with the barrow. Had 
he been doing so, the respondents could have called the man in support 
of their story. He deprecated all these quibbling points that were 


so often raised in cases of this kind. He made an award for the 


applicant of £1 а week from the date of the accident, with Costs. 

NORTHERN COUNTIES ELECTRIC SUPPLY Co., LTD., т. STEEL. — 
At Morpeth County Court on 9th inst. David Steel, carrier, was 
sued by the Northern Counties Electric Supply Co. for £2 13s. 3d., 
for damage alleged to have been caused to a lighting standard at 
Ashington.—Mr. W. S. Burton, for the plaintiff company, said the 
claim arose out of a collision between a 
the defendant, and driven by him, and an electric light lamp-post. 
The defendant's wagon ran against the post, dimaging it, and so 
causing it to become "alive"; a boy, who came into contact 
with it, received a shock.— Fred. Beattie, chemist, Ashington, said 
he ‘saw the wagon collide with the post, and bend it.—The defen- 
dant said he never knew until afterwards that he came ing 
contact with the post, but he now accepted Mr. Burton's statif- 
ment.—Judgment was entered for the amount claimed. . 

ELECTRICIANS FINED.—At the Belfast Munitions Court, on 
Monday, W. R. Kubler and Lennox Morton. electricians, and 
E. Dalzell, apprentice electrician, were charged with playing cards 
and neglecting work during working hours. The defence was a 
denial of the charges. The Court, however, convicted the men, 
and fined Kubler 50s., Morton 40s., and Dalzell 10s., the amounts 
to be deducted from their wages. 


Institution and Lecture Notes.—Association of Super- 
vising Electricians.- The following is the programme of meetings 
for the coming session :— . 


Senday, October Sist.—“ Electric Heating and Cooking," Mr. A. F. 
rry А i 


е . ъ 
Tuesday, December 12th. —« Electric Meters,” Mr. J. Rennie. 


Tuesday, Jannary 16th, 1917.—Half-yearly meeting and informal dis. 
cussions. 


Tuesday, February 27th.—'* Modern Power Cables," Mr. Н. Savage. 
Tuesday, April 98rd,—*: Wiring Rules of the I.E.F.," Mr. W. R. Rawlings. 
Tuesday, May 8th.—'* Motor Control Gear," Mr. J. T. Mould. 

Tuesday, June 26th.—Annual general meeting. 


Belfast Association of Engineers.--The programme for the 
1916-17 session includes the following arrangements :— 
October 19th.— Presidential Address, Mr. Stanley Jolmston. 


December 21st.—.'* Water Power in Ireland," Mr. A. W. Brown. 


Major s 18th, 1917.—'' Electric. Lifts for Land and Shipboard," Mr. C. G. 
3 * \ 


February 15th, 1017.—' Liquid Air," Mr. E. A. S. Swinson. 
March oles Anticipating Governor for Marine Engines," Mr. 


. err. 
April 19th.—'' Engineering Notes on a Tour in the Antipodes," Mr. J. H. 
ambers. 


Association of Municipal Authorities.—At the fifth annual 
Conference of the Association, in Belfast, last month, Mr. P. J. 


M'Andrew read a paper on the development of the water power of 


Ireland for industrial purposes, stating that they had only to 
utilise their water power to supply power cheaply to factories, 
railways, tramways, farming, and other purposes, in order to place 
Ireland amongst the leading manufacturing centres of Europe. 
Having studied the economic conditions prevailing, he had decided 
to bring before the public bodies of Ireland the necessity of putting 
pressure upon the Government to ктап facilities far passing the 
Irish hydroelectric schemes through Parliament. He had prepared 
а report on the water-power available on the Rivers Shannon and 
Erne, which contained the approximate cost of harnessing the 
‚ powers in those rivers, as well as the approximate revenue to be 
derived from the supply of power for lighting and industria] 
purposes. That report had been investigated by. one of the 
strongest financial groups in London, and their expert had recom- 
mended the scheme to them. Application had been made to the 
Treasury for permission to register a company to make the necessary 
detailed survey, and a large sum of money had been spent on that 
survey by a larve staff of engineers. His report had not only been 
proved correct, but the result of the surveys proved the scheme to be 
considerably better. He could not give details of the scheme for 
obvious reasons, but he could tell them that there was 50,000 H P 
available in each of the Rivers Shannon and Erne for eight 


petrol wagon belonging to . 


months of the year, and that it varied from 20,000 to 40.000 н.р. 
each for the remaining months. Unfortunately, they: had 
been debarred from proceeding with the Bill last Session, 
in consequence of an order made by the Board of Trade stating 
that no private Bill would be allowed to proceed. In conclusion, 
he impressed upon the representatives present the absolute 
necessity for a determined effort to bring the " Irish hydroelectric” 
into being. 

Junior Institution of Engineers.—The activities of the winter 
session commenced on Friday last, when Mr. E. Eade opened the 
series of Friday evening “informal discussions,” taking for his 
subject, " Stability and Use of Cranes under Working Conditions," 
During October, similar lecturettes will be given on “ Principles 
and Application of the Oil Engine,” by Mr. W. H. Abrahams ; and 
"Time-saving as a Science," by Mr. A. Н. Stanley. The ordin 
monthly meeting will be held on Wednesday, October 18th, when 
Mr. F. Н. Taylor will read a paper on “ Industrial Lighting by 
Electricity." A special series of five lecturettes will be given on 
alternate Friday evenings, from October 20th, by Mr. E. F. 
Etchells, on “А Common-sense Notation for Engineers” ; "The 
Practical Use of Units in the Evaluation of Formulæ 9; “ How to 
Memorise Formule": "Logic of the Differential and Integral 
Calculus”; " Practical and Illustrative Examples of the Applica- 
tion of the Newer Concepts.” 


Australian Science Meeting Abandoned.—According to 
гап Australian exchange, it has been decided, owing to the war, not 
to hold the Hobart meeting of the Australasian Association for the 
Advancement of Science, which had been arranged for January, 
1917. 


е 


Registration of Firms Bill.—The Wholesale Traders’ 
Association held a conference yesterday with a view to urging the 
Board of Trade to secure early dealing with the Registration of 
Firms Bill in the Commons. It will be remembered that the House 
of Lords passed a Bill some months ago. 


Volunteer Notes.—FiRsT Lonpon ENGINEER VOLUN- 
TEERS.—Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 
manding. 

Monday, October 16th, — Technical for Platoon No. .9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 

.nalling Class. Recruits’ Drill, 6.25—8.  — 

Tuesday, Qctober 1%7th.—School of Arms, 6—7. Lecture, 7.15, 
"Duties in Camp and Quarters," Company Commander Hynam. 
Range Practice. . | 

Wednesday, (October 18th.—Instruction Class, 5.45. Platoon 
Drill, Platoon No. 2. Range Practice. - , 

Thursday, October 19th.—Platoon Drill, Platoons Nos. 5 and 6. 
Range Practice. 

Friday, October 20th.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. Recruits’ 
Drill, 6.25—8.25. 

Saturday, October 21st.—N.C.O.'s Class, 2.30; Company Com- 
mander Hynam. 


Sunday, October 22nd.—Entrenching.—Parade Victoria Station 


(S.E. & C. Railway). Booking-offiee, 8.15 a.m. 


MACLEOD YEARSLEY, Adjutant. 
October 14th, 1916. 


3RD (OLD Boys’ Corps) BATT. COUNTY OF LONDON VOLUNTEER 
REGIMENT.—Battalion Orders by Major R. J. C. Eastwood (Com- 
mandant), Thursday, October 12th, 1916 :— - 

Week-end Parade.—There will be no Entrenching duty on Satur- 
day and Sunday, 14th and 15th inst. Members will receive instruc: 
tions from their Company Commanders for Sunday duty. | 

Recruits and Attestation—The Officer Commanding will be 
at Headquarters, Lord's, on Mondays, Wednesdays and Fridays. to 
enrol Recruits, at 6-7 p.m., and also to attest any members who 
have not already attested. A 

The Commandant will be present at Lord's Cricket Ground on 

. Saturday, 14th inst., at 3 p.m., to examine Recruits, with a view to 

dismissing those who are- efficient from Recruit Drill. 

Recruits will parade at Lord's Cricket Ground on Saturday. at 
2.45 p.m. and on Sunday, at 11 a.m. and 2.30 p.m., for Recruit 


Drill. l 
G. H. F. Duncan, Acting Adjutant. 


Appointment Vacant.—Temporary station superintendent 
for Redditch U.D.C. electricity works (£3). See our advertisement 
pages to-day. 


Prohibited Exports.— A supplement to the Boardof Trade 
Journal of October 12th contains complete lists of articles which. 
according to the latest information received by the Board of Trade. 
are prohibited to be exported to various destinations from British 
India, Canada. New Zealand, South Africa, Newfoundland, Egypt. 
Malta. Cyprus, Mauritius, and Ceylon. The Supplement may D 
obtained from the usual sale agents for Government publications. 
price 33d., post free. Ш 


Educational.—NoRTHaAMPTON POLYTECHNIC INSTITUTE. 
—Classes for engineer salesmen and other technically-trained men 
on the commercial side of Electrical Engineering have been 
arranged for the coming session. Particulars will be found in our 
advertisement pages to-day. 


м 
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British Chemical Industry.—Sir Charles Bedford, general 
secretary of the Association of British Chemical Manufacturers, 
opened the session of the Edinburgh Section of the Society of 
Chemical Industry last week with an address on the “ Organisation 
of British Chemical Manufactures.” He said the necessity for 
combination for mutual protection and extension of the chemical 
industry had been increasingly realised of late years ; in view of the 
recent combination of all the German chemical firms, with the 
object of waging such an industrial war after the war as would 
suffice to recover, consolidate, and extend their hold over the world's 
chemical industries, it was necessary to counter such plans, and in 
other ways to develop and protect the industries of the British 
chemical industry. It was for that reason that the Manufacturers’ 
Association had been formed. Most of the leading chemical firms 
in the country were already members of it, and a strong council 
had been formed. The members were selected on grounds of 
personal fitness, and in no way as representative of the largest 
interests alone. А quite mistaken impression had got abroad in 
certain parte of the country that this new Association was a large 
capitalist combine, and that smaller firms were not particularly 
wanted. Nothing could be further from the truth. Assistance to 
new industries and a large increase in productiveness of essential 
and " key " industries was a feature of the Association's work, and 
they would also take concerted action regarding legislation affecting 
the.industry, including patent law reform. Co-operation between 
the manufacturers and the Universities and the technical institu- 
tions would be another sphere of their activities.—Vorning Post. 


Science at Oxford.—In Convocation at Oxford, on 
Saturday, Dr. T. B. Strong, the Vice-Chancellor, said that about 
10,500 members of the University were serving in the Army and 
Navy. and nearly 500 were in Government employment in other 
ways. Referring to the statute concerning the Honour School of 
Chemistry, he said it was an attempt on the part of the University 
to meet one of the educational needs which the war had brought to 
notice. They had neglected sadly the claims of natural science in 
elucation, and they must in some way remedy this. It was. not 
merely that they wanted to produce more advanced students of 
natural science; they wanted everybody, including the average 
people, who would now be advanced students of anything, to be 
aware of, or in some degree to understand, the scientific point of 
view. He did not think this would be саву, because it would mean 
in the end a great psychological change in the nation ; they would 
have to give up the profound distrust of expert knowledge which 
prevailed so widely among them. Аё the same time, it was, 
perhaps. legitimate to express the hope that if they set out on this 
adventurous course of reform, they would proceed on their own lines, 
and not attempt to import German methods and German rigidity of 
Lype into their gystem of education without serious and deliberate 
criticism. The knowledge that was most necessary of all. if the 
Empire was to continue and prosper, was the knowledge of men. — 
The Timex. 


Trade ‘Policy for After the War.—Questions were 
asked in the House of Commons on Tuesday concerning. the 
arrangements to be made to carry into effect the recommendations 
of the Paris Economic Conference. Mr. Bonar Law said that the 
Expert Committees which had been appointed to advise the Board 
of Trade had made considerable progress with their investigations, 
and Lord Balfour's Committee on British commercial policy after 
the war was sitting, and would be able to issue an interim 
report in a "very moderate space of time." Progress had been 
made. with a view to safeguarding important key industries, but 
he was not yet in а position to make an announcement on the 
subject. Sir E. Carson asked whether' any legislation would be 
introduced to prevent, in the event of peace, the dumping of 
German goods. Mr. Bonar Law, їп reply, said that he had not 
looked into that matter. It might be necessary, but that particular 
point bad not yet been considered. ' 


Sunday Labour Stopped.—Recent investigations into 
the question of “Industrial Fatigue,” a report on which was pub- 
lished last week, have shown that Sunday labour and overtime 
generally are detrimental to output, owing to the lack of oppor- 
tunity to recuperate from fatigue. The Minister of Munitions has, 
therefore, decided to prohibit Sunday work where possible. 


Board of Trade Reorganisation. — Mr. Runciman 
informed the House of Commons on Tuesday that he had decided 
to combine the existing Commercial Intelligence Branch of the 
Board of Trade and the Exhibitions Branch in a new and enlarged 
Commercial Intelligence Department. - The reorganisation is now 
proceeding. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession, and industry, 
also electric tramway and railway officials,to keep readers uf the 
ELECTRICAL REVIEW posted us to their movements. 


Central Station and Tramway Officials.—Hartlepool Т.С. 
has decided that the salaries of the two station superinten- 
dents be increased to £175 10s. per annum, inclusive of war 
onus, and that an additional sum of 1s. weekly in the way 
ou Honus be made to the employés of the Electricity Com- 
mittee, ; 


anui x S 


* 


‚ Mr. E. GniME, of Leyton, ha’ been appointed station super- 
intendent at the Barking U.D.C. electricity works (in the 
place of Mr. W. Fraser, who had obtained the position of 
chief electrician of the National Shell and Projectile Fac: 
tories), at £160 per annum. 


Mr. Burer, who was shift engineer at the Barnes U.D.C. 


: electricity works, has been gazetted second-lieutenant. 


Mr. Jonn B. Morcan has resigned his post of electrical 
engineer to the Horsham U.D.C., having accepted the post 
of works manager to Messrs. H. & E. Lintott, electrical and 
mechanical engineers and ironfounders, of llorsham. He 
will take up his new duties on January Ist. 

Mr. А. M. Simpson, A.M.I.E.E., has taken over the man- 
agement of the Malta Tramways, which are owned by 
Messrs. Macartney, McElroy & Co., Ltd., and he will be glad 
to receive lists from firms dealing in tramway supplies. His 
address is Tramway Building, Porta Reale, Valletta, Malta. ` 


General.—At a recent board meeting of the British Thom- 
son Co., Ltd., electrical engineers and manufacturers, of 
Rugby, Mr. J. F. NauHEIM retired from the chairmanship as 
from September 30th, 1916. The managing director, Mr. 
H. C. Levis, was appointed chainnan of the board, and also 
retains the 1nanaging directorship of the company. 

Mr. W. A. Тооккү, M.I.Mech.E., has changed his address 
from 212, Upper Thames Street, E.C., to 39, Victoria Street, 
Westminster, S.W. 

Coun. JAMES Jackson has been appointed chairman of the 
Bolton Electricity Committee for the remainder of the cur- 


_rent financial year. 


On September 26th, at Newhaven, Second-Lieutenant W. 
S. Browne, R.E. (T.), London Electrical Engineers, of the 
electrical department, Central Argentine Railway Co., was 
inarried to Miss Kathleen Spencer, daughter of Mr. and Mrs. 
B. Spencer, of London and Newhaven. 


Roll of Honour.—Lieutenant M. McNay, a member of the 
fimm of MeNay & Sons, electrical and general machinery mer- 
chants, of Middlesbrough, has been wounded. 


Captain W. A. DouGLaS, Royal Scots, who was killed in 
August, was an electrical engineer, and a member of the firm 
of Messrs. James Gray & Son, ironmongers and electrical 
engineers, Edinburgh. He was 26 years old. 


Mr. E. J. Tre, who was formerly in the employ of the 
Woolwich B.C. electricity departinent, has been awarded the 
Military Medal. : 

Lieutenant S. H. Bitur, who up to joinine the Navy a few 
months ago was electrical engineer under the Ilkley District 
Council, has been wounded. 

'orporal W. BELLAMY, Bedfordshire Regiment, who en- 
listed in September, 1914, whilst with the Western Electric 
Co., has fallen in action in France, aged 20 years. 


Second-Llieutenant T. P. WiLsoN, Bedfordshire Regiment, 
who enlisted in Ше Army Service Corps in December, 1914, 
whilst at Faraday House, London, has fallen in action in 
France at the age of 23. 

Private A. Parker (27), Border Regiment, who has been 
wounded, was formerly employed in the accountant's depart- 
ment (electricity) at the Manchester Town Hall. 


Lieutenant FRANK A. Eve, Canadian Infantry, who died of 
wounds on September 15th, was, according to the Timea, 
engaged for a time in telephone construction work in Canada. 
When the war broke out he joined the Canadian Infantry, 
and he served for à year at the front. 

The War Office announce that Second-Lieutenant W. 
RreGivaLD Gorre, Oxford end Bucks Light Infantry, who had 
been missing since July 30th last, was killed in action on 
that date, aged 99 years. He was on the staff of the St. 
James's and Pall Mall Electric Light Co., Ltd., and was a 
promising engineer. — [fis father. Mr. Edward Goffe, 
A.R.IB.A.. a partner in the firm df Henry Dawson & Son, 
architects and surveyors, 122, Cannon Street, E.C., also passed 
away on the Ath ult. 

The Times states that Captain KEITH LUCAS, Sc.D., F.R.S., 
of the Royal Flying Corps, who died as the result of injuries 
received in & collision of aeroplanes on October 5th, was & 
director of the Cambridge Scientific Instrument Co. He was: 
47 years of age, and was elected F.R.S. in 1918, being invited 
to give the Croonian Lecture to the Society even а year 
before his election. Before the war he was fully en- 
gaged in both teaching and research work at Cambridge, but 
he put aside all his interests in order to devote his rare 
instrumental skill and inventiveness to the Air Service. ‘He 
is described as one of the most promising physiologists of the 
younger generation. | | 

Private W. LissaMER, Oxford and Bucks Light Infantry, 
aged 93, who has fallen in action, was with the British 
Thomson-Houston. Co., Ltd., Rugby. ae | | 

Private Rea. BARTLETT, who was with the British Thomson- 
Houston Co.. Ltd., has fallen in action. He had been pre- 
viously wounded four times. | 

Lance-Corporal G. W. BENTLEY, formerly an аре P 
12 years with the Potteries Electric Traction Oo., age : 
has fallen in action. He went to Brisbane in 1912, an 
joined the Australian Contingent in August, 1915. 


| ! l аа е 


412 


THE ELECTRICAL REVIEW, vo. 79. No. 2,029, OCTOBER 13, 196 


——————————-=-=—_—_——--—-—-—-—-_-_-_-_—_——-— — —— -=ь 


Private Снлз. W. Tew, Grenadier Guards, who enlisted 
whilst a stator winder with Messrs. Siemens Bros. Dynamo 
: Works Co., Stafford, has been wounded. 

Sergeant W. B. Hint, London Regiment, who was prior 
to the war on the staff of the City of London Electric Light 
Co., has been wounded in action. 


Corporal E. F. WooDrAND, of the Ilford U.D.C. electricity 


works staff, reported missing, is a prisoner of war in Ger- 
many. 

The Military Medal has been awarded for allant conduct 
on the field to Private CHARLES LEAR, Devonshire. Regiment, 
who enlisted whilst & conductor on the tramways at Torquay. 

Private J. A. Scorr, South Staffs. Regiment, formerly a 
driver on the Dudley and Stourbridge Tramway, has gained 
the Military Medal for bravery and devotion to duty. . | 

Sergeant H. W. ATKINSON, Duke of Wellington's Regiment, 
aged 44, who has been killed in action, was employed by the 
United Electric Car Co., Preston. | И 

Private Harry “GREENWOOD, of the Lancashire Fusiliers, 
aged 21, who has died from ‘wounds received in action, was 
ы employed at the Back o' th' Bank Electricity Works, 

olton. 


Obituary.—Mr. Percy WEBBERLEY.— We regret to record the 
death of -Mr. Percy Webberley at his home .at Longton, 
Staffordshire, on 6th inst., at the early age of 37. Mr. Web- 
berley was the assistant electrician in the Board of Trade 
Electrical Standards Laboratory from  Augüst, 1908, until 
June, 1915, when he retired through failing health. He was 
educated at Mason University College, Birmingham, 1896- 
1899, where he took the Electrical Engineering Diploma. He 
was an improver at Messrs. Belliss & Morcom, and acted for 
some time ав assistant in the electrical engineering depart- 
ment of the Northampton Institute, Clerkenwell. After this 
he was'employed in the Westminster Electric Supply Cor- 
poration for four years in testing and maintaining instru- 
ments in the generating station, under Mr. C. O. Grimshaw, 
during which time he took first place in laboratory work in 
the electrotechnics examination, and second in the theoretical 
work at Finsbury Technical College. He matriculated at 
the London University in 1902. He was selected from a 
considerable number of candidates for the post in the Board 
of Trade on account of his knowledge of electric meters and 
of electrical measurement and testing. He was a careful and 
accurate worker and a genial and attractive colleague. 

Mr. Том Dickinson.—News has been received from Aus- 
tralia of the death of Mr. Tom Dickinson, consulting elec- 
trical engineer. 
Messrs. Armstrong, Whitworth 
grating to Australia fin 1888, 
Melbourne Hydraulic Co. Two years later he became secre- 
tary and engineer of the Sydney and Suburban Power and 
General Engineering Co., a position which he resigned .four 
var ago to take up consulting work. Не was 56 years 
of age. 

ALD. J. M. RENNOLDSON.—Ald. J. M. Rennoldson. “Father”. 
of the South Shields Corporation, died on Sunday in hbis 69th 
year. Deceased was chairman of the Electrical Committee, a 
position he had occupied since the establishment of the 

undertaking, 20 years ago. 


Will.—According to the Times, Captain Huan McKEAN, 
Manchester Regiment, of Norwood Hill House, Surrey, late 
general manager of the Ceara Tramway, Light & Power Co., 


& Co., at Elswick, and, emi- 


Fortaleze, Brazil, who was killed in action on July 7th, left. 


£36,344. 


em А НИШ 


NEW COMPANIES. REGISTERED. 


i ee 


Celynin Electric Light Co., Ltd. ( 144,994) .—This com- 
pany was registered on October 4th with a capital of £500 in £1 shares, to 
take over the business of producers and suppliers of clectric light and power 
carried оп by the Rev. D. T. Davies, M.A., H. Evans, R. F. Jones, ]. 
Jones, R. Jones, and W. Lloyd, all of Liwyngwril, Merioneth, as the Electric 
Supply Co. The subscribers (with one share each) аге; Rev. D. T. Davies, 
M.A., The Rectory, Llwyngwril, Merionethshire; H. Evans, Brynawel, 
Liwyrgwril, Merionethshire, signalman; R. F. Jones, The School House, 
> Llwyngwril, certified teacher; W. Lloyd, Glanafon, Llwyngwril, contractor. 
Private company. The number of directors is not to be less than two o 
more than six; the first are Rev. D. T. Davies, M.A., Н 
Jones, W. Lloyd, J. Jones, and В, Jones (all permanent). 
Solicitor : A. J. Hughes, Brecon House, Abervstwith, 
and Sons, Ltd., 116-117, Chancery Lane, М.С. | 


. Evans, R, F. 
Qualification, £20. 
Repistered by Jordan 


ea ноа ТЕЎНОНИНИШИШИШШИЦИИННИО 


OFFICIAL. RETURNS OF ELECTRICAL 
COMPANIES, 


"Z" Electric Lamp Manufacturing Co., Ltd.— Mortgage 
dated. September 18th, 1916, to secure £10,000, charged on the company's 
manufactured stock of lamps at factory, and present and future stock “of 
materials at Southfields, and company's other assets. Holders: Н. F. Brown, 
A. Simpson, and W. H. Cheetham, trading us Kilburn, Brown & Co. at 
Orient House, New Broad Street, Е.С, 


Deceased served his apprenticeship with ^ 


was appointed manager of the 


Liscard Battery Co., Ltd.—A memorandum of satisfac. 
tion to the extent of £10 on September llth, 1916, of debentures dated April 
lüth, 1913, securing £2,000, has been filed. 


Exchange Telegraph Co., Ltd. (0,152).— Capital, £96,430 
in 8,023 “A” shares of £10 each and 16,200 ' B" shares of 2] each. 
Return dated August llth, 1916. £10 
up on 6,000 “А ° and 


Birmingham District Power & Traction Co, Ltd, 
(10,077).—Capital, £1,050,000 in £10 shares (35,000 cum. pref., 35,000 pret, 
ord., and 35,000 def. ord.). Return dated June lst, 1916. 20,978 cum. pref, 
35,000 pref. ord., and 35,000 def. ord. shares taken up; £10 per share called 
up on 20,978 cum. pref., 27,000 pref. ord., and 35,000 def. ord; £829,780 paid; 
£80,000 considered as paid on 8,000 pref. ord. shares. Mortgages and charges ; 
£403,182. à 


CITY NOTES. 


| The report of the Bank fur Elektrische 
The Zurich Bank Unternehmungen, of Zurich, which is a 
for Electrical great German -Swiss investment and 
Undertakings. underwriting company having *& com- 
bined share and loan capital of £6,360,000, 


- has just been issued for the year ended with June 30th, 1916. 


Bearing in mind that the company’s interests extend over 
тапу countries in Europe, the report states that the intu- 
ence of the war upon the economic life and trade of nations 
had become accentuated, particularly through the lack of 
shipping capacity and the various difficulties in the obtaining 
of raw materials. The electricity works had without trouble 
accommodated themselves to the conditions brought about 
by the war, and were able to meet the increased power re- 
quirements of the war industries. In this way, as well as 
through an augmentation in the number of connections for 
lighting, a large" consumption and greater receipts had taken 


place, but, on the other hand, the expenses had considerably 


РА 


expanded, especially in the case of coal. Under these cir 
cumstances the advantages of hydro-electric works had for the 
first time been shown to the full extent. The introduction 
of summer-time in ‘some countries had already tended to 
reduce the consumption of energy for lighting purposes. In 
the case of electric tramways a revival of traffic had been per- 
ceived almost everywhere, and the scarcity of drivers and 
conductors had been gradually almost entirely overcome. A 
movement had taken place in most countries in favour of 
raising the passenger fares, and many tramways had already 
been compelled to do so owing to the growth in the working 
expenses. The works of the companies in which the bank is 
interested had not suffered any noteworthy damage through 
the war. The report remarks that the amount of the advances 
made to foreign electricity undertakings in so far as these 
are not established in Swiss franes, as well as the foreign 
banking credits, had been valued in the accounts at the rate 
of exchange prevailing on the day when the accounts were 
closed, whilst the ihventory value of the shares had been 
carefully ascertained on the basis of the Stock Exchange 
quotations and rates of exchange on the closing day. Apart 
from the considerable depreciation thereby rendered neces 
sary, the general results were unfavourably influenced bv 
the great loss in exchange on the receipts of foreign dividends 
and interest, as well as through the non-inclusion of dividends 
declared but not distributed by a number of foreign com- 
panies. The accounts show the following figures :— 


1913-14. 1914-15. . 1915-16. 


Share capital .. £3,000,000 £3,000,000 £3,000,000 


Loans — .. .. .. 9,996,000 3,360,000 3,390,000 
Gross receipts ... 513,000 000 458,000 
Net profits 330,000 265,000 258,000 
Dividend 300.000 "940.000 240, 
Dividend per cent. 10 8 8 


The report concludes that the situation of the electricity 
works in the future also will have to be regarded with ier 
as after so long а period of war the return of ПЕ 
economy to normal conditions will not be accomplished with- 
out friction and obstacles arising. 


The directors of the Télephon Fabrik. 


. German lute J. Berliner, of Hanover, тесш 
Electrical the distribution of 95 per cent. for "n 
Companies. 16, as compared with 18 per cent. m the 


previous twelve months. : toalla 
The accounts of Garbe, Lahmeyer & Co., of Aix-la-Chape s 
indicate gross profits amounting to £82,000 for 1915-10. m 
contrasted with 260.000 in the previous year, the net p 
being £23,000. as against £20,000. A dividend of 5 per cent. 
has been declared, as in 1914-15. Wm 
The A.E.G. Unternehmungen, of Frankfort-on-Main, S 
various investments include £200,000 in shares of the ds $ 
and Guilleaume Co., report net profits of £33,000 for 1: H t 
as against £32,000 in the preceding vear. Tt is propose ad 
pay a dividend of 6 per cent. on the ordinary share capita 
£500,000, being the same rate as in 1914-15. А tates 
The report of the Isaria Zahler Werke, of Munich, $ dus 
that many difficulties were experienced in 1915 in the pro 
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tion and export of electricity meters. As net profits the 
accounts show the sum of £21,000, as contrasted with £26,000 
in 1914, and a dividend of 10 per cent. is proposed, as in the 
preceding year. The share capital is to be increased by 
£15,000 to £125,000; the orders on hand are said to be satis- 
factory, although those for Army requirements do not reach 
the capacity of the works. 2 | 
The Elektrizitats A.G., late Н. Poge, of Chemnilz, reporte 
gross profits of £167,000 in 1915-16, as compared with £76,000 
in the preceding year. After defraying general expenses, in- 
terest charges, and placing £22,000 to deprecation, as against 
£16,000 in 1914-15, the accounts show net profits of £88,000, 
as contrasted with £21,000. It is proposed to pay a dividend 
at the rate of 15 per cent., this comparing with 74 per cent. 
in the previous year. The directors state that the orders on 
папе represent an increase over the corresponding period in 
The report of the Kabelwerk Rheydt A.G., of Rheydt, states 
that the company was well occupied in 1915-16, particularly 
in the rolling mill works. It could, however, not be foreseen 
whether the present still satisfactory state of activity would 
continue. The stocks and debts owing had been very care- 
fully estimated, as the conditions which would arise after the 
war were uncertain. 'Тһе accounts exhibit gross profits of 
£255,000, as against £175,000 in 1914-15. After providing for 
general expenses, &c., and allocating £61,000 to depreciation, 
as contrasted with £25,000, the net profits are returned at 
£184,000, as compared with £140,000. The dividend is 30 
per cent., as against 18 per cent. and 12 per cent. in the two 
previous years respectively. 


Quebec Railway, Light, Heat & Power Co., Ltd.—The 
gross earnings from all sources for the year ended June, 
1916, were $1,968,601, an increase of $184,527. The operating 
and maintenance expenses were $1,029,750, an increase of 
$104,934. The fixed charges and taxes were $723,447, leaving 
a net surplus of $215,403, which added to the previous sur- 
plus, leaves a total surplus to date of $562,903. There was 
expended on maintenance during the year $220,603. | 


Monterey Railway, Light & Power Co.—At a meeting of 
5 per cent. first mortgage debenture stock holders in London, 
last week, resolutions were passed appointing a committee to 
protect the interests of the bondholders, and assenting to the 
creation and issue of prior lien charges to the tune of 10 per 
cent. of the existing debenture stock. 


Mexico Electric Tramways, Ltd.—At а meeting of the ` 


holders of the 5 per cent. first debentures, held on Tuesday 
in London, a resolution was passed deferring the interest due 
at July, 1916, and January, 1917, until July, 1917. 


Indo-European Telegraph Co., Ltd.—Interim dividend 
for the half-year to June 30th at the rate of 5 per cent. per 
annum, free of income-tax. 


Stock Exchange Notice.—The following securities are to 
be quoted in the Official List :— 


Urderground Electric Railways Co. of London, 1.td.—£15,000 additional 
6 per cent. income bonds of £100 each, Nos. 30,072 to 30,221. 


Oriental Telephone & Electric Co., Ltd.—Interim divi- 
dends declared :—3 per cent. on the 6 per cent. cuin. pref. 
shares for the current year, less income-tax; 4 per cent. on 
the ordinary shares, free of tax. 


ar ee 


STOCKS AND SHARES. 


TUESDAY EVENING.. 


Tug first effects of the offer of 6 per cent. Exchequer Bonds 
may now be said to have worn off. Investors are familiarised 
with the new rate of interest; and the competition of this, 
and of the French National Loan, is fully recognised in all 
of the investment departments. Further falls have taken 
place in the market for Home Railway prior charge stocks. 
Metropolitan 34 per cent. preference of both classes, for in- 
stance, is 9 points down on the week. The three Central 
London assented stocks—ordinary, preferred, and deferred— 
have fallen to the common level of 70, showing declines of 
1—8 points. fa 5. 

Much talk is in the air of raising the military age limit, 
and this in itself is a deterrent upon connnercial enterprise 
so far as the Stock Exchange is concerned. At the same time, 
the Board of Trade returns for September made a wonder- 
fully good showing. There is plenty of money awaiting 1п- 
vestment, and hints which have all the appearance of inspira- 
tion have begun to peep out in the Press concerning the 
probability of the publie being able to exercise the option 
which they were given through the purchase of the 44 per 
nr War Loan—an option extended to the new Exchequer 

onds. 

The opening of Parliament this week was expected to pro- 
duce some sort of statement on the point, so the cat may be 
out of the bag before these lines are in print. If the Chan- 
vellor of Ње Exchequer or the Prime Minister, whoever may 
be the responsible party, fulfilled the obligation afforded in 
the issue of the 4j per cent. War Loan, he would give a 
big impetus to subscriptions to the present Exchequer Bonds, 
and would impart a greater feeling of confidence to other 
markets as well. | 


The drop in the price of Central London stocks we have 
already: mentioned, It seems a little curious that preferred, 
deferred, and ordinary stocks should all be standing at the 
same price; and the obvious inference is that, so far as the 
security 1s concerned, there is little indeed to choose between 
the stocks. At the present level, the return is still under 
б per cent. on the money. The market in the Steam stocks 
is inclined to harderi up a little, except in that section devoted 
to the gilt-edged issues, which is overshadowed, of course, by 
the competition of the Exchequer Bonds. The optimist 
points to the recent statement that the Government will take 
the responsibility for the additional war bonus granted to the 
railwaymen, but it cannot be pretended that there is any 
public demand for railway stocks at present. 


Metropolitans and Districts improved, and the latter retain 
their advance, Metropolitans, however, sagging back to their 
previous price of 234. Underground Electrics are rather 
better, the 6 per cent. income bonds gaining 3, and the 
shilling shares hardening to 6s. In the prior charge group, 
Metropolitan 34 per cent. preferences have gone back to 60. 


The shares of electrical companies working at home are 
disposed to improve. County of London are good at 11, and 
St. James's have risen to 64. On the other hand, Metro- 
politans are a trifle down at 9$, notwithstanding the amicable 
arrangement reached at the recent meeting. There is a 
steady demand for the principal shares, and this, of course, 
is the season of the year in which all investments connected 
with illumination usually receive a little favourable attention. 
The trouble is, as we have pointed out so frequently on pre- 
vious occasions, to get any adequate supply of shares to satisfy 
the demand for them. 


The telegraph market is weaker on the whole, there being 
falls in Great Northerns, Western Telegraphs, Eastern Exten- 
sions, and Anglo-American Telegraph preferred. So far as 
the American stocks are concerned, these have weakened in 
consequence of the latest outbreak of submarine.activity off 
the coast of New York. This has given rise to uneasiness in 
American circles, being an unexpected development in the 
situation, and most securities connected with the other side 
of the “ pond" have given way. 


In regard to the dulness in other parts of the cable section, 
this would appear to be due to a slight pressure to sell on 
account of executors; while the issue of the Exchequer Bonds 
and the French National Loan naturally weigh against such 
purely investment stocks as those in the Telegraph list. It is 
worth pointing out, however, that the returns on Eastern 
Telegraph, Eastern Extensions, and Western shares, averag- 
ing about 53 per cent. on the money, are equivalent to 71 
per cent. yields paid less tax. 


Тп which connection it may be useful to remind holders.of' 
stocks and shares, the dividends on which are paid free of 
tax, that this does not preclude them from claiming return : 
of the tax in such cases as those in which they are entitled 
to do so. For instance, a holder of £100 Eastern Telegraph 
ordinary stock, who receives £8 per annum, has the right to 
reclaim about £2 10s. in respect of this dividend, supposing- 
that he is not liable for income-tax at all. With income-tax 
standing at a reasonable figure, of course it 1s scarcely worth 
while to go to the trouble of reclaiming a portion of the tax; 
but when it comes to 5s. in the £, the investor who із liable 
for less than this rate naturally feels inclined to take advan- 
tage of whatever rebate he is entitled to. The vouchers 
attached to the dividend warrants are accepted by the Inland 
Revenue authorities in claiming in this manner, while as 
regards Underground Electric Income Bonds; the bankers 
will give a certificate at the time the coupons are cashed 
which will have the same effect. 


Brazilian Tractions have been a particularly weak market. 
principally because of the further fall in the exchange and 
the growing fear that the Republic may. have to extend its 
funding scheme on the Government bonds for a year ог two 
after the date at which it was timed to expire. There have 
been a good many shares in the market lately; апа, with 
the disfavour attaching to most Brazilian securities at the 
moment, some of the sellers had to slaughter their holdings. 
The price touched 553, but recovered to 573, at which it still 
shows a loss on the week of 2 points. Bombay Electric pre- 
ference have fallen 1. The Mexican group is weaker. British 
Columbia Electric issues retain most of their recent big 
rises; an advance of 2 points has occurred in the 41 per cent. 
debenture stock, this attracting attention by reason of the 
good return which it yields and the character of the security. 
Calcutta Trams at 6% are better. Rio Trams second mortgage 
bonds gave way to 78, and Sao Paulo, Tramway and Electric, 
bonds are lower. 

British Aluminium ordinary recovered their dividend of 9d. 
per share, and are quiet at 29s. ex dividend. Other indus- 
trials are steady; the dulness in iron and steel varieties 1s 
somewhat noticeable. Marconis have lost à at 2 15/16. 
Americans and Canadians have been depressed with the 
párent shares. 

The rubber share market is firm and active, the outstand- 
ing feature still being the large demand from the provinces, 
which demand London does its best to supply. The price of 
the raw stuff improved to the level half-a-crown per lb. on 
the report that some of the boats torpedoed by the U. 53 were 
carrying а good deal of the commodity. 
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Amongst copper shares, the tone is decidedly good; and dur- 


ing the past few days a brisk rise in. the price of tin, the 


metal, has attracted attention to the shares of companies 
dealing with it. ` 


SHARE LIST OF ELECTRICAL COMPANIES, 
Home ELEOTRIOITY COMPANIES. 


Dividend . Price 

Oct. 10, Rise or fall Yield 

1914, 1916, 1916. this week, — p.c. 
Brompton Ordinary  .. ,. 0 10 eg — #711 0 
Charing Cross Ordinary TE. 5 85 — 714 
do. do. do, 44 Pref. 44 4 3% - 664 
Chelsea oe » oe es 5 4 -— 6 18 4 
City of London .. xa se 9 8 19 - 610 8 
do. do. 6 per cent, Pref, 8 6 10 — 615 8 
County of London TT Л 1 li + xh 6 7 8 
do. 6 per cent. Pref, . 6 6 108 — 615 8 
Kensington Ordinary .. . 9 7 6 — 6 4 5 
London Electrio .. Wen. se Ф 8 1 — 610 6 
do. do. 6 per cent, Pref. 6 6 4 — 611 4 
Metropolitan =e АЕ 1 8 98 — i 514 8 
o. 44 per cent. Pref. 4 44 8i — 740 
Bt. James' and Pall Mall .. 10 8 64 +3 6 8 1 
South London ee oe ев 5 6 ан TER 6 16 1 
South Metropolitan Pref. Va 7 1 1 — 6 1 8 
Westminster Ordinary ,. 9 1 6 == 613 0 

TELEGRAPHS AND TELEPHONES, 

An lo-Am, Tel. Pret. oe ee 6 6 1€0 -1 6 0 0 
к до. Def. ee eo 80/- 88/6 994 — 1 В 3 
Chile Telephone .. F 8 8 1 614 6 
Cuba Sub. Ord. ee ee b 5 8 = 6 B 6 
Eastern Extension : ж. Ux 8 li 22 *519 6 
. Eastern Tel. Ord. PPP | 8 1414 —1 *%5 10 9 
Globe Tel. and T, Ord... .. 6 1 128xd — *b 11 0 
do. Pref. «s. 6 8 : 102 — 611 7 
Great Northern Tel, .. - 2 A 40 -12 510 0 
Indo-European ae oe ee 18 18 49 — 6 18 8 
Marconi... ss oe .. 10 1) 218 — à зв 0 
New York Tel. 43 E тә 4 ^44. 100 = 110 0 
Oriental Telephone Ord, ». 10 10 265 _ 4 6 6 
United R. Plate Tel, .. as 8 8 6 — *%5 18 Б 

West India and Pan. ee es р 1 €— S 1 = | азар 
Western Telegraph .. .. 7 8 144 — *5 10 4 

Home Ras, ' 

Central London, Ord. Assented 4 4 70 —8 514 4 
Metropolitan i» ia EA 1 1 91 + } 4 4 8 

do. District  .. SON Nil 18 41 Nil 

Underground Electric Ordinary Nil Nil T. = Nil 

do. do. "A" ,. Nil Nil 6 - -- 6d. Nil 
: do. do, Income 6 6 88} +h *8 16 7 

| Еовкгөн Trama, &с, 

ласа 85 Вар. 6 рег ns Pret ч 6 S — x 6 16 
o-Arg. T'rams, First Pref. — 217 9 

SOT ' dnd Pref. .. bi a 8 2 E 
do. 5 Deb. .. Б 6 15 — 6 13 4 
Brazil Tractions .. T 4 4 674 -3 619 2 
Bombay Electric Pref... .. 6 6 10} — 1 617 8 
British Columbia Elec. Rly. Pfce. Б 5- 15 — 618 4 

do. do. Preferred — Nil 61 — Nil 

/ do. | do. Deferred — Nil 5) —1 Nil 
do. do. Deb. 4 4 n9 42 6 3 32 

Mexico Trams 6 per cent. Bonds — Ni 43 —1 | Nil 

do. 6 percent. Bonds — Nil BS —1 Nil 

Mexican Light Common .. Nil Nil 18 — Nil 

do, Pref. .. .. Nil 1 88 — Nil 

MANCFAOTURING COMPANIES, 

Babcock & Wilcox б» - 24 16 з - 418 0 
British Aluminium Ord. ee б 7 29/-xd 4 9d. 510 4 
British Insulated Ord. .. o 16 17 1 = 700 
British Westinghouse Pref, .. 74 7 — 600 
Callenders ea oe ee oe 15 20 12 a 8 0 0 
" do. b Pref. БС T 5 6 == 517 8 
Castner-Kellner ee oe oe 20 — — b 6 8 

Edison & Swan, £8 paid - Ni — 10/- = Nil 

do. „do. fullypaid .. Ni — 13 = Nil 
do. до. 4percent,Deb, 6 5 624 — 800 
Electric Construction ..  .. 8 1% + ЭК. 8 0 0 
Gen. Blec. Pref... .. . os 6 6 10 E 600 
do. . Ord... "n .. 10 10 14 — 615 7 
Henley .. e e oœ 20 95 1 — 79329 
do. 4} Pref, ee КІ: ee 43 ` 44 4 а” Б 60 
India-Rubber eo ee ee 10 10 12 — i +8 8 4 
Telegraph Con, æ. но oco 0 90 893 - *6 8 0 


* Dividends paid free of income-tax, 


eee 
ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS, 


OPENED н з ы 


оп Receipts for {|S `1 Route 

Looality, ended the с 9| Total to date, miles 

(4 wks.) month, zy open, 

| £ £ 4 £ 8 

Bristol (Trams) ., 8ept.99 | 21,858 |+2,619 | 39 | 191,960 |+ 8,091 80*5 | .. 

Cork ..  ..  ..| „ 98) 2,99 |+ 5a || вә! 19,984 |} '196 9-89 єн 

Dublin 00 e| » 29} 86,498 |+ 874 | 89 | 988,178 |— 2,448 |54-95| |? 

Hastings ..  ..| „ 29| 5,881 |+ 671] 89 | 42,314 | - 2715 198 | .. 

Lancashire United | „ 27| 8,460 |+ 365 | 89 | 71,946 |. 2,873 | 42. | .. 

Llandudno-Col.Bay | „ 29 | 2,491 |+ 6506 | 434 16,675 |+ '989 6:5 | .. 
Anglo-Argentine .. » 80 206,844 | 8,491 || 39 |1,977,888|— 9 

Auckland ..  ..| |, 92 |20,884 |+ ‘612 | 12 | 62,868 |+ з 26*69| <; 

Calcutta ee ae 14 80 18,557 +1,719 89 se + 8,707 se эө 

Kalgoorlie, W.A... | July | 2,621 |— 81 | 17458 |— '498 | 20.5] ; 

ag .. ct |Bept.80 | 4,422 |+- 479 || 39 | 87,985 |+ 2,781 | .. б 

Montevideo ..|&ugust | 26,044 |— 449 | 43 | 292,882 [418,936 | |) |; 

Dublin-Luoan Rly, Sept. 29 686 |+ 75 || 18 2,468 |+ 202| т |. 


Г 


‘ MARKET QUOTATIONS, 


Ir should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


| Wednesday, October 11th. 
ке сиы SD а з cc RE 


Latest Fortnight's 
CHEMICALS, &c. Price, Ine, or Deo, 
а Acid, Oxalio oe . oe ee per Ib. 1/8 ee 
a Ammoniac Sal i. Де .. рег ton £15 КЕ 
a Ammonia, Muriate (large crystal) is £54 Vs 
а Bisulphide of Carbon ..  .. » £28 oe 
а Borax... oe ee oe ee эз £84 
a Copper Sulphate- .. .... .. » £51 
a Potash, Chlorate .. ee ^. perlb. 2/6 
а 3 Perochlorate vs Е Т 2/- a 
aShellao _.. .. .. I perewt, 199/. 6/- dec 
a Sulphate of Magnesia  .. .. per ton £16 #2 dec 
‚ a Sulphur, Sublimed Flowers .. 5 £13 es 
a эз Lump oe °з ee ” £14 10 е 
а Вода, Chlorate ee ea ee per lb. M. 
a » Crystals ER sis. .. perton 120/- He 
a Sodium Bichromate, casks ee per lb. va 
METALS, &c. 
c Brass ше metal $ to 12"basis) per lb. 1/84 to 1/82 . по. 
с ” т ез (solid drawn) es н iad to 1/44 . inc. 
€ ” “Wire, basis oo eo oes » 1/8 to 14 ła. inc. 
c Copper Tubes (solid drawn) , .. Уз 1/74 vo 1/72 — 11.4034. inc 
^»  Bars(bestselected) .. рег ton £166 £9 ine. 
& n Sheet oe ae ee ” 166 £9 ine 
g » Rod ee ae ee ee n £168 £9 inc, 
ds; (Electrolytic) Bars we TE рд £142 £4 ino 
d ГТ] ТЧ Sheets oe n £160 £4 ino, 
d LET " Rods oe ” £151 £5 inc, 
а n э” Н.С. Wire per lb. 1/6 24. inc. 
f Ebonite Rod.. ee oe oe LET 3/- eo 
Ff ” Sheet ee е oe 5 2/6 ss, 
n German Silver Wire sie 22 " 2/8 s 
А Gutta-percha, fine .. ie we » 6/10 T 
h India-rubber, Para fine .. Р n 8/4 ld. inc. 
i Iron Pig (Cleveland warrants) .. рег ton Nom, AP 
» Wire, galv. No. 8, P.O. qual, » #86 T 
g Lead, English Pig .. "s we TES £32 6 ER 
g Meroury E E se .. per bot. |£17 12 6to £17 16 s 
e Mica (in original cases) small.. per lb, 64, to By- Е 
е n ” » medium э : to 6/- rn 
e 1. »" mo rge : » 716 to 14/- & up. z 
d Silicium Bronze Wire .. .. per lb. 1/9 34. ine, 
r Steel, Magnet, in bars ,. ee per ton £95 T 
g Tin, Block (English) os »" £182 to £188 | £9 inc 
n », Wire, Nos.1t016 ,. ee рег 10. 2/10 25 


Quotations supplied by— 


g James & Shakespeare, 

A Edward Till & Со. 

4 Bolling & Lowe. 

l Richard Johnson & Nephew, Ltd. 
п Р. Ormiston & Sons, 

r W. Е. Dennis & Co. 


a G. Boor & Co. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., ща, 


банан анайы йыны т ыа Ла ы сы Г 


Companies Struck Off the Register.—The following com- 
panies have been struck off the Register, and are accordingly 
dissolved :— . 

Acoustic Patents. 
British Motobloc Syndicate, 

British Tungsten Lamp Co. 

Bullough's Adjustable Rail Joint Support Со, 
Compagnie Générale Electrique. de la Champagne. 

Didelon Regulators. 

Dorchster Electrical Co 

Electrical Advertising Co. 

Electric Safety Boiler Cleaner. 

Ernest Scott & Mountain. 

Glamorgan Tram & Constructional Works. 
J. Defries & Sons. 

Kevan Electric Co, 

Machine Drying & Peat Fuel Со. 

Mica шнш Со. 

National Lighting Corporation. 

Platinum Corporation. 

Mexican Light & Power Co,—At a meeting of the s 
of the 5 per cent. first mortgage gold bonds, held in Lone 
last week, resolutions were passed giving effect to the D ike 
approved in July in conjunction with the bondholders d a 
Mexico Tramways Co. and others in the group. The hah 
man said that, after a year's experience, they were d the 
ever convinced that the policy of central control of Pa ing 
group of companies, pooling of their resources, and ra d 
a united front, was undoubtedly the right one and, indeed, 
the only one. 


National Telewriter Co., Ltd.—The directors report ma 
the results of the company’s operations for the year ende 
June, 1916, which operations are very considerably hampere 
by the war, show a slight improvement upon осо ы 
previous vear, the net profit, after paying interest on deb od 
tures, being £1,020, as against £757 for the former penod. 
The annual meeting was held on Monday. "T 

Direct United States Cable Co., Ltd.—Interim, акаа 
9s. per share, less income-tax at 5s. in the £. making @ tot 
of 4 per cent. for the half-year ended September. — — . 

Shanghai Electric Construction Co., Ltd.—Interim A 
dend at the rate of 4 per cent. actual (8s. per share) on 
share capital, less tax. 
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ELECTRICITY SUPPLY IN BETHNAL GREEN. 


Ох Friday afternoon, last week, the electricity supply under- 
taking of the Bethnal Green Borough Council was formally 
inaugurated, the Mayor (Mr. Cowncillor W. J. Lewis) 
performing the opening ceremony of the New Tyssen Street 
and Digby Street sub-stations, which, together with the 
distribution system, constitute the initial equipment of 
what has long been the only London borough which had no 


public electricity supply. The undertaking is noteworthy 


"| è 
E.H.T. CONTROL BOARD, NEW TYSSEN STREET SUB-STATION. 


in other ways, being the first “all three-phase system ” to 
be laid out on the lines recommended by Messrs. Merz and 
McLellan in their 1914 report on London Electricity 
Supply, although this particular scheme was based on the 
earlier recommendation of Sir John. 
Snell to the Bethnal Green Council in 
1912; it is also of interest to note that it 
is a purely bulk-supply scheme, fed from 
the Stepney Borough Council's electricity 
undertaking, and that the control, 
management, and maintenance of the 
distribution is, by agreement, being 
undertaken by the Stepney authorities. 

The Council obtained a provisional 
order for electricity supply in 1899, 
and subsequently the late Mr. Robt. 
Hammond prepared a scheme for a com- 
bined destructor and electricity station, 
which, however, was not carriéd out. 

Sir John Snell’s 1912 report recom- 
mended the Council to obtain a supply 
in bulk from some neighbouring author- 
Ised distributor, and ultimately the 
tender of the Stepney Borough Council 
was accepted, and an agreement entered 
into for the purchase of electricity in 
bulk for a period of years, the agree- 
ment being subsequently supplemented 
with a view to the Stepney Council also 
taking over the management of the 
undertaking. In the summer of 1914, 
Mr. H. W. Couzens was appointed consulting engineer 
to carry out the scheme as suggested, and the work was put 
in hand, but owing to the outbreak of war and conse- 
quent dislocation of business, it has only now been com- 
pleted. 

The contractors for the whole of the cables were the 
British Insulated and Helsby Cables, while the British 


Westinghouse Co. supplied the complete sub-station elec- 
trical equipment. The bulk supply at 6,000 volts, three- 
phase, 50 periods, is delivered to the Stepney Borough 
boundary in Brick Lane by duplicate cables, from which 
point 05 sq. in. three-core, lead-covered cables, laid solid, 
run to the New Tyssen Street sub-station, and continue 
thence to the Digby Street sub-station ; when. the load in- 
creases in the northern area, it is proposed to construct an 
additional sub-station in that district. 

The sub-station buildings have been' designed and con- 
structed under the supervision of the borough engineer, Mr. 
А. E. Darby ; an identical electrical equipment is provided 
in each, consisting of two oil-cooled transformers—one of 
500 K.v.4. and one of 250 K.v.a.—together with the neces- 
sary E.H.T. and L.T. switchgear, on opposite sides of the 


г building. 


The switchgear is of standard pattern, the x.H.T. cubicles 
and oil switches, which are hand-operated, being on Ше. 
floor with the control switchboard on a gallery above ; the 
board is divided into two halves, coupled by means of an 
interconnector switch, and each half contains .an incoming 
and outgoing E.H.T. feeder panel and a transformer panel, 
the interconnector panel being in the centre. 

The feeder and transformer panels are equipped with 


relays in connection with the Merz-Price protective gear, 


Which has been fitted, and provides for the instant isolation 
of a faulty feeder, the supply, of course, being maintained 
through the duplicate cable. 

The L.T. switchboard contains two -transformer panels 
and three outgoing L.T. feeder panels, as well as a station 
lighting panel, fed back from the distribution. The feeder 
panels are fitted with ammeters and power factor meters in 
each phase. Each sub-station is equipped with a 73-ton 
hand-operated crane, supplied by Messrs. Higginbottom 
and Mannock. 

" Distribution cables have been laid through the main 
streets of the borough, but only on one side of the street, 
except in the case of Bethnal Green Road ; the L.T. cables 
are of the four-core lead-covered type, laid solid—the supply 
to consumers being at 415 volts between phases for power, 
and 240 volts between each phase and neutral, for lighting. 
Although Bethnal Green has had no authorised supply in 
the past, yet a considerable number of consumers on the 
Shoreditch and Stepney boundaries have received temporary ' 
supplies of electricity from those boroughs, pending the 
availability of the Bethnal Green supply. It is therefore 


-> Oe ere 
` 


ү; 
E 
Ia 
Ір 
и 
| 
t 
f 
| 


——— 


——————— ÁN 


INTERIOR OF NEW TYSSEN STREET SUB-STATION, BETHNAL GREEN ELECTRICITY SUPPLY. 


evident that so soon as these consumers’ installations can be 
transferred (unfortunately, in this case, the change being 
from direct current to three-phase supply, will necessitate 
the replacement of motors, &c.), the Council will obtain а 
considerable business. It may be added that Bethnal Green. 
contains a large number of small power industries, to whom 
a supply of electricity will be a great boon. 
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Energy in bulk is supplied by the Stepney authorities at 
£3 per Kw. of maximum demand, plus 1d. per unit ; the 
primary charge is based on “ maximum demand in any one 
hour," and a cóal clause provides for the secondary charge 
increasing with the cost of coal; the agreement also: con- 
tains clauses defining power factor and balancing conditions. 

As previously mentioned, the Stepney Electricity Depart- 
ment, of which Mr. W. C. P. Tapper is the engineer and 
manager, will undertake the management of the concern 
for & period of years. | 


In conclusion, we are indebted to Mr. H. W. Couzens, 


consulting . electrical engineer to the Council, for his. 


assistance in connection with this description. 
jan 
ана 


THE BRITISH  ASSOCIATION.— VI. 


The Influence of Pressure on the Electrical Ignition of Methane. 
By W. М. THORNTON, D.Sc., D. Eng. 
(Section С. Abstract.) ` 
THE present experiments on the influence of pressure on 


gaseous ignition have been emade with methane, in the mix-, 
‚ iure 9.5 per cent. in air, which just gives erfect combustion. : 


There are four kinds of single spark which may be used 
for experimental ignition, each: of which has characteristic 
features, and all but one of which are in practical use. These 

: (1) A transient electro-magnetic impul (2) the dis- 
A of в condenser placed across the gap,' (8) the short 
arc formed at the point i i 
circuit, (4) the same with alternating current. 
differ so much in some of their effects that they have been 
examined separately. h of these groups there are 
sparks which do not ignite the most infammable mixtures 
of highly combustible gases and air. i | 
h an impulsive or jump spark starts by ionisation, 
usually across a fixed gap, its igniting power has been shown 


The last two 


occurs at the same spark length. 
ingly rapid effect, and it is probable that the ionisation with 
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Fic.. 1.—Cuance WITH PRESSURE ОЕ Least ALTERNATING 
CURRENT IGNiTING AT BREAK А 25 PER CENT. MIXTURE 
OF HYDROGEN IN Arm. 


"which it starts is masked by the .intense activity of the dis- 
charge, so that the ultimate ignition 18 proportional to its 
energy or power. : 

The two circuit-break Sparks are less simple. They are 
streams of electrons following a path which becomes “more 
difficult as the gap opens Th 


by the limiting 
Д for 
on ‘a simple thermal b 


Ignition by Impulsive Cojl Discharges—J 


mixtures. 


action which occurs at certain frequencies 
the molecules of combustible gas and oxygen. 
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for this is two-fold. In the’ first place the ‘steps, either up 
or down, occur in mixtures in, which the proportions of the 
atomic volumes of the two gases can be represented by whole 
numbers. . . . | 
The occurrence of the steps in some gases with one kind 
of spark, in others with another, clearly depends on an inti. 
mate, but at present unknown, relation between the physicai 
or chemical properties of the molecule, possibly on its struc- 
ture, and the nature or duration of the spark. 
Secondly, direct evidence that {һе steps are due to selec- 
tive absorption is given by the ignition. of hydrogen with 
alternating-current break sparks. In a mixture of 25 per 
cent. of gas in air and at a pressure approaching 40 lb. to the 
q. in. a step is ebtained having the well-known form of 
g. 1. This type of change occurs in nature wherever there 
is gelective absorption. - : x 
. In the present experiments with methane, at pressures 
lower than atmo: heric, the least ignitin Impulsive spark 
is measured by the primary current of the induction coil, 
which, when broken, causes а single secondary spark just 
giving ignition. This varies with the pressure, as in fig. 2. 
e two curves given are with gas prepared by different 
methods and are seen to agree singularly well when the 
difficulties of obtaining the same conditions for every spark 
and precisely the same gas mixture are known. The fact 
that the steps are so clear is & proof that the selective action 
is definite and capable of quantitative determination. The 
collision frequency between combining molecules, or atoms 
when there is dissociation, can be changed by varying either 
the total or the partial pressures, that 1s, either the pressure 
in the explosion vessel or the percentage of combustible gas 
in the mixture. The latter has been shown to give rise to 


‘steps, and in fig. 3 they are also found by change of total 


pressure. The reduction of the total pressure by one-half 
has the same effect on collision frequency ав halving the per- 
centage of gas in a mixture at atmospheric pressure. 
fig. 8 1t is shown that steps arise from change of pres- 
sure at successive multiples of an atmosphere. In the same 
way they аге to be expected at 
phere, à, 4, 1.., and there is 
The interpretation of these steps must. by the nature of 
the case be tentative. After consideration of every possible 
cause this appears to be the only one capable of explaining 
the. facte. . He NO ME 
When the mixtures are compressed before ignition there 
are also steps in the least igniting current curve which are 
very suggestive. The pressures at which they occur are 
l. 2, 8, 4, and 5 atmosp eres, absolute, as shown in fig. 3, 
the abscisse of which are, however, pressures above atmos- 


evidence for each of these. 


pheric. 
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Fic. 9.—IGNrTION ОЕ METHANE IN AIR BY IMPULSIVE SPARKS, - 


PLATINUM Ports. 
Fic. 3.—IwPULsIVE SPARES, NICKEL Points. 
Fic. 4.—CoNDENSER DiscHanaE, 150 үогтз, PLATINUM POINTS. 


From this there can be no doubt that the steps are caused 
by tbe collision frequency reaching successive multiples. of 
that at atmospheric pressure. It is, therefore, & physical 
effect, and will be. shown io support the conclusion that in 
gaseous explosion, collision mechanics of the simplest kind 
are of importance. 

The pressure most favourable 


sparks is between two and three atmospheres absolute. 


pressures, and this is now being investigated. 

gnition by Condenser Discharge differs from the above 
in two important features: mit 
independent of the pressure from the lower limit at half an 
atmosphere to just above one atmosphere, and so forms one 
Step. (The value of the least igniting capacity was 6 mfd. 
charged to 150 volts, at every pressure down to 0.5 atmos- 
phere, below which ignition by condenser sparks failed com- 
pletely.) (2) As the Pressure is raised ignition becomes easier 
and there are steps, but now down, ав 30 1b., 60 1b., and 85 Ib. 
per sq. in. are approached. In fig. 4 there are steps at 1, 3, 
9, and 7 atmospheres, but not in this case at 2, 4, or 6. 

Apart from their physical interest these results are of sore 
Practical importance. ` The curve of fig. 3 is for ordinary 
magneto ignition; those of fig. 4 correspond to the Lodge 
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ignition by condenser discharge, the high effectiveness of 
which is well known, especially in poor mixtures highly com- 
pressed, which cannot be readily ignited by magneto sparks. 
Electro-magnetic jump sparks and condenser discharge, there- 
fore, proceed in opposite directions, one becoming easier as 
ine pressure is raised, the other more difficult. 'The former 


are examples of the relatively slow process of ionisation by . 


collision, which is more difficult at high pressure. Condenser 
discharge, on the other hand, is one of the most sudden 
phenomena in nature, and the spark'is, in addition, of high 
enough temperature to pit platinum freely. Most of the 
energy of the charge is dissipated jn the spark. This is equiva- 
lent to the combustion of a definite mass of the gas, and the 
heat of the spark is rapidly communicated to the gas around. 
If the mass of the latter heated to ignition temperature is 
equal to' or greater than that whose combustion would set 
free as much heat as there is in the spark, self-ignition can 
proceed. A short calculation from the observed least igniting 
capacity will serve to show that there is more than sufficient 
energy for the Dane the remainder being absorbed by the 
poles or radiated, but the ratio of division cannot at present 
be measured. 

Compression increases the mass of gas in contact with a 
spark of a given magnitude. It follows that at the higher 
pressures a smaller spark, provided, that its energy is given 
to the gas as heat, should cause ignition. 

On this view the product of least igniting capacity and gas 
pressure would be constant as a first approximation. The 
occurrence of steps rising as the pressure is lowered is a 

` modification of this by ‘selective collision. The next two kinds 
of ignition illustrate a smoother type of charge. 

Ignition by Continuous-current. Circuit Break Sparks.— 
Below atmospheric pressure the least igniting current 1s found 
to increase, so that the product of the current and pressure 
is approximately constant, until at half an atmosphere there 
is a sudden and most remarkable increase of inflammability. 


62 04 0% 08 19 12 14 


. 4 
pto 


92 04 0€ 08 19 12 14 
Алварет. 


Fic. 7. 


Fia. 5. Fic. 6. 


Ес. 5.—CoNTiNUOUS CURRENT, 100 уот, CROSSED 
PLATINUM Борз. 
Кто. 6.—CoNTINUOUS CURRENT, 240 VOLTS, PLATINUM POINTS. 
Fic. 7.—CoNTiINUOUS CURRENT, ELECTRO-MAGNETIC BREAK. 


The curve of fig. 5 dips sharply and rises to the lower limit 
at a third of an atmosphere. The simplest explanation of 
this is that it is a continuation of the selective action which 
gives rise to the steps at higher pressures. Every gas 
examined exhibits this effect; in hydrogen it is so great that 
at the dip the igniting current falls almost to zero, the mix- 
tures being those for perfect combustion. 
break of circuit is made slowly the dip is entirely wiped out 
and the curve is hyperbolic. 

When the break was relatively slow the lowest of the three 
curves of fig. 6 was obtained; increasing the speed of break 
caused the least igniting current to take the form of the 
upper curves, each of these having the same rate of break 
throughout. 2 

There is, therefore, a critical relation between the collision 
frequency and the spark duration necessary for the observ- 
ance of this effect. Above atmospheric pressure there is the 
singular result that the least igniting current is almost inde- 
pendent of pressure, falling slightly at the highest pressures. 
cu is obtained at all voltages from 50 to 180, as shown in 

E. 1. 1 

Continuous-current spark ignition is, therefore, midway be- 
tween impulsive and condenser ignition; that is, it is not a 
simple energy effect, for this would cause a falling curve 
with or without steps, nor does it work by ionisation alone. 
It would appear to be a very fair mean between ionic and 
ihermal ignition. 

Ignition by Alternating-current Break Sparks at the lower 
pressures follows the type of continuous-current slow-speed 
ignition; that is, the thermal action of the spark predomi- 
nates, and st the higher pressures it remains nearly con- 
stant in value up to pressures approaching 80 lb. per sq. 1n., 
when it suddenly becomes easier. 

This kind of spark has not been used in practice, but where 
break spark ignition by а movable tongue is still in use it 
might have some advantage. It is, however, better, if pos- 
sible, to use continuous-current ignition with some inductance 
added to the circuit. 

The influence of small changes of gas pressure upon elec- 
irical ignition is important in coal mining. Apart from the 
effect of pressure on the presence of gas or the dryness of 
the mife, a change from a low barometer of 28 in. to a 
normal 30 in. somewhat increases inflammability by impul- 


If, however, the . 


Ld 


. Sive sparks, as shown in fig. 2, but has little effect on that by 


condenser or circuit break sparks. . 

The compression of an explosive mixture increases its in- 
flammability by condenser sparks, and lowers it when the 
sparks are impulsive. Circuit break sparks have the same 
igniting power over a long range of pressure. In every case 
there are mixtures in which ignition 1s abnormal, giving rise 
to steps or sudden changes in the form of the curves of 
observations. | 


The Calculation of the Capacity of Radio-Telegraph Antennæ. 


By Pror. О. W. О. Howe, D.Sc., M.I.E.E. 

EM (Section С. Abstract.) 

UNTIL ae recently the calculation of the capacity of radio- 
telegraph antenns, except in the simplest cases, was looked 
upon as an impossibility, and one of the leading text-books 
on the subject stated that, ‘In the case of multiple-wire 
aerials, the only way to determine the capacity is to measure 
it." This is no longer the case, however, and it is shown in 
this paper that, even for aerials of complicated design, it is 
a relatively simple matter to predetermine the capacity and 
to calculate the effects of the earth, the masts, and anything 
else in close proximity to the aerial. The accuracy obtain- 
able is more than sufficient for all practical purposes. 

The principle of the method employed by the author_has 
already been described before the British Association. It is 
assumed that the charge is uniformly distributed over the sur- 
face of the whole antenna, and the average potential of the 
antenna under this fictitious condition is then calculated. 
Formule have been worked out by means of which the aver- 
uge potential can be easily determined even in the case of 
complicated antenne. The assumption is then made that this 
average potential differs but little from the actual potential 
which the antenna would have at every point if the same 
total charge were no longer uniformly distributed, but 
allowed to have its own: natural distribution. 

In the original paper, read before the British Association at 
Sydney, formule and curves were given for flat multiple-wire 
artennse with any number of wires from 1 to 12, for four- 
wire aerials with the four wires at the corners of a square, 
and for wires meeting at various angles; the effect of the 
earth on both horizontal and vertical wires was considered, 
and some numerical examples of the application of the method 
to actual antenne were given. In September, 1915, the 
author published formule and curves by means of which 
aerials of the umbrella type can be readily calculated. — 

In his “Principles of Electric Wave Telegraphy,’’ Prof. 
Fleming gives а number of measured capacities of actual 
aerials of various types to serve as а guide in estimating 
the capacity of any other aerial. Some of these measured 


' values agree fairly well with the calculated values, but others 
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show a wide divergence; it was in seeking to explain these 
discrepancies that the author was led to devise a method of 
calculating the effect of masts and buildings. | 

In the paper it is shown that the use of a horizontal sus- 
pension cable for the antenna wires may increase the capacity 
of the aerial by 90 per cent. The presence of a mast 1п- 
creases the capacity of the aerial; the effect of alterin the 
distance between the wire and the mast is shown in fig. 1. 

The capacity here considered is that which would be 
measured by electrostatic or low-frequency methods, and is 
not necessarily the same as the effective capacity at radio 
frequencies. The latter will depend on the wave-length 
employed and on other factors. To electrostatic measurements 
a wooden mast will act as an earthed conductor, whereas at 
radio frequencies its high resistance will considerably modify 
its effect on the capacity of the aerial. If the masts be of 
iron or steel and not insulated, and if, as 1s now common, 
the wave-length employed is considerably greater than the 
fundamental wave-length of the aerial, the effective capacity 
will agree closely with that calculated by the method 
described. | 2 

The neighbourhood of a building also increases the capacity 
appreciably. All these cases are covered by the author's 
formule, and in addition crucial tests were made to deter- 
mine the accuracy which one might expect. For this purpose 
wires were stretched between insulators so that the distance 
between the wires could be adjusted, and the separate wires 
could be insulated, earthed, or connected together as desired. 
All the dimensions were accurately measured, and the capa- 
city was determined by a bridge method. __. | 

It was found that. under a variety of conditions, the differ- 
ence between the calculated and the measured values did not 
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exceed 4 per cent., except in the very extreme case where 
the wires de only 7.45 mm. apart. Considering the diffi- 
culty of measuring such small capacities, the uncertainty 
introduced by connecting wires, and the difficulty of accu- 
rately determining the dimensions when stranded wires 113 ft. 
long are suspended in the open at distances of 1 cm. or 2 cm., 
the agreement must be considered very good. 


The results of measurement are sufficient to show that, even - 


in extreme cases, the author's method of calculating static 
capacity gives results of greater accuracy than'is usually 
obtained in techniéal measurements of such small capacities. 


THE WOODS-GILBERT RAIL PLANER AND 
GRINDING MACHINE. 


THE recent Municipal Tramways Association Conference afforded 
many managers the opportunity of observing the Woods-Gilbert 
Rail Planer Co.s grinding and milling machine at work on the 
Bexley tramways—to the chief engineer and manager of which, 
Mr. H. P. Stokes, we are indebted for the following particulars. 

. This is the latest type of machine, and is designed so as to readily 
eliminate corrugations from rails, regardless of vertical or lateral 
rail distortion and differences in elevation of the rails. 

The machine is composed of what might be termed the power 
unit and the working unit. The former is a substantially-built 
truck carrying a 60-H.P. motor, coupled through friction clutches, 
countershafts, &c., so as to provide an extremely mobile and flexible 
power unit. 

The motor obtains its current from the overhead line, and is 


to proceed. The side tracking is operated by chain drive on to 
massive spindles which, on being rotated, bring the road wheels 
into contact with the road, taking the entire weight of the 
machine from the tramway track. 

When this operation is completed the operating clutch is thrown 
over in the opposite direction, and the machine at once commences. 
to side track. The whole operation is capable of being performed 
in one minute. The machine can be side tracked in either 
direction. 

The working unit, which is either the grinding head or milling 
head, as the case may be, is connected with the power unit by 
means of a pair of connecting links and a massive cantilever, 
pivoted so as to provide the necessary lift for removing the working 
unit entirely clear of the rail for fast travelling. 

When the machine is fast travelling the interconnected links 
between the two units are locked together, so that neither truck 
moves out of relation to the other. The working unit is divided 
into two halves, each of which is dovetailed into the other, with 
a trunnion pin, so as to allow each side of the carriage to deal 
independently with the rail on which it is at work. By this means 
both vertical and lateral inequalities of the rail are automatically 
dealt with. 

The grinding wheels also have hand-operated vertical and lateral 
adjustments. ; 

Resting upon rails to be dressed, and supporting thereon each of 
the two sections of the divided fore carriage, are four sets of 
multiple rollers. Each set has seven rollers fixed in staggered posi- 
tion. which by this means eliminate all. possibility of reproducing 
the corrugated surface of the rail during the grinding operation. 

The two individual halves of the truck provide substantial 
weight, so as to give an effective cut to the abrasive wheels. 

Each rail can be treated independently, or both can be dealt with 
together, the method of drive in each case being entirely free and 

« independent of each other, thus allowing all possible variations 
and adjustments. 
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THE Woops-G1LBERT RAIL PLANER AND GRID DI. а MACHINF, SHOWING THE GRINDING HEAD ATTACHED. 


capable of propelling the machine to the required situati 
ars of 20 miles per hour, in either Көе Жы d 
‚у Аё main power truck is mounted upon four track wheels pro- 
iun with Rr ipi n bearings and springs, each pair of els 
connec e motor by a silent chain drive. i i 
the fast travelling gear. Á eee а, z 
е motor, which is fitted with an extended shaft is als 
provided with a large diameter belt pulley driving thróugh 
countershaft on to a pair of friction cones controlled by hand 
levers, which may be operated from either side of the machine. 

The drive is transmitted from these cone wheels through 
worm gearing, which propels the machine slowly during the 
working operation, at the same time driving the working unit— 
ie., grinding head or milling head, as the case may be. í 


The friction cones are very substantial in design, and provide . 


both forward and reverse travel, givin rfect i 
without any abnormal strain on the pons “The нна а ет 
further provided with four heavy road wbeels for the purpose of 
side tracking the machine— namely, removing it entirely from th 
tramway track on to the side of the road to allow tram way traffic 


з 


The milling head, which is attached for the purpose of deepening 
the grooves, cutting down projecting guard lips or other re-modelling 
а on the rails, is operated in a similar manner to the grinding 

ead. 

An indicator is provided in order that the depth of the cut and 
the dressing tool may be accurately regulated. . This indicator is 
also provided in order that variations in the width of the track 
may be observed, and lateral adjustments in the dressing tools 
effected accordingly. It issometimes found desirable, when milling 
rails, due to the rail being loose and showing a tendency to vibrate, 
to increase the weight upon the rail in order to effectively carry 
out the work. 

This is readily provided for by operating the cantilever, 
which, when depressed at its outer end, will, by reason of links 
between it and the carriage sections, cause additional pressure 
to be exerted upon the working carriage in addition to its own 
weight. 

In the case of the grinding carriage, suspension chains are 
provided instead of links, as it is not necessary to exert the pressure 
above referred to when grinding. | 


ПЕ m | | 


Vol. 79. No. 2,029, Остовев 13, 1916.] THE ELECTRICAL REVIEW. 


419 


It will be seen that the main features of this machine are :— ' 


The provision of a separate working carriage built in two sections 
providing for universal adjustments. Each half of the said 
carriage being driven .independently, the utmost efficiency is 
obtained from each. 

The method of connecting the working unit to the power unit 
provides ready means of lifting and locking into fixed position 
both earriages, во as to enable the machine to proceed rapidly to 
other points where work is required to be performed. И 


The ingenious method provided for side-tracking the machine 


enables it to work efficiently with the least possible loss of time 
under all conditions of traffic. 

The machine has now been in operation on the Bexley Council 
Tramways for approximately one month. There ig still a con- 
siderable amount of work to be accomplished, after which a large 
contract is to be carried out at Bolton. 

Two other machines belonging to the same company are also at 
work in the country, one at Cardiff and the other at Wigan. 

The company is ап Australian concern. and has already carried 
out very extensive contracts in Melbourne, Sydney, Brisbane and 
Adelaide, whilst work has already been completed on the Oldham, 
Ashton and Hyde, Isle of Thanet, Cardiff. Wigan, and Bexley 
Tramways, other large contracts already being in hand. 

The capacity of the machine when surface grinding is approxi- 
mately 12,009 lineal ft. of single track per month. For milling 
"work, approximately 9,000 lineal ft. of single track per month. 

ur work is usually carried out at night, so as not to interrupt 
traffic. - 

The machine travels at up to 20 miles per hour when not engaged 
in remodelling work, and only requires three operators ; it will 
operate on a 4 ft. 8) in. gauge, but can also be readily adapted for 
other gauges. 

Mr. J. W. Eunson, the. chief- engineer of the company, is at 
present im this country supervising the putting to work of new 
machines. | i 


GERMAN RULES FOR POCKET-LAMP 
BATTERIES. 


THE standard 1iules recently prescribed for 3-cell “' flash- 
lamp '" batteries by the Verband Deutscher Elektrotechniker, 
in conjunction with the Union of Pocket-lamp Battery Manu- 
fecturers, should be of interest to those British firms who 
have taken up, or contemplate taking up, this important 
branch of industry. The rules prescribe that the standard 
3-cell battery made up in rounded rectangular form shall 
have the following overall dimensions excluding contact 
springs:—Length 62 mm. (2.44 in.), breadth 21 mm. (0.827 
- in.), height 65 mm. (2.56 in.). The variations permitted are 
4 mm. (0.02 in.) in length and breadth and 1 mm. (0.039 in.) 
in height. Contact strips are to be of rust-proof, springy 
metal and 7 to 8 mm. (0.275 to 0.315 in.) in width; the shorter 
strip is to be 18 to,20 mm. (0.709 to 0.787 in.) long, and the 
longer strip 40 to 45 mm. (1.575 to 1.772 in.). The top of the 
battery must be covered or run-in with a suitable material, 
and each battery must bear a mark permitting its origin to 
be traced, as well as the week and year of manufacture. 
The latter date is to be in plain figures (not code), and both 
marks must be incapable of easy removal. On delivery from 
the works the E.M.F. of the battery should be at least 4.5 
volts, and should not exceed 4.8 volts. Provided the battery 
be stored and handled carefully its E.M.F. should not fall 
below 4.2 volts during the first 14 days after delivery, but 
it cannot be held to be unsatisfactory if it falls below this 


value after four weeks, the E.M.F. being measured by a D.C.: 


precision instrument having а resistance of at least 100 ohms 
per volt of range. The internal resistance of a new battery 
must be so low that on connecting the terminals through a 
resistance of 15 ohms the E.M.F. falls by not more than 0.6 
voli below the initial value of 4.5 volts. Every battery must 
be marked with the useful burning hours on continuous dis- 
cherge and on intermittent discharges; these figures should 
refer to а temperature of about 20 deg. C. and to the battery 
as freshly delivered from the maker. When testing con- 
tinuous discharge the battery is to be connected to a resist- 
ance of 15 ohms, and discharge is to be taken as complete 
when the terminal P.D. bas fallen to 1.8 volts. The actual 
life on continuous discharge (to the nearest 4 hour) may 
be increased by 40 per cent. to arrive at a value for the life 
on intermittent discharge. з 

The prescribed dimensions apply only. to the normal 
arrangement of three cells side by side and with top contacts; 
ihey are not intended to hinder, or discourage any modifica- 
iion in arrangement of cells or contacts which may appear 
desirable. On manufacturing grounds, battery cases may be 
dated ahead by eight days, but not by any longer period, and 
both trade mark and date of manufacture should be die- 
stamped. The best method of indicating whether a battery 
has been used or not is to place a guarantee-strip over the 
longer contact (and possibly over the other as well). so that 
the battery cannot be used without tearing away this strip. 
A notice should be printed on the strip that the battery must 
be tested (by voltmeter) before the strip is removed and 
provision must be made, by a hole or otherwise, so that test- 
ing is possible. Electromagnetic voltmeters of the watch type 
are quite unsuitable for testing dry cells, owing to their 


inaccuracy and high current consumption. A higher initial 
E.M.F. than 4.8 volts may easily be attained, but it is of no 
advantage, because it will soon decrease, and whilst it en- 
dures may burn out the lamp filament; an initial E.M.F. 
higher than 4.9 or even 5 volts is very undesirable. The 
minimum of 4.5 volts is prescribed for final works tests, and 
batteries which just pass this test will not yield 4.5 volts when 
received by the purchaser. If the latter is at a distance he 
should take care that batteries are received and tested within 
two weeks from the date of the works test, otherwise it may 
be impossible to get claims for defective cells admitted by 
the works within the four weeks specified as the longest 
period within which а battery may be expected to yield an 
E.M.F. of 4.2 volts. Batteries should be stored in а cool, dry 
place, and neglect to do so frees the manufacturer from гев- 
ponsibility for rapid deterioration. 

The low pressure drop which accompanies low internal 
resistance of the battery results in more light being obtained 
from the lamp and a longer useful life from the battery. 
Purity and correct mixture of the battery materials are, how- 
ever, more important than low internal resistance, which 1s 
no more than a contributory indication of excellence. The 
measurement of internal resistance by determination of volt- 
age drop gives sufficiently accurate results, does not injure 
the battery, and is a test which can easily and quickly be 
made in practice. The tolephone bridge method is doubtless 
more accurate, but is too tedious where many thousands of 
cells have to be tested. Formerly reliance was placed on the 
current developed by a battery on short circuit as an indica- 
tion of the excellence of the cells; this test should be 
abolished, because the result is of no value unless a very 
accurate instrument is used, and even then the very defects 


. of a badly constructed battery may enable it to develop a 
` very high current on short circuit. Also, a short-circuit test, 


unless completed very quickly, does permanent damage to a 
battery. As regards the life test, discharge through a con- 
stant resistance of 15 ohms is approximately equivalent to 
running on a 3.5-volt, 0.2-amp. metal lamp, and gives more 
definite results than would be obtained by actual discharge 
through a lamp, since the resistance of the latter is not known 


- accurately, and varies with the state of battery discharge. 


An ЛЫСЫ life figure for a batch of batteries of the same 
type, and made from the same lot of materials, may be 
obtained by taking the mean result of tests on three or five 
batteries. About one in 1,000 batteries delivered is generally 
tested for burning hours. The test is made on cells’ perhaps 
three days old, and the life then indicated cannot be ob- 
tained when the batteries are three or four weeks old In 
marking the life on the battery case, it should be given as 
the hours of continuous burning for а 3.5-volt, 0.2-amp. 
lamp, since this basis of reference is understood more gener- 
ally than the meaning of 15 ohms. In actual service pocket- 


“lamp batteries are almost invariably used intermittently, per- 


haps for a total of five to ten minutes per diem with long 
periods for recovery. Numerous tests show that under such 
conditions the total useful life is at least 40 per cent. longer 
oh on continuous discharge, say 34 hours as compared with 
24 hours. 


TRADE STATISTICS OF BRAZIL. 


Tue following figures show the imports into Brazil of elec. 
trical and similar goods during the year 1915. The figures for 
1914 have been added for purposes of comparison, and notes 


of increases or decreases, as the case may be, are given :— 


. 1914. 1915. Ine. or dec. 
Electric cable.— Dollars. Dollars. Dollars. 
From United States 80,000 208,000 + 123,000 

4 Great Britain 127,000 1,000 — 126,000 
,. Germany " 11,000 — — 77,000 
, Other countries 51,000 5,000 — 46,000 
Total 335,000 909,000 — 126,000 
Insulators.— X" jid T 
^ United State ; , , 
ias Gennany E 41,000 4,0000:— 37,000 
,, Other countries 17,000 5,00 — 12,000 
Total 90,000 | 33,000 — 57,000 
Electrical machinery.— 
| United States 686,000 461,000 — 225,000 
ш Сои Коу m 272,000 22,000 — 250,000 
" Great Britain 491,000 137,000 — 984,000 
" France .. `. 198,000 — 929000 — 94,000 
„ Other countries ... 118,000 49,000 — 16,000 
Total dis .. 1,620,000 | 691,000 — 929,000 


Electric motors.— 


From United States ET .99,000 40,000 — l н 
, Germany vi bas 55,000 7,000 — ice 
Great Britain js 40,000 13,000 — D 
Switzerland кз 22,000 5,000 — PO 

Other countries... 7,000 14,000 + 1 
Total 923.000 79.000 — 144,000 
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" 1914. 1915. Тас. or dec. NEW PATENTS APPLI 
Stationary engines.— Dollars. Dollars. Dollars. . NOT ES ео FOR, 1916, 
| : ( . 
From United Зав .. 21,000 — > 200 TUN ТЕ ИО Init eM i m 
Great Britain e 39 000 — c. 39 compiled expressly for this journal by Messrs, ‚+, THOMPSON & Co, 
„ Germany... - 3700 | — - 37000 Pun a fert Ж, M Halen: London, WC, and ai 
; Other countries `... 46,000 е — 46,000 | : | { 
: ——— ——— ——— 13,564. '' Electrical water heaters." J. F. Barr. September 25th. 
Total sus T 143,000 — — 148,000 рте" Means for carrying electric cables." A. DETRAUX. September 
Industrial machinery.— *12,591. '' High-tension discharge apparatus." Е. Witson. September 95th. 
From United States m 158,000 . 111,000 —  .47,000 goin. “Electric resistance furnaces." J. C. LANDTMETERS. September 
halt ; t th. 
” с оозе м LAS E 27 000 13,617. “ Electric бге and stove," Н. S. SourrER. . September 96th, 
ay | M nee , , RF , 13,631. “ Attachment of magnetos to power units of mot les.” C. 
„| France ss - 206,000 19,000. — 187,000 B. Sancster. September 26th. ate dubi ML 
» Other countries abe 94,000 41,000 — 47,000 13,659. '' Controllers for electric motors, &c." С. ELLIson. September 26th, 
— — ——— 13,001. '' Electrical apparatus for transmitting movements at a distance." 
Total ‚.. " 1,165,000 551,000 = 614,000 mae ARON ЕГ xs BRILLIE FRERES. September 26th, (France, Sep- 
` teni ber ; 5. ` К 


Rails, fish plates, and railway ассеввотіез.— 18,664. '' Combined electric stoves and toasters.” Н, A. Rick. September 


26th. (U.S.A., September 22nd; 1915.) 


From United States -» 922,000. 249,000 — 673,000 13,065. ‘Ignition mechanism for internal-combustion engines." Н. R. vax 
» Belgium ae ..- 425,000 — ‘— 495,000 Deventer. September 26th. (U.S.A., October 28th, 1915.) | 
, France os a 365,000 ae — 865,000 13,671. “ Dynamo-electric machines." THe Britis! Тномѕом-Ноиѕтом Со. 
»` Germany  ..  .. 215,000 13,000 — 202,000 ^к» A. P. Younc. September 26th. | 
Great Britain 166,000 59.000 — 114.000 13,707. “ Electric switches." А. Crawrorp, W. PRESTON, AND W. San- 
n Oth i E 193.000 2000 791. DERS & Co. September 27th. 
» er countries... , , = ‚000 21905 кышы. switch and plug boxes for electric circuits.” J. Scorr. | 
. о 1—1 ptember 27th. i Р ч 
Total — ser 2,216,000 316,000 — 1,900,000 13,727.. “ Electric heating and cooking apparatus." G. Pate & A. R. 


Woop. September 27th. 
13,746. “ Electric signalling systems." R. LAMBOURNE. September 27th. 
13,754. ''Electrid cooking, &c., apparatus." A. F. BERRY. September 


Lighting apparatus.— 


From United States is 29,000 82,000 - 8 
» Germany um " 74,000 6000 — 68, 
» Great Britain ET 39,000 23,000 6 

11,000 


th. А ' 
13,758. “ Dynamo electric machinery.” M. Latour. September 27th. 
n . (France, September 7th, 1915.) | 


» Other countries ө 17,000 › E 6, 13,767. '' Electric switches." V. HoPz. September 98th. 
ONSE 13,768. '' Electric overhead tramway trolley-pole attachment for reventing 
Total A Р 159,000 72,000 — 87,000 flash at breaking points іп cable." б. T. Тнвовлір. September 28th, 
ой hi t , 1 „18,803. “ Electric motor control. THe British THowson-Houston Co. 
ver machinery (except agricultura )— "E _ (General Electric Co., U.S.A.). September 28th. 


From United States MT 909,000 551,000 — 358000 13,805. '* Automobile electrical apparatus for welding, searchlight, &c.'" 
» Great Britain .. 1,969,000 37000 — 898,000 P E. Sumu & Messrs, Tiiino-Srevans, Lro. September 28th.” 
о, , 13,812. " Electro-magnetic engine." Е. BacHsLET. September 28th. 
782,000 37,00) zx 745,000 13,814. “Ma 


Germany : ‘00: : 
a d Бүт tos for light tomobil d starting internal-combus- 
»  Prance — — .. 488,00 193,000 — tion engines." ^]. Ветиекор & E. GIRARDRAU. Septemba S80 (Praboe, 
» Belgium ii " 44,000 1,000 — 48,000 · December 20th, 1915.) ` 
Ital ms .. ` 61 91 == 13,816. ''Systems of distribution." British WestincHouse & "ELECTRIC 
т Switzerland e Br D: = aroun MANUFACTURING Co, September 28th. (U.S.A., October 7th, 1915.) | 
E Holland m 532.000 96.000 T 437 000 ee s шор. е for magnetos." L. BiGNoN. September 
d at к , , ? Z6th. rance, October 2nd, 5. i 
» Other countries el 107,000 92,000 — 13,000 13,825. “ For abie AaS ире О. D UMS ‚& C. WorrgR. Sep- 
tember 28th. (Germany, September 25th, 1915. 
Total sis ... 4,959,000 1,329 — 2 13,839. “ Improving voltage regulation on alternating-current sub-stations, 
` ac а ес? feeders {бту ‘converters &c." А. M. TavLon. September 29th 
Telegraph and telephone posts, and bridge and 13,840. “ Sparking plugs." А. E. Tonks, Messrs. E. Tonks & Sons, C. 
chce material.— W. Tosks, E. Tonks, AND б. A. Tonks. September 29th. 
| 13,874. “М f ilati d cooli lectri d motors,” 
From United States 3 62,000 . 41.000 21.000 ,874. Means for ventilating and cooling electric generators and motors. 
‘ ut › ` , S ’ Р. F. Ѕмітн & Messrs. Tirinc-Stevens, LTD. September 29th. 
n Belgium ouo e 92,000 I = 92,000 : 13,887. *“ Apparatus for electrical transmission of rotary motion or signals.” 
» Great Britain ... . 994,000 91,000 — 246,000 P. Scnttowsky, September 29th. | ‚ 
” _Germany une S^ 197,000 1,000 – 196,000 13,888. '' Magneto dynamos." Р. C. Rusnen (Bosch Magneto Co). Sep- 
» France s+ 89000 — — — 39000 tember 291. 
» Other countries .. 17,00 5,000 — 1900 1999. Sparking plugs for intermalepmbustion engines." Н. R. Wits 
| . ` › з AND |, З : 
E € 13,905. “ Cooling and ventilating system for electric storage batteries in 
` Total 188,000 ~ 606,000 submarines.” M. F. Hay. September 30th. 


13,942. “ Electric train-lighting, &c., systems, and regulation of electric 


Copper wire.— circuits." Н, Leitner. September 30th. 


744,000 
From United States vat 12,000 57,000 4- 45,000 13,943. '' Telephones." F. L. Совк. September 30th. 
» Germany...  . 1800 — = 1800 | 
» Great Britain m 13,000 8,000 — . 5,000 
» Other countries 10,000 3,000 — 7,000 
Total — ..  .. 859,00 68000 + 15,000 | PUBLISHED SPECIFICATIONS. 
Iron and steel wire.— | M a 
From United States ihe 70,000 607,000 + 587.000 | 1915. oe: 
2a AME ECME EN P Hemas ме S 
» Belgium mr A 16,000 — — 16,000 12,730. BiPoLAR ELECTRODE ELrcrROLYvskRs. G. G. Hepburn. September 6th. 
» Great Britain "e 65,000 51,000 — 14,000 12,798. INCANDESCENT Evectric Lamps. L. Simonotti & E. Simonotti. Sep- 
» Other countries 68,000 63,000 — 5,000 tember 7th. 


12,810. CowTRoLLERs ror ELscrRIC Motors. Н. E. Dey. September 7th. 
(September 29th, 1914.) s 


тон = ih 609,000 788,000 + , 129,000 12,998. APPARATUS FOR DETERMINING THE “ CRITICAL” OR '' CONVERSION '” 
Rubber manufactures.— POIN? OF SAMPLES, OF IRON OR STEEL BY Мыкы: THE Er Aber AME. 
ni * OF A Test Piece! or sucH METAL wist Heatep TO a HIGH TEM . 
From United States 25,000 71,000 + 46,000 H. J. C. Simson (Saldau). September 10th. и 
» Germany " T 58,000 3,000 — 55,000 12,999. SzaRcHLIGHTS. E. A. Sperry. September 10th, , (April 16th, 1915.) 
» Great Britain is 19,000 67,000 — 12.000 13,033. MEANS FOR TRANSMITTING SicNaLs ELEcTRICALLY. G., В. Reeve. 
" пепо T К 47,000 58,000 + 11,000 о т R Авс L J. Brocki d Johnson and 
ther c "le: | 13,079. Means ror RrEcULATING Arc Lamps. J. Brockie, an 
” т countries diate 47,000 50,000 ` + 3,000 Phillips, Ltd. September 13th. Sain БЫ 
D ERE 13,080. Proyecror Arc. Lamps, J. Brockie, and Johnson and illips, = 
Total T zd 256,000 249,000 — 7,000 September 13th. | б 
Hydraulic pumps and accessories.— Е 13,216. EL&crRIcCaL Метнорѕ oF Sounpinc oF CHURCH AND OTHER BELLS. 
Fr : | : . T: L. Southgate. September 16th. 
` from United States | .. 51,000 42,000. — 9,000 13,481. Exectric Motors. F. A. Heys (Neuland Patents, Ltd.) Sep- 
» Great Britain — ... — 63000 9500 — 38'000 tember 9nd. | 
” Germany "E ps 56,000 5.000 = 51.000 13.587. Exvectric TRaNsFORMERS. C. H. Thordarson. September dd 
; Other countries | { 16,550. Те єСсКАРН ОК TrLEPHONE Ling INsULATOR. J. B. Alexander. Noy- 
7 ees UND 18,000 тт 33,000 “ember 23rd. 


17,474. Evectro-mMacNetic RELaAYs. C. B. Burdon (Siemens & Halske Akt. 


Total T i 216,000 85,000 — Ges.) December 14th. 
; 2916. 


Scientific instruments.— 


° . i i i i be 
From ; The numbers in brackets are those under which the specifications will 
CUM States Ех рр 27,000 — printed and abridged, and all subsequent proceedings will be taken. 
2 y € dus 000 11,000 — 1,246. ELECTRIC Circuit СомткошЕнз. Igranic Electric Со. (Cutler-Hammer 
» France : de 50,000 9,000 


1,821. Automatic TeLeruone Systems. Relay Automatic Telephon 05 
Ward. Е. M. Bryant, С. M. & T. M. Inman. August llth, 1915. (Divide 
application on 11,600/15. Cognate application 1,868/16.) [101,047.] 


» Great Britain — .. 97000 14,000 — 
» Other countries he 13,000 17,000 + 


131,000 
34,000 
90,000 

— 41,000 Manufacturing Co.) January 26th, 1916.  [101,362.] 
13,000 
4,000 
174,000 


x | 3,009. HOLDER кок CarryING Two Separate ELECTRIC OR OTHER WIRES OR 
Total si ... 252.000 79 ^00 — ; Cartes, J. E. Grocott. March Ist, 1916, [101,372] 
| Lu 
4 UM. А 
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MOULDED INSULATORS | CHURTON œ 


Of all Descriptions. 


LITHOLITE, Ltd., 


65-67, Hackney Grove, London, N.E. 


INSTRUMENTS, CIRCUIT-BREAKEBRS, 
AUTO-CUT-IN & CUT-OUTS. 


= Record Electrical Co. = 
BROADHEATH, MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM. | 


TINNING FURNACE 


(Hall's Patents). 
UNIFORM CONTROL OF TEMPERATURE 


For рейн Wire and Dipping. 
Казу payments arranged in special cases. 


Monometer Manufacturing Co., Ltd., 
ASTON, BIRMINGHAM. 


THE UNITED ELECTRIC. CAR 
COMPANY, Ltd., 
PRESTON, LANCS. 


Manufacturers of Railway Carriages, Tramears, 
(бг Electric Traction, Motor Bus Bodies, and all 
winds of Rolling stock for Light Railwavs. 


BROOK 
MOTORS. 


Bee Advertisement, Sup. 34. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical Engineers and 
Government Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 


“EMPIRE” 
AUTOMATIC CONTROL 


FOR 
Shell Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW. 
SE En I)AS 


“= SAXONIA 


ELECTRICAL WIRE CO., LTD., 
ALL GREENWICH, S.E. 


BRITISH 


FLEXIBLE CABLES. 


grt and Po ye 9* 


` MOTORS. 


Т, HARDING CHURTON & CO., LTD., 
Atlas Works. Water Lane, LEEDS. 


VICTORIA 
DYNAMO & 
MOTOR 
CO., 


CRAVEN n2USE, 
KINGSWAY, 
LONDON. 


Send for Stock List of Motors ready for delivery. 


FERGUSON, 
PAILIN & Co., 


LIMITED, 


EDWARD ST., 

т. Openshaw, 
MANCHESTER. 
Tel: 850 Openshaw. 


WESTERN-ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement this week, p. xii, 


CONNOLLY BROS, Ltd, 


for 
WIRES AND CABLES. 


See Advertisement last week, p. iii. 


THE 


WHOLESALE ELECTRICAL 
COMPANY, LIMITED, 

54, OXFORD STREET, LONDON, W. 

Specialists in Prompt Delivery of House, 


Shop, Factory and Theatre Electrical 
Requisites. 


ADVERTISING NOVELTIES 


Name Plates, Meter Dials, Switchboard 
Labels, Address and Instruction Plates, 
Club Badges, Checks, 'Tokens, Blanks, Die 
Stampings, Dies, Press Tools, Punches 
and Cutters. 


RELIANC 


SEND FOR SAMPLE. 
3-PIN, 10-AMP. 
EARTHING WALL PLUG. 


Engraving Co., Ltd., 
CHISWICK. 


JULIUS SAX & Co., Ltd. 


Regutered at G.P.O, as a Newspaper and 
Canadian Magasins rate of postage. 


PRICE 
FOURPENCE. 


SUBSCRIPTION per annum, Postage inclusive, in Great 
808.—Nxw York: D. Van NosTBRAND Co., 25, 


Park Place, New York City, TORONTO, 


"Ageekay. London." ABC Code. Telephone Nos. City 997; Central 4425 (Editorial only). 


CABLES AND WIRES. 
SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, LTD., 


CHARLTON, LONDON, S.E. 


Glasgow 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. 


LIFTS and - - - 
TRANSPORTERS. 


Wm. WADSWORTH & SONS, LTD., 
BOLTON. 


“WHITE STAR” LAMPS 


DRAWN WIRE. 


The “RUGBY” CARBON FILAMENT 
and RADIATOR LAMPS, 


THE LONDON & RUGBY ENGINEERING CO., LFD., 


36 & 37, Queen Street, E.C. 
Telephone: City 59252. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 


“Phone: LONDON, E. "Grams: 
EAST 4157 “ Fulmen, Step, London.” 


PATENT Ж 
Alumino Thermic Welding Process. 


L EA RECORDERS 


for measuring 
Boiler Feed Water 
.and Condensed Steam. 


The LEA RECORDER CO., Ltd., Deansgate, Manchester. 


M. E. M. 


Keep those initials 


well in mind when you're buying 


IRONCLAD SWITCHGEAR 


—they standa Sure Guarantee of high 
Electrical Efficiency. Write for List. 


MIDLAND ELECTRIC MFG. CO., LTD., 
Rea Street South, BIRMIN NGHAM. 


Advertisement Index, see page xxiv. 
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me “HINDLEY” VERTICAL GAS ENGINE, 


made in sizes from 8 to 360 H.P., is specially suitable for direct coupling to 
_ ELECTRIC GENERATORS. 
THE FOLLOWING ARE SOME OF ITS FEATURES :— 


. Dependability for long continuous running. 
. Requires very little attention. 

. Independent of Foreign Fuels. 

. Occupies minimum floor space. 

. High Efficiency. 

. Lowest Fuel Costs. 

. Accessibility for Adjustment. 


ENGINES WORKING IN LONDON AND MANY PARTS OF ENGLAND. 


Also Vertical Petrol and Oil Engines for Dynamo driving and H.S. Steam Engines. 
WRITE FOR FURTHER PARTICULARS. 


 O* un RW м — 


E. S. Hindley & Sons, 1 Quen Victoria St, London, Ec. 


: “Steamport, London.” 


Works: Bourton, Dorset. 


Centrifugal Pumps 
| for all duties. 


Pulsometer Engineering С? 19? 


LONDON. Write for List No. 721. READING. 


SCHER WYSs.c 


Switzerland , 


London Office: 109, Victoria Street, We 
Zoelly Steam Turbines. P Phone: Nc Mii, Vice n 
Water Turbines. 

Centrifugal Pumps. 

Rotary Air Compressors. 

Ice-Making Machinery. 
пх Paper-Making Machinery. 
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TRAVELLING SCHOLARSHIPS. 


Tue building up of substantial and lasting trade 
connections is not, in ordinary times, a matter of 


- weeks or months. In war-time, when supplies from 


some directions are cut off and markets are in need, 
orders can be obtained practically for the asking 
if we are in a position to execute theni; and it тау. 
be that some of these orders given in a hurry, will 
by reason of satisfactory service, and perhaps by 
reason of allied sentiment, be followed by others 
from the same sources after the return of Peace. In 
normal times, however, and speaking generally, for- 
eign trade, connections, save for quite specialised : 
lines of trade, are a plant of slow growth. 
We survey markets, prepare literature, advertise 
the goods we make, and, if we are wise, nurse 
periodically the ground we seek to cultivate; 
but these are only part of the effort, an im- 
portant part undoubtedly, but we have to go 
deeper, for after we have done all these and other 
things along ordinary commercial lines, we may find 
that we have not built upon the best or most reliable 
foundation. The foundation that we must put in 
very substantially, arid which does not lie in one 
country alone, but in both that in which we manu- 
facture and in that in which we desire to sell, must 
be made up of as complete a knowledge as we can 
obtain of the character and the consequent require- 
ments of the people of the market, and of closely 
cemented relationships and friendships or under- 
standings imparting a complete confidence in the 
seller on the part of the buyer. This foundation is 
education. Not education of the ordinary school, | 
college, or university type, but education of 
specialised types, one kind for the buyer and-an- 
other for tbe seller. In the main, it is to be ob- 
tained by mutual interchanges of visits; taking a 
particular case for the purpose of illustration, the 
entertaining of Russian engineers and business men 
in England, and the deputation of British engineers 
and manufacturers to the markets of.Russia. Much 
success has been known to follow organised visits 
of such kinds, and private parties on their own 
initiative and at their own expense have also found 
their efforts to be well rewarded. Not once, nor 
twice, but many times have we referred to the way 


-in which British and ,German traders have educated 


the rising generation of engineers in non-manufac- 
turing, and therefore purchasing, countries, and 
created an atmosphere and conditions congenial to 
the growth of trade. This lesson is not likely to be 
overlooked as we lay our-plans for the future. The 
opening of our works to young foreigners whom we 
expect to be ultimate buyers is only one half of the 
matter. What we also need is the opening up of 
facilities in their countries for our own potential 
business men to learn most thoroughly, as the result 
of extended sojourn, observation, and education, and 
of intimate converse and relationship, the language 
and character of the people, their country, and their 
requirements. Those of our readers who took the 
trouble to read the Government Committee's report 
on a British Trade Bank will have noticed that one 
of the most important matters dealt with therein 
related to the need for encouraging suitable young 
men to leave these shores and take up residence and 
business interests in markets where we desire to 
.strengthen-the British commercial hold. When we 
nationally hold that after the war we must atm first 
at peopling the Mother Country and the Empire, 
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we shall not fail to see the necessity for assisting a 
number of suitable men to go to other countries in 
the interests of British commerce and industry, and 
therefore in the interests of the Empire as a whole. 
. It may be that our young men will find it good policy, 
as German agents have often done, to arrange 
even their .affections in subordination to trade 
interests, marrying one of the foreigner's daughters, 


| but that we are quite prepared to leave to them—the > 


details we need not enter into. What we must do is 
to make the opportunities for the young men to 
go to these potential markets, making it worth 
their while to do so, because they are the represen- 
tatives of a Greater British industry. The British 
-electrical and engineering manufacturer knows 
many ways in which this can be done, but it is our 
. purpose on this occasion to describe briefly the steps 
that are being taken by another great department of 
British industry as the result of organisation of its 


different firms, as the scheme is considered by some 


to afford an example which might be profitably 
studied, and perhaps followed, by British electrical 
ond engineering organisations. The Bradford Dyers' 
Association has offered to give 10 travelling scholar- 
ships to cover the cost of a year's residence in Russia 
—the gift is valued at £2,000 pér annum. The pro- 
posal is made in recognition of a great and urgent 
lecal and national need, and the only stipulations 
attached are that candidates for the scholarships 


must be either connected with, or intend to be con- - 


nected with, the piece goods trade of Bradford or 
Manchester, and that they shall have acquired an 
elementary knowledge of the Russian language. 
This language difficulty has long been one of our 
obstacles to` Russian trade. Geographically, Ger- 
many was in such close proximity to Russia that 
commercial people intermingled, and .а Russian 
need had only to be known and measures were taken 
to meet it. The people and their language were 
known, and a trip into Russia was nothing more 
than a run into the provincial districts here 
for an Englishman. Whether those relations 
are resumed again or,not, the goodwill of the 
Russian people toward their Allies in this terrible 
war will alter matters.in our favour if we can meet 
the needs of the situation, and we are more likely 
to meet those needs if we learn the language in 
order to understand them апа Íraternise with 
them either here or on their own soil. . The 
Bradford Dyers’ Association was fortunate, in 
this respect, in securing the co-operation of the 
Bradford Education Authority so as to give a 
stimulus to the study of Russian. It is stated that 
arrangements аге now. in process for the selection 
of suitable candidates to proceed to Russia, for the’ 


provision of their comfort and accommodation' 


while there, and for their training and supervision. 
The services of the Russian Embassy and of our 
own Consuls in Russia have been: sympathetically 
placed at their disposal. Students wili go to univer- 
sity cities, such as Petrograd, Moscow, Kharkoff, 
Kieff, and possibly Odessa; they will attend courses 
of lectures, with a strong conimercial bias, at uni- 
versities and commercial institutions, and in a hun- 
dred ways they will be enabled to acquire, an inti- 


mate acquaintance with Russia and with the habits 


and customs of the people, also to investigate 
Russian industries, securing introductions to busi- 
ness centres, and so forth. Of course, every stu- 
dent has to familiarise himself with the elements 
of the Russian language before he goes out. and 
the Educational Authority will assist to that end 
so that six months’ studv shall make him suff- 
ciently “fit.” Now only the blindest man can fail 
to see the most excellent possibilities contained in 
such a scheme: it is conceivable that in the course 
of time, almost incalculable benefit to British tex 
tile industries would result. And if this applies in 
the case of textiles, why not in electrical manufac- 
tures? [t seems to us that electrically we are up 


_Iikely, it lasts much longer. 


against very much the same difficulties—the language 
and the need for knowledge of the peculiarities of 
the people and their country. As we hope to have 
ample electrical manufacturing capacity after the 
war we need to be far-seeing in our measures, and 
perhaps another £2,000 a year from the electrical 
industries, organised, say,’ from London, or Man- 
chester, or some other big engineering centre, 
along very similar lines to those adopted in the case 
of the Bradford Dyers, might prove to be a most 
profitable investment for the industry in the long 
run as well as assisting in opening up very favour- 
able relations with our Russian electrical friends 
during the remaining stages of the war if, as appears 

The Council of the Lord Kitchener National 
Memorial Fund is founding a number of commercial 
scholarships for the sons of deceased and disabled 
officers and for young men who have served with 
the Forces, for the purpose of enabling them to 
gain experience in France, Russia, Italy, Japan, 
Belgium, Roumania, Portugal, and Serbia. Is it 
altogether out of the question to prepare one grand 
national scheme by which the textile, engineering. 
and electrical trades could co-ordinate their efforts 


in co-operation with the Kitchener Memorial 
Council ? | 
Dd 
THERE has been a little more life 
Rubber.. in crude rubber within the past fort- 


; night or so, and the market has 
occasionally shown improvement, though no impor- 
tant advance has to be recorded on balance. The 
more active demand which has been experienced is 


` chiefly attributed to the misgivings which have been 


aroused through shipping uncertainties. There has, 


under the circumstances, been more readiness to 


cover short contracts outstanding on the part of 
dealers, but otherwise no eagerness to buy has been 
seen, consumers being apparently still of opinion 
that a hand-to-mouth policy is quite in keeping with 
the heavy stocks now. in existence on this side. 
Stocks, indeed, have grown very considerably the 
last few months, the total returned at London and 
Liverpool combined ‘on October rst being 10,408 
tons, which shows an increase of about 4,000 tons 
and 5,000 tons respectively compared with the same 


date in the previous two years. · There is not much 


doubt that the accumulation of unsold supplies will 
proceed further in the present rather indifferent 
state of the market, for abnormally heavy quantities 
were shipped from the East in the past month, while 
the aggregate for the nine months represents 44,302 
tons, comparing with 30,657 tons in 1915 and 21,550 
tons.in 1914. The output of the plantation estates . 
will doubtless continue progressive, although the 
latest advices from that quarter suggest that opera- 
tions are now to some extent hindered by labour 
scarcity, and other adverse causes. The labour 
problem, at any rate, is causing some apprehension 
in the Middle East. Therefore, the increase of out- 
put in various directions is hardly likely to be as 
large as originally anticipated, unless the short- 
comings referred to can soon be remedied. 

The market at about this time last year became 
extremely sensitive through shipping uncertainties. 
and delayed arrivals, chiefly because the unsol 
stocks were comparatively reduced, and the United 
States were buving freely. At that time a large por 
tion of the rubber arriving here was already sold. 
and the balance was thus easily taken care of by the 
additional orders coming on the market for spot 
rubber. Conditions now are practically reversed. 
Through the short-sighted policy of the estates !П 
refusing to sell ahead, forward positions have been 


left rather unprotected. and the result of this policy 
is that very considerable quantities of the plantatio" 


product are arriving unsold. This naturally has : 
subduing effect upon demand, while manufacturer? 
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already carry fair stocks, and are not keen about in- 
creasing their commitments. The prices asked for 


forward rubber. are still considered too high to in- 


duce fresh interest. No great reliance can be placed 
upon America increasing her takings to any impor- 
tant extent until after the Presidential Eleetion, in 
view of political uncertainty. Meanwhile, however, 
it may be mentioned that according to the latest 


advices from that quarter reserve stocks in manu-. 


facturers' hands have been eaten into considerably 
within the last few months, and that the progress of 
operations at the American mills is quite. satisfactory 
in spite of the recent labour disturbances. 
of rubber goods are in excess of all previous records, 
“and manufacturers of tires are doing a very large 
business, while rubber goods are being introduced 
as a substitute for leather soles for shoes, &c. There 
is no doubt that buying power is accumulating for 
the raw product, which must eventually lead to more 
active American buying from the East direct or 
ftom this side, >» ` 


: ELsEWHERE in this issue we pub- 
Coal Economy. lish an abstract of an address by 
Mr. К. А. Chattock to the Birming- 

ham Association of Mechanical Engineers, in which 
the author, after touching upon various aspects of 
the engineering industry as affected by the war, on 
lines with which we are in hearty agreement, took 
up a subject which for many years has been with 
him a favourite study—the reform of our methods 
of generating and distributing electrical energy. In 
view of the national movement in this direction, and 


of the fact that he is Chairman of the I.E.E. Com- 


mittee on Electricity Supply, Mr. Chattock's re- 
marks are particularly interesting and timely. 

It will be observed that, with other leading elec- 
trical engineers, the author advocates the more com- 
plete and efficient utilisation of coal by the one 
method that is at present open to us—gasification of 
the crude fuel, and recovery of the products of its 
distillation' which are more valuable in themselves 
than as sources of heat. 
mous amount of coal required to provide sufficient 
combustible gas by distillation, and the large .area 
that would be occupied by the generating station, 
Mr. Chattock suggests that some of the boilers 
should be fired with the coke resulting from the 
former operation, thus achieving the double object 
of reducing the amount of coal to be handled, .and 
avoiding the production of excessive quantities of 
coke “‘ or other form of fuel ’’—the solid product of 
the low-temperature distillation of coal being con- 
siderably different from what is known as coke. As 
an alternative, the ‘ coke ” might be 'gasified in pro- 
ducers; this would have the advantages of uniformity 
iu fring the boilers, and avoidance of the difficulties 
that are met with in burning coke in boiler furnaces, 
against which must be set the difference between 
the cost of suitable grates and that of the producers. 
It is interesting to. note that the big gas engine is 
not so much as mentioned in the address—so com- 
pletely has the steam turbine established its superior- 
Ity as a prime mover. 

Mr: Chattock includes amongst the benefits 
derived from the adoption of some such scheme the 
conservation of our coal supplies, the elimination 
of smoke from the atmosphere, and the supply of 
electrical energy at very low prices—all most desir- 
able results. ‘Also, by siting the generating 'sta- 
tions at coal mines and transmitting energy elec- 
trically, he proposes to relieve the congestion of 
trafic on the railways, and in order to hasten the 
change he advocates the adoption of compulsory 
measures by the Government. To discuss the pros 
and cons of the last-named course would require 
more space than we can spare to-dav: bnt with 
regard to the economy of power supply we may 
say a few words. It has been fully realised in cer- 


Export. 


' such a fate. 


Commenting oh the enor- , 


tain industries that the cost of power in itself is a 


mere trifle compared with the total costs:of produc- 
tion and marketing, and while we would not under- 
estimate the importance even of “ mere trifles,” we, 
wish to point out that the saving of labour, com- 
bined with increased output, resulting from the 
liberal employment of electric power in industry is 
of far greater moment, and should be given 
greater prominefice in discussing tliis subject. The 
importance of this point was marked before the war; 
in the future, it will be of still greater significance. 
In connection with heating operations on the other . 
hand—domestic and industrial—the cost of energy 
is certainly the paramount consideration, and the 
same is true of electrochemical work, which 'is 
likely to come more extensively into vogue. - 

The electrical station engineer may view with 
some concern the prospect so frequently displayed 
before him—that he will have tò add to his many 
accustomed activitiestthe functions of a gas engineer 
and chemist. We sincerely trust that opposition to 
reform will not be based upon this ground. There 
is no inherent reason why he should shrink from 
In any such large undertaking as Mr. 
Chattock foreshadows there is bound to be a staff 
of expert chemists, and the engineer will be con- 
cerned mainly with the utilisation of the gas sup- 
plied by the coal-consuming department, as at 
Brighton. But it would be well if electrical engi- 
neers who hope to attain eminence in electricity 
supply would take time by the forelock, and make 
themselves familiar with this branch of the subject 
—for the change is bound to come. Е 


‘THE article on the present posi- ` 
tion of the electrical industry of 
the United States, which we quote 
in full from our American name- 
sake in this issue, will be read with interest—not, 
perhaps, unmixed with envy—by British. manufac- 
turers, who, with all their energies absorbed in the 
gigantic task of maintaining the cause of a free 
and beneficent civilisation in Europe against the on- 
slaught of a barbarous and Vandal foe, are for the 
present unable to take due part in the feast of in- ` 
dustry spread out before their confrères. '' Feast" 
—it might rather be called an orgy! It must be 
admitted, however, that no small part of the trans- 
Atlantic prosperity is due to the manufacture of . 
munitions of war, which, by the force of circum- 


American 
Prosperity. 


‘stances, of which the British Navy is the predomi- 


nant factor, can be supplied only to ourselves and 
our Allies, and to that extent our neutral friends 
are supporting the cause of justice and freedom. 
Whether that should be the limit of their military 
activities it is for them to judge—we have our own 
opinions on the matter. What mainly concerns us 
is not so much the present as the future, in this con- 
nection. The fact that our manufacturers have, in 
spite of the most adverse and difficult conditions, 
succeeded in raising their exports for the last two 
months to a higher monetary value, if not a greater 
volume, than in the corresponding months before 
the war, is of good augury. Our workshops are 
crammed with machinery, much of which should be 


capable of adaptation to the requirements of trade 


after the war, and a new spirit has been inculcated 
into our industrial armies, from which we hope for 
great results. The big American firms are clearly 
quite unable to cope with the volume of business 
that is now offered them, and when peace looms 
ahead undoubtedly the world's demand will be re- 
doubled, while tne establishment of a preferential 
régime throughout the Allied nations must prove a 
vital factor in determining the course of trade. We 
therefore have no fears for the future, provided that 
no effort is spared to meet the new conditions with 
the utmost efficiency and determination. 
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ELECTRICAL TRADE IN INDIA AFTER  , 
THE WAR. | 


‘ By G. R. DRUMMOND, M.LE.E., M.I.M.E. 


THE majority of electrical firms in England at present 
hardly realise the immense possibilities arid importance of 
electrical progress in India. Up to a very few years before 
the war very little competition was offered at all by English 
firms, with the result that many very large orders were 
placed on the Continent and in America, resulting in 
foreign firms obtaining a footing in this country, and, in 
my opinion, it is “пр to” British manufacturers to con- 
solidate their present position, and to considerably extend 
their activities in India—that is, of course, if they wish to 
compete with foreign firms in this direction. Now I do not 
wish to imply in the least that what has been mentioned 
regarding orders being placed abroad was due to weak repre- 
sentation, but to earnestly impress on firms that there 
appears to be no reason whatever why after the war England 
should not supply the bulk of electrical goods for India, 
and that, apart from home orders, their works сап be 
fully employed to cope with this increased business, pro- 
vided they tackle their Indian export trade in the correct 
manner. What is the best way to achieve this result? I 
remember, when I was in London in, I think, 1905, I was 
talking to the managing director of one of our leading elec- 
trical firms, and in the course of our conversation he men- 
tioned that his firm had agents in India, but orders were 
few and unimportant, and he inquired if, in my opinion, 
„шоге business would result if direct branches were 
established and the agency abolished. My reply was em- 
phatically yes, provided you send out the right men and go to 
work correctly, always remembering the vastness and possi- 
bilities of the country. The firm in question took my 
advice and have done fairly well, but. not so well as they 
might have done, or as I anticipated. Firms operating in 
India should remember that, generally speaking, ‘business is 
carried out on completely different lines to those obtaining 
in England, and that certain points should be carefully 
observed, of which I will detail what are, in my opinion, 
the most important :— | 
_ Workmanship.—This should be of the very best always ; 
in fact, more attention and care should be given by works 
to orders for India than for home orders. Not, as I am 
afraid is sometimes the case, machinery pushed through the 
test house with the remark, “Oh, it's good enough ; that 
machine’s for India ; we'll not be worried or hear about it, 
once it’s shipped.” No; they would possibly not hear 
much about it, or their firm about repeat orders. Any 
plant, even if only a little doubtful under test, should be 
kept back, and, if necessary, scrapped.. Firms’ reputations 
have been completely damned for certain classes of work, 
owing to indifferent workmanship and their test house passing 
the stuff through as good enough for India. I remember— it 
was, I think, in 1908—I was inspecting and reporting on 
an electric scheme in a large Native State, and had been 
told that the sclieme was being changed from p.c. to A.C., 
; and a steam 3,300-volt alternator, with switchboard; had 
just been installed. I was looking- forward to seeing this 
plant, as it was from .old-established English firms with 
good reputations for р.с. boards and machines, but firms 
who had up to then manufactured little, if any, A.C. plant. 
On arrival at the power house with the engineer, some D.C. 
sets only were in operation, and on my inquiring if the A.c. 
set could not be started up for my inspection, the engineer 
replied, ** Well, as а matter of fact, we're rather afraid to 
run it. We have had no luck at all with board or set," 
On its being uncovered for my inspection, I understood why. 
Without going into details, I will only say that I recom- 
mended the engineer to return the plant to the makers as 
useless, and on no account. to try to operate it. The firms. 
In ‘question possibly heard little about this, for various 
reasons, but from that date to this I have scen no more’ of 
their А.С. plant, nor have I heard of any, being installed in 
India, and in all probability this has also seriously affected 
their sale for other electrical material, without the heads of 
the firms understanding why. This is only one case of 


many I could quote from my own experience out here. Firms - 
must understand that jobs: in India are some 8,000 miles 
from their works, and engineers out here cannot 'phone up 
works to send men to inspect, overhaul, &c., &c., or to rectify 
any fault that may oceur, and if any trouble is experienced 
with plant no repeat orders to that maker are going home, and 
such news travels. On the other hand, if the plant is really 
good, many repeat orders result, and, when new works are in 
rogress, engineers invariably specify plant of which they 
Бе examples are running satisfactorily in other parts of 
the country. Another point is, makers should realise that. 
plant which is excellent for England may not always give 


satisfaction when installed in India, and that plant which 


would run well, say, in Bombay, would give trouble if 


installed. in Delhi. Extreme climatic variations must 


always be taken into consideratiop, and in certain parts of 
India the prevalence of dust storms have to be considered. 
Firms should also bear in mind that in all probability the 
plant will be entirely operated by cheap Indian ‘labour, and 
they should design same accordingly. Efficiency for home 


practice is an important factor, but in many cases engineers 


in India would prefer reliability at the expense of a little 
efficiency. One other point is, firms must standardise more. 


- Possibly: many of my readers will say, ** We do standardise.” 


To a certain extent I admit, but they should standardise 
whenever possible, and work strictly to standards, until, of 
course, the design changes, and then it should always be 
possible for a machine to be made—if required—to an old 
pattern to match machinery already installed. Nothing is . 
more annoying than to receive plant which has been specified . 


to be exactly similar in every respect to a previous order 


arrive out with different fittings, and to be obliged to stock, 
say, а different size of brush for same, to say nothing of the 
break up in the uniformity of the station. In my opinion, 
firms would do well to have attached to their export. 
department a good reliable engineer with a special know- 
ledge of India, whose duty should be examination and 


. passing of all goods for India. 


Representatives.—Representatives should preferably be 
engineers who have had а good varied home training; with 
also experience in India. They should have plenty of tact, 
the full confidence of their firms, and, above all, they must 
be ** pucca sahibs," able to move in society, and eligible for 


‘membership to any of our clubs. 


During my 18 years’ experience in India, I have at. 
different’ times met a good many representatives of firms, 
who have called on me at my different stations, and of these 
I suppose there were few indeed who were really suitable 
men to represent their firms here in India. It must be 
remembered that at least 50 per cent. of the business is 
negotiated with Indians, the majority of whom require very 
tactful handling. Ninety per cent. of these have not seen 
England, and, therefore, must judge firms, to a certain 
extent, by their representatives. I will mention here that 
no one is quicker to observe whether a man is a “chota 
sahib” (little man, literally subordinate) or a ** bara sahib " 


. (big man, literally officer) than an Indian, and be impressed 


accordingly, or otherwise. 

In India there are observed two classes—i/.e., the club 
man (officer class) and the subordinate, and the distinction 
is most marked. Representatives must, of course, belong 
to the former (it would be fatal to the interests of their 
firms for them to drift into the latter), and it is essential 
that they should belong to the local club and mix in 


Society. Possibly my readers will say— Oh, that’s absurd. 


We want a man to push business, not to go into Society.” 
I can assure them that much more business is secured by 
the man who has entry into the clubs and Society than the 
man who, say, grinds hard at office all day and talks about 
having no time for such frivolities. "The ideal representa- 
tive is the man who combines both work and social life, 
and it must be obvious to my readers that when orders are 
being handed out—other things, of course, being equal— 
it is the man one knows and meets at club who generally 
secures the work. Some representatives of firms, although 
eligible, cannot belong to clubs, because their pay does not 
permit. This is a great error on the part of their firms, 
who, I take it, are ignorant of the country, or they would 
not handicap their men before they really get to work. 
Living in Presidency towns is expensive. For instance. 
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in Calcutta a suitable house cannot be had under Rs. 500 a. 


month ; servants and living expenses run away with 
another Rs. 500, and then one has club and other expenses, 
and last, but not least, if the representative is married, 
comes the yearly expense of wife and family going away to 
the hills during the hot-weather months. > 


The above is not by апу means exaggerated. One of the 


many duties of the representative is, at times, to receive 
and put up clients who may be down оп business, and to 
entertain them. To do this it is essential for Him to have 
a house in а good locality, and, generally speaking, to look 
after the client, and treat him as wellas if he were in his 
own home. I wonder how many firms there are who pay 
their representatives only Rs. 750 or under a month, and are 
under the impression that they are treating their men well ? 
Apart from the fact that good sound men cannot be had for 
that pay, their men cannot possibly live as they should do, 
and as is their duty to their firm. 

Some years ago I was asked to install a complete modern 
electrical equipment for a large theatre in a State for which 
I was Шеп consultant. I was extremely busy at tlie time 
with other schemes, so sent full particulars with drawings 
to a certain firm which I knew had carried out similar work 
in India, asking for a detailed estimate for the supply of all 
the material. After a very long wait and some corres- 
pondence, the representative stated he would not send the 
estimate unless I deposited a sum of money with his firm, 
which would be forfeited if he did not get the work ! 
Needless to say, I placed the order elsewhere, and intended 
sending the correspondence'to the head of the firm, only I 
realised that it was more the firm’s mistake in sending out 
such a man than that of the representative, who, no doubt, 
thought he was doing the correct thing. 

Representatives should at least once a year tour India, 
making personal calls on all clients, and paying visits to all 
native States and towns where electricity is, or is likely to 
be, installed. This is essential, and it should not be neces- 
sary for the representative, on his return to his centre, to 
have to work at nights to pull up his arrears of office work 
accumulated during his absence. How many times have 
letters been forwarded. to clients, stating that the repre- 
sentative was “ up to his eyes in work, and could not posstbly 
get away before such and such a date." This is altogether 
wrong, as'the representative should so arrange his office 
routine as to leave himself free to take a trip anywhere at 
a moment's notice, without feeling worried at the thought 
of work piling up for him against his return. He should 
remember that he is not serving the best interests of his 
firm by becoming an office fixture. | 

To conclude, I will add that in the first five years after 
the war, it is certain some millions sterling will be spent 
on electrical work in India. Apart from the innumerable 


smaller schemes pending, two great industrial schemes are ' 


to be launched by, or through, the agency:of Messrs. Tata, 
Sons & Co. First of these is а hydro-electric scheme with 
а capital of 2% crores of rupees, and the second an 
extension of Messrs. Tata’s steel works, at a cost of 
_ 84 crores of rupees. The:activities of Sir Thomas Holland 

and his Commission will do mucli to stimulate trade, and 
altogether the future holds out vast possibilities for 
electrical enterprise in India. I sincerely trust our 
English firms will take full advantage of them, and that 
these few notes will be of some little assistance to them in 
this direction. 


THE PRESENT STATUS OF THE AMERICAN 
ELECTRICAL INDUSTRY.* 


THE vast. volume of business now being handled by the 
Westinghouse Electric & Manufacturing Co. and the General 
Electric Co. has never been paralleled in the history of these 
manufacturers. The two. companies are taking orders this 
year at the rate of $225,000,000 per annum, which is 
$90,000,000, or 65 per cent., in excess of any other year in 
their corporate existence. According to a statement in the 


* Electrical Review and Western Electrician, September Brd. 
) 


Wall Street Journal, the Westinghouse Co. will manufacture 
during the fisca} year to March 31st, 1917, including its shell 
orders and other munition orders, aside from rifles, between 
$90,000,000 and $100,000,000 of finished producta. 

Those who have studied the condition of the electrical in- 
dustry in the United States during recent weeks have been 
amazed at the sold-up condition of great concerns like the 
Westinghouse and General Electric. 1% is understood that in 


- the turbine departments of both these big producers no 


deliveries of turbines short of 18 months are being promised. 
In fact, some very large contracts have been taken this week, 
calling for 18 months' delivery. In other lines Westinghouse 
js sold ahead at capacity for seven and eight months, and the 
same statement is true of General Electric. These two com- 
panies have ordefs in hand -for 20,000 to 95,000 motors alone. 
Because of the immense pressure which incoming orders 
are eXerting, Westinghouse Electric has purchased 500 acres 
of land on the Delaware River, and will use it as the nucleus 
of a new manufacturing centre. The physical possibilities in 
its East Pittsburg location are so clearly exhausted that it 
was imperative that a new centre be started if the company 
is to continue to hold its normal proportion of the industry. 
Indicative of the prosperity .of the manufacturers of elec- 
trical equipment and the entire electrical industry, but teem- 
ing with the difficulties encountered by manufacturers, . were 
addresses made by G. E. Tripp, chairman of the board of 
directors of the: Westinghouse Electric & Manufacturing Co., 
and E. W. Rice, Jun., president of the General. Electric Co., 
‘before the Association of Edison Iluminating Companies, at 
its 37th convention at Hot Springs,’ Va., September 5th/7th. 
The excerpts from these addresses serve admirably to show 
the conditions now existing in the manufacturing branch of 
the industry. | : 
ABSTRACT OF Mr. Tripp’s ADDRESS. 


In order to get a comprehensive view of present manufac- 
turing conditions in the electrical industry, 1t is necessary to 
review for a moment a little of its past history. When the 
electrical industry began it was something more than the 
mere selling of a manufactured product. It was the applica- 
tion of scientific knowledge to practical -uses, and required 
close co-operation between the manufacturer and the pioneers 
in the public utility field. jt 

The tremendous importance of individual genius was the 
predominating feature of this period, and manufacturing was 
largely confined to the development of the particular appa- 
ratus which some far-seeing man had invented or developed. 
As a natural consequence, the same man became an indis- 
pensable factor in the application of his conceptions to the 
public use; and from this condition arose, not electrical 
manufacturers, as they are now constituted, but organisa- ' 


. tions standing sponsor for and producing goods according to 


systems developed by the great chiefs of the electrical science. 
Through these agencies there sprang up a great number of 
small installations of street railways and electric light com- 
panjes, serving the routine local wants of the ordinary citizen 
in his daily life. This was the first step in the evolution of 
the industry. | vp 
Perhaps the next stage may be described as that in which 
the various systems were sifted out, not, however, by the pre- 
dominance of one or the other, but as is usual in such circum- 
stances by a combination of the best points of all of them, 
until the manufacture of electrical apparatus and the appli- 
cation of it became more or less standardised. That is to 
say, while invention and research went on, and is still going 
on, and important improvements were from time to. time 
made, and are being made, it is a fact that the large manu- 
facturer of electrical apparatus can and does produce machi- 
nery and apparatus that is adapted to any kind of electrical 


gervice. 
When the manufacture of electrical apparatus had reached 


this stage it made possible the new era of centràl-station 
development, which resulted in a great expansion of the uses 
of electricity, the history of which has been a matter of 
comparatively few years. The isolated electric light. plant 
which had no power business and gave а loca] individual 
service which had no greet fluctuations, has passed away and 
has been replaced by huge central-station organisations. whic 
sell a great percentage of their output for uses In all lines of 
industrial activity, and whose business will. more and more 
tend to rise or fall with the general tide of industry. 

The demand for large generating units has been greatly 
increased, due to the more intelligent and energetic conduct 
of the electrical business under concentrated control, for it 
is an undoubted faot that scientific management keeps pace 
with concentration. I believe that the tendency for combina- 
tion ‘and consolidation of public utilities is bound to go on 
from a purely economic standpoint, and that this irresistible 
tendency will present many political problems for solution, 
but I have referred to them solely for the purpose of enabling 
you to better understand that the demands from the manu- 
facturer, brought about by the sudden and - tremendous 
impetus given to almost every branch of industry in the 
United States on account of the Huropean War, was the 
combined result of these great aggregations and the large use 
made of them by industrial enterprises. That 18 to say, 
manufacturing industries of all kinds, which have been re- 
cently taught to use electricity as a power, ‘called for an 
increase in service, the magnitude of which was as unfore- 
seen as it was abrupt. 


[4 
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The experience of our company will serve to illustrate how 
sudden and unexpécted was the demand made on the manu- 
facturing industries of this country during the latter part of 
1915. The war began August lst, 1914. At that time we had 
‘unfilled orders on our books of about $8,000,000. This was a 


small amount, and represents about two months theoretical | 


full output of our shops. | The outlook was anything but 
encouraging. On February 28th, 1915, which was the lowest 
point we reached, we had оп our books approximately - 
$5,600,000 of unfilled orders, a falling off of 30 per cent. Our 
shops were running at not over 50 per cent. capacity, and the 
total number of men on our pay roll was about 14,800. 
While February, 1918, was the low period, there was not 
great improvement for several months afterward. In fact, 
. the real upward movement did hot begin until Noyember 1st, 
з, at which date we had on our boo 
orders. 


at hand giving 
ustry, 


task is to find a sufficient supply of the two extremes, viz., 
The first is 


red uires a Ot safety, a 
168 capital over once a 
bas not yet reached that desirable ‘stage 


| constantly in 1 
reserves until the goal has been attained, and the Westing 


house Co. has pursued, and will pursue, that general policy 


ufacturin di- 
tions is, from a Production standpoi g condi 
4 . point, extremel 18- 
factory Stocks in the hands of manulacturers ind "Чы аа 


ducing concerns in this country. Promi 
ae y. Promi 
of raw materials and machinery and tool made by producers 


. tion, have been found, by sad experience 


е, to be extremely 
unreliable, and this naturally interferes with our schedules of 
manufacture of finished goods. There is little, if any, evidence 
of a change in the situation in the immediate future, and we 
anticipate that difficulties wili continue to be experienced in. 
obtaining raw materials. As a result of over-sold conditions 
prices have been advanced to unprecedented figures. 

The increase in prices of raw materials and machinery has 
not been permitted to directly affect production unfavourably, 
as these -prices have been met. The fundamental difficulty 
which has constantly interfered with production schedules has 
been the inability to get machinery and materials, either on 
time or in sufficient quantities to keep our factories operatin 
in an efficient manner. ` some instances materials an 
machinery which heretofore have been émployed have been 
unobtainable, and new materials, màchinery, and methods 
have been substituted, all of which has involved delay in 
production. Even after we had succeeded in purchasing our 
raw materials, and shipment had actually taken place at the 
point of manufacture, there was no assurance that the 
material would arrive on time. The railroads, as is well 
known, became so congested that deliveries were slow and - 
uncertain, and complete embargoes were frequently placed 
upon the delivery of important materials, and always, it 
would seem, at the most unfortunate time for ourselves and 
our customers. | 

The manufacturer, however, needs something more than 
buildings, machinery, and raw materials in order to fill the 


orders of his customers. He must have labour of good quality 


and of reasonable and reliable supply, and, manifestly, it is ' 
impossible to cope with the, increased’ volume of business 


` without an increase in the efficiency of labour, or an increase 


in quantity. In spite of all our efforts the labour situation 
for the last year has been, and still remains, in a yery un- . 
satisfactory condition, especially with reference to high-grade 
skilled employés and low-grade common labourers. There 
does not seem to be a sufficiency of either class to meet the 
demands of production in this country.‘ As is well known, - 
the scale of Mis e of such employés is abnormally high, which 
condition has been intensified by competition among the 
manufacturers themselves. / 

The increase in the price of labour would not in itself affect 
production adversely; it might, in fact, under proper condi- 
tions, lead to a stimulation and improvement of production. 
However, unfortunately, there is every evidence that the 
efficiency has, temporarily at least, declined, and the output 
per man is lower than it has been heretofore at a time when 
it is to the interest of all men.engaged in the, industry, as 
well as the employers, to obtain the highest possible output. 
‚ The large contracts which have been taken for war muni- 
tions have unquestionably affected the general manufacturing 
sitfation. They have created a demand for enormous quan- 
tities, of brass, copper, and steel, and are largely responsible 
for the condition in which the producers of such materials 
find themselves, viz., almost complete inability to fill orders. 

As to what extent, if any, the manufacture of munitions 
by our company has interfered 'or may interfere with 
deliveries of our regular products, I frankly admit at once 
that such contracts as we have taken for munitions have inter- 
fered, and will, until completed, interfere to a relatively 
limited extent with our regular business. I may further con- 
fess that if we had anticipated the prompt revival of business, 
to say nothing of the phenomenal increases in our regular 
business, we would never have undertaken the manufacture 


of any munitions. . 


^ 


At this time it is difficult to express a definite opinion as 
to the deliveries on 1917 contracts. We have taken large con- 
tracts for delivery in 1917, and in some cases even for 1918. 
We are contracting for important materials as far in advance 
as seems to be necessary, in order to ensure deliveries. In 
order to be assured of а supply 4 seems to be necessary to 
place orders for some materials well into 1917. In such cases 
we have not hesitated to take the risk. 

The `great increase ìn the cost of raw materials and labour, 
as well as other items of expense, have made it necessary 
for us to increase our prices. We have not, however, 
advanced our prices more than necessary to cover increased 
cost of manufacture. In some classes of apparatus, through 
the skill of our engineers in re-designing, without sacrifice 
of quality, we have effected economies off-setting, in part, at 
least, the normal increase cost, -and in such instances our 
prices have not been increased to the extent that otherwise 
would have been necessary. 

As to future prices, we are so completely dependent upon 
the prices which we must pay for raw materials and labour 
that it is impossible for us to express an opinion which would 
be of special value. It would almost seem that the high-water 
mark, with respect to prices of raw materials and labour, 
has been reached, and, if so, with a continuance of such 
conditions, future prices of our materials would naturally 
remain substantially. unchanged. Of course, upon any ex- 
tended reaction in business, which some authorities assure us 


. Will take place upon the cessation of hostilities, prices would 


naturally decline. Vs 

It has been suggested that the large profits on munition 
contracts have established a precedent which may have 8 
bearing upon the electrical business. I do not share in thie 
view, as the electrical business is highly competitive, and in 
normal times the volume of demand is less than the combined 
facilities of all the manufacturers. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT, 


Sanders Fuseboards. 


Messrs. WM. SANDERS & Co., of Falcon Electrical Works, Wed- 
nesbury, are introducing a new skeleton type of fuseboard, the 
construction of which does away with the usual china or slate base. 
The contacts are supported direct by. bus-bars and insulated bars 
which carry the terminal contacts ; the contacts are clamped direct 
to the bus-bars by the firm’s patent clip system, the terminal con- 
tacts being mounted on a bar insulated with moulded mica. 
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Fig. 3.—EDISWAN H30 CELL. 


The bars—terminal and bus.—are supported at their ends by a rigid 
iron frame, being insulated from the latter; the main terminals 
(on the patent clip system) can be clamped anywhere on the bus- 
bar between the contacts. 
struction of the fuse frame and the latter fixed in a case. 

It will be noted that the panel can be wired up without dis- 
mantling and that the cables can be run up-and down direct to 
the terminals without any bend. The live parts are all mica insu- 


lated, and the construction is claimed to be practically unbreakable 
and therefore ideal for transit. 


Ediswan H;O Cells. 


The Ерїзох Swan ELECTRIC Co., Lrp.. of Ponder's End, has 
brought out a new and improved type of its “ H30 " cell, which 
Із a small and compact cell turned out dry and made active by the 
addition of watér only, Fig.3 is a cross-section of the cell, which 
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Ес. 4.— CannoN ELECTRIC FIRE. 


Figs. 1 and 2 show the skeleton con- * 
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is provided with a clear glass container, А; a porcelain base B, 
fixed in position with melted bitumen, forms a support for the sack 
C, and for the zinc cylinder D, keeping them always the correct 
distance apart. yet so close together that the internal resistance is 
very low. A rubber ring E, is a further safeguard against acci- 
dental contact. Above the sack is a porcelain ring F, slipped over 
the carbon rod G, and supporting a waxed cardboard washer H, on 
which the sealing. compound is poured. A fibre tube passing 
through the compound and closed with a cork, enables the cell to 
be filled with water and a small glass tube provides an outlet for 
the gases generated when the cell is in use. A lead connection 


strip J is soldered to the zinc cylinder, and a brass cap K forced on 
the carbon rod, carries the screw terminal. Ammonium chloride 
crystals L are placed in the cell at the time of manufacture. Pro- 
vision can be made on the label for recording the visits of inspectors, 
and the cells, when worn out, can be recharged by the makers. 


Ес. 2.—SANDERS FUSEBOARD AND CASE, 


Fic. 5.—CaArron Doa Fire witn ELECTRIC HEATERS. 


Carron Electric Fires. 


Amongst the various designs of elect-ie stoves, fires, &e., con- 
tained in the recently issued pamphlet E.F. 4, of CARRON Co., 
may be mentioned a series of fire interiors specially designed to 
take the place of the ordinary coal fire grate, but which do not 
require building in. All these fires are fitted with three or four 
standard patent Carron radiant electric fire bars, each of 1 KW. 
capacity and controlled by a separate switch. The design is such 
as to heat the air which circulates through the fire; the stoves 
can be supplied in art black, armour bright or electro-brass or 
bronze finish, and be fitted with trivets. Several patterns of 
independent electric fires are also listed, of which fig. 4 represents 
a typical design, with three heating elements separately controlled 
and giving a total loading of 3,000 watts ; smaller 2,000-watt fires 
are also made. Theelements are all interchangeable and guaranteed 
for twa years. - 
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Another interesting design is the No. 263 dog grate shown in 
fiw. 5, which it will be noted is also fitted with four standard 
Carron 1,000-watt heaters, which are remote controlled. The 
dogs are fine examples of turnery and can be supplied in old brass 


or bronze with wrought iron serolls and back irons. The company : 


has overa hundred different types of dog grates, designed to suit 
all periods, which can be adapted to electric heating. 

Carron Co, also supply a neat. little stove of 1,500 wntts loading, 
specially designed for medium voltage, А.С. circuits in crane cabins 
and similar positions, and another stove of lesser loading (800 
watts), made in cast iron, for heating on ships, trains, cars, and in 
garares. i 


The “ Wilkinson" Brake. 


At the Congress of the Tramways and Light Railways Association 
on June 30th last, reference was made to а new brake which has 
heen introduced by Mr. В. Н. Wilkinson, general manager of the 
Huddersfield Corporation Tramways. This brake is a band brake 


_attached to the extended armature shaft, actuated through levers | 
from the usual platform brake spindle. 


The brake drum, which ig of cast-iron and keyed on to the 


‘armature shaft, is of open section, the arms creating a draught 
‘which assists greatly in keeping the drum cool, also reducing to a 
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SIDE VIEW 
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minimum the mass of the drum wheel to facilitate rapid 
cooling. The brake band is of mild steel lined with " ferrodo,” and 
is in one length, attached at the ends to a bell crank lever by 
means of riveted lugs, one end being fitted with an adjusting 
screw. The band and levers are supported by an angle iron and 
flat bar frame attached to the motor suspension bar, and to the 
motor shell at the axle bearing. A pull-off spring, and adjusting 
Screws for regulating the clearance between drum and band, are 
fitted to the frame as shown. 

The force applied to the brake-band levers is equalised by a 
differentiating chain gear. <A chain passes freely through two 
fixed pulleys attached to a cross frame, and two pulleys attached 
to a short lever which is fixed to the main “ pull" lever as shown, 
and moves with it. The “pull” lever is placed on the under side 
of the cross frame, owing to lack of clearance above, and is con- 
nected by a gudgeon to the short “pulley” lever situated above 
the frame. The ends of the “ pull” lever are connected up to the 
platform brake spindle in the usual way, a hand wheel being used 
in preference to a lever. 


The brake is quickly applied, there being practically no slack to 
take up. as with wheel brakes. Braking through the gears, it is 
similar in action to the electric brake, and has proved very efficient. 

We are indebted to the Journal of the Tramways and Light 
Railways Association for dàr particulars and illustration. 
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Fie. 6.—' THE WILKINSON TRAMWAY BAND BRAKE. 


-paration of which the Committee has received th 


THE BRITISH ASSOCIATION.—VII, 


Standardisation and the Engineering Industries, 


IN a paper read before Section G by Mr. O. me Maistre, 
General Secretary of the Engineering Standards Committee. 
the assistance rendered by standardisation to the engineerin, 
industries was discussed. The author, after referring to the 
necessity for the adoption of order and system in methods oi 
praduction, and the consequent movement towards co-ordina- 
tion and collective effort in place of our former individualistic 
methods, pointed out the importance of continuous progress 
and of avoiding any tendency towards crystallisation of 
design by constant revision of the standards. " Satisfactory 
results have been arrived at not by one section of the con. 
munity imposing its opinions on the other, but rather as the 
result of co-operative action, mutual concession and ultimate 
agreement between all the interests concerned. The adoption 
of standards agreed on in this way. undoubtedly promotes 
uniformity gf practice, avoidance of waste, elimination of 
harsh and unnecessary conditions, reduction of manufactur- 
ing costs, and last, but by no means least, engenders a feel- 
ing of mutual confidence between user and producer such as 
could not be secured by isolated action on the part of either." 
Mr. le Maistre outlined the growth of the 

Engineering Standards Committee from the 


TA inception of the movement by Sir John Wolfe 


X Barry in 1897, to the present organisation 
of 64 committees and sub-committees, an! 
ES numerous panels, including in all over #0 
members. He paid a tribute to the work of 
\ his predecessor, Mr. [Leslie Robertson, to 
"whom the success of the Committee was 
| largely due. 

As stated in the paper, not only are ali 
/ parties concerned with any particular subject 
consulted before a decision is made, but als 
ү in some cases experimental investigations ате 
carried out at the instance of the Committee 

va by the National Physical Laboratory. | 
ттш The British standard specifications, which 
= are confined to the main technical clauses 
necessary for the purchase of. the product to 
which the specification relates, are being in- 
creasingly adopted throughout the country, in 
home and export trade in general, and are also 
being largely substituted for the various and 
differing Government and municipal speeifica- 
tions formerly employed. They are proving ol 
increasing value to the Crown Agents for the 
Colonies and the self-governing Dominions, 
and are, in large numbers, being sent abroad 
for use in the supply of engineering material 
required. "A 
One of tho first objects in the formation oi 
the Committee was to simplify the rolling of 
steel sections for engineering structures and 
rails as well as shipbuilding material, so as 
to save unnecessary cutting of a variety of 
rolls for no good reason, and also to facilitate 
the making to stock during slack times, ` That 
the work of the Committee in this direction 
has been amply rewarded is shown by the 
fact that the number of rolls in use by British 
manufacturers has been largely reduced. | 
an instance, whereas there were formerly 1 
sections of tramway rails, there are now only 
five. The same is true of all ordinary mer- 
chantable sections, such as angles, tees, a 
channels and rolled joists. The -percentage | 
British standard tramway rails to the tota 
tonnage rolled during the year ending March. 
1915, was 75 per cent., which is an тшй 
that the number of standards recommender 
is adequate to mect all ordinary requirements. А consi er- 
able reduction has similarly been effected in regard to pas 
rails, The railway companies, Government Departments, t б 
London County Council, and other important bodies both at 
home and abroad, have adopted many of the Committee's 

standards. I 
Turning to the electrical side of the Committee's шш 
a large amount of preparatory work of importance has The 
successfully carried through during the past two uit t 
most important electrical work completed is that o zr 
Standardisation Rules for Electrical Machinery, in Mu 
co-operation of the British manufacturers through their 
official organisation. К 
The conditions of the electrical industry in this, count. 
says Mr. le Maistre, are very different from those existing pers 
in Germany or America. In the United States two large ip 
porations deal with practically the whole of the „ш pa 
whereas here there are some 40 or 50 firms more or Sel 
competition with one another. However, Pn Com- 
both in London and in New York with the Standards ied 
mittee of the American Institute of Electrical Кас basis 
resulted in the establishment of a thoroughly practica! ae 

for the comparison of tenders for electrical machinery п 
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in the United States of America or Great Britain, the rules of 
both countries being now in agreement on all essentials. 

Much also has been accomplished in one of the most diffi- 
cult of tasks, the standardisation of small electric fittings 
with due regard to liberty in design. This work, in which 
again the masters’ association has been most helpful, has ocen- 
pied a great deal of time, and the difficulties and prejudices 
to be overcome have been great. Ordinary household wall 
plugs апа sockets have at last been standardised as regards 
interchangeability. A . specification to secure interchange- 
ability between any charging plug and any socket of the type 
recommended by the Electric Vehicle Committee of the In- 
corporated Municipal Electrical Association, should be of 
material assistance in promoting the use of electric wagons 
nd runabouts. A specification for electric supply meters has 
recently been evolved after much labour, and although some 
modifications may still be required, it is hoped that it mav 
үш prove satisfactory to both producer and purchaser 
alike. 

A system of British standard graphical symbols for use in 
electrical engineering plans is being drawn up, and in this 
work the Committee has the co-operation of the American 
and Canadian Electrotechnical Committees. 

The ramifications of the Committee are extremely wide- 
spread, and the commerce of the world being largely inter- 
national, it is natural that the Committee’ should be forced 
to envisage co-operating internationally. The Sectional Elec- 
trical Committee, with a different chairman, is, ipso facto, 
the British Committee of the International Electrotechnical 
Commission, which has branch committees in 15 to 20 dif- 
ferent countries. 

-The problem of the rating of electrical machinery is, pos- 
sibly. rnore intricate than the standardisation of any simple 
pieces of mechanism, electrical or otherwise. The conduc- 
tivity of the copper, the permeability of the iron, the 
mechanical strength of the materials, can be estimated with 
‘sufficient accuracy from the results of definite and easily car- 
“ried ont tests on samples. Owing to their inherent properties, 
the insulating materials employed at present come into an 
entirely different category. They are governed by no well- 
defined laws, as in the case of the copper and iron, their pro- 
perties are variable and alter largely for very small changes 
in the conditions of manufacture as well as those under which 
they are employed in the completed machine. One of the 
important problems, therefore, is the settling of the limits 
‘which it is considered necessary to impose in order ‘to ensure 
that the principal causes of destruction of the insulating 
materials, the heating combined with the time element, shall 
be kept well within safe limits. 

A clear distinction exists also between an “international 
standard of quality ' and an ‘international rating." The 
international acceptance of the former. has already been 
brought about by the adoption, by the I.E.C. at its Berlin 
meeting in September, 1913, of certain limits of observable 
temperature applying to the materials in general use to-day. 
But these limits do not offer a means of comparing directly 
machines from various sources, since they would not neces- 
sarily -have the same temperature rise. The fact, however, 
that American and British electrical engineers are at one 
on this point of immense commercial importance, will doubt- 
INS а great influence on the electrical industry of the 
world. 

Every effort must be made to ensure that the British stan- 
dard specifications are readilv available to foreign purchasers 
as well as to those in the British Empire. А few of the 
specifications have already been translated into French, and 
1: is hoped that satisfactory arrangements may be made to 
translate them all into French as well as Spanish. In regard 
to Russian, the question is somewhat complicated, but in 
this case also the matter is being given the most careful con- 
sideration. 

The work which has been effected by the Committee should 
very materially assist in keeping the trade of our great 
Colonial Empire in the hands of British manufacturers. As 
regards the immediate future, so pregnant with vital issues 
to our trade, both home and export. the influential position 
of the Engineering Standards Committee as the central body. 
with its unique expert knowledge of standardisation, holds 
vast potentialities for good to the industry. 


Some Characteristic Curves of a Poulsen-Arc Generator. 
Ву N. W. McTacnunay, B.Se. Eng., A.M.T.ELE. 
(Section G. Abstract.) 

Witt а carbon-copper are burning in hydrogen.. without а 
magnetic blast, having a condenser (the capacity not exceed- 
ing a certain limit) and a variable inductance shunted across 
Ms terminals, there is a certain inductance and, therefore, 
frequeney, for which the shunt сштеп is a maximum. ‘The 
present investigation was undertaken to determine whether 
this condition is applicable in the case of a Poulven-are gene- 
rator: (1) When energy is absorbed in the shunt circuit by a 
vanable non-inductive resistance; (2) when the energy 
absorbed in the shunt circuit is as small as possible. In both 
these cases there is a loss in the Moseieki condensers, this 

being unavoidable; unless air condensers are used. 
Frequencies between 1.3 x 10° and 8 х 10° cycles per sec. 
were employed, the range of frequency in any experiment 


depending on the magnitude of the capacity. The resistance 
used varied from 70 ohms to 6 ohms, and the capacity from 
0.0000 mfd. to 0.009 mfd. 

The current in the shunt circuit was analysed; for the 
various eapacities tested the most prominent harmonic was 
the second, other harmonics being comparatively small. 
With a capacity of 0.00924 mfd. the в.м.ѕ. values of the 
second and third harmonics were, respectively, 30 per cent. 
and 9 per cent. that of the fundamental when the frequency 
was 8 X 10° cycles рег sec. 

Full details of the experiments were given in the paper, 
and the author arrived at the following conclusions :— 

1, With fixed capacity and frequency there is a certain 
resistance giving maximum power absorbed in the shunt cir- 
cuit. There is also a certain resistance for which the efficiency 
of the arc is a maximum; but the resistance corresponding 
to maximum power is smaller than that corresponding to 
maximum efficiency. 

.2. With fixed capacity and fixed resistance in the shunt 
circuit there is a certain inductance, and therefore frequency, . 
for which the power obtained from oscillations of funda- 
mental frequency 16 à maximum. 

3. With given resistance and frequency, the power obtain- 
able in the shunt circuit (both total power and that due to 
oscillations of fundamental frequency) and the efficiency of 
the arc increase with the capacity; but with larger capacities 
(of the order of 0.00368 mfd. and upwards) the burning, 
especially with small inductances, is apt to be irregular and 


noisy—i.e., when the ratio L/c is small. 


4. When the power absorbed in the shunt circuit is very 
small, the capacity being fixed and not exceeding a certain 
limit, there is a certain inductance, and therefore frequency, 
for which the shunt current is a maximum. For capacities 
beyond a certain limit there does not appear to be any defi- 
nite maximum value. 

5. А diminution in the strength of the magmetic blast does 
not cause any appreciable alteration in the maximum power 
and maximum efficiency. The maximum power occurs at в 
lower frequency, and more power is obtainable at lower fre- 
quencies than with a stronger blast. 

6. А diminution in the strength of the magnetic blast does 
not cause any appreciable alteration in the fundamental fre- 
quency of the oscillations in the shunt circuit; but there is a 
tendency for the second harmonic to increase with capacities 
of 0.00368 mfd. and upwards. 

7. The most prominent harmonic in the shunt circuit is the 
second, thereby showing the existence of an asymmetrical 
current wave. This harmonic for any given capacity in- 
creases with decrease in inductance, and therefore increase 
in ‘frequency. For a given frequency the second harmonic 
increases with the capacity. | 

8. The insertion of resistance in the shunt circuit causes 
the burning to be less regular than it is without resistance. 
The irregularity of the burning increases with increase in 
the resistance. o. 

In order to ascertain whether the loss in the Moscicki 
condensers had any considerable effect on the power obtained 
in the shunt circuit, an air condenser was arranged to have 
the same capacity at high frequencies as one of the Moscicki 
condensers. It was found that the loss in the Moscicki con- 
denser was sufficient to cause a diminution in the power 
expended in the shunt circuit in some cases exceeding 15 
per cent.; but this did not invalidate any of the conclusions 
given above. The capacity of the Moscicki condenser at high 
frequencies was found to be 21.5 per cent. less than the 
capacity found by ballistic experiments. 


Pressure Oil Film Lubrication. 
By Н. T. Newsiain, A.M.I.C.E. 
(Section G. Abstract.) 


Wirnout lubrication a bearing will not run without ex- 
cessive wear, and without artificial cooling no bearing with 
oil lubrication will run continuously if the temperature rises 
above 150 deg. F., because at about this temperature most oils 
begin to carbonise. The efficiency of a bearing must there- 
fore be such that the temperature due to the heat generated 
by its friction, minus that dissipated by radiation and- con- 
duction, does not exceed this figure. 

The action of a lubricant is twofold; it first of all alters 
the nature of the rubbing surfaces, thereby reducing friction 
(and this is the commonly accepted justification for its use), 
but under favourable conditions it goes much further than 
this and automatically generates a high-pressure oil film be- 
tween the surfaces, entirely eliminating metallic contact and 
thereby enormously reducing the friction. This is what is 
now called '' pressure oil film lubrication." It occurs to a 
limited extent in most journal bearings, but does not occur 
in ordinary collar thrust bearings. m | 

The phenomenon of pressure oil film lubrication was first 
noticed by the late Mr. Beauchamp Tower. Following ou Mr. 
Tower's experiments, the late Prof. Osborne Reynolds, F.R.S., 
showed that the friction under the circumstances was merely 
that due to the viscous flow of the oil, From the practical 
point of view the most important things that he showed 
were :— рт 

First. that in order to obtain a pressure oil film between 
lubricated surfaces the surfaces must have a slight inclination 
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to each other, with the opening at which the oil enters 
greater than that at which it leaves. Or, in other words, 
that the oil film must be wedge-shaped. . 

Secondly, that in the case of а journal bearing the wedge 
form of the oil film occurs naturally, due to a slight shifting 
of the centre of the shaft in relation to the centre of the 
brass. | 

Thirdly, that such & wedge-shaped oil film cannot occur in 
а collar-thrust bearing; hence their inefficiency and low carry- 
ing capacity. 27 ‚. 

Ít was left to an Australian engineer and mathematician, 
Mr. A. G. M. Michell, of Melbourne, not only to complete 
Reynolds's theory, but also to show how its teaching can be 
applied in practice. On the assumption that the thickness of 
‚Ше oil film at the entering edge 18 twice as great as at the 
leaving edge, he showed how lines of equal pressure within 
the film can be plotted and how the centre of resultant pres- 
sure can be determined for plane rectangular surfaces of vary- 
ing proportional cross dimensions. He also demonstrated 
practically that a rectangular block pivoted at its point of 
resultant pressure will automatically assume an angle to an 
opposing lubricated surface, depending on the speed of 
rubbing, viscosity of the oil and pressure. On this principle 
he founded his now well-known thrust bearing. 

The result of Mr. Michell’s work has been to enable lubri- 
cated thrust and journal bearings to be designed with the 
principles of oil film lubrication as a basis, in the same way 
a3 ball and roller bearings are designed with the ball or roller 
as а unit, and as distinguished from the mere application of 
oil to the primitive forms of these bearings. The essential 
feature of the Michell bearings is the subdivision of the 
stationary surface into a number of blocks or pads, each 
pivoted at its back, and so free to assume a slight angle with 
lis contacting surface. Bearings designed on this principle 
differ radically from the primitive forms of journal and thrust 
bearings, but the results obtained in practice have fully 
justified the change. 

Taking the case of the thrust bearing first, the Michell 
thrust bearing differs from the older type in having only one 
collar, the multiplicity of collars in the older type having 
been necessitated by the low carrying capacity of parallel 
rubbing surfaces, as distinguished from the high carryin 
capacity of those in which the fixed surface is subdivided an 
made free to assume the angle to the opposing collar neces- 
sary for the formation of oil pressure within the film. 

The Michell thrust bearing has a coefficient of friction of 
about 0.0015 as against 0.08, and carries 200-300 Ib. per sq. in. 
with a much greater factor of safety than the primitive form 
has at 50 lb. 

The subdivision of the fixed surfaces into a number of 
segmental tipping blocks or pads is the essential feature of 
all thrust bearings made on this principle, but there are many 
variations in the design of the housing and method of carry- 
ing the tipping blocks, depending on the particular use to 
which the bearing is to be put. 

In the case of the thrust bearings in steam turbines the 
blocks are symmetrically disposed around the faces of the 
collar, and each series is mounted on a ring partly spherical 
on one face, the convex surfaces of which are outward and 
rest on „correspondingly spherical seats for the purpose of 
automatically distributing the load among the blocks. The 


blocks are mounted on the faces of the rings next the two 


sides of the collar against which they pivot, either along 
radial lines or on rounded pins. 

_This type is entirely enclosed, and is supplied with an oil 
circulation. by means of an independent pump. The oil 
passes through an oil cooler on its course, thereby removing 
the heat generated by friction from the actual surface of its 
ongin. The mean rubbing Speed sometimes exceeds 100 ft. 
per sec. Slow-speed bearings are made on the same prin- 
ciple, with grease lubrication. 

. Upwards of 800 Michell thrust bearings are now running 
in this country alone, in sizes varying from 1 to 15 in. dia. 
of shaft, and larger sizes are in course of construction. The 
use of them is rapidly becoming standard practice in steam 
turbine work. The same principle is now being applied to 
journal bearings. 

In lubricated journal bearings of the primitive type the 
phenomenon of pressure oil film lubrication is much less 
marked in the case of bearings of large diameters, probably 
owing to the greater oil clearance that is necessary in large 
sizes and -to the extreme thinness of the oil film. For ex- 
ample, a journal bearing of 2 or 3 in. in diameter will run 
satisfactorily under a pressure of 300 to 400 lb. pressure per 
sq. 1n., but it is not found advisable to load large bearings 
above 100 1b., even with a forced oil circulation. 

€ pressure oil film only occurs along а narrow strip in 
the primitive type, and the remaining surface merely forms 

& brake on the rotation of the shaft, so that the designer 
I5 again restricted and can only reduce the pressure to the 
limit found safe in practice by increasing the length of the 


A series of tests has recently been run on a Michell journal 
bearing by Messrs. Cammell, Laird & Co., Ltd., Birkenhead, 
The bearing surface is divided into 12 segments, each of which 
is pivoted on a rib at its back, so that it is free to lift at its 
leading edge to allow the necessary wedge-shaped oil film to 
form. The faces of the segments or blocks are lined with 
white metal, each surface being 2 in. square, giving 48 sq. in. 
of rubbing surface, the equivalent projected area of each half 
of the bearing being 163 sq. in. | ' ‚ 

In addition to the segments being free {о tilt, the seat on 
which they rest is partly spherical, thereby making the bear. 
ing also a swivelling one. A circulation of oil was passed 
through the bearing; each run was continued until {һе oil 
temperature ceased to rise. The ingoing and outgoing tem- 
peratures of the oil were also recorded, together with the 
weight of the oi! passing, and the R.P.M. 

The following are the results observed, together with the 
friction calculated from the heat taken up by the oil. The 


TEST OF EXPERIMENTAL " MICHELL” JOURNAL BEARING. 


May, 1916. 
| | | Oil supply. rris ЕНИ 
Duration | Bearing | Revs. per| Surface |р ү] Flow | К d 
of test. | pressure. min. d. | temp. | ot A to] friction. 
F. oil. eil. | 

Lb. per Lb., 

[Mins. sq. in. Ft. min.| Deg. | min. 
105 145 620 1,950 20 148 | 28 | 00099 
45 520 605 1,900 16 1901 29 | 00029 
30 900 620 1,950 25 2277 | 54 | 00031 


60 145 1,320 4,140 22 264 | 5% | 00091 
4,100 35 33°0 | 10'9 | 0'0051 
30 900 1,320 4,140 41 3370 | 127 | 00034 


friction is that for the two halves of the bearing pressed 
together. To get the coefficient of friction these figures re- 
quire to be divided by twice the load. 


CORRESPONDENCE. 


Letters received by us after 6 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


To Go—or Not to Go? 


Referring to the recent correspondence on station engineering as 
a profession, I am sure I do not agree with some of your corres: 
pondents’ views. “ East Coast " regards all electrical plant-running 
as child's play, his sole reason being that machinery is now 50 
standardised and  perfected automatically that any unskilled 
labourer can operate it. May I ask, has " East Coast" ever had 
anything to do with the operation of generating station or sub- 
station gear, especially some of the older systems? The reason I 
ask, is that I have usually found that the men who decry such 
work as " easy " and “ unskilled,” are the first to do damage when 
they do get the chance of operating a little on their own, I havein 
mind a very recent instance. 

Again, another correspondent says he cannot expect to find much 
technical ability in a switchboard attendant—‘‘a man who inspects 
his bearings every hour, and occasionally replaces a burnt-out 
lamp." No doubt, this gentleman is suffering from the same 
delusion as “ North-East Coast," unless the switchboard he was on 
(if any) was опе of those volt-pushing and “ let-the-shift-engineer- 
do-it "affairs on which we find women feeling so proud of them- 
selves. It is true we do find many of the so-called practical men 
about—men who close a switch because someone else told them it 
was right to do во; but let some of them be put in charge of a 
type of plant with which they are unfamiliar, and they will soon 
be all at sea, . 

Very true, there is, unfortunately, nothing much in station work 
аз a permanent profession ; but why run it down as useless, merely 
because it is no good financially? For my part. I admire the 
"young man who goes from job to job trying to pick up all he 
can." How can he get his experience otherwise ? . 

My opinion is that a man who has had a few years about the stations 
has learned discipline, self-denial. patience, alertness, nerve ап 
resourcefulness—not to mention many technical points other 
beginners might miss ; and even if he has had to do with a meagre 
wage, he has a better electrical knowledge with which to get a 
good job than some of the other so-called electrical engineers an 
electricians. p. F. B 


Linking-up Electricity Works. 


In the memorandum published by the Joint Committee appointed 
by the LM.E.A. and the LA.E.P.C. to consider the question о 
the linking-up of electricity supply undertakings, Appendix B VA 
tains a diagram showing the average working day load curves of A. 
a power station having a maximum load of 3,000 KW., and B, 8 
power station having a maximum load of 20,000 Kw. roe 

The curves showing the distribution of load after linking P 
these works are not what would be obtained in actual practice; / 
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is shown as taking up 2,800 Kw. at 1 p.m., and dropping this again 
at 9 p.m., and в as dropping this load at 1 p.m. (2,800 Kw. sudden 
extra drop in the dinner-hour “ valley”), and then on a rapidly 
falling curve doubling its load at 9 p.m. 

In actual working A would pick up about 500 Kw. at 1 p.m., and 
gradually work up to 2,800 Kw. by 2 o’clock ; this would materially 
assist в by making the after-dinner “load-climb” rise at an easy 
angle. In a large station this after-dinner climb is one of the 
most trying periods in the day's running. Then at 8.p.m. A would 
commence to regulate ita supply off with the falling load until it 
could shut down at 9 p.m., the load on B remaining stationary 
between 8 p.m. and 9 p.m. instead of, a& shown in diagram, falling 
from 7,000 to 3,000 KW., and rising again to 5,800 Kw. 

| J. Y. M. 


LEGAL. 


Р.О. TUBE RAILWAY AND COMPRESSED AIK. 


AT the Surveyors' Institution, Westminster, on Monday, Mr. Alex- 
ander Hoss, as Arbitrator, heard a case in which the parties were 
the Great Eastern Railway Co. and the Postmaster-General, which 
raised an important point ав to the use of compressed air in a 
portion of a tube railway which will run under the hotel and 
part of the general offices at Liverpool Street Station, and which is 
being constructed from Paddington to Whitechapel, on behalf of 
the Post Office, for the carrying of mails. The Great Eastern 
Railway contended that compressed air was necessary as an addi- 
tional safeguard. On behalf of the Postmaster-General, it waa 
submitted that compressed air was quite unnecessary. 

Mr. G. M. Freeman, K.C., appeared for the Great Eastern 
Railway, while Mr. A. F. Walter, K.C., and Mr. Rowland Burrows 
represented the Postmaster-General. 

In opening, MR. FREEMAN said the Railway Co. desired the use 
of compressed air as an additional safeguard by reason of the 

uliar nature and character of the property concerned. It was 

peculiar because of ita enormous public importance and its physical 
construction. Enormous pressures were brought to bear upon the 
supporting column:, and at one end the whole was carried on one 
continuous girder, so that, if anything happened the consequences 
might be disastrous. Not only wonld there be tremendous 
ру loss, but also great public inconvenience, and possibly 

nger. 

The first witness was MR. BASIL MoTT. who said that, in his 
opinion, this was exactly one of the cases where compressed air 
ought to be used. If a movement began in one of the pillars, it 
might be a very difficult matter to check. 


In cross-examination, MR. Мотт, replying to a suggestion that the - 


clay at the spot in question was extremely hard, and some of the 
finest clay to be found, said, in his opinion, it was exceedingly 
difficult for anybody looking at clay to say whether it was liable to 
give movement or not. The clay was not exceptionally good under 
Liverpool Street Station ; in fact, he thought it was ofa bad character, 
and he had used compressed air there himself. He had carried 
out tunnels in close proximity to Liverpool Street, and had had 
movement. Then he had put on compressed air and the movement 
had ceased. He had come into “pockets” іп the London clay at a 
depth of 40 ft. 

Mr. Horace WILMER, chief engineer of the Great Eastern 
Railway, said the portion in regard to which the use of compressed 
air was desired was 462 ft.—sbout one-third of the whole inter- 
ference with the company's property. The height of the hotel 
was about 100 ft. above rail level. and the height of the offices was 
about 95 ft. above rail level. If the tube did any damage the 
Postmaster-General was responsible, but in Witness's opinion this 
was a case in which the railway company ought not to be exposed 
to any sort of risk. No compensation would pay them for the 
driving away of passengers and general dislocation of business. 

In cross-examination, the WITNESS said he understood that the 
Postmaster-Generals view was to save a few thousands and damn 
the consequences. The buildings in question cost the railway 
company nearly half-a-million. At one point on the spot in 
question the weight was 4'3 tons to the sq. ft. The Central London 
Railway under Liverpool Street Station was carried out with 
compressed air. | 

Mr. C. L. MORGAN, chief engineer of the London and Brighton 
Railway, said, in his view, the tube under the area in question 
should be constructed with compressed air. The total load of the 
buildings was 10,000 tons. It was well known that the work could 
be carried out much more safely with compressed air than without 
it. Blue clay gave as soon as the air got to it. 

This was the case for the Great Eastern Railway. 

On behalf of the Postmaster-General, MR. DALRYMPLE HAY. 
the engineer of the work. said the railway at present had reached 
a point between Blomfield Street and New Broad Street—a distance 
of about 400 ft. from the southern face of the hotel. He produced 
samples of clay taken that morning on the Whitechapel side and 
the Finsbury side. Having had to do with some 45 to 46 miles of 
tube railways, he thought he could вау these were very hard 
samples of clay. They were constructing tunnels varying from 7 ft. 
to 29 ft. diam. They had used compressed air on no part of the 
railway where the tunnels had been wholly in the London clay. They 
had used compressed air in the neighbourhood of Mount Pleasant, 
where the material was the worst he had ever seen—what was 
called redeposited clay. They had successfully. gone under King 
Edward's Buildings, and the proposed work was child's play com- 


pared to this. In his view, compressed air would not serve any 
useful purpose. 

In cross-examination by MR. FREEMAN, Mr. Hay said a firm of 
contractors had estimated the cost of compressed air at £10,000 to 
£12,000. He did not see why the public should spend £12,000 
when it was not necessary. 

Evidence was also given on behalf of the Postmaster-General by 
Mr. J. D. Middleton, chairman and managing director of Messrs. 
Walter Scott & Middleton, contractors for public works. and Mr. 
Elliott Cooper, and, on the termination of the inquiry, the Arbitrator 
arranged to visit the station and the workings. 

The Arbitrator will announce his decision in due course. 


WORKMEN'8 COMPENSATION CASES. 


AT the Westminster County Court, when a wireman sought com- 
pensation on the ground that he could not do his work, it was ' 
stated by Major Malcolm Nicholls, a consultant to St. Bartholomew's 
Hospital, that the man had only lost the ring finger of the left 
hand. He could certainly do work; indeed, men like him were 
needed for hospital work, and they could not be found. He could 
get him employment at once at from 30s. to 35s. per week. 
Accordiug to the Daily Telegraph, Major Nicholls said that he had 
seen men who had lost three fingers working well in hospital. 
* We cannot get the men, and, if we are to win the war, everybody 
must help. The loss of a finger will not prevent a man doing 
some work. Men have gone back to the Front after losing even 
two fingers or an eye." 

In the Supreme Court (Appellate Division), Cape Town, on 
September 12th, judgment was given in a case in which the 
dependents of a workman named Schurmann claimed £500. © 
Schurmann was an employé of the Victoria Falls and Transvaal 
Power Co., Ltd., and his death occurred while he was working in a 
live chamber at Rosherville power station, last April. Thecompany 
repudiated liability, on the ground that the accident was attributable 
to deceased’s own serious and wilful misconduct. 

The CHIEF JUSTICE, in a very lengthy judgment, came to the 
conclusion that the accident was attributable to the serious and 
wilful misconduct which had been brought home to the deceased. 
His injuries were sustained through his entering and working in 
the live chamber in contravention of the regulations. In giving 
judgment for the company, the Chief Justice said the company. 
having been vindicated, might well award suitable compensation : 
but he could not allow his strong sympathy for the dependents to 
lead him to strain the law in their favour. 


WHEATSTONE-MonsE TRANSLATING MACHINE.—PETITION FOR 
PROLONGATION OF PATENT. 


The petition of F. G. Creed, Wm. A. Coulson, and Creed, Bille 
and Co., Ltd., Telegraph Works, East Croydon, electrical engineers, 
the beneficial owners of a patent granted to Messrs. Creed and 
Coulson, was mentioned to Mr. Justice Sargant, in the Chancery 
Division, on Tuesday, on an application to fix Wednesday, November 
Ist. for the hearing of the petition. The invention for which the 
letters patent were granted consisted of “improvements in ог. 
relating to means or apparatus for operating or controlling type- 
writing and type-setting mechanism by means of perforating tape." 
The object of the invention was to reproduce telegraphic messages 
in ordinary readable printed characters, and the system of 
telegraphy to which the invention was applicable had long been 
known as the Wheatstone-Morse system. Mr. AUSTEN CABTNELL, 
for the Board of Trade, said the proposed date would suit all parties. 
and his Lordship acceded to the application. 


WAR ITEMS. 


Technical Instruction of Women Workers.—lhe Higher 
Education Committee for Wimbledon and District has decided 
to utilise its new engineering department at the Technical 
Institute solely for the instruction of women for munitions 
work.—Times. 


Employment of Women in Electricity Works.—The 
Marylebone Electricity Committee reports that for some time 
past it has engaged women to carry out the following duties : 
—Junior engine drivers, volt regulators, storekeepers, clerks, 
lamplighters, meter testers, prepayment meter collectors, and 
maintenance attendants. 


Tramways as Certified Undertakings.—The Ministry of 
Munitions has placed the Colchester Corporation tramway 
undertaking under the head of certified undertakings. 

The Ministry has also issued a certificate that the supply 
of tramway facilities by the L.C.O. tramway department 
is of importance for the purpose of carrymg on munitions 
work. The effect of such a certificate is that the undertaking 
will be subject to the provisions of Part I of the Munitions 
of War Act, 1915, which prohibits strikes and lock-outs, and 
the provisions as to leaving certificates will apply to employés 
in the tramway department. Under Section 4 of the Muni- 
tions of War Act, 1915, the Minister of Munitions may declare 
certified undertakings to be controlled establishments. The 
Minister has stated, however, that, as at present advised, he 
does not propose to take this course in the case of the 
Council's tramways. 
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Ministry of Munitions.—It is announced that as a conse- 
quence of the new arrangements in the Employment Depart- 
ment of the Board of Trade, the following appointments have 
been made by the Minister of Munitions: Mr. Stephenson 
Kent to be Director-General of Munitions Labour Supply ; 
Mr. О. Wolff to be Deputy Assistant Gencral Secretary to the 
Ministry. | К 

Australian Metal Industry: Enemy Influence. — ‘The 
Sydney Morning Herald states that in order to prevent tho 
efforts of the Ministry in. regard {о enemy control of the 
Common wealth's output of metals being rendered nugatory 
by the insidious devices of the enemy's agents, Mr. Hughes 
submitted, at a special meeting of the Federal Executive 
Council, in August, the following regulations under the War 
Precautions Act :— а 

" That no contract ог agreement for the sale of any inining 
or metallurgical company or business, or any share or interest 
in any mining or metallurgical company or business, to any 
person other than a natural-born British subject, residing or 
carrying on business in some part of the British. Dominions, 
or to any person on behalf of any person other than such 
British subject, shall be entered into unless the consent in 
Writing of the Attorney-General has first been obtained." 

A company will be required to refuse to register the trans- 
fer of a share or interest in any such company unless it is 
satisfied that the provisions of these regulations have been 
complied with. : 


Army Light and Power Work.—The Army Council has 
made the following Order:— 


The provisions of Section 7 of the Munitions of War Act, 1915, as amended 
by Section 5 of the Munitions of War (Amendment) Act, 1916 (which relate 
to the prohibition of the employment of persons who have left munitions 
work), shall apply: . è 

To any establishment, being a barracks or hutted camp, so far as con- 
cerns the construction, alteration, or repair thereof, or the supply of light, 


heat, water, or power for the purpose of such construction, alteration, repair, 
or supply. 


2. To any establishment the Work of which consists in whole or in part 
of such construction, alteration, repair, or supply, as aforesaid. 

In апу case in which any such work is executed under the direction of the 
Royal Engineers or the Director of Barrack Construction, 

The following Certificate has also been issued :— 

Whereas, in pursuance of S. 20 of the Munitions of War (Amendment) 
Act, 1916, the Minister of Munitions has imade arrangements with the Army 
Council for the exercise by the Army Cuuncil of the power of the Minister 
to certify the supply of light, keat, water, or power to be of importance for 
the construction, alteration, or repair of any barracks or hutted camp, now, 
therefore, the Army Council, іп exercise of the power so delegated to them, 
certify that the supply of light, heat, Water, and power is of importance for 
the construction, alteration, or repair of barracks or hutted camps in all 
cases in which such light, heat, water, or power is supplied for the purpose 
vf such construction, alteration, or repair as aforesaid. 

_ Property and Trade Protection After the War.—With a 
view to securing united action among property owners and 
traders for the protection of their interests after the war, a 
meeting, under the auspices of the Council of the Liberty 
and Property Defence Vague, was recently held at the 
League Offices, 25, Victoria treet, Westminster, Sir Richard 
Temple, Bart., in the chair. A committee for the purpose 
of drafting a scheme of procedure and organisation was 
appointed, and it was resolved that the scheme should pro- 
vide for the formation in every borough in England, Wales, 
апа Scotland of a local Joint Standing Committee represent- 
ing property owners, traders, and manufacturers for the pur- 
pose of taking action (1) with respect to attempts that may 
he made to resume the unnecessary, extravagant, and waste- 
ful pre-war activities of governmental and municipal bodies. 
(2) with respect to proposals for town planning, housing, and 


of money, (3) to ensure that all restrictive war- emergency 
legislation affecting trade and industry shall cease at the 
termination of the war, and that the business of private 
citizens he left free to resume its normal course. 


_Exports to China.—The “ London Gazette ” for October 
7th contains a further list of names of persons, &c., to whom 
exports for China and Siam may be consigned. 


Herr Rathenau’s Department.—In its most interesting 
cclumn, "Through German Eyes," the Times contains the 
following reference to Rathenau's raw materials department : 
— Herr Emil Ludwig contributes to the Zukunft a remark- 
able article on the work of Herr Rathenau, who seems to 
have retired some time ago from the control of the Raw 
Materials Department of the Prussian War Office. The article 
Is obviously а controversial glorification of the Jewish indus. 

s ; _ the ord y Prussian bureaucrats. 
but it contains interesting statements about the original 
| It is stated that Herr Rathenau was called in 
by the War Office on August 8th, 1914, and on the following 
day General von Falkenhayn, who was then Minister of War 
gave him plenary powers. He was sworn in as an official. 
and allowed to form the ‘Raw Materials Department.” with 
the Assistance of a major. The department began with five 
There are now 600, "working in houses which 
fill a street front," and the department is the largest in any 
Prussian Ministry. Rathenau had difficultv in obtaining 
adequate assistance, and wag strongly o 
oflicials, professors, and Reichstag deputies. 
business was to form an estimate of availahl 
he is said to have reached the conclusion th 
mportant cases the supply would nat meet 
the Army for more than a year. T 


at in the most 
the demands of 
The organisation at first 


e supphes, and 
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dealt with only six classes of materials, but now deals with 
over 100. Rathenau set himself to obtain control of all avail. 
able raw materials, to stop all unnecessary production, to 
concentrate in Germany everything that could be bought 
abroad or confiscated in occupied territory, to promote new 
methods of production in Germany, and, wherever possible, 
to invent substitutes. Tn face of great opposition Rathenay 
avoided simple confiscation of metals and other raw materials, 
and established the principle that ihe Government should 
merely prevent the supply from being used for other Шап 
military purposes. It is claimed that the ''eonversion of 
German industry " was completed in two months, and thai 
in eight months Rathenau reported to General von Falken- 
hayn: “The war is now independent of tHe provision of 
raw material. Everything is being provided to the extent 
that.is necessary. Nothing now crosses our frontiers except 
what is hurled across them by our guns. ТЛоуй George's 
scheme, the blockade, has become ineffective.” 


After-the:War Trade.—In one of the committee rooms of 
the House of Commons, on Thursday evening last week, 
nearly 100 *manufacturers and employers of Toftenham 
and neighbourhood attended, with the approval of the Board 
of Trade, a conference for the purpose of considering the 
question of British trade after the war. No fewer than 32 
different trades were represented, the following electrical 
engineers being present: Mr. A. E. Wheeler (the Acme Elec- 
trical Co., Ltd.), Mr. Р. Abraham (the Sunlight Manufactur- 
ing Co., Ltd.), Mr. C. H. Smith (Messrs. Belling & Оо.). 
Kindred interests, such as engineering and lamp manufac- 
turing, were also largely represented. This was ihe first 
gathering of the kind held in this country, the precise object 
being to organise the manufacturing resources so that Great 
Britain would be prepared to compete successfully with other 
countries after the declaration of peace, in capturing the 
extensive trade formerly carried on by Germany. The con- 
ference was regarded with considerable importance, and no 
doubt other centres of industry will follow Tottenham's lead. 
The chair was taken by Mr. À. E. Broadberry, engineer and 
manager to the Tottenham and District Light. Heat & Power 
Co. Mr. Percy Alden. M.P., and Mr. J. R. Pretyman New- 
man, M.P., lócal Members of Parliament, fave addresses, 
and a sub-committee was appointed to submit a scheme for 
the formation of a Tottenham and district trade organisation. 
It is anticipated that when the post-war boom in trade comes 
along Tottenham will be prepared to take its full share. 


Exemption Applications.—At thc Godalming Tribunal, 
С. Н, Avern 40). a meter inspector, was applied for hy the 
Urban Electric Supply Co. He had been passed for C2, and 
since making the application had passed his 41st birthday. 
Six months' exemption was given. DU. . 

At Hebden Bridge, W. A. Harwood, single, an electrical 
engincer, applied for exemption on the ground tbat there was 
not another man within 16 miles engaged in the repair and 
maintenance of electrical machinery. He was short of men, 
and had to work as hard as any of his men to try to cope 
with the situation. Не was put under ''certified occupa- 
tions.” Й ; 

Cranbrook (Kent) Tribunal has refused exemption to Lewis 
Hopperton (95), electric light attendant at Sissinghurst. 

Sheffield Tribunal granted exemption until October 31st to 
Mr. B. Hudson (33), electrical engineer, who appealed on the 
ground of serious hardship. is 

Before the West Kent Appeal Court, Mr. E. W. Sells (33), 
chief engineer for Messrs. Oswald Jones & Co., electrical 
engineers, Maidstone. was appealed for as being indispens- 
able. The Hon. H. A. Hannen, chairman of the West Kent 
Hospital, wrote stating that Mr. Sells’s services at the hos- 
pital with tho X-ray installation were of greater value than 
his services would be in the Army. Several firms testified ав 
to the value of his work, and Mr. Jones said that he did 
not believe that another firm in the town had an electrician 
who could do the skilled medical work which Mr. Sells did. 
It transpired that Mr. Jones himself was qualified to do the 
work, and that Mr. Sells was paid £1 15s. per week, with 
free premises, &c.. equalling £2 5s. per week. The Military 
representative observed that in the dockyards no electrician 
eu paid less {һап £2 бз. per week. À month only was 
allowed. | n 

At Berwick-on-T weed, Mr. J. Shanks, Fenwick, electrician 
on the Haggerston estate, wasg appealed for by the land agent, 
Who said that he could not be replaced. and fhat the Castle 
Was now occupied by 50 convalescent soldiers, none of whom 
could undertake the work. The appeal was rejected. 

On the appeal of the Electric Traction Co., Peterborough 
Tribunal have granted three months’ conditional exemption 
to E. A. Sewter (30). electric car fitter and turner. 

Before the Totnes Rural Tribunal, an electrician (89), en- 
gaged on an estate at Haberton, was applied for as absolutely 
indispensable. Tle was rejected in December, 1915, and ік 
now passed for foreign garrison duty. Exemption was allowed 
until January Ist. ^ 

Cuckfield Rural Tribunal has refused exemption ton Jind- 
field electrician and fitter, appealed for by the electric light 
company. The manager said that the pre-war staff numbered 
44; now he had 17, and 33 of the staff had enlisted. The man 
MADE was indispensable, being in charge of the ovet- 

ead Cables. 

A Nutley (Sussex) electrical engineer who appealed on 
medical grounds, said he suffered frorn a very weak heart, but 
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had been passed for labour abroad. Не was directed to go 
before the Medical Board in London. 

Exemption given to a lighting fitter at Lydbrook Electric 
Cable Works was appealed against bv’ the Military at the 
Gloucestershire Appeal Court. It was stated that the com- 
pany employed 250 persons, including 175 women, and were 
engaged making field telephone wires. The cable made was 
for important purposes, and the man appealed against 
had been at the works for eight years, and was well skilled 
in all branches of the manufacturing work. If he was taken 
the night shift would be stopped, and this would considerably 
delay the output of the heavy cable so urgently needed. The 
Chairman (Mr. F. A. Hyett) said he thought the case was 
one where the Military should supply a suitable substitute, 
and time would be allowed for this to be done. 

Eastbourne Tribunal has given conditional exemption to 
two leading stokers at the Corporation electricity works, and 
.eight weeks' exemption to the personal assistant to the elec- 
trical engineer (Mr. J. K. Brydges), the latter being advised 
in the meantime to obtain a lady assistant. 

The Clerk to the Aldershot U.D.C. appealed, on October 
3rd, for the retention of Mr. S. Alder. (34), engineer in charge 
of the electric power station at the sewage works, passed in 
Class B1 after rejection on attestation. It was stated that 
he was an expert engineer and fitter, and was in charge of 
the electric pumping plant, &c. The station was working day 
and night, and it was essential that Mr. Alder should be 
retained in the interests of public health. Two months were 
conceded. 

At Aldershot. on October 3rd, the Aldershot and District 
Traction Co. appealed for two drivers, who were ordered to 
be called up in a month; another driver, appeal dismissed; 
two other drivers, put back for medical examinations; а fore- 
man coachbuilder, given three months; a driver, given a 
final month; and two other employés, who were refused time. 

An electrician (33), in business at East Street, Prittlewell, 
appealing for further exemption, stated that his partner and 
six men had joined up. He himself had very bad health, and 
for 10 or 12 years had been strictly dieted. Col. Newitt said 
that garrison duty abroad would just suit the applicant. The 
Tribunal gave until January Ist, with a further medical 
examination before that date. | 

At Hastings, further exomption was sought by Mr. R. Н. 
Pattenden (36), electrical engineer. A firm for whom appel- 
lant does all their electrical work supported the claim. Appel- 
land, who is passed for garrison duty abroad, was given con- 
ша exemption, without time limit, on joining the Volun- 
eers. 

At Southend-on-Sea. the Corporation applied for exemption 
for a tramcar driver (30), who had been on the staff for nine 
vears, and an inspector (33), with 11 years’ service. Both 
were exempted as being in certified occupations, and ordered 
to drill twice weekly. | | 

Ilfracombe Tribunal have given certificates of conditional 
exemption to Mr. H. J. Stewart (33), resident engineer and 
manager of the Electric Light & Power Co., and A. J. Rudd, 
а member of the staff, both being held to be in certified 
occupations. i 
Ав a sitting of the Broadstairs Tribunal, on October 10th, 
the Isle of Thanet Electric Tramways and Lighting Co., Ltd., 
applied for 15 emplovés, the manager an secretary, Mr. 
Forde, stating that before the war there were 270 employés, 
and now, with females and boys, there were only 119. Those 
applied for were two inspectors and drivers, a storekeeper, a 
steam-engine driver, seven drivers, and four men in charge of 
sub-stations. Asked if women could not act as drivers, Mr. 
Forde said he believed the Board of Trade would not sanction 


such a proposal for their system. If the Military could рго- 


vide substitutes he would withdraw the appeal. Four drivers 
were given conditional exemption, one three months, and the 
other two were refused; the inspectors were conditionally 
exempted; the storekeeper was allowed six months, one sub- 
station man was conditionally exempted, and the other three 
allowed three months cach; and conditional exemption was 
conceded to the steam-engine driver. 

At Oxford, Messrs. W. Lucy & Co., manufacturing elec- 

trical engineers, appealed for David G. French (19), brass 
fitter and finisher. The case had been put back for a badge 
to be applied for, and the firm's manager (Mr. Magin) said 
that the Ministry of Munitions had badged the man. . Captain 
Fox remarked that the Tribunal would find that French would 
be called up, although badged. The Town Clerk explained 
that men for munitions were equally as important as men 
lor the Army, and the badge was dated September J9th. Mr. 
Magin pointed out that French was only passed for home 
labour. The Tribunal decided that they had no jurisdiction 
in the case. 
. The Lancashire Electric Power Co. appealed, at Swinton, 
for the retention of an overhead linesman, aged 21. The 
company's representative said that 11 out of 13 overhead lines- 
men had enlisted, and if any more were taken he did not 
know what they would do. Exemption was refused. * 

‘An electrical engineer, aged 38, appealing at Eastbourne, 
said that his only assistant was a boy of 13. His solicitor 
mentioned that at Enfield six months were given to the 
owners of one-man businesses, but the Chairman suid that 
they were not-bound by what other Tribunals did. Appellant 
ae until. December 31st, with no further appeal with- 
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At Reigate, exemption was claimed for Chas. Morgan (29), 
shift engineer at the Corporation electricity works. Mr. W. 
S. Ross, electrical engineer, said they now had only three shift 
engineers, and they had not had a single reply to advertise- 
ments for a man to take the place of Morgan. Temporary 
exemption until January lst was granted. 

At the Atherton (Lancs.) Tribunal, a mill electrician was 
granted temporary exemption on condition that he joined the 
local V.T.C. He explained that he was working late each 
night and could not attend drills very regularly. He was 
instructed to attend at least once a week. 

At Dewsbury, on Oct. llth, an electrical engineer, whose 
partner is in the Fiying Corps, was given conditional exemp- 
ion. 

At Sheffield, on Monday, exemption until March 31st. was 
granted to H. J. Burdett (40), electrical engineer, appealed 
for by Messrs. W. Johnson & Co. 

At Bath, on_Monday, A. C. Brackstone (39), electric fitter 
with Messrs. R. Kendall & Sons, passed for O93, was condi- 
tionally exempted subject to his joining the Volunteers. 

The Aysgarth (Yorks.) Tribunal granted conditional exemp- 
tion to the manager of the electrical generating station at the 
Hawes Wensleydale Dairy во long as he remains in his pre- 
sent occupation. 


BUSINESS NOTES. 


The Australian Market.— Ihe electrical position of affairs 
in Australia, as it appears to American eyes, is explained in the 
following extracts from a recent report by U.S. Consul W. C. 
Magelssen, at Melbourne :— 

“ While the motor field presents the most apparent attractions at 
the present time, it is also typical of other industriel lines. Victoria 
is now in process of electrifying her metropolitan railway system, 
is considering, in common with the other States, a scheme for the 
bulk handling of graim on the State-owned railways, and is rapidly 
developing a system of electric tramways in all the suburban areas 
of Melbourne. and the principal country towns. In addition, elec- 
trical machinery and equipment are required for the lighting of 
provincial towns, and contracts are pending for the extension of 
irrigation works, the locking of the river Murray, Australia's longest 
river, which is the boundary between Victoria and New South 
Wales, and water conservation works in various parts of the 
country, requiring concrete-making machinery and steel rods for 
the construction of dams and conduits. 

* Although the whole value of the Commonwealth's imports from 
Germany in the year before the war did not greatly exceed 
$34,065,500, great inconvenience has been caused by the cessation 
of imports from Germany. The chief trouble has becn experienced 
in the electrical and engineering trade. Lately steel production 
was begun at Newcastle. New South Wales, where the Broken ITill 
Mining Co. has established modern smelting works, getting the 
necessary ore largely from the Iron Knob, near the headwaters of 
Spencer's Gulf in South Australia ; but prior to the war the whole 
output of this concern was practically bespoken for various rail- 
road extensions under the States’ Governments, and for the great 
trans-Continental line now being constructed by the Commonwealth 
Government through the States of South and Western Australia. 
to link up the two sides of the continent. 

" This leaves Victoria once more dependent on the outside world 
for supplies of railroad and constructional steel, and for all classes 
of machinery, implements, tools of trade, &c., except such as are 
manufactured in Melbourne from imported metal. In the manu- 
facture of electrical goods the State had not made much progress 
before the war began, and great dependence was placed on German 
firms to keep the workshops supplied with the goods necessary for 
the extension and maintenance of electrical plants of all kinds. 

" The railroad electrification scheme, which is expected to cost 
approximately $29,199,000 complete, has been mainly entrusted to 
British engineers to execute. but the war work in England has 
left them in no better position as to supplies than it has left others. 
and. ав a result, the enterprise has been retarded, and there is at 
time of writing no definite conception as to when it may be finished. 
Lack of material is the reason for the delays. Bent on a policy ot 
economy, the Government has taken the opportunity to stop tem- 
porarily some of the regrading and other work associated with the 
electrification scheme, but inability to get supplies is the root cause 
of the reduction of energy in this important public enterprise. : 
Since the energies of Europe are concentrated upon the war, and 
will be afterwards directed upon the rebuilding of shattered towns 
and industries, the Victorian electrification scheme is likely to 
drag, unless the required equipment can be brought from 
America. | 

* As all public services in Victoria are inthe hands of the Govern- 
ment or the Municipal Councils. the initiation of new works rests 
with them. and not with private corporations. А notable excep- 
tion existed in the Melbourne Tramway Co.. which has now come | 
to the end of its 30 years’ lease of the central metropolitan roads. . . . 
Its system of cable cars, now out of date, radiates from the centre 
of the city to all the suburbs. The lease is falling into the hands: 
of a public trust, which will carry it on as at present until the war 
ia over, and then -adopt electric traction, Linking the onler 
suburbs is-a ring of anunicipally-owned electric trams, and. these’ 
will be joined with the central cable tracks, and the whole will be 
controlled by the Public Trust. - 09 i 
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“The municipalities from whom the roads were originally 
chartered will be strongly represented on the trust, and on their 
credit it is expected the future funds will be raised for the electri- 
fication of the central system and the extension of the outer 
süburban routes already operated by electric power. 

"In other directions municipal control is now being strength- 
ened. With a population of 650,000 inhabitants, Melbourne is 
divided under the control of 24 Councils, but the central City 
Council is now proceeding to absorb the inner suburbs piecemeal. 
Controlling the greater part of the tram lines, and having its own 
electric plant, the central body has the power of large expenditure 
on municipal services. No important contracts are offering at 
present, but works in view will entail importation of electrical 
and tramway equipment." 


British Manufacturers and Australian Tariffs оп 
Electrical Goods.—A deputation from the Australian Association 
of British Manufacturers and their representatives waited upon 
the Minister of Customs at Melbourne in August respecting tariff 
matters. According to the Melbourne Age, Мг. M. C. Coates, presi- 
dent of the Association, submitted a number of requests and 
suggestions for increased preference to Britain. On electrical 
£oods he asked for an all-round preference of at least 10 per cent., 
and suggested that all foreign invoices should be loaded 23 per 
cent. for duty purposes, and then preference of 10 per cent. given 
on British goods. With regard to metal-filament lamps, he sug- 
gested that the duty should be based on watts, high-wattage lamps 
to be counted as two, three or more lamps, according to power. 
The present preference of 10 per cent. on lampware, brass tubing 
and gas mantles, and 5 per cent. on electric globes, brassware and 
oil engines, was considered insufficient. 

Mr. J. К. Merritt, M.L.C., said it was necessary, after winning 
the war, that an effort should be made to build up the trade and 
industries of the Empire. Whilst British manufacturers were 
engaged in making munitions, tho Americans and Japanese were 
capturing the markets. They were not to be blamed, of course, 
but their activity was creating greater difficulties for the future 
from the British manufacturing standpoint. American manu- 
facturers were dumping goods in Australia at cheaper rates than 
those prevailing for the same articles in America. 

The Minister, in reply, said that the first duty of the Government 
and the Parliament was to see that Australian industries were 
effectively protected. Although the first duty of the Government 
was to watch over Australian duties, it would not lose Sight of its 
second duty towards the Empire. As a result of the war the 
Empire had been drawn much closer together, and the need for 
Imperial _ preference would not be lost sight. Regarding 
the need of blocking enemy goods, his experience was 
that it was almost impossible to sell enemy goods at the 
present time. Enemy goods condemned by the Prize Court had 
come into possession of the Customs Department, and they had to 
be sold in accordance with the Act, but he was afraid that they 
would realise a very poor price. People would not buy goods when 
they knew that they were of enemy origin. 


National Insurance Act.—CoRRECTION.—In the article 
by Mr. J. J. Н. Stansfield, which appeared on p. 369 of our issue of 
October 6th, No. 1,785 decision should have appeared in the pre- 


ceding section dealing with classes of employment for which 
contributions аге payable. 


Catalogues and 1155. — BE PATERSON ENGINEERING 
Co., LTD., Windsor House, Kingsway, London, W.C.— 1916 edition of 
the Paterson Red Book on water purification for industrial purposes. 
The book deals with the folowing matters: Sources of water 
supply : rapid filtration ; water softening ; and oil elimination. An 
abridged list of users is given. Some excellent pictures in half- 
tone and in colour show the Paterson filters, softeners, kc. The 
Government has requisitioned the company's premises, India 
House, Kingsway. Its temporary address is, therefore, Windsor 
House, as above. Copies of the catalogue can be obtained by all 
d in these appliances. | 

NTERNATIONAL TIME RECORDING Co. LTD., 57, City Road 
London, E.C.—Folder pamphlet, giving illustrated particulars and 
prices of their various models of time recorders. 

BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING Co. 
Lrp., Trafford Park.—Instruction Book No. 5,390 (62 pages), 


relating to the installation and operation of the British Westing- 
house rotary converters. 


offices, Woods Lane, Derby, on Novem 
of the winding up from Mr. J. Perry Jones, the liquidator. 

CHAS. Н. BLUME (an enemy subject).—Creditors of this business 
must send particulars of their claims to the controller, Mr. J. W 
Barrett, 194, Coleman Street, E.C., by November 16th certain. iet 

CHARLES COOPER, plumbers and electrical engineers, 2, King 
Street, Stratford, Manchester.—Messrs, H. & P. Cooper have dis- 
solved partnership. Mr. H. Cooper attends to debts, &c. 

SWITCHGEAR CONSTRUCTION Co. LTD.—Creditors must send 
particulars of their claims, &c., to the controller, Mr. J. H. Stephens 
6, Clement's Lane, Lombard Street, E.C., by November 15th. i 


Trade Announcements.—MESSRS. JAMES Scott, LTD. 
electrical and mechanical engineers, of Bootle, have opened 
branches at 317, Victoria Dock Road. London, Е., and 27 West 
Bute Street, Cardiff, under the management of their Mr. E. J. 


Rimmer and Mr. T. W. Plunkett respectively, who have had 
lengthy experience in electrical work aboard ships. The firm will 
keep a large stock of electrical ships’ requirements, 

Mr. L. DARLEY, of Messrs. Hopkins & Darley, electrical engi- 
neers, St. Alban’s Road, Watford, having left for military service, 
announces that the business will be continued under the manare- 
ment of his wife. 


LIGHTING AND POWER NOTES. 


Australia. —The Queensland Government has approved 
of an irrigation scheme for Inkerman, near Bowen, at a cost of 
£131,000. The estimates for the scheme аге :— Preliminary work, 
£16,500; lifting appliances, £30,000; power Station, £39,800; 
distributing network, £38,400, 

Tumut (N.S.W.) has decided to install an electric supply plant.— 
Commonwealth Engineer. 

The Albury electric lighting scheme, designed by Mr. W. Corin, 
chief engineer of the N.S.W. Public Works Department, is nearly 
completed. Electricity will be generated at 3,000 Volts, three- 
phase, and stepped down to supply a 415-240-volt, four-wire dis- 
tribution system. The distributing cables total about 80 miles, 
and are of aluminium, and street lights will be controlled hy 
automatic time-switches. The original estimate of cost of the 
scheme was £11,000, but, owing to war conditions, it is estimated 
that the cost will be about £20,000. 


Barnsley.—Iu connection with the proposed supply of 
electricity to houses in Mount Vernon Road, the Electricity and 
Lighting Committee has recommended that negotiations be opened 
with the Electrical Distribution of Yorkshire, Ltd., for its sanction 
to the issue of a Fringe Order under Section 6 of the Electric 
Lighting Act, 1909, or alternatively for the supply of electricity in 
bulk at the borough boundary on suitable terms. 


. Birmingham.—Coo.ine Tower PLANT.— The Electricity 
Supply Committee reports that it has not been found possible to place 
the cooling towers for the Nechells temporary generating station on 
the site originally proposed, and they are to be erected on a portion 
of the land intended for the permanent station. The total extra 
cost is estimated at :—(a) Cooling pond and tower foundations, 
extra, £150 ; (b) alterations to railway sidings, £550 ; (c) pipe line, 
valves and supports, including supporting bridge across the River 
Rea, £6,830. The Committee recommends that the alteration be 
approved, and that application be made to the L.G.B. for sanction 
to the necessary loan. . 


Bradford.—Procress Report.—In a report on the 
work of the electricity undertaking during the municipal year 
ending this month, the Electricity Committee mentions that the 
total output for the year was 33,905,136 units, an increase of 
5,161,418 units on the preceding 12 months, being the highest 
increase so far recorded. Bulk supply accounted for 3,157,521 
units and motive power and heating 1,887,661 units of this increase. 
Private and public lighting and night supply to the tramways fell 
off, but these decreases were practically counterbalanced by 
additional day supply to the tramways. The income for the 
period was £167,177, an increase of £19,438 ; but, due to increased 
expenditure and additional capital charges, the net profit was 
£15,988, or some £3,000 less than in the previous year. Out of 
this, £7,500 was placed to rate relief, the remainder being applied 
to depreciation. Early this year it was considered necessary to 
extend the steam and electrical plant at Valley Road, at a cost of, 
roughly, £50,000 in each case ; only the extension to the boiler and 
cooling plant was approved, and a subsequent application for 
sanction to the raising of £100,000 for additional generating plant 
and transmission extensions were also refused by the L.G.B. 
During the year a 5,000-Kw. turbo-alternator has been put to work. 
also two 1,500-KW. rotary converters, while an older rotary has been 
replaced by a modern 1,500-KW. set. . 

The boiler house and cooling tower extension is progressing, and 
although it will not be complete for three months, it is hoped to 
use one boiler during the coming heavy-load periods. The Thorn- 
bury sub-station has been extended in connection with the supply 
to the Yorkshire Power Co. 

In order to relieve the congestion at the works caused by horsed 
vehicles delivering coal, the coal in some weeks amounting to 50 
per cent. above that required in the corresponding period last year, 
two3-ton electric tipping wagons are being procured ; for ash dispossl 
a 3}-ton electric tipping wagon is also in use. Ten additional trans: 
former chambers have been equipped, making a total of 45; бә 
transformers of 10.909 к.у.А. аге іп use in them. A total of 6i 
miles of underground and 3 miles of overhead E.H.T. transmission 
isin use. Seven new bulk agreements and three renewed agree- 
ments represent a total of 6,851 KW., mostly new business obtained : 
the half-year to September 30th showed an increase of 5,000,000 
units sold on the corresponding period of 1915, being equal to the 
increase of the whole of the previous year, and it is anticipa 
that the rate of increase will be maintained, 


Bury.—Loax Sanotion.—The L.G.B. has sanctioned 
the borrowing of £600 for the oable required to give а supply 0 
current to a local works. e 

Canada.— The fifth annual report on the working of the 


Torcpto hydro-slectric system (for the year 1915) shows а M т 
Inocire of $1,620,187, while working expenses amounted to $979,208, 


| 
| 
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leaving a gross surplus of $640,978; deducting interest and 
sinking fund and depreciation payments amounting to $621.067, 
and sundry other charges amounting to $13,773, there remained a 
balance for the year of $3,137. The surplus shows a large 
reduction compared with 1914, which is accounted for by the con- 
siderable reduction in the scale of charges which took place in 
January, 1915, under the advice of the Ontario Hydro-electric 
Power Commission, from whom energy is purchased in bulk. The 
consumers numbered 38,834, as against 31,500 in 1914: the 
meters in use were 39,284, as against 33.976; the street lanterns 
numbered 43,411, as compared with 40,596. 

During the year, 109,501,961 units were sold, as compared with 
82,927,015 units during 1914, the connected load amounting to 
111,413 H.P. and the peak load to 40,180 H.P. The average price 
obtained for Kw.-hours sold for the year shows a reduction of over 
17 percent. During the year,two sub-stations have been constructed, 
one of them having a branch store attached where accounts can be 
paid and the latest appliances can be obtained. New mains have 
been laid, bisecting the existing ring mains from which the whole 
supply in the city radiates. Half-watt public lighting has been 
introduced into Toronto Street and part of Richmond Street ; this 
iype of lighting was offered to the city in 1915, but the alternn- 
tive—a reduction of the rate with the old type of lighting-- wns 
accepted by the Council. Roughly, the output sold has increased 
by an average of 25 million units а year for the last four years. 

The report contains а declaration by the Commissioners of their 
financial policy. which is interesting ; the Commissioners set aside 
each year, (1) interest on debentures ; (2) sinking fund sufficient 
to pay off debentures at maturity: (3) depreciation—such sum as 
will amount at the end of the lifetime of the plant of an amount 
sufficient to replace same. This indication of policy is, it is stated, 
made because a proposal by the Finance Commissioners of the city. 
in future to issue debentures limited in term to the life of the asset 
for the purchase of which they are issued, has led to an impression 
that a depreciation fund can therefore be dispensed with. The 
Commissioners regard their allocation to depreciation as an obliga- 
tion of sound policy and finance, designed, inter uliu, to prevent the 
accumulation of city indebtedness for hydro-electric construction 
to such a level as might injuriously affect the credit of the city. 

This view of the matter is not exactly that held in this country, 
where the same subject was discussed at great length some years 
ago, and it was for the most part agreed that posterity could fairly 
be allowed to undertake its own financial obligations, especially if 
& prosperous business were handed over to it. 


Chesterfield.—The L.G.B. has intimated that it is pre- 
pared to sanction the borrowing of £20,600 for the extensions at 
the electricity works, when certain particulars have been furnished 
regarding the proposed turbine plant, and the work being put in 
hand at once. 


в 


Continental. - Norway. — The Christiania municipal 
electricity installation completed the twenty-fifth year of its ex- 
istence in August. The city draws its electric supply from four 
waterfalls, which it has successively acquired and partly developed. 


the aggregate output of which is reckoned at 59.200 Kw. delivered - 


in the city. The progress of the undertaking has been steadily 
upward, the first years actual working (1893) showing current 
delivered to 9,930 glow lamps and 21 motors, compares with. to-day, 
470,861 glow lamps. 1,965 arc lamps and 5.110 motors of private 
consumers, and 628 glow lamps and 217 arc lamps for public lighting. 
Receipts in 1893 totalled 160,000 kroner, and working surplus 
42,000 kroner, against 3,750.000 kroner. and a working surplus of 
1,340,000 kroner at last account. Lately an agreement has been 
come to with the Government for the joint development of the 
municipality's waterfall of Solbergfos and the State's waterfall of 
Morkefos. the chairman of the Committee being electrical engineer 
Thorne, one of the municipality's representatives. 

À hydro-electric station is under construction at the Mesna Falls, 
near Lillehammer, to supply an additional 1.000 H.P. to the cartridge 
and powder factory situated at the Raufos. The contributory com- 
munes of Gjovik, Faaberg, &c., are to be supplied from the same 
source. 

It is stated that a Franco-American syndicate is arranging to 
establish a large electrotechnical establishment in Telemarken. 
The water power required will be at least 100,000 H.P. It was at 
first intended to acquire a site in Swedish Norrland. but the 
unfavourable political situation in the Gulf of Bothnia disposed of 
the idea. 

The municipal authorities of Stavanyer have decided to obtain a 
loan of 6,000,000 kroner for the electric development of the waterfall 
of Dargefos. 

SPAIN.—La Sociedad Electrica de Mora la Nueva is the name of 
a new company which has lately been formed to establish a small 
central electric lighting station in the town of Mora la Nueva. in 
the Province of Sarragossa. 

A concession has recently been granted for the establishment of 
а plant to utilise the water power of the Rivers Lobaras and 
Landro in the generation of electrical energy for lighting and power 
purposes in the Ferreira district of the Province of Lugo. 

The Sociedad Minera y Metalurgica de Penarroya intends to 
establish two generating stations, one at Puertoblano of 20,000-H.P. 
capacity. and the other at Belmez of 12.000 H.P., using low-grade 
coal as fuel. The equipment will be that of the old Sociedad de 
Gasification Industrial now defunct. The current generated will 
be partly utilised for the Society's own railways, and partly sold to 
other industries.— Industria е Invenciones. 

ITALY.—La Società Consorzio per Elettrotrazione is the name of 
a new undertaking which has recently been organised in Milan 


with a capital of £60,000, to develop projects for the establish- . 


ment of electric power stations in the country, more especially in 
connection with the supply of power for railway operation. 


Ealing.—DavLicHT Savinc.—A decrease in sales of 
energy by the electricity undertaking of 22'4 per cent. is traced to 
the operation of the Daylirht Saving Act. 


Hereford. — PLant Extensions. — The T.C. has been 
authorised to carry out extensions estimated to cost £2,310 for 
buildings, £1,700 for a railway siding, £16.307 for machinery, 
switchgear, &c., and £3,213 for mains, for the electricity under- 
taking ; as this is £5.530 in excess of the sum applied for last 
June, the L.G.B. is to be asked to sanction the surplus. 


Horsham.— Offers are to be invited for the maintenance 
of the storage battery at the electricity works for a further period 
of 10 years from the expiration of the existing contracte with the 
Tudor Accumulator Co. 

Liverpool.—PRoPosEp ExTENSIONS.— The question of 
enlarging the city generating station will shortly be considered by 
the City Council. 

London.—BEruxa,L Green:—The B. of G. has received 
a report from the chief engineer on the possibility of running the 
laundry plant (at present hand-operated) by electric power or gas, 
owing to the shortage of labour. He estimates the cost of motor- 
driven plantat £200 and of gas-driven plant at £227, and an annual 
saving on the working of £85 if electricity was adopted as a 
motive power and £11 if gas was used, as compared with the costs 
at the present time. 

The Committee recommends that subject to the sanction of the 
L.G.B., steps be taken to run the plant by electricity. 

MARYLEBONE.--The general manager's report on the working of 
the electricity department for the June quarter shows that 
3,177,038 units were sold, representing a net increase of 3°57 per 
cent. over June, 1915. The net revenue from the sale of electricity 
and meter rentals amounted to £31.94, being an increase over last 
June of £1,605; improvements in sundry revenue bring the in- 
crease up to £2480. The total expenditure for the quarter 
amounted to £17,281, an increase as compared with the June quarter, 
1915, of £108. The total average costs per unit sold were 1°305d., 
as against 1°318d. for the previous June quarter. The result of 
the quarter's working shows a net improvement in the balance 
available for capital charges of £2,072, making a total of 
£17,945. 

The Electricity Committee reports that after about three years’. 
running of the two Oerlikon turbine sets (described in our issue of 
December 5th, 1913) these turbines have been opened up for 
examination ; No. 11 was found to be in good condition, and the 
low-pressure wheels of No. 10 were fonnd to be slightly corroded. 
During the three years these machines have run 27,009 hours out of 
a possible 50,352 hours, und have venerated 56,032,684 units, or 
84°06 per cent. of the total units zenerated. They have cost for 
repairs £ 15 and for oil £136, very low figures, amounting to '00078d. 
per unit generated. 

The Electricity Committee recommends that, owing to ex- 
ceptional circumstances prevailing. an increase of wages varying 
from 1s. to 3s. per week be made to all male employés of the elec- 
tricity supply department other than the clerical staff. 

' HACKNEY.— The Electricity Committee recommends the granting 
of an additional bonus of 3s. (making 4s. in all) to the men 
employed in the electricity undertaking and refuse destructor works, 
the total wages. including war bonus, not to exceed 15s. per week. 

Linking-up Scheme.—The Committee also recommends that, sub- 
ject to the North Metropolitan Electric Power Supply Co. agreeing 
to the terms and conditions of an agreement to be approved by the 
Electricity Committee. on behalf of the Council, and subject to the 
approval of the B. of T. and the L.C.C., the necessary steps be 
taken to proceed with the linking-up of the two undertakings, at 
an estimated cost of £6,500. 

Revision of Chargex.-The Electricity Committee further recom- 
mends the following additions to the present scale of charges for 
electricity for lighting and power. as from the reading of the 
meters for the December quarter, a fixed minimum charge of 78. 6d. 
per quarter for lighting. and 10s. per quarter for power ; a per- 
centage increase for electricity for lighting from 173 per cent., lesa 
24 per cent. to 20 per cent. less 5 per cent. for prompt payment, 
and for power a percentage increase of 30 per cent. above normal 
rates, less 5 per cent., in lieu of 174 per cent. less 24 per cent. 

The Committee recommends that, in view of the high cost of 
fuel and the difficulty of obtaining labour, the official test of the 
5.000-K w. turbo-alternator be carried out on the town load, instead 
of an artificial load. the contractors being willing to make а 
deduction of #120 if the test is so carried out. 

An explosion and fire occurred at the Smithfield Markets Electric 
Supply Co.'s premises on the 11th inst.. which resulted in both light 
and power being cut off in the market and cold storage. The 
Meat Tradex Journal comments on the absurdity of depending оп 


. a single source of electric supply. but probably the movement in 


favour of linking-up electricity undertakings will remedy this in 
the near future. 

Luddenden Foot.—Provisiona, ORDER.—The York- 
shire Electric Power Co. has notified the U.D.C. that, as the B. of T. 
is now prepared to consider the granting of provisional orders for 
public works. the company proposes to proceed with its orginal 
scheme of applying for a lighting order forthe district. | 

Nuneaton.— The T.C. has decided to extend the mains, 
at an estimated cost of £500, which will be met out of the pro- 
сеейв of the sale of a generator; the present revenue from the 
extension will be about a £100 a year. From October 15th the 
charge for current for power is to be increased by 10 per cent. 
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Radcliffe.—BvLk SuPPLY.—The U.D.C. has notified 


the Bury Corporation that it intends to exercise its option of 
renewing the agreement in respect tothe supply of electricity in 
bulk for a further period of five years. i 


Redruth.—PusLic Licutinc.—The Lighting Com- 


mittee reported that a further concession of £92 has been obtained 
from the electric supply company in consequence of reduced 
lighting, making £174 in all. The total contract was for £552 
per annum. B 
Salford.—DavrLicHT Savinc.—The electricity depart- 
ment estimates that the Summer Time Act has led to a reduction 
of £2,500 in the value of the current consumed for lighting pur- 
poses: this represents a saving of 1,100 tons of coal. With coal at 
178. 8d. а ton, the estimated net loss to the department is about 
£1,500, but the increase іп" ће demand for power more than 
counterbalances the loss of revenue due to daylight saving. 


Southend-on-Sea.—It has been agreed to allocate 
£6,000 from the electricity undertaking for the relief of the rates. 


Stafford.—P&RicE INcREASE.— The T.C. has decided to 
increase the price of energy for lighting to 74d. per unit, less 
о per cent. for prompt payment of accounts, as from October 1st last. 


Sunderland.—PRoPosEkp Loan.—The T.C. has decided 
to apply to the L.G.B. for sanction to the borrowing of £45,216 for 
plant extensions at the electricity works. It is proposed to add а 
7.500-K W. turbine unit, bringing the plant capacity up to 14,200 Kw. 


Таѕтапја. — HvpRo-EnEcrRIO DEVELOPMENTS. — In 
view of thé increased demands which it is expected will be made 


by metallutgical undertakings upon the Government Hydro- ` 


Electric Department for power, it is understood that steps are 
being taken to obtain data respecting Lake St. Clair, situated some 
25 miles westerly from the Great Lake. Lake St. Clair. it is stated 
has a surface area of about 30 miles, and varies in depth to 600 ft. 
If anticipations are realised, a fall of approximately 1,000 ft. will 
be obtainable when this supply is harnessed. 'The general pro- 
gramme of the Tasmanian Government in connection with hydro- 
` electric power for industrial purposes has been outlined in Minis- 
terial statements already published. Unofficial estimates have been 
made giving the present nominal capacity from the existing works 
at the Great Lake ag equal to some 10,000 H.P., and the approxi- 
mate total which fnày ultimately be developed as up to 100,000 
H.P.— British Australasian. : 
The Commonwealth Engineer recently published a letter from 
Mr. J. H. Butters, chief. engineer of the Hydro-Electric Depart- 
ment. which, amongst ater Chines stated that the department has 
во far entered into the following contracts only :—3,500, rising to 


10,000 H.P., to the Metallurgical Co.; 30,000 н.р. to the Amal- 


gamated Zinc Co.; and 2.000 H.P., plus normal development, to 


Hobart and suburbs. Thé Government has made no contract with 


the Mount Lyell Co., but has under consideration the supply of up 
Lo 50,000 H.P. to it, not from the Great Lake scheme, but from 


Other sources. Data collected in connection with the Great Lake - 


dam shows that the figure of 35,000 H.P. (all day and night) is con- 
servative and 50,000 H.P. continuously could be. obtained, or, with 
subsidiary power, 55,000 H.P. i 


Wakefield—Loan Saxcrrox.— The L.G.B. has sanc- 
tioned the borrowing of £3,000 for the provision of an economiser at 
the electricity works, 6 

Watford.—No Liyxinc-vup.—The Electricity Committee 
is of opinion that no advantage would be gained by way of linking- 
up, and that it should take no part in the conference being called 
to consider the matter. | 

Winchester.—The T.C. has sent out circulars to small 


consumers of current, inviting them to increase their consumption 
to the value of £2 6s. Sd. per annum, so as to avoid the necessity of 


enforcing the minimum charge which the Corporation is entitled 
РА 


to make. 


TRAMWAY and RAILWAY NOTES. 


Australia.—The financial statement of the Adelaide 
Municipal Tramways Trust for the half-year ended July 31st last, 
for which we are indebted to Mr. W. С. T. Goodman, the chief 
engineer, shows that there was a gross balance after meeting 
working expenditure on the Adelaide and Port Adelaide systems 
of £65,409, which, with the balance of £3.164 brought forward, 
made a total of £68,573 for appropriation. From this £9,069 was 
taken for renewals, £27 071 for interest, £24,251 for sinking fund 
and other amounts for interest, leaving £3,876 to be carried 
forward, 

The ртов revenue was £10,506 better than in the corresponding 
period of 1915. д 3d 

The renewals account now amounts to £107,581, the sinking 
fund account to £203,683. and the insurance reserve to £8,985. ~ 

ELECTRIFICATION OF CABLE TRAMWAYS.—The Melbourne City 
Council has adopted the recommendation of the Public Works 
Committee that the Government be urged to provide for placing 
electrical equipment underground if it is decided to electrify the 
cable tramway. The Lord Mayor stated that any suggestion to 
install the overhead system of electric traction would meet with the 
Gouncil's strongest opposition.— Melbourne А qe, | 


The Victorian Government proposes shortly to introduce a Bill ` 


for the permanent control of the metropolitan tramways, both 
cable and electric ; the Bill will also provide for payment of com- 
pensation to the Railway Commissioners for the loss of revenue 
on suburban railways affected by the competition of tramways. 
The proposed new authority will also take over the electric supply 
and control of parks and gardens. 

. The Melbourne City Council has decided to oppose any Bill of this 
nature. 


Birmingham.—The local papers refer at considerable 
length to the possible stoppage of the tramways during periods 


when the city: power stations are unequal to the great demand 


being made upon them at the present time. The Electric Supply 


Committee, in а report, states that in a year the maximum demand 


rose by 12,000 Kw., thus exceeding the 10,000 Kw. of new plant 
brought into use. The coal conveyors at Summer Lane station 
were provided for 26,500 Kw., but 36,500 Kw. of plant is now 
installed, and the conveyors, due to the heavy duty, are in need of 
substantial repairs. A larger proportion of better-class coal is to be 
employed, and an order has been placed for new conveyor parts, an 
additional chimney and economiser, and for increasing the areas of 
the grates. The tramway stoppage of Wednesday, last week, was 


due to a turbine breakdown at the Nechells station, which it is. 


now stated will be put right within 10 days. The tramway 


` department has made arrangements to provide conductors with 
" breakdown " tickets to exchange for those held by passengers in- 


cars which are held up, such tickets being available for the 
remainder of the journey at a later date. 


Burnley.—FRkEE Tickets.—The Tramways Committee 


has decided to recommend the Т.С. to provide special free tickets ` 


for wounded soldiers, entitling them to travel either singly or in 


parties on any car, at any time, and from or to any point on the 


system of the local tramways. 
Сапайа.—І6 is stated that the Canadian Pacific Railway 


will electrify its line between Kingston and Renfrew in the near: 


future, and that a power plant will be installed on the Mississippi 
river at Sharbot Lake to develop power for this project as well as to 


supply current to Kingston and vicinity.—Cunadiun Electrical 


News. 


Continental,-—IrALv.— The Central Umbrian Railway, | 


opened provisionally with steam traction, will next year be con- 


verted to electric working, the current being supplied by the 


Società dei Carburo di Calcio. -Energy from the station at Papigno 
will be transformed at Marsciano to single-phase current for the 


supply of the contact lines. which will be on the catenary system. 


The traffic will be worked by locomotives, each equipped with four 
single-phase motors of 90 н.р. each.— L Ingeneria Ferroviaria. 
NORWAY.—It is proposed to start a company to manufacture 
electric automobiles. The share capital required is estimated at 
800,000 kroner, working expenses at 270,500 kroner, and the 


receipts at 420,000 kroner per year. Output is estimated pro- 


visionally at 160 motor-cars yearly. Later the building of auto- 
mobiles de lue is projected. | | 
It is under consideration to convert to electric working the rail- 
way line from Bergen to Nestun, the power to be drawn from the 
Bergen municipal station. 
The plans are being prepared for the construction of an electric 


railway to connect Trondhjem with Fjeldsseter, the scheme having 


Government approval. 


SPAIN.—La Socidedad Tranvias de Zaragoza has drawn up V 


scheme for the construction of a further line of electric tramway 
in the town of Saragossa: in accordance with the usual plan in 
that country, the carrying through of the project is being put up 
by the Goverument to public tender. 


A new company is reported te be in course of formation at Aviles 


with the object of constructing a new electric tramway to connect 
the towns of Villalegre, Aviles and Castrillon. 


Dublin,—The receipts of the Dublin United (Electric) 
Tramways Co. for the half-yearly term show an aggregate {0 
October 13th of £219,786, as against £251,240 in the corresponding 
period of last year,'a decrease of £1,454. The weekly receipts 


have shown a steady increase of late, and there can be no doubt ` 


that the half-year will conclude with a substantial balance to 
credit. 


Ealing.—As a result of negotiations, the Council has 
agreed not to press the London United Tramways Co. in regard to 
reconstruction of tracks after the war. if the necessary work of 
improving the condition of the track is carried out now. 


Glasgow.— Through dissatisfaction with the attitude . 


taken up by the management, the position of the engineers in the 
employment of the Tramways Committee is again expected to be 
brought before the local Munitions Tribunal. Failing an amicable 


settlement, the probability is that the men will, under the terms of . 


the Sheriff's award, make application for their clearance certificates. 
Close upon 1,000 men are affected. 


Lanarkshire.—W omen car conductors in the employment 
of the Lanarkshire Tramways Co. are threatening to resign in 
batches, owing to the prevalence of hooliganism in the districts 
tapped by the system. The company has issued posters threatening 
to discontinue the early morning service and all cars after dusk, 
unless the rowdy element immediately disappears. 


Oulton Broad.—BuLk SurPLy.—The Lowestoft T.C. 


has decided to continue on the same terms the supply of current in” 


bulk to Oulton Broad, 


————-. 


at m | eee a 


P E 


ч 


Vol. 79. Хо, 2,030, Ocrosmx 20, 1916] THE ELECTRICAL REVIEW. 


437 


- Southend-on-Sea.—The engineer has reported on the 
difficulty of dealing with rail corrugation under present conditions, 
and of keeping the cars in repair—due to the restricted supply of 
material. Arrangements are to be made, if possible, to permit of 
the rail corrugation machine being used when traffic is suspended. 

It has been decided to allocate £3,300 from the tramway funds in 
relief of the rates. , | , 

WagGESs.—The Tramways Committee has resolved that male 
drivers. conductors, and inspectors with 12 months' service be 
granted a war bonus of 2s. per week, additional to the existing 
war bonus of 2s. per week. ` 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—The Government has completed the purchase 
of the Shaw Wireless, Ltd., works for £55,000. The founder of 
the concern, the Rev. A. J. Shaw, died in Melbourne on 
August 20th. 

The plant is said to be capable of producing most of the require- 
ments for wireless equipment. The wireless system in Australia 
is now controlled entirely by the Navy Department. The works of 
Shaw Wireless, Ltd., will become a naval establishment, but work 
will aleo be performed for the postal and defence departments. It 
is also probable that the system of wireless telegraphs in Australia, 
now confined to the coast. will be extended inland. 

Mr. Balsilie. the wireless expert, who has been making experi- 
ments in the matter of causing rain by wireless waves, states that 
he has proved conclusively that rain can be stimulated by electrical 
means, His experiments have proved that at least 30 per cent. of 
the stimulation can be maintained. He emphasises the point that 
he does not claim to produce rain—only to stimulate light 
showers.—Auckland Weekly News. 


Manchester.—There was a large attendance of the 
telegraph and telephone workers of Manchester and the surround- 
ing districts at a meeting, on Sunday. at which a resolution 
demanding arbitration respecting their claim for wage incredses of 
3s. 1s. and 5s. was passed. The resolution further declared that 
the advances offered by the Government were quite inadequate. 


. New Zealand.—The Auckland wifeless station, which 
has been closed since May, 1915. has been reopened. 

The Government has decided to erect a wireless station at 
Rarotonga, which will constitute another link in the Empire, as 
many islands of the Pacific, such as Samoa and Fiji, will be 
brought into eloser touch with New Zealand, and, consequently, 
with other portions of the Empire. The work will be carried out 
by the Post and Telegraph Department. 

The Government is to enter into an agreement with the Eastern 
Extension Cable Co. with regard to a proposal to remove the cable 
station from Wakapuaka to Wellington.—luckland Weekly News, 


Russia.—TIhe Russian Government has requested the 
Great Northern Telegraph Co. to recall all the Danish operators 
employed at the company's stations in Russia, including Petrograd, 
for the duration of the war. and replace them by Russians. No 
foreigners are to be employed in future in the Russian Postal or 
Telegraph Service. 


Spain.—It is reported that the Spanish Ministry of Posts _ 


and Telegraphs is contemplating the purchase of a steamer specially 
equipped for the repair of the submarine telegraph cables owned 
by the Spanish Government. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SxbxEYy.—January 22nd, 1917. Electrical 
plant (converter, battery. booster. and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specifi- 
cation from E.L. Department, Town HalL*  , 

January sth. Municipal Council Electric Lighting Department. 
33,000-volt switchgear. E.L. Department, Town Hall. Specifica- 
tion 10s. 6d. 

MELBOURNE.—-October 31st. and November 8th. Deputy P.M.G. 
Telephone parts: switehboard ; instruments, &c. Schedules Nos. 
1,363, 1,364, and 1,368." | 

December llth. City Council. Supply and erection of coal 
trarsporter plant. See " Official Notices " September 15th. 

PERTH.—November 3th. P.M.G. Accumulator parts (Schedule 
527 W.A.).* 

SOUTH AUSTRALIA.—November 15th.  P.M.G.'s Department. 
Automatic switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. 


Dublin.—November 2nd. Great Northern Railway Co. 


(Ireland). Contracts for general stores for 12 months (including 
several electrical items). See " Official Notices " October 13th. 


. at a speed of 500 R.P.M. 


~ 


Johannesburg.— November 13th. South African Rail- 
ways Administration. _ 71,778 tungsten drawn-wire lamps, 19,741 
solid-drawn tungsten lamps, and 2,412 carbon-filament lamps. 

November 20th. Corporation. 500 or 1,000 trolley wheels for 
tramcars (Contract No. 181).* 

November 27th. Corporation. 1.000 sets of single-pole, ironclad 
house-service cut-outs (Contract No. 187).* 


Manchester. — October 24th. Corporation Tramways. 
Hard-drawn copper trolley wire. Mr. J. M. McElroy, General 
Manager, 55, Piccadilly, Manchester. 


New Zealand.—Dvunepix.—January 24th, 1917. Motor- 
generator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin.* А к НАВ i 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. ` | 


— CLOSED. 


Glasgow.—The Tramways Committee recommends for 
acceptance the tender of Messrs, Edgar Allen & Go., Ltd., for special 
track work. | = 


London.—The Metropolitan Asylums Board reports ,that 
the agreements with the Tudor Accumulator Co. for the main-. 
tenance of the batteries of electric vehicles Nos. 2 and 3, at Queen 
Mary's Hospital, expired on September 26th. The асбап 
engineer states that the present isa very unsatisfactory timé for 
entering into new contracts of this description, owing to the:high - 
cost of materials, and he advises that the existing agreements: 
should be extended for a period of I2 months, which the eninpanjgu 
is willing to agree to. The agreements provide for, the 3$dgment, 
of 14d. and 14d. per mile run respectively for the two vehicles, one 
of which is 25 сууў. and the other 30 cwt. The Commilteevnotome + 
mends that the agreements be so extended: бос өлен TIIB. 

L.C.C.—The Stores and Contracts Committee reports. thatcbhe. 
current contracts for the supply of general stores, jinoluding 
electric cables, lamp fittings, &c., will expire on. December $184. 
next. For the supply for 1917 the Committee proposes to continue .. 
the present practice of purchasing some classes of goods at the: 
current market rates or under special quotations ; in other gases- 
new forms of tender and schedules are being prepared,. The. 
tenders will be received early in November, and, as --the. 
number will be comparatively large, the Committee recommends. 
that it be authorised to open the tenders to be received for the 
supply of goods included in the general stores section, 1917. hti 

MARYLEBONE.— The Electricity Committee reports that, owing - 
to the fluctuations in the prices of materials and the abnormal 
conditions generally, it is not possible to obtain satisfactory. tenders 
for goods or to enter into acceptable contracts. The Committee, 
has therefore authorised the general manager to purchase ‘such 
goods as are required in the.open market on the best terms obtain- 
able, and to report all such purchases to the Committee. . И 


Malvern.—U.D.C. Coal (500 tons of Highley slack) for 
the electricity works : South Wales & Cannock Chase Coal Co. 


Paisley,—Corporation. Tenders for new high-tension 
switchboard :— з 


British Thomson-Houston Co., Ltd. .. _.. .. £2,862 
British Westinghouse Electrie, &c., Co., Ltd. .. 2,858 
Siemens Bros. Dynamo Works, Ltd. .. .. 2,693 


It was agreed to accept the offer of Messrs. Siemens Bros., as being 
the lowest, delivery to be made within 18 weeks. 


Spain. — La Compania Electrica del Urumea, of San- 
Sebastian, has just placed a contract with Messrs. Piccard, Pictet 
and Co., of Geneva, for the construction of a 2,300-H.P. hydraulic 
turbine, designed to work under a head of about 600 ft. and to run 
A 1,600-K w. three-phase alternator to run 
in conjunction with the same machine has also been ordered from 
Messrs. Brown, Boveri & Co., of Baden. 


Wakefield.—Corporation : 

E. Green & Son, Ltd.—Foundations and brickwork for an additional 

economiser at the electricity works, £624. 

Sturtevant Engineering Co.—New chimney, £890. 

Walthamstow.—U.D.C. 152 time switches for street 
lighting : Venner Time Switches, Ltd. 

Wednesbury. — T.C. 500-Kw. rotary converter, with 
transformer, starting and switch gear, duplicate main and venti- 
lating gear: British Westinghouse Electric & Manufacturing Co.. 
Ltd.. £3,190, 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers.—Friday, October 20th. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, Westminster, 
S.W. Paper on “Trials on a Diesel Engine, and Application of Energy 
Diagram to obtain Heat Balance,” by the late Lieut. Trevor Wilkins, to 
be presented by Professor Burstall. 


Institution of Electrical Engineers (Western Local Section).—Monday, 
October 23rd. At 5.10 p.m. At Merchant Venturers’ Technical College, 


Bristol. Address by the chairman, Prof. D. Robertson. 


9 „ at Ж At 
Institution of Civi! Engineers.—Tuesday, October 24th. At 5.30 p.m. | / 
Great George Street, Westminster, S.W. James Forrest Lecture, The 
Development of Appliances for Hundling Raw Materials and Merchandise 
at Ports and other large centres of traffic,” by Sir J. Р. Griffith. 


LEAK II X en 


NOTES, 


Engineers’ Wages.—4A Conference of representatives of 
the oe M coa Federation and the Amalgamated Society 
of Engineers and kindred allied trade organisations was held at York, 
when the question of increases in wages was discussed. The pro- 
ceedings lasted all day, but no satisfactory result was arrived at. The 
application of the engineers was for an advance of 9s, per week. 
It is believed an offer of 6s. per week was made, but this waa not 
acceptable to the men's representatives. The question will now һе 
referred to the Government Productions Committee.— Moruing 
Post, 


Memorial to Sir Wm. Ramsay.—A meeting to consider 
the steps to be taken to raise а memorial to the late Prof. Sir 
William Ramsay. K.C.B., F.R.&., will be held at University College, 
London, on Tuesday, October 31st. After the meeting. the Director 
of the University College Chemical Laboratories, Prof. J. Norman 
Collie, F.R.S., will deliver a memorial lecture on “ The Scientific 
Work of Sir William Ramsay," 


Copper Prices, — Tue WEEK'S CHANGES, — Messrs. 
F. Smith & Co. report, Wednesday, October 18th :— Electrolytic 
bars rose from £142 to £143 ; ditto sheets, from £160 to £161 а 
ditto rods, from £151 to £152 ; ditto н.с, wire, no change. 

Messrs. James & Shakespeare report, Wednesday, October 18th :— 
Copper bars, sheets and rods (best selected) rose from £166 to £168, 


Strength of Copper Wire Splices—The U.S. Bureau of 
Standards has recently made a number of special transmission line 
studies in attempting to prescribe suitable sags in line conductors 
which would at once meet the requirements for proper unit stresses 
under the maximum assumed loading conditions, and also provide 
reason@ble assurance against their blowing together in the wind. 

Tests were made on the mechanical strength of Western Union 
and sleeve splices, and an investigation was made to determine the 
relative hardness of the surface and interior of different grades of 
copper, as well as their ability to withstand injury and vibration. 

Specimens of No, 6 medium wire broke at 1,135 1b., or 51,100 Ib. 
per sq. in. A Western Union splice without solder broke at 149 lb.. 
showing very little strength unless the splice is soldered, Two 
Western Union splices were made up very similarly. but one was 
heated in the soldering process to a very much higher temperature 
than the other ; one broke at 751 lb. at а point close to the splice, 
where the effect of the heat had annealed it. The other wire was 
not, heated to such a high temperature, and went to 1,077 Ibs nearly 
the full strength of the wire. A sleeve splice failed at about the 
same as the soldered splice, 1,035 1b., which is practically the full 
strength of the wire, 

Hard-drawn wire or medium wire will anneal at about 250° C., 
or, perhaps. something under that temperature, if held there for 
some time. Solder will flow somewhere in the neighbourhood of 
190" C. There is a margin which is not very great, some 50 or 
60* C., in which soldering can be done without any serious injury 
to the wire. x 

The failure of a soldered joint occurs not in the joint itself, but 
usually just outside of the splice where the wire has been over- 
heated. If this weak section is kept below the annealing 
temperature, a strong splice will result. even though the middle 
region of the splice be heated to a much higher temperature. If 
the soldering can be confined to the middle region of the 
wire, and not extended to the end turns, which contribute 
little or no strength to the splice, a stronger joint will be 
obtained with less injury to the leading-in wires, as well as with 


torch. Pouring from a ladle, however, is not so likely to overheat 


2, y € y used by some companies, 
No. 4 medium wire broke at 1,632 1b., or 49,800 Ib. 


Two Western Union splices went to 1,428 and 1.165 Ib. 


from three to three and one-half turns in the 
high per cent. of strength. 


the wires were sandpapered before inserting them in the sleeve, a 


better, and are not so liable to be overheated. Sleeve 
proper care, can be made to develop practically the full strength of 
the wire, or within afew percent. of the full strength. 
of reducing the 
‚ 6 wire, which was etched down with 
3,200 lb. per sq. in. The 
n is 62,000, so that it had 


that of the full section. These experiments w 
No. 00 trolley wire, hard-drawn, where simi 


tain e tests it appears that the core of th 
wire is just as hard as the shell. To substantiate this, Dr, Merica, 


on a number of wires, From these incomplete experiments it 
would appear that, for simple vibrations, the harder the wire the 
better it will stand up. Soft wire seems to crystallise very quickly. 
It is not always the simple vibration that determines the life of 
the hard-drawn wire. If a hard wire is kinked, and an attempt is 
made to remove the kink, the wire will break, while soft wire will 
not, 

While hard and medium wire may in some respecta be objection- 
able for general line use, it is believed that the experimenta here 
recorded demonstrate that there are no serious limitations to its 
use, It has fewer disadvantages, and soft copper more dis- 
advantages, than have generally been recognised.—E. R. SHEPARD, 
in the Electrical World. (Abstract.) 


" На !—a Rat! ! "—How much damage can be done in a 
moment by a rat bent on exploration—a successful quest, if currents 
were the object of it—is well shown in the accompanying illustra- 
tion, for which we are indebted to a lady switchboard attendant, 
Miss E. Н. Smith. The tragedy occurred in the Oldbury guh- 
station of the Shropshire, Worcestershire and Staffordshire Electric 
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Power Co. "The rat climbed into the eubicle of the truck gear and 
got across the high-pressure conductors, tripping every breaker 
causing a complete shut-down for an hour, last Friday. The 
damage done was estimated at about £30. 


Nitrogen from the Air.—In a letter recently addressed 
to the Times, Mr. J, Orchiston, M.LE.E., chief engineer of telegraphs, 
Wellington, N.Z., points out that the South Island of New 
Zealand is richly endowed with magnificent water powers, many 
of them coming right down to the water's edge in the sounds on 
the south-west coast, Water powers ranging up to 40,000 H.P. can be 
obtained at an expenditure of from £5 to £10 per H.P. for the 
hydraulic development, and in many cases no transmission ws 
would be needed, as the power station could be located alongside 
deep water. Heads ranging from 500 ft, to 1,000 ft, or over are 
procurable, so that the conduits, piping, water-wheels, foundations, 
&c., need be only of minimum dimensions for the output developed. 
In some cases less than a mile of piping is all that would be 
required to utilise a head of 1.000 ft. with n constant flow 
ranging up to 500 eb, ft, per second, fed from glaciers. ; һ 

By the eonstruction of п tunnel about five miles in pedo 
mostly through granite. the whole of the discharge of the Te 
Anau Lake, covering an area of 135 sq. miles, could be diverted a 
one of these sounds, yriving an effective head of nearly 600 ft, an 
а constant discharge exceeding 12,000 cb. ft. per second. Few 
countries can so easily provide a power of such dimensions 
(approximately 700,000 H.P.) at the edge of a deep-water harbour. 
There are numerous other water powers available inland, ranging up 
to 100,000 H.P. which could be developetl at very low cost, but P. | 
are at present not conveniently located for transport purposes, an 
would involve fairly long transmission lines. ; 

These waterfalls are located on Crown lands, and before — 
could be taken for their utilisaation a permit would have to be 
obtained from the Dominion Government, who would no doubt give à 
willing ear to any proposal which would be the means of bringing 
capital to the countr and the development of new industries. 


L^ ln 
ook 


— 


— ——9— ЕЕ „. 


Vol 79. No. 2,030, Остовев 20, 1916] THE ELECTRICA 


D a 


L REVIEW. 


489 


. Fatalities.—N EWCASTLE.— An inquest has been held upon 
the body of а boy named George W. Armstrong, who was killed by 
an electrically-driven. wheel at the Elswick Works of Messrs. 
Armstrong, Whitworth & Co., Ltd. A work-mate said he saw 
deceased with his head under the 2 ft. 9 in. fencing round the ropes 
driving the wheel. The lad then suddenly slipped or over- 
balanced, and fell on to the ropes. АП that witness saw after that 
was portions of his body flying about. The motorman in charge 
said it took the wheel seven or eight minutes to come to а stand- 


still after the current was shut off. The Coroner observed that 


deceased was the victim of boyish curiosity, and the jury returned 

a verdict of " Accidental death." 

AcTON.—According to a weekly newspaper Walter Permain, 
thirty-nine, an electrical engineer, of Acton, was killed by electric 
shock while at work on overhead ‘electric wires at an Acton 
factory. Verdict. “ Accidental death." 

: ROTHERHAM.—A verdict of " Accidental death " was returned 
in the case of G. E. Smith, forty-three, an electrician of Rother- 
ham, whose death followed burns sustained at the works of 
Messrs. Thomas Firth & Sons on October 3rd. 

SHEFFIELD.—An inquest was held on October 12th into the 
death of B. F. Theaker, aged twenty, labourer to an engineer's 
fitter, who was killed while working upon the fitting of a new 
brake on an electric crane. It appeared from the evidence that 
Theaker’s forearm came into contact with 200-volt live wires while 
climbing down into the cage containing the operating handles. 
When the current was cut off he fell 6 ft. into the cage below. 
'The medical evidence showed that death was due to electric shock. 
The works superintendent said that the current should have been 
switched off before Theaker went up to do the work. 

BARGOED.—S. Н. Chester, aged sixty-two, nn assistant at the 
P.D. Colliery, Bargoed, was killed last Sunday week while at work 
on à girder 22 ft. from the ground. He lost his hold and fell 
backwards. There were three 3,000-volt power lines passing in 
proximity to the girder: the wires were on china insulators and 
insulated from the girder. They carried power to the motors 
which drove an aerial ropeway. The medical evidence showed 
that there were no signs of Chester having been burnt by electric 
wires. Verdict. " Accidental death." 


. Bell Signalling in Mines.— The Chief Inspector of 
Mines, Dr. R. A. S. Redmayne, has issued a circular drawing 
attention to the report of Dr. Wheeler and Prof. Thornton on 
electric signalling in mines (abstracted in our issue of August 
11th), and stating that in mines to which Regulation 132 applies, 
steps must be taken without delay to bring into compliance with 
the Regulation any existiny installations which do not already 
comply. No new apparatus may be installed except such as 
complies strictly with the Regulation. The maximum pressure of 
25 volts allowed for a signalling circuit is unchanged, provided. 
that wet Leclanché cells (quart size) are employed. Systems using 
dry cells or accumulators, or in which D.c. or А.С. generators are 
employed, can be made safe if, in addition to the use of anti-sparking 
devices, sufficient non-inductive resistance is permanently installed 
in the circuit. Bells and relays should have flame-tight covers 
(preferably locked), and should be so constructed and maintained 
that when included in a circuit with a battery at 25 volts, the 
break-flash produced when bare signal wires are separated after 
giving a signal is incapable of igniting an 8 per cent. methane-air 
mixture. 


Legal.—At the Manchester City Police Court recently, 
according to a local paper, W. P. Theermann, a German subject, 
managing director of W. P. Theermann & Co., Ltd.. electrical engi- 
neers, Manchester, was fined £10 for constantly using the telephone 
on his premises since the outbreak of war without obtaining а 
permit. 


The Decimal System:-—Supporters-of Decimal Coinage 
and the Metric System recently decided to form a " Manchester 
and District Decimal Association," and a meeting was called by the 
Lord Mayor, with a view to ascertaining whether the time was 
ripe for such a movement. The following resolutions were 
unanimously adopted :— 

l. That steps be taken forthwith to form an Association to be 
called " The Manchester and District Decimal Association,” with 
powers to examine relevant questions, and, if thought fit. to advo- 
eate, either independently or in conjunction with others. the early 
adoption by the British Empire of a suitable aystem of decimal 
coins, weights and measures. : 

2. That the Lord Mayor be the first president of the above 
Association, and that Messra. Noton Barclay, Astbury, Cowan, and 
Allcock be, and they are hereby appointed, a nucleus Committee. 
with powers to add to their number. for the furtherance of the 
above objects. 

Mr. Harry Allcock, M.I.E.E., was elected hon. secretary, and is 
now compiling a list of local supporiers, and the Committee 
hopes to proceed with the work of organising the Association in 
the immediate future. 


British Department of Minerals.—Last mouth a pro- 
position to form a central Department of Minerals and Metals 
was laid before the Advisory Council for Scientific and "Industrial 
Research by the Councils of the Iron and Steel Institute, the 
Institute of Metals and the Institutions of Mining Engineers and 
Mining and Metallurgy. The proposed department would push 
forward mineral surveys of the Empire, colleet and co-ordinate 
information on the occurrence and uses of minerals and on mining 
laws, &c. and advise the Government on all questions within its 
purview, - 


National Electric Power Supply.—GREATER LONDON 
AREA.—At a meeting of the Joint Committee of Engineers 
appointed by the Engineers’ Committee of the Conference of Local 
Authorities in Greater London owning electricity undertakings, 
held at the Institution of Electrical Engineers on Friday, 13th inst., 
Mr. J.S. Highfield (Metropolitan Electric Supply Co.) stated that 
the National Power Supply Joint Committee did not propose to 
convene a Committee for the Greater London area, as it was hoped 
that the Committee appointed by the Conference would act in con- 
junction with the National Committee. It was resolved that :— 
" A formal notice be sent to the secretaries of the National Com- 
mittee stating that a conference had been formed of representatives 
of private and public interests, to consider the best method of 
linking-up generating stations in the Greater London area." | 

The Joint Committee is constituted as follows, viz. :— 


COMPANIES. 
The Charing Cross, West End and City Electric Supply Co., Ltd. 
The City of London Electric Supply Co., Ltd. 
The County of London Electric Supply Co., Ltd. 
The Kensington and Knightsbridge Electric Lighting Co., Ltd. 
The London Electric Supply Corporation, Ltd. 
The Metropolitan Electric Supply Co., Ltd. 
The Westminster Electric Supply Corporation, Ltd. 


MUNICIPALITIES. 


Mr. б. G. Bell, Hammersmith. Mr. A. C. Cramb, Croydon. 
Mr. F. A. Bond, Battersea. Mr. L. L. Robinson, Hackney. 
Mr. E. Calvert, Finchley. Mr. W. C. P. Tapper, Stepney. 


Mr. C. A. Baker (London County Council). 

Mr. E. T. Ruthven Murray (North Metropolitan Power Supply 
Co., Ltd.). 

Mr. H. W. Firth (Great Eastern Railway), with Messrs. F. J. 
Walker (St. James’ and Pall Mall Co.) and Fred. Tait (Poplar) joint 
honorary secretaries. 


A Large Searchlight.—The General Electric Co., of 
Schenectady, N.Y., has lately completed, for the U.S. Navy, a 
searchlight with a 5-ft. mirror, the rays of light from which can, 
it is claimed, be seen at a distance of 200 miles. 


Coal Research.—In his capacity as one of the largest 
coal consumers in the country, the central-station engineer must 
henceforward take keen interest in the efficient utilisation of our 
great national asset. Whilst it is too much to expect that the 
electrical engineer should also be an expert fuel technologist, the 
" chief " must be able to appreciate and utilise the services of a 
trained chemist on his staff. Much has yet to be learned con- 
cerning the products derived from the distillation of coal by 
various processes, and Germany has paid more attention than we 
to this matter in the past. The Kaiser Wilhelm Institute for Coal 
Research, inaugurated at Mulheim a.d. Ruhr shortly before the 
war, has just issued a report presenting the following information :— 
(1) By washing coal with liquid sulphuric acid at room temperature 
a thick golden yellow mineral oil is obtained, having a not 
unpleasant smell. From 1 kg. of ordinary coal about 5 gm. of this 
oil are obtained. Using benzol under pressure, about 60 gm. of 
material can be extracted, but this contains only a small propor- 
tion of oil. By the separation of this component, the coal loses its 
tenacity and falls to powder. (2) By distilling coal with super- 
heated steam, & tar is obtained which contains petroleum-like 
optically active oil, lubricating oil, and paraffin. (3) By treatment 
with ozone, over 92 per cent. of coal can be converted into а brown 
mass smelling like caramel, soluble in water, and of unknown com- 
position. (4) By a new process about 20 per cent. of ozokerite can 
be obtained from lignite, instead of 12 per cent., as heretofore. 


Institution and Lecture Notes. — Textile Associa- 
tion. — At the seventh annual congress of the Textile Asso- 
ciation, which was opened at Leeds University, on Friday last, Dr. 
S. A. Shorter, of the University, and Mr. Howard Priestman 
delivered a paper and demonstration on “The Electrification of 
Textile Fibres,” showing the conditions under which wool, silk, 
cotton, flax, &c., may become electrified, and the use of certain 
methods of de-electrification. Dr. Shorter pointed out the ele- 
mentary principle that electrification was most pronounced in the 
case of bad conductors, on which the energy generated was retained, 
and added that as water was a good conductor, it naturally followed 
that moisture in any substance tended to diminish electrification. 
Silk was the most readily electrified of fabrics, owing to its low 
conductivity. but all textile fabrics became electrified. The mere 
drying of substances was sufficient to produce electrification to 
some extent. The energy might be discharged in various ways— 
by radio-active substances, X-rays, ultra-violet light, and the con- 
nection of points. 

In a later lecture and demonstration on “The Scientific Prin- 
ciples Underlying the Process of Textile Scouring,” Dr. Shorter 
showed, by experiment and demonstration, that whilst the first 
principle in the washing of an object or material was the emulsi- 
fication of the grease which acted as a binder for the dirt particles, 
produced by a lowering of the surface tension between the water 
and grease, it was a negative electrical charge which prevented the 
oil droplets and the dirt particles from coagulation, this negative 
electrical charge being increased by the presence of alkali. 

Amongst other various demonstrations at the Congress. were 
those in speed and power consumption recording, by Mr. А. Yewdall, 
showing the value of employing the tachograph for registering the 
regular or irregular running of textile machinery, and the 
dynamometer for registering power consumption. А 

Repeated reference was made, in the course of the proceedings at 


the Congress, to the important scheme of research into the electri- 
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fication of fabrics which is being conducted at the University, 
under the aegis of the Textile Institute, by Dr. S. A. Shorter. It 
was through the interest of Prof. W. H. Bragg (Quain Professor of 
the University of London) in electrical phenomena in the wool 
manufacturing processes, that the Institute was led to inaugurate 
and maintain at Leeds University a research worker, in the person 
of Dr. Shorter, into this question. Prof. Bragg himself, in a general 
address at the opening of Congress, quoted wireless telegraphy as 
an illustration of the fact that scientific research was a series of 
utter surprises and discoveries, bit by bit, of things which made 
the extension of our powers possible, and not merely the fore- 
casting of wonderful things in the future, based upon extension of 
things which we knew at present. He urged all engaged in 
manufacturing of any kind to encourage pure and applied science 
by every means in their power. 

At the opening proceedings on the second day of the Congress, 
the chairman (Mr. Frank Warner, President of the Silk Association) 
drew attention to the two main objects of the Institute, which 
were, first. to spread and increase knowledge of existing methods 
and operations ; and, secondly, to advance the general interests of 
the industries by means of scientific research. This latter work, 
he said, was now coming very much to the fore, and one of the 
most important researches already proceeding was that in Leeds 
by Dr. Shorter on the electrification of fibres. Though no report 
was yet available, he was informed that there had been a good deal 
of enlightenment already on many hitherto obscure points in the 
application of electricity to textile fabrics. : 

For these researches, the Textile Institute has a special fund. 
The figure up-to the time of the Leeds Congress had reached £243, 
but it is estimated that £1,000, spread over a period.of three years, 
will. be required for the research, and it is confidengly. expected 
that that sum will be secured. Several of the subscriptions already 
are annual ones. Moon 


Soclety of Engineers.--At the ordinary meeting, „of ;the Society, 
to be held at the apartments of the Geological Society, Burlington 
House, Piccadilly, W., on December 11th, at 3 p.m., two papers will 
‚ бе presented for discussion dealing with the sources-df minerals 
‘and mineral ores required in the enginecring industry of the 
United Kingdom. The first paper will be presented by Prof. W. G. 
Fearnsides, M.A., Sorby Professor of Geology at the University of 
Sheffield, and will deal with the minerals required by the iron and 
steel industries. The second’ will be presented by Prof. С. G. 
Cullis, D.Sc., M.I.M.M., Professor of Economic Mineralogy at the 
Imperial College of Science, and will deal with non-ferrous ores. 
Ав the subject for discussion is of exceptional interest at the 
present time, and а large number of eminent engineers and 
metallurgists will be invited to attend, the Council has decided to 
throw the meeting open to the public by tickets, which may be 
obtained (gratis) on application to the Secretary, 17, Victoria Street, 
S.W. Tea and light refreshments will be provided at about 5 p.m. 
Manchester Association’ of Engineers.—In the course of his 
presidential address, Mr. F. W. Reed said that the sudden change- 
over of our manufacturing resources from war work to civil work 
"would be a task of considerable magnitude. A great quantity of 
additional machinery and new works which had been forced into 
‘existence by the war would be available, and could, no doubt, be 
largely utilised for civil work. ‘The Government would be well 
"advised, when adjusting war taxation, to see that our industries 
‘were not impoverished. It was necessary to come to a general 
"understanding with reference to apprentices in all the various 
‘branches of the engineering trades. They did not pay sufficient 
attention to the matter of the encouragement and training of 
` apprentices. They must consider how to make the best use of 
adult and other labour trained in mechanical operations during the 
war. Arrangements might be considered for the rewarding of 
individual effort. Mr. Reed suggested the formation of a Central 
Engineering Board, composed of representatives of employers and 
‘labour, whose business it should be to arrange rules and rerula- 
tions to govern employment to suit modern conditions. It would 
be the means of preventing misunderstandings, would tend to 
ensüre continuity of work, and might form a final court of appeal 
for the settlement of labour and wage disputes. 


Institution of Electrical Engineers.— The opening meeting of 
the session 1916-17 will take place on Thursday, November 9th, at 
8 p.m., when the premiums awarded for papers read or published 
during the past session will be presented, and the eighth Kelvin 
Lecture, “ Some Aspects of Lord Kelvin's Life and Work," will be 
delivered by Dr. Alexander Russell, vice-president. 


Wire Lamp Patents.—It is stated that the German 
Imperial Court has just given a decision in favour of the Siemens 
and Halske Co. in the matter of the dispute with the A.G. Julius 
Pintsch, which raised the question whether the latter company 
was justified in speaking of its glow lamps as having wire 
filaments, and in designating its lamps as wire lamps or Sirius wire 
lamps, although the filaments were not produced by the drawing 
process. The decision is founded проп the finding of the Lower 
Court that in interested trade circles something special is understood 
by "wire," namel y. a product ‘obtained by drawing which has been 
proved to possess special tensile strength. If the Pintsch Co. did 
not produce its filament by drawing, the Court held that it could 
not be characterised as wire under the special conditions prevailing 
in the electrical industry. ° 


Educational. — Usiverstry COLLEGE, LONDON. — A 
course of six lectures оп” Long-Distance Telephony " will be given 


A I 2r À. Fleming on Fridays. at 5 p.m., commencing 
Ctober 27th ; applications for admission (fee 14 gui " 
made to the Secretary. TENUERE 


————MÀMM€ÓÓ€ ______ 


Volunteer Notes.—First LONDON ENGINEER VoLUx- 
TEERS. — Headquarters, Chester House, Eccleston Place, S.W, 
Orders for the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 

Monday, October 22nd. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25—8. 

Tuesday, October 24th_—School of Arms, 6—7. Lecture, 7.15, 
“The Meaning of, and Necessity for, Drill,” by Company Com- 
mander Fleming. Range Practice. 

Wednesday, October 252h.— Instructional Class, 5.45. Platoon 
Drill, Platoon No. 3. Range Practice. 

Thursday, October 26th.—Platoon Drill, Platoon No. 7. Range 
Practice. 

Friday, October 27th.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. Recruits' 
Drill, 6.25— 8.25. 

Saturday, October 28th.— General Parade, 2.45. Uniform, for 
Drill. Recruits' Drill, 3.0. i : 

Sunday, October 29th.—Entrenching at Otford.— Parade Victoria 
Station (S.E. & C. Railway). Booking-office, 8.45 a.m. 


(By order) MACLEOD YEARSLEY, Adjutant. 
October 21st, 1916. 


Appointments Vacant. — Resident electrical engineer 
(£200) for the Atherton U.D.C. ; resident electrical engineer (£220) 
for the Horsham U.D.C. : general assistant (€2) for the St. Albans 
Electricity Works ; switchboard attendant (£2) for the Battersea 
B.C. Electricity Department. See our advertisement pages to-day. 


Prohibited Imports.— The Board of Trade Journal of 
October 19th contains a complete list of articles the importation of 
which into the United Kingdom has been prohibited, except under 
licence, by Royal Proclamations of February 15th, 1916, and subse- 
quent dates, and in respect of which applications for licences 
should be addressed to the Controller, Department of Import 
Restrictions, 22, Carlisle Place, Westminster, London, SW., 
together with a revised list of * Interpretations” made by the 
Department. ; 
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OUR PERSONAL COLUMN. 


The Editors. invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers af the 
ELECTRICAL REVIEW posted as to their movements, | 


Central Station and Tramway Officials.—Oban T.C. has 
appointed the assistant engineer, Mr. C. N. SADDINGTON, ав 
burgh electrical engineer, in room of Mr. D. McLennan, 
who has received an appointment in London. а 

Doncastér Corporation Tramways Committee has appointed 
chief inspector А. W. BAKER to succeed Mr. Strachan, re- 
signed, as tramway superintendent. | 

lt is proposed to increase the salary of Mr. WRHYSALL, elec- 
trical engineer at Greenock, by £50. 


General.—The Canadian Electrical News states that Mr. 
George R. AncHDEACON hag been appointed general manager 
of the Canadian Hart Accumulator Co., the head office of 
which is situated at St. John's, Quebec. Mr. Archdeacon 
has had over 15 years’ engineering experience, and was for- 
merly upon the staff of Messrs. Ferranti, Ltd., and the 
Chloride Electrical Storage Co., Ltd. Mr. Archdeacon has 
travelled extensively in Europe and South America, and has 
only recently returned from China. ce 

London Gazette Notice—Territorial Force. Royal Engi- 
neers. Tyne Electrical Engineers. Corporal C. B. ELLIOTT 
to be Second-Lieutenant (on probation). 


Roll of Honour.—Lieutenant E. A. Gopsox, of the Roya' 
Trish Fusiliers, a director of the Electrical Apparatus Co., 
Ltd., has been awarded the Military Cross. ү 

Captain JuLIAN Norra, who died at Dar-es-Salam, Hast 
Africa, on October 14th, after a severe illness, -aged 35 years, 
was, according to the Morning Post, before the war an 
assistant superintendent in the Indian Telegraph Department. 

Second-Lieutenant Roy Lrstig Box, R.B., who has been 
killed, aged 91, was, says the Times, when war broke ои 
а member of the Electrical Engineers’ Corps at the City аш 
Guilds College, London. Пе joined up with other students. 

Saddler J. Рактіхатох, Hoval Engineers, has died from 
wounds. He was employed at the electricity works, Spa 
Road, Bolton, prior to the war. teal 

Private A. Parker; Border Regiment, already fepe 
here as wounded in action, has since died at a Woolwich 
Hospital. He was 27 years of age, and previous to joining ur 
had been in the accountant's department of the Manchester 
Corporation electricity departinent for ten years. a 

Lance-Corporal G. FanNswonru, King’s Royal Rifle o 
who has fallen in action, was previously а dvnamo attendant 
at Woolley Colliery, Mapplewell ( Yorka.). 
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Private Тноѕ. DAWES, Grenadier Guards, who fell in action 
on September 28rd, at the age of 20 years, was an employé 
of Messrs. Johnson & Phillips, Ltd., Charlton, S.E. 

Gunner W. Marsu, R.F.À., who was with Messrs. Dick, 
Kerr & Co., Ltd., of Preston, has been wounded in the right 
thigh. In October, 1914, he was wounded in the side, and 
was discharged from the Army, but again volunteered, and 
went to France a year ago. 

Mr. ALFRED Ногмез, formerly of the electricity staff of the 
Warrington Corporation, who joined the Army as a private 
‘in August, 1914, has been given the warrant rank of Sub- 
Conductor in the Anny Ordnance Corps. 

Sergeant Noran Bottwoob, Signal Company, R.E., who 
was apprenticed at Canning’s Electrical Works, at Birming- 
ham, has been awarded the Military Medal for conspicuous 
service іп France. s 

Sapper J. SLATTERY, who has died of wounds, was an em- 
ployé of the British Westinghouse Co., at Manchester. 

Private J. Letrs, Lincolnshire Regiment, who has died at 
the oe was formerly employed at the Lincoln electricity 
works. 

Second-Lieutenant A. F. Е. Prescott, King’s Liverpool 
Regiment, who has been killed in action; aged 22,‘was a 
mechanical engineer in the Liverpool Corporation electricity 
department. 

Private A. Hayes, Lancashire Fusiliers, who has died of 
wounds, was with Messrs. W. & T. Glover, Ltd., Trafford 
Park, before the war. 

Lieutenant A. R. Courtenay, until recently acting manager 
of the publicity department of the General Electric Co., Ltd., 
has been promoted to а ТП lieutenant. Lieutenant Courtenay 
has had nearly nine months' service in Egypt and Salonika. 
He was invalided home with dysentery, but is now in good 
health once more. and hopes to return, before long to his 
former. spheres of activity, whenever the Government notify 
that they do not-require his services any longer. 


Obituany.—FarHER SHAw.—On August 26th the Rev. A. J. 
Shaw, known throughout Australasia, and in wireless circles 
everywhere, as Father Shaw, died in Melbourne. He became 
interested in wireless telegraphy some ten years ago, and 
established workshops, which led to the erection of a wireless 
station at Randwick, N.S.W. He was in Melbourne nego- 
tiating the sale of this installation to the Commonwealth 
Government when he died, at the early age of 42. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Walter’s Electrical Manufacturing Co., Ltd.—Charge on 
249 and 251, Kensal Road, Paddington, dated September 29th, 1916, to secure 
all moneys due or to become due from company to London County & West- 
minster Bank, Ltd., Harrow Road, W. 


Torquay Tramways Co., Ltd.—A memorandum of satis- 
faction to the extent of £800 on October 4th, 1916, of charge dated March 
8th, 1911, securing £60,000, has been filed. 


Resisto: Electrical Manufacturing Co., Ltd.—Issue оп 
October 3rd, 1916, of £100 debentures, part of a series of which particulars 
have already been filed. 

Brilliant Arc Lamp & Engineering Co., Ltd.—Memor- 
andum of satisfaction in full on September 23rd, 191, of charge dated Sep- 
tember 25th, 1916, securing all moneys due or to become due from company 
to bankers, has been filed. 
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CITY NOTES. 


Е Mn. Н. R. Denison presided at the 
Amalgamated half-yearly meeting of this company, 
Wireless held at Sydney in August. According to 
(Australia), Ltd. à Sydney newspaper, he said that the 
operations of the company had been 

considerably hampered by the war. Опе of the principal 
items in the revenue account had always been the return 
from its ships’ message traffic; but this had been seriously 
restricted by the regulations that no wireless messages could 
be sent except under certain conditions. In spite, however, 
of this falling away, the profits had been well maintained in 
other branches of the business. The company had now 90 
ships equipped with its installations—practically every ship 
on the Australian and New Zealand registers which was 
suitable for wireless purposes—and its revenue from these 
ships showed a continuous and gratifying Increase. | Ге 
directors һай been endeavouring to secure some additions to 
their business in order to use their spare working са pital, and 
for that purpose had sent their technical manager (Mr. Fisk) 
to England and America. Unfortunately, owing to the war, 
practically all the large electrical, engineering, and motor 
businesses in Great Britain were engaged in making arma- 
ment and munitions, and it was found impossible to do any- 
thing in the nature of arranging agencies in that connection 
until the war ended. The board, therefore, were looking 


round for some other means of utilising the spare capital 
referred to, and were negotiating for the purchase of cer- 
tain interests, which they hoped would ‘have the effect of 
bringing increased returns to the shareholders. Mr. Denison 
went on to express surprise at the “astounding purchase '' 
proposed by the Minister for the Navy, of the plant, machi- 
nery, &c., of the Shaw Maritime Wireless Co. for £57,000 
The reason given by the Minister, which Mr. Denison 
described as '" farcical," was that it was needed to make the 
wireless plant required by the Commonwealth Government 
for land and marine stations, and to prevent the profit from 
the same going to foreign manufacturers. Mr. Denison added 
that the position was briefly as follows :—'' Practically all 
the wireless stations required on the coast of Australia have 
already been erected, and the whole of the mercantile marine 
equipped with installations. There is, therefore, little or 
nothing for such an elaborate plant as this to do in connec- 
tion with wireless manufacture. Furthermore—with the 
exception of a very few instruments, the manufacture of 
which locally would be economically unsound by reason of 
the cost—all the requisitions of the various shipping com- 
panies in Australia and New Zealand, as also those of both 
Governments, since the war began (excepting for military 
sets), have been fully met by the supply of apparatus manu- 
factured in Australia and by Australian workmen. The 
machinery necessary for doing all this work stands in our 
balance sheet at less than £3,000. Where, therefore, is the 
necessity of a purchase involving a huge amount such as 
£57,000? I may say," he said, “that the plant, machinery, 
and patent rights in question were offered to this company 
two years ago by Father Shaw, and ;also by Mr. Whiting 
(representing Sir Rupert Clark, who 15 the virtual owner); 
but after examination by our technical manager (Mr. Fisk) 
the offer was declined on the ground that it would be impos- 
sible to profitably employ such a needlessly expensive plant 
on wireless manufacture in Australia, and the patents were 
practically valueless to us.” 


The profits earned during the year ended 
June 30th, 1916, were £71,740, plus £18,847 
brought forward, making £90,087. After 

aying debenture interest and trustees’ 

; f ees, and the sum required to provide for 
the premium payable on the redemption of the present deben- 
ture stock, the balance is £79,297; the preference dividend 
(6 per cent.) absorbs £18,500, a dividend of 6 per cent. on the 
ordinary shares will require £15,600; £25,000 is to be set aside 
to supplement special reserve for contingencies, and the 
balance of £20,397 is to be carried forward. The directors 
feel that though it is difficult to foresee the position of the 
business in the future, they are warranted by the results of 
the year in recommending the above dividend on the ordi- 
nary shares. During the past year, in addition to extensions 
of contracts for the supply of war material, the Government 
entrusted the company with the construction, equipment, 
and management of one of the national factories, which was 
now approaching full output. During the year control of 
Messrs. Willans & Robinson, Ltd., has been acquired, and 
the directors anticipate that this will be of considerable value 
in the future expansion of business. 


Dick, Kerr 
& Co., Ltd. 


Bogota Telephone Co., Ltd.—The directors report a con- 
siderable increase in the number of subscribers connected to 
the system during the year ended June, 1916. The plant has 
been maintained in an efficient condition, and the service 
rendered continues to give every satisfaction. In order to 
meet the increasing demands for telephone service, the com- 
pany's premises at Bogotá have been extended so as to pro- 
vide accommodation for a much larger switching equipment, 
which is now in course of manufacture. 


Parsons Marine Steam Turbine Co., Ltd.—The directors 
have not been able to complete their accounts for the year 
ended June 30th, 1916, but they recominend a dividend of 
95 per cent. for the year, free of income-tax, of which an 
interim dividend of 10 per cent. has already been paid, less 
income-tax. . 


‘United River Plate Telephone Co., Ltd.—Interim divi- 
dend of 3 per cent. (3s. per share) on ‘the ordinary shares 
(free of tax), for the half-year ended June 30th. 


Dartmoor Electric Supply Co., Ltd.—A petition for re- 
ducing the capital from £4,000 to £2,000 1s to be heard at 
Exeter on November 6th. 


Callender’s Cable & Construction Co., Ltd.—Interim divi- 
dend on ordinary shares, 5s. per share, being at the rate of 
10 per cent. per annum, less tax. 


1 $ . e "n ` l 
United River Plate Telephone Co., Ltd.—Interim dividen: 
of 3 per cent. (3s. per share) on the ordinary share capital, 
free of income tax, for the half-year to June 30th. 


. L1 » E EM f 1! per 
Electrical Utilities Corporation, Ltd.—Div idend of 14 
cent. on the preferred stock for the quarter to September 30th. 


Rio de Janeiro Tramway, Light & Power Co.—Dividend 
of 1% per cent. on the capital stock. 
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Sao Paulo Tramway, Light & Power Co., Ltd.—Dividend . 


of 24 per cent. on the issued common stock. 


Bell Telephone Co. of Canada.—Quarterly dividend of 2 


per cent. for the three months ended Sept. 30th. 


Calcutta Tramways Co., Ltd.—Interim dividend on the 
ordinary shares at the rate of 3 per cent., less tax. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


Heaviness has crept into most of the stock Exchange mar- 
kets. The principal reason given for this, in Stock Exchange 
circles, is money; in other words, people are looking for 
higher rates of interest on their investments than they have 
been content to take hitherto. As we noticed earlier, the 
issue of the 6 per cent. Exchequer Bonds, coming contem- 
poraneously with the French National loan, has set up a 
new standard, which has made it difficult to justify п good 
many of the prices still current in the markets. Holders of 
the existing stocks have therefore -been trying in many cases 
to exchange from these latter into some of the newer fornis 
of borrowing; and their efforts to realise such securities have 
resulted in general depreciation. f ' 

When such first-class investments as those in the telegraph 
and cable market begin to give way, it is obvious that the 
investor is recasting his ideas as to the interest which his 
money ought to produce. This is going on in all the markets, 
and the new loans are taking the money which in the ordi- 
nary course of things would have travelled into Stock Ex- 
change directions. Another reason for the hesitation of the 
investor in employing his present money in stocks and shares 
is to be found in the answer of the Chancellor of the Ex- 
chequer to the question put to him last week with reference 
to the 44 per cent. War Loan, when he stated that proprietors 
of this security would probably have the opportunity to 
exercise their conversion rights, an announcement which was 
. naturally read as indicating the advent of another popular 
war loan before long. 

Home Railway stocks have suffered severely in the depres- 
sion. Nearly all the Steam issues are down on the week, 
and with them have gone the Undergrounds. The only 
firm spots are the 6 per cent. income bonds of the Under- 
ground Electric Railways:and the guaranteed stocks of the 
Central London Railway. The last had their fall just lately, 
but have steadied at the lower levels. Metropolitans and 
Districts are decidedly weak. The prior charge lists have 
once more been revised in the lower direction, Metropolitan 
preferences again being put down. London Electric deben- 
ture and preference stocks are also lower. 

The average return on Home Railway debenture stocks is 
now about 5 per cent. on the money, clear; while the prefer- 
ence issues pay about 54 per cent. The fact that these are 
irredeemable scarcely counts for the moment, in view of the 
competition of the national issues, the cheapness of the latter 
being obvious, while, in the case of the former, the present 
buyer will find it necessary to wait for some years before 
he can hope to see such appreciation as will compensate him 
for accepting the lower rate of interest, as compared with 
that offered by our own and the French Governments. 

This consideration applies also to the Telegraph market. 
Jobbers candidly confess that they have sufticient stock on 
their books, and they are not anxious to load up with any 
more at present. At the same time, the holders of the stocks 
are pressing to sell, regardless of the fact that, in the cases 
of the best-class companies, the dividends are paid free of 
Income-tax and the companies occupy a position of great 
financial strength. Prices are put down with very little 
stock changing hands; and the man who wants to buv tele- 
- п ne at ш Hor que may find that he is able 

even a e lower i , : Š 
о price of the ш Об tiyor quoted Hiini ав 
e weakness has spread t i . E 
Marconis, these having given "way 3/16 to Ер eas rket 
explanation is that shareholders are getting tired of waiting 


for their expected big dividend and bonus, while the general 


alr of dulness throughout the markets has not been conducive 


to bullishness over speculative shares. E | | 
' t 8, astern Extensions 
and Eastern ordinary stock, both ex dividend, are decidedly 
mao ne for the deductions. The only firm spot is 
and анн ы, Сав Hone forward for the shares 
о 51. Henle | 
Telegraph Constructions to 39. YS ON а 
‚ш ae P» of h 
18 à slight fall in County of London referen 
mud уе, retain their rise of last nee 
g orders are not j ` 
te Odes ot expected bv the marke 


t to have апу 
amount of current consumed. There is 


been of 


shares of the Rio Tr dends on the 


umour had been busy in advance with the Companies. 


these dividends being passed; but this is getting к 


a hoary quarterly that it is surprising to find that it has any 
efiect upon prices. Nevertheless, the Rio Tramways Bonds 
have been a weak spot—the Seconds in particular. The recent 
strength of British Columbia electric descriptions has oozed 
out of their prices; the preference shed 3 points to 72, and 
some are asking whether the coming report is going to he 
less good than they had been led to expect a month or so 
ago. The deferred is also 3 down, and the preferred 4. News 
from Mexico is not sufficiently definite to tempt enterprise 
in any of the stocks and shares connected with the country; 
prices are steady to dull, as they say in the Stock Exchange. 
- Anglo-Argentine Tramways have weakened; the first prefer- 
ence eased off to 3} ånd the 5 per cent. debenture stock, at 
72, is 3 points down. ' 
Industrials are disposed to give way. Babcock & Wilcox 
lost 1/16, going back to the round £3. British Aluminium 
ordinary shed its rise of last week. General Electrics gave 
way to 145. The same tendency is noticeable in most of the 
varieties connected with industrials. The rubber market haa 
heen depressed by reason of the discovery of a law passed in 
Holland as long ago as last June, whereby excess profits tax 
is to be levied on the companies operating in Dutch territory. 
The iron and steel group maintains a fairly firm front, but 
business on the whole is quiet, and shares in consequence 
have given way to some extent for the time being. There is 
a certain amount of disappointment at the way in which 
developments have shaped in Roumania, and the optimism 
displayed at the time that Roumania ranged herself upon the 


. Side of the Allies apparently led to more buying than the 


purchasers were justified in undertaking. From the effect: 
of this, together with the monetary position, the marketa 
are suffering now. . 


` SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELEoTRIOITY COMPANIES, | 


Dividend Price 
stum Oct. 17, Rise or fall Yield 
1914. 1916, 1916. this week, p.o., 


Brompton Ordinary ., .. 10 10 68 — £111 0 
Charing Cross Ordinary æ 6 6 Зр, — 714 
do. do. do. 4% Pret.. 44 44 [RA - 6 64 
Chelsea ee е 2s an 5 4 8 ~ 618 4 
City of London .. EN s 9 8 19 - 610 8 
do. do. 6 per cent. Pref, 8 6 10 — 616 8 
County of London T 09 7 11 — 678 
. do, 6 percent.Pref. 6 6 10 — $ 517 1 
Kensington Ordinary ..  .. 9 7 58. — 645 
London Eleetric .. ee e ~4 8 1 — 610 6 
do. до. 6 per cent. Pref. 6 6. 439% — 611 4 
Metropolitan ds " № B 9 — i 514 8 
йо, 43 per cent. Pref. 44 — 140 
St. James’ апа Mall . 10 8 6t +3 6 81 
South London oe oe oe 5 b 2H — 6 16 i 
South Metropolitan Pref, С 1 1 — 678 
Westminster Ordinary .. .. 9 7 6 = 612 0 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am, Tel. Pret. ee, ee 6 6 99 -l b 19 0 
Е i do. в ee ee 80/- 88/6 281 Tem 4 7 10 8 
Chile Telephone .. .. .. 8 8 7 — 6 14 5 
Cuba Вор, Ога. .. .. .. Б 6 xd — 6 86 
. Eastern Extension 2i vs 1 B 18? —7]- «616 6 
Eastern Tel. Ord. "m 7 8 141 —1 *518 1 
Globe Tel. and T. Ord. .. 6 17 19 — 612 0 
do. Pref, 8 6 1 —} 514 8 
Great Northern Tel. .. ., 99 99 40 - 510 0 
Indo-European...  ..  .. 18 18 51 42: 678 
Marconi .. .. oe .. 10 10 93 —% 89 
New York Tel. 43 0.7 4 | 100 — 410 0 
Oriental Telephone Ord. .. 10 10 9A xd 4 9d. 466 
United R. Plate Tel. .. .. B da — *5 18 5 
West India and Pan, ee ae 1 — 1 — — 
Western Telegraph .. „ T В 143 — *5 10 4 
: Home Rais, 
Central London, Ord. Assented 4 4 70 — 61 4 
Metropolitan — ..  .. .. 1 1 98 = { 470 
do. District -.. .. Nil Nil 17 —1 Nil 
Underground Electric Ordinary Nil Nil 143 C - Nil 
о. do. "A" .. Ni Nil 6. - Nil 
do. do. Income 6 6 89 +4 "9471 
. FoREIGN Trams, 80, 
Adelaide Sup. 6 per cent. Pref, 6 6 4 к= 616 
Anglo-Arg. Trams, First Pref, Б b sf —1i 893 
do. 2nd Pret. ee B B of е, Zo 
. do. 6Deb .. Б b ; -8 619 0 
Brazil Tractions..  .., 4 4 58 +4 6180 
Bombay Electric Pref. 7. 3) 6 6 10} — 617 8 
British Columbia Elec. Rly. Pfce. Б 6 72 —8 619 0 
do. do. Preferred — Nil 51 — Nil 
do. do. Deferred — Nil 56 —8 Nil 
. do. do. — Deb 4% 4 69 - 3 
Mexico Trams 5 per cent. Bonds — Ni 43 = Nil 
_ do. · 6 percent. Bonds — Nil 85 -= Nil 
Mexican Light Common | .. Nil Nil 18 - Nil 
do, Prel. ..  .. Nil Nil 88 - Nil 
do, Ist Bonds  .. Nil Nil 41 = e 
MANTFAOTURING COMPANIES, 
Babcock & Wilcox — ..  .. M 15 8 - 5 0 
British Aluminium Ord. ee 6 1 98/8 ў 5 18 
British Insulated Ord... |) 15 17 1 – 13 
British Westinghouse Pref, .. 7% 1d = HR. 
Callenders.. —..  .. N 15* gg 13 — 8 0 
do. 5Pre  .. 7 Б 4 — 517 
Castner-Kellner .. 2s „ | — = b 6 
Edison & Swan, £8 paid .. Nil — 10/- Р Nil 
do. до. fuliypaid |) Nil — T] — Nil 
do. до. 4 percent, Deb. б Б 625 — 800 
Electric Construction ..  .. 6 7à 13 Fx 25 
Gen. Elec, Pref. .. . 6 6 10 — 6 0 0 
do. Ord... .. . 10 10 144 = 618 0 
Henley .. '.. .. l 9) S 16 Zi тш 
do. 4) Pret... у I 4à 4 4 - sei 
India-Rubber .. — .. 7 10 10 13 — «8 3 4 
Telegraph Con. .. ;. : 90 9) 89 —à 8% 


* Dividends paid free of income-tax, i 
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AIR FILTERS. 


[COMMUNICATED.] 
& Eccc. 
THE importance of thoroughly cleaning the air used for 
cooling turbo-generators is recognised by all central station 
engineers, but apart from Mr. Christie's paper, read at the 
annual convention of the Ineorporated Municipal Electrical 
Association in 1918, little has been published on the subject 
in this country. Mr. Christie expressed the opinion that cloth 
filters were very unsuitable for central-station service, as 
they occupied considerable space, required frequent cleaning, 
and owing to the combustible nature of the cloths, involved 
considerable fire risk. His experience with a water spray 
filler as used in connection with the Plenum ventilating 
system for large buildings led him to conclude that such 
an arrangement was far preferable to a cloth filter, for not 
only is the air thoroughly purified, but it is also cooled. 
' Тһе water spray filter, moreover, is easily cleaned, does not 
involve the renewal of cloths, offers constant resistance to 
the pagsage of the air, involves no fire risk, and in the саке 
of ‘large filters, the space occupied is only one half of that 
occupied by a cloth filter of equal capacity. The fact 
remains, however, that а very large number of cloth filters 
have been installed. One firm, for instance, between the 
years 1900 and 1909 built no fewer than 1,264 of these filters 
with an aggregate capacity of 16,100,000 cb. ft. of air per 
minute. But, of course, the use of wet filters for electrical 
purposes is a comparatively new idea. The scheme will 
undoubtedly be extensively adopted in due course, although 
there are at present a number of engineers who favour 
cloth filters, mainly because they believe that water spray 
and other wet filters are liable to charge the air with 
moisture. | 
Dry filters are still very popular on the Continent, and 
various types are in use, most of which have been designed 
by ‘Germans. These filters usually consist of frames fixed 
in a suitable structure, and the number of these frames 
` depends upon the quantity of air to be dealt with. Over 
each frame a cloth pocket. is stretched for the purpose of 
catching the dust and preventing it from entering the gene- 
' rator. Owing to the combustible nature of these pockets, 
cloth filters should always be placed within brick or concrete 
walls, and where possible the air should be drawn from 
outside the building or from somewhere where the atmosphere 
is reasonably clean. "There is no doubt that some dry air 
` filters do involve considerable fire risk, especially when the 
cloths are dirty. Impregnating the cloths with a view to 
making them fireproof does not entirely overcome the 
' difficulty, for it has been found that when coated with diit 
they will, burn more or less freely. | 
It is to be remembered that the conditions under which 
these filters operate are very conducive to fire. Large 
volumes of air are drawn through’ them, and a spark may 
easily set the whole filter ablaze. The fire would, of course, 
be drawn up into the interior of the alternator, where a 
great deal of damage.might be done- Still, it is possible, 
With certain arrangements, greatly to minimise the fire risk. 
_ In some cases a trap-door ог damper has been fitted in the 
air uptake between the filter and the turbo-alternator. 
Normally this is held open by a fusible’ metal cord attached 
{о a heavy weight, but in the event of a fire occurring in 
the filter-chamber, the cord melts and the damper closes 
under the action of gravity. | 
Those who condemn the dry filter on the score of fire risk 
should remember that these filters are not all built on the 
same principle. Filters with cloth "pockets are, it is true, 
very commonly used in this country, but other types of dry 
filler are also made. In one case the cotton wool filtering 
medium is in the form of tubes enclosed in wire gauze, 
which keeps out flame in the same way as the gauze used 
on a Davy lamp. So farasthe writer is aware, however, 
this filter has not been tested in any central station 
in this country, and it is not possible to say 
anything definite about its performance. ' The makers claim, 
however, that the fire risks are insignificant, and that it is 
.Superior to pocket filters in other respecte. Another dry 
filter which is claimed to be practically incombustible is 
made by a French firm. In this case the filter is composed 


` 


of perforated steel plates, between which cotton wool is 


placed. But the initial cost of this filter is considerably in 


excess of that'of the ordinary cloth pocket filter, and up to - 


the present it has not made much headway in connection 
with electrical work. Cotton rope filters are also made. 


The ropes are mounted in frames in such a way that when | 


the frames are assembled in the filter the spaces between the 
ropes in one frame are covered by the ropes in the adjacent 
frame, and it is said that even when the filter is dirty, the 
resistance offered to the passage of air is slight and the 


‘danger of the filtering medium rupturing is avoided. 


Further, it is claimed that these filters, which are made in 
vertical and horizontal types, occupy less space than other 
dry filters. + Rupture of the filtering fabric in cloth pocket 
filters is liable to occur if the filter is too small for its work, 
for when the cloths get dirty the resistance to the passage 
of air increases and the air pressure rises. Generally, it is 
customary to allow an effective area of '2'sq. ft. for each 
cubic foot of air dealt with per minute, and the air velocity 
is in the neighbourhood of 6 to 10 ft. per minute, according 
to the quantity of dirt that has to be dealt with. With 
the surrounding air at normal temperature, some 54 to 
74 cb. ft. of air per Kw. must be forced through the 
windings of the machines every minute. It is pretty well 


agreed by-those who have had experience with cloth-pocket - 


filters that the work of cleaning them is not, on the whole, 
a congenial form of occupation. Some advocate chemical 
cleaning, but the experience of most engineers is that the 
process destroys the filtering properties of the cloths, and, 


further, that the pockets shrink. The most common and ће - 


most satisfactory method of cleaning is to use а vacuum 
cleaner. The air resistance offered by pocket filters after 
cleaning is always higher than the resistance offered 
after a previous cleaning, and' it is therefore necessary, 
quite apart from the cloths wearing out, occasionally to 
renew some of the pockets, so as to keep the resistance 
within permissible limits. 

As regards wet filters, а type that has recently made 
considerable headway in this country, ‘and which un- 
doubtedly gives excellent re’ults, is the Heenan wet-surface 
filler. As is well known, the air in this case passes over 
large wet surfaces. Thin galvanised plates are wound on a 
cast-iron centre, and between‘ each layer a space of about 
one-sixteenth of an inch is left for the air to pass through. 
The lower part of the drum revolves in water, and the 


air passes through the upper part. In the opinion of the: 


writer this type of filter requires a lot of beating. It 
not only effectively cleans the air, but it also cools 
it, and there seems to be no: doubt that the air leaves 
the filter entirely free from loose moisture. The plates 
are revolved in the water at а low speed by a small 
motor geared to Ње. shaft, and the amount of power 
required for driving the drum is not by any means а serious 
item. Within the last few years a considerable number of 
these filters have been erected in central stations, especially 
in stations where large sets are in use. Filters of the type 
used by Mr. Christie are generally known as air washers. 
Many kinds of these filters or washers are now built, but the 


‘fundamental principle is the same in each case. The air is 


brought into contact with the water in the form of spray or 
mist, with the result,that any dirt that may be present in 
the air is saturated with water, and its weight increases. 
On its way to the generator the air passes through baffle 
or eliminator plates, but the water and particles of dirt 


having greater weight than the air, strike these plates, and 


are washed down into a settling tank. | 

Тһе air leaves the washer clean and free from un- 
evaporated moisture. Moreover, the temperature of the air 
is reduced. In the case of Mr. Christie's air washer the 


water screen, which consists of a series of small nozzles 


spaced 6 in. apart over the entire area of the filter, is placed 
about 9 ft. inside the air inlet, and at about 6 ft. beyond 
the screen the baffles are fixed. The base of the filter 
chamber forms a fresh water tank, which holds about 300 
gallons, and is fitted with a ball cock to keep the level 
constant, and so compensate for evaporation. А 2-H.P. 
motor-driven centrifugal pump circulates the water at a 
pressure of about 25 lb. per sq. in. through the nozzles 
which project it in the form of a finely atomised spray 
directly against the incoming air. All solid matter in the 
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air is caught by the baffles and precipitated in the tank. 
Any beads of moisture or grit carried through with the air 
are effectively trapped by the baffes, and nothing but pure 
cool air is carried into the machine. During the winter it 
may be necessary in certain localities to fit a small steam 
coil in the water tank, otherwise the water may freeze. - 

It has been suggested on several occasions that if a refrige- 


rator were used to cool the ventilating air considerable over- . 


loads might be carried by the generators, but so far no one 
seems to have adopted this plan. · The idea has. been more 
seriously considered since the introduction of wet filters into 
central stations, which is attributable to the fact that experi- 
ence with these filters has shown that cool air gives a distinct 
advantage in the way of overloads. It is clear, however, 
that the type of filter does not in any way determine whether 
the refrigerator scheme is practicable. ‘Dry filters could be 
used in conjunction with a refrigerating plant just as well 
ав wet filters, but whether the additional cost -and compli- 
cation can be adequately compensated by the additional load 
that can be got out of the machine remains to be demon- 
strated. It is to be distinctly understood that the main 
function of all filters is to cleanse the air, and that the 
cooling effect of wet filters is only-incidental. In tropical 
climates the cooling effect due to these filters may be- very 
appreciable, but in normal climates the advantage may be 


much less marked: hence it is inexpedient to increase. 


the rating of a generator, because it is to be worked in 
conjunction with а wet filter. An accident-—a breakdown of 
the circulating pump for example—may pnt the filter out 
of action, dud the same applies, of course, to refrigerating 
“plants. The additional load permissible with the cool air 
could:no longer be carried, and in the absence of reserve 
plant, difficulty might arise. It has been found that if the 
same water is circulated through an air washer, and only 


enough added to compensate for evaporation, the tempe- ` | 


rature of the water and air mingled with it will be within 
a few degrees of the wet-bulb temperature of the air; but 


if the whole of the water is continually renewed, the air ` 


can be cooled to the temperature of the water, and where 
water is plentiful, the latter scheme may possibly be adopted 
with advantage. 

There are, as already stated, many types. of air washers 
on the market, especially in America ; but the fundamental 
principle is the same in each case. The variations in the 
different types are confined mainly to the design and 
arrangement of the nozzles. Into the details of the various 
types of washers it is unnecessary to enter, for information 
of this kind can be derived from the manufacturers' 
catalogues. What is more important to central-station 
engineers at the present time is a consideration of the merits 
and demerits of the wet and dry types. Some of ‘the wet filters 
now at work in central stations were not originally designed 
for this class of service at all, but for use in connection 
with the ventilation of large public and other buildings, 
. textile mills and factories. Practically all central 

station engineers who have adopted them praise the 
simple way in which they can be cleaned. . In this respect 
all wet filters are undoubtedly far superior to dry filters, 
and, quite apart from 
filters offer, this feature is a decided boon. Cloth filters 
‚ are often much more easily cleaned in the summer than in 
the winter. When the weather is dry the dirt may be 
removed by beating or with a vacuum cleaner, but in some 
places it has been found that, when the weather is wet or 


damp the cloths are very difficult to .clean indeed. The- 


cloth pockets absorb the dirt to such an extent that after a 
short time 16.15 necessary to scrap them. Everything seems 
to indicate that sooner or later the orthodox pocket filter 
commonly adopted in this country will be replaced by wet 


filters of some kind, unless, of course, it can be shown that - 


some of the comparatively new dry filters mentioned are 
distinctly superior £o those commonly employed. For small 
sets it is possible that dry filters may continue to be used, 
‘but in large stations wet filters are rapidly being adopted. 
Whether the wet surface filter will meet with greater 
favour than air washers remains to be seen. Both have 
Siven very satisfactory results wherever they have been 
tried, although, so far, wet surface filters have been 
More extensively used in this country than abroad. In 
America they use spray and dry filters, whilst on the Con- 


any other advantages which wet. 


tinent wet filters of any kind have not, up to the present, 
made апу appreciable head way. Some American power houses, 
the power house of the Detroit Edison Co., for instance, | 
have air washers placed on the roof, and air is drawn 
through the washers into the turbine room by means of a 
fan. The turbine room is thus ‘supplied with cool, clean 
air, and all parts of the plant are, as-a result of this arrange: 
ment, kept, comparatively speaking, clean. On leaving the 
washer, however, the air is heated by passing it over warm 
surfaces to ensure that when it comes in contact with the 
machine windings, it is quite dry.. Cooling ` effects are, 
therefore, not obtained, but the power house has the benefit 
of clean and moderately cool air. М 

The cooling effect that has been obtained with wet filters 
installed in generating stations in this country has led to 
an interesting suggestion, namely, that electrical ther- 
mometers might replace ammeters for determining the — ; 
permissible output of electrical machines. Since the load — 
which an alternator can safely carry is determined by the 
permissible temperature rise, this appears to be a good 
idea. But the main drawback to thé Scheme is thai 
it is very difficult to get the temperature of al] parts 
of a generator. Unfortunately, it is possible for ‘an 
alternator to have hot spots, and unless the temperature is 
measured at these places trouble is liable to arise. Some 
day this scheme of measuring the temperature оѓ the wind- 
ings instead of measuring the current may be adopted, but 
until а satisfactory method is found of arriving at the 
maximum temperature, it is, in the opinion of the writer, 
unwise to depart from the practice of basing the safe output 
of a generator on the actual current it supplies. 


e ———————————————— 
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ELECTRICITY IN THE SPELTER INDUSTRY. 


Ат the recent meeting of the INsTITUTE OF MzraLs, the subject 
of the extraction of zinc from the ore and its subsequent 
refinement, by various methods, received attention. We 
abstract the following references to electrical methods from а 
paper by Mr. ERNEST А. SMITH, A.R.S.M. 

In the treatment of zinc-bearing complex ores, development 
has been rapid in recent years; mechanical dressing and mag- 
netic and flotation processes of concentration have done muc 
towards solving the problem. Much progress has been made' 
in magnetic separation, and many machines have been intro- 
duced.  Electrostatic methods for the separation, by electric 
repulsion, of good conductors (such as certain metallic sul- 
phides, :nagnetite, and hematite, &c.) from poor conductors 
(such as silicates, carbonates; oxides, and sulphates, includ- | 
ing zinc blende) have been applied in practice by several · | 
inventors. Huff discarded the electrostatic generator of the 
Wimshurst type, and employs а dynamo current of suitable 
intensity. The separator is thus capable of adjustment to. 
any required strength of electrical field, and is less liable to 
interference from climati; conditions. Magnetic separation 
of blende and pyrite may be accomplished without prelimin- 
ary roasting, by the use of high-intensity magnetic separators 
of the Wetherill type, the zinc mineral being lifted out of 
the mass. The more usual practice, however, is. to give the 
mineral a magnetic or “flash” roast, rendering the iron 
magnetic, after which it ig separated from the mass by separa- 
tors of the low-intensity type, such as the Dings. The limiting. 
factor of electric separators appears to be their inability to 
handle fine powders, and their liability to dust trouble, unless 
the dust be first removed. 5, 

In 1901 C. Р. С. de Laval erected the first electric zinc- 
smelting furnace on a commercial scale, and four years later 


.works were erected in Scandinavia to carry out his process. 


Since that time a considerable amount of attention has been 

given to electric furnaces for smelting zinc ores. Tes 
The electric furnace is not intended to replace the th 

furnaces in the emelting of zinc ores, but to be used for : 

treatment of ores not suitable for the distillation process, о. 

possibly as a substitute in localities where fuel is dear bu | 

hvdro-electric power easily available. Early каис ш 

work by W. В. Ingalls, at McGill University, conima om | 

opinion that, if electric emelting is to offer any advan d Уу 

the process musb be continuous, and.all modern furnaces fur- 

constructed on this principle. In many of.the electric nity 

naces now in use the energy is applied with great ingen 

and high efficiency is obtained, whilst efforts arè ша he 

reduce the electrode consumption to a minimum. The Tec 

tion in the electric furnace appears to take place more nn 

than in retort smelting, but the reaction between the с per 

and carbon dioxide does not appear to occur to such an exten! 


. as in the retort. Hence the electric furnace contains 8n 


atmosphere tomparatively rich in carbon dioxide, so that 2 


et 


е 


* 
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larger amount of fume (blue powder) is form 
the retort furnace is ан | RUEDA E 

While progress has been made, the discovery of some means 
of avoiding oxidation of the zinc deposits, as formed under 
the conditions prevailing in electric smelting, is still the 
problem which metallurgists have to solve in connection with 
is menor { 

һе continuity o operation in the electric furnace a 8 
to imply discharging the residue as a slag that will rii ал 
there has consequently been а tendency for inventors of 
electric zinc furnaces to render the charge fusible, so that 
fluid slags may be tapped as from cupolas. This condition, 
however, prohibits any great excess of carbonaceous material 
in the charge, and accounts for the higher percentage of 
carbon dioxide frequently found’ in continuously operated 
furnaces. 

The de Laval process, carried on at Trollhattan, in Sweden, 
develops heat by means of the arc, current being generated 
from water-power at- prices variously given as from 38s. to 
50s. per electrical н.р.-уеаг. The works are equipped for 
18,000 н.р.. The furnaces are of the resistance type, with 
one large vertical carbon electrode passing through the roof, 
the other. electrode being a carbon block in the bottom of the 
furnace. Each furnace has a capacity of about 3 metric tons, 
and’ smelts nearly 3 tons of ore in 24 hours. 

The complex ore is roasted to about 7 per cent. to 8 per 
cent. sulphur, mixed with anthracite or coke and flux, and 
charged through a hopper into a closed ‘‘ melting ” furnace, 
where most of the zinc snd some of the lead are volatilised, 
and condense chiefly as crude spelter high in lead, and 
partly as blue powder, which has to be re-treated. The other 
part of the lead is reduced to metal and is tapped out with 
the slag. It contains a considerable proportion of the silver. 
Some matte is formed, and this and the slag contain some of 
the lead, zinc, and silver. The crude leady spelter passes to 
the refining furnace, where the zine is distilled, producing, 
on condensation, spelter'of high purity and a further quantity 
of zinc dust, leaving the balance of lead and silver as base 
bullion. Two melting furnaces supply one refining. furnace. 
The company owning these Seandinavian works reported 
recently that it: smelting operations have not yet proved 
commercially profitable; considerable progress has, however, 
been made, and it is hoped that things will eventually turn 
out well. 

The Cote and Pierron process is carried on, on a small 
scale, at Pau, in France; experimental work was also carried 
on in 1914 at Ugine, in Savoy, and Quenean, in Belgium. An 
important feature of the process is the smelting of blende 
in the raw state. Whilst simplifying the metallurgy of the 
process, this method increases the difficulties of operation of 
the electric furnace. “ The process* is based on the fact 
that iron replaces lead in lead sulphides at a comparatively low 
temperature, and zinc in zinc sulphide when the temperature 
is increased. It is claimed for the process that by its means 
zinc and lead can be completely separated. The furnace is 
circular, with sides and bottom lined with graphite, the to 
being a low dome of fire-brick. A carbon electrode, whic 


can be raised or lowered, passes through an opening in the 


centre of the top, the other electrode, а cone of graphite, 
projects from the hearth. The furnace is charged through 
the roof, and the lead, slag, апа iron sulphide are tapped 
through an aperture in the side. The volatilised zinc passes 
through an outlet in the upper part of the furnace to the 
condenser. which consista of a cylindrical shaft-like chamber 
of fire-brick filled with coke or anthracite, and provided with 
a taphole at its base for the discharge of the condensed zinc." 
‚ The charge, consisting of a mixture of blende, iron, and 
lime, is introduced into the hot furnace, and the first reaction 
of iron on lead sulphide is effected at a relatively low tempera- 
ture. The resulting lead is then tapped, The temperature is 
then raised and the decomposition of the zinc sulphide by the 
iron brought about. . The zinc distile over, and is condensed 
in the condenser, the carbon in which is kept at в red heat, 
to diminish, as far as possible, the formation of zinc fume. 
Finally, iron sulphide and the slag are run out. 

In America considerable experimental work has been done 
with Johnson's electric furnace at Hartford, Conn., and it is 
stated that arrangements have been made to erect a 100-ton 
commercial plant at Keokuk, Iowa. 'This is а continuous pro- 
cess, with furnace of the resistance буре, in which the charge 
carries the current. The charge is heated to about 900 deg. C. 
in & continuous pre-heater before reaching the furnace. To 
prevent the formation of blue rowder, the: carbon dioxide 
formed in the smelting zone is rendered innocuous by passing 
the gases from the furnace through an electrically-heated 
carbon filter, whereby the carbon dioxide is converted in 
harmless monoxide. 

Electric zinc smelting has now passed the mere experi- 
mental stage and become a commercial process. It is not 
correct, however, to say that it has emerged altogether from 
the experimental stage, since it is being continually experi- 
mented upon by those interested in this method of smelting 
zinc ores. 

Recently hydro-metallurgical processes have been devised in 
which the zinc, after having been obtained in solution, is 
precipitated in the metallic state by electrolysis. Electrolytes 
of zinc chloride solution are said to be more economical in 
electric current than solutions of zinc sulphate, the electro- 


* Gowland, Metallurgy. 


motive force necessary for the decomposition of the former 
being less than for the latter. | 

The Nahnsen process has'been employed at Lipine, Silesia, 
from 1893 till the present day, the electrolyte used being & 
solution of the double sulphate of zinc and magnesium. The 
Hoepfner process has been commercially successful in Ger- 


many, Austria, and England. А modification of the process 


is in use at the works of Brunner, Mond & Co., near North- 


wich, Cheshire, for the prodaction of a fine zinc which is: 


now made in considerable quantities for the manufacture of 
biass for cartridge cases and other articles requiring a highly 
ductile alloy. | 

"The zinc ores are leached with waste calcium chloride in 
the presence of carbon dioxide; the resulting zinc chloride 
solution on electrolysis gives а zinc of 99.96 per cent. purity 
(known as Mond zinc), and chlorine gas, which is used in 
making bleaching powder. The anodes are of lead or carbon, 
and the kathodes rotating disks of zino, partly immersed in 
the electrolyte. The intensity of the current is 100 amp. 
for 10.8 sq. ft., with an clectromotive force of 3.3 to 8.8 volts. 

The Hoepfner process is in operation at Duisburg, Ger- 
many. Two plants were also erected in 1914 at Kristiania and 
Balestrand (Norway) for the treatment: of Broken Hill flota- 
tion concentrates. E Mu 

Ihe Dieffenbach process is applied to Westphalian iron 
pyrites containing 8 рег cent. of zinc, which is extracted by 
a chloridising roast of the crushed ore, following by leaching’ 
with plain water. The residue, which is said to contain only 
0.5 per cent. zinc, is smelted for iron, whilst the aqueous 
solution of zinc chloride is electrolysed in double-compartment 
vats, the anode compartment being completely closed. The 


liberated chlorine is employed in the manufacture of bleach- — 


ing powder. | PM 
the processes which are being tested in American, plants 


' are based on sulphuric acid leaching anl subsequent elec- 


trolysis of the zinc solution, using lead anodes. The well- 
known Anaconda Copper Co. is now completing a 2-ton 
flant in which flotation zinc concentrates, after a sulphate 
roasting, will be leached, with barely sufficient acid to extract 
{һе zinc, the resulting liquor beiag purified py the addition 
of zinc oxide. This plant when completed will, it is stated, 
produce some 35,000 tons of fine zinc per annum. . 
“At the Bully Hill mine (Shasta co., Cal.) the zinc sulphate 
liquor is precipitated with lime, and the precipitate of 2Inc 
hydroxide and calcium sulphate ig suspended in the electro- 
lyte to neutralise- the acid as fast as it `в formed. For the 
same · purpose the .Reed Zinc Co. (Palo Alto, Cal), in the 
recovery of zinc from bag-house dust, use a spongy lead anode, 
which is converted into sulphate. Ву reversing the current, 
sulphuric acid and lead are regenerated. aur 

At Silverton, B.C., th» ore `в leached with bisulphate of 
soda and electrolysis carried out, with the addition of man- 
genese sulphate. The ancde becomes coated with manganese 
Сіохіїе, which is 1edissolved and used over again. · . 

In view of the increasing demand for electrolytic zinc, 
Eydro-metallurgical methods of extraction are recering 
renewed attention. : 

In a note on '' Cadmium in Spelter," Mr.. W. R. INGALLS 
remarked that the electrolytic prozess of zinc extraction 
afforded an casy means for the separation of cadmium. Tt 
should be borne distinctly in mind that the electrolytic pro- 


` 


cess was going to be commercially applicable only under some 


limited specially ‘avournble conditions, and wss not going- 


to drive zinc smelting out of the world's arts. However, the 


electrolvtic zinc production that was likely to endure should ` 


go a long way toward meeting the demand for high-grade 
spelter, and especially spelter:low in cadmium. Furthermore, 
iLasmuzh as the electrelvtic kathodes had to be remelted in 
large furnaces, the slabs cast therefrom should be more uni- 


form in composition than those coming from the small tapping 
kettles of the retort furnace. 


—— 
INDUSTRIAL ECONOMIES. 


In the course of his presidential address to the BIRMINGHAM 
ASSOCIATION OF MECHANICAL ENGINEERS, on October 17th, Mr. 
R. A. Снхттоск said that the enormously increased outputs 
and altered conditions of working that had been imposed 
upon the engineering industry would undoubtedly have а 
great effect in establishing à new condition of. affairs in 
engineering after the war was over There would probably 
be а large amount of industrial disorganisation when the pre- 
senf enormous production of munitions of war ceased, but 
he did not think it would be of any great duration, because 
it was evident on all sides that it was the intention of British 
manufacturers to develop the trade of the country on much 
better lines than formerly. They ought to take the fullest 
advantage of any economics that were pointed out to them 
by scientific research, and ought themselves. to inaugurate 
research of this character, in order to equip themselves to 
meet the keen competition that was bound to come. 


Research work was very expensive work; industrial com- 


binations would be very useful by enabling groups of manu- 


íacturers to obtain valuable results for the. eonduct of their 
businesses. 1% would be the wrong policy for a great number 
of research laboratories to be installed; central researc 
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laboratories should be established, each dealing with some 
special branch of the manufacturing industry, where the best 
brains available for the purpose could be concentrated. Most 
likely these laboratories would have to be placed under Gov- 
ernment control, but they should be maintained by the firms 
interested in the results to be obtained from them, possibly 
by some form of annual contribution proportionate to the 
turnover of such firms. 

During the present shortage of men, women had been em- 
ployed to a large extent in engineering’ works; whilst a cer- 
tain number ‘of these might remain, he did not think that 
this would be so to any very gredt extent. = = 

The high wages ruling at present in: engineering works 
would probably continue to a large extent, and he did not 
see any objection to this if the workmen would do good work 
for the money they received. Unfortunately, in the past, 
many workmen had seemed to strive to do as little as they 


could for what they earned, and if this spirit were allowed 


to continue there was no doubt that effective competition 
with foreign countries, where such conditions did not obtain, 
would be almost impossible. | 

In addition to this, manufacturers must exercise greater 
economy in their methods of production. Perhaps the most 
important economy that could be effected was in connection 
with the supply of power required to drive their works. | 
. In a report of the Royal Commission on Coal Supplies in 
1905, an. average figure of 5 lb. of coal per H.P.-hour was 
given as being the consumption obtained by industrial con- 
cerns in connection with the próduction of their own power. 
In the most modern electric power stations this figure could 
be reduced by about one halt. An economy of 50 per cent. 
in the coal used for driving our manufactories should fully 
justify strong measures being taken to make it obligatory 
upon manufacturers not to waste coal in the way that had 
been going on to a large extent up to the present. A Com- 
mittee of the British Association had been appointed to report 
upon this particular question, both with a view to econo- 
mising the use of fuel and for the prevention of smoke. The 
deliberations of this Committee indicated that the greatest 
economy in the use of coal could be obtained by gasifying it 
and recovering its valuable by-products. This must be done 
on an enormous scale to be really effective. It was impos- 
sible for individual manufacturers to do this with anything 
like the economy that could be obtained if the whole of the 
coal used in the country were so treated at certain convenient 
centres. The number of processes involved was very con- 
siderable, and the handling of each by-product would practi- 
cally be a business in itself. The capital cost involved would 
be heavy, and could only be made remunerative by working 
the process on a very large scale. He thought, however, that, 
if only for the proper conservation of the available coal sup- 
plies in the country, such а scheme should be developed. 

The transformation of the energy in the coal into electrical 
energy was the one link that rendered a scheme of this kind 
possible, because if all the coal consumed in the country were 
so treated at certain centres, the energy produced would 
have to be transmitted all over the country for use wherever 
it was required. The only way of doing this with a reason- 
able capital expenditure was electrically. 

The plants would have to be installed as near to the great 
coal centres as possible, having.due regard to a sufficient 
supply .of water being available for condensing purposes. 
This was a very important consideration, and might necessi- 
. tate placing them within reach of the sea or on tidal rivers. 

If cooling towers were used, roughly 3,000,000 gallons of water 
per day were evaporated per 100,000 xw. of plant installed, 
во that а station of 800,000 Kw.’would evaporate all the water 
that came into Birmingham from Wales each day if it could 
be made available. From this it was evident that an in- 
exhaustible supply of water was a prime necessity. 

commencement had already been made in this direction. 
In Yorkshire coal was being gasified at the pit; the gas was 
being used for firing steam boilers and producing electrical 
energy; sulphate of ammonia was being recovered, and coke 
was being produced. The Corporation of Brighton was con- 
sidering & somewhat similar scheme, although in this case 
the by-products were to be handled by a company which was 
Proposing to sell the gas to the Gorporation for use in its 
generating station. 

Energy in an electrical form could be economically trans- 
mitted at high pressure over very great distances by means 
of overhead trunk lines, transformed to a lewer pressure, 
and distributed wherever required. It must not be forgotten 
that electrical energy could now be efficiently applied to prac- 
tically all purposes for which coal was used. 

If, therefore, energy could be produced and transmitted in 
this way at a figure that compared favourably with what it 
at present cost the consumer to supply himself, the justifica- 
tion for such a scheme was fully made out. ` 

Experience in the past had shown that large modern gene- 
rating stations employing the most economical apparatus 
obtainable had been able: to supply electrical energy at a 
figure considerably below what obtained ten years ago, and 
one that was stil being reduced from year to year as the 
stations continued to grow, and as the load factor of the 
Stations increased. The largest stations in this country had 
approximately 100,000 xw. of plant installed in each. If 
stations were to be built to supply. electrical energy for 
practically all purposes for which coal was now being used 
they would require to be probably five times this size, or, 


.tion in the boiler fires. 


say, 500,000 Kw. capacity of plant installed., In stations of 
this size it would be quite possible to arrange for some of 
the boilers to be fired by means of gas, and for others to be 
fired by coke or other form of fuel produced from the distilla- 
tion of the coal. At the same time, the valuable by-products 
in the coal could be recovered and disposed of, thus reducing 
the cost of the supply of electrical energy to the consumers. 

A scheme of this kind would lend itself admirably to the 
utilisation of the poorer quality coals which in normal times 
it hardly paid to work. In the report of the Royal Commis- 
sion on Coal Supplies referred. to above, it was estimated 
that this unworkable coal amounted te about 25 per cent. of 
the total coal raised from tht pits. If such an enormous 
quantity could be beneficially utilised for the production of 
electrical energy instead of being wasted as at present, that 
alone should go far to justify the adoption of a scheme such 
as the author had outlined. 

Coal could be gasified in two ways—either by high-tem. 
perature or low-temperature distillation. : High-temperature 


distillation was used for the production of ordinary town gas, 


and,certain by-products were obtained such as coke, coal, 
tar, &c. A number of products were, however, destroyed in 
this process. 

Low-temperature distillation produced a form of smokeless 
fuel, different to coke in that it would burn in an open fire 
grate. In addition to this, а number of other valuable by- 
products were produced. In order, however, to obtain the 
same amount of heat energy in the form of gas by this pro- 
cess, & very much larger quantity of coal had to be treated. 
Something like six to eight times the weight of coal had tp be 
handled to produce a fixed quantity of electrical energy as 
would have to be handled if the coal were burned to destruc- 
This pointed to the necessity for 
converting the heat units in the gas, and in the coke or other 
fuel produced as well, into electrical energy, otherwise there 
would probably be difficulty in disposing of all. the fuel en 
the outside market. ! 

А scheme of this kind would occupy an enormously greater 
area of ground than the ordinary electric generating station. 
The production of electrical energy from а scheme such as 
he had outlined, at a cost far below what obtained at the 
present time, would make it possible for all users of coal to 


' use electrical energy economically in substitution therefor. 


Owing, however, to the conservative nature of the average 
man, 1$ was very doubtful whether such a change could be 
brought about quickly enough to justify the erection of these 
larger super-stations, and to make them pay for themselves 
within a reasonable time, without some special steps being 
taken for the purpose. i | i 

The very slow development of the electric supply business 
that had gone on in the past in this country did not hold 
out much hope of any real progress being made by natural 
development, and in order that the public might obtain 
quickly the benefits that would be afforded by such a scheme; 
it would appear that some form of compulsion should be exer- 
cised in bringing it about. Such a course would, in Mr. 
Chattock's opinion, be fully justified, having regard to the 
national importance of the results that would be obtained :— 

1. By the proper conservation of the coal supply of the 
country. 

. 9. By the elimination of smoke from our atmosphere. 

3. By the possibility of giving a supply of power to manu- 
facturers and other users at a figure so low that it would 
represent a saving in their cost of production, and conse- 
quently.a most valuable asset to the commercial prosperity 
of the .country, and a weapon to fight foreign competition. 

4. By relieving the congestion on the railways owing to 
the reduced traffic of coal which at present had to be delivered 
all over the country, and under this scheme would only have 
to be delivered by special lines to certain fixed centres. 

Compulsion could be exercised directly by Government 
control of the coal supply of the country, or indirectly by 
putting a tax upon all users of coal who consumed it 0 an 
uneconomical manner. Such a tax should be utilised for 
financing a scheme of the kind indicated until it became self- 
supporting. . 

In pressing for the adoption of this method, by which such 
an enormous economy could be effected, he knew that there 
was bound to be very serious opposition from many existing 
interests; it was obviously impossible to inaugurate аста 
change without interfering to perhaps a large extent wit! 
those interests, but if the great benefits to be derived from it 
were proved by searching inquiry to be obtainable, then, In 
his opinion, the Government ought to take the matter up an 
deal with it in the national interests. Now was the time Ю 
act if they were to place British industriessupon a basis firm 
enough to meet successfully all foreign competition. 


ENGINEERING APPRENTICESHIP. 


For the subject of his presidential address to the ASSOCIATION 
OF SUPERVISING ELECTRICIANS, on September 26th, Mr. 7 

TROTTER took up the system of apprenticeship for the elec- 
trical trade. After pointing out the distinction between 
“education " and ‘technical training " for the purpose 0 
making a lad a skilled workman, he referred to the extreme 


I 
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subdivision of trades under modern conditions, which tended 
to make every skilled workman a specialist. The introduc- 


tion of machinery into the textile industry was one of the - 
causes of the break-up of the old apprentice system, and Ше. 


loss of the personal element in the inodern business firm put 
an end to the direct relationship that formerly obtained be- 


tween master and apprentice, thus rendering it uncertain who 


should undertake the important duty of teaching. Employers 
should consider whether it was worth their while to take 
such steps, both during the ordinary working hours of appren- 
tices, aud by allowing them to attend trade classes, to secure 
young men trained to do good and intelligent work in the 
style of the firm, and well versed with its special lines. 
Apprenticeship would secure these. The inevitable wasters 
would drift in, but а probationary period of not less than one 
month, but not more than six, would give them the oppor- 
tunity of drifting out again. : 

Evening classes relating to the work on which a lad had 
been engaged all day were not desirable. "They had their 
uses in certain cases. They required not only grit, but a 
good physique. They were a valuable means of improving 
and widening the knowledge of those who had not had the 
benefit of à regular apprenticeship, or who had an ambition 
to rise higher in their trade, or to follow: some other branches 
of their daily occupation. 

The apprentice should be bound to attend, and the em- 
plover should see that he did attend. the chosen trade or 
handicraft day casses (without loss of whges), for periods of 
at least two or three hours per week, or two mornings or 
afternoons every week, thus making a minimum of six hours' 
weekly instruction in the, theorv and practice of his trade. 
For technical classes to be successful. it was desirable that 
the teaching should be in close touch with the trade, and 
employers should be invited to take an active interest in the 


- scope and method of the training. ^  ' 


This instruction should not be a mere extension of the daily 
work, carried on under the supervision of a teacher, but in 
the .case of most trades it ought to consist of a study of 
general or scientific principles, illustrated or demonstrated by 
examples taken from the practice of the daily work. 

In a science class a teacher avoided spoon-feeding, because 
he was using science for an educational purpose, and wished 
his students to think out problems for themselves. He illus- 
trated general principles and theories which constituted any 
particular science by experiment. In a trade class much of 
this was reversed. The experiment, whether the tinning of a 
soldering iron, or the charging of an accumulator, was the 
starting point, the main thing to be understood, and the prin- 
ciples and theories were brought in to explain it. The im- 
portance of systematic work should be taught. One man 
would fumble for an hour or more with a detector, sorting 
out circuits in a tangle of wires; another would finish them 
off in а few minutes because he worked on a method. 

Mathematics were absolutely essential for the higher 
branches of electrical engineering, and in the more simple 
departments, such as fault localisation, mathematics enabled 
a trained’ man to take wonderfully short cuts. But a 
thorough grasp of the subject from a common-sense point of 
view would often enable a plain man to “ get there." 

An apprentice should come so grounded. in simple arith- 
metic that he should not have to be taught it, but only have 
to exercise his knowledge of it in the trade classes. 

The demand for trade classes in any special subject must 
precede the supply. The City Guilds had done a great deal 
for higher scientific teaching; it would be appropriate that 
help should come from this quarter to revive apprenticeship, 
which was originally instituted as the carefully guarded en- 
trance to the Guilds, and that they should aid in the develop- 
ment of the guild spirit—a pride in craftsmanship of the 
highest quality. Courses of instruction were already pro- 
vided in London by the London County Council at day 
schools, to a greater extent than was generally known; and 
since these were by no means centralised, but were widely 
distributed, they could be carried on in the same way not 
only in other cities, but in the smaller towns. 

Seeing that the London County Council was prepared to 
provide trade classes for apprentices, and that it controlled 
or was in touch with a large number of polytechnics and 


- technical institutes, no special organisation of the electrical 


trade seemed necessary. It only remained for firms to put 
themselves in touch with the facilities which already existed. 
. The main advantage to the electrieal engineering industry 
in encouraging the apprenticeship svstem was that it secured 
good workinen thoroughly instructed in the craft. In the 
case of electrical contractors engaged in wiring, sound work- 
manship became a matter of public importance. Ironmongers 
and decorators, who had succeeded in putting up electric 
bells, had gone on to try their hands at wiring for electric 
light, with disastrous results. 

The old period of apprenticeship of seven years was too 
long in these days of competition and higher pressure. An 
apprentice who received sound training in trade classes, and 
thus learnt to understand his work intelligently, would master 
It sooner than a boy coming straight from an elementary 
school to pick up a trade by simply working at it. The period 
of modern apprenticeship should not exceed five years, and 
in some cases of simple repetition work. might be reduced to 
three. In general four vears seerned to be a suitable period 
for electrical contractors. _If there was a variety of work, 


the apprentice might not have a chance of seeing it all 
during.a period of less than four years. , DAN : 

Mr. Trotter deprecated the payment of a premium. In the 
absence of a premium, relations became simplified, a small 
wage was paid, and this placed the master in his proper 
position. | : 

He recommended those who wished to receive apprentices, 
or to obtain more information on the. subject, to communicate 
with the Secretary of The National Institution of Apprentice- 
ship, 98, York Place, Baker Street, London, W It had 


“arranged apprenticeships in 81 cases for electrical fittings 


makers, electrical fitters' and turners, electrical instrument 
makers, electrical brass workers, and armature and coil 
winders, and in 142 cases for general electrical engineers. 

There ‘was another institution, The Apprenticeship and 
Skilled Employment Association, with an office at 53, Denison 
House, Vauxhall Bridge Road, London, S.W., with.a con- 
siderable number of affiliated local committees. 


INDUSTRIAL ELECTRIC HEATING. 


IN a paper read recently before the National Electric Light Asso- 
ciation, by Mr. E. F. Collins, the author discusses the progress 
made in industrial electric heating in recent pimes and the advan- 
tages, in improved quality of product and, in many cases, decreased 
cost, which have resulted; his remarks in abstract are as 
follows :— ° 

A decision as to whether electric heat may be employed to 
replace other means of heating cannot safely: be determined by 
comparison, simply on & B.TH.U. basis of cost of electric heat as 
against heat for fuel. The heating engineer must consider the 
advantages: control of temperature, ease and directness of .appli- 


“cation, increase of production, reduction in fire risks, decrease of 


labour of attendance, decreased cost of up-keep, freedom from 

smoke, gases, and excessive heat lost to the room creating discom- 

fort to the operators in hot weather, saving in floor space, increased - 
quality of production, and saving of lost heat due to fuel being 
burned uneconomically through the carelessness of operators in 

adjusting fires, burners, &c. A kilowatf-hour in an electric heater 
mist create 3.412 B.TH.U.; on the other hand, the writer has seen 

cases where the operator used double the fuel oil that was required 
for certain heating, simply because he did not have the skill or 
care to adjust his mixtures at the burner for perfect combustion. 

It ів intended in this paper to deal only with the application of 
electric heat in industrial processes that require 950" F. or less. 
Three general types of heating units have been developed by the 
manufacturer to cover industrial heating devices not requiring. 
more than 950" F. These units are the air heater unit, the hot- 
plate or cast-in or embedded unit. апа the immersion ‘type unit. 


These units are generally of the metallic resistance type, this 


resistance being of the nickel-chrome combination, which is free 
from corrosion in the air at temperatures much in excess of their 
normal operating temperatures. These units are designed so that 
they may be used singly or in combination to take care of standard 
voltage such as 550, 440, 200, 110 alternating or direct current. 

The air-heater type of unit consists in general of a framework 
of steel or cast iron carryinj insulators made from mineral com- 
pounds such that they afford high insulation resistance even at the 
fusing point of the metallic resistance which they carry. This 
resistance, in the best designs, is of the nickel-chrome-type alloy. 
and is non-corrodible in air at а temperature of 800* C. or higher. 
Where a number of these heaters are connected together in air, an 
oven, or other heating chamber, it has been found best to use steel 
bus-bars and connections mounted upon insulators having the same 
characteristics as the heater insulators. In addition to high 
insulation and refractoriness at high temperatures, this compound 
has practically no expansion and contraction, and is not affected. 
by moisture even at high temperature. 

Air heaters have a very wide application. When used {п heating 
ovens, they are usually units of capacity ranging from 3 to 10 Kw.. 
which may be distributed to give uniform heating results and the 
desired oven temperature Standard control panels both for hand 
and automatic control through the medium ot an oven thermostat 
are available. and are, in fact, a necessity for most installations. 

The hot-plate cast-in, or embedded type of unit, consists generally . 
of a metallic resistance properly insulated and clamped between | 
metal plates. or it may have the resistance wire suitably insulated 
and cast in a metal plate or container as an integral part of such, 
or the same type of wire may be embedded by rolling, swaging. 
welding or other method in metal plates or other carrying parts. 
Such units are usually employed by clamping them in contact with 
the parts to be heated. and are suitably lagged, to prevent loss of 
heat from external surfaces in contact with the room. These units 
are likewise designed for use in' standard voltage circuits, either 
individually or in combination, and in many cases are wound to 
give three heats through the use of a three-point snap-switch. 

The immersion type of unit is, in general, of such form that the 
resistance itself may be immersed in the body of fluid it is to heat. 
or it may be protected from direct contact with the fluid by an 
intervening insulated and protecting shenth. One. end of the 
sheath protrudes from the fluid. and carries the heater terminals. 
In the application of the immersion henter to industrial uses, the 
writer favours automatic regulation of 'temperatures, and to this 
end recommends the use of à thermostat and automatic switch to 
control and prevent overheating. and yet allow the most rapid 
heating. 
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The following table shows some of the more common industrial 
applications Of the foregoing heating units and the particular type 
of unit usually employed :— : 


i 7 
Process of Ташр: Type of heating “Method of heat 
device. | deg. F. unit. Е control. 
Baking of japan .. | 800-600 Air Hand or automatic 
Baking of varnish and |. А 
paints.. Y .. | 100-300 з | Automatic, 
Bakingcolourenamels | 100-300 T | T 
Baking bread & pastry | 150-600 » | ” 
Baking foundry cores ; 950-500 К | " 
Baking insulations 200-500 5 Е 
~ Annealing copper .. ; 350-700 "5 УУ 
Annealing aluminium | 500-800 Е 
Annealing glass 900-1,000 Я T | n 
Tempering steel 200-1,000 Air and hot plate Йй РА 
Melting lead .. 620-700 7 ү " Е 
Melting tin .. 450-500 $i »i 2 js 
Melting babbitt 450-700 2? ээ ,» 3 
Wax and compounds | 150-500 Air, plate and im- | эз 
; | mersion 
Heating coils .. ... 1 100-1,000 | Plate and immersion " . 
Heating water.. ..' 89-219 Air, plate апа im- Hand or automatic 
. mersion ' ў 
Making steam.. .. | 212-500 Air and immersion Automatic — 
Heating metal moulds | 200-1,000 Air and plate Hand or automatic 
Lumber drying kilns . | 100-900 Air Automatic — 
Boiling varnishes .. |100(?) 500 A Hand or automatic 
Heating buildings ... 0-80 » Hund 
Soldering p .. | 400-650 Plate 2 iet 
Glue pots m .. | 100-200 Cartridge Hand or automatic 
Melting type metal, | 
linotype machines... | 625-700 w | Т 
Sherardising .. :. . 050-700 : эз | Hand 


T————i—————————————————MM—M— — А 

Those heating processes employing the air heater have, during 
the past two years, yielded the central stations a large Kw.-hour 
output. Very great success-has attended the use.of the air heater 
in baking-ovetis whose temperatures range from 300 to 500° F. A 
specific use is that of japan baking. It may be said that already* 
more than 40,000 Kw. of connected load in air heaters has been 
installed for this purpose. The writer does not know of a single 
installation changed to electric heat which has'not been во satis- 
factory that it has worked to extend the use of electric heat for 
baking purposes. s 
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FOREIGN AND COLONIAL TARIFFS ON 
| ELECTRICAL: GOODS. * 


FRANGE AND ALGERIA.—In reference to the issue, by 
the new French Customs Office in London, of licences autho- 
rising the importation into France and Algeria of goods of 
British manufacture which are included in the list of articles 
prohibited to be imported into those countries, it is pointed 
out by the Board of Trade that it would prevent delay in 
the issue of the licences if’ British firms would specify in 
their- applications the value of the goods (expressed in Eng- 
lish currency), and the weight of the packages in kilogrammes 
(kilogramme = 2.2046 1Ь.), as well as in English units. Ex- 
porters desiring to obtain licences should apply to the French 
Customs Office, King’s’ House, Kingsway, W.C. Forms of 
application тау be written, typed, or printed, so long as 
they are strictly in accordance with the model printed in the 
Board of Trade Journal of September 7th. 


FRANCE.—A Presidential Decree prohibits as from Sep- 
tember 17th the exportation and re-exportation of electrical 


material suitable fur use in war, and any detached parts 
- thereof. | 


GERMAN NEW GUINEA.—A new Customs tariff has 
been issued by the Administrator under the British Military 
Administration, with effect, from May 18th last. All goods not 
specifically tariffed and not included in the free list are duti- 
able on importation at'ihe rate of 10 per cent. ad valorem. 
Besides Government requirements, the free list includes, inter 


alia, scientific instruments, motor cars, machinery (all parts) 
and samples. | 


EGYPT.—Revised Tariff ‚ Valuations for use in assessing 
duties on metals imported into Egypt have been issued with 
effect from September lst to October Jlst. Duty is leviable 
on these valuations at the rate of 8 рег cent. ` 


"a 

MEXICO.—The Board of Trade have received a copy of 
a Mexican 
tions are introduced into the Mexican Customs Tariff, and 
a translation of the complete tariff, as amended, is 
published as a Supplement to the Board of Trade Journal 
of October 19th. The Decree abrogates the general surtax of 
0 per cent. of the import duties, established in 1919, The 
general rules for the application of the tariff, the explanatory 
notes, and the tariff index are to be revised by the Ministry 
of Finance in conformity with the new Decree, which is to 
take effect as from November 1st. Goods imported in vessels 
which arrive at the Mexiean port of importation after 19 


o'clock midnight on Oetober 31st will ab aai | : 
rates of duty. А will be subject to the new 


ELECTRICAL REVIEW. (vo. 79. No. 2,030, Ocronen 20, 191 


————————————————————————— — 


' Ericrüc. Current [mPULsES, ^W. Otto. 


NEW PATENTS APPLIED FOR, 1916. 
| (NOT YET PUBLISHED) 


Conipiled expressly for this journal by Messrs. w. P. THomrson & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C, 


+ and at 
Liverpool and Bradford. 
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13,972. '' Thermostats.” FERRANTI, Lro., & R. Weavinc. October 2nd. 


13,984. “ Magnets for magnetic ignition а paratus for explosion or internal. 
combustion motors." С. A. Нит & О. W. Нит. October 2nd, 


14,012. *' Electric heating devices." R., К. HEARN. October 3rd. 
14,027. ‘' Magnetic compasses." Е. BaRkm& & Son амр E. W. Barke. 
October 3rd. ‚ 


14,029. '' Means for connecting electric lines for telephony, Kc." L, С, 
ByGRAvE AND Тнк Ккглү AuróMariC TELEPHONE Co. October 3rd. 

14,081. '' Wireless electric circuit-controllipg apparatus." M. Inoue, Oeo- 
ber 3rd. (Japan, May 11th). 

14,041. “ Electrical apparatus.” 
Electric Co., U.S.A.). ctober 8rd. 


. 14,057. “ Apparatus and solutions and mixtures for conducting, conveying, 
and сенде electrical currents by means of a jet." F, D. DowniNc, Orto- 
ber ў г { 

14,064. '' Electrolytic manufacture of magnesium metal." E, A. Аѕнскорт. 
Octcber áth. p ^ 

14,065. “ Electrolytic, manufacture of sodium potassium alloys with or 
without other metals." E. A. AsHCROFT. October 4th. 

14,068. “Repairing electric. power transmission lines and. other over- 
ground lines." J. A. HusEBYvE, October áth. 

14,081. “ Electric arc lamps.” H. B. Grys & W. Heare. October 4th. 


14,111. '' Reflectors for electric bulb lamps." Т, Н. A. McQuvin. October 
4t.i. ` | 


14,113. *' Electric conductors," J. D. Syaw. October 4th.  - 


14,163. ''Circuit-interrupting systems." Britis WESTINGHOUSE EL&CTRIC 
AND MaNUFACTURING Co. October 5th. (U.S.A., October 9th, 1915.) 

14,169. “ Electrically-propelled vebicles." Е. W. A. Raprorp. October 5th. 

14,215, *' Electrolytic cells." J. W. WALKER. October 6th. 

14,218. '' High-tension Magneto machines for ignition systems of internal- 
combustion engines." С, N. Fett (Bignami). October th. 

14,246. ''Ignition apparatus for internal-combustion engines," K, E. L. 
Guinness. October 6th. | 

14,247. “ Ignition рр: for internal-combustion engines." K. E, L. 
GuiNNESS. October 6th. 

14,262. '' Non-sooting sparking plug for internal-combustion engines." C. 
S. HanRissoN. October 7th. 

14,276. * Circuit interrupters.” 
FACTURING Co. October 7th. | 

14,290. “ Spears for current-testing apparatus for electrical appliances.” 
W. J. Davis & C. E. Hunter. October 7th. К 

14,291. ‘ Recording attachment for electric current measuring and testing 
apprratus." W. | Davin & C. E. HuNrER. October 7th. 

14,293. '' Means for supporting lengths of wire, particularly applicable to 
line insulators.”  BurLERs, LTD. October 7th. 


BRITISH Тномѕок-Нооѕтом Co. (General 


British WesriNGHOUSE ELECTRIC & Maxv- 


a аы тсс естру иссез чы сусу 


PUBLISHED SPECIFICATIONS. 


. 


1915. 


12,039. Evectric SIGNALLING APPARATUS. J. W. Mackenzie (Otto G. H. E 
Kebrhahn, of U.S.A.). August 20th. 

12,110. PoRraBLE ELECTRIC LAMP For WRITING PURPOSES, 
September 14th. 

13,129. ARRANGEMENT FOR Propucinc SHORT UnipirecTeD HIGH-TENSION 
September 14th, 
13,287. DYNaMO-ELECTRIC MacuiNEs. А. H, Neuland, September 17th. 


13,480. DwvNawo-ELECTRIC MacHiNEs. Е. A. Heys (Neuland Patents, Ltd.) 
September 22nd. i 


13,482. DvNAwO-ELECTRIC MacHiNES. Е. A. Heys (Neuland Patents, Ltd.). 


P. Summerfield. 


September 22nd. 


12,483. DYNAMO-ELECTRIC МАСЕ. F. 
September 22nd. 


13,484. DvNAMo-ELECTRIC Macnines. Е. A. Heys (Neuland Patents, Ltd). 
September 22nd. 


‚ 13,561. DYNAMO-ELECTRIC Machines ОЕ THE COMMUTATOR Tyre. G. Schroeder., 
September 23rd. 


13,562. DyNaMo-ELECTRIC MACHINES OF THE COMMUTATOR TYPE. G. Schroeder. 
September 23rd. ; 


16,207. "TELEPHONE TRANSMITTERS. Е. A. Grahame. November 17th. 
16,469. Ровтазе Exectric Lamps. C. H. Hefford. November 22nd. 


16,502. Evectric Switcn ArPLIANCES. Mavor & Coulson, ‘Ltd, and W. 
Lawrence. November 99rd.- 


A. Heys (Neuland Patents, Ltd.). 


19168, 


Тһе numbers in brackets are those under which the, specifications к 
prirted and abridged, and all subsequent proceedings will be taken. а 

3.299. HIGH-TENSION MacNETOs. A. Н. Midgley and Vandervell & Co. 
Megch 4th, 1916. [101,439.] 


4.190. Process FoR 1HE ELrcrRoLvsis oF -ALKali CuLoripes. R. van 
Hasselt, March 21st, 1916. [101,440.] удей 
4,901. Evectric Heatinc Devices. L. Heller. July 16th, 1914. (Divi 


applicatior on 14,405/15.) £100,230] 

5,163. ELECTRICALLY INDICATING 1HE PRESENCE OF SALINE, ALKALINE, OR дыр 
Tau URITIES 1х FEED-WATER USED FOR STEAM GENERATORS AND FOR OTHER 7] 
roses. W. C. Crockatt & Bromell Patents Co. April 8th, 1916. Lor 

3,991, CowTrINUOUS-CURRENT DYNAMO-ELECTRIC Generators, Allmanna уче 
ska Elektriska Aktiebolaget. May 5th, 1915. [100,394.] 915. / 

9,926. DYNAMO-ELECTRIC МАСНІХЕЅ. A. Н. Neuland. September 17th, ' 
(Divided application on 13,287/15.) [101,447.] ]915 

7.294, RHtriLLABLE Evectric Fuse Риос». J. G. Clemens. May 22nd, Ii». 
[100,538.] 

9,332. MacNETIC Compass. 


LI 


[101,406.] 
UNIPOLAR 
334/15.) 


J. J. Steward. July 3rd, 1916. 


9,937. DYNAMO-ELECTRIC POWER TRANSMISSION APPARATUS OF THE 6 
Түрк, M. Breslauer. July 10th, 1914. (Divided application оп 8, 
[100,894.) 
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AIR COMPRESSORS 


& VAC. PUMPS, gU 
Desiccators У xis 
Sem: aoo" Pumps & 
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25, Victoria St., Westminster. 


“FIVE IN ONE" 
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WRIGHT & WOOD, Ltd.. 
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‘developments 


“THE AUSTRIAN ELECTRICAL 
_ INDUSTRY. 


IT is now quite a year since we referred to the 
situation of the electrical industry in Austria, which 
even at that time was declared by a Vienna corres- 
pondent of the E.T.Z. to have overcome the initial 
difficulties which arose on the outbreak of the war. 
In the meantime, many events have taken place, 
and it may be of interest to inquire into the 
state of the industry as set forth in the columns of 


` the leading newSpaper in Vienna at the beginning 


of September. - Although optimistic in tone, the 
report is free fronr the boasting strain which gener- 
ally characterises the statements made in Germany 
in relation to Teutonic industries in particular. In 
the first place, the Vienna newspaper remarks that 
the state of the electrical manufacturing industry is 


‚ very satisfactory, as there is no lack of activity 


owing to the great part played by electrical engi- 
neering in modern warfare, and the works are in- 
tensively occupied on the production of dynamos, 
motors, transformers, searchlight projectors, lamps, 
carbons, batteries, &c., together with cables and 


wire, and telephone and telegraph apparatus, for 


army and naval purposes. The question in this case 
concerns not only the meeting of the increase in the 
requirements, but also.the renewal of worn-out and 
exhausted stocks. On the other hand, the demand 
on the part of private customers has receded largely 
to the background, but it has not come to a com- 
plete standstill, as many works and other establish- 
ments which are engaged on army contracts have 
been compelled to make extensions, and have had 
recourse to a greater extent to the use of electric 
power in consequence of the rapidity of execution 
of the work and the scarcity of labour. These 
have brought plenty of orders 
to the electrical works, although not yielding full 
compensation to the latter through the reserve 
manifested, except by some hydro-electric works 
engaged particularly on the production of artificial 
fertilisers, in the construction of new electricity 
works and tramways for the account of both muni- 
cipal authorities and private companies. Yet even 
this deficiency has been equalised by more skilful 


- adaptation and the assumption of new branches of 


[119] 


manufacturing by embarking upon the production 
of munitions and allied war requirements. - 

It is undér these circumstances, the report con- 
tinues, that the difficulties have been surmounted 
and the results have been shown in the financial 
statements of the works. At the same time, it is 


. admitted that a scarcity of skilled workmen has 
``. existed at times, owing to the calling of men to the 


army. and that raw materials became sliort and in- 
creasingly costly. But these obstacles are declared 
to have been overcome by the introduction of 
female labour and by technical ingenuity, which re- 
sulted in the provision of cheap substitutes for the 
raw materials in sufficient quantities. Е 
The same conditions which influenced the manu- 
facturing works are reported to have also applied 
to the electricity supply works, where there were 
a dearth of labour and a contraction in the deliveries 
of such materials as coal, lubricating oil, &c., and 
a display of reserve ànd economy in the use of 
artificial lighting, which was accentuated by the 
introduction of 'summer-time" and the earlier clos- 
ing of the shops. On the other hand, the supply of 
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eleetrical energy for power purposes has generally 
increased, so that the total consumption has not 
shown any considerable reduction. Apart from 
this development, both the manufacturings and 
the supply works are devoting themselves to the 
problems which have matured in consequence of the 
war. In the case of the former, for example, the 
idea of a syndicate has to some extent become a 
mattér of special attraction, as such a combination 
would place a limit on irregularity in prices and 


conditions of sale, whilst at the same time it is 


thought that it would strengthen the idea of an 
economic connection with the German firms and 
eroups, and so smooth the path towards the estab- 
lishment of a common economic policy between the 
Central Powers in the electrical industry. This con- 
tention, in the opinion of its advocates, is supported 
by the argument that the intellectual and technical 
work as between Austria and Germany has always 
shown the most intimate points of,contact, whereas 
the importance of the Customs duties from the 
standpoint of the expansion of the Austrian elec- 
trical industry has frequently been over-estimated, 
as was set forth statistically by E. Honigmann some 
time ago. In contradistinction to this view of the 
question, which is opposed by a number of firms, it 
is submitted that intellectual community is suffi- 
cient, owing to the apprehension that the powerful 
Ecran industry would overthrow the Austrian 
trade. : 

A further factor in the situation relates to the 
supply branch of the industry, where the question 
of the institution of a Government electricity mono- 
poly and the scheme for the imposition of a tax on 
consumption have been seriously brought forward. 


Tue longer the war lasts the 

The Industrial more important, will become the 
Worker and financial burdens that, as a nation, 

the War Funds. we have to carry on our oWwn 
behalf and on behalf of our Allies. 

The necessity for husbanding our resources. 
therefore, should command increasingly the, serious 
attention of all of us who remain at home. Our 
brave Forces are doing magnificently in their parti- 
cular spheres, and those who remain behind should 
be putting every ounce of their strength into efforts 
for keeping up the supply of munitions and: conserv- 
ing certain interests so that we may be able to carry 
out the Allies’ fixed determination to dictate the 
terms of peace, and so that the Home Fires may be 
brightly burning for the boys when they come back 
to us. The horrors of war are being brought home 
to all to-day, but the poignancy of personal loss is 
being mitigated by the consoling knowledge that 
self-sacrifice is now the almost universal contribu- 
tion to the winnirig of the Victory of the Freedom 
of Europe. But such contribution, magnificent as 
it is, and often so proudly and cheerfully borne, is 


by no means our only responsibility. Another and 


a very important one is represented by the War 
Savings movement. Many of our readers, no 
doubt, are professional men with fixed incomes. 
who know only too well how the shoe pinches in 
these days of heavy taxes and increased expenses. 
They have been learning the lesson of doing with- 
out. Such, however, is by no means the case with 
millions of industrial workers, including hundreds 
of thousands of young women and lads who are 
handling weekly more money than they ever had 
before. Observers in certain factories state that 
the tendency towards extravagance spends itself 
after a few weeks, when the novelty of possession 
passes off, but in too many cases, unfortunately, 
this is not so, and monev is expended freely upon 
what in war-time must be described as luxuries. 
What we have to do is to bring home to all indus- 


trial workers that they are rendering a distinct dis- . 


service to the nation if they purchase unnecessary 


, possible rainy days. 


things which tend either to occupy labour which 
ought. to be free for national service in some 
other form, or which occupy transport and 
increase our import indebtedness to neutral 
countries. The nation, needs the assistance of the 
millions in finding the money for the war as well 
as in actual fighting and munition-making.- In addi- | 
tion to this, inasmuch as nobody can predict with 
certainty what the state of general employment will 
be after demobilisation, it is in the interests of the 
workers themselves that they should be putting their 
surplus earnings into a stocking in preparation for 
Expert observers note with a 
certain measure of apprehension the industrial 
revolution which is taking place, and they urge 
upon us the necessity for doing without now in order 
that we may obviate serious deprivation then. 

It may be imagined that, at first blush, this matter 
is of no concern to an electrical paper, but a careful 
study of the subject will, we are sure, show that it 
is а national matter, and is one which concerns all 
who are connected with our own industries. The 
establishment of War-Savings Committees in all 
parts of the kingdom is serving to bring the import- 
ance of the question home to the minds of the 
people, but we think that the various industrial 
businesses which we as a journal represent, employ- 
ing hundreds of thousands of workers, may find it 
possible to assist the movement very materially. In 
the main, we believe that the spendthrift tendency 
could be checked by educating the people on points 
such as we have mentioned, and it is for those res- 
ponsible for the management of our factories to 
devise means suited to their own particular cases 
for securing a patriotic response either by schemes 
of their own or by co-operation with the Govern- 
ment War-Savings Committees. There may still 
remain some workers, particularly among the junior 
classes of both sexes, whose appreciation of the 
responsibilities of life is so light that they will 
prefer to “eat, drink, апа be merry” unless by 
some form of peaceful suasion they can be induced. 
in their own and in the Allied interest, to take all 
above a certain necessary proportion of their earn- 
ings in the form of: War-Savings Certificates. The 
very last thing that we should care to advocate 
would be excessive infringement of personal liberties 
in days when we are fighting the oppression of Prus- 
sian militarism, byt in times when we have conscrip- 
tion of man-power we sometimes hear the cry also 
for the ''conscription of wealth." To ask the 
“wealthier” wage-earners to lend their surplus 
wages to the State at a high rate of interest falls a 
long way short of conscription, and, to our mind, 
it would be quite as justifiable a proceeding as to ask 
the investor to hand over American securities for 
the financial convenience of the nation. Perhaps it 
might be as well for directors and managers of our 
companies and businesses to consider what п 
steps they can legitimately take financially to assis 
the Allied cause without occasioning untimely fric- 
tion among their workpeople. 


| THe case of Woolley v. Watson, 
Workmen’s Marsh & Co. Ltd., which e 
Compensation. reported in our issue of October 
I3th, at p. 410, appears to deserve 
some further notice. The applicant claimed sa 
pensation for injury occasioned by an accident ata 
ing out of and in the course of his employment. К 
was а skilled electrician working at a kinema pa E 
which was being reconstructed. It was allege i 
the respondents, on the testimony of two witnes - 
that at the time of the accident the applicant "а 
assisting a labourer employed by another ie PM 
working on the job. The applicant denie n 
story, and his denial was accepted by the ip n 
judge on the ground that “the respondents € m 
have called the man in support of their story. 
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our necessarily brief epitome of the case as it was 
presented to the learned judge, we were unable to 
.set out all the facts. In so far as he decided a ques- 
' tion of fact in favour of the applicant we should 
not venture to triticise his decision, but, according 
to a letter which we have since received from the 
respondents, the judge is said to have ruled that 
‘‘ where there are numerous contractors working on 
a job together, and one firm’s man goes to the 
assistance of another man who is not under. the 
same employer, and an accident occurs by so doing, 
although that man is not actually in the course of 
his employment, his employer is responsible.” 

If this is an accurate version of what the judge 
said. it is open to two objections. In the first place, 
it appears to be directly contrary to.numerous deci- 
sions of the Court of Appeal, and, in the second 
place, it was a mere obiter dictum, that is to say, 
an expression of opinion which was unnecessary 


for the decision of the case, because it was open to ` 


the judge to find as a fact that the story about.the 
barrow was untrue. That some such point was dis- 
cussed is clear from what the judge (according to 
our report) said in his judgment: '' He deprecated 
all these quibbling points that were so often raised 
in cases of this kind." We venture to deprecate 
any such general expression of opinion as calcu- 
lated to bring the administration of County Court 
justice into disrepute. Whether he be a workman 
or an employer backed by an insurance company, 
every litigant is entitled to bring his case before the 
Court and have it decided according to law. If a 
legal point appears to be a quibble, that is the fault 
of the legislator who made the law, not the fault 
of the lawyer who raises the point in the interests 
of his client. If County Court judges go out of 
their way to make observations of this kind they 
have only themselves to blame if an impression gets 
abroad in some districts that when there is a dis- 
pute between workman’ and employer the scales are 
weighted in favour of the workman. 


WE have received from the 


The Bribery and Secret Commissions 
Prevention Prevention League an interesting 
of Bribery. communication summarising the 


work achieved during the war in 


the direction of stamping out this detestable prac-. 


tice, with which of late the public has become only 
too familiar. ‘hey point out that, in order to obtain 
the necessary evidence to convict, in almost every 
case, one side has to be allowed to go free, and to 
give evidence against the other; in fact, to be bribed 
to do so with a free pardon. 

Until recently, it appears, the view has been taken 
by the judicial authorities that it is the man who 
betrays his fiduciary position who must be punished 
in those cases in which the conviction of only one 
of the parties is possible. Only in a single case has 
a contractor been convicted for attempted bribery. 

For years we have endeavoured to distinguish 
clearly between bribery and blackmail; and we are 
still of opinion that blackmailing is the commoner 
- offence of the two. No man offers a bribe to an- 
other, unless he is convinced that bribery affords 
the only method of doing business in that parti- 
cular quarter; in other words, that the purchaser’s 
agent is a blackmailer who must be “squared.” 
either to give the order, or afterwards to pass the 
goods. i 

Mr. Asquith stated in the House of Commons the 
other day that the Home Secretary would introduce 
a Bill at an early date to deal with contractors who 
bribed or attempted to bribe public servants. The 
League is also at present promoting an amending 
Bill in Parliament, which has for its object the re- 
moval of the Attorney-General's fiat, which is now 
necessary before a prosecution can be undertaken. 


We are by no means in agreement with this pro- 


posal, as we think it would open the door to false 
accusation and persecutions, of a particularly ob- 
noxious character. All the same, we would support 
any amendment of the Bill which would make it . 
more effective against the evil, which, we fear, is a 
great and growing one. 

Our faith in legislation, however, is limited; and 
we venture to suggest to the League that much 


more propaganda work might be undertaken with 


advantage. For instance, a lecture describing exactly 
the nature of the offence (on which many people are 
extremely vague in their ideas) ought to be carefully 
prepared and issued to all schools and colleges to 
be read out by the headmaster to the assembled 
school at stated intervals. 

If the tradesmen who have the privilege of sup- 
plying school books, stationery, and other articles 
to the pupils could attend at the reading it might 
also be useful. 

A short declaration describing the offence in clear 
terms should be submitted to and signed by every 
official of the Government or of the municipalities 
before appointment, and a similar printed declara- 
по might with advantage be adopted in private 

rms. | 

A definite question should be introduced in all 
Civil Service examinations, and also in those of the 
great engineering societies. Law examinations 
should also not omit such an important subject; as 
we fear even solicitors occasionally take a little 
consideration from insurance societies and mortgage 
brokers to whom they recommend their clients, or a 
“negotiation fee " when arranging a loan. The 
same men generally carry their righteous indigna- 
tion to excess when some wretched traveller, acting 
under secret instructions from his principals, gets 
caught offering to share his own commission with a 
buyer, when the living of himself and his family: 
may depend on getting the order. Finally, and 
most important of all, as urged by Lord Cromer, 
reasonably adequate salaries should be attached to 
responsible positions. 


TuE announcement that the 
President of the Board of Trade 
has decided to amalgamate the 
Commercial Intelligence Branch 
and the Exhibitions Branch of 
the Board. and to call the combined department the- 
Department of Commercial Intelligence will be wel- 
comed by traders generally. The two branches 
have both performed excellent service to the trading 
community, and their activities have been particu- 
larly marked while we have been at war. In normal 
times their operations have, of course, been handi- 
capped by certain limitations, and a good deal of 
criticism has been offered, not always, we fear, be- 
cause of tlreir want of merit. but sometimes because 
it has been the habit to judge them as the offspring 
of the Board of Trade. We have frequently stated 
here that our own experience of the Commercial 
Intelligence Branch has not been by any:means un- 
satisfactory. Our relations with those responsible 
for its conduct have always been of the most cordial 
kind. They have placed themselves at our dis- 
posal time and time again with all the willingness 
and courtesy that anyone could desire, and. they 
have never found us lacking when opportunities 
have arisen for us to co-operate with them in 
matters calling for any information that it lay 
in our power to give. We are particularly anxious 
to pay this tribute to the Department on the 
occasion of the retirement of Mr. Thomas Worth- 
ington, who has had its doings under his supervi- 
sion as director right from its initiation, and has 
now retired under the age limit. Exactlv what the 
amalgamation of the two departments will mean 1n 
regard to detailed working experience will show, 
but Sir William Clark, K.C.5.I., C.M.G., who will 


A Department 
of Commercial 
Intelligence. 
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bé Controller-General of the new department, isa 
young man with a wide experience of both diplo- 


matic and industrial affairs, and he takes the helm. 


at a time when it. is intended “to improve the 
organisation for assisting British trade by collect- 
ing and disseminating commercial information. 
The change is a sign of Government movement in 
the interests of national trade, and. we must be 
thankful if only for that, but it comes at perhaps 
the most important parting of the ways that has 
ever occurred in connection with British trade, and 
if Sir William is able to sort out from the floods of 
trade suggestions that have overwhelmed us al 


during the past two years a few of the best, and | 


apply them, our industries will reap great benefit 
during the period of his office. We offer him and 
his department our hearty good wishes in the large 


and difficult undertaking upon which they now set _ 


out. No doubt many questions will arise for revi- 
sion under his guidance as he meets the Commercial 
Intelligence Committee from time to time, and 
among these there will inevitably be the matter of 
publicity. It may be necessary to consider whether 
the present manner of handling trade and consular 
reports, the form of the Board’ of Trade Journal, 
and even the constitution of the Committee of the 
Department, are all that the needs of to-day call 
for, and it may be that it will be found possible to 
secure more active co-operation from the trade 
Press, now too often prone to scoff; but in regard 
to these things we must at present wait and see. 


THE second interim report of Dr. 
А: F. Stanley Kent on industrial 
fatigue, which we summarise else. 

` where in this issue, is a valuable 
addition to our knowledge of a subject which has 
been far too long neglected, and affords an interest- 
ing example of the application of scientific method 
to industrial conditions. In other words, it illus- 
trates the importance of measurement and system as 
opposed to guesswork and superficial reasoning, for 
the author establishes by experiment the fact that 
the output of the human organism, unlike that of a 
machine, is not proportional to the hours of labour, 
but may even show a material increase when the 
working period is shortened. Hence he concludes 
that the working of overtime, and Particularly Sun- 
dav labour, is generally detrimental to output, as 


Industrial 
Fatigue. 


the cost of which would be abundantly repaid. 


x 


THE USE OF IONISED AIR IN 
AGRICULTURE,” 


By INGVAR JORGENSEN. 


During the last 10 to 15 years some interest has been 
aroused both in agricultural and technical circles in regard 
to the application of ionised air (produced by an electric dis- 
charge from a system of thin wires) in agriculture and other 
plant- industries. > 

It is impossible to deal with the history of. the subject 
briefly, as it is one of the oldest branches of elec- 
trical science, and the literature is very voluminous. It 
will be sufficient to state that interest in the subject in this 
country mainly dates from the publication of Prof. 
Lemstróm's book in 1904.t Subsequently Mr. J. E. 
Newman started some experiments, and developed, in 


‚ conjunction with Sir О. Lodge, a new method for 


generating the necessary high-tension electricity, and 
а new arrangement of the overhead network; this 
apparatus is sold by the Agricultural Electric Discharge 
Co., of Gloucester. It has been described so frequently in 
recent years in various technical and agricultural journals, 
that it is unnecessary to enter into a detailed description 
here. Sir О. Lodge gave a fairly complete account of tlie 
experiments undertaken by the Agricultural Electric Dis- 


charge Co. in his Kelvin lecture to the Institution of 


Electrical Engineers in 1914.1 The technical information 
given was; however, very meagre, and on many points not 
very helpful; I have therefore attempted in the present 
paper to state some of the fundamental principles involved 
in the method, in the hope that electrical engineers may 
be persuaded to take some interest in the matter, for the 
resulting technical research should lead to the replacement 
of the present system by a cheaper and more efficient one. - 

The methods employed by both Prof. Lemstrüm and Sir 
О. Lodge were very primitive, and it is to be regretted thai 
these two eminent physicists have not attempted to inves- 
tigate the physical questions involved in the scientific 
applieation of the method. The entire absence of quan- 
titative medásurements is a striking feature of their work, 
although: it is clear that, without such measurements, 
satisfactory progress is not possible. "ar 

If the subject is to be advanced from the position in 
which it has remained now for 200 years—that of an 
amusing pastime for electrical amateurs—an extensive 
serles of researches is required, and close collaboration 
between electrical engineers and agricultural scientists 
becomes necessary. "The results of the investigation whieh 
has been carried out, for the Board of Agriculture in the 
last four years seem to indicate that. such a research might 
be profitable. E | 

The chief features of the Newman-Lodge system are ав 
follows :— К "HE 

Alternating high-tension current is generated by an 
induction соп (mercury turbine break, condenser in parallel 
with the primary). One terminal of the secondary is con- 
nected to earth ; the other isconnected throughaseriesof Lodge 
rectifiers| to the discharge network. The construction of 
this network will be seen from fig. 3. The wire system is 
carried on insulators of the type used in high-tension power 
transmission, which are mounted on poles. The wires 
nowhere tuck the insulators, but are held taut at some 
distance from them by means of paraffined "cord. The 
distance of the network above the ground is 15 ft. 

The apparatus provided by the Agricultural Discharge 
Co. is generally supplied with an ammeter in the primary 
circuit and spark gaps (l-in. balls) before and after-the 
rectifiers. If the apparatus is started, the ammeter will 


* The information contained in this article is derived from 
experiments carried out by the writer in Copenhagen (at the 
Government Agricultural Experimental Station) and in this country 
under the Board of Agriculture, in conjunction, first, with Prof. 
J. H. Priestley (University of Leeds), and, later, with Prof. V. H. 
Blackman (Imperial College of Science and Technology). Р 

МИ i Electricity in Agriculture and Horticulture, 


I О. Lodge, Journal Inst. Elect. Eng., March 2nd, 1914. 
| A description of this valve will be found in Phil. Mag., 1911, 
Vol. XXII, page 1, 
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probably show that 2—3 amperes are used in the primary 
of the coil, and the sparking distance at the field spark gap 
(indicating the potential difference between the wire net- 
work and earth) to be 4 in.—ł in. These are the facts 
available from Sir O. Lodge's experiments ; what further 
happens he describes in a manner which is not very 
helpful scientifically. pU 

* Leakage immediately begins, and the charge fizzes off 
from the wires with a sound which is sometimes audible, 
and with a glow sometimes visible in the dark. Anyone 
walking about below the wires can sometimes feel the effect, 
on the hair of the head as of a cobweb on the face. They 
are then feeling the stimulating action of the electrifi- 
cation." | 


This reminds one strikingly of another worker on- 


the subject of electro-culture, Garolla (1892), who sent 
a current from galvanic cells through the soil of some 
pot cultures, and used a current of such а strength ** that 
it burns the tongue." i : 

pu However, some information may be obtained from 
measurements in the high-tension circuit. To illustrate this, 
I may refer to some experiments of my own,* where a wire 
(galvanised iron) was suspended 1 metre from the ground. 
The length of the wire was 10 metres. It was charged 


Fic. 1.—SHOWING THE LODGE-NEWMAN APPARATUS. 


From left to right : Mercury turbine break with gas-bag for coal 
gas, induction coil, spark gap, five Lodge valves, and field 
spark gap. From here the wave is carried to the field through 
the window at the top of the picture ; insulated cable such аз 


is used in X-ray work is employed between the spark gap апа. 


the first pole (surrounded by a piece of quartz tubing where 
the cable passes through the window). 


from an influence machine revolving at a constant speed. 
By using wires of different diameter it will be observed 
that both the current passing through the discharge wire 
and the potential to which it can be charged vary con- 
siderably :— 


Diameter of wire. Voltage. Current. 


0°36 mm. 27,000 2:6 x 10-5 amperes 
045 „ 30,000 20 x 107% " 
085 „ - 80,000 LS x 107—5 " 
215 , 36,000 0°75 x 107% " 


Similar big variations are obtained by keeping the 
diameter of the wire constant and varying its distance 
from the ground. The nearer the wire is to the ground, the 


CERRO ане Sai RCA БОЕРА BD PETES: AEE 2 
* I. Jorgensen, Tidsskrift for Vindelektricitet, Copenhagen, 
May, 1910. 
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Y 
bigger is the current and the lower the voltage to which 
the wire can be kept charged. Also it is noticed that the 
current is bigger when the wiré is charged negatively (up to 
1:5 times as much as when it is charged positively). 

All these,facts are, of course, only confirmation of what 
would be expected from pure physical principles (see, for 
instance, J. J. Thomson: ‘Conduction of Electricity 
through Gases "). 

A cotton-covered wire will give a stronger discharge than 
a baré wire of the same diameter if the atmosphere 
is dry. | | 

_ Such measurements in the high-tension circuit (or earth 
circuit) are necessarily very approximate, and when high 
voltages are used, as in the Lodge-Newman apparatus, they 
ге үшїге rather special apparatus for measurement. 

The following facts are disclosed by such crude measure- 
ments :— ! 

For a definite source of high-tension electricity the 
strength of the discharge depends on :— - 

1. The sign of the charge. 

2, The diameter of the discharge wire. 

3. The distance from ground of the discharge wire. 

To this may be added if more complicated systems of 
discharge wires are used :— 

4. The physical structure of the elements (wires, &c.) of 
the discharging system. 

5. The number of 
distance between them. 

A comparison between the system used by Lemstrém and 
that of Lodge-Newman will make clear how impossible it is 


discharge wires employed, and the 


Fig. 2.—SHOWING A POLE WITH INSULATOR. 


Distance, 15 ft. from ground. To the right a screen of }-in. wire 
netting, which was used in some preliminary experiments to 
prevent the discharge from reaching the “control.” This 
screen did not prove any good, as it was considerably lower 
than the discharge wires. 


to judge the relative merits of the two systems when 
technical measurements are not at hand :— 


i istance Distance s rk length} Sign 
222 Diameter of | Dice | between, “Yetween net| of 
wire. ground. wired. | and-earth. |charge. 
Lemström ... | 06 mm, | 04 m. | 125 m. 0'5-—9'5- |+ог— 
but with mm. 
discharge 
points 
every metre. 
Lodge-Newman | 0'6 mm. 5 m. 10 m. 10-2 mua + 


MUERE REUS RR pr et Teo EI: 

It will also be understood that the measurement of spark 
length is not very helpful in attempting to get an absolute 
measure of the discharge. ; | 

Still more complicated than the laboratory conditions are 
the conditions under which the discharge takes place in 
the open air. Meteorological factors obviously play a 
much more important part, and cannot be controled as in 
laboratory experiments. It becomes imperative to obtain an 
absolute measure of the current actually passing through 
the air. The writer has made an attempt to develop certain 
methods of measurement of the electric air currents. These 
measurements were not undertaken from the point of view 
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of physical research, but in order to obtain quick and easy 
methods which could be conveniently employed in the 
agricultural experiments. — ' | | f 

Let us consider the physical processes concerned in the 
discharge. What happens is that neutral gas molecules 
acquire a charge, + or — . According to the working 

theory of modern physics, the structure of the atom can be 
represented by assuming the presence of one or more posi- 
tively charged nuclei, round which revolve negatively charged 
electrons. Thus the hydrogen atom, which is the simplest 
built atom, consists of one nucleus and one electron. The 
charge of the nucleus and the electron is the same with 
opposite sign (5 x 10-7? electrostatic units). 

If an electron is removed from an atom or molecule, the 

latter will assume à positive charge ; if an electron is added 
to a system it will appear with a positive charge. 
' In the case of a discharge of electricity from a thin wire 
charged to a hig potential—positively, for example—it can 
be imagined that the charging of the wire consists in the 
withdrawal of electrons from the metal molecules, these 
electrons being replaced by electrons from the gas molecules 
in the neighbourhood of the wires. The charged atoms or 
molecules (ions) will move towards earth under the influence 
of the electric forces (potential difference between the charged 
wire and ground) ; from neutral molecules in the plant or soil 
they will acquire electrons, and thus become neutral, &c. 


GALV. IRON No. 11. 


SILICIUM 
BRONZE No. 24 


0 10. 50. 100 YARDS 
Fig. 3.—DIAGRAM SHOWING ARRANGEMENT OF DISCHARGE 
NETWORK. 


In the discharge in atmospheric air the ions will not 
be simply atoms or molecules, but a charged atom or 
molecule surrounded by a cluster of neutral molecules. 
The number of molecules determines the speed with which 
the ions travel under the influence of- an electric field, e.g., 
the ion is characterised by its mobility, the velocity of an 
ion in a field of an intensity of 1 volt per cm. 


À general expression for the current passing through the - 


air is the following :— 


і = nue, 


where # is current density, 2 the number of ions, и the 
velocity of the positive ions, and e the charge of an ion 
(5 x 107" electrostatic units) ; if both positive and nega- 
tive ions were formed the expression would have been— - 
жолун е + пие; 

but measurements showed that with the < ires charged 
positively the current was carried only by positive ions, 

The formula may also be written i = п.е. оја. с 


where the velocity of the ions has been replaced by Ње · 


product of potential gradient dr|dz and the specific velocity 
of the ions. The product лег is called the Specific con- 
ductivity of the air. | 

On the determination of these two quantities, the 
potential gradient and the Specific conductivity, depends 
the measurement of such small electric currents in the air 
аз are produced by the Lodge-Newman System. 

Space does not permit of a lengthy description of the 
apparatus employed for the measurements and the pre. 
cautions which must be taken in order to obtain reliable 
results ; the reader is referred to a text-book on atmospheric 
clectricity — Mache and Schweidler,* for instance—where 
measurements of a somewhat similar nature are described. 


(To be concluded. ee 


* Mache und Schweidler : 


" Die Atmosphürisch rigita 2? 
Braunschweig, 1909. pharische Elektrizität. 


THE PRODUCTION OF SMALL DRY 
BATTERIES IN THE USA. 


IN а paper recently read before the American Electrochemical 
Society, C. F. Burgess called. attention to the remarkable growth in 
the production of dry cells, despite developments in the telephone 
field, signal work, and gas-engine ignition, which have been pre- 
dicted as factors to reduce greatly the demand for dry cells. The 
author stated that if 50,000,000 represents the annual output of 
standard, or so-called No.6, dry cells in the United States, this figure 
шау be multiplied several times to represent the number of gmall 
dry cells used for flashlight and miscellaneous other purposes. 
High-efficiency miniature tungsten lamps and improved quality of 
the battery have been important factors in stimulating the flash- 
light industry. | | 

Considerable information was given in the paper on efficiency. 
output, and other characteristics of small dry cells, based on a 


TABLE. I.—RarrNa or Dry CELLS FOR FLASHLIGHTS. 


. x , Oh 
F [ve dan Volts. | Amperes. TD POMA resistance 

Clear 27 035 | 2-cell—tubular type | 3:84 
38 0°35 3 cell—tubular type 3°62 
2°9 0°35 2 cell—tubular type 414 
4'0 0°35 3 cell—tubular type 3°81 
Opal back... 25 0'35 2 cell—case type . 3°57 
3:8 0°35 3 cell—case type 3°62 
2°5 0°25 2 cell—ocase type 5°00 
Average... ee 3°94 


== = шы ыы —— DM _ 
summary of tests made on about 4,000 cells. The two most 
important characteristics by which the value of a flashlight battery 
may be determined, according to the author of the paper, are 
ability to furnish light over a period of time, or its capacity, and 
its ability to withstand deterioration when not in use, or its shelf 
life. Other characteristics of importance are voltage, recuperation, 
uniformity, size, and cost. An accompanying table gives data on 
flashlight lamps as now standardised by manufacturers. 

The data in the table indicate that about 4 ohms is the 
average resistance of the common sizes of lamps, and this is 
adopted as the standard. It is the resistance recommended by the 
committee on standard methods of testing dry cells, as outlined in 


TABLE II.—CaPaciTY OR Hours оғ BURNING FOR SMALL . 
Dry CELLS. - ' 
RE x GC er LL Er 


i —- —- — — Size. — ‚— == 
ы apkdi 33 Wi. T 
ЫЕ Е mel E PET EM: ee 
| 
А | 13:35 3:5 3°75 1'9 56 min. | 70 min. 
B >: — 3:6 4° 17 — — 
C 105 | 2 22 85 |13min| — 
D 13:25 5 42 2*0 63 min. | 66 min 
E | 1375 | +i a 14 j|40min.| — 
Е 9`25 31 2'5 125 | 34 min. | 45 min. 
G 875 3:2 2 li — = 
H 13:25 13 4 1'9 40 min. | 75 min. 


the transactions of the American Electrochemical Society. A voltage 
of 0'5 across the cell terminals when delivering current to the 
4 ohms resistance is taken as the point where the current has fallen 
so low as to give a non-useful light. The standard method of 
capacity test consists in connecting an individual cell to a resist- 
ance coil of 4 ohms, and discharging continuously until its 
voltage drops to 0'5 volt. Most of the flashlight cells will drop to 
05 volt during an eight-hour period. The larger cells will ran 


TABLE IIL—DURABILITY OR SHELF WEAR FOR SMALL DRY 
' CELLS, 


Expressed in monthly percentage reduction in flash. 


і 
lO ——— 52 Ilg—i : TN 
Brana. | 2} x 1} | TT | 9% Y Ea Tun lí x & 
| EN 
A | 3:66 83 9:9 9 9'3 
B 155 645 9°} 10 em 
C |. 187 383 | - — Б —- 
D 2:40 57 5'0 81 105 
Е 5'10 T5 — 9'6 163 
F 14°3 112 141 25'0 1+0 
G 1078 12 10 22'0 = 
H 10 125 9°] 15°0 138 


beyond this, giving some chance to. recuperate before the beginning 
of the following test, period. | 

The author states that, from long experience and a great many 
tests, the best method of determining the deterioration going on 
within the cell is by measuring the short-circuit flash which the 
cell gives when connected momentarily to an ammeter. А cell 


which gives a flash current of 8 amperes when new may drop: 
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to 4 amperes after six months, and this indicates roughly a depre- 
ciation in capacity of 50 per cent. While the decrease in flash is 
not strictly proportional to the decrease in ampere-hour capacity, 
it is nevertheless a far better indication than is the drop in open- 
circuit voltage. 
Dry cells vary in initial voltage far less than they do in other 
characteristics. The author pointed out that grades of materials 
supplied as well as the methods of manufacture influence the 
voltage to a small degree. Likewise the ability of a battery to 
“ recuperate “` can be given to a cell by certain variations in the 
. methods of manufacture. Thus a coarser grade of manganese will 
show a higher recuperative ability than will a very finely powdered 
more active grade. In general, it may be considered that high 
recuperative ability is inconsistent with ability to deliver current 
constantly without serious dropping in voltage. 


TABLE IV.—PERFORMANCE THAT SHOULD BE EXPECTED FROM- 


‚А Dry CELL ОЕ боор QUALITY. 


Cell dimensions. Capacity, | Per cent. monthly 


minutes. | deterioration. 
23:05 x 125 in. (572 х 38'8 mm.) ... 960 Under 4 
18125 x (9375 im (4671 x 23°8 mm.) 300 Under 6 
3:125 x (73 іп. (54 х 19] mm.) ... 350 Under 8 
D 875 x 0:625 in. (4777 х 15'9 mm.) 120 Under 10 
l'5625 x 05625 in. (397 х 14:3 mm.) 65 Under 12 
1°875 x 075625 1п.(47'7 х 14'3 mm.) 70 Under 12 
5 


The data in Tables II and III give results of tests on different 
' brands of dry cells purchased in the open market. The capacity 
tests show that the best cells have a capacity of about 100 per cent. 
above the poorest, and from the durability tests the differences are 
much greater. The performance that should be expected of good 
quality dry cells is shown in Table IV.— Z/ectrical World. 


THE NATIONAL INSURANCE АСТ, 1911. 
UNEMPLOYMENT JNSURANCE.—FURTHER DECISIONS GF 
` THE UMPIRE. 


The following additional decisions have been published :-— 
. CONTRIBUTIONS ARE PAYABLE FOR 


1.946 X. Warehousemen, storekeepers, caretakers. timekeepers or 
watchmen employed wholly or mainly by way of manual labour in 


, 


factories or workshops, orin yards or stores immediately connected A 


. therewith, when the aforesaid factories or workshops are engaged 
wholly or mainly in munitions work, or in any of the trades insured 
under the National Insurance (Part II) (Munition Workers) Act. 
1916. 

1,947 X. Porters, packers, messengers, cleaners, or weighmen 
employed in factories or workshops. or in yards or stores imme- 
diately connected therewith, when the aforesaid factories or work- 
shops are engaged wholly or mainly in munitions work, or in any of 
the trades insured under the National Insurance (Part IT) (Munition 
Workers) Act, 1916. 

1,948 X. Engine drivers, boilermen, firemen, stokers, cleaners, 
oilers and other workmen engaged wholly or mainly in tenting, 
driving or minding engines or machinery, or in stoking boilers 
for the production of power. light, or heat for use in connection 
with munitions work or in any of the trades insured under the 
National Insurance (Part II) (Munition Workers) Act, 1916. 

(This decision does not relate to workmen employed by separate 
companies or authorities who sell electricity or power for general 
purposes.) 

1,960 X. Workmen engaged in assembling cycle and motor repair 
outfits intended for use in war. 

1,963 X. Workmen engaged wholly or ma‘nly in vitreous 
enamelling upon metal. 

1,964 X. Workmen engag»1 in repairing machinery belting in an 
establishment which is engaged wholly or mainly in munitions 
work or in any trade which is insurable under the National 
Insurance (Part II) (Munition Workers) Act, 1916. 

1,965 X. Workmen engaged in making metal patterns as described 
in, Decision B 1.138 (Board of Trade Journal of October 24th, 
1912) or in makins patterns of other materials, if the patterns are 
for use in the man 1facture of metal yoods. 

NoTE.— Decisioa B 1,138 reads as follows : 

Workmen engaged in making metal patterns (other than cast- 
iron patterns) not being for the use of iron, steel, brass or other 


foundries which are engaged wholly or mainly in making castings : 


for use as parts of the products of a mechanical engineering 
establishment. je. ut i 


CONTRIBUTIONS ARE NOT PAYABLE FOR 
1.954. Workmen engaged wholly or mainly in the manufacture 
of porcelain insulators or of porcelain parts of electrical switches, 
lampholders or other fittings, unless süch insulators or switches, 
&c., are intended for use in war. : 
1,961. Colliery electricians engaged wholly or mainly in the 
maintenance of electric light and power installations in or about 
the colliery (but not in colliery buildings or shops) and not engaged 


wholly or mainly in repairs to the electrical machinery or 
switchgear, | 

1,962. Workmen described as out-door erectors and engaged 
wholly or mainly in the installation of accumulators. 

1,967. Workmen employed in crushing blast furnace slag for use 
as material for road-making. Yr à 

Notice is given that the Umpire ħas received an application for 
a decision as to whether eontributions are payable or not in respect 
2 oe employed in connce ion with any insured trade 

176 X). 

Any representations were to be male in writing to the Umpire by, 
or on behalf of, any workman or employer, and forwarded to the 
Registrar, Office of the Umpire, 47, Victoria Street. London, S.W.. 
on or before October 26th. 1916. A decision on this application 
will be given on or after October 30th. ^ ` 


NEW ELECTRICAL DEVICES, FITTINGS, 
А AND PLANT. 


G.E.C. Rotary Converter Traction Equipment in Barcelona. 


The accompanying views show the electrical equipment of the 
Coello sub-station of the Barcelona Tramways Co. aggregating 
1.500 Kw. Three-phase power is received at 6,000 volts, reduced to — 


450 volts by oil-insulated air-cooled transformers in the basement 
To gain access to each trans- 


and is situated between the machines. 


Fic. 1. — Tak COELLO Sv B-STATION OF THE BARCELONA TRAM- 
ways Co.. SHOWING "WirTON" ROTARY CONVERTERS. 


former, a removable cheequer plate is let into the floor, whic. 
cin be lifted when the transformer needs attention or inspection. 
The. converting equipment comprises three 200-KW. shunt- 
wound Witton rotary converters running at a speed of 750 m.P.M., 


Fic. 2.—4.C. SIDE OF ROTARY CONVERTERS AND " WITTON " 
FEEDER SWITCHBOARD. 


fitted with interpoles, and. generating direct current at 600 
volts. The energy so produced is used entirely for traction 
purposes. pet | 

Each rotary converter is provided with a slip-ring starting motor 
for running up to speed, synchronising being effected by operating 


D 
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the rotor rheostat of the slip-ring motor. The motor is earried on 
an extension of theconvertershaft. Suitable pillars for controlling 
the regulators are mounted near the switchboard, as shown in fig. 1. 
Iu addition, each rotary may be run up from the continuous current 
side by means of a change-over switch and starting resistance, 
‘which is similarly operated from a handwheel pillar. On the 
front of the board a double-pole change-over switch is also provided 
to reverse the shunt coil of the reverse-current trip when starting 
in this way. | АК | 

A portion of the main switchboard controlling the low-tension 
side of the station is also seen in fiy. 1. ` In fig. 2 a view of the 
A.C. side of the rotaries and the feeder switchboard is shown. i 

On the controlling switchboard each rotary converter A.C. panel is 
fitted with ammeter, power-factor meter, and switch and fuses for the 
starting motor. Adjacent to each А.С. panel is the corresponding 
D.C. panel, on which is mounted a circuit-breaker having overload 
trips ns well as a. tripping-.coil operating in conjunction with an 
over-speed device for each converter, in addition to the change-over 
switch and the single-pole main switch for starting from the con- 
tinuous-current side. | ‚ M 

À synchroscope with machine and bus-bar voltmeters is carried 
on a swinging bracket at the end of the board. The feeder panels 
are each fitted with а single-pole circuit-breaker: main switch, and 
ammeter. ] 

The complete installation, as described. was supplied by the 
GENERAL ELECTRIC Co., Lro., of London. 


Small Commutators. 


An ingenious method of constructing small commutators from 
round bar material is disclosed in a patent No. 1,1 95,861, granted 
to EDWARD F. SMITH, of Cincinnati, Ohio. Copper in the shape of 


à cylindrical block is formed with а central bore, having counter- 


sunk recesses in its opposite flat sides and radially arranged cuts 
which extend in from the periphery toward this bore. These 
cuts are all of practically equal depth and terminate so ás to leave 
an intact annular zone of metal around the bore, so that a blank 


results as shown in fig. 3: This blank is then placed in a cylinder, : 


and dielectrical material, in plastic condition, is placed upon the 


Бс. 3.—8ECTION OF COMMUTATOR BLANK, INSULATING MATERIAL, 
IN PLACE, AND SECTION OF COMPLETED COMMUTATOR. 


ГА 


blank within the cylinder. By means of a plunger this material is 
forced against the blank so as to enter all open parts of it, the 
object being to fill these parts completely.. The blanks are then 
removed from the cylinder, surplus material, especially that which 


remove the metal within the bore, from which action finally a 
structure results, composed of segments áll insulated from each 


other by the binding material. A bushing forms a bearing for the 
commutator.— Electrical World. 


Improved Pocket Lamp. 


The best battery and bulb fail to make up a satisfactory pocket 
lamp, unless a convenient and reliable switch is provided to control 
the connection between the two. The sliding or in-and-out switch 
button and spring generally provided at the side of the battery 
e is an above criticism. Eit i 

act with certainty, or it goes “on” uunotioed and quick] - 
hausts the battery. Both of these failings are кыы eee 
in the сазе of lumps to be used for military purposes ; delay in 
obtaining lirht, and, worse still, the in voluntary showing of a lieht 
muy be fatal. To overcome fhexe difficulties, SCHNEIDER & Co 
CE rankfurt-on-Main) have patented the * Disco " lamp, in which А 
rotary switch is operated by a serrated ring mounted concentrically 
with the lamp bulb and lens on the front of the battery case, the 
latter being fitted with one or other of the strap attachments now 
usual for military lamps, The switch ring improves the appearance 
of the lens mounting, and is used only when the lamp is required 
to burn continuously. For momentary illumination or flash- 
signalling, a spring eontaet is provided at the. top of the battery 
саве, Тһе Switch riny carries a pin, wh ich, according as the lamp 
is "on ‚ог "off." engages in the recess at the corner of one or 
other of two springy strips at the point where the Strip bends 
from the horizontal to the vertical. After going vertical for a 
short distance, the strips again turn horizontally one below th 
other, thus forming the press-switch which | h 


ix used for momentary completion of the 


her it fails at times to make con- ' 


is in parallel with ^ 


CORRESPONDENCE. 


Letters received by us ufter 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Centralisation of Electricity Supply. 


We all believe that Mr. Williams's suggestions аге made in the 
interest$ of the industry, and most of us think that much more may 
be done than now is being done to improve our position. Yet 
Mr. Williams will pardon us for examining his scheme before 
we give it our support. 

First of all, Mr. Williams hopes %о abolish the present control 
wielded by the Home Office, L.G.B., B. of T.. and Parliament 
itself. But will all these authorities accept a Bill which invites 
them to expire.and to bequeath their manifold powers to a mew 
authority? Is it not far more likely that Parliament will hatch 
out a plan whereby the new governing body will, in its turn, be 
controlled by the H.O., L.G.B., and B. of T., and that things vill 
be worse than ever? Above all things, Parliament is not likely 
to delegate its own powers to any commercial body. We must 
bear in mind that a large number of candidates are even now pre- 
paring to have a shot at the £400 per annum, at the election 
which will come after the war, and many of them have no know- 
ledge of business at all. Not a few of them believe that Parlia- 
ment should manage all business in the interest of the State. and 
they feel convinced that the said management can be carried out 
by а body of Members of Parliament who neither know nor care 
anything for the principles which govern business transactions. 
Now these gentlemen will work hand-in-hand with our Govern- 
ment officials to secure that no existing powers slTall be abate 
one whit. Rather they will take advantage of the controlling Bill 
to take over the whole electricity supply industry. 

Let u; not forget the fate of the telephone. It began with many 
independent, companies, which were eventually taken over by the 
National Co. According to Mr. Williams's idea, no doubt the 
thing should havé stopped there. But it did not. The Govern- 
ment took it over for the benefit of the State. (It would be 
interesting to read some of the then Postmaster-General's speeches in 
the light of the present fiasco.) The State has not received benefita 
from the change. It has lost the rich royalties it used to get. it 
has raised charges to subscribers in a wholesale way, and is losing 
subscribers also in a wholesale way. According to the news 
papers. it has lost 4,000 in London alone. Think of what 
that would mean to the nation if it should happen to the 
electrical industry. We shall do well not to tempt the next 
Parliament by putting any such Bill before it until we have reason 
to think that the members of the House are to be trusted with the 
responsibility. - 

But if we should be assured that Parliament would accept Mr. 
Williams's Board of Control, are we sure it would be the best 
thing for the industry? Mr. Williams quotes the Public Trustee 
as being a great success. (There are contrary opinions even on 
that point.) The Public Trustee is just one of those cases where 
the department may be run strictly on rule and red tape, and I 
have no doubt that all the Trustee's actions are so regulated. But 
the electrical industry is different. By the time the Board had got 
out ita series of rules and regulations many of them would be out 
of date, and one cannot imagine a dignified Permanent Board 
varying its rules immediately just because some young unknown 
engineer, in a distant part of the land, had desired it! The Board. 
after 10 years, would bécome like a bench of bishops, wondering 
how new men dared to have ideas of their own, when they ought 
to take their opinions from the great and recognised authorities. 

If we are to have a Board of Control, let us have a live one 
which will automatically shed its fossils and barnacles. A Board 
selected from the existing Councils of the large Institutions con- 
cerned, with an efficient paid .staff and a laboratory. might do 
useful work indeed. But do not let us make the mistake of putting 
into its hands too much power at first. It will be far better to add 
to its authority whén it has proved itself worthy of the confidence 
of the whole industry. | Р ино 


October 16th, 1916. 


- 


Coal Economy. 


One does not have much time nowadays to wade through long 
papers, speeches and addresses, and the pithy summaries you art 
accustomed to give of these are extremely valuable. In one of your 
leaders of this week, under the above heading, you makea note on Mr. 


‘Chattock’s valuable address to the Birmingham Association of 


Mechanical Engineers. pointing out that he suggests "that some 
of the boilers in a large pit-mouth generating station should be 
fired with coke obtained from the distillation of coal. or, us an 
alternative, that coke might be gasified in producers, the advan- 
tage of the latter being uniformity in the firing of boilers and the 
avoidance of the difficulties met with in burning coke in boiler 
furnaces,” 

The great advantage, however, of gasifying coke, instead of 
burning it, is that from 30 to 60 lb. of ammonium sulphate can be 
recovered per ton of coke gasified, because it contains from +10 
1 per cent. of nitrogen. It is true that if we diatil coal and burn 
only coke and yas, we have gone a tremendously long way in pre 
serving the by-products of coal, but. in big power stations, where 
large quantities of gas would be required, there is no doubt what- 
ever that it would pay to казу coke in ammonia recovery 
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producers. About 120,000 cb. ft. of gas is obtained per ton of fuel. 
with a calorific value of about 120 B.TH.U. per cb. ft. | 


"The producer offers a superior method of firing boilers to the coke - 


furnace. There is а lower percentage of carbon left in the ash. 
'and the efficiency of the gas-fired boiler must also be grenter than 
that of a coke or coal-fired boiler, because the admixture of gas and 
air is under much better control, and air leakage is more easily pre- 
vented, so that a gas-fired boiler ought to work under laboratory 
conditions almost continuously. 

I have recently seen some accounts of gas-fired boilers where 
efficiencies have been obtained much higher than anything that can 
be done with coal-firing, even when the latter is carried out under 
test conditions ; the boilers were specially designed for gas-firing, 
and not coal-fired boilers, adapted to gas-firing—the latter method 
will not give a better efficiency than coal-firing. 

| | : А. Hugh Seabrook. 
St. Marylebone Electricity Supply. 
October 23rd, 1916. 


[We are glad that Mr. Seabrook finds our summaries useful. but 
may point out that his summary of our remarks (between inverted 
commas) ів not q verbatim quotation. In his address, Mr. Chattock 
did not mention gas producers fed with coke, which were the 
subject of our own comment. We quite agree with Mr. Seabrook's 
remarks, and in this connection. the article on gas-firiug, which 


appears elsewhere in this issue, will be found of interest. —Ebs. 
Erec. REv.] | 


The British Маппевшапп Tube Co. 


I desire to draw attention to the above matter, in order to 
illustrate one instance where the presumably good intentions of 
the Public Trustee in transferring German-owned concerns into 
British hands have apparently miscarried, —— 

The British Mannesmann Tube Co. was the property of German 
intereste resident in Germany, and these interests have recently 
been sold by the Public Trustee to a British financial group, the 
first directors of which are given in the Press as follows :— 


Mr. Richard S. Guinness (chairman), 
Sir Robert Balfour, M.P., ` 
Sir Hugh Bell, and. 


. Mr. G. Hethey (managing director). 


The announcement in the Press was doubtless intended to 
convey: the impression that this previously well-known German 
eoneern had now become British ; but the real facts disclose а 
atate of affairs quite different. In other words, whilst the owner- 
Ship of the business has passed into British hands, the actunl 
management of the business remains in the hands of individuals of 
German birth. 

‚Оп patriotic grounds it is to be regretted that the board of this 
British syndicate should have appointed as one of their colleagues 
and managing director an individual of German birth, whose 
commercial career a8 hend of the German Mannesmann interests in 
this country has been entirely associated with, and supported by. 
German interests; and that they should further allow two im- 
portant positiona in this company to be occupied by two sons of 
the said individual, of military age, born in Germany of German 
parents. | 

In other words, here we have an instance of the Public Trustee 

- selling the German-owned company to a British financial syndicate 
the members of which, whether for want of knowledge of the 
business themselves or other motives, allow the business to be con- 
tinued under the previous German-inspired management. 

Apart from the question of patriotism and of the obvious 
desirability of cleansing our industries of German influence, it 
seems to me almost incomprehensible that the Public Trustee, who 
is apparently empowered to negotiate by private treaty for the 
disposal of. these German-owned concerns, should not be required 
to satisfy himself that the sale will have the effect of converting 
the previous German concern into a British concern iv foto. 


E. J. Fox. 
. London, S.W., October 19th, 1916. 


[Our correspondent's solicitude for the protection of British 
interests, especially in this particular branch of industry, 18 
readily intelligible; but, in this instance, he appears to be 
“barking up the wrong tree.” as the Public Trustee. we believe. 
has nothing to do with the personnel employed by the concerns 
which he has transferred to British ownership. As regards the 
nationality of the managing director, Dr. Macnamara stated in the 
House of Commons, on October !Sth, that he was a naturalised 
British subject of German origin. and was assisted by his two sons, 
who wore the badge " On war service " issued by the Admiralty.— 
Eps. ELEC. REV. } 
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TRANSFORMERS IN PARALLEL. 


THE simple distributing transformer usually has twothigh-voltage 
leads and four low-voltage leads coming out from its windings, as 
indicated in fig. 1. The schematic diagram of the windings and 
the way the leads are brought out are shown in fig. 2. It will be 

‚ seen that the two centre leads of the low-voltage coils are crossed 
inside the transformer before they are brought out through the 
case. This does not make any change in connecting the two 
sections in series on the outside of the transformer, as indicated in 
fig. 3. which is the same as connecting two batteries in вегіев.. . 
When the coils are connected in parallel, care must be exercised 


and adjacent leads connected together, as in fig. і. Looking at the 
conneotions from the outside of the transformer, it would appear 
as though the two sections of the winding were short-circuited, 
but the diagram shows that the right-hand terminals of both sections 
are connected together, also the left-hand terminals, This is just 
what is done in connecting batteries or other direct-current 
elements tn parallel—like poles are connected. d 

Transformers to operate in parallel should be of the same voltage, 
frequency and size, and possess the sume characteristics, which means 
that they should be of the same make.  In'connecting transformers 
in parallel, it is only necessary to observe the same rules as a1e used 
for connecting two or more pieces of direct-current apparatus in 
parallel: namely, connect like poles to like poles. The question 
now arises which are like terminals on two or more transformers. 
This is easily determined in most cases. After the transformers 
are arranged symmetrically, as in fig. b, connect the right-hand 
terminals together and the left-hand terminals together and bring 
out a lead from each junction point, as indicated. 

There is, however, 3 chance that one of the transformers may 
have its leads brought out in such a way as to cause a short-circuit 


when the transformers are connected as shown in the figure. To 


| High Wattage |. 


Fig 6 
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guard against this a piece of small fuse wire may be connected, as 
indicated at Е. If the conneetions are correct, the fuse will not 
blow when the transformers are made alive without load; otherwise 
the fuse will blow. In case of a wrong connection it may be remedied 
by crossing either the high or low-voltage leads on one of the 
transformers, as indicated in fig. 6. A better way would be to 
test the transformers and find out which has wrong polarity and 
correct it. 

The polarity may be tested as represented in fig. 7. Connect 
the high-voltage terminals to the line and one terminal of the 


low-voltage coil to the high-voltage winding, as indicated in . 


the figure.. Measure the electromotive force at Ep and Е. If it is 
greater at E' than at Ep, the transformer has the correct polarity : 
if less, the polarity is wrong and either the high or the low-voltage 
leads must be crossed inside the transformer. The test may be made 
with 110 or 220-volt current.— Puer, | 
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INDUSTRIAL LIGHTING BY ELECTRICITY." 


Tug tendency of the present day, in arranging schemes of 
artificial lighting, is, as in many other matters, to endeavour 
to crystallise the whole matter as much as possible, and in 
the case of lighting into three points; that is, height of lamp 
or lighting "unit"; spacing distance; and the candle-power 
of the unit employed. Е І 

Whilst useful enough and easy of application in mew 
buildings, in old buildings the points mentioned commonly 
have to be the subject of part consideration only, in order 
that other influencing conditions may have the necessary 
consideration. que 

A point one would specially draw attention to 1n this ‚соп- 
nection is the need of * general” as well as "'local"' or 


-| individual” lighting in most, if not all, of the premises 


which the mechanical and the civil engineer have to deal 
with. Individual or local lighting of sufficient intensity for 
machine tools, benches, desks, &c., is necessary if each 
operator is to properly perform his duties. ' General ” light- 
ing, on the other hand, is equally necessary, for by this 
proper supervision and discipline 1з possible and the safety 
of those persons secured who have tu move about through 
passages and gangways. Where individual lighting is pro- 
vided the value of the former is considered sufücient if of the 
nature of about 1.5 ft. candles "Er 
Тһе essentials of satisfactory illumination may be summed 
up ав comprising :— | TNT 

1. Adequacy; that is to say, the degree of illumination pro- 
duced on the working surface must be sufficient for the work 
or operation to be properly carried on. 


F . . 
*Abstract of paper read before the Junior Institution of 
Engineers by Frederick H. Taylor. 
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2. The lighting unit or source of light must be so placed 
that the Ih d not strike directly upon: the eye of the 
operator either when he is engaged in his work or when 
looking horizontally across the workshop or room. 

9. The lighting units should be so placed as to prevent 
shadows on the work or posi shadows about those parts of 
the premises to which the wor people have access. , — 

4. Constancy, so far as the degree of illumination is con- 
cerned, is also necessary. 
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The value of reflection and colour in artificial illumination 


is commonly overlooked. The experiments carried out at 
the National Physical Laboratory by the Home Office Depart- 
mental Committee, in a room specially fitted out with dif- 
ferent methods of lighting, may here be cited. MENS 
Three systems of ghting were tried :—Direct, indirect, 
and shielded. With the walls blackened instead of whitened, 
the reduction: in illumination at the centre of the room was 
approximately 25 per cent. for direct lighting ; 7 per cent. 
for indirect lighting, and negligible for shielded lighting. The 
influence of colour in artificial lighting is also often over- 
looked. \ 
The effect of mental depression on remaining under blueish 
light for any length of tine in some persons is most notice- 
able.. Mercury vapour lamps when used for general lighting 
have been noticed to give different results with different 
people, where all other conditions were equal; one man, for 
example, 
in order 


or lamp-fitting becomes necessary owing to the high tem- 
perature of the filament. | 
The details of fittings, apart from reflectors and shales, 
still leave room for improvement ; lampholders in particular 
might well be more substantially made, and with more area 
of contact in the electrical parts. 
"Flexible cords for pendant fittings are frequently either 
poor in quality or deficient in section, or both, and frequently 
à good cord is used in an unsuitable position. 
Proper systematic maintenance of electric lighting installa- 
tions is a matter which, in thi has received but 


f j this country, ed E 
the scantiest of attention. If considered properly, the lighting 
is virtually a tool, one of 


the tools necessary to the work 
going on, and this work cannot be properly and econo- 
mically done if this tool js to be allowed to fall into utter 
deterioration, The cost of lighting commonly bears but a 
very small proportion indeed +.) the total stand-by, or “ dead- 
rent” charges of the establishment, and this cost could only 
be increased by an inappreciable amount when the cost of 
systematic maintenance is added. 

Maintenance contracts when 
trical contractors should include a half-yearly 
upon the insulation resistance 
test of the earthing of all: metal work, checking of the supply 
company’s meter readings ahd quarterly charges, and might 
also, їп many instances, justly provide for a guaranteed mini- 
mum illumination in foot candles to be maintained in speci- 

ed areas or places. From a test published concerning a 
factory installation, the deterioration in lighting due to dust 
and dirt over a period of follows :—Starting 
from an initial illumination of 4 ft. candles, at the end of six 
days this had become 2.8, at 18 days 2.2, at 36 days 2.1, and 
at 48 days 2. Glass reflectors were used. 

Tha opportunity is sometimes presented of choosing be- 
tween a D.C. supply and an Ас. 


available for operation, but 
с} careful consideration if the runs of the 
Wiring are of considerable length, as the voltage drop mav 
necessitate unusually heavy conductors, For arc lighting one 
generally prefers а p.c. supply. With low periodicities fluc- 
tuations in light are. well known in a.c. arc circuits. 

Proper switch control of lighting is a matter well worthy 
of more careful consideration than it usually receives, and 
this would result in added convenience and economy. 
points one has in mind are :—(a) А more liberal use of 
switches, (b) better location, and (c) the use of two Or three 
point controk 

or individual or local lighting. the Switches should be a8 


conveniently nenr as possible to the lamps controlled. Th 
can be further controlled by a Же 


placed conveniently for use by the 
also control the '' general lighting.” 
great convenience to be able to control one or more lights 
rom two or more positions. 

Switches in factories commonly suffer from ] 
mechanical protection. Where conduit wir 
iron switch boxes which absolutely protect 


lack of adequate 
ing 18 adopted. 
the switch and 


\ , 


only leave the knob projecting are to be preferred. Owing 
to its light construction, the ordinary `* -ampere ” switch, 
even if only loaded to less than half thig amount, is, at 
modern voltages, liable to rapid wear. The author has often 
found it pay well to adopt switches rated at 10 amps. for 9. or 
3-amp. circuits on this account. - 

For factory use, screwed tube is very largely used, as afford- 
ing a good mechanical job as well as a sound one electrically, 
From a fire risk point of view, 16. is obviously beyond ques. 
tion. 

It should preferably be kept clear of all other metal work, 
be made electrically and mechanically continuous through. 
out, and properly earthed at least at one point. —— 

When placed well out of reach, and in dry situations, open 
cleat wiridg may often be used very successfully to form a 
cheap job. E | | Y 

With a view to maintaining efficiency іп the lighting, 
attention may well be given to the following details in th. 
circuit wiring :— er 

‚ '" General ” lighting to be circuited separately from the 
local lighting, and, where possible, alternate units to form a 
circuit. | 

2. А more liberal allowance in the numbtr of circuits or 
“ways” per distribution howd should be adopted, thus in- 
suring. a minimum of the lighting units being out of action 
in the event of a circuit fuse blowing. 

3. Motor circuits to be entirely distinct: from those supply- 
ing lighting, both as regards wiring and the fusing at main 
or sub-main distributing boards. Я 


———MÓÁÁÉ——À 
INDUSTRIAL . FATIGUE. 


Ix continuation of his investigation of industrial fatigue by 
physiological methods, Dr. A. F. STANLEY KENT recently sub- 
mitted a second interim report to the Chief Inspector of Fac- 
tories, which is of great interest and value to the managers 
of manufacturing and allied concerns. The experiments, 
Which included a variety of simple tests designed to indicate 
the condition at any moment of thé acuity of hearing and of 
sight, the blood-pressure, and the general response of the 
Worker's organism to an external stimulus involving a * com- 
plex reaction," were carried on at seven factories during 
the past year, the industries employing both male and female 


labour, and covering а wide range of operations, including 


light and heavy engineering. .The observations were directed 
primarily to the attainment of the maximum efficieney and 
output of munition factories, consistently with the imainten- 
ance of the health and energy of the workers, but obviously 
apply generally to manufacturing industries. | 
Dr. Kent lays special stress on the progressive develop- 
ment of fatigue throughout the week, and on the concomitant 
dininution in the power of recovery, the disadvantage of 
working overtime on consecutive days, and the development 
of fatigue during day and night shifts, and discusses also the 
process of recovery from fatigue under different S dau 
The variation in rate of output of repetition workers through- 
out the day and the week, as shown -in curves and aan 
presents remarkable features, particularly in connection wit 
the effect of overtime, which always appears to be accom- 
panied by a marked fall in the rate. besides а теши 
effect which reducés the rate on the following day; in fact, 
evidence is adduced to show that the working of overtime 
may lead to an actual diminution of the aggregate Le 
e very important influence of home conditions upon the 
developinent of fatigue and upon the output is clearly demon- 
strated, and the value of rest intervals is proved. t 
The author draws from his observations a strong argumen 
against the practice sometimes adopted of working on n 
day; whereas in normal times the lessened efficiency tun 
towards the end of the week js remedied by the rest obtainet 
on Saturday afternoon and Sunday, if Sunday labour is intro- 
duced the rest "rk 
Permanent and cumulative, so that eyentually. the bi er 
either breaks down under the strain, or, consciously or ой id 
"ise, slackens his efforts until equilibrium between Rp 
and- recuperation is once more attained. In either case | 
result is disastrous from the point of view of output, an 
often from the point'of view of health also. f 
he effect of daily overtime is less marked than that o 
Sunday labour. though the rate of output during the the 
time period has been proved to be far less than during Е 
ours of normal labour, due, in Dr. Kent's opinion, to fatigu А 
Again, in factories where the output depends mainly upo 
the number of hours that the machinery can be kept gms 
and the direct influence of the operatives is small, it i 
be desirable to preserve overtime, though the introduction 
а fresh shift would be préferable. - : of 
Another point that is brought out is the. importance s 
taking food before going to work in the early morning, 3: 
regards the output obtained. в {ог 
The work of investigation, which has been in Ds hole 
Some years, is still going on, and now occupies the ant 
time of three investigators. Amongst the more impo! pes 
conclusions with regard to fatigue as a result of overtime are 
the following : f the 
Existing industrial conditions lead to an increase о 


* 
. 


period is inadequate, and the fatigue becomes- 


' 
LI 
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normal development of fatigue and to a diminution of the 
normal power of recovery. Menibers of the office staff may 
show signs of fatigue and overstrain equally with the factory 
hands. Ordinary tests give the resultant of these two pro- 
cesses, which is useful prices hy as indicating the existing 
state, or " fitness," of the worker. | 

Development of fatigue preponderates during labour, re- 
covery preponderates during rest. During the day fatigue 
accumulates. During the night the accumulation is dissi- 
pated. Since production 1s oe and recovery is least 
towards the end of a period, day, and Week, fatigue accumu- 
lation is them at its maximum. A lengthening of period, 
day, or week leads to increased fatigue accumulation. The 
distribution of overtime days affects the result. 


Under present conditions, production of fatigue becomes. 


progressively more rapid from day to day; recovery becomes 
less rapid. : Thus fatigue accumulates, and ''balaneing," 
which tends to diminish fatigue by diminishing application, 
is introduced. Produetion and recovery are restored to the 
normal, and accumulated fatigue is dissipated, by the week- 
end rest. Where the week-end rest is suspended, . fatigue 
will persist. 
leads to lowered efficiency and lessened output. 

Overtime labour, when performed by з tired worker, 
results in an amount of fatigue out of proportion to the 
length and severity of the labour. Fatigue production is 
ipcreased and recovery is lessened by overtime. "The fatigue 
which follows a period of overtime is influenced by the pre- 
vious .condition of the worker. Ап increase In the amount 
of overtime worked in a given period will produce an in- 
erease of fatigue out of proportion to the increased time. 
Overtime periods worked on consecutive days produce more 
fatigue than if separated by days of ordinary length. Over- 
time introduced late in the week produces more fatigue than 
if introduced. earlier. Overtime, even when not leading to 
injurious. fatigue, is deleterious to health as necessitating 
long hours spent in the atmosphere and surroundings of the 
mill, interference with meals, sleep, relaxation, and exercise 
in the open air. The effect of overtime is. not confined to 
the days on which it is worked. In the great majority of 
cases investigated, overtime was not desired by the workers. 
The harmful effect of overtime may be accentuated by the 
presence of unfriendly supervisors. Overtime ‘labour is 
physiologically and economically extravagant. It frequently 
fails in achieving its. object. 

Labour performed at night may be regarded as analogous 
to overtime labour. It is performed at unusual hours. Its 
effect in producing fatigue may be greater than that of a simi- 
lar task performed during the day. This effect appears to be 
modified after the night work has been in progress for some 
davs, owing to an adaptation of the normal diurnal varia- 
tions of the worker to the new conditions. For this reason 
a weekly change from day shift to night shift and vice versa 
appears to be unduly frequent. The difficulty of obtaining 
satisfactory sleep by day affects the result. 

These conclusions do not relate to excessive overtime, but. 
to two hours added to the normal day on two or three days 
a week—Sunday being a rest-day. Remarking that the fatigue 
manifested indicates that overtime labour is more harmful 
to the worker than labour performed during ordinary hours, 
Dr. Kent points out that it is physiologically extravagant; it 
is also economically extravagant, for 
for overtime, though even higher wages are not sufficient to 
inake it universally desired by the workers. 

Comparing day and night work, it was observed that the 
degree of fatigue developed was greater during the night 
shift than during the day. . This is largely due to the in- 
adequacy of the rest obtained in the day time, all the men 
examined stating that they slept well by night but badly 
by day, as might be expected .in view of the difficulty of 
securing favourable conditions in a workman's home. It 
appears likely that, as there is a gradual adjustment of the 
organism to night work. tending to lessened fatigue, the 
period over which the day or night shift is worked by indivi- 
dual men might with advantage be lengthened. 

It is interesting to note that, despite the Sunday rest. 
usually at the start on Monday the rate of output is dis- 
tnctly low, apparently due to the temporary loss or weaken- 
ing of the habit of working. and the necessity for an effort 
on the part of the worker to overcome the disinclination t^ 
work; the same phenomenon has been observed, in lesser 
degree, in the early morning of each day. 

A mass of detailed data is included in. the report, showing 
some remarkable facts. For instance. the output of four 
workers was tabulated for each division of the day over a 
period of. four weeks; one of these had found for herself that 
by working only eight hours a day she could work so much 
more quickly that she could easily make up for the lost time. 
‘The other three were first-class workers, working 12 hours 
а day, until overtime was abolished and the working day 
was reduced to 10 hours. It was ascertained by strict obser- 
vation that the output of the 8-hour worker was greater than 
the average output of the 12-hour workers by more than 8 
per cent.; moreover, when the 12-hour workers were put on 
a 10-hour day, their total output increased by more than 5 
per cent. 

The results of unsatisfactory feeding were found to be very 
marked, particularly in the early morning when no breakfast 
had been taken: increased resistance to fatigue follows im- 


proved feeding, and Dr, Kent severely criticises the diet 


Residual fatigue, resulting from madequate rest, ~ 


higher wages are paid. 


affected by many of the workers, especially the women. The 
inference is that the establishment of canteens at the works, 
supplying wholesome food at a low price, is highly desirable, 
unless it is possible for the worker to obtain a satisfactory 
meal at her own home. Such canteens should be, provided 
with separate tables, and should be managed by a committee 
of the workers. 

‚ Ав the output of а factory depends upon many considera- 
tions, including the nature of the operations and the intlu- 
ence of the individual worker upon the volume of output, 
the nominal length of the working day, the actual hours 
worked, &c., Dr. Kent lays down no rule as to the method 
of attaining the maximum output, but states that this is a 
matter of the accurate adjustment of the factors concerned, 
based upon exhaustive investigation and patient experiment 
--particularly in connection with the actual time worked, and 
the actual rate of working. As for the effect of overtime upon 
the general health of the worker, a difficult subject for 
investigation, an estimate has been formed by comparing the 
results given by the same individual at different periods: , 
under different conditions, thus avoiding the very unreliable 
course of comparing the health of one person with that of 
another. During a period of several weeks, whilst the work- 
ing hours were changed from 12 and 10 to eight hours, in 
each case that was examined, the suspension of overtime was 
followed by a measured improvement in the general condi- 


. tion of the worker, and in.nearly all cases the reduction of the 


M 


ened, 


object of the Hamburg 


working time from 10 to eight hours by omitting the early 
morning riod brought about a further improvement, but 
of much less magnitude. Similarly, it was found that the 
loss of time by workers during their working hours was 
materially diminished when the working hours were short- 
being reduced from 19.5 per cent. to 15 per cent. on 
the suppression of overtime in the case of a group of work- 
people, and further to 13.3 per cent. on reducing the hours 
to eight per day. 


WAR ITEMS. 


\ 


Prohibited Exports.—A Proclamation has been issued 
adding the following, among other headings, to those. already 
included under the Exportation Prohibition Acts :— 

Copper wires and cables containing copper. 

Rubber, gutta-percha, or balata goods made wholly or partly 
of (except rubber hose, armoured or reinforced with steel or 
iron. wire). 

A.E.G. Shipbuilding.—.\ccording to the Berne correspon- 
dent of the Morning Post, a German newspaper says that the 
Shipbüilding Yard, founded by the 
Hamburg-Amerika Line and the Allgemeine  Electricitüts 
Gesellschaft, is mainly the construction of а series of fast 
cargo boats, all of the same type, and such as have hitherto 
been & monopoly of English shipbuilders. Shipbuilders, in- 
dustrialists, and financiers are collaborating in providing 
means for the resumption of peace work. 


A Metals Committee.—The President of the Board of 
Trade has appointed Sir Gerard Albert Muntz, Bart. (chair- 
man), Mr. Cecil Lindsay Budd, Mr. Clive Cookson, Mr. 
Charles William Fielding, Lieut.-Colonel A. J. Foster, Mr. 
Andrew Wilson Tait, and Mr. Alfred Harold Wiggin, J.P., 
to be a committee to consider the position after the war, 
especially in relation to international competition, of the lead, 
copper, tin, and such other of the non-ferrous metal trades 
as may be referred to the Committee, and to report what 
measures, if any, are necessary or desirable to safeguard that 
position, The secretary of the Committee is Mr. James F. 
Ronca, to whom all communications relating to the Com- 
mittee should be addressed at 7, Whitehall Gardens, S.W. 


Sale of Enemy Goods іп Australia.—An Australian news- 
paper states that the Attorney General (Mr. Hughes) decided 
last month owing to his having been unable, through pressure 
of business, to receive the proposed deputation from mer- 
chants regarding the sale of goods of enemy origin, to extend 
for one month in each case the time within which. as already 
announced. such goods may be offered for sale. It was 
pointed out that the last dates within which sales mav be 
made are therefore as follows :—In the case of sales by twhole- 
sale houses, October 31st; in the case of sales by retailers. 
December 31st. This announcement was not to be taken as 
in any way permitting the sale at the present time of goods 
bearing enemy trade marks which have been suspended. 

In reply to a deputation representing the Australian Авво- 
ciation of British Manufacturers and their representatives. 
the ‘Minister of Customs (Mr. Tudor) said that regarding 
eneiny goods, commercial men said it was impossible to sell 
articles if they were known to be of enemy origin. The Gov- 
ernment had a quantity of German goods which had been 
seized at the outbreak of the war, and he was told that only 
a very low price would be obtained for them. The depart- 
ment was doing all in its power to prevent dumping by the 
Americans, and was sending two men to the United States 
to verify invoices. He was strongly in favour of ad valorem 
duties. believing that the most expensive articles should pay 
the highest rate. He promised to consider the requests of 


the deputation when the tarif was being considered, 
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9 be Wound Up.—The Board of Trade has issued 
Ris under the Traing wm ne Enemy Amendment Act 
requiring the following to be wound up :— | er 

Kimpe & Co., 2, Sandland Street, Red Lion Street, High 
Holborn, London, W.C., machinery merchants. . Controller : 
T. A. Fox, 79, Mark Lane, E.C. 

Burstinghaus & Co., Ltd., 41. Eastcheap, London, ' E.C., 
agency and hardware business. Controller: A. J. Foster, 37, 


Wallbrook, E.C. 
United Carborundum & Electrite Works, Ltd., Apollo 
Works, New Southgate, London, N.. agents for the sale of 
machinery. Controller : C. Eves, 62, New Broad Street, E.C. 
Books for British Prisoners of War.—The Committee of 
the Board of Education which deals with this subject has 
sent us a classified list of books, each item of which repre- 
sents an actual request received from some British prisoner. 
The following are included in the oe sections :— 
Submarine Cables; Cable Testing; Electric Brake n 
house); Electric Currents (Fleming) ; Dynamo-Electrical 
‘Machinery (Thompson); Modern Electric Practice (Maclean) ; 
Handbook of Electricity; Electrical Engineering (Slingo and 
Brooker); Alternating-current Machinery; Country House 
Electric Lighting Plant; Hydro-electric Power Transmission ; 
Electric Tramways; Technical Electricity . (Davidge) ; ‘Magneto 
Ignition (Hibbert); Electrical Engineering Applied to Mining; 
Internal-combustion Engines; Diesel Oil Engines; Principles 
of Electricity (Campbell); Gyroscopic Compasses and Stabi-. 
lisers; Telegraphy and Telephony (Herbert); Telegraphy 
(Morse); Wireless Telegraphy (Fortescue and Stanley) ; ‘Post 
Office ‘Technical Book (Herbert). Any of our readers who 
can supply опе or more of these books are requested to com- 
municate with Mr. A. T. Davies, Board of Education, White- 
hall, S.W., but not to dispatch any books until notified that 
they are still required, as they may have been received from 
other sources. Donations to the funds will be welcomed. 
Those who have books to spare which are not named above 
should send a list of them, with their name and address 
written at the top. . RM В 
Women Tramcar Drivers.—The question of the substitu- 
tion of female labour for that of men in driving tramears 
arose at Keighley Tribunal last week, when Mr. H. Webber, 
the borough electrical engineer, appealed for five tram drivers. 
Mr. Webber agreed that it would be possible to train women 
for the work, but he expected they would have the same 
trouble as had occurred: in London, where there had been 8, 
strike оп the question, because the Tramway and Vehicle 
Workers' Union were opposed to the substitution. In Keigh- 
ley women could be trained in about a fortnight. Keighley, 
he said, was about the simplest place in the country in which . 
to run a tramcar. They had been in communication with 
the men's. Union, having interviewed a secretary about a 
month ago. The Chairman pointed out that each of the five 
men was under 30 years of ‘age, but Mr. Webber said they 
had all been medically rejected. Personally, he would be 
quite prepared to introduce women drivers if the Union 
would. agree, though, of course, he could not say exactly 
how his Committee would feel about it. He believed there 
were women drivers at Blackpool, and in some parts of Scot- 
land. He would be prepared to recommend the Tramways 
Committee to fit glass fronts on the cars if they were con- 
sidered necessary for the protection of women drivers in 
winter, though at Sheffield an experiment of the kind had 
been -withdrawn аб the request of the drivers themselves. 
The cases were adjourned, At the same hearing, Mr. Webber 
appealed for a clerk in the electricity department, who said 
һе, only weighed seven stone. and measured 27 in. round the 
chest and 99 ш. expanded. It seemed he had been rejected 
twice, and he did the whole of the clerical work with the 
assistance only of a boy and a girl. А fit clerk had joined . 
the Army, and the removal of this man would impose serious 
extra work on the engineer. The clerk was measured before 
the Tribunal, and his chest was found to be 32 in. expanded 
according to the Military Representative's measurement. 
Exemption to January lst was given. 
Investments ìn Belligerent Countries.—A fresh example 
of the Inconvenience resulting from the holding by non-: 
belligerent countries of electrical investments in countries 
which are now engaged in war is afforded by the Bank fur 
Elektrische Unternehmungen, of Zurich. although it has to 


just placed the Officine : Elettriche Genovesi, of Genoa, and 


the "Unione Italiana Tramways Electrici, 


of the Swiss Federal 

measure, because both of the Genoa un 
tally of an Italian-Swiss character. 
D ML by the Officine Elettriche, the chairman remarked that 


(Westing- - 


“to an accident. 


ments, the speaker stated that the suspicion that the Petro. 
grad Electric Light Co. of 1886 was a German undertaking 
had been removed, but the work of clearing up the matter 
had to be again commenced, owing to the frequent change of 
ministers. The hope, however, was justified that the com. 
pany would overcome the present difficult period. The presi- 
dent also referred to the Imatra Co., and said that the erec. 
tion of the works was impossible under existing circumstances 
in Russia. The Rotimanian undertaking—the  Electrita of 
Bucharest—had been placed under Gavernment supervision: 
its area of supply was “ not yet" included in the zone of 
war. In conclusion, it was mentioned that large reductions 
in the yield on the German investments were not to be ex. 
pected, whilst the Swiss undertakings were in a Very- satis- 


factory position. 


Exemption - Applications.—The Smithfield Markets Elec. 
trie Supply Co., Ltd., appealed at the City of London Tribunal 


` on behalf of 16 of their employés. The men in question Were 


‘J. Anthony, 29, married, wireman’s mate ; W. H. Allemande, 
shift engineer, 29, single; J. T. Biggam, shift engineer, 29, 
single; E. A. Copelin, driver, 26, married; W. H. Harper, 
shift engineer, 34, married; F. H. Tutt; foreman and meter 
reader, 25, single; T. F, Austin, installation and fuse atten- 
dant, 36, married: T. G.. Deller, assistant driver, 40, single; 
H. J. Lazenbury, driver, 39, married; P. F. Roberts, shift 
engineer, 27; J. Richardson, wireman's mate, 27, married; 
C E. J. Stevens, wireman, 29, married; E. W. Warren, 33, 
married; S. Hidson, 36, married; A. E. Вопвог, 93, and J. 
O'Connell. | А | os 

Mr. James: (Clerk fo the Tribunal) said that there had 
been a fire on the company's premises, and this had thrown 
the whole thing into confusion. Mr. Powell, for the com- 
pany, eaid the fire had wrecked their station. They appealed 
for these men because they were engaged on work of public 
utility, and every man was absolutely necessary for the carry- 
ing on of that business. 

The Chairman (Mr. Cole) said that these men were of 
military age, and in this combing-out process the company 
must get some men who were not of military age. 

Mr. Powell said that they had tried to get shift engineers 


. by advertisements and other means, but really could not get 


men. The only way they could get-shift engineers now was, 
apparently, by ‘taking them from other stations, who would 
then be placed in the same position. The electrical papers, 
he said, contained thousands (sic.—Epitors) of advertisements 
for shift engineers. The company employed three drivers, 
but they had lost one who had unfortunately been killed by 
an explosion in February, and another had been away owing 
As a result of the fire, Mr. Powell said, 
Smithfield Market was now practically in darkness. 

Mr. Davis (a member of the Tribunal) said that if the 
place was wrecked they could not possibly be employing 
these men. A É РА 

Mr. Powell said it was а question of getting a reinstate- 
ment of all the electrical part of the business, and he could 
not say how soon it would be possible fo do all this. He 
was afraid he could not get any definite promise of delivery 
at all. Every one of these men were employed in the station. 
They could be doing work and the actual delivery of some 
of the goods might possibly be postponed some time, but as it 
was now, the station was in such confusion: that the men 


` were employed not only in the day time, but at night as 


well so far as it was physically possible. The company made 
their own power. They had five oil engines more or less 
constantly running, and they also had а reserve supply, which 
was called upon by means of four motor generators, throngh 
which they could get supplies from other шн 
It was their object to restore the station as ar as 
possible and as soon as possible, and if the Tribunal would 
give them time they would in all probability be able to re- 
place every one of those men., Practically everything had 
been destroyed except the engines thernselves. Continuing. 
Mr. Powell said that all these men had their separate work 
ut the present time, and the Chairman said that might be 
ко when the machinery was running, but not when they 
were trying to put the place in order. ET. 
It was stated that the recommendation of the Miltary 
authorities was that seven of the men should be postponed 
till March 8th, one for two months, and that the rest should 
20. The Tribunal. however, decided to adjourn. the case 
for a month, the Chairman remarking that possibly half of 
these men might then have to go. о 
‚ At Sheffield, the Wolf Safety Lamp Co. applied for exemp- 
tion for J. L. Conway, 34, works manager; R. S. Harvey. 29, 
married, and W. Robson, 28, single, electricians. ЕЁхетр- 
tion until December 31st was granted to Conway, to Harvey 
until November 30th, and Robson’s application was dis- 
allowed. : : 
At Farsley Tribunal, the Morley Electrical. Engineering 
Co., Ltd.. appealed for Harold Moor (95, married), е 
Magson (30, married), John Hartley (36, single), and F. 4 
Platts (37, married), on the ground that they were in certifie 
occupations. In reply to an observation by a member 0 
the Tribunal that Moor, at 25 years of age, was rather vom 
to be a foreman, Mr. W. Summerscales, representing the 
company, reminded the Tribunal that the electrical industry 
itself is young. There was, he said, no picking up of men 
of 45 years of age. A workman who learned the pP 
under the old régime was little use now, as the methods в 


| 


ulmost everything had completely changed. Conditional 
exemption to December 31st was granted in each case. — 

At Shipley Tribunal, Richard Lindley, electrician, said he 
employed four men, all of whom: were ineligible. He had 
attested for the Navy, but his papers had been returned. 
They had said there must: have been some misapprehension, 
as there was no right of appeal for men attested for ihe 
Navy. He said he had tried through the Labour Exchange 
to secure direct exemption because of the nature of his trade. 
and had been recommended to apply to the Ministry of 
Munitions. After two applications there he was told it was 
no use asking for badges when he had an appeal pending. 
Until he got the appeal settled the request would have to 
be refused. Postponement to February 98th was allowed. 

Sheffeld Tribunal has granted exemption until December 
4186 to Mr. A. B. Gott (35), electrical engineer, who appealed 
on business grounds. © 

At Folkestone, an appeal was made by F. О. Cox, elec- 
trician at the Pleasure Gardens Theatre, it being urged that 
it was essential for the safety of the public that a skilled man 
should be in charge. He was engaged when the installation 
was put down, and had been in charge ever since. A month 
was granted. н T 

Ilfracombe Tribunal have granted exemption until March 
Ist to Mr. A. Н. Friend, electrical engineer, who is passed 
in Class Cl. bare oe , ; | 

At Torquay. the Corporation electricity department ap- 
pealed for an employé passed for C2. Mr. Keenan, assistant 
electrical engineer, said that the: man was of much greater 
value to him than he would be in the Army, on account of 
his physical condition, and he urged conditional exemption. 
On the recommendation of the Military representative -exemp- 
tion was given until January Ist. | | 

Before the Surrey Appeal Court, the Militarv appealed 
against exemption granted at Godalming to A. С. Mitchell 
(21), shift engineer with the Urban Electric Supply Co., Ltd., 
on account of age and the man not' being in a certified 
occupation. Mr. Robertson, for: the company, said that he 
had been unable to replace the man. Mr. Skeet: Have you 
tried at the various polytechnics?. Surely there are a lot of 
young men in training there. Mr. Robertson: No; we are 
not allowed to employ anyone under 16 years of age. He 
added that Mitchell was paid 24s. per week and the bonus. 
Mr. Poulter: And do I understand that this man is doing 
what is generally done by two men? Yes. The Chairman 
and Captain Gerahty both expressed the opinion ‘that if 
better wages were offered another man could be found. but 
Mr. Robertson said if he offered £3 a week he would not 


get anvone. Captain Gerahty: If you advertised for a C3. 


man who is no use as a clerk, and offered proper wages, you 
would get ‘someone. The appeal of the Mihtary was allowed. 

The Chiswick Electric Light Supply Co. appealed at Abery- 
atwyth for extended exemption for ®. В. Chamberlain, shift 
engineer. It was stated that before the war five men were 
engaged at the Aberystwyth works; now there were only two 
besides the manager. and if Chamberlain: was taken it would 
be impossible to supply the town with current. The two men 
worked from 8 a.m. to midnight. The two apprentices they 
had could not possibly undertake the work. Abortive efforts 
had been made to find a substitute. - The application was 
refused on condition that the calling up is not before January 


Ist. 

Mr. С. Hitehens, of Holloway, appealed at Bath for ` his 
hrother, F. J. Hitchens (38), electric fitter. On account of 
the classification, the appeal was withdrawn without pre- 
judice. subject to Hitchens joining the St. John Ambulance 
Brigade. - E RM BU m 

Conditional exemption, owing: to his being in a certified 
occupation. has been granted to Mr. ^V. A. Harwood, elec- 
trical engineer, of Hebden Bridge. D Ж : 


At Rugby. exemption was claimed by Mr. W. Н. ‘Linnell © 


for H. W. Gilbert (28), electrician and wireman, passed for 
labour at home. He was, it was stated, the only man left 
in the electrical department, which would have to be closed 
down if he went. The Chairman observed that the firm had 


done very well, and exemption until January lst was -allowed. `- 


A Military appeal against temporary exemption allowed to 
Mr. Linnell, jun., was withdrawn, as he is entering the Army. 
An appeal was made to the Enst Sussex Tribunal against 
exemption refused to Chas. Winter (41 in January), elec- 
trician at the Albany Hotel, Hastings. who. it was said, could 
not be replaced. The Court directed that the man should 
join up at the end of a month. ~ | ME 
Temporary exemption until March 1st. has been granted 
hy the Barnstaple Tribunal to G. W. Branch (29), electrician, 
` who is passed in Class C3. o 
Gloucestershire Tribunal have withdrawn an exemption 
certificate granted at Cheltenham to a driver, aged 28, en- 
gaged with the Light Railway Co. The company has given 
up 64 out of 92 men, and the man was one of eight left who 
could be trusted to drive a car up Cleeve Hill. The Chairman 
suggested that there should be, fewer opportunities for the 
publie to ride up Cleeve Hill. | 
‚ Gloucestershire Tribunal has refused exemption to the work- 
ing partner (28 and single) in a Gloucester firm of electricians. 
At Rawmarsh, Mr. Brown, manager of the Mexborough 
and Swinton Tramwavs, appealed for two motor-men, aged 
respectively 24 and 89, and a brake repairer and general 
assistant in the car repairing depot. The two moptor-men 
were conditionally exempted, as they are not passed for 
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general service, and the other.man was put back for nine 
weeks for a medical re-examination. — ` 

At Weston-super-Mare, absolute exemption was claimed by 
Mr. A. J. Kettle (33), electrica] engineer, of Churchill. А 
month was allowed. ' hide | 

At Axbridge, the Winscombe Electric Light & Power Co., 
Ltd., appealed for Mr. W. Hill Reed (38), engineer and весге- 
tary and general manager. The company, it was stated, sup- 
plied about 180 customers in five parishes. and the concern 
was-run not for private profit, but in the interests of the 
public, no dividend or directors’ fees having been paid. Mr. 
Reed took mght duty. and looked after the engines and plant 
ш alternate weeks. The Tribunal allowed six months' exemp- 
lon. : f | 

Exeter Tribunal has. refused extended exemption to Mr. 
C. H. Steele (38), electrical engineer, and Western герѓевеп- 
tative for a cable construction company. 
_At Oxford, the Electric Tramways Co. appealed for exemp- 
tion for four drivers. The Military representative pressed 
for two of the men, and this course was adopted, two being 
conditionally exempted and two being refused any time. 

At Exeter, Mr. W. J. Hall, electrician, engaged at Exwich 
Laundry, was allowed only 18: days’ grace for his place to 
be. filled. The Military intimated that they had five substi- 
tutes available. | | 

At Hastings, Мг. Е. Wordley, electrical engineer, appealed 
for R. Merrifield (39), electrical ‘fitter, claimed to. be in & 
certified occupation. `` Не was given conditional exemption 
without time limit. . | аа 

Before the Напїв Appeal Сош%, on October. 19th, the Mili- 


tary appealed against conditional exemption allowed to C. W.. 


Spencer (20), with the Isle of Wight Electric Light & Power 
Co., at Shanklin. Lieutenant Ward contended that а man 
of 90, who was an ‘apprentice, could not be considered the 


У 


hub of апу business, and the concern could surely be carried . 


on without him. The manager of the works urged that 
Spencer was in a certified occupation. The certificate was 
cancelled, and three months' exemption granted. 

At Ryde (Isle of Wight), Messrs. Ashton & Holt, electrical 
engineers, appealed for W. White (24), electrical wireman, 
the only man left with the firm. He was given until January 
19th, with leave to appeal again. ` ` Я 

At Gloucester, on October 18th, a firm of electricians ap- 
pealed for the only electrical wireman (40) Jeft, who was 
an original member of the Volunteer Training Corps. Seven 
men had enlisted, and the firm had several Government jobs 
in hand. Conditional exemption was allowed. | 

Teddington Tribunal on October l7th granted exemption 
until December 16th to E: Eddey and W. Brandon, elec- 
tricians, appealed for by Mr. Langston Jones. 

‘At Walthamstow, on October 20th, Mr. С. R. Spurr, elec- 
trical engineer to the U.D.C., appealed for a trolley-head 
cleaner, aged 23, and said that he was extremely short-handed, 
and could possibly train a man to do the work in six months. 
Asked if it was not possible for discharged soldiers to do the 
work, Mr. Spurr said that he had tried three, and the result 
had been most unsatisfactory. The work was actually over- 
hauling. Exemption was refused. | _ 

At the Deeside Military Tribunal, the Marquis of Aberdeen 
asked for exemption for Alex. Gordon, electrician, The Lodge, 
Tarland. In the opinion of the Advisory Committee this was 
not work of national importance. The Factor said they had 
tried a man who took funk at the engine and gave up the 
job. This was the only man round about the place. There 
was great danger in doing the work with a new and inexperi- 
enced man: He asked for temparary exemption. The claim 
was dismissed. | | 


LEGAL. 
“REMY MAGNETOS  DISPUTF. 
A DISPUTE with regard to the sale in this country of the Remy 
magnetos manufactured by the Remy Electric Co., of America, was 


sattled before Mr. Justice Darling in the King's Bench Division. 
Mr. Walter H. Johnson and the Imperial Motor Industries. Ltd., 


the plaintiffs, and the defendants were represented by Sir John 
Simon, K.C., Mr. Ernest Pollock, K.C., Mr. Neilson and Mr. Douglas 
Hogg. | 

po course of the case MR. STEWART gtated that one result of 
the defendants’ action was that on certain magnetos purchased hy 
the Mechanical Transport Department of the War Office the 
plaintiffs would have made a profit of £11,775, whereas the 


. defendants! margin of profit was £25,000. 


‘At the conclusion of the plaintiffs’ case his LoRDSHIP held that 
there was no evidence of conspiracy, and that there was no case to 
go to the jury against the Imperial Motor Industries. 

On that holding the parties agreed that judgment should be 
entered for the plaintiff company against Mr. Johnson for an 
agreed sum. 


_—————————-—-—-—-——— 
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ELECTRICAL COMPANIES! LITIGATION. 


THE action by the British Thomson-Houston Co.. Ltd.. nirainst the 
A. and А. Electrical Co., Ltd., which stood third in the list of cases 
to be heard by Mr. Justice Sargant in the Chancery Division. was 
mentioned to his Lordship on Thursday. last. week. on an application 
to fix a day for the hearini. “Counsel for the defendants applied 
that the case should not be taken before November Sth. the reason 
being that Mr. Dane, the solicitor for the defendants, had been 
called up on military service, and it was necessary for some one to 
take up the case; and that Mr. Russell Clarke. counsel for the 
defendants, was at present on Admiralty service. and hoped to he 
free in three weeks' time. 

Mu. GRAY, for the plaintiffs, assented, and his LORDSHIP acceded 
to the application. 


WORKS MANAGER FINED. 


WE read in a provincial paper that at a northern town. on Salur- 
day. the manager of a works engaged on the production of war 
material was fined £10 aud costs for failing to have a responsible 
person in charge to receive official messages. The chief constable 
said the firm promised to comply with the conditions attached to 
exemption. On a partieular night no reply was received to tele- 
phone calls to the works. which were later found to Бе closed. 
The neyligence of the defendant in not informing the police might 
have led to endless confusion. 


TAMPERING WITH A FUSE Box. 
. AT the Highgate Petty Sessions last week. before Mr. Walter 


Reynolds and other magistrates, Frederick John Beaumont was ` 


summoned for wilfully injuring a fuse-box and other electrical 
fittings belonging to the Hornsey Corporation. 

Mr. ТАТНАМ, for the Hornsey Borough Council, said that about 
eight o'clock on the night of the 2nd inst. Mr. Staniland, the 
borough electrical engineer, noticed at his private house that the 
light was “jumpy,” and, thinking something might be wrong, he 
telephoned to the works. The same thing had been noticed there. 
and the staff were on their guard. About 9.40 p.m. defendant rang 
up to say his fuse had “ gone,” and h? asked that a man might go 
round to put it right. Having regard to the fact that there was 
something wrong with the light. he was told that a man could not 
be sent that night but that one would call in the morning. On the 
following day an inspector called and found the Council's fuse-box 
had been broken open. There were two fuse-boxes : a consumer 
might touch his own but not the Council's. ‘There was a red notice 
stating that this was the property of the Council and must not 
be interfered with. То do so might cause very serious damage : it 
might put out the electric lighting of that part of the district, and 
some hours might elapse before it could be put right. 

Giving evidence in support of this statement, MR. STANILAND 
said that on the following day he called ón Mr. Beaumont, who 
admitted he had put a fuse in the box, which was badly knocked 
about and burnt. Explaining what occurred, witness said that 
defendant's fuse had “gone,” and then apparently the Council's. 
The latter was of fine wire for safety's sake, but defendant had put 
in a dangerously thick wire and actually soldered it. When the 
fuses went defendant wonld have no supply, and he tried to restore 
it. The variations of the pressure on that circuit were due to his 
inexperienced manipulation of the fuse. The cost of repairs, &e., 
had been £2 7s. 74d., and that of keeping an engine running and 
extra time of the staff—as it was thought there was mains 
trouble — £1. | 

Мк. К. Moritz. chairman of the Electricity Supply Committee 
of the Council, said they had had several of these cases during the 
six years he had held the position, and they were reluctantly com- 
pelled to bring a case to court. 

The CHAIRMAN: We feel that this is a serious matter, and we 
must inflict the full penalty of £5. 

The CLERK doubted whether the magistrates could also order 
the payment of the £3 73. 74d. on that summons. 

Mk. TATHAM said that as the penalty would go to the Council 
ji MS ш and he did not ask for solicitor’s costs. --//uruscy 
өши, 8 : 


A DEAL IN MARCONI SHARES. — LITIGATION AT AN END. 


AN action which has been pending for a long time in the Chancery 
Division over a deal in a large block of shares in the Marconi 
Wireless Telegraph Co. of America was settled оп Monday. Mr. 
Justice Sargant was to have heard a motion on that day, in which 
the defendants to the action (Mr. Godfrey Isaacs, Mr. G. Marconi 
and the directors of the Marconi Wireless Telezraph Co., Ltd Ё 
were to apply to the Court to strike out the statement of claim in 
the action on the ground that it showed no reasonable cause of 
action. The plaintiffs who were respondents to this motion were 
Mr. Locker-Lampson, M.P.. and Lieutenant Wright. suing ou behalf 
of themselves and all other shareholders of the Enyriizh Marconi 
Co.. except such as were defendants. The object of the action was 
to secure to the shareholders the benefit of the " deal.” Amon 
counsel briefed in the case were Mr. Р. О. Lawrence. K.C Mr. 
Upjohn. K.C., Mr. Romer. K.C., for the plaintiff respondents ; and 
Sir J. Simon, K.C.. M.P., Mr. Gore-Browne, K.C.. Mr. Е. Russell 
K.C.. Mr. Tomlin. K.C., and Mr. Maugham. K.C., tor the defendants 
and applicants. У 


Мв. GoRE-BROWNE had just opened the motion in his charge 


statiny that there were several others all exactly the same, when 
he was B by а communication. and he broke off his state- 
ment. and told the Judge that. the case had b ; B 

t | Ы at MEE a een se , 
parties outside the Court, “en settled by the 


Mr. UPJOHN said no word of з settlement had reached the 
other side. | 
^ Sır J. Stuox, who had just come into Court, said an arrange- 
ment had been come to by the parties, for which none of the 
counsel in the case could be charged with any responsibility. They 
had arranged, subject tohis Lordship’s approval, that the action 
should be disposed of by an order, such as the motion asked for. 
staying all proceedings on terins agreed. 

An order was made as asked. 


STUBBS г. BRITISH ELECTRICAL FEDERATION, LTD. 


T'HE British Electrical Federation, Ltd., wereon Monday defendants 
in an action by Mr. John Stevenson Stubbs. an advertising con- 
tractor of Liverpool, heard before Mr. Pollock, one of the High 
Courts Official Referees, in whiclt he claimed a balance of commis- 
sion upon certain advertising contracts obtained by him for the 
Federation. Не also asked for an account of moneys received on 
account of advertisements up to the date of the determination of 
his contract. The terms of the plaintiff's contract with the 
defendants were that he was to receive a salary of £4100 a year and 
commission at the rate of 5 per cent. upon receipts up to #100 а 
year. above £4,000 and up to £7,000, 4 per cent., above £7,000, and 
up to £10,000, 3 per cent., and over £10,000 21 per cent. The 
employment came to an end in 1914, and plaintiff alleged that he 
had not been paid the full commission as agreed. Since the action 
was commenced the account claimed had been furnished to the 
plaintiff, and the question between the parties was whether con- 
tracts made during the three years of engagement continued 
chargeable to commission after the three years had expired. 
Evidence was called on both sides, and, in the result, the Referee 
found that the plaintiff had received all the money due to him. 
and gave judgment for the defendants, with costs. 


BUSINESS NOTES. - 


Catalogues and Lists.—BritisH WESTINGHOUSE ELEC 


'TRIC AND MANUFACTURING Co., LtD., Trafford Park, Manchester. 


—Three new publications: Supply List No. 150/0 gives particulars 
and prices of electric cooking and heating apparatus and “ Utility” 
motors; Supply List No. 181/2 contains illustrated descriptions 
and prices of electric vacuum and suction cleaners (" Premier. 
“Imperial,” "Little Briton,” "Simplex," and " Briton”): anl 


‚ Control Catalogue No. 76/1B, dealing with resistance units for 


alternating or direct current circuits. í 

GENERAL ELECTRIC Co. LTD., 67, Queen Victoria Street. 
London, E.C.— Folder, giving illustrations and prices of a series of 
the “Good Citizen " anti-Zepp. lamp shades. These shades are 
of cardboard, and instead of being fixed to the lampholder, are 
held by cords, which are tied to the flexible wire above the lamp at 
the height necessary to screen the rays from the window. They 
are made in various sizes and shapes, and in various tints. The 
shades have been designed to meet the lighting regulations without 
shutting off more light than is absolutely necessary. 

“Z” ELECTRIC LAMP MANUFACTURING Co., LrD.. Southfields. 
London, S.W.—New season's catalogue (16 pages) of a wide range 
of “Z” drawn-wire lamps, from a pocket-lamp bulb to a 1,500- 
watt “ half-watt.” Prices are tabulated of one-watt lamps, plain 
and twisted candle lamps, “ Zedlite " candles, traction lamps. train- 


. lighting lamps; also half-watt lamps, motor-car type lamps. sign 


and illumination type, flashlight type. and “Penlite " pocket torches. 
Copies will be sent to anybody in the trade on application. 

THE ENDOLITHIC MANUFACTURING Co, LTD., 614. Fore Street. 
Е.С. - List of articles made by the company, and coloured leaflet 
illustrating examples of metal and other labels for machinery. 
switchgear, and other purposes. m 

CREDENDA CONDUITS Cò., LTD., Chester Street, Aston, Birming- 
ham.— Two folders giving brief particulars and prices of (1) special 
lines in domestic electric heating and cooking apparatus: (2) 
Credenda conduits and fittings. : 

CROMPTON & Co., LTD., Chelmsford.—20-page Projector list (P 1). 
giving full particulars of their standard searchlight projectors of 
various types and sizes. The list is excellently illustrated. 


Bankruptcy Proceedings.—3. Е. Hawbow, electrical 
engineer, Gosforth.—' Third and final dividend. Is. jd. in the +. 
payable October 26th, at the Official Receiver's Office, 30, Mosley 
Street, Newcastle-upon-Tyne. 


Patent Restorations.—An order has been made restoring 
Letters Patent No. 13,719. of 1908, granted to J. C. B. Ingleby for 
" Improvements in or relating to squirrel-cage rotors for induction 
motors and alternators.” . 

Orders have been made restoring the following Letters Patent 
granted to Carl Eloesser :— 

No. 22,472, of 1907, for “Improvements in power transmission 
gearing.” 

No. 18,169, of 1908, for ‘Improvements relating to endless 
metal driving-bands." 

No. 18,170, of 1908. for “ Improvements relating to endless metal 
driving-bands.” 


Dissolution.—Ricuarps & RHopes, electrical engineers. 
Station Buildings, Keighley.—Messre. S. Richards & J.S. Rhodes 
have dissolved partnership. Mr. Richards will attend to debts. ке, 
and continue the business under his own name. 
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Trade Announcements.—MkssnRs. SHERRINGTON, elec- 
tricians, have opened new showroom premises at 2214, Lord Street. 
Southport. - ' E / | 


THE Mica MANUFACTURING Co., of Volta Works, Cazenove 


Road, Stoke Newington. N., write to point out that the Mica 
Manufacturing Co., which. as stated.in our issue of October 13th. 


has been struck off the register, is a concern which ceased to | 


exist many years ago. The present company was in no way con- 
nected with that business. . у 

Mr. SHERARD CowPER-COLES, who has severed his connection 
with the Homogeneous Lead Coating Co., announces that he is 
carrying on his business at 1, French Street, Sunbury-on-Thames. 


Book  Notices.—^ Income-tax in Relation to Local 
Authorities.” By F. Ogden Whiteley and W. Whittingham. Brad- 
ford: W. Bylea & Sons. Ltd. Price 10s. 64. 


Brama Journal. No.4. Vol. IL. .October, 1916. London 2 


Oakley House, Bloomsbury Street; W.C. Price Is. net. 

“ How to Make Low-pressure Transformers," Third Edition. By 
Prof. F. E. Austin. London: E. and F:N. Spon, Ltd. Price 2s. 
. "TTelerraphy." Ву Т. E. Herbert. London: Whittaker & Co. 
Price 9s. net. ` 


А Trade Bank in Spain.—A Bill is to be presented to | 


the Spanish Cortes for the establishment of а bank for foreign 
trade. To be known as the Banco Espanol de Commercio Exterior. 
the objects of the new institution ате to he:— The granting of 
credit to facilitate the export of goods of all kinds and the import 
of raw materials and accessories for agriculture and the national 
industries : the discount. purchase and sale of international drafts 
in any currency: the opening of credits in foreign money for 


operations abroad ; the nationalisation of acceptances and drafts | 


resulting from the importation of foreign merchandise, warehouses 
and of free zones ; the formation of information bureaus and com- 
mercial museums: the granting of loans for guaranteeing vessels : 
aud maritime insurance. The capital is to be not less than 
£1,500.000, {о be subscribed by the banks and the public.— 
Financial Times. . ` 

. Switching Examivation— Messrs. А. P. LUNDBERG 
AND Sons have just got out a new edition of their Exam. Folder. 


affording particulars of their free examinations in electric-light 
switching. The unsolicited expressions of opinion from examinees 


given therein make interesting reading, and a reference is made to . 


the gool opinions of central-station chief engineers, and professors 
and teachers, which appear in other of the firm's publications. 
which go to show that the subject ‘of electric-light switching has 
fully justified its claim to be an important branch of electrical 
installation work. 


For Sale.—l.landilo U.D.C. is offering a D.C. steam 
generating set for sale. MESSRS. SHIRLAW ALLEN & Co. are shortly 
to sell by auction certain plant, material, &c., under the winding- 


up of the Phonix Electrical Co. and the Caledon Electrical Co. - 


* 


Particulars will be found in our advertisement pages to-day. 


i 


LIGHTING AND POWER NOTES. 


Áccrington.—W AGES.— The Electricity Committee has 
ranted increased wages to certain employés. representing ап 
avera;re increase of 20 par cent. on pre-war rates. 


Barnes.—Loan APPLicATION.— The U.D.C. is to apply 
to the L.G.B. for permission to borrow £2.000 for house services. on 
' account of the £5,000 sanction for this purpose in January, 1914. 


Bingley.—Power CHARGES.—At a meeting of. the 
District Council, last week. attention was called by Mr. Turner to 


the higher charges for electric current for motive power at Bingley, . 


аз compared with those at Keighley. the neighbouring town. Не 
complained that, though £8.000 had been spent in equipment. all 
the departm»nt seemed to cater for was household consumers. It 
wa: intimated that the matter would be put. hefore the Electricity 
Conmittee for consideration. i 

Bognor.—The Electricity Co. has intimated its decision 
to charge every consumer fora minimum of 20 units per quarter. 
The matter has come before the U.D.C.. which has referred it for 
consideration to the Legal Committee. 


Bradford.— LiNKiNa-v P. — The Electricity Committee has 
authorised Mr. T. Roles. the engineer. to attend the meeting to be 
held in Leeds, for the purpose of appointing a local Committee 
for the area in connection with the scheme of linking-up electric 
supply undertakings, 

Continental, —GkERxAxNY.—l[t was officially announced in 
July that the Rheinisch Westfalisches Elektrizitütswerk had been 
granted permission by the Government to construct three 100,000- 
volt overhead mains in different districts. Although no reference 
to this matter is contained in the annual report for 1915-16 of this 
xreat undertaking for the supply of electricity and gas, it is stated 
that the 100.000-volt iron main leading to the district of Crefeld 
has been constantly in service since October, 1915. and it may. 
therefore. be assumed that the three new mains for the same 
voltage will also he of iron or steel. The report mentions 
that the total connections of the company’s works and its 
associated works of Berggeist. of Bruhl. the Bergische Works. of 


Р 


Reisholz, and the Bergische Works, of Lenner, increased from 
357,000 Kw. in 1914-15 to 400,000 in 1915, of which 212,160 Kw. 
applied to the Rhein. Westf. Works. The number of glow lamp 
connections rose from 1.100.000 to 1,500,000, and the motors from 
37,000 to 38,000 in the two years respectively. whilst the sales 
advanced from 293,000,000 Kw.-hours to 388,118,000 KW.-hours. In 
addition. the sales of gas, which was supplied through a long-distance 


network of 127 miles, increased from 26.855.000 cb. metre’ to - 


33,945,000 cb. metres, and 5,019,000 cb. metres of gas were also 
supplied by the gas works managed by the company. ‘The net 
profits realised. in 1915-16 reached £222,000, or approximately the 


. Same as in the preceding year, and the dividend at 5 per cent. on 


the ordinary share capital of £2.500,000 (apart from loans of 
£1,820,000) is the same as in 1914-15. А less important under- 
taking—that of the Elektrizititswerk Westfalen, of Bochum- -also 
һ a larger turnover in 1915-16. the sales having risen from 
43,776,000 Kx w.-hours in 1914-15 to 55,150,000 Kw.-hours last year. 
The net profits amounted to £26,000, as compared with £25,000 in 
1914-15, and the dividend is 6 per cent. as in the preceding year. 


` Thé sales of the Hamburg Electricity Works increased to a still 


greater extent —namely, from 43,453,000 Kw.-hours in 1914-15 to 
63.447.000 Kw.-hours last year, but the net profits declined from: 
£167.000 to £88,000, and the rate of dividend on the ordinary 
capital of £1,100.00) (exclusive of preference shares and loans of 
£500,000) receded from 11$ per cent. in 1914-15 to 6 per cent. last 
year. i , 

Russra.—According to the “ Pravitelstvennei Vyestnik," a large 
electrical undertaking, is being founded in Southern “ Ester- 
bothnia," in which three towns and 28 rural districts are concerned. 
It is intended to form а company for carrying out the project, and 


to set up four stations for the generation of electrical power, viz... 


at Sturo, Ilistaro, Kurikka and Alavu. It is proposed to absorb,all 
the small electrical undertakings at present existing in these dis- 
tricts. In the region covered by the operations of the new com- 
pany there are many waterfalls and extensive peat deposits which 
will make it possible for power to be generated at a moderate 
price.—-Board of Trade Journal, к ' 


Eastbourne.— Bonxtses.—The whole of the Corporation 
electrical staff is to receive an additional war bonus of a 1s. per week. 


This will entail au additional expenditure of approximately £88 per | 


annum, and a total increase under this heading since the com- 
mencement of the war of approximately £250. — ` 


Elland. — Price INcREASsE. — The U.D.C. has inti- 
mated that the price of electric current will be increased to 5d. per 
unit for lighting and for power purposes by 73 per cent.. making a 
total advance of 20 per cent. ' 2 


Glasgow.— PLANT SnonTAGE.— The chief engineer of the 
electricity department reported that the position of the department 
was getting serious. owing to shortage of plant to meet the cón- 
tinually increasing demand. The load this winter would call for 
the simultaneous use of practically the whole of the generating 
piant helonging to the Corporation, including the Pinkston power 
station. 'The installation of additional boiler plant in Pinkston 
station would enable the department to get through the winter of 
1917-15, but generating plant of the size which must now be 
bought would take at least two years to get installed and running. 


The Committee was aware that in November, 1911, a site for a new - 


generating station was purchased at Dalmarnock Bridge. It was 
agreed that this new station should be proceeded with in the 


'boginning of 1914. with a view to having the new works running 


during the winter of 1916. In March and August, 1914, offers were 
accepted for clearing the ground and for foundations for part of 
the works. On the declaration of war the Corporation decided that, 
beyond completing the contracts which had already been placed. 
the erection and equipment of the works should be postponed. The 
department had now, however, arrived at a stage when it appeared 
to him that the Committe2 must instruct him to stop connecting 
new consumers. or empower him, if new consnmers were to be 
eonnectel. to withdraw the supply from them during the winter 
months, or. proceed with a portion of the new generating station at 
Dalmarnock. Mr. Lackie appended. n statement showing the 
maximum demand, plant capacity, апі amount of spare plant in 
other undertakings, municipal and company-owned, whics were 
comparable to Glasgow. as follows :— 


Maximum Plant Percentage 
Name of town. demand. capacity. KW. Spares. of spares. 
Glasgow ... we 50.000 54.520 1.550 9 % 
Birmingham e. 03.000 41,505 8.500 35 9 
Edinburgh .. ]E.400 20,300 5,990 50 % 
Dundee... we $2014. 16,500 9486 120% 
Leeds ... .. 16.700 26,600 9,900 60 % 
Liverpool ... e. 23,511 4.600 21,089 90 % 
Manchester wee 49.807 57,300 7.403 17 % 
Sheffield ... we 23.018 26.000 2.382 10 % 
Companies, 
Charing Cross... 12.004 26,480 13.816 — 100 95 
Central ... we 010443 19,595 9.252 go % 


Chelsea ...  ... 19,739 30,000 10,261 50 % 
City of London ... 13,700 20,800 6.600 50% 
'The Committee has been. empowered to proceed with the fourth 
part of the Dalmarnock scheme, representing an addition of abont 
10,000 H.P. of plant. 


Halifax.—WAGEs.— The T.C. has been recommended to 
grant a war bonus of 4s. per week. on certain conditions, to enp 
ployós of the electricity department. 


464 


THE ELECTRICAL REVIEW. (vo. 19. No. 2,031, OCTOBER 27, 1916. 


|„4Н ——— — —---—-——-——————-—--—-:-:-::—*:—*: -:-- 


High Wycombe.—Pusuic LianmrisG.— The Electricity 


Committee has accepted the offer from the T.C. of £100 per quarter 
for public lighting (owing to the restrictions), and 15s. per lamp 
per quarter for each lamp lighted, subject to the present contract 
being renewed for not less than seven years from the date of the 
removal of the restrictions. The Council has decided not to con- 
sider the question of renewing the existing contract at the present 
time. | 


Huddersfield. — Prick Increase. — The Corporation 
electricity department has intimated an increase in the price of 
electricity to all consumers of a further 12} per cent. on pre-war 
rates for the quarter expiring at the end of the present year. 


India.—Definite progress has now been made with the 
electrification of the pumping plant at Hesserghatta, so far as the 
Bangalore City side of the scheme is concerned. - It is understood 
that the present steam system will be replaced before the end of 
the official year. A return on capital outlay of as much as 30 per 


cent. is anticipated, that is, having regard to the saving on wood : 


fuel, or a saving all round of fully 60 per cent., if, and when, the 
Station Municipality joins the scheme.—Jadian Engineering. 


Keighley.—A recommendation to expend £2,000 on the 
provision of E.H.T. cable for the electricity supply undertaking is to 
be made to the T.C. ` | | 


Kilmarnock.— EXTENSION oF BSUPPLY.—A number of 
applications have been received by the Corporation electricity 
department for a supply of electricity for lighting from intending 
consumers in Troon, and the manager ia negotiating for an over- 
head line extension. 


D 


London.—St. Pancras.—The Electricity Committee 
has declined to share the expense of changing over the University 
College supply fróm 110 to 220 volts. 

The Committee has authorised the substitution of further arc 
lamps by 100 half-watt lamps. at an estimated cost of £325. 

Applieation is to be made to the L.C.C. for sanction to the 
borrowing of £11,034, the estimated capital expenditure on the 
electricity undertaking to March 31st, 1917. ` 

The Committee has agreed to a general increase in wages of the 
electricity employés for the period of the war. 

SOUTHWARK.—The borough engineer is to purchase a new motor 


for the crushing plant at Manor Place depót. at not exceed- 
ing £150. ШИЕ . . . 


‘Manchester,—DayLicut Savixc.—The returns of the 
electricity department on the effect of the Daylight Savings Act 


show that for the quarter ended September 30th, the actual con- ` 


sumption for lighting purposes increased by 6 per cent. on units 

supplied. The consumption for power purposes- increased to an 
enormous extent. The fact that more electricity should be used 
for lighting purposes despite the extra hour of daylight ascompared 
with the same period of 1915 is interesting, snd it is difficult to 
account for it unless it is due to an increase in the number of 
householders using electricity for lighting purposes only. 


Morocco.— The plant at the central station in Tangier, 


of the Compania Trasatlantica, has recently been increased by the 
addition of a 200-H.p. Sulzer-Diesel 
generator. 


Perth.— BoNvsEs. — The Corporation Electricity Com- 
mittee has granted a war bonus of 2з. per week to 


; the employés at 
the electricity station. 


Southampton.—PrRoposep ExTENSIONs.— The borough 
electrical engineer has drawn attention to the necessity of 
preparing а scheme of boiler extensions, and has been authorised 
to prepare such a scheme. In view of experience as to the heating 
of stored coal, а drift had been cut through the large heap, 
which was found to bein good condition. The Council has in stock 
about four times as much coal as in normal times. 


Swansea.— The manager of the Municipal Markets is to 
confer with the borough electrical engineer as to the fitting up of 
lights to the stalls at present without lights. The chairman of the 
Electricity Committee, with the borough officials, is, if necessary. to 
interview the L.G.B. to obtain sanction to expenditure essential to 
carry out an extension of plant at the generating station. _ 


Tynemouth.—The electrical engineer-has advised that it 
was: not necessary to take any action in regard to linking-up. in 
view of the existing agreement with the Newcastle Electric Supply Co. 
with regard to bulksupply. In view of the demands on that сот. 


pany, it has been considered desirable to prepare the Corporation's 
plant for running. $ 


Walkden.—ELrcTRiíC PuxPING PLANT. — An electric 


plant having been installed at Ellesmere Colliery, Walkden, the 
Roughfield Colliery, a short distance away, which has been used 
for pumping purposes for over 20 years; is now being dismantled. 


Weymouth.—PnicE IxorEAsE.—The T.C. has increased 
the price of energy from 5d. to 6d. per unit, ав from October 18. 


engine and а 135-Kw. 


TRAMWAY and RAILWAY NOTES. 


Accrington. 


Е 


ACCIDENT.—Last week a collision occurred 


between a Blackburn car and a single-deck’ bogie саг, causing the 


service between Accrington and Church to be disorganised for Rome 
time, though no one was injured. 


Blackpool,— Figures placed before the Tramways Com- 
mitteé show that the reccipts are still on the up-grade as compared 
with last year. For the period from September 15th to Octoher 
12th, the receipts were £9,068, an increase of £1.266 over the 
corresponding period twelve months ago. The aggrewate for the 
year to date was £74,577, against £61,180 last year, an increase of 
& 13.396. : 

Bolton. — WacEs. — The ‘Framways Committee has 
declined to accede to an applieation by the employés for an advance 
of $d. per hour in wages. 


Bradford. —W AGxs.—The recent decision of the Brad- 


. ford Tramways Committee to refer to the Board of Trade, under 


the Munitions Act, the demand of the tramway employés for 
advanced wages, whieh would involve an additional charge of 
about £21,000 a year to the department, was opposed at last week's 
meeting of the City Council, and the chairman of the Tramways 
Committee agreed to the minute being referred back for further 
consideration. It now transpires that the matter is being left for 
the new Committee, which will be appointed next month. to dea] 
with. | | | 
The tramways Committee, in view of the shortage of labour and 
other conditions of the time, has recommended that the- general 
managér (Mr. C. 
services as he may think fit. 


Edinburgh.— TROLLEY System — RKECOMMENDED.— Тһе 
Sub-Committee appointéd by the Corporation Tramway Committee 
to consider the system of traction to be installed on the expiration 
of the present company's lease in 1919, has reported in favour of 
the overhead trolley system as the best, most reliable, convenient. 
and economical solution of the city's transit requirements. 


Leeds.— MINERAL TRaFFic.—In connection with recent 
negotiations between the Tramways Committee and the Leeds Fire- 
clay Co. in respect of a proposal that the tramways should convey 
material between the company's Cardigan Pit and its works at 
Wortley, the Tramways Committee last week appointed a Sub 
Committee to conclude arrangements with the company for tbe 
construction of a light railway and the conveyance of material 
between the points concerned. — | 

A B. of T. arbitrator, to whom was -referred the question af 
wages and war bonus for tramway workers—particularly the 
women conductors—has decided against the application of the 
women to be placed on the same sliding scale of wages as the meb. 
the Council's decision here being upheld; but in regard to war 
bonus, which the Council refused to the women, the women are 
awarded half of the 3s. per week now paid to men, so far as con- 
cerns women of three months' service, and the full bonus for 
women with 12 months' servic&. The payments are to be retro- 
spective from the time of qualification. The Corporation's refusal 


was based on the standpoint that the women were temporary 
employés. 


Rochdale,— WV inp ScREENS.— The Tramways Committee 
has decided. after consideration, to take no action at present in the 


.matter of fixing screens on the cars for the protection of the 


drivers in bad weather. The Committee has, however. expresse 
its willingness, as an experiment, to have. later on, screens fixed to 
one or two cars on the Bacup section. 


Swansea.— Тһе agreement has been completed between 
the Tramway Co. and the Corporation relative to the supply of 
electrical energy by the Corporation to the tramways worked by 
the company. The Electrical Committee states. in regard te 
linking:up, that by the arrangement with the Tramway Co. it has 
already done much in this direction, and is endeavouring to make 
similar arrangements with other large independent customers. 


TELEGRAPH and TELEPHONE NOTES. 


Blackburn.—The change from the manual to the ш 
matic telephone system was accomplished at Blackburn last bs 
in the quick time of 70 seconds. There is now inter-area exchange 
with Accrington, and this is the first instance of two towns being 
thus put into automatic telephonic communication. 


Mauritius.—The telegraph money-order service will be 
extended to Mauritius on November Ist. 


Russia.—Negotiations are reported to be ш re 
between the Russian Post and Telegraph Department ont en 
Swedish-Danish-Russian Telephone Co. with regard to the Lee "idt 
by the State of the telephone exchanges in the Moscow ‹ o 
the concession for which will shortly expire and is not 
renewed. 


J. Spencer) be given liberty to curtail саг. 


E... 
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The King's “Our рау” Message.—In connection. with 
“Our Day " (October 19th) the Eastern Telegraph Co. circulated 
the King's message from the Red Cross headquarters .free of all 
cost to every place where the “ Eastern " flies its flag. The Western 
Union and Commercial Union Cable Companies acted in a similar 
spirit in connection with the circulation of the message to the 
Dominions, Colonies, and dependencies served by their lines.— 
Financial Times, 


The Telegraph and A.C. Traction.—1n the Annales des 
Postes, Télégraphes et Teléphones, M. Marius Latour describes the 
system which he proposed in 1912 for overcoming: the disturbances 
produced in telegraph lines in the neighbourhood of А.С. railways, 
and which has been installed on the system of the Compagnie du 
Chemin de Fer du Midi, with the collaboration of Messrs. L> 
Boucher and Delpy. The essential features of the system are :— 
Shunting the receiving apparatus, preferably in front of the key, 
with & resonating circuit capable of side-tracking the disturbing 
currents, in combination with the insertion in series with the 
receivér of an impedance of suitable value to increase the effect of 
the resonating shunt circuit ; putting in series with the telegraphic 
line a suitable impedance capable of reducing the disturbing 
currents and permitting the passage without. deformation of the 
signalliug currents ; and distributing the latter impedance along 
the whole length of the line in order to reduce the maximum 
potential difference between е telegraph line and earth.— Génie 
Cirit. ; i 7 


- 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SYDNEY.—January 22nd, 1917. Electrical 
plant (converter, battery, booster. and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall:* 

January 8th. Municipal Council Electric Lighting Department. 
33,000-volt switchgear. E.L. Department, Town Hall. Specifica- 
tion 10s. 6d.* ; | Ж 

MELROURNE.—-December 11th. City Council. Supply and erection 
of coal transporter plant. See "Official Notices " September 15th. 

PERTH.—November 8th. P.M.G. Accumulator parts (Schedule 
527 W.A.))* - : 

. SOUTH AUSTRALIA.—November 15th.  P.M.G.s Department. 


Automatic switchboards and all associated apparatus, for telephone 


exchanges, Brighton and Glenelg. | 

New SouTH WALES.—Time for sending in tenders for 50-ton 
electric overhead travelling crane for Yarra Street power-house. 
Newcastle, extended to January 3rd.* i 


 Bradford.—November 11th. Stores for the Tramways 
Department. Tramway Offices,.7, Hall Ings. Deposit £1 ls. 
(returnable). 


Dublin.—November 2nd. Great: Northern Railway Co. 
(Ireland). Contracts for general stores for 12 months (including 
several electrical items). See “ Official Notices " October 13th. 


Glasgow. — October 28th. Corporation. Six months’ 
electrical material for the Cleansing Department. ` Particulars 
from Mr. W. Greig, Superintendent, 20, Trongate. ' 


Grenada.—Government. Time for sending in tenders 
for electric supply at St. George's and suburbs is extended to 
December 31st. Tenders to Colonial Secretary. Grenada, British 
West Indies. ЗЕ 


Johannesburg.—November 13th. South African Rail- 
ways Administration. 71,778 tungsten drawn-wire lamps, 19,741 
solid-drawn tungsten lamps, and 2,412 carbon-filament lamps.* 

November 20th. Corporation. 500 or 1,000 trolley wheels for 
tramicars (Contract No. 181).* 

November 27th. Corporation. 1.000 sets of single-pole. ironclad 
house-service cut-outs (Contract No. 187).* 


- Manchester, —October 30th. Low-pressure water and 
exhaust-steam pipes. and supports at Bloom Street generating 
station. Specifications from Mr. F. E. Hughes, Secretary, Elec- 
tricity Department. Town Hall. 


Newport. — November 6th. Corporation. Rotary con- 
verters and switchgear. See " Official Notices " to-day. 


New Zealand.—Dtunxepix,—January 24th, 1917. Motor- 
generator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin.* 


Walsall.—November 4th. Corporation. Stores for the 


Tramways Department. Partioulars from the Tramway Manager. 


Wolverhampton. — October 30th. Wiring installation 
(400 points), Bushbury, for Messrs. Macfarlane & Robinson, Stafford 
Street. Returnable deposit of £1 Is. 


Specifications for the items marked * can be seen at the Board 
of Trade Commeroial Intelligence Branch in London. 


CLOSED. a - 
. Glasgow.—The Electricity Committee has empowered 
Messrs. Train & Taylor to proceed. with the construction of the 


outfall culvert at the new electricity generating station at 
Dalmarnock, at a cost of £8,500. 


Government Contracts.— List of new contracts placed 
during September, 1916 :—- | 
Wan OFFICE. 

Bridge meggérs.—Evershed & Vignoles, Ltd. 

Electric cable and wire.—B.I. & Helsby Cables, Ltd.: Connolly Bros., 
Ltd.; W. Т. Henley's Telegraph Works Co., Ltd. ; Hooper's Telegraph 
and India-Rubber Works, Ltd. ; Johnson & Phillips, Ltd.; Bt. Helens 
Cable & Rubber Co., Ltd.; Siemens Bros. & Co., Ltd. 

Electric cells.—J. C. Fuller & Son, Ltd.; Siemens Bros. & Co., Ltd. 

Conduit fittings for electric light plant.—Siimplex Conduite, Ltd. . 

Generating sets.—Austin Motor Co. (1914), Ltd.; Norris, Henty and 

Gardners, Ltd. ee { 

Switchboard indicators.—Automatic Telephone Co., Ltd. 

Electric lamps.—British Thomson-Houston Co., Ltd.; Dick, Kerr & Co., 
„44. ; “Z” Electric Lamp Mfg. Co., Ltd. | 

Switches. —Sperryn & Co., Ltd.. 

Tramway track.—W. Jones. 

Works. services.—Extension of switehboards at Farnborough: General 
Electric Co., Ltd. 

Н.М. Orrice or Works. 
Electric wiring, Kew.—Insurance Office : С. Cooper & Co. 


Post OFFICE. 

Telegraph apparatus.—Gell Telegraphic Appliances Syndicate, Ltd. 

Telephone apparatus.—Siemens Bros. & Co., Ltd. 

Telegraph pole-arms (tubular).—Bullers, Ltd. 

Telephone bells.—British L. M. Ericsson Mfg. Co., Ltd. 

Submurine cable.—Siemens Bros. & Co., Ltd. 

Telegraph cable.—B.I. & Helsby Cables, Ltd.; Connolly Bro&, Ltd.; 
Fuller's Wire & Cable Co., Ltd.: General Electric Co., Ltd.; W.T. 
Glover & Co., Ltd. ; Hackbridge Mfg. Co.; Henley's Telegraph Works 
Co., Ltd.; LR., С.Р. & Telegraph Works Co., ‘Ltd.; Johnson and 
Phillips, Ltd.; London Electric Wire Co. & Smiths, Ltd.; New Gutta- 
Percha Co., Ltd.; Siemens Bros. & Co., Ltd.; Telegraph Construction 
сла й Co., Ltd. ; Union Cable Co., Ltd. ; Western Electric 

M : 

Dry cells.—8iemens Bros. & Co., Ltd. 

Insulators.—Bullers, Ltd.  - 2 

Elcotric lamps апа fittings.—General Electric Co., Ltd. 

Cable distribution plugs. —B.T. & Helsby Cables, Ltd. 

Insülator spindles.—Bullers, Ltd. 

Test-hole terminals.—L. Herve. 

Bronze wire.—T. Bolton & Sons, Ltd.; B.I. & Helsby Cables, Ltd.; Shrop- 
shire Iron Co. ; F. Smith & Co. (incorporated in the London Electric 
Wire Co. & Smiths, Ltd.). 

Copper wire,—Shropshire Iron Co., Ltd.; F.8mith & Co. (incorporated in 
the London Electric Wire Co. & Smiths, Ltd.). 

Galvanised-iron wire.—Dorman, Long & Co., Ltd.; Johnson & Nephew, 


INDIA OFFICE STORE DEPARTMENT. 
Accumulators.—Pritchett & Gold, Ltd. ; J. Stone & Co., Ltd. 


Bells.—Peel-Conner Telephone Works. . 

Cells.—General Electric Co., Ltd. 

Tape.—Johnson & Phillips. 4 | 
Salford.— Electricity Committee. A 10-ton overhead 


travelling crane: Messrs. Herbert Morris, Ltd., £151. 7 


Southampton.— Тһе British Electric Transformer Co., 
Ltd. wrote to the T.C. stating that the present market prices of 
50 and 20-K.v.A. transformers were £64 5s. and £34 10s. respec- 
tively. The prices in the contract to supply the Council were 
#51 5s. and £27 10s. respectively. The company asked that they 
should be met in the matter. The T.C. resolved that 50 per cent. 
of the increased cost he paid on future deliveries. 


Taunton.—1.C. Russells new black vein washed beans 


coal, 2,600 tons, for the electricity works: Cory Bros., Ltd., Cardiff, 
£1 9s. 2d. per ton, delivered at the works. i 


FORTHCOMING EVENTS. 


1 ety of London.—Friday, October 27th. At 5 p.m. At the 
Physical eee ince of Science, South Kensington, S.W. Papers on “Тһе 
Determination of the Saturation Values for Magnetism of Ferromagnetic 
Metals, Compounds and Alloys, by means of the Kerr Effect," by Mr. B. G. 
Barker ; '* The Influence of the Time Element on the Resistance of а Solid 
Rectifying Contact," by Mr. D. Owen; “ Оп Diffusion in Liquids," by 
Mr. B. W. Clack. ` 
i f Arts.—Fridays, October 27th, November 3rd and 10th. At 
Bora un о John Street, Adelphi. Chadwick Lectures on “Fatigue and 
its Effect on Industry and Efficiency,” by Professor Stirling. 
Association of Supervising Electricians.—Tuesday, October Blet, At 7.15 
ло. At St Bride’s Institute, Bride Lane, E.C. Paper on “Electric 
Cooking and Heating," by Mr. A. P. Berry. : 
ineering Soclety.— Wednesday, November Ist. At 8 p.m. 
ето роғи аы Сайдан Street. Inaugural address by the 
President. s 
Chemical Society.—Thursday, November 2nd. At 8 p.m. At Burlington 
House, Piccadilly. Ordinary scientific meeting. 
Greenock Electrical Soclety.—Thursday, November 2nd. At 7.45 p.m. At 
92, West Stewart Street. Ordinary meeting. : 
Saturday, November 4th. Visit to Glasgow Corporation Dalmarnock 
electricity station. . 
Institution of Mechanical Engineers. Friday, November 8rd. At 6 p.m. 
At the Institution of Civil 
Thomas Hawksley Lecture on ‘‘ The Gas Engineer of the Last Century,” 
hy Mr. H. E. Jones. 


NOTES. 


Export Prohibitions.—4 supplement to the Board of 
Trade Journal of October 26th contains complete lists of articles 
which, according to the latest information received by the Board of 
Trade, are prohibited to be exported to various destinations from 
the Straits Settlements, Hong-Kong, Nigeria, Gold Coast, Jamaica 
Barbados, Trinidad and Tobago, and British Guiana. 


ngineers, Great George Street, S.W. The. 
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Inquiries.—-The makers of the “Veriott” electric fire 
are asked for. n $ 


- Flash-lamps in the U.S.A.—A note in the Alectricatl 
World states that the trade in flash-lamps has grown to а tremendous 
total, greater than ever before. Much of this has been for foreign 
consumption, although there hàs been an extraordinary demand from 
the domestic markets. A considerable part of the export business 
was to supply the soldiers in the trenches in Europe with lamps. 
and also for distribution in the British Isles. The air-raid defence 
regulations cürtailed electric lighting to such an extent that there 
has developed a flourishing demand in England for flash-lamps. 

The sale of flash-lamps in the United States has been large 
for more than one reason. Almost every hardware shop, electrical 
dealer's store, drygoods store; drug store and many others handle 
and push flashl-amps. The secret is undoubtedly a regular 
list price, which is well lived up to, and an enormous discount. 
The profit is in the neighbourhood of 100 per cent. Also, the 
manufac.urer now stands behind his goods, and if a battery proves 
` defective the customer gets from the dealer anew one without cost, 
and the dealer in turn obtains one free from the manufacturer. 

Raw materials are hard to obtain, and for that reason produetion 
has been curtailed to some extent. The cases are for the most part 
made of brass with a nickel finish. and these materials being in the 
war order class are about the most difficult of the raw products to 
obtain. Fibre is also used to ‘a considerable extent for cases, and 
this, too. is way behind on delivery. Considering this condition in 
manufacturing materials. and also considering the labour situation 
that has prevailed and the volume of business that has developed, 
deliveries are excellent. 

With one or two exceptions, producers have not as yet raised 


their prices to the domestic consumer in spite of the heavy increase _ 


in cost of materials. It is their aim to try to keep prices down by 
increasing the volume of output. For the export trade, however, 
it is understood that there have been advances in price. The 1916 
output of batteries for flash-lamps have been conservatively 
estimated at 130.000,000. of which it is estimated 100,000,000 will 
be taken by the domestic trade and 30.000,000 by the export trade. 
Since the majority of these batteries are for renewal purposes, these 
fi;rures give no indication of the number of flush-lamps that will be 
turned out this year. 

There is always a large demand for this class of goods at 
Christmas time. Should the demand this Christmas come up to 
expectations, it is estimated that the supply of batteries will 
amount t»not more than 75 per cent., and df cases to not more 
than 60 per cent. of the demand. For that reason, manufacturers 
urge the trade to place their orders early, во as to be sure of a 
sufficient supply. | 


В.Е.А.М.А. Notes.—Restaiction ок Imports ОЕ INSU- 
LATING MATERIALs.— The B.E.A.M.A. announces that the Depart- 
ment of Import Restrictions (Board of Trade) has granted to the 
. Association a special licence to import insulating materials in cer- 
tain classes which are included in the-list of prohibited imports. 
Electrical manufacturers, whether members of the Association or 
| not, cau avail themsélves of this licence by making application to 
the seoretary of the Association. The Department of Import 
Restrictions desires it to b» known that the granting of & licence is 
a temporary measure to meet present urgent needs. This licence 
extends to January lth, 1917, at which time the necessities of the 
situation will be again reviewed. It is expected that firms in the 
meantime will make every effort to obtain in this country the 
supplies of insulating materia!s which they require. | 

NEW MEMBERs.--The B.E.A.M.A. announces that the following 
firms have been elected Memhers-of the Association :— 


Ashton Frost & Co., Ltd., Blackburn. Marsdens' Engines, Ltd., Heekmond- 
Bever Dorling & Co., Ltd., Bradford. wike. 
Buckley & Taylor, Ltd., Oldham. ; Newton, Bean & Mitchell, Bradford. 
Clayton, Goodfellow & Co. Ltd. . Polit & Wigzell, Ltd., Sowerby 
` Blackburn. . Bridge. ` 
‚ Davy Bros., Ltd., Sheffield. Robey & Co., Ltd., Lincoln. 
Fullerton, Hodgart & Barclay, Ltd., 
Paisley. i 
; Galloways, Ltd., Manchester. 
Glenfield & Kennedy, Ltd., Kilmar- 


B. S. Stott & Co., Haslingden. 
Simplex Conduits, Ltd., Birminghain. 
Tyer & Co., Ltd., London. 
Woodhouse & Mitchell, Ltd., Brig- 
house. 
: Yutes & Thom, Ltd., Blackburn. 
А Excess Prorits DuTY.—CONCESSIONS TO THE ELECTRICAL 
TkADE.—The Board of Referees have issued. the following Order, 
dated October 1>th. under the Finance (No. 2) Act of 1915. Part ПІ. 
Excess Profits Duty (Section 42 (1) ) :-- 
be . 7 > О ` a " 
The British Electrical and Allied Manufacturers Association 
having made application under the Act to the Commissioners of 
Inland Revenue for an increase of the statutory percentage as 
respects the trade or business, or classes of trade or business, 
hereinafter defined, that is to say, the business of manufacturing 
їп the United Kingdom all or any of the following complete 


machines and/or apparatus used in the generation and/or application 
of electric power, viz. :— 


nock. 
Lilleshall Co., Ltd., Salop. 


" l. Electrical generators of current for commercial purposes. 

^2. Electrical motors for the same. 

"3. Electrical switches or controllers for electric lig 
power, 

"4. Electrical are lamps and/or incandescent lamps. 

"5. Electrical cooking stoves and/or radiators. І 

"5. Electrical meters for measuring or indieating eleetricity for 
light or power. : ' 

"т. Electrical transformers for lighting or 

“R, Electrical lampholders. 

7 And the Commissioners of Inland Reven 
case to the Board of Referees appointed for t 
of this Act by the Treasury. and the 


hting or 


power purposes. 


ue having referred the 
he purpose of Part III 
Board having heard the 


Scott & Hodgson, Ltd., Manchester. К 


applicants and the Commissjoners of Inland Revenue by their duly- 
appointed representatives upon the merits of the snid application, 
and having dealt with the case : e 

“ Тһе Board doth Order that as from the commencement of this 
Act the statutory percentage as respects the trade or business or 
classes of trade or business hereinbefore defined shall be increased 
to 7 per cent. in the case of a trade or business carried on or owned 
by a company or other body corporate, and to 8 per cent. in the case 
of any other trade or business"  - иф 

This means an all-round advantage of 1 per cent. to the electrical 
industrial concerns to which the decision relates, and in the 
aggregate it must amount to a substantial sum. . We congratulate 
the B.E.A.M.A. officials who have been responsible for handling 
the matter upon the success of the negotiations. The increase 
is an acceptable recognition of the essential national service that is 
being rendered by the electrical industry. Ё 


Appointments Vacant.—Assistant electrician for Sleaford 
electricity works: fitter-driver (55) for suction gas plant for the 
Shefüeld Corporation Waterworks. See our advertisement pages 
for particulars. 


Accident.—A correspondent states that Frahcis McDonald, 
an engine driver at the Aberdeen electricity works, was seriously 
injured on Saturday by being caught by a revolving shaft. 


Wireless- Men Wanted.—FElectricians and instrument 
repairers are wanted for the Wireless Section, В.Е. A notice 
regarding the.matter appears in our advertisement pages to-day. 


Empire Industrial Policy.— The Prime Minister of 
New Zealand, the Right Hon. W. F. Massey, has promised to.speak 
at a luncheon of the British Empire Producers’ Organisation at the 
Waldorf Hotel on Tuesday next, when Sir Henry Birchenongh. 
K.C.M.G., will preside. The guests will also be addressed by Mr. 
F. R Davenport, chairman of the British Electrical and Allied 
Manufacturers’ Association. We are informed that it is the aim of 
the British Empire Producers’ Oryanisation to co-ordinate the 
efforts of sectional trade associations and further the gradual 
formation of a practical Imperial economic system under which 
British national resources and manufactures will be developed for 
the benefit of the whole population. И 


Juvenile Workpeople.—À Memorandum (No. 13) on the 
subject of quvenile employment. recently issued by the Health of 
Munition Workers’ Committee, contains valuable information on 
this important matter; we are glad to note that the necessity of 
supervising the conditions of living. not only in the factory. but 
also at home, is insisted on. It is recommended that the hours of 
labour should not exceed 60 per week. that Sunday labour and 
night work should be avoided, and that the periods of continuous 
labour should be short. The importance of " Welfare Supervision 
in the case of boys and girls is particularly emphasised, and 
de‘ailed instructions have been issued by the Ministry for the 
guidance of supervisors. Not the least serious subject is the 
demoralising effect that may be produced by the high wages now 
commonly earned by young boys and girls, and the urgent import- 
ance of encouraging thrift is pointed out. The Memorandum is 
o* immediate interest to all employers of juvenile labour. 


Cutting Cable Trenches by Ромег. —А recent issue of the 
Electrical World mentions that the Utah Power and Light Co. 


Salt Lake City, is employing a pneumatic jack hammer, operated 


from a portable air compressor, for cutting trenches in pavements 
to lay electric cables. Based on 670 ft. of 4-in. trench cut in 


. concrete 4 in. thick, the energy consumption was '182 Kw.-hour per 


lineal ft. of trench. The same equipment has been used on railroad 
work for cutting a 6-in. by 10-in. trench in concrete for relaying 
tracks. and it was estimated that the labour of 10 men was 
eliminated. i | 


Edncational.— Last week-the ASSOCIATION OF TECHNICAL 
INSTITUTIONS passed a resolution instructing the Council to consider 
and issue a statement to the nation dealing with the immediate 
necessity of the further development of technical education. 
subject to the statement receiving the approval of the Association. 
A further resolution was carried calling upon the Govornment to 
prevent any child leaving school before the age of 14. and to compel 
employers to allow’ their employés to attend continuation day classes 
up to the age of 17, for six hours per week. 


American Electrical Range Production.— The Ze ical 
World, in. reviewing the question of electric cooking range produc- 
t'on in 1916, which it had been expected would be valued at 4 
m:liion dollars, based on manufacturers’ selling prices, now con- 
sice's that it will exceed two million dollars in value. Prices are 
tending to increase owing to the increased price of metals and 
insulating material; resistance wire is difficult to obtain, due, It 18 
said, to difficulty of obtaining suitable diamond dies for drawing 
the wire. It is remarked as strange. in view of central station 
clamourings for cheaper ranges, that the greatest demand appears 
to be for stores retailing at about $100. and this it is consideret 
argues well for the permanency of electric cooking, and few people 
would care to scrap a $100 equipment. 


Legal Matters.—The Privy Council, on October 23rd. 


gave judgment in the case of the Toronto Electric Light Co., ae 
г. the Corporation of the City of Toronto, which was argued before 


- the Long Vacation. The appeal of the company was dismissed. 


At the City of. London Quarter Sessions there is now being hea 
an appeal by the Metropolitan Railway Co. against certain quin- 
quennial assessments of their properties in Kensington, раш о 
and the Holborn Union. Our reports of these matters are hel 
over owing to pressure upon our space this week, 


- 
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Institution and Lecture Notes.—Greenock Electrical 
Society.—The following is the programme for the session, which 
opened on Thursday last week with a paper. by Mr. A. Norwell, on 
“Steam Turbines " -— | 


November 2nd, Thursday.—Open night for discussion. 
November 4th, Saturday.—Visit to Glasgow Corporation, Dalmarnock, 
electricity station. : 
NOY maT loth, Thursday.—''A Criticism of the LE.E. Rules,” by H. 
iggott. ' 
November 23rd, Thursday — isit to Overton Paper Mills. . 
November 30th, Thursday. —'* What is Electricity ?'' by J. L. Hogg. 
December 5th, Tuesday.— Visit to J. Drummond & Sons. 
December l4th, Thursday.—'* The Art of Wiring," by J. Nichol. 
December 21st, Thursday.—Open night—papers by junior members. 
January 11th, Thursday.—* Factory Installations," by R. T. Paterson. 
January 25th, Thursday —Open night for diseussion. 
February 8th, Thursday.—“ Н.Т. Conduit Systems,” by H. J. Roberts. 
February 17th, Saturday.—Visit to Dellingburn power station 
Бер, 22nd, Thursday.—-'' Electricity Supply Costs," by F. Н. Whysall. 
Ma th, Thursday.—''Notes on the High-Speed Engine," by 5. V. 
orp. 
March 22nd, Thursday.—“ Electric Welding," by Duncan Angus. 
March 24th, Saturday.—Visit to Gateshide Colliery, Cambuslang. 
Liverpool Engineering Society.—The new session opens at the 
Royal Institution, Colquitt Street, Liverpool, on Wednesday next, 
November 1st. vith the presidential address of Mr. T. M. Newell. 
The programme for following meetings is as under ;- - 
November 15th.—James Glover, "The Civil Engineering Profession and 
some Economie Problems.” : 
November29th.—T. L. Norfolk, '" Notes on the Construetion of Modern 
Dock Gates.” 
December 13th.—H. Shephard, ' Works Costing Systems." 
. -January 9th, 1917.—Arthur Brooker, ‘‘Screw-measuring Apparatus." 
' January 24th.— Tom R. Thomas, “The Education of Apprentices to 
Engineering and Allied Trades.” ` 
February 7th.— W. Hemming Jones and W. A. Oglethorpe, '' The Glad- 
stone Dock.” 
February 21st.—Discussion on above. 
March "ith. —Prof. S. W. Perrott, "Some Problems on Railway Curves." 
March 2161.—L. Leighton, “Equipment of King George Dock, Hull." 
(Joint meeting with Manchester Section of the Institution of. Electrical 


' Engineers.) i 

April 4th.—J. Hamilton Gibson, “The Michell Thrust Block and Journal 

" Bearing.” 

Belfast Association of Engineers.—This Association held its 
opening meeting for the session in the Municipal Technical 
Institute, Belfast, on October 19th, when the new president, Mr. 
Stanley Johnston, delivered an address. Mr. Johnston referred to 
the fact that during the term of office of the retiring president, 
Mr J. Ж: Kempster, D.L., M1.E.E.. the status of the Association had 
beea raisel enormously. The subject of Mr. Johnston's address 
was scientific and industrial research. Mr. Kempster and Mr. W. 
Pleasance, A.M.I.E.E., have been added to the Committee, and Mr. 
H. Fildes, A.M.I.E.E., is secretary. The new president is also an 
electrical engineer. The programme for the session is as under :— 

November 16th.—‘‘ Cement Manufacture," F. W. Davis. 

December 21st.—'* Water Power in Ireland," А. W. Brown. 

дар 18th, 1917.—'* Electric Lifts for Land and Shiphoard," C.G. 
Major. А 

February 15th.—“ Liquid Air," Ed. А. 8. Swinson. 

Mareh 15tb.—“ An Anticipating Governor for Marine Engines,” Andrew 
Kerr. | 

April 1$th.—“ Engineering Notes on a Tour in the Antipodes." J. Н. 
Chambers. | 

Institution of Civil Engineers.—In addition to the Awards 
announced in April for papers read at meetings. the Council has 
made the following Awards for papers published in the Proceedings 
without discussion during the Session 1915-16 :— 

Telford Premiums to Messrs. Hubert Mawson (Liverpool, T. W. Keele 
(Sydney), R. W. Holmes (Wellington, N.Z.), W. Fairley (London), J. M. 
Greathead (Johannesburg), T. C. Hood (Manmad,, India) and J. R. 
Ball (London). | 

The Manby Premium to Mr. W. C. Cushing, Pittsburg, U.S.A. 

The Crampton Prize to Major C. E. P. Sankey, D.S.O., R.E., London. 

The Indian Premium for 1916 has been awarded to Sir John Benton, 
K.C.I.E., Eastbourne. 

Institution of Electrical Engineers.—WEsTERN LOCAL SEC- 
TION.—The opening meeting of the session was held on Monday 
evening at Bristol. Mr. D. Roberts, the retiring chairman, installed 
his successor, Prof. D. Robertson, who proposed a “vote of thanks 
to Mr. W. Collins, the retiring hon. secretary. Мг. W. A. Chamen 
aud Mr. H. Farraday Proctor warmly supported the resolution, 
which was cordially accepted. (Mr. C. P. Sparks (president LE.E.) 
was present, and guv> a brief address on the work of the Insti- 
tution ; he stated, in connection with the scheme for training dis- 
abled men. that 40 men had already been trained and placed, and 
it was hoped to place another 40 by Christmas. Applications had 
been received for 10 to 15 more, and local Committees were to be 
formed to extend іле scope of the work. The number of members 
serving with H.M. Forces was 1,550. of whom 71 had lost their 
lives, and 91 had gained distinction. Prof. D. Robertson then 
delivered his iraugural address, dealing with industrial problems 
and the necessity of encouraging scientific training in schools a id 
research in indust y. P.ssible new sources of energy w.re also 
diseussed.\, 


The British Fire Prevention Committee——The Com- 
mittee enters its twentieth winter session this month. and, to mark 
the event, it has prepared a list of the collection of “ Red Books,” 
" Warnings," &-., that have been issued by the Committee sinen its 
formation. The list is obtainable upon application to the Com- 
mittee's Reg'strar, at 8. Waterloo Place. London. S.W. The Com- 
mittee's "Red Pooks” number 201. and of these 35 deal with 
general subjects. mainly such as fire-resisting construction and 
notable fires. The quarto Journals generally deal with the fire 
preventive organisations of foreign countries, notably in France, 
Russia and Italy. No other such collection of publications dealing 
with fire protection exists in Europe. апл complete files of the Com- 
mittee's reports have been recently obtained by American Govern- 
ment Departments and by the great Universities and technical 
libraries of the United States. 


Ф 
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Future Advances in Lamp Efficiency. —At the tenth 
annual convention of the Illuminating Engineering Society, at 
Philadelphia, Dr. Steinmetz read a presidential address on “ Present 
Aspects of and Future Prospects for Lighting Sources," in the 
course of whieh he pointed out that comparatively small further 
progress in lamp efficiency was to be expected from incandescent 
sources, but that the greatest promise of approaching the theoreti- 
cally possible light production of 300 to 400 lumens per watt, lay 
in the direction of the luminous flame arc and of some form of 
electro-luminescence. Already an efficiency of 100 lumens per watt 
(about 8 С.р. per watt, or 0°12 watt per candle) had been achieved 
їп the lahoratory with high-power luminons arcs on the one hand. 
and on the other there had been demonstrated the very high efli- 
ciency of luminescence in the case of substances like Willemite, as 
measured from energy input to light output. Апу attempt to im- 
prove the efficiency of a light source must centre upon the radiating 
element which ‘transformed the received electrical energy intc 
lirht. Here, as elsewhere in physics, if the energy transformation 
proceeded from a high form of energy to а similar form or toa lower 
form. extremely high efficiency was possible. On the other hand, 
transformation from а low form. like heat. to a high form, like 
mechanical energy. must always b2 attended by inefficiency ; while 
transformation between two energy forms of similar degree, like 
magnetic energy and electrical energy. took place easily. 

Efficiencies approaching the theoretical limit of 300 to 400 
lumens per watt were to be expected ultimately from the unex- 
plored field of electro-luminescence. Willemite, for example, under 
cathode bombardment exhibited a luminescence closely approaching 
the firefly’: light. showing a broad band entirely in the visible 
range of the spectrum. Here. in this electro-luminescence, the 
physicist had an energy conversion of the highest etliciency. as 
measured from input to output, but some efficient method of 
applying the exciting energy to the luminescent body remained to 
be discovered. It was, however, in these luminescence phenomena. 
as well as in the direction of the luminous arc——rather than in 
incandescent sources. said Dr. Steinmetz—that future radical 
advances in efficiency might be expected.— Electrical World. 


The Shares of Siemens Bros.—According to the news- 
paper Press, Mr. Pretyman says he is considering, in consultation 
with expert advisers, he British firms, or classes of firms, to whom 
it is desirable, in the interests of the electrical industry of the 
country, that the shares of Siemens Bros. & Co. should besold. He 
hopes this will shortly be decided, and the Public Trustee willthen 
bz in a position to deal with the shares which have been vested in 
bim. 

Voluctzer Notes.—F:RsT LONDON ENGINEER VonUx- 
TEERS. — Headquarters, Chester House. Eccleston Place. S.W. 
Orders for the week by Lieut.-Col. C. B. Clay, V.D.. Co nmanding. 

Monday, October MY. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25 —8. 

Tuesday. October 3ist.—School of Arms, 6—7. Lecture, 7.15. 
“The Duties of the N.C.O." by Company Commander Hynan. 
Range Practice. 

Wednesday. Norember \st.—Instructional Class, 6.15. Platoon 
Drill, Platoon No. 1. Range Practice. 

Thursday, Norember 2ad,—Platoon Drill. Platoons Nos. 5 and 6. 
Range Practice. Lecture by Medical Officer, 6, ` Marching and the 
Care of the Feet.” ^ 

Friday, Norember 3rd.—Technical for Platoon No. 10. Regency 
Street. Syuad and Platoon Drill, No. 9. Signalling Class. Recruits’ 
Drill. 6.25—8.25. 

Saturday, November 4th, N.C:0.'s Class, 2.30. Company Com- 
mander Fleming. | 

Sunday, Norember 5th. —Entrenching at Otford.— Parade Victoria 
(S.E. & C. Railway Booking-office), 8.45 a.m. Uniform, haver- 
sacks, water bottles. Mid-day ration to be carried. Railway 
vouchers will be provide. 

(By order) MACLEOD YEARSLEY, Adjutant. 

Qrtuber. 28h, 1916. | | 

3RD (OLD Boys’ Corps) Ватт. County OF LONDON VOLUNTEER 
REGIMENT.--Battalion Orders by Major R. J. С. Eastwood (Com- 
mandant), Thursday, October 26th, 116 :— 

Week-end Parades.— Saturday. The Battalion will parale at 
Liverpool Street Station. at 8.40 a.m., for Entrenchiny Duties. or at 
1.20 p.m. | 

Suh Jay.— The Battalion will parade at Liverpool Strect Station 
at 0.30 a,m., for Entrenching Duties. 

Battalion Parade, The Battalion will parade at the London 
Scottish Drill Hall, Buckingham Gate. S.W.. on Thursday. 26th 
inst.. at 7.30 p.m., for drill under the Commandant. ` Order : Mufti, 
without arms. 

Recruits will parade at Lord's Cricket Ground ou Saturday, 
28th inst. at 2.45 p.m., and on Sunday, at 11 a.m. and 2.30 p.m., 


for Recruit Drill. | 
G. Н. F. Duncan, Adjutant. 


Au Interrupter Interrupted.— The Niagara and Erie 
Power Co. has obtained an injunction restraining the Seneca Iron 
and Steel Co. from employing a device to interrupt the electrie 
supply, and thus, by avoiding the provisions of an agreement, to 
obtain energy at a minimum rate. Under the agreement the 
Steel C». was to pay for the average of the highest daily one- 
minute peaks occurring during the month ; greater demands lasting 
less than а minute were not to be considered. The company. how- 
ever, installed a device to interrupt the circuit every 50 seconds. 80 
that no peak of one minute's duration occurred, and this the Court 
has decided against.— Electrical World, 
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. Metropolitan Association of Electric Tramways 
Managers. — А meeting of the members ОЁ this Association was held 
at the Municipal and County Club, Whitehall Court, Whitehall, 
S.W., on Friday last, when there were: present :— Messrs. Ulimann 
(East Ham), Schofield (Leyton), Harvey (Ilford), Williams (Erith), 
Hammond (Met. Elect.), Mackinnon (L.U.T.), Mason (South Met).. 
Slattery (West Ham), and Goodyer (Croydon). Mr. Ullmann Was 
re-elected chairman, Mr. W. E. Hammond was elected vice- 
chairman, and Mr. T. B. Goodyer was re-elected hon. secretary. 
` Letters of inability to attend were received from Mr. Bruce 
(L.C.C.), Mr. Murray (Walthamstow), and Mr. Stokes (Bexley). 
Various matters of interest were discussed. 


Grant to a Tram-Car Driver.—The Leeds Tramway 


Committee has made а grant of £5 to Sam Clayton, in recognition 
of meritorious conduct whilst driving a runaway car in Beeston 
Hill. | 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side Qf the profession and industry, 
also electric tramway and railway officials, to: keep readers of the 
ELECTRICAL REVIEW posted as фо their movements, 


Central Station Officials.—Mr. C. T. ASTBURY has relin- 
quished the post of resident electrical engineer to Atherton 
U.D.C., having been appointed burgh electrical engineer at 
Wishaw, in place of Mr. 8. Williams, who has resigned on 
taking up a position in the Navy. Mr. Astbury has been at 
Atherton 11 years. 


General.—Lance-Corporal Н. PERXINS, who previous to the 
outbreak of war represented Mesars. Falk, Stadelmann & Co., 
Ltd., electrical department, on the East Coust and the Mid- 
lands, and joined the Royal Engineers as a motor dispatch 
rider, has been made a full corpora]. | 

Mr. D. G. Е. BannrE has relinquished his connection with 
Messrs. Hogan & Wardrop, and has taken up an appointment 
with the Enterprise Manufacturing Co., of Gun Street Elec- 
trical Works, Bishopsgate, E.C. id i 

A notice of interest to '' John Taylor (an electrician) " will 
be found in our advertisement pages to-day. 

London Gazette Notices.—Territorial Force. 
son Artillery? London Electrical Engineers : 
tenant (temporary Lieutenant) R. H. Smita, O.T.C., Un- 
attached List, T.F., to be Second-Lieutenant. Tyne Electrical 
Engineers: Н. S. Watson to be Second-Lieutenant (on pro- 
Td E. R. Brigham to be Second-Lieutenant (on proba- 
ion). ; 

We regret to learn that Mr. A. C. SWALES, who has been 
Secretary of the Junior. Institution of Engineers since 1911, 
has retired from that position owing to ill-health. 

Col. Sir H. C. Т, Ногрех, Director of Mechanical Transport, 
bas been elected the Upper Warden of the City Guild of 


Gunmaktkers. 


Rol of Honour.—Private Jonn FENNELL, who has been 
killed in action, and Private CuanLEs WHITLES, who has been 
wounded for the second time, and is in a London hospital, 
were employés of the Keighley Corporation electricity works. 

Private J. Р. KaCkKLIN, York and Laneaster Regiment, re- 
ported killed in action, aged 36, was employed in the Hull 
Corporation electrical department. 

Sapper J. CLARE, R.E., killed in action, aged 97, was an 
electrical engineer in South Africa. 

Gunner Н. Mason, R.G.A., who has been awarded the 
. Military Medal for gallantry in the field, was previously 

employed as an electrician at Messrs. Rowntree’s, at York. 


Royal Garri- 
Second-Lieu- 


Private J. ATHERTON, Lancashire Fusiliers, has won the 


D.C.M. _It is stated that when the telephone wire wag cut, 
and, owing to smoke from bursting shells, visual signalling 
was impossible, he went out and repaired the broken wire 
ш pacer. 
econd Lieutenant (Temporary Lieutenant) Gatns Davy 

R.E., has been awarded the Military Cross for conspicuous 
gallantry during operations. He remained for many days at 
the exchange, and, by his energy, kept up the communica- 
tions in spite of the wire being frequently cut by shell-fire. 
One night he remained out relaying and repairing wires under 
shell fire. i 

Sergeant ALBERT CLARKSON Royal Flying Corpa re 

‚+ M LA ! " h d т id B о 
missing, was an electrician with Mr. Calverley, ‘of Бш. 
ij cnt UAM Banpiix. who was on the staff of the 
unondge Wells Corporation electricit ^partment 
wounded p ectricity department, has been 

The D.C.M. for gallantry in the field has been gr ; 

lantry Я 'ranted 

Corporal F. Rovers, South Staffordshire Regiment" Nhu won 
with the Electric Construetion Co.. Y "olverharipton. | 

Sergeant D. S. GREENHILL, Grenadier Guards, who has died 
of wounds received in action, was on the Rugby staff of the 
British Thomson-Houston Co., Ltd. P | 

Corporal L. Davies, R.E., who has fallen 
engaged in the cheinical laboratory of the Br 
"n оз Ltd., Rugby. 

ombardier RosERT Henry SANDERSON, who jo} d 

Cumberland Artillery whilst on the staff of the Carlile Мом 
cipal od тшеу department. at the outbreak of war, has 
Teeewved from the King of Serbia a gol dal for servi 
bar ME Gallipolt gold medal for services 


in action, was 
itish Thonison- 
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."Rifleman A. Gamble, 5th King's Royal Rifles | 


. *Sergeant 'T. Hayes, Army Ordnance Corps 


R 27, 1916, 


Private R. CLARKE, Lincolnshi , Regiment, formerly at 
Stamford with the Urban Electric Supply Co., who has been 
rene for more than a year, 18.n0w officially presumed to 
be dead. E 

Lance-Corporal E. C. RxyLEs, Royal Fusiliers, who has fallen 
in action, was engaged with Messrs. Bullers, Ltd., of Hanley. 

Private W.. SHERWIN, Royal „Fusiliers, who was with 
Messrs. Taylor & Tunnicliffe, ‘of Hanley, has beén killed in 
action. | ; М А 

Lieutenant W. Н. Kemser, South Lancashire Regiment, is 
reported wounded. He was formerly engaged at the British 
Westinghouse Works. 

Private A. CoUPLAND, Royal Fusiliers, has been wounded, 
and is now in the Hurdsfield House Hospital, Macclesfield. 
He was employed with Messrs Ferranti, Ltd., at their meter 
testing depót in Clerkenwell. 

Sergeant-Instructor Hore Travis and Company-Sergeant- 
Major Joe HoLMES, employés of the Oldham tramways, have 
been recommended for the D.C.M. | 

With reference to the death at the Front of Private J. 
LETTS, reported in this column last week, we are asked to 
state that this does not refer to Mr. Arthur Letts, who is 
station superintendent at the Lincoln Corporation electricity 
works, and is the only person of the same name that has 
been employed there. | | < 

Second-Lieutenant JOHN GSkEAR Ginson, A.M.LE.E., aged 
92 years, has died of wounds. - 

The following is the Roll of Honour of the St. Marylebone 
electric supply department down to date. 130 members of 
the staff have joined H.M. Forces, equal to 45 per cent. of 
the total male pre-war staff :— 

AE NE KILLED 1х ACTION. х x 

Pte. A. H. Bowen, 24th Co. of London Regt. .. 25 +. Stores Dept. 
Pte. C. F. Lewis, 10th Gloucester Regt. as ре .. Lamplighter. 
Rifleman A. J. Scott, 21st Co. of London Regt. Cost Office. 

| Diep on SERVICE. 
Pte. A. Р. Grover, 18th Co. of London Regt. .. ee 

PRISONER OF War IN GERMANY. 

Pte. A. J. Snow, 18th Со. of London Regt. .. no .., Sales Dept. 

i WOUNDED OR BRokEN IN HEALTH. , "P 
*Lance-Corporal F. Boyall, 8rd Essex Regt. .. a .. Lamplighter. 
*Driver W. Curtis, 72nd Brigade R.F.A. : -. Lamplighter. — 

-.. Generating station. 
.. Sales Dept. 
.. Lamplighter. 


.. Generating station 


*Pte. О, Gill, 10th Middlesex Regt. DM 24 
Sergeant W. Gregory, 1st East Surrey Regt. .. T | 
*Rifleman B. С. Hartopp, 18th Co. of London Regt. Generating station. 
- s Mains Dept. 
Pte. W. Higgins, 3rd Middlesex Regt. .. » vs .. Mains Dept. 
*Bapper G. Lobb, Royal Engineers (Royal Naval Division) Sales Dept. 
*Driver G. A. Oliver, 26th Brigade R.F.A. `.. Mains Dept. 
Pte. G. Rolf, 8rd Co. of London Regt. .. 2 „„ Sales Dept. 
Rifleman F. G. Saw, 9th Co. of London Regt. .. Sales Dept. 
Corporal G. Sell, 21st Co. of London Regt. .. 2 .. Stores Dept. 
Rifleman A. W. Turner, 2nd Battalion Rifle Brigade,  .. Mains Dept. 


Е * Since discharged. 

Obituary.—Mn. Water HaNcock.—The Times “ Deaths " 
Column announces that Mr. Walter Hancock, M.I.E.E., died 
on October 17th, in his 86th year, at his residence, 10, Upper 
Chadwell Street, Myddelton Square, E.C- 


Wills.—The late Mr. GEORGE KErrH, of the Cuba Sub- 
marine and Amazon Telegraph Companies and of the Chile 
ici phong Co., Ltd., left £60,452 gross and £59,726 net per- 
sonalty. i 


The late Mr. Leste S. ROoBERTSON, who with -Lord Kit- 


‘chener was lost in the Hampshire, according to the Times, 


left £10,945. 
estes c ————— наннын аныны е 


NEW COMPANIES REGISTERED. 


Zinc Producers' Association Proprietary, Ltd. (1,528F).— 
Somerset House particulars of the Australian Company. Particulars of the 
Zine Producers’ Association Pro ietary, Ltd., were filed at Somerset. House 
on October 19th, pursuant to Section 274 of the Companies (Consolidation) 
Act, 1908. This company was registered in Victoria, Australia, on May 20th, 
1916, with a nominal capital of 310,000 in £1 shares (no shares beyond the 
first £50,000, and no debentures, to be issued without the prior consent of 
the board) It is a cardinal principle that the company is to be and remain 
under British control, and accordingly (a) no alien can be a director or one 
of the principal officers of the company, (b) no share may be held by or in 
trust for, or under the control of, any alien or foreign corporation, or апу 
corporation under forcign control, (c) no person whose country of origin is 
now at war with His Majesty the King may hold office in this company or 
апу share or shares therein. “Alien” means any person who is not a 
British-born subject, or who was not naturalised in a British Possession prior 
to June 30th, 1905, and " foreign corporation " means any corporation other 
than a corporation established in sume pàrt of His Majesty's Dominions, and 
having its principal place of business therein. *' Corporation under foreign 
control? includes (a) a corporation of which a majority of the directors e 
aliens, (b) a corporation in which such voting power as, in е opinion d 
the board of this company, may Hive reasonable control is in the hands o 
aliens or foreign corporations, or persons who hold directly or indirectly n 
them, and (с) a corporation ‘he executive of which is a foreipn-contral: 
corporation. The number of directors is not to be more than 15. Басһ o 
the following companies may nominate one director, viz. :— Broken Hill Аззо- 
ciated Smelters Proprietary, Ltd.: Amalgamated Zinc (De Вахау“). Lid; 
Broken Hill South Silver Mining Co.; Broken Hill Proprietary Block 10 Co., 
Itd.: Broken Hill Proprietary Block 14 Co., Ltd.; Junction North Broken 
Hill Mine; Broken Hill Proprietary Co., Ltd.: Mount Lyell Mining & Railway 
Co. Ltd.; Sulphide Corporation, Ltd.; British Broken Hill Proprietary Cos 
Ltd.; Zinc Corporation, Ltd. The Burmah Corporation, Ltd., is also Ж 
tioned as having power to nominate a director if it became a member “к 
company. There is to be a London Board, an advisory member of y ЕР 
may be appointed by the Imperial Government. The directors at Ma 
181һ, 1916, were: W. L, Baillieu, W. М, Hyndman, M. Cohen, G. A. aran, 
A. Campbell, B. Kelly, and J. L. Wharton, all of Melbourne: F. C. СЕА 
апі B. A. Moulden, both of Adelaide; D. E. McBryde, North Road, Rrig p 
F. A. Govett, 30, Copthall Avenue, E.C.; F. A. Keating, 22, Bishnpse ba 
E.C.; and W. H. Woodhead, Hyes, Rudgwick, Süssex. The British a ved 
is at Pinner's Hall, Austin Friars, E.C., where W., S, Robinson is authoris 
fo accept service of process and notices on behalf of the company. 


| 


Vol. 79. No. 2,031, Остовев 27, 1916.) THE ELECTRICAL REVIEW. 469 


Universal Electric Supply Co., Ltd. (145,102).— This 
company was registered on October 17th, with a capital of £3,000 iq £1 
shares (600 6 per cent. cum. pref.), to take over the business of a dealer 
in electrical novelties carried on by J. H. Ward, M. H. Goldstone, A. A. 
Goldstone, and L. В. Goldstone, carried on at 87, Great Ducie Strect, Man- 
chester, as the Universal Electric Supply Co. The subseribers (with one 
share each) are: А. Hitner, 7, Linden Grove, Fallowfield, Manchester, 
provision merchant; T. Milligan, 4, Ambush Street, Higher Openshaw, Man- 
chester, book-kceper. Private company. The number of directors is not to 
be less than two or more than five; the first are A. Lowe and T. Milligan 
(both permanent), and А. Hitner (general manager). Solicitor: G.'P. 
Haworth, 19, Chapel Walks, Manchester. Secretary : A. Hitner. Registered 
office : 19, Chapel Walks, Manchester. 


———- 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Manaos Tramways & Light Co., Ltd. (101,081).—Capi- 
‘tal, £300,000 in £1 shares, Return dated September 15th, 1916. АН shares 
eae £100 paid; £299,900 considered as paid. Mortgages and charges, 


Llangellen and District Electric Light & Power Co., Ltd. 
(75,384).—Capital, £6,000 in £1 shares (2.500 pref.) . Return dated October 
13th, 1916. 2,114 shares taken up; £2,110 15s. paid, leaving 23 5s. in 
artears. Mortgages and charges, £2,800. 


Birmingham District Power & Traction Co., Ltd.—Con- 
veyance, dated October 2nd, 1916, as collateral security for £30,000 advanced 
to the Birmingham & Midland Omnibus Co., Lid., charged on certain free- 
Fold premises at  Tividale, Staffs. Holders; Halifax Permanent Benefit 
Building. Society, Princess Strect, ^Halifax. 

Bullers, Ltd.—Deposit on September 27th, 1916, of deeds 
of lands, buildings, and hereditaments known as Downfield Side Farm and 
land forming part of a field known as Horse Moor, hoth in Norton-in-the- 
Moors, Staffs., to secure all moneys due or to become due from the company 
w Barclay & Co., Ltd., 54, Lombard Street, E.C., not exceeding £25,000. 


Carville Site & Power Co., Ltd.—Issue on October 14th, 
1916, of £10,000 debs., part of a series of which particulars have already 
been filed. x 


CITY NOTES, 


Companies Struck Ой the Register.—The following coni- 
panies have been struck off the register, and they are accord- 
ingly dissolved :— 

Atlas Anti-Friction Metal Co. 

Domestie Engineering Presa. 

Eclipse Rail-Track Co. 

Electric Ozone Syndicate. 

International Asbestos Co. 

Traffic Indicator& — . . 

United Lighting & Maintenance Co. 

Wireless Electric Light Co. 

Western Telegraph Co., Ltd.—The directors are trans- 
ferring £100,000 towards the reduction of the amount of 
capital expenditure in eXcess of the share capital and deben: 
ture stock issued, £100,000 to the general reserve fund, £30,000 
to the land and buildings depreciation fund, £100,000 to the 
provision on account of investment fluctuations, and they 
recommend a final dividend of Ss. per share, making the 
total 6 per cent. for the year ended June, 1916, also the pay- 
iment of a bonus of 4s. per share, both free of incomoe-tax. 
The balance is to be carried forward. 

Consolidated Diesel Engine Manufacturers, Ltd.—In thc 
Companies’ Winding-up Court, on Tuesday, Mr. Justice 
Neville heard an application by Mr. Ellis, a shareholder, for 
an order against the liquidator of the above company to pay 
him a first return of 10d. a share on 4,617 shares. The sum 
mons was dismissed. 

City of Buenos Aires Tramways Co. (1904), Ltd.—Divi- 
dend of 1s. 3d. per share (at the rate of 5 per cent. per 
annum), less income-tax, for-the three months to Septein- 
ber 30th. 

Trafford Park Estates, Ltd.—For the vear ended June 
last the profit was £30,173. А dividend of 4 per cent. Is to 
be paid, and £50,353 carried forward, as against £45,070 
brought in. 

Norwich Electric Tramways Co.—Dividend, 3 per cent. 
(бв. per share) for the year, placing £5,000. to reserve and 
£1,000 to 1914 Act account, carrying £429 forward. 

Kaministiquia Power Co.—Dividend of $1.75 per share 
(at the rate of 7 per cent. per annuin) for the quarter ending 
October 31st. 

J. F. & б. Harris, Ltd.—The net profit during the period 
ended June, 1916, was £419. The full preference dividend 
has been paid, and £43 is carried forward. 

United Electric Tramways of Caracas, Ltd.—Dividend of 
7 per cent. (ls. 4 4/5d. per share), less tax, for the year, 
carrying £2,428 forward. | 

Anglo-American Telegraph Co., Ltd.—Interim dividend 
for the quarter ended September 30th. 158. per cent. on the 
ordinary stock and 30s. per cent. on the preferred stock, less 
income-tax at 5s.'in the £. 

Marshall, Sons & Co., Ltd.—Interim dividend at the rate 
of 5 per cent. rer annum, less tax. for the half-year ended 
June 30th. 

Brazilian Traction, Light & Power Co., Ltd.—Dividend of 
1 per cent. on the issued ordinary capital stock. ө 

Babcock & Wilcox, Ltd.—Interim dividend of 6 per cent., 
free of tax, for the half-year ended June 30th. 


_____:——-Г- L| 


Hurst, Nelson & Co., Ltd.—According to the '* Times," 
the ross profit for the past year has been £73,426, against 
£61, 19. It is proposed to place to general reserve account 
£25,000, against £15,000, to pay a dividend on the ordinary 
share capital at the rate of 10 per cent., free of tax, also & 
bonus at the rate of 24 per cent. free of tax. There is to be 
carried forward, subject to payment of excess profits duty, 
om For the preceding year the distribution was 10 per 
cent. 5 


РА 


STOCKS АМО SHARES. 


| TUESDAY EVENING. 
. Stock Exchange markets continue to show а good deal of 
irregularity, but business is returning to some of the markets 
from which it was diverted by the issue of the 6 per cent. 
Exchequer Bonds and the French National Loan. The prin- 
cipal factor is Roumania, and the character of the news 
received from Bucharest helps to govern the prevailing senti- 
ment from day to day. There is a certain amount of dis- 
appointment in the City at the way in which matters have 
developed in the land of our latest allv, but the increasing 
pressure of the British. and French on the Somine must 
obviously have its effect in the number of troops which the 
enemy is able to employ against Roumania, and, after all, 

the ultimate end to the war 1s perfectly patent to everyone. 
Were the news from Rounania to take a favourable turn— 
as, of course, it is likely to do at any moment—there would 
probably be a quick resumption of the buying movement 
which lifted prices so substantially last month. Meanwhile, 


. the markets as a whole are walking warily, with prices in- 


clining somewhat to the duller side. 

The prior-charge stocks of the Home Railway companies 
are still very depressed. Holders seem anxious to exchange 
them for one or other of the Government forms of borrowing, 
with the result that there has been a further shrinkage in 
débenture, preference, and guaranteed stocks during the past 
few days. Some of the ordinary stocks, on the other hand, 
have rallied. The weakness which was so pronounced in the 
case of low-priced issues, such as Metropolitans and Districts, 
is less acute. The speculative buyer, however, is not keen 
on Home Rails at present. Central London assented ordinary 
is 2 lower. The Underground Electric Railways of London 
group is steady. Business in the market as a whole remains 
anything but brisk. District 4 per cent. debenture at 714 is 
3 points down, and the Sixes at 1064 are 2 lower. Metro- 
politan 34 per cent. preference has dwindled to 60. 

Electric lighting shares tend to shrink from their recent 
prices. County of London ordinary have weakened 1; there 
are falls of 4 in City Lights and St. James's, and of 1/16 in 
Westminsters. The market has hardly started to discuss divi- 
dend estimates in respect of the current six months, but it 
із safe to assume that the declarations will reflect still further 
the increased cost of coal and the more stringent lighting 
regulations. On the other hand, the electric supply concerns 
which number amongst their customers large users of power 
will probably be able to give а good account of themselves. 

The West-End undertakings are likelv to be badly hit by 
the various restrietions, although in their cases they have the 
increased consumption by Government offices by way of par- 
tial compensation. The order to close shops at seven o'clock, 
which comes into force next week, can hardly have a favour- 
able effect upon lighting profits. Rumour in the City went 
one better, and declared that it was the official intention to 
enforce the closing of all offices at five o'clock during the 
winter: the sex of the originator of this rumour is not known. 

Brazilian Tractions have once more become an active spot, 
the price fluctuating considerably between the limits of 59 
and 55, the latter being the price this, Tuesday, night. The 
apprehensions a8 to a possible reduction in the dividend are 
laid to rest for the time being, and currency has been given 
to the idea that Brazil пау be able to resume cash payments 
of interest on her bonds—at all events, to some extent— 
when the moratorium expires in July next. This had a 
strengthening effect upon most of the securities connected 
with Brazil, but, apparently, after the first blush of strength 
had worn off, profit-takers who had bought Brazil Tractions 
cheaply, hastened to take advantage of the rise, and the 
price reacted abruptly. | | 

Nothing fresh of note has occurred їп Mexico, but prices 
of the utility companies are flat, all the same. Stocks in the 
various railway companies—which are taken. as an index of 
the Mexican position—have given way a little. The Argen- 
tine group also continues dullish, though evidences are be- 
coming stronger that the Republic has at last got over the 
consequences of the shock produced by the outbreak of war, 
ond is regaining its former sound financial position. Canadian- 
American utilities are, on the whole, rather better. the move- 
nents. however, being narrow. The fall in British Columbia 
Eleetrie Railway stocks has made further progress; the 4i 
per cent, debenture stock shed 22 points. 

Marconis have come into prominence as the most lively 
share in the industrial market. From 23, the price of the 
ordinary rose to 3 1/16; and although the fraction was lost 
later, the market continues to show a good deal of strength. 
There are vague rumours that the amount of compensation 
to be paid to the company by the Government is being 
settled, but in reliable quarters this is considered as being 
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at any rate unlikely. With the price of the parent shares, 
Americans have recovered to 18s., and Canadian Marconis 
are once more close to half-a-sovereign. 

The Telegraph market further receded, but during the last 
few business days buyers have come in. 
fell to 134, and at 13$ they still show 4 decline. Anglo- 
American Telegraph deferred dropped another point. The 
remainder of the group is noticeably steady. Telegraph Con- 
structions are £1 down, and the yield on the shares has there- 
fore risen to 6 guineas per cent.’ Allowing for the fact that 
the dividend is paid free of tax, the return on the money is 
equivalent,to over 8 per cent.. withr a 5s. tàx deducted. 

The shares in other manufacturing companies are fairly 
firm. British Insulated preference at 54 are 10s. lower. Bab- 
cocks are steady at 3. A few of the British tramway shares 
are easier. Tondon & Suburban Traction preference. for in- 
stance, eased off to 8s., and Yorkshire West Riding preference 
at 43 are about 2s. 6d. lower. | 

The armament group is inclined to waver a little, and the 
rubber share market has been sharply upset by the announce- 
ment that the excess profits tax will be applied rather more 
stringently than the market had expected. Probably this 
would not have had much effect had it not been for the 
general atmosphere of dullness round the Stock Exchange 
engendered by the news from the Neur East. Prices, how- 
ever, have given way sharply, and with this reaction business 
contracted to a considerable extent. It is possible that some 
people bought themselves rather more rubber shares than 
they could afford comfortably to carry. with the result that 
this stock—or, at any rate, some of it—is heing marketed 
under conditions anything but favourable to the sellers. 


SHARE LIST OF ELECTRICAL COMPAN TES. | 
Номе ELECTRICITY Companies, 


' Dividend Price 


—Há— Oct. 291, Rise or fall Yield 
1914. 1015, 1916. ' this week, рус, 


Brompton Ordina 10 :10 € —- 
Charing Cross Ordinary a 5 б a — “7 " 
do. de. do. 4& Pref.  4à 44 B = 6 6 
Chelsea oe : ee eae ee 5 4 3 — 6 18 
City of London .. >.. B 9 8 194 a" 6 12 
do. do. 6 per cent. Pref. 6 6 ir} — à 6 17 
County of London " ues 1 7 10} — i 6 10 
do. 6 рег cent. Pref. 6 8 16 — 517 
Kensington Ordinary .. se 9 7 6 — 6 4 
London Electric .. si. is 4 8 1 — 6 10 
до. до. 6 рег cent. Prof. 6& 6 45x — 6 ц 
Metropolitan ` .. БЕ n 8 В 2g — 5 14 
до. 43 per cent. Pref. 4à 8} — 7 4 
Bt. James’ and Pall Mali ‘se 10 8 TI — à 6 8 
South London .. h. 5 6 2+5 — 6 16 
South Metropolitan Pref, 7 1 14, - ò 7 
Westminster Ordinary .. ze wp 7 63, — [fa Б) 
TRLEGRAPHS AND TELEPHONES, 
-Anglo-Am. Tel. Pref... . 6 6 98 - 1 
Б do. Det. oe oe 80/- 83/8 2i S б jn Г 
Chile Telephone .. ais аа 8 В 7 — 614 5 
Cuba Sub. Ord. -.. sie EE b 5 Rixd — Бон 6 
Eastern Extension x 7 8 183 — à %6 17 6 
Eastern Tel. Ord. x 7 8 141% — *% 13 1 
Globe Tel. and T. Ord... | в 7 193 m ер 12 0 
do. Pref. E 6 6 104 — 51: 3 
Great Northern Tel. .. .. 22 XV 4u — 610 0 
Indo-European .. as 13 13 51 + 6 18 
Marconi ..  .. А 10 1) 8 * 1 868 
New York Tel. 44 > n 4$ 4 100 — 1 10:0 
Oriental Telephone Ord. ' 10° 10 25 xd + 466 
United R. Pate Tel. .. |) 8 8 618 +h "517 5 
West India and Рап, .. i. 1 x 1 ы! 
Western Telegraph ..  .. 7 3 144 i ©$ 04 
А ira И Home Rains, 
entral London, Ord. Assented 4 
Metropolitan f аа T we 1 h А Hh 2 ds 
. do.  Distri it | uU E нд 
Strict  .. œ N Ni li EE i 
Underground Electric Ordinary Nil АШ lij i Nil 
до, do. "A" .. NI Nil 6j. EN NU 
do. do. Income’ 6 6 80 = вит 
| FOREIGN Trams, ёс, 
Adelaide Sup. 6 per cent: Pret. 6 5 
Anglo-Arg. Trams, First Pref, 6 Р ate = #. 2 
| do. 2nd Pref... Б ct al E ues 
. „00. ~ 5 Deb. .. 6 6 70 2 2 
Brasil Tractions .. Ps e 4 4 55 - a. 
Bombay Electric Pref, > °° 6 4 10 ы seamos 
British Columbia Elec. Rly. Pfce, 5 — 5 Ma = pots 
о. до. Preferred — Nil 56 —1 s Nil Р 
о: do Delerted — Nil б? —1 Nil 
i . о. Јер. К ‹ 
Mexico Trams 8 per cent. Bonds a Ni "i $ í Nu 
о. per cent, Bon — i Ж P 
Mexican Light Common ; ч i Nil М Et cM Nil 
do. Pre. ..  : Ni Ni ël E 2n 
do. lst Bonds |. Ми Nil 40 E. pa 
MaNtFACTURING 
Babcock & Wilcox s% æ. 14 ар 
British Aluminium Ord; - 5 7 28/3 = 4 
British Insulated Ord. .. * 15 17 12 Hs 2 93 
British Westinghouse Pref, КА 1% it ' E = a 
Callenders.. io Ua vun 194 = боо 
do. . 5 Pret; $C ue Гру. Оф i = 21956 
Castner-Kellner .. ie .. 20 — 8 = В 
Edison & Swan, £Spaid |) Nj I ia. = SLE 
do. do. fuliy paid |) Nil I ИЧ e NII 
do. do.. 4 percent, Deb. 6 6 62 2 х 
Electric Construction Р is 6 Th à = 2.0.0 
Gen. Elec. Pref... 7 7 g d T m 50.9 
do. Ord... 1 7 19 е m = оо 
Henley .. | ' gp 25 id = 220 
do. 4) Pref... .. Y 4 4 4 = [1850 
paa Ruber .. .. 1 qg qj 1° = EE 
egraph Con. .. - x ; eX) 3 4 


* Dividends paid free of income.tax, 


L] 


Eastern Extensions | 
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MARKET QUOTATIONS, 


Ir should be remembered, in making use of the figures appearing 
in the following list, that in some'cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, October 25th. 
$$ ma 


Latest Fortnight's 
М CHEMICALS, &c. - Price, Ino. or Deo, 

a Acid, Oxalic ., per lb, 1/8 "T 

a Ammoniac Ва) a ns .. per ton £75 2 

a Ammonia, Muriate (large crystal). " : P > 
а Bisulphide of Carbon  .. z m #98 s 

a Borax.. ee oe ae oe » £34 m 

a Copper Sulphate .. Зе » £53 £2 ine 

a Potash, Chlorate .. sé per Ib. 2/6 M 

a э” Perchlorate ” 3- "m 

a Shellao - iie; per ewt 12 Jj. Pe 

a Sulphate of Magnesia  .. +. per ton £16 Ж 

a Sulphur, Sublimed Flowers .. i» £13 £1 dec 

a n ump .. e » #15 10 £1 inc 

a Soda, Chlorate per lb. 1,- e 

a » Crystals Р ee .. рет (оп 120] . 

a Sodium Bichromate, caska .. per tb. S 

METALS, &c. 

c Brass (rolled metal 2 to 12° basis) per Jb. l'fà bo 1/81 E 

c y» Tubes (solid drawn) "s "ў 1/48 to 1/5 id. inc 

c „н Wire, basis .. is e n И] to 1/4 = 

c Copper Tubes (solid drawn) .. 55 1/7 *o 1/8 - 

E » Bars (best selected) .. рег ton £163 £2 ine. 

E » Sheet eX. cue te уз £168 £2 inc. 

g E Rod е = aos ee oe » £168 £1 ine 

d » (Electrolytic) Bars vs 55 £144 £2 ino. 

d , - Sheets .. » £162 #2 iao. 

d 0» 3! Rods oe IN £153 £1 inc. 

d 3 e ” H.C. Wir per lb. 1/6 - ax 

f Ebonite Rod.. > Vs s is 8J- i 2 

T Sheet es Vs ae 5 2/6 M 

n German Silver Wire s ie " 2/8 P 

h Gutta-percha, fine .. ais Sie у) 6/10 vs 

h India-rubber, Para fine .. РИТ 8/4 at 

i Iron Pig (Cleveland warrants) .. per ton ` Nom. oe 

l» Wire, galv. No. 8, Р.О, qual. TE £86 2 

g Lead, English Pig ee ee oe ” £31 5 . 

g Mercury Ee ie i2 .. per bot. |£17 19 6to £17.15 

e Mica (in original cases) small .. per lb. 8d. to 8/- vs 

е , ET » medium " 8/6 to 6/. 

e “o, эз 93 large eo ГІ] 78 to 14/- & up. ee 

d Silicium Bronze Wire .. .. per Ib. 1/91 24. inc. 

r Steel, Magnet, in bars .. per ton £9 Е 

g lin, Block (English) sis $s i £184 to £115 £) inc. 

n Т) Wire, Nos. 1 to 16 ee oa per lb. 2/10 : oe 


a "Hac VEM 
Quotations supplied by— 


g James & Shakespeare, 

h Edward Till & Co. 

i Bolling & Lowe. 

l Richard Johnson & Nephew, Ltd, 
n P. Ormiston & Sons, 

r W. F. Dennis & Co. 


a G. Boor & Co. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

» F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


o —€————— 


Industrial Harmony.—Sir William Lever, Bt., speaking 
at the Manchester Athen»sum on ^" Harmonising Capital and 
Labour," said that it must be admitted that, in spite of better con- 
ditions of employment and higher wages, the present position 
occupied by labour was not acceptable to the workers. The work- 
man was no longer a “hand”; Labour to-day was ап educated man. 
and his wants were yrowing and hisoutlook was extending. Labour 
would not be brought to work side by side with and to harmonise 
with Capital merely by ever higher and higher wages, shorter aud 
shorter hours, combined with better and better welfare conditions. 
The lesson for the capitalist was that high wages, short hours and 
£ood healthy conditions by increasing intelligence and efficienoy. 
increased output and actually reduced costs. And the lesson for 
Labour was that increased output stimulated consumption and, con- 
sequently, demand for production and distributive labour. the fact 
being that consumers of all classes supplied themselves where they 
суша be best and most economically served. Only by entrance 
into co-partnership together could Capital and Labour be brought 
to pull together, and only by co-partnership conld they be har- 
monised.— Daily Telegraph. 


U.S. Central Stations.—On the basis of the earnings. for 
the first half of the current year, 1916 should be a very prosperous 
vear for the U.S. electric light and power industry. According 
to a compilation made by the Meetrical World from reports received 
from over 60 per cent. of the industry. the earnings from the sale o! 
energy during the first six months of 1916 amounted to 8203,500,000. 
аз compared with $176,300,000 for the first half of 1915. The 
increase was 15° percent. The output for the first ha!f of 1216 
increased 24 per cent. over the first half of 1915, being 
10,875,000,000 KW.-hrs., as compared with 8,775.000,000 KW.-hrs. 
for the first half of 1915. Returns for the month of June were 
particularly good. Throughout the first ‘half of the current year 
the factor that stood out most prominently was the remarkable 
growth in the power load. The motor market was swamped with 
orders, and many of the motors ordered at this time will not come 
into use until late in the current year; consequently the demand 
for power will continue to increase considerably for some time t^ 
come. The big increase was from new customers, who had formerly 
been rupn'ng under their own power. The flood of orders cam 
with such a rush that there was no time to enlarge private plant, 
an1 central station service at once became very popular. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING SEPTEMBER, 1916. 


IHE September returns of electrieal exports and imports show а 
considerable increase in value in comparison with the August 
totals; the exports, in particular, maintain the relatively high 
level of the past few months. : 

The total value of the exports was £573,314, as compared with 
£553,957 in August, £487,575 in July, and £603,510 in June. 

Of the individual sections, cables, machinery, and telephonic 
materials made а good showing, while business in the miscellaneous 
sections, such as accessories, fittings, meters, &c., was above the 
level of the previous month. ! 


accounts for the considerable reduction shown in the September total. 
The imports reached a total value of £237,032, a considerable 
increase on the August total of £183,151, traceable to the increased 
amount of American material which entered this country during 
the month. Holland, due to its lamp industry, again occupies the 
second place in the list of importers into this country, and it is 
significant that Japan figures for over £10,000 worth of electrical 


- material sold to us. India was our best customer during the > 


month, while our Australasian colonies and the friendly European 
countries were also good customers—France in particular, but South 


The August telegraphic exports were exceptional in amount, which American business was on a small scale. 


` 


Registered Exports of British and Irisir Electrical Goods from the United Kingdom. | 


, 
r 


= $3 | a |р AP sag 2,2 | 
СЕР ЕЕЕ 5 (#4 |53 of Sel 951. 283 FEF 
Ta e dc Я w 
Destination of exports and country consigning | gus | 995 3 ат wa | очы) fgs ES 955) шз E © Do ads 
imports EFE яа | о БЯ ESL 2g $5 ES FE SRS E 3 
| ЧЕКЕ СОЕ: Ө 15j SE | d |843] 335 
e a & & = 8 a Sag) B © 
à [gg ja |.| 4 |e 4$ БЫ; 
| £ £ £ £ £ £ £ £ £ £ £ £ £ 
Russia, Sweden, Norway and Denmark ... | 7,407 | 1,790 67| 3,011 ... | 5,449 |13,514| 1,051 690 | 272 86| 4,111 | 37,448 
Netherlands, Java and Dutch Indies 833 | 17,814! 1,284| .. 62 33 | 5,011)... 93 | 62 | 1,980] 720 | 27,392 
Belgian Congo ees [FI] ean ese eee eee eee T? өзә TP eee TES E 153 TIT 8 417 208 
France ... see — us 895 11,642 780) 293| .. 661 212 (22,072! 7,207 165 | 846 | 8,787; 4,293 | 56,964 
Portugal eae ove ©» эз zis 340 1,276 82, 239 | 341 aa 347) ... 132 — 493] 451 3,701 
Spain, Canary Isles and Spanish N. Africa... | 1,486 |  ... 368| 145 | .. 830 |16,166| 2,488 | 275 | 31 | 653| 1,530 | 23,972 
аа Italy pa Anatria Hungary we | 884 |... 260} ... n 34 | 6378| .. КР es | 7,454) 134 мап 
reece, Roumania, ey and Bulgaria ... tis 138| ... жуз $us 34 |... M es фу» sus гуа T 
Channel Isles, Gibraltar, Malta and Cyprus... 93 68) ... 18 | ... 32 | 125 16 sx 17 | .. [11,391 | 11,820 
U.S.A., Philippines and Cuba "EE Е | .. b .. | 126 | 3,437 " 22 | ... 50 | 4,058 
Canada and Newfoundland ... aie’ . | 1,110 Se 993)... 597 "T 1,934] 700 | 1,519 is 105 . 6,958 
British West Indies and British Guiana ... 89 — 26 99 | ... xi 147]  ... 185 7 19 74 $e 7 
Мехісо апа Central America eee ene 67 97 aan” 20 ase eee 28 воз 28 [2 
Рега апа Uruguay o. eee ace ese 13 see 446 90 eee eee 325 167 609 24 1,674 
Chile ... *... zis woe ove Bis 510 3,204; 248] 357 18 867 | 2,271 325 ‚31 25 ]2| 269 8,140 
Brazil ... -— Sus wis aie zi 588 582} ,86| 136 exe 20 777) 1,838 РР 149 247 3,923 
Argentina wee wae s dus .. | 1,270 8,270, 336| 191 16 | 1,504 | 1,198| 2,851 941 | 95 798| 176 | 12,649 
Colombia, Venezuela, Ecuador and Bolivia... 175 21 10| 353 ex 240 10 | 2,640 sis 26 15| 275:| 8,765 
Egypt, Tunis and Morocco ... "Og 518 757 3| 170 ы 71 | 1,856; 217 928 15 | 3,479] 640 | 8,654 
British West Africa ... кеб! Fee Sas 74 1,424 53 55 vss . 22 | 3,000 és Vs eve 57| 141 4,826 
Rhodesia, O.R.C. and Transvaa. 2444 | 2,931, 148| 950 wis 279 | 1,698] 237 646 | 131 68 5 9,537 
Cape of Good Hope aie 1,405 | 11,3862 492] 761 .. | 9,008 19 b23 45 | 7,179] 177 | 24,971 
Natal ... «э T€ m iss ves nen 9,782, 752] 259 T 252 | 3,554| 8,523 21 gre 253| 226 | 23,622 
Zanzibar, Brit. E. Africa, Mauritius & Адеп 386 372, 176| 280 12 eus 4 32 | oe u 259 : 26 pes 
Azores, Madeira and Portuguese Africa ... | 409 299 87 87] ... Sen Ü " sis ie 6 1763 
French African Colonies and Madagascar... 224 sie "s ss as 36| ... nits M ss 17 277 
Persia ase eve 1,219 2,226 LIII eee eee eee eae soe eee eee ore 3,445 
China and Siam А “з ies wee | 2,223 6,068) 2,251| 1,008 12 | 1,377 | 4,375) 1,965 133 | 160 20 1,100 20,692 
Japan and Korea ... € jus iu 91 182), 37] 98 1,070 | 3,555} ... | 9,857 | ... iia 45 | 8,935 
India ...  .. 4,634 | 23,190| 4,447, 1,879 | 34 | 1,538 |25,871| 3,355 | 4,429 | 356 | 4,726) 1,234 | 75,693 


Ceylon... . co 07 77 CU 1406 | 1914] 931 162| .. | 120| 97 70| 213 | .. | 1,336] 179 | 4,728 


Straits Settlements, Fed. Malay States and 


Sarawak ... 945 | 1.564) 504 524| 31] 446 | 2,112| 1,621 | 251] 47 | 1,578] 130) 9,753 
Hong Kong .. ш. ш  ..  ..] 73] 2488) 526 .. |... | 686 | 1,516) ... 59| ... | 438| 904 | 6,690 
West Australia ^ — 4. —. vee | 189 578. 494| 28| .. | 309| 715| 73 in| .. | 1,118) ... 3,519 
South Australie ow wo] 23432| 2681) 161 175| .. | .. | 1,824) 357] 1765} 29| 861 32| 7,127 
Victoria моз lu xw OND [28317 | 36,459] 5,737] 604 | .. | 652 110,151] 797 | 746 | 28 | L987| 497 | 59,975 
New South Wales... ш.  ..  ..] 1,561 | 20,647| 2,101] 1,445 | ... | 2,061 | 6,023| 1,135 | 3,016 | 186 | 2,972) 805 | 41,952 
Queensland...  ..  .. а. а. | 397 | 3,591) 109| 116 | .. 15 | 371| 933 | 939 1,512; 105 | 8,088 
Tasmania jst wwe | 328 700 19] 29| ..]| .. | GO]. ... e sis de e cen 1,186 
New Zealand and Fiji Islands — .. — ....| 1,094 | 10,914 2,105] 1,062 | ... | 277 | 2,926| 1,568 | 1,670 | 21 | 2,830) 2,526 | 26, 


— | 0—————— ————— |= — —Ó— d————— d——— 
——  €— ee 


23,032 |2,575 |51,083[33,661 |573,314 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


" Russia, Norway, Sweden and Denmark ... | 721 р tos 250 | 1,688 14,780 884 1,695 а 867 о 
Holland...  .. шо ш ш. ы]... | 1020| 185 |25,737 | 7,651" ... | ... 57] 654]... КСИР 2 
France ... ies 160 Vus ane 251 311! 755 200 50 | 4,838 [3,196 2,008 11,769 
Switzerland .. .. о ош о... 3304 | .. | 18| 121 2463 | 7,368 | ... 96 |1,060 102 14,532 
Italy ш... s. D340b | uu dose. [eee |... |... Вана |... "i | 
United States ... 11,383 [10,982 [5,431 3,031 296| 1,452 110,540 168,597 10,669 8,900 6,943 138,174 
Japan 2,460 3,555 | 3,090 695| ... vis iss 617 | ... | -— 10,417 
Total, & [18,028 [14,356 (9,139 [32,480 |10,636| 4,670 [32,838 [70,770 118,569 [13,1501 -9,920 234,562 


Additional imports.—Spain, carbons, £1,316. Hong-Kong, electrical goods, £114. Canada, glow lamps, #218; electrically-driven 
machinery, £124 ; batteries and accumulators, £106 ; telephone and telegraph appliances, £562. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


1 


18,596 


Various countries, mainly as above .. | 1,229 | 1,376 4,062 | 177 | 3,870 | 5,175 380 | 207 2,120 
eee —MM————————————————————M—M—MM—MM 
TOTAL Exports: £573,314 . TOTAL RE-Exports : £18,596 TOTAL IMPORTS: £237,032 
А : ; ; The first and 
NoTE.—The amounts appearing under the several headings are classified according to the Customs returns. st а 
third columns contain uy СЕ relating to "goods" otherwise unclassified, the latter, doubtless, consisting of similar 


materia's to those appearing in ad‘acent columns. Imports are credited to the country whence consigned which is not necessarily 
the country of origin, 


\ 
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FRENCH AND ITALIAN ELECTRICAL electrotechnical work, chiefly electrodes. which are gent 


| К mostly into Switzerland, Sweden and Nerway, where the 

INDUSTRY AND THE RUSSIAN MARKET. demand for ‘electrodes for the highly developed electro. 
а | | chemieal and electro-metallurgical industries is very great, 

Iw no branch of industry did the Russian market depend For Russia, however, with its hitherto feebly-used water 
so much on importation as in the electrical ; and as our power, and the absence of important electrochemical 


readers are aware, with the cessation of the normal im- factories, French electrodes cannot serve as an article of 
portation, the Russian clectrotechnical market experienced importation. T \ 
serious "difficulties. . The question as to where quickest . But all the remaining French electrotechnical articles 


and cheapest to procure the necessary electrotechnical have been exported hitherto only in very limited quantities, 
góods will become still more difficult until the conclusion so that it is useless to count upon them partieularly, the 
of peace, owing to the preoccupation of the electrical more so as one-sixth of the total French export of electrical 
industry in all countries with war requirements. In many manufactures has gone hitherto to the French Colonies, 
cases, too, the works that are free to cater for the private Algiers, Tunis, and Indo-China. The balance of the exports 
market are working only for immediate requirements, was naturally distributed amongst countries contiguous to 
because of the dearness of raw material, the lack of labour, France. The principal customer for French electro- 
and other circumstances. Therefore all stocks are com- technical goods was Belgium; then Switzerland, par- 
pletely exhausted, and in order. to replenish them, whilst ticularly the Western French Cantons ; then Spain. The 
satisfying current requirements, which will grow immensely exportation of electrical goods into Russia was во insig- 
after the war, great quantities of electrica! goods^will be- nificant that the French official statistics specified it only 
required. ' in-regard to electrical apparatus and accumulators, 

In a previous article in the Elektrichestvo, last year, from The exportation of meters into Russia is, however, 
Which we quoted very fully, Engineer P. Gurievitch con- specially mentioned ; but in the French statistics ib is 
sidered to what extent Russian buyers of electrical goods registered in a group including gas and water meters, so 
might rely on the English electrical industry for supplies. that is difficult to say what part is played in this group by 
Using the official statistical data entitled “ Tableau Général ^ electrical meters. The total exportation of meters of all 
du Commerce et de Navigation de la France" and the kinds from France made the important sum of 14,087,000 fr. 


Я ТАВІЕ І. 
PNE 


—— án — ————— iH B 


In francs. Exports to various countries in quintals. 
or Total | Total. | Export to СКА to Я ч а 5 | а | E | | : | * 
im- | ех- French other = Sd | SUE MEN NE В 
portation. | portation. Colonies. | countries. = R ogh e MENT" oz 
| : | a 2" |з Z So ; a ` g Q 
MM —— E ee — : | 
"| L i | | | i | 
Electrical apparatus жез wee - | 18,892,000 | 14,585,000 2,853,000-; 11,732,000! 1,330: -283| — 758 336 | 220 870 
Carbons for electricity wee tee T 1,056.000 | 8,564,000 33,000 | 8,531,000 , 8,695 10,885 13.916. 3.389 | 1.966] — 2,811 
уаш саше _ E .. tee | 9,052,009; 4,116,000 1,475,000 | 2,641,000 | 4,120 439 871 | 3,005 322, — |2012 
^rmatures for electrical machines and | . || » и 
parts for electrical apparatus ... WE 4,611,000; 2,461,000 258,000 | 2,203,000| 1,037; 219| — 454| 106] — 945 
Incandescent lamps m А | 2,622,000 | 2,230,000 ‚ 548,000 | 1,682,000 ; 96 21; — 62 176| — 253 
Are lamps ... even | 80,000 248,000 112,000 186,000 17 | — 13| — E 12 
Conductors and cables .:. m -. | 1,017,000 | 3,421,000 705,000 | 2,716,000| 7.406; 452 = 316 567 | — | 3,849 
d ош goods for electricity s — 612,000 198,000 414,000 207 | 1,487) -- =e = = 835 
A ass goods is - Mi. жд = 450,000! . 133,000 | 317,000] — | 1,331| — — — | — 80 
Accumulators vas oes $us 179.000 523,000 162,000 361,000, 258 | — -— — 811| 497 146 


аара EC NEHME 1 а э. NEC RO NN 
“ Movimento Commerciale del Regno d'Italia" for 1918, in 1918, whilst the total of meters of all sorts exported into 
he now in the same journal dwells on the electrotechnical Russia made approximately 790,000 fr. 
industry of, two other countries allied to Russia—namely, Thanks to a large export of carbons for electro- 
rance and Italy—showing their position in the world's ^ technical work, the French exportation of products of the 
markets’ and their exportation into Russia. The. French electrotechnical industry only about equalled the level 
importation and exportation of electrical goods in 1913 are of the importation of such goods.. The French &ectrical 
shown in Table I. - 7 industry therefore has, first of all, to see to it that it can 
M. Gurievitch says that if we consider the data of supply the requirements of its own market, before thinking 
the table submitted from the point of view of the possi- — of exporting to Russia. | n 
bility of Russia receiving some electrical goods from. ‚Ав to Italy, its electrotechnical industry is stil too 
France in greater quantities than before the war, we must feebly developed for it to compete on the Russian market 
Mae that as an exporter of clectrical goods France stood ^ with other countries. As an exporter of clectrical goods, the 
ar behind Germany, England, and the United States, as — Italian industry began operations only five years ago. The 
can be seen in Table II, which shows the export of electrical first position in the Italian export of these goods, of a total 


"emn 00 2n <. 2- 


products from these countries in 1913 : — value of 10,294,000 lire, in the year 1913, was taken by 

TABLE II. * electrical conductors and cables, the exportation of which 

ШЕ ЕЕ ee eee reached 7,028,000 lire, or 68 per cent. of the total dion 

38 zfs || 3 $| 3 E of electrotechnical goods, As, however, was observed by 

Exporting a3 | FERR: ge s| &, |58 M Gurievitch in reviewing the English exports, Russia 18 

countries, see | HES || $ x E AE least of all in want of cables. The second place іп the 

352 | 438 | 8| 38^|8 ЕЕ |88 Italian export of these goods is occupied by dynamo 

és | Bos |8| ёз |E] & 5 machines. Already in the year 1910 the export of these goods 

Germany — pem lass 0 |— was valued at 139,000 lire ; in 1911 it rose to оо 

England ii 188,800,000 | 55/1909 J 2010 119 1206000 | 108 TE ае to M Me : and in das prn 

Етапсе.. ..| 97,210,000 | 4,116,000 | 111 5/421 000 91 С) o ч d exportation o Y М шеш Des the 
a and t| 80202000 | 20,358,000 67-5) 1404000! 4-6 3,082,000 153 the Russian market stands particularly in need, was, on E 

So vp oo vete] S855000 | 27-7 | 7,028,000 | 68-0 8000 03 оіћег hand, particularly small—no more than 205,000 lire. 


"hilst i Italy exported tr : salue of 231,000 lire in 
. Whilst in the case of other countries by far the most 1913, ud adc es eee to the value of 

Important articles exported are either electrical machines or 878,000 lire. But to Russia she exported only small E 
ps i France the export.of these two groups plays only machines and motors to the value of 82,000 lire. The 
: e on inate part, making only about 10 per cent. of the chief foreign market for the sale of Italian electrotechnical 
otal exportation. In the French exports the most important goods was South America (Argentina and Brazil), where | 
position after electrical apparatus is occupied by carbons for Italy sent electrical machines and transformers to the value 
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of 1,148,000 lire. The export of other electrical goods | 


from Italy was insignificant. Her exportation of electrical 
apparatus amounted to only 166,000 lire, and of accumu- 
lators to 38,000 lire. 


Of machines used in the electrotechnical industry, Italy | 


exported in 1913 to the value of 4,758,000 lire, .internal 
combustion motors, including 594,000 lire value for Russia ; 
{о the value of 553,000 lire, (of which 41,000 lire for 
Russia) in steam engines, and to the value of 144,000 lire 
(of which 15,000 lire for Russia) in water motors. 

It is necessary to observe, however, that Italy, to а 
greater extent even than France, depends ón importation for 
electrical goods, which were valued at 81,955,000 lire in 
1913, thus exceeding Italy's export of such goods by three 
tintes. With the increase in the development in Italy 
of hydro-electrical installations, the demand for elec- 
trical goods grows there at a great rate, and cannot ke 
satisied by the Italian electrical engineering shops. Of 


electrical machines and transformers alone Ttaly imported in . 


1913 to the value of 13,501,000 lire, of electrical apparatus, 
4,988,000 lire, and of incandescent lamps 9,094,000 lire.. 

It remains to be said, in conclusion, that French 
‚ industrial circles, even more than the English, consider the 
high Russian Customs duties to be an insuperable obstacle 
to successfully reaching the Russian market. Not hoping 
by their own strength to struggle with the competition of 
other countries in Russia, they would like to have a special 
exemption tariff for themselves that would give them a pre- 
ference over other countries, Such measures do not find 
supporters in leading Russian circles, and the Russian Com- 
mercial Attaché in Paris, being at the same time the Presi- 
dent of the Russo-French Chamber of Commerce, in his 
reports to the Special French Committee of Economic 
Inquiry and the Committee for Encouraging Franco- 
Russian Business Relations, showed more than once that 
French industry, with goodwill and sufficient energy, 
may operate on the Russian market on conditions identical 
with those of other countries. Evidence of this will be 
found in the powerful invasion of the Russian market by 
German industry, although it had not an advantage in 
Customs duties, and certainly no preferences, compared with 
other countries, All depends principally on the energy of 
the exporting country and its readiness to meet the Russian 
.buyer by offering him low prices and concessions. | 

Besides energy and the will to meet the requirements of 
the buyers, à cardinal part is played in export, however, 
by the productivity of the exporting. industry, and its 
power to throw on the world's market a great quantity of 
goods at low prices. In this respect French electrotechnical 
industry, unfortunafely, lags far behind its competitors. 

Even for its own market, in France, it is not in a position 
to supply all the requirements. Whilst a large importation 
of these goods into England may be explained by the fact 
that the absence “of import duties did not sufficiently pro- 
tect the English industry.from German competition, the 
important importation into France cannot be so explained, 
as France, after Russia, is one of the most protectionist 
countries. It is undoubted, therefore, says M. Gurievitch, 
that France cannot think of playing an important part in 
the supply to Russia of electrical goods. : 

As has, however, been more than once shown in the 
Commercial and Industrial Gazette and in the Government 
Gazette, issued by the Ministry of Finance, with the new 
trend of Russian trading policy after the war, we must first 
(says the writer) see to the development of the productive 
power of Russia‘; but in the sphere of electrotechnics we 
must deal with the earliest possible use of the water power 
of the country, which is an essential factor in view of the 
chronic scarcity of coal. In the second place, from the 
financial point of view, we must endeavour to reach a favour- 
able trade balance. The question, however, with whom 
we shall trade, plays only a subordinate róle of. third-class 
Importance, and it should be referred to a back position 
depending on whether any particular trade is profitable or 
unp-ofitable for Russia. The goods of one country may, 
and should be, exchanged with our own or with the goods 
of another country, only if such is profitable to the 
e:onomic progress of Russia. The refusal of any goods 
only because they are of one or other origin cannot bea 
healthy principle for a trading policy in time of peace, 


‘be disadvantageous in other ways. 


THE USE OF COKE-OVEN GAS UNDER 
BOILERS. 


Ат the present time a great amount of attention is bein 


given to the more efficient utilisation of our national fue 
resources, a subject which so far as it affects central station 
practice, points very strongly to the future use of gas firing 
for boilers. | 
‚ Some of the features of present-day practice in this connec- 
tion were outlined by a coke-oven manager in an article 
which ‘recently appeared in the Iron and Coal Trades Review,! 
the fuel in question being coke-oven gas. He pointed out 
that by-product ovens are of two general types, waste-heat 
and regenerative. In the former the gas, after the by- 
products have been extracted, is conducted to combustion 
chambers between the oven retorts and mixed with air of 
atmospheric or slightly higher temperature, the products of 
combustion escaping to the chimney through œ waste-heat 
flue, the internal appearance of which serves as a guide to the 
working of the ovens, as it indicates whether correct com- 
bustion is taking place. While with the waste-heat oven the 
hot gas passing to the chimney is first conducted through the 
flues of a boiler for steam raising, in the regenerative oven, 
the heat of the gas is retained or stored in chequer brick- 
work (in the. fegenerator), and the escaping gases are, or 
ue be, at so low a temperature that no valuable heat is 
ost. | : 
The regenerators are, of course, used to preheat the air 
before it enters the combustion chamber, being used alter- 
natively to store heat from the. gas and deliver this heat to 
the air, by means of flue dampers which give the required 
flue connections. - ' 
With the latter arrangement only 45 to 50 per cent. of the 
gas is required for oven heating, as against 85 to 100 per cent. 
with the waste-heat oven, and consequently a considerable 
amount of gas is available for other use. Some 80 per cent. 


or more of the coke-oven gas is used for steam raising. 


At first. glance the simpler and cheaper waste-heat oven 
would appear to be most suitable for this purpose, but owing 
to the necessity of avoiding heat losses from long flues, it is 
necessary to place the boilers close to the ovens, which may 
With the regenerative 
oven the cool gas, with by-products extracted, can be con- 
ducted any distance, and steam generated where it is re- 
quired. Some steam is requiréd on every coke-oven plant 
for its own use, and in practice a certain number of waste- 
heat and a proportionate number of regenerative ovens are 
installed, to meet both requirements; a method now often 
adopted with waste-heat ovens is to obtain all the steam pos- 
sible on the site and convert it to electrical energy for distri- 
bution where required. 

The waste-heat flue usually passes across the front of the 
boilers below ground, and flue connections are provided to the 
fronts of the boilers, being either fixed or movable. These 
connections are of steel plate lined with firebrick. A typical: 
fixed connection is provided with a damper to cut off the 
waste-heat flue, and is of sufficient size to receive a grate so 
that solid fuel may be used in emergency, fire and ash doors 
being provided in the casing, also a hole for the introduction 
of live gas. This arrangement renders the boiler front in- 
accessible, and presents а large surface for heat radiation. 

A more compact arrangement is the movable waste-heat 
bend shown in fig. 1, designed by the Koppers Co., which is 
mounted on wheels and can be entirely withdrawn. As in 
most waste-heat ovens 10 to 15 per cent. of live gas 1s to 
spare, this is introduced through a Bunsen burner mounted 
vertically on the bend. When in position the joints are 
luted up with fireclay. The use of live gas for boiler heating. 
presents a more difficult problem in maintaining high effici- 
ency and at the same time avoiding explosion. 

The light and heat of a burning gas flame depend upon the 
conditions under which combustion takes place. There are 
but few cases nowadays of heating boilers with a lighting gas 


_________ Co 111 


fig. 2, w 
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flame, i.e., igniting the gas escaping from the burner with- 
out previously adding air to it, but old works still retain 
examples. Я 
Ап improvement upon the old arrangement is shown in 
hers the gas is introduced through a series of 2-in. 
pipes direct into the furnaces; the gas pipes а are held in air 
channels b, and cover d regulates air admission. A fire is 
maintained on the grates to keep the gas ignited if its supply 
is not absolutely constant. E 
The modern method of burning gas is on the Bunsen 
system, giving a,non-lighting flame; the principle is well 
known, but the origina] Bunsen arrangement has been fur- 
ther developed, and the Méker burner is an improved form 
‘In which the efficiency of the burner as an injector is Jargely 
increased, so that it draws through more numerous and en- 


' larged air holes a greater amount of air as compared with 


the ordinary type, and yields greater heat. "The Méker 


Fic. 2.—HAND-FIRED BOILER WITH ORDINARY GAS-JET 
ATTACHMENT. 


burner gives а homogeneous mass of flame at practically the 
same temperature throughout, and at a higher temperature 
than the hottest portion of the ordinary Bunsen flame. 

The most common form of Bunsen burner for boilers is 
shown yin fig. 3, where c is the gas nozzle, passing through 
a bell-shaped end d, with adjustable primary air slots e; 


f is the mixing tube, which where it joins the furnace front 


is provided with aonga. се for a secondary air supply 
at the point of ignition. is burner is in use on a number 


. of water-tube boilers, but it has in common with the ordinary 


гє 


Bunsen burner the disadvantage "that the mixing tube is 
rather small in diameter, and offers great frictional resistance 
to the gas, so that its action as an air injector is somewhat 
checked, and by not drawing in sufficient air for combus- 
tion its efficiency is comparatively low and its gas consump- 
tion high. 


The type shown is unsuitable for a Cornish or Lancashire 


_ boiler if hand firing has to be provided for, as the horizontal 


burners interfere with stoking, and where provision for hand 
firing n essential vertical Bunsen burners as shown in fig. 4 
are used. | 


This mainly differs from the previous form in the air 


- 


resembles in many ways the Méker burner. . The mixing 
pipe a of the burner is tapered and reduced in diameter to. 
wards its delivery end in order to reduce the tendency to back- 
fire. The gas is supplied by means of an angular piece b, 
and the primary air is supplied partly by tube c, an partly 


by means of a series of inlet ports formed around the end of 
the mixing tube, and further by а series of slots arranged 
on the outer side of the burner practically in line with the 
end of the gas-inlet pipe b. 


Near the delivery end of the 
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Fic. 4.—BuNsEN BURNERS ох HAND-FIRED BOILER. 


burner the admission of the secondary air is provided for by a 
series of slots with a movàble ring with corresponding open- 
ings. Fig. 5 represents the type of burner suitable for Lanca- 
shire and Cornish boilers; fig. 6 shows the construction as 
adopted for use in connection with water-tube boilers. 

This form of construction gives the advantage that the 
mixing tube does not offer much frictional resistance owing 
to its comparatively large diameter. Consequently the injec- 
tor effect of the burner is a good one, and back-firing does 
not take place even with an excessive amount of primary alr 
added. The makers claim that an efficiency of 80 per cent. 
can easily be obtained. Fig. 7 shows ап installation of these 
burners. NEM 

In the Terbeck burner the Bunsen system of forcing m 
gas through a nozzle and drawing in air is reversed; a great 


va T 


Fic. 5.—ALTENHEIN BURNER FOR LANCASHIRE. B В. 


; j he 
number of these burners are working satisfactorily on t 
Continent, and some are in use at the Old Silkstone Colliery. 
The Wefer burner, fig. 8, is designed to prevent an acey 
mulation of explosive gas in the mixing tube, which ыле 
Bunsen burners, if they have not been lit up carefully, th 
cause serious explosions or tendency to back-fire. ae 
Wefer burner the gas enters a distributing chamber үз 
on its front end is closed by an inclined door b, hinge EE 
the top. The door acts as a safety valve, as in case 0 : 
firing or explosion the pressure is relieved by the door a 
tng and no harm done. To keep a gas-tight joint, а Me 
strip is fastened to the frame of the chamber against m a 
the inner face of the lid is pressed by its own weig 25). of 
the distributing chamber are a number (generally à 
pipes c, through which the gas travels to the boiler, T 
front plate of the boiler holds a carbon block d, lege tne 
hole for every gas tube c, provided in such a way | e bei 
tubes are completely surrounded by an air space. T b dod 
c only reach three-quarters of the way into the carbon body 0, 
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the last quarter being used to form small mixing chambers ` 


for air and gas. The space between the gas chamber a, and 
the carbon body d, is taken up by an air chamber e. This 
is provided with a circular row of slots f, surrounded by a 
loose ring by which the air supply to the burner is regulated. 
Above. the burner two inspection holes g are arranged, below 
is а hinged door В for the removal of flue dust. . While the 
gas travels through the pipes c, the air coming from the air 
chamber meets. it at the outlet of the tubes in the last 
quarter of the carbon channels. On the end of the latter 
the mixture is ignited. Ав the velocity of the gas in this 
burner is naturally slow, the gas flame burns immediately 
on the end of the carbon block, which gets hot at the end. 
The carbon is not a good heat conductor, so that the rest 


Fic. 6.—ALTENHEIN BURNER FOR WATER-TUBE BOILER. 


ot the carbon block remains comparatively cool. The carbon 
is also so fire-resisting that it does not burn away easily. 
On the other hand, should the gas supply not be quite con- 
stant and short interruptions take place, the heat of the 
burner mouth is sufficient to reignite the gas and thus avoid 
explosions. 

There is always a certain amount of danger connected with 
boilers solely heated by gas. The greatest danger is an inter- 
mittent gas supply due to variations in pressure or water 
accumulations in the supply pipes. In case of frequent varia- 

tions of pressure, a governor should be provided in the gas- 
supply pipe to the boilers. With too high a pressure on a 
Bunsen burner, the air supply of which 1з suitable 
for a normal velocity of the gas, it easily happens that 
not sufficient air for combustion 1s injected, and the gas flare 
is suddenly extinguished through lack of air. If this happens 
to a whole series of burners at the same time it is not so 
serious. One has only to turn off the gas, wait a while until 
the gas mixture is drawn away by the chimney, and then 
the burners can be lighted again. But if only one part of 
the burners are extinguished and others kept burning, or if 
hand-fired boilers are in the same range, the combustible 
mixture from the extinguished burners may be ignited in 
the back flues and cause a serious explosion. 


FiG. 7.—INSTALLATION OF ALTENHEIN BURNERS. 


Great attention must be paid to the regulating of the alr, 
especially the primary air supply, as with too little air part 
of the gas leaves the boiler unburnt, and besides the waste 
of gas through this cause, explosions in the flues at the back 
of the boilers may result. With too much primary air most 
Bunsen burners are apt to back-fire, so that the gas burns 1n 
the mixing tube. : 1 
‚ In ease of the gas having accidentally been extinguished 
in the boiler flue, in some boilers a little gas flare is kept 
burning, receiving its gas from an independent gas supply 
which acts like the small by-pass flame in a street lamp and 
relights the gas. If the gas goes out for want of air for 
combustion, this flame will also go out, and for such cases 
the arrangement cannot be called reliable. Undoubtedly the 


» 


safest way is to keep a small fire burning under the burner, 
if possible. . | 

. The combustion of live gas in waste-heat boilers as shown 
in fig. 1 is safe, as the live gas is always kept ignited. 


Experience has shown that the Bunsen flame has a cutting 


effect on tubes, and these are generally protected by a brick 
baffle, which gets very hot and will relight the gas flames if 
not too long extinguished. The indirect heating of boilers 


Fic. 8.—THE МЕРЕК BURNER. 


has led to the introduction of the Bonecourt surface com- 
bustion boiler, which has been described in our columns, but 
which, owing to its short body and tubes, is not available 
for alternative hand firing, and for this reason is not used 
on coke-oven plants. 

While, no doubt, much may be learned from present prac- 
tice in gas firing of boilers in coke-oven and similar installa- 
tions, if is probable that the adoption of this system of 
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Fic. 9.—DuTCH-OVEN GRATE FOR GAS-FIRING. 


generating steam for electrical purposes will result in a good 
deal of experimental work to meet the peculiar conditions 
of central-station practice. An instance of the kind was 
recently recorded in our American contemporary Power, 
which discussed the steps taken by the Toledo Railway and 
Light Co. in adopting coke-oven gas as fuel at its Water 
Street station. Due to lack of boiler capacity it was decided 
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Fig. 10.—CoMBINED GAS AND COAL-FIRING ON CHAIN GRATE. 


to develop a scheme for burning the gas which would give 
flexibility in operation, maximum capacity, and efficiency, 
The gas was to be burned under six Stirling boilers with 
Green chain grates. The first arrangement, which did not 
give the high capacity and flexibility desired, consisted in 
covering the grate with sheet asbestos, except for a space 
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lef& as a secondary .air port; crushed brick, egg size, was 
spread "over the asbestos varying from 23 ір. at the front to 
Tin. at the back of the grate (at the. bridge wall) in depth. 
This deflected the flame so as not to strike the tubes directly. 

The burners consisted of а 6-in. air mixer, 14 in. long, 
swaged down to 5 in. at the outlet. Gas was delivered to 
the burner through a 14-іп. pipe capped. at the end and 
projecting into the air mixer about 4 in. In the face of the 
cap seven й-їп. holes were drilled, one in the centre and six 
equally distant round it. This arrangement being found 
unsatisfactory, the grates were rémoved in one boiler and 
the Dutch-oven arrangement shown in fig. 9 was adopted. 
It was then easy to get 1,950 н.р., or 263 per cent. rating, 
and the boiler has been operated 
cent. rating ever since; the arrangement, however, 
absolutely inflexible, and was not extended. 

The most satisfactory. plan offering was to burn the gas 
directly above the coal and in combination with it. A special 
tile with a 5-in. hole was developed, and set so that the gas 
when introduced into the fire-box was directed down against 
the coal. This tile was placed in the ignition arch next the 
grate; the gas was introduced through a 14-іп. pipe and cap 
‘drilled as previously described. All primary air was shut 
off and the gas introduced into the furnace, useing the secon- 
© dary air coming through the fuel bed for combustion. The 
boiler used for this experiment was a 495-н.р. Heine boiler 
equipped with Green grates. It was on the low-pressure end 
of the plant and could be spared. No attempt was made to 
determine ratings, but the gas was accurately metered and 
the flue gases were analysed. ` 4 | 


was 


Depth of fuel bed, in. ... ... | 4d 44 4i 
.With of chain grate, ft. ... ... 10 10 10 
Chain speed, ft. per hour  ... . 16 29.5 25 . 
Grate surface per hour, sq. ft., 160 225 250 
B.TH.U. in паз  ... .. .. . 600 600 600 
Gas used per hour, cu. ft. 38,400 82800 25,500 


When the gas was fired above the coal the entire firebox 
was completely filled with flame so intense that it was 
impossible to see through it even with the aid of a blue glass. 
Аз the gas runs high in hydrogen its combustion is ra id, 
so that it is an ideal fuel for combination burning. Another 
successful feature of this combination is the fact that there 
is practically no combustible in the ash, even when the 
chains are running at maximum speed. 

On the strength of the results obtained from this boiler, 
equipment has been ordered and is now being installed in 
the 16 Stirling boilers comprising the high-pressure end of 
the boiler room. Fig. 10 shows the new arrangement adapted 
to a Stirling boiler. It is considered this design will give 
absolute flexibility; of boiler operation, added capacity by 
burning the gas in addition to the coal, and higher economy 
because no combustible reaches the ashpit. | 

Upon the completion of this work, evaporation tests will 
be run and the more complete data will be published later. 
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NEW PATENTS APPLIED FOR, 1916. 
| (NOT YET PUBLISHED) - 


Compiled expressly for this journal by Messrs. W. P. THOMPSON & Co., 
lectrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. | 


S493. “Plug for telephone switchboards, &c." .P. P. Craven. October 


14,325. “ Protecting devices for multiphase alternating-current apparatus.” 
J. R. Bearp & Messrs. ELECTRICAL IMPROVEMENTS, LTD. October d. 


14,345. “ Electric machines," “H. Curry. October 9th. 

. 14,348. “ Processes for electro-deposition of lead." S. О. Cowper-Co_es. 

October 9th. і А 
14,351. “ Coating metallic sheets, &c., with lead." S, О. CowrER-COLES. 

October 9th. 
14,355. ''Sound-operated circuit 

October 9th. (U.S.A., May 19th.) 
14,371. “ Preparation of materia! applicable for varnish, insulating, &c." 

W. T. Rosinson-Binptey & А. W. WELLER. October 10th. 


controller." Supmarine WiRELESS Со. 


14,383. “ Device for collection of electric currents {rom revolving appa- 
бй B. А. M. Boyce & Tus Brusit ELECTRICAL ENGINEERING Co. October 
14,416. “ Electric condensers.’ G. Gites. October 10th. (Switzerland, 


October 13th, 1915.) 


14,417. “ Electric motors." C. W. DURNFORD & THE SUBMERSIBLE AND 
J. L. Morors, Lrp. October lOth. 

„14,422. “Combined pumps and electric motors.” C. W. DURNFORD AND 
Гнк SuswERsIBLE & J. L. Motors, Ltp. October 10th. 

14,423. .*' Electric motors." С, W. DURNFORD AND THE SUBMERSIBLE & J. L. 
Motors, Lro. October 10th. 


14,439. “ Electrodes for storage batterics.” R. Savie. October 11th. 


14,466. “ Electric furnaces,” J. W. Morrar. October 11th. 

14,467.‘ Electrolytic deposition of copper from acid solutions." F. E, 
Stupt. October llth. 

14,509. '' Electrical connections." A. F. Berry, Tue Britisn ELECTRIC 


TRANSFORMER Co. & E. ELLwoob. October 12th, 


14,518. " Electric ship propulsion." Tne Вкітіѕн Тномзох-Нобвтох Co. 
(General Electric Со.). October 12th. 

14,521. '' Electric commutators,” SYKES INTERLOCKING SicNaL Со. & R. W. 
TarkaNT. October 12th. 
_ 14592. '* Electric commutators.” SYKES INTERLOCKING SicNaL Co. & R. W. 
TarkANT. October 12th. 

14,524. '' Apparatus for electrically sterilising foods." J. Hanssen. Octo- 
ber 12th, (Norway, October 12th, 1915.) 
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26th, 1915, 


14,546. '' Duplex circuits."' 
October 13th, 1915.) 

14,566. '' Magnetic controlling devices." С. MARSHALL. October 13th. 

14,593. ''Sparking plugs." W. C. MarruEWws. October 13th. 

14,629. '' Electro-magnetic separator." А. F. HALLIMOND. * October 14th, 

14,631. *' Electrical treatment of organic and inorganic substances," G, 
Caraccio. October láth. d i | 

14,643. ''Blectric incandescent lamps filled with argon.” ALLGEMZINE 
Ecextricitats Ges. October 14th. (Germany, November lith, 1915) 


Western Егксткіс Co. ‚ October 12th, (U.S.A, 
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PUBLISHED SPECIFICATIONS, 


1915. 


9,344. MEANS FoR PRODUCING AND DEFLECTING A JET OF Liguip AND For’ 
MeGniryinc AND Urttisinc such DzrLECTION. А. F. Sykes & S. Ford. June 
25th, (Cognate applications, 11,885/15, 635/16, and 1,001/16.) 

12,193. INSULATORS FOR ELECTRICAL RESISTANCES AND CONDUCTORS. 
Woodhouse. August 24th. ` | 

12,404. TELEPHONE Systems. E. V. 

13,614. Exectric Secective Devices. 
graph Co., Ltd. September 24th. 

13.801. REGULATION OF DYNAMO-ELECTRIC MACHINES IN CONTINUOUS-CURRENT 
Surrey Systems ror “ Serres’? Operation. В. Thury.. September 98th 
(Convention date, June 16th, 1915, Switzerland.) | 

13,902. Тнекміс TELEPHONES. Naamlooze Vennootschap de Nederlandsche 
homo Pogi Maatschappij. September 30th. (Convention date, April 

ermany.) 
14,0043. Exvecreic Barn Вілмкет. Н. D. Parker. October áth. 

15,471. APPARATUS FOR ADJUSTABLY Ногрікс X-ray Товеѕ. Е. Н. Hanson 
and Harry W. Cox & Co. November 2nd. 

10,094. Exectric Arc Lames. A. Н. Railing & A. E. Angold. November 
26th. 

17,185. THgRMO-ELECTRIC CouPLE. C, E. Foster. December 7th. 

17,990. SPARKING PLUGS FOR INTERNAL-COMBUSTION ENGINES. S. А. Newman 
(H. C. Newman, British Expeditionary Force). December 9th. 


1916. 
The numbers in brackets are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. | 

1,724. ELECTRICAL Resistances, Clarke, Chapman & Co. and R. C. Harris. 
February 4th, 1918. [101,498.] 

9,817. ExPLosioN ENGINES coUPLED ro DyNaMo-gLectric МАСНІКЕЗ. Soc. 
Anon. des Etablissements L.  Bleriot. April 10th, 1915. (Addition to 
11,566/15.) [100,268.] | 

7,100. TELEPHONE SYSTEMS. 


Datzevitch. August 28th. 
A. Н. Morse & Indo-European Tele 


СА 
А 


Automatic Telephone Manufacturing -Co. July 


19th, 1915. [100,941]: | 
8,754. Means FOR CONTROLLING AND RecuLatinc Exectric Morons. Igranic 
Electric Со. (Cutler-Hammer Manufacturing Co.) January 28th. (Divided - 


application on 1,374/16.) [101,523.) 


Electrolytic Treatment of Zinc Ores —The Queensland 
Gocernment Mining Journal (Brisbane) of August 15th reports in 
the local Press an announcement to the effect that works are to be 


erected at Bowen, Queensland, for the electrolytic treatment of 


zine ores. It is understood that the company concerned has for 


‘some time past been considering the advisability of putting up 


such works at either Townsville or Bowen. Evidently the decision 
has turned in favour of Bowen, and an application has been made 
to the Lands Department for the lease of an area of land at that 
place suitable for the proposed works. : 


The Operation of Electric Excavators.—Some и 
and interesting schemes have been developed in connection wit 
the utilisation of energy for operating excavators in the Little 
River Drainage District near Cape Girardeau, Mo. The excavators 
are being used to construct a 30-mile diversion channel and levees 
along the system. When the project was first started each ex- 
cavator was supplied with energy from two 100-Kw. ш 
carried on wide-tired trucks alongside a transmission line parallel- 
ing the channel route. Wet and muddy paths that hindered moving 
the trucks.were encountered so frequently, however, that it was 
decided to transport the transformers on small barges built 
the job. The high-tension lines leading io the barge are е | 
above the ground and at the proper distance apart by insulatore 
attached to the top of posts. The vertical jumpers сеш 
these lines with the transformers are supported at шише 
points by insulators attached to a short cross-arm and to the id 
railing. To permit moving the transformer barge without vedrà 
ing the branch line tap each time, it is connected with the line by 
ап ingenious roller-contact device, consisting of two ordinary " 
pulleys attached to a piece of sheet steel bent to form а be өг 
similar to a barn-door hanger. From the rider is suspend ies 
insulator attached to a rope which is employed to move the rider 
along the line when the barge is moved. When the end of а ee 
is reached the transmission line is de-energised long enoug т 
permit setting the rider on the adjacent span in the direction 
excavation. f { ЕРЕ 

Energy at the voltage required for operating the cud 2 
motors is conducted from the transformers to the mac » Tie 
through flexible insulated cables. Since these are allowed c 1 
on the earth between the barge and the excavator, they baret i 
dragged on the ground when the excavator is moved. To facil A 
performing this operation without receiving shocks throug h n 
lation which may be worn thin, shovel handles are provided Ке 
hooks bolted to the end. On one of the dredges electric fans в д 
been used with satisfactory effects in the daytime to keep җн я 
quitos from annoying the operators. At night, however, the 0 mE 
draughts produced by the fans are almost as unbearable as the 
mnosquitos.-— Electrical World. | 
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ON MAXIMUM EFFICIENCY. 


UNDER the' stress of the present unprecedented 
emergency our national life is being shaken up from 
top to bottom. Not only does the situation increas- 
ingly demand that every man and woman shall be 
in that position where they can contribute the right 
kind of service to the Allied effort for the successful 
Prosecution of the war; it equally demands that 
when we have found our right place we shall contri- 
bute the utmost that lies. within our power of that 
right kind of service. We need not refer to the part 
that is being contributed by the actual fighting 


‘forces, nor to those who behind the lines or at the 


base are rendering non-combatant service of dif- 
ferent kinds; we do not pretend to be in a position 
to say whether the places of the latter could be filled 
with equal effectiveness by others while some of 


‘these are released for actual fighting, for the point 


liés beyond our particular scope. But we are directly 
concerned in the efficient utilisation of the non- - 
combatant forces at home. 7 | 
Two events of the past week have again brought 
very emphatically to mind the importance of every 
worker and every machine being utilised in such 
a place and in such a way as to contribute 
maximum efficiency. There is no room for either 
idle men or idle machinery to-day; the principal 
difüculty in the way of securing the maximum from 
all lies in the reconciliation of the different interests 
which contribute to the success of our Arms. It 
has been one of our great problems ever since the 
demands for men and munitions first began to reach 
unexpected dimensions, but to-day the. problem is 
more acute than it has been at any previous stage 
of the war, and readjustment of our national re- 
sources demands of us all that we shall be prepared 
to seriously consider our own personal relation to 
the world-conflict, whether we are masters or men, 
whether we are professional classes or workmen, 
whether we are brain-workers or tradesmen, tech- 
nical, commercial, or clerical. Personal interests 
are to be subordinated to national, whether we like 
it or not, and the only door at which we can fairly 
lay the blame is that of those who aimed at the 
Prussian Domination of the World. We agree abso- 
lutely with the Army Council in its very definite con- 
viction that this is a young man's war, and we be- 
lieve that it has the great bulk of the nation behind 


_it in its efforts to secure the right men for the fight- 


ing line by drawing off the millions from work 
which can be performed by others. But we believe 
that this process would be more easily -carried 
through if every worker recognised the pressing 
need for him to do his best work when he has found 
out what that work is. Mr. Asquith told the repre- 
sentatives of the coal-mining industry that by aban- 
doning what is euphemistically called avoidable 
“ absenteeism " we could increase our coal output 
by 15,000,000 tons per annum. Coal is one of the 
vital factors in the war, necessary for the Fleet, for 
the mercantile marine which brings in our food, for 
the tens of thousands of factories making muni- 
tions and manufactured exports; it is a vital neces- 
sity for our Allies, and its exportation to them is 
essential on financial grounds. But those require- 
ments cannot all be properly met because there is 
& per cent. avoidable “absenteeism.” Situated 
here. at the hub of things, and eagerly following 
each development of the war from day to day, we 
ordinary mortals may think that it should only re- 


* 
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quire every colliery worker to be apprised of the fact 


for him conscientiously. to examine himself and 
solemnly resolve that, inasmuch as he believed in 
the righteousness of the Allied cause. and wished 
his children never to come under the terrible heel 
of the Hun, he would produce more coal per hour 
than ever before from now until the end of the war. 
We trust that the representatives of the men who 
gave Mr. Asquith an undertaking will be able to 
secure the hearty co-operation of the men them- 
selves. | - 

But is it only to workers in the collieries of the 
land that the urgent counsel to abandon avoidable 
“ absenteeism ' should come? Are there not some 
other departments of essential activity in which the 
same. warning should be given for the sake of the 
allied cause? "Are there not many of us in many 
vocations who, by only a slightly increased effort, 
could increase our individual production, and so re- 
lease part of a worker for something else? We 
need not particularise, but there are still forces or 


influences at work amongst us which stand in the 


way of a general contribution of maximum efficiency 
ail round. And the things that hinder must be put 
aside, whatever they be, if the emergency is as 
great as our advisers represent it to be. The 
Ministry of Munitions and the Military authorities 
are exercising their powers by searchingly scruti- 
nising our industries and our occupations, and the 
Board of Trade decides what may or may not be 


imported. We certainly cannot afford to have our 


labour, our ships, our railways, and our factories 
occupied with things that we can do without, and 
we shall be little the worse if we put hindrances in 
the way of those who want to spend recklessly their 
unaccustomed riches, or if we generally simplify our 
standard of requirements for the period of the war. 
Measures to these ends may not be very pleasing. 
but we must, blame the situation in which the nation 
stands, when it is still necessary to concentrate all 
our efforts on securing the defeat of an embittered 
enemy who finds his cherished ambitions frustrated 
and his chances of victory almost gone. 

Engineers are accustomed to think much of 
“ efficiencies,” and they know only too well that 
neither machinery nor individuals can be expected to 
produce their maximum output continuously. Over- 
load capacity of machine and man has very defi- 
nite limits. "The experience of the war has taught 
us many lessons regarding overtime, fatigue, Sun- 
day labour, the importance of rest periods, holi- 
days, and so on, but when these matters have been 
carefully taken into account in developing our 
measures, ‘avoidable absenteeism’’ on the part 
of anybody to. whom the State is looking to-day 
for his best is an unpardonable sin. We may be 


suffering from the physical and mental consequences : 


of war-weariness, but this is no time for lessening 
our efforts, and we have to utilise the industrial 
ability of man and machine to the full in: order to 
keep the Forces supplied with munitions, to keep 
our Allies supplied with coal, and to maintain our 
firancial credit as far as is reasonably possible by 
exportation of goods and materials which occupy 
the minimum of labour in Proportion to their value. 

As part of this matter there is the need for the 
utilisation of the whole of the suitable machinery 
that is within these islands. Any machine that is 
lying idle represents so much waste, if in the hands 
of the Ministry of Munitions it could be turned to 
good account for the Purposes of the war. There- 
fore, -we cannot but welcome the announcement 
issued by that Department concerning the mobilisa- 
tion of idle machinery. It has established a central 
clearing-house organisation for the purpose of 
tracing and registering machinery which is idle or is 
about to become idle. It will be the object of the 
organisation— | 


(a) То ensure that contracts placed by the Ministry are 


: directed towards any unoccupied manufacturing capacity 


150 Which might exist in the county 


(b) To place engineering contractors who have suitable 
facilities for particular supplies in touch with the Ministry 
and with other Government departments requiring these sup- 
plies, and to help contractors who are able to undertake addi. 
tional or more suitable work now or at a future date to main: 
tain continuous employment of their machinery and labour. 


An invitation is given to manufacturers possess- 
ing idle resources and desiring to be placed in touch 
with Government Contracting Departments to com- 
municate with the Central Clearing House, Ministry 
of Munitions, 8-9, Northumberland Street, W., when 
further particulars will be sent to them. 

Manufacturers who know the state of the mar- 
kets of the world, and want to do something to 
retain their hold on foreign trade, maintaining con- 
nections, as far as is reasonable, to serve the national 
interests, will, we are sure, recognise the need for 
co-operating with the Ministry of Munitions in this 
matter. As the financial aspects of the war change 
as it is more and more prolonged, the importance 
of exports does not grow less, but we have reached 
that pass when we must all see that everything in 
reason should be done to bring the war to an 
entirely victorious issue at the earliest possible 
moment. Whatever effort on the part of skilled or 
unskilled labour the national cause demands it must 

have, whatever dilution or substitution the situation 
really demands in order that we may put the best 
men in the Field, must be accorded, and we must 
adapt ourselves to the altering conditions as readily 
and conveniently as we can. But after all the re- 
adjustment ‘and all the mobilising, much will still 

` depend upon the efficiency of the individual. Let 
Labour and Capital, man and machine, all alike give 
“ A long pull; a strong pull; and a pull all together 
to bring about the Victory. 


WE have on several occasions 
The Future of referred to the enterprising deve- 
Japanese Elec- lopment of Japanese electrical in- 
trical Industry. dustry. This enterprise is not a 
new growth, for there was a full 
appreciation of electrical possibilities among engi- 
neers in Japan before the war; but the condition of 
affairs consequent upon the state of war has given 
our alert Ally an opportunity that she was not slow 
to recognise. The cutting off of German supplies 
from various world markets led Japanese electrical 
works to pursue energetically those particular lines 
of manufacture for which the available labour and 
supplies of material were most readily adaptable. 
Manufacturing facilities have been established which 
might not have been considered necessary so long 
as Germany was able to send her manufactures 
abroad pretty well as she pleased. But after the 
war, what about this manufacturing capacity ?—will 
it have scope when—if ever—Germany resumes her 
old Hunnish dumping practices in markets for 
which Japan is now catering? This and other con- 
siderations have led electro-industrial authorities to 
see what steps they must take in order to be pre- 
pared for future possibilities, and there, as here, 
organisation—if need be combination—is found to 
be one of the main essentials. Industrial banking 
and credit facilities are other essentials of the situa- 
tion if Japan is to secure a firm hold in markets 
where Germany in her past days has exercised those 
privileges to the utmost of her power. The future 
financial position of Germany is so uncertain es 
hazardous a problem that one wonders how а, 
her firms are likely to be able to use the old ml 
weapon; if we mistake not, that weapon is failing : 
her hand, and must inevitably do so more and br 
until the end comes. But whatever happens ius 
pect of Germany, Japan. like ourselves, арр 
the need for better financing arrangements fes 
dustry, especially in China where, from all p 
one hears, the German contract-getting bic 
already showing an activity which is remarka 
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considering the state of affairs in Europe. The 


Japan Weekly Chronicle quotes from the Mainichi. 


some interesting comments on the proposals 
regarding the future of electrical industry which 
have been advanced by Mr. Munasuye, the Director 
of the Electric Bureau in the Department of Com- 
munications. This gentleman has several times 
summoned representatives of the Shibaura, Mitsu- 
bishi, Sumitomo, Hidachi, Kuhara, and other 
manufacturers of electrical machinery and appa- 
ratus, and urged upon them the advisability of mak- 
ing а combination to promote their mutual inter- 
ests. Mr. Munasuye says: —'' It is true that since 
the outbreak of the European war, Japan's export 
trade in electrical machinery and apparatus has been 
increasingly satisfactory, but nevertheless it is 
necessary that measures should be taken to ensure 
the development of the industry. This object may 
be attained along the lines of establishing a combi- 
nation of manufacturers, as has been done in Ger- 
тапу, in order to avoid fratricidal competition 
among themselves, to unify the industry, and to 
secure more financial facilities than are possible 
under the present plan. The manufacturers should 
not only sell their products, say, in China, but 
should also undertake installation and all other 
works necessary for the commencement of electric 
business. In this case, transactions will be neces- 
sarily on long credit, and the manufacturers should 
get into special relations with bankers." Mr. 
Munasuye goes on to say that in Germany, bankers 
accord the most complete facilities to two large 
combinations of electrical manufacturers, and have 
thus largely assisted them in realising their world- 
wide development, and he puts his finger upon a 
characteristic that has also been touched nearer 
home when he says: ''Japanese manufacturers, 
however, are too individualistic and not amenable to 
co-operative combination. This failing should be 
overcome in order to promote Japan’s export trade 
in electrical machinery and apparatus, and to that 
end I shall exert myself with further consultation 
with the leading manufacturers." 


A casE which illustrates in a re- 

Construction ' markable way the effect of the war 
Contracts on contracts of construction was 
andthe War. decided recently by Mr. Justice 
Bray. Some time before August 

Ist, 1914, Messrs. Dick, Kerr & Co. had undertaken 
to erect certain waterworks for the Metropolitan 
Water Board at a cost of £673,000. The contract, 
it may be presumed, contained the usual clauses 
vesting material brought on to the site in the em- 
ployers, and giving power to the employers’ engi- 
neer to extend the time for completion. The work 
was discontinued in accordance with an order by the 
Ministry of Munitions, who also decided that cer- 
tain plant апа materials on the site should be sold, 
both parts of the order being duly carried out by 
the contractors. In these circumstances the Metro- 
politan Water Board brought an action claiming a 
declaration that the contract was still valid and sub- 
sisung; that they were entitled to the plant and 


tools on the site in so far as they had not been sold . 


pursuant to the above order; and that as to the 
tools, &c., sold, the contractors were bound to 
account to the Board. Mr. Justice Bray held that 
the order of the Ministry not having made the per- 
formance of the contract illegal or commercially 
impossible, having regard to the engineer's power 
to extend the time, the plaintiffs were entitled to a 
declaration to this effect. He also held that they 
were entitled to the tools, &c., on the site. but that 
the defendants need not account to them for the 
tools sold. 

It would seem that the result of this decision is 
that when that dim and distant epoch “after the 
war” coinmences, Messrs. Dick, Kerr & Co. must 


‘needs collect their scattered workmen and carry out 


this formidable contract: It-is їо be observed, how- 
ever, that the engineer having, by operation of law, 
been forced to extend the time, he will also be com- 
pelled (if the contract is drawn upon customary 
lines) to make due allowance to the contractors for 
the altered conditions which must obtain when work 
is resumed. Such, at any rate, would probably be 
the result of a forced suspension of a building con- 
tract drawn in the form sanctioned by the Royal 
Institute of British Architects, clause 25 of which 
provides that: ^ If in the opinion of the architect 
the works be delayed by force majeure . . . . the 
architect shall make a fain and reasonable extension 
of time for completion in respect thereof." We say 
“ probably " because even that elaborate form of 
contract makes no provision for alteration of 
schedule prices in the event of delay. But it could 
be argued with great force that by reason of the 
enforced delay, and as a direct consequence of the 
intervention of the Ministry of Munitions, the whole 
substratum of the contract was altered, and that in 
law, а5 well as in equity, the basis of remuneration 
must be changed. Ме anticipate that when the war 
comes to an end the time of the judges will be fully 
occupied in considering questions of this kind: 


In the present issue we publish 


The Present the conclusion of an article.on the 
Position of use of ionised air in agriculture by 
Electroculture. Mr. Ingvar Jorgensen, who has 


| | for some years devoted consider- 
able attention to the investigation of the subject. 

If Mr. Jorgensen's brief survey does nothing else, 
it at least indicates that great possibilities lie ahead 


of a thorough investigation of the subject, which 


in common with a good many other branches of 
scientific research has been neglected in the past. 
Previous to the war, some half-dozen experi- 
mental areas were in use in England and Scotland, 
but none of these, so, far as we are aware, were 
regarded as really of sufficient extent to justify 
cemmercial conclusions being drawn from the re- 
sults obtained. | 
The results, in themselves, appear to be most 


promising, the experimental electrification of grow- 


ing oats, by Miss Dudgeon in 1915, resulting in an 
increase of grain by 30 per cent., and of straw by 
58 per cent., while this year, we understand that 
even these increases have been doubled—the value 
of the extra crop so obtained being about £6 per 
acre. When it is remembered that an installation 
of the most recent type indicated in the article 
should not cost more than, say, £100 for 20 acres. 
it will be conceded that there is a very profitable 
side to the question. 

The recent report by Mr. Middleton of the 
Bcard of Agriculture, on the comparative position 
of German and British agriculture, contained a re- 
commendation that the farmer should be induced 
to “speed the plough”’ if greater productiveness 
of the soil was essential to our well-being. This— 
shall we say—old-fashioned advice may in the near 
future give way, in favour of the more scientific, 
recommendation to adopt electroculture. 

It is the usually accepted idea that, the apparatus 
required for electrical discharge purposes is too 
costly for the farmer, and in any event too intricate 
for him to handle. 

While there may be some truth in the latter sug- 
gestion, it can scarcely be contended that the cost, 
in view of what the farmer is prepared to spend on 
motor ploughs and tractors, is prohibitive; more-. 
over, we understand that efforts are now being 
directed to the production of simple, robust, and 
less costly apparatus specially designed for farm 
use. 
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A NEW UNIVERSAL SHUNT. 


By HARRY W. BROWN. 


THE accompanying sketch of a new type of shunt which I 
have designed will, I think, interest your readers. Figs. 1 
and 2 show the principle and development of it. The 
principle of it is based on the Wheatstone bridge, as shown 
in fig. 1. Suppose a, B, с, and р are stretched resistance 


wires of equal lengths and of uniform and equal resistance, 


Fic. 1, 


then if the galvanometer leads are moved together, either to 
the right or left, there will be no deflection on the galvano- 
meter, because A: B :: C : D. 

Now in fig. 2 such is not the case, as there is only one 


neutral point, which is at the centre; moving the galvano- 


Fic. 2, 


meter leads, either to the right or left, will cause a deflec- 


tion, and this deflection will be increased until the leads 
reach either extreme. This is due to the cross-connecting 
of the coils. 

Fig. 3 shows the shunt complete, with the exception of 
the movable switch connecting the respective segments to 


Contacts are in the galvanometer circuit ; 
main current is kept Constant, no ma 
being used. This shunt-box can be use 
meter, and I think that it can be right 
current universal shunt, 
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ELECTRIC VEHICLE DEVELOPMENT, 


A DEFINITE POLICY IN VIENNA, 


SUFFICIENT devotion to the development of electric Vehicles 
has hardly figured amongst our achievements of the past 


‚ two years, but the latest petrol restrictions have compelled 


attention to the advantages and possibilities of the 
“electric,” the manufacture of which in this country 
certainly deserves to rank amongst those industries second 
only to munitions. The enemy has been entirely dependent 
on internal sources of supply for motor fuel. From these 
sources immense quantities of benzol and alcohol have been 
obtained, but the electric vehicle, which can store and 
utilise energy derived from central stations, has been 
utilised extensively in its own particular fields of applica- 
tion. According -to the E.T.Z., the German and Austrian 
estimate of the useful limits of electric vehicles corresponds 
to a journey of 50 miles at 15 to 19 M.P.H. on a single 
charge, assuming level roads in good condition. This 
applies to service in and near towns, and covers commercial 
and industrial vehicles to an even greater extent than 
private cars. Evidence of lively interest in the develop- 
ment of the electric vehicle in this class of work is to le 
found in a motion brought before the Vienna City Council 
а few months ago to the following effect :—“ The war, which 


has changed the standard of practice and economy in so тапу. 
directions, can, and must, also effect reforms in automobile 


traffic within the town. At present most of our petrol cars 


are being used by the military in thé war area, and they. 


should not return in their former numbers to contaminate 
the city air. Vienna has electricity works and an overland 
station at Zillingsdorf, equipped and operated on the most 
modern lines,.so that there is no excuse for conveying 
persons and goods within the city and its suburbs by other 
than electrical means, By erecting charging stations at 
tramway termini, in garages, and at other selected points, 
it will be possible to use electric vehicles in a zone extend- 


ing at least 123 miles beyond the city boundaries, particu- 


larly if Austrian manufacturers will adopt a standard 
type and size of ‘battery, so that -exhausted batteries may 
simply be exchanged for charged batteries at charging 
stations. The city would benefit by the cleanliness, 
smooth running, and safety of electric vehicles, which are 
smaller, lighter, and of better appearance than petrol cars, 
‘besides being cheaper to operate. It is recommended that 
no more licences be granted to petrol cars for service in the 
city area, fresh licences being granted only where cars are 
to be used in long-distance work. Simultaneously with 
the adoption of this policy, a sufficient number of charging 
and battery-changing stations must be erected, and manu- 
facturers of cars and batteries must be persuaded to arrange 
for the use of standard battery units. Finally, the 
municipal electricity station is to report to the Town 
Council on the practicability of the contemplated charging 
stations and on the general and economic advantages of 
electric road vehicles." P А 
The principal points to be borne іп mind when estimating 
the importance of the definite and progressive policy adopted 
in this matter by the Viennese authorities, are the bearing of 
electrical vehicles on national economy, on central-station 
development, and on public health. In German and Austria 
(as in this country) large sums have been placed annually 
to the national debit by importing petrol. ‘The total energy 


‚ Consumption of automobiles is now so considerable that, to 


provide it wholly, or in part, from native sources (4, from 
coal-fired or hydro-electrie central: stations), has quite au 


appreciable effect on national credit and the rate of exchange. _ 


As frequently pointed out in these columns, electric 
vehicles represent an admirable “ off-peak ” load for central 
stations, and their extensive use is bound to reduce the 
average price of energy and lead to all-round benefit to 
supply undertaking and consumer alike. The superiority 
of electric over petrol cars from the hygienic point of view 
is obvious. Р 

The number of electric vehicles now in use in America 18 
variously estimated at between 80,000 and 100,000. At 
any rate, the number ig enormously, and quite dispropor- 
tionately, in excess of the number used in Europe, and it 1s 
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interesting to note that private electric cars greatly out- 
number commercial vehicles in the States ; due, doubtless, 
to the fact that most private cars are used in and near cities 
in America, whereas the shorter distance between towns in 
Europe encourages touring. A German estimate of the 
a reve in Europe, at the end of 1914, ùe., 
ractically the latest pre-war figur в 3,172 vehic 
Кы А арт p gures, shows 3,172 vehicles, 
Germany, 1,691 ; France, 318 ; England, 288 ; Austria- 
Hungary, 265 ; Italy, 288; Switzerland, 200; Holland, 
115 ; Denmark, Sweden, Russia, Belgium, Roumania 
and Spain together, 57. These figures include electric 
buses and 366 three-wheelers, and are, roughly, equally 
divided between passenger and commercial vehieles. The 
applications of the commercial vehicles include transport 
of goods and materials, fire-engines and escapes, street- 
cleaning and refuse-collecting, hospital and postal service, 
&c. There has been a marked increase in the number of 
heavy electric vehicles in use in this country during the 
past few years, and an even greater increase in the number 
of light electrics for delivery service in town and surburban 
areas, About 700 electric vehicles are now in service in 
this country, and conditions are very favourable for 
phenomenal development in the immediate future, if only a 
vigorous policy is adopted by central stations and manu- 
facturers. There is no longer any possible justification for 
hesitancy. At the beginning of 1914, there were some 
52,000 electrics in use in the United States (18,000 being 
commercial vehicles), consuming energy to the value of 
£1,520,000 per annum, and the hope was expressed at a 
meeting of the National Electric Light Association that 


there would be 10 million electrics in the States by 1924. ' 


That this figure should be reached is hardly possible ; but 
the number of American electric vehicles has, roughly, 
doubled during the past two years, and there is every 
probability that future development will be more rapid. 
In any event, the electric vehicle is certain to be a powerful 
factor in central-station development, whilst its effect on 
public health is far from being a mere “ talking point.” 


POWDERED COAL AS А FUEL. 


FnoM time to time we have referred in these columns to the 
use of powdered coal for boiler firing. Up to the present 
but little real practical work has been accomplished in this 
direction, but its use for metallurgical furnace heating and 
cement burning appears to have made considerable progress 
in the United States. The only steam-raising powdered fuel 
plant which has made any progress in this country, so far 
as we are aware, is the Bettington boiler and apparatus, 
which has been described in our columns. 

In the past it was not appreciated that the coal had to 
burn while floating in the air in the form of dust, and 
although it was soon found that a flame of intense heat could 
be obtained, this led to difficulties in connection with the 
melting down of furnace linings. A paper recently read 
before the Mining and Metallurgical Section of the Journal 
of the Franklin Institute, by Mr. C. J. Gadd, which discussed 
modern metallurgical practice as regards the burning o 
pewdered fuel, pointed out that it is the best method of obtain- 
ing perfect chemical combination of the air and coal, and 
enables the highest degree of perfection in éombustion to be 
obtained; its control, however, requires great precision. 

Mr. Gadd mentions as essential features (1) that the coal 
should have a high volatile content, low in ash, (2) that after 
pulverising, the moisture in the fuel should not exceed three- 
fourths of 1 per cent., (3) that it be pulverised so that at 
least 95 per cent. will pass through a 100-mesh sieve and over 
83 per cent. through a 200-mesh sieve, (4) that the delivery 
of the coal to the furnace be uniformly controlled, regardless 
of the quantity required, (5) that it be delivered in % 
thoroughly atomised state, and that combustion be completed 
while the coal is in suspension, and (6) that in the applica- 
tion of this fuel the personal equation be eliminated as far 
as possible. 

Powdered coal fuel requires the use of efficient crushing, 
drying, pulverising, conveying, and distributing equipment, 
and ample storage room for coarse coal. 

In a paper touching generally on the use of powdered coal 
fuel, read by Mr. Joseph Harrington before the American 
Society of Mechanical Engineers in May, the author, refer- 
ring to objections and difficulties, points out that early 
experimenters did not Bp чалың the necessity for fine grind- 
ing, nor the influence of furnace design upon the temperature 
of the resulting gases. ‘Phe blow-pipe effect of the high- 


velocity jet melted the brickwork on which it impinged; a 
layer of melted lava—fused ash and brick—accumulated in the 
bottom of the combustion chamber. Later on difficulty arose 
from the minute particles of liquid slag carried in suspension 
and deposited upon the water tubes, &c., thus closing up 
flame space and putting the boiler out of action. 

_ On the other hand, Mr. Harrington points out that only 
in the case of powdered coal is the actual solid fuel both 
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Fic. 1.—Inrer1or OF Borer HOUSE, USING PULVERISED COAL. 


gasified and completely consumed directly within the chamber 
desired to be heated. With perfect pulverisation: the entire 
mass is burned in suspension, and in actual practice but a 
small fraction of 1 per cent. is actually lost in the flue dust 
or slag pan. In the gas producer there are a series of losses 
which reduce the available heat considerably, while the 
mechanical stoker has unavoidable losses due to incomplete 
combustion. With powdered coal, definite control of the 
amount of air per unit of coal, due to the method of burning, 
permits of the most perfect adjustment. i 

This author does not appear to be very hopeful as to the 
extensive use of powdered fuel for steam generation, point- 


Aza 


ing out that while with powdered fuel the loss in the ashpit 
and flue does not exceed 1 per cent., with the best mechanical 
stokers this loss will not exceed 2 per cent. of the coal fired ; 
moreover, а possible advantage of 9 or 3 per cent. in combus- 
tion efficiency may be off-set by the cost of coal preparation. 
As regards this latter, we may quote the previously men- 
tioned paper by Mr. Gadd, who says :— х | 
From the time the coal leaves the dryer to its delivery in 
the furnace the whole system between these points should 
be dustproof and the greatest care should be taken to pre- 
vent leakage. This should be guarded against systematically, 
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as leaks, however small, may permit the surrounding air in 


the room to become imprégnated with coal dust to such an 


extent that a'serious explosion may result. 

Coal, after pulverising. should be handled in bulk. АП 
types of aerial propulsion and transfer in the form of dust 
clouds should be avoided, for the reason that accidental igni- 
tion may at any time wreck the whole system. 

Screw conveyors and bucket elevators equipped with dust- 


proof casings are best adapted to handling powdered coal in 


Screw conveyors of 9 in. and 12 in. diameter should 
not exceed 250 and 300 ft. in length, respectively, if the best 
results are to be expected. Where transmission lines of greater 
length are necessary they should be divided. E 

e storage of powdered coal in large or small quantities 


for any length of time is not advisable, owing to its tendency 
to fire, collect moisture, and pack. 

Powdered coal in storage, containing about three-quarters 
of 1 per cent. moisture and 1 per cent sulphur, will invari- 
ably fire within six days. If the moisture be increased to 
over 1 per cent. and the sulphur.to 4 or 5 per cent., spon- 
taneous combustion may occur within 24 hours. Probably 
the temperature at which powdered coal is delivered to the 
storage bin, and the sulphur content of the coal, influence the 
rate of spontaneous combustion rather than moisture. 

. Owing to the hygroscopic nature of dried powdered coal, 
long storage is not desirable. | 

In its normal state powdered coal is light and fluffy ^ after 
48 hours' standing in storage, however, the. physical arrange- 
ment of the particles produces a dense packed mass. So dense 
does the fuel become that one's fingers cannot make an im- 


CONCISO тае тоф 


pression even one-half inch deep. То meet ideal conditi 

powdered coal should be kept in motion. e 
o With properly designed machinery and storage bins, having 
E supply paced at Te a nace, the coal may be 

motion and repairs and adjustments mad 

Te Becomes exhausted. | а 
Line dryer for preparing the coal before pulverising is gener- 
ally of the revolving cylinder type, with an external Шин 


unit including feeder, fan, stoker, &c., for a 10-ton d 1 
about 1-14 xw.-hours per ton of dried coal. The pulveriecs 
s oy jd ee ball mill; т Power consumption for a 
ity of abou ons per hour will 
KW.-hours per ton of product. И 


In a plant having an average output of 200 tons of pow- . 


dered coal per day the cost per gross ton of coal produced 
(according to Mr. Gadd) is 0.6 dol., the figure being an inclu- 
sive one—coal in car to furnace, but with no allowance for 
overhead and depreciation expenses. Shrinkage in the coal 


. must be allowed for; it amounts to 150—970 Jb. per gross ton. 


Mr. Gadd goes on to describe the two best known types 
of powdered coal feeders for furnaces, i.e., the mechanically- 
operated screw or flight conveyor having variable feed, and 
the siphon type using low or high-pressure air; some of these 
are shown in figs. 2, 3? and 4. | | 

On the question of burners, Mr. Harrington says it is 
generally conceded that the volume of the air should be just 
sufficient to supply the oxygen necessary for complete com. 
bustion; the velocity of the entering jet must be greater. than 
the rate of flame propagation to prevent burning back. The 
mixture of air and gas, being explosive, must be made close 
to the furnace; this 1s also desirable in order to secure unifor- 
mity of mixture. The screw feed tends to give pulsating 
delivery of fuel, and devices have been tried to smooth oni 
the delivery; a'constant density of the fuel cloud is impor- 
tant." Mr. Harrington gives tabulated data as to cost of pul. 
verising coal varying from 96.3 cents per ton for 10 tons per 
day to 30 cents per ton for 950 tons per day, inclusive: of 
interest and sinking fund charges; exclusive of these, the 
figures are 48.2 and 29.4 cents respectively. 

In the discussion on Mr. Harrington's paper, the pulverised 
fuel installation serving ten 250-н.р. boilers at the Parsons 
(Kan.) shops of the Missouri, Kansas, and Texas Railway 
was described; this installation is the largest of the kind; and 
burns low-grade coals, including lignite, the method being 
considered the most suitable in view of the ash and moisture 
content of the raw fuel. The ten boilers will consume about 
158,000 Ib. of coal in 24 hours, assuming a boiler ‘efficiency 


of 70 per cent. operating full capacity for ten hours, and half 


Fic. 5.—DiaGRAM or Ногвеск POWDERED Соль SYSTEM. 


capacity for 14 hours. The coal is dumped into a hopper and 
passed through a 90 in. X 94 in. crusher, to break down 
lumps, then conveyed by belt to a pair of 94in. X 18in. 
corrugated. rolls, the crushed fuel being: elevated and dis- 
charged through a screw conveyor into a 40-ton bin, allowing 
five hours’ storage for the drier and mills. From the-bin’s 
screw conveyor feeds the coal to an indirect-fired rotary drier, 
from which it is led to a 45-ton bin, serving two pulverisers. 


The pulverised coal is elevated and carried by & screw con- 


veyor to the boiler house, the conveyor extending the f 
length over.the bins in front of the boilers, a distance of 
216 ft. One bin serves two boilers, a separate feeder being 
provided to each of the latter; each half bin with its hopper 
bottom holds 10 tons of pulverised coal, or sufficient for 90 
hours running at full capacity. Each bin is filled through 
three separate gates and spouts from the conveyor. 

Under the bin, between the hoppers, is placed a motor- 
driven fan, supplying air through twin 7-in. pipes, each lead- 
ing down to a burner nozzle (see fig. 1). The fan supplies 
the air needed in feeding the coal (4,200 cu. ft. per min.) at 


З oz. Static pressure to a burner nozzle in front of each boiler. 


The hopper bottoms each contain a 4-in. screw feeder, to 
the fuel to the burner, through a 3-in. down pipe. The 
burner consists of a 14-in. cylindrical pipe, projecting into 

the furnace; the 7-in. blast pipe projects into this from 1 
18 in., and 1s fitted with a cone forming a valve to regulate 
the air. The powdered fuel is introduced directly over ш 
discharge end of the blast pipe, allowing thorough mixing af 
the air and fuel; the burner will induce a large quantity 0 
air in addition to that supplied by the fan. | 4 
At normal rating on a basis of 70 per cent. efficiency, an 
with feed water at 208 deg. F., these boilers will each con- 
sume 985 lb. of coal per hour, requiring 3,200 cu. ft. of i 
per min.; half the fan capacity is utilised through the blas 
pipe, and the remaining air induced through the burner. " 
e furnace in use consists of à Dutch oven, of 6 cu. It. 
capacity, built in front of each pair of boilers, with vertice 
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baffles. No slag is formed, and the ash is readily blown off 
the floor of the rear chamber with an air hose once a week. 
No part of the refractory lining is subjected to an excessive 
temperature even at overload, and it is stated that the opera- 
tion is quite flexible, and that highly gratifying results are 
heing obtained. 1 

Our view, fig. 1, of the interior of this boiler house using 
powdered coal, is from Metallurgical and Chemical Engineer- 
ing, which journal also published the diagrammatic scheme of 
a powdered-fuel plant shown in fig. 5. This is the Holbeck 
system, made by the Bonnot Co., of Canton, Ohio. 

Bituminous crushed, nut or slack coal is stored in a bin, 
preferably made of steel or concrete. ‘The coal passes from 
the bin and àn automatic feeder regulates the amount of 
coal fed to the pulveriser, shown at the extreme left. As the 
coal becomes pulverised 16 is thrown up into the vacuum 
separator 1 by the action of the pulveriser. This separator 
separates the fine particles of coal dust from the coarse, the 


finest being drawn into the exhauster 2, and the coarse falling _ 


down into the pulveriser. | 

From the exhauster/2 the powdered coal is blown into the 
collector 3. The expansion of the air as it enters the collector 
permits the coal dust that is carried in suspension to fall to 
the bottom of the collector and into the coal storage tank 4. 
The air that enters the collector returns through pipe 5 to 
the pulveriser to be used over again. | 

The coal dust is taken from the storage tank 4 by the feed 
screw 6. and delivered into the suction side of a high-pressure 
blower 7. It is then blown into the distributing main 8, and 
carried to the furnace through the distributing pipes 9 ; 

The coal which is not used is returned through the return 
line 10 to the collector 3, where it is extracted from the air 
and falls into the coal storage tank 4 to bé used over again. 

The air after the coal.is extracted is returned to the suction 
side of the blower through pipe 11. 


BURNING COKE BREEZE. 


AT the present time considerable attention is being given to 
the utilisation of coke for steam raising, and in one or two 
cases encouraging results have been obtained in connection 
with central-station boiler plants. 

The subject is allied to that of gas firing, as the coke or 
semi-coke resulting from the gasification process will have to 
be disposed of in some way. 

Similar efforts have been made in the States to utilise coke 
breeze, and the followin« description of a system of coke 
firing for boilers, with coke breeze obtained from coke ovens, 
recently appeared in our contemporary Power :— 

The average coke breeze produced contains from 25 to 35 
per cent. of sand, sulphur, and fire-clay, leading to consider- 
able clinker formation, and to handle this material:an over- 
feed stoking system was developed. 


The principle of the stoker system is that the fuel flows. 


through the hopper (fig. 1) by gravity on to a pusher plate, 


Fia. 1. 


whence it is precipitated into an impelling chamber by the 
pusher, which is operated by a rocking arm in contact 
with а cam, or from an eccentric attached to the rocking arm. 
The impellers distribute the fuel over the fuel bed at any 
required amount upto that necessary to operate the boiler 
greatly in excess of its normal rating. Fig. 2 shows a front 
view of the stoker. ; ` 
To handle the clinkers produced in burning coke-breeze 
fuel, a specially designed rocking, cutting, and dumping grate 
is used (fig. 3). The fuel bed is carried about 8 in. thick at 


the front of the furnace, and as the grates are pitched, a 


depth of 18 in. is carried at the bridge wall. At intervals the 
grates are operated for shaking; that is, the ‘points of the 


.grates are dropped about 3 in., and as the clearing space be- 


tween the bars remains the same, nothing but fine ashes is 
sifted to the ashpit. The shaking movement is so slight that 


Fic. 2. 


the fire bed is not disturbed to any great extent. This move- 
ment also ‘prevents the amalgamation of clinker-forming 
inpurities. | 

The fuel bed as carried by this system is divided into three 


zones (fig. 4). The first is about 5 in. thick at the front to 
15 in. at the back. This residue formation diffuses the air 
over the grate area and prevents blow-holes in the fire that 
would be caused by an unequal air pressure. The second 
fuel zone is carried about 3 in. thick all over the grate surface, 


and is composed of the incandescent particles of carbon in 
the fuel. The third zone is the green fuel that is continually 
sprinkled over the second zone. The moisture in the fuel is 
evaporated by the heat from below:and by reflected heat 
from the arch above. During the process of combustion the 
impurities are separated from the combustible and work 
their way through the layer of residue forming the first zone. 
where they come in contact with the cold air and are chilled 
г р 
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before they become fused in large quantities with one an- , When the motor is at rest, the four blocks are drawn radially 
other. inwards by the pressure of the collar on their coned surfaces, and 

With this kind of fuel it is necessary to operate the cut-off the rotor is free to run up to speed without load: when a 
movement of the grates about every two hours, "which re- predetermined speed is attained the centrifugal force of the 
moves about 1 in. from the bottom of the residue at each blocks overcomes the action of the spring and the collar slips of 


stroke. In this way the’ fires are cleaned without disturbing the cone, allowing the blocks, which slide on radial studs, to fly 
the fuel bed and without the use of fire tools. The grates out and apply themselves to the casing, with sufficient friction to 


used have a 40 per cent. air space, and sufficient steam is bring the latter and the driven load up to speed in a few reyoly. 
used under them to insure the chemical decomposition of the tions, yet without any shock. The frictional grip of the cluteh 
clinker-forming properties. | enables it to carry a load 50 per cent. in excess of full load, and 
With by-product oven breeze a turbo-blower is used, be- there is no perceptible slip between the parts, hence no heating 
cause it is not necessary to saturate the air with steam to the and very little wear, except when taking up the load, The 
same extent as with beehive breeze. Tests showed that 5.96 accuracy of adjustment is such that the clutch can be regulate] 
lb. of water were evaporated.per lb. of fuel, from and at to operate at a few revolutions below full speed, and. once set. 
212 deg. F.; the efficiency .of the boiler and furnace averaged the nut can be fixed in position with a grub screw, Wher 
53.48 per cent. The intensity of the fire is governed by the the current is shut off the motor, the clutch does not release 
stoker speed and steam jet, and an intense heat is obtained. until the motor is on the point òf stoppiny ; the steeper cone, 
à; ә : shown on the blocks in fig. 3. then comes into play. the collar 
—— draws the blocks inwards and slips on to the inner cone, restoring 


the ‘clutch to its normal position before the rotor comes to rest 
All parts of the clutch are perfectly balanced, so that no vibration 


NEW ELECTRICAL DEVICES, FITTINGS, is set up.. It can’ be used either as a pulley or coupling, or both : 
р and as slip-rings, commutators, and an expensive starting switch are 
- AND , PLANT. . dispensed with, the cost of the motor with this clutch is less than 


m that of the apparatus otherwise required ; moreover, a heavy load 
Woodhouse Patent Automatic Clutch. . can be started up with a smaller motor. We understand that some 


While the squirrel-cage motor possesses many advantages over of these clutches have been running for three years with satis. 
the D.c. motor, and over the A.c. motor with a wound rotor, it has factory results. 
always laboured under one great handicap—the difficulty of starting e. | : ` 
Nibh a load, and the very heavy S der КА гасы taken. However, a Looping-in Distributing Mains. ч 
if the motor cam be run up to full speed before the load is thrown * - The localisation of faults in distributing cables is a troublesome 
on it, this difficulty disappears; the motor is then „running under matter, even when disconnecting boxes are provided in the net- 
efficient conditions, and can exert a large torque without taking an work, and usually involves a оой deal of inconvenience to con-- 
excessive current. To carry out this plan, a new type of automatic sumers whose supply has to be cut off while the fault is found and 
clutch has been devised by Mr. A. E. Wo DHOUSE, and is supplied by repaired. То ‘obviate this trouble and to provide a ready means of 
the VICTORIA DYNAMO & MOTOR Co.,.of Craven House, Kingsway,- running a fault “to earth” quickly and with the minimum of 
W.C. This clutch, which is? illustrated) herewith, is characterised annoyance to consumers, Mr. F. E. FRAMPTON, engineer to the 


Paignton Electrie Light & Power Co. in con- 
junction with Messrs. CALLENDER's CABLE AND 
CONSTRUCTION Co., Lirp., of Hamilton House. 
Victoria Embankment, W.C., has patented an 
ingenious method of looping the ma‘ns into con- 
sumers' premises, where they can be disconnected 
and tested with ease, and with little interference 
with the supply. As shown in the accompany- 
ing. figure, which applies to a three-wire system, 
one of the outers is cut at each distributing point 
or service box and the ends are connect»d toa 
pair of terminals in any suitable house, lamp 
pillar or similar fuse box; these terminals are 
connected together by a removable link which 
forms one terminal of the circuit supplied, the 
other terminal being connected to a service lead 
in the órdinary way. By disconnecting the link 
from one of the loop terminals, the distributing 
cable canbe eut, whilst the supply—if connected 
to the sound side of the cable—to the consuming 
circuit is maintained, and by repeating the pro- 
cess at the next service taken off the same cable, 
the intervening portion of cable can. be isolated 
ў se І DA ml and repaired at leisure, whilst the supply is main- 

by extreme simplicity and reliability, small number of parts, and . tained to all the consumers (if the cable is fed from both ends). 
smoothness of operation. , | ` If desired, the links сап be constructed to act as fuses, so that 
Fig. 1 shows the cluteh combined with a pulley, fiv. 2 shows the а fault on the distributing cable will be automatically isolated. 
parts in position with the cover removed, and fip. 3 is a part By graduating the section of the fuses the length of cable thus 


FONA LE the clutch, in the position assumed when running isolated can be restricted to the minimum. Obviously. with the 
at full speed. х 


The essential features of the device are four cast-iron blocks 4 
turned on the exterior to a cylindrical surface, and on the interior 
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FtG. 1.—WOoODHOUSE CLUTCH APPLIED Fra. 2.—CLvTCH WITH COVER 
TO Motor PULLEY. " REMOVED. 
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SN aoe E aid of the links, any part of a distributing system can һе Molte: 
А | and tested at any time. The invention is applicable T, Ends 
; | | ut | | | À 4 UU n ` ‚ seful to sup » 
Fic. 3.—Skcr10N THROUGH WOODHOUSE CLUTCH USED AS A a a иа is = iic i Я 

Pol RISE. station engineers, 


—— 


to the shape shown at D in fir. 3: a collar F i 
blocks by a spring E, controlled by an ad 
screwed sleeve which is seeured to the sha 


8 pressed against the х IN ANDER 
justing . nut C опа Catalogues Wanted in Italy.—MEssns. UNA 
ft, the pulley. of course, HAMILTON & Soxs, of. Messina, who have been established in Italy 


running 1 S a à 3 r a Y Tod H : y atis 
Gylihdrieal casing че. йд, 98 pulley carries an overhung since 1880. are asking for catalogues and price lists of British 
А "ng ined with errodo, * as indicated at G: г engineering and electrical manufactures, 
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WILLANS SURFACE-CONDENSER TESTS. 


THE following test resulta were obtained on one of five surface- 


condensing plants, embodying the Willans & Robinson rotary air- 


pump system. and recently installed at the London and Sonth-- 


Western Railway Co.'s Durnsford Road power station. 

The station contains five identical plants, each of the same 
capacity. in addition to two similar plants of amaller size. 

The main feature of this system is that the circulatin; water ia 


passed through an ejector. which is shown on the accompanying . 


drawing at B, and takes the place of the ordinary air pump. A 
separate pump С is provided to withdraw the condensed steam 
from the surface-condenser, and to return this to the hot well. Ап 
automatic non-return valve A is placed between the air ejector and 
the main condenser body, so as to prevent water beiny drawn into 
the condenser in case of failure of the ejector. 

There are three common forms of application of the system 
known as the "series," the "shunt," and the "separate pump” 
types respectively. 

In the ease of the “ series ^ type of plant, the whole body of the 
circulating water is passed through the air ejector before entering 
the condenser ; that is to say, the circulating pump is desizped for 
the normal quantity of water required by the condenser, but allow- 
ance is made in calculating the head for the necessary drop across 
the air ejector. 

In the case of the second, or " shunt " system. the cooling water 
for the condenser and the ejector water are 
delivered in parallel, and the ejector water is 
returned to the source of supply or to the 
circulating water suction. In other words, 
the circulating pump is designed for the 
normal head required by the lay-out of the 
plant, with allowance for condenser friction, 
and the quantity delivered is that needed 
for the condenser itself, plus the necessary 
water for the air ejector. 

The third, or "separate pump" type, of 
which the L. & S.W. installation is an ex- 
ample, differs from the " shunt " system only 
in that a separate pump is provided for 
delivering the air-ejector water.apart from the 
main circulating-water pump which supplies 
the' condenser in the ordinary way. 

In the present installation, both the main 
circulating pump and the ejector pump draw 
their water by means of a common suction 
pipe from the main suction culvert, which 
runs the full length of the engine room. 
The water coming from the condenser itself 
is, of course, heated and passed to the de- 
livery culvert, but the air-ejector water is 
returned to the suction or inlet culvert. 

It will be noted that in this instance the 
circulating. pump is driven by means of a 
continuous-current motor, whereas the ejector 
pump D and condensate extraction pump С 
are driven by a small steam turbine. 

The tests show that the vacuum attained 
is substantially above that guaranteed. and 
particular attention may be drawn to the very low difference 
between the circulation-water outlet and vacuum temperatures. 


Trial number. 1. 2. Guarantees, 
Duration of test .. 60 minutes 60 minutes = 
Load, 10. of steam per hour 65.176 ТЫН, 64.000 
Vacuum at steam inlet to 

eondenaer. corrected to 

JU" barometer ...  .. 2873” 2816" 285" 
Corresponding steam tempe- 

rature — ... ET e. 866° Е. мее F. 92° F 
Condensate temperature ... X2° F. sxa F. КЕ 
Difference between conden- 

sate and vacuum tempera- 

tures 0.5. 0. е Е. D F. a F. 
Cireulating water inlet tem- 

perature ... Zu S. DN? E. ow» F. . 6» М, 
Circulating water outlet | 

temperature m e. SUNT F. SEL F. sS К, 
Difference between circu- 

lating water outlet and 

vacuum temperature |... 8° Е. 1° Е. a? F. 
Cooling water, gallons per f 

hour ai ae ... B18000 317.600 396.600 


The test was carried out after the plant had been in service for 
А considerable period, in the presence of the representatives of the 
consulting engineers. Messrs. Kennedy & Donkin. and of Mr. 
Herbert. Jones, chief electrical engineer to the London and South- 
Western Railway Co. 


Germany's Iron and Steel Production — Тһе Aimsterdam 
correspondent of the Morning Post says that at a meeting of the 
German Stahlwerksverband, held recently at Düsseldorf. it was 
stated definitely that the export of iron and steel to neutral 
countries had been stopped until further notice. home requirements 
and the demands of the German army and the Prussian railways 
‘being so 'grest that only Very small quantities were available for 
external trade. 


LEGAL. 


ASSESSMENT APPEAL BY THE METROPOLITAN RAILWAY Co. 


AT the County of London Quarter Sessions. at Clerkenwell. 
Sir Robert Wallace (the Chairman), began the hearing of an appeal 
by the above company against certain quinquennial assessments of 
their properties in Kensington, Paddington, and the Holborn Union. 

Mr. Walter Ryde. K.C.. and Mr. E. M. Konstam represented 
the appellant company. Mr. Page, K.C.. and Mr. Cecil Whiteley 
were counsel for the Royal Borough of Kensington. while 
Mr. Clavell Salter, K.C., М.Р. with Mr. Bethune and Mr. 
W. J. Jeeves, represented the Borough of Paddington and the 
Holborn Union. А 

In opening, MR. WALTER RYDE said that in Kensington a rateable 
value of £9,000 was appealed against, and the Railway Co. claimed 
that the amount should be £3,750. In Paddington it was con- 
tended that the fizures, instead of being £7,314. should be £3732 
and in the Holborn Union £16,000, instead of £21,800, 
Dealing first with. the Kensington case. counsel said the railway 
was worked generally by means of electric traction. and for the 
purpose of supplying electricity the company had erected from 
time to time, and now used, a generating station at Neasden, 10 
electrical sub-stations, and otHer large and extensive works All 
these works were not directly productive of profit. and all of them. 
with the exception of a sub-station at Gloucester Road, were out- 


ARRANGEMENT OF WILLANS CONDENSING PLANT; L. х SW.R. Power STATION. 


side the borough. Appellants contended that the assessment. so 
far as it consisted of directly-productive portions of the under- 
taking, was excessive in proportion to the value of the whole 
undertaking. It was submitted, further, that the value of the 
property had diminished, and was diminishing, owing to the 
increasingly severe competition of other railway companies, tram- 
way .and- motor-omnibus undertakings. and other methods of 
transit. Moreover, working expenses had largely increased durine 
recent years, and that increase was likely to continue. They 
submitted that the rateable value of running line in Kensington— 
of a total length of 1 mile 75 chains --should not be more than 
4594. and that the rateable value of other hereditaments, consisting 
of station. booking offices, and refreshment rooms at Notting Hill 
Gate, and portions of the Stations at Kensington High Street. 
Gloucester Road, and South Kensington, should not be more than 
£3.156. That would make a total assessment of £3,750, against 
the £9,000 at which it had been assessed. Ав to the property in 


‘Paddington. where the appellants submitted that the rateable value 


should be £3,732 instead of £7.314, much the same arguments 
applied as in the Kensington case. 

The CHAIRMAN: There is no question of stations in Paddington ; 

Mr. Вүрк: No: but I observe. on glancing at the respondents 
case, that they say the assessment іп force in 1915 was £1.410 for 
lines, and £3.700 for stations and sub-stations. Counsel went on 
to say that the case in the Holborn Union concerned an area in 
Clerkenwell. and included part of Farringdon Road Station. 
Appellants contended that an assessment of £21,800 should be 


reduced by £5,800. He believed the Metropolitan Railway Co. had: 


the unfortunate distinction of having the smallest receipts per 
train-mile of any considerable line in the country, and that, of 
course. was brought about by two important causes. In the first 
place. there was the enormous percentage of third-elass traffic : 
and. secondly. the enormously high percentage of workmen's 
tickets. The year 1913 was the last complete year for which gross 
receipts earned and train-miles run could be ascertained by actual 
calculation, owing to the Government having assumed control of 


the railways. but counsel submitted that on evidence he should: 


call, it would be seen that in 1915 there had been a drop of к 
per cent. in the traffic over the three districts in question. It was 
said on the other side that they must adhere blindly to the accounts 
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for 1913, but appellants contended that they must look to what 
had happened since. 3 | ' 

The first witness was Mr. В. Н. SELBIE, the general manager of 
the Metropolitan Railway. | : \ | 

Оп behalf of the appellata, it was contended that the railway 
lines which were used wholly for electric traction should be treated 
as a minus quantity, or capable of only nominal assessment. Sur- 
veyors who gave evidence on appellants’ behalf stated that they, 
had made their calculations on the basis of the published accounts 
for the year 1913, but amended to include the extra cost of wages 
and materials as between the years 1913 and 1915. In Kensington, 
it was submitted, the net rateable value should be £3,750 
instead of £9,000 fixed by the Assessment Committee; in 
Paddington, £3,732 instead of £7,314; and in the Holborn 
Union a reduction of-ever £8,000 was suggested in an assessment 
of £21,800. | 

Among the witnesses for the appellants were Mr. W. А. Agnew, 
chief mechanical engineer of the District Railway : Mr. Theodore 
Stevens, consulting engineer, of London House, E.C.; Mr. G. W. 
Partridge, chief engineer of the London Electric Supply Corpora- 
tion ; Mr. William Willox, permanent way engineer of the Metro- 
politan Railway ; Mr. C. L. Morgan, chief enginéer of the London, 
Brighton and South Coast Railway ; and Mr. Crister Peter Sand- 
berg, consulting and inspecting engineer, of Westminster. 

Mn. G. W. PARTRIDGE said he had examined the motors of the 
Metropolitan Railway at their works, in conjunction with Mr. 
Theodore Stevens. The stock was worth 85 per cent. of the total 
replacement cost, or more than-that. He agreed with Mr. Stevens 
that if they spent 15 per cent. on it they would have a stock up to 
the 100 per cent. standard. | 

The сазе on behalf of the Kensington Assessment Committee 
was opened first, and Mr. PAGE, K.C., submitted that it was 
ridiculous for the other side to suggest that the running lines 
should bear no part of the local burdens. | 

Sin ROBERT WALLACE: I observe it said that the rateable value 


-of line in Kensington is a minus quantity of about £3,000. 


Witnesses called in support of the Kensington assessment based 
their calculations on the local receipts of £52,506 for 1913, and 
arrived at a margin of rateable value of £5,000 and £6,000. 

ÑIR JOHN SNELL, who had been retained by the various Assess- 
ment Committees concerned, next gave- evidence. Examined by 
Mr, CLAVELL SALTEB, K.C., M.P., Sir John said he had made а 
eareful exumination and inspection of the generating and sub- 
stations and rolling stock of the Metropolitan Railway, excluding 
the Great Northern and City, and submitted a mass of figures deal- 
ing with estimated cost of repairs, maintenance, renewals, and 
various other matters. He estimated the total renewals and main- 
tenance of rolling stock at £63,511; the annual repairs and 
maintenance at £23,513, and the average life at 16} years. The 
reault of his calculations was to allow the railway £86,000 a year 
in respect of electric current, instead of the £64,000 which the 
company actually spent in 1913. The electric installation 
generally was comparatively new, and on that ground he had 
allowed for repair and renewal a much larger sum than was 


actually expended in 1913. The company were entitled to claim’ 


what would prove to be the average on the year. The working 
expenses he had increased from £73,000 to £95,000, The com- 
pany's abstract gave locomotive running expenses as 16} per cent. 
of thé traffic receipts ; he had changed that to nearly 194 per cent. 
The agreed replacement-cost of electric rolling stock was £875,842. 
He put the annual depreciation at £39,998 ; the average age, 7°47 ; 
ш "d depreciation, £300,773; value at December 31st, 1913, 
5,016. | : 

In eross-examination by Mr. RYDE, K.C., SIR JOHN SNELL said 
he believed £80,000 worth of stock was added in 1914." 

Mr. Күре: If I give you the life of a machine you have never 


Seen, you could ascertain, as you have done here, the depreciation 


per annum ? : 
SIR JOHN SNELL: Certainly. 
Mr. RYDE : Although you had never seen it” I could not. 

Вік JOHN SNELL: Why not? Because you are not an engineer. 
In further cross-examination, Str JOHN said they could not take 


the renewals of rolling stock by themselves or maintenance by 


itself, апа if he could prove the amount he had allowed to cover 


` both those items, then he met all the points upon which counsel 


was trying to cross-examine him. He, personally, made a valuation 


‘of Neasden power house, and was actually in the power house for 
an hour. He made an inventory some years ago, and only had to . 


see the additions. In his calculations he had taken steel rods at 


£T aton, which was the 1913 rate. 

Me, RYDE : Is that likely to be the ruling rate after the war is 
over ? | A" 

SIR JOHN: That is an awkward question. I cannot зау. 

At the conclusion of Sir John’s cross-examination, SIR ROBERT 
WALLACE said he did, not want to hear any further evidence. He 
was perfectly satisfied that the rateable value appealed against was 
lower than its true value. Hia Lordship added that in all the 
years he had sat m 26 Court he had never heard ал appeal which 
was more unjustifiable than this one. The appeal ld 
dismissed, with costs. oc cb 


The hour forthe rising of the Court had been reached, and MR. | 


CLAVELL RALTER inquired if Mr. Ryde proposed to go on with the 
penis m respect of the property in Paddington and the Holborn 

nion. 

SIR ROBERT WALLACE said he did not think Mr. Ryde ough 

. i t 

be asked a question. He thought the better vas Would he to 
give counsel an opportunity to confer together i Я 
аа ро у gether in regard to the 


His Lorpsarr subsequently fixed the next Court for Nov 


th ember 


Toronto ELECTRIC Іиант Co., LTD.; v. CORPORATION OF THE 
CITY OF TORONTO. ; | 


IN Ње Privy Council, on October 23rd, judgment was given in this 
case, which was argued just before the Long Vacation. 

‚Тһе Board consisted of Viscount Haldane and Lords Atkinson, 
Shaw and Parmoor. 

The action was brought by the appellant company for an 
injunction to restrain the Corporation from interfering with the 
appellants' plant by cutting down, removing, or otherwise 
interfering with their poles and wires upon the streets and other 
public plates in the city. 

Sir John Simon, K.C., Mr. Hellmuth, K.C., and Mr. Auglin, 
instructed by Messrs. Blake and Redden, appeared in support of the 
appeal; Sir Robert Finlay, K.C., and Mr. G. R. Geary, K.C. 
instructed by Freshfields. for the respondent Corporation. 

LonD ATKINSON, in delivering the considered opinion of the 
Board, said that the appeal was from a judgment of the First 
Appellate Division of the Supreme Court of Ontario, whereby a 
judgment of the trial judge in favour of the plaintiff company was 
set aside, and it was ordered that, subject to certain declarations, 
the action should be dismissed with costs. The case was not free 
from difficulty, for some important transactions which took place 
between the parties were not in writing. The company was 
incorporated by Letters Patent in 1883, by an Act which purported 
to confer the power, ixter alia, of manufacturing electric light 
and power, and the erection of plant and all machinery necessary 
for lighting the streets and houses of the city. In exercise of this 
power the company established an extensive system for the distri- 
bution of electricity over almost the entire City of Toronto. It 
supplied current to private customers and to the respondent Cor- 
poration for the lighting of the street lamps. The system in 1912 
was a composite one—partly overhead, partly underground—but 
intercommunicating. Much the larger part was overhead. It then 
covered 370 street-miles, the wires being carried on 15.705 poles 
erected on the streets and public places of the city. These poles 
carried 1,450 miles of wire. The underground system then con- 
sisted of about 350 miles of single conduit laid in 28 to 30 street- ` 
miles. The two systems were so “ interlaced” that if the over- 


` head construction were removed, the underground in some instances 


would have no connection with the terminal stations or sub-stations 
of the company, or with any source of power. It was not 
disputed that the cost of constructing underground conduits so far 
exceeded that of carrying wires overhead on poles that, having 
regard for the prices obtained for the current, the former system 
was only commercially possible of adoption in а limited and 
favoured area in the city where customers were both large an 
numerous. i 
In this state of things the Corporation on February 6th, 1912, 
passed a resolution denying, among other things, (1) the right of 
the company to lay any underground conduits outside the limits of 
the city as they existed in November, 1889, when an agreement 
was entered into between the company and the Corporation; and 
(2) its right to construct pole lines within the city, save for the 
purpose of implementing its contract with the Corporation for 
street lighting. They followed this up about.the middle of 
October, 1912, by preventing by force the company from erecting 
additional poles and wires, and also,removed certain poles, part of 
the company’s overhead system which had been in actual use some 
three years. af 
The action was then instituted by the company, claiming an 
injunction, damages, and further relief. . 
As stated above, the injunction granted at the trial was set aside 
on appeal. | 
His LORDSHIP then referred to the various agreements which 
had been entered into between the parties. In reviewing these. 
their Lordships thought that the provision touching the purchase 
of overhead plant contained in the agreement of November, 1889, 
meant no more than this : that the Corporation should be entitled 
to purchase, when they purchased the underground systems, such 
poles and plant of the overhead system as might be then found 
lawfully erected on the streets and public places of the city. Хо 
estoppalaroaein thiscase, as there was no evidence whatever that both 
the contracting parties were not fully aware of their respective legal 
rights. It might well be that the company never anticipated that 
the respondents would insist upon the removal of the poles carry- 
ing wires erected with their implied consent, but not in pursuance 
of any formal agreement. With the hardships (if any) or the 
moralities of the case, the Board had no concern. It dealt alone 
with the legal rights of the parties, and having regard solely to them. 
their Lordships were. on tlie whole ease. of opinion that the 
judgment appealed from was right. and should be affirmed. and 
this appeal of the company dismissed with costs. 


BRrTi3H THoMsON-HoUsTON Co.. LTD.. v. DURAM, LTD. 


MR. JUSTICE ASTBURY in the Chancery Division, on the appli- 
cation of counsel, fixed December ith next for the hearing of this 
action. " 

COUNSEL said the сазе was в heavy one, and the "defendants 
as much as the plaintiffs wanted time to get it ready. 


Bayonet Key Switch  Holders.—TmE ELECTRICAL 
SUPPLIES Co., of Tottenham Court Road, inform us that they 
have brought out a patent key switch holder. with shade carne 
and cord vrip, and are carrying extensive stocks at their London 
stores, | 
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CORRESPONDENCE. · 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The Electrical Market in India. 
At present there are several big cities in India being electrified: 


and this has created a very big demand for electrical goods in. 


that country. I believe that if 'the British manufacturers let this 
opportunity slip. the whole Indian market will go to the Americans 
for ever. | | 

After a long stay in America and in this count ғ, Тат goin 
back to my country, India, where I &m intending io take up eles. 
trical business. I shall be pleased to be brought into touch with 
British manufacturers of small ice-making machines, small wheat- 
meal grinding machines, small printing machines and pumps, to be 
driven by continuons current, and other electrical specialities. 
Е J. Khanna, B.Sc., Е.Е. 
12. Highbury Hill. London, N., icu 

October 25th, 1916. 


The Cost of Daylight v. Electric Light. 

There is so much misapprehension about daylight costing nothing, 
that I wish you would give me sufficient space in your columns to 
publish the following letter by Mr. M. Luckiesh, of the National 
Electric Lamp Association Laboratories, Cleveland, in a recent 
number of the Lighting Journal :— 

“In lighting discussions, it is not uncommon to hear such state- 
ments as this: ‘A great virtue of daylight is that it costs nothing.’ 


‚ Outdoors this is usually true, but in the vast field of human activities, 


where artificial light aids and competes with natural light, such a 
statement isabsurd. From the standpoint of construction, openings 
such as windows and skylights are not costless. In other words, 
interest upon a permanent investment as well as a maintenance 
cost must be charged to the day lighting, and therefore at once it 
ceases to be free from cost. Furthermore, when the value of land, 
especially jn large cities, is considered, a light court in the middle 
of а multi-storied building adds to the cost of daylight. In such a 
case a large area of rental space is sacrificed for the purpose of 
admitting daylight. and it appears that the cost of daylight would 
not be inconsiderable. Of course, light courts provide ventilation, 
but it seems possible that ventilation could be provided without 
such a great sacrifice of space." 
© F, Willcox. 


London. E.C.. October 26th, 1916. 


WAR ITEMS. 


Exports to China.—The “ London Gazette '° for October 
27th contains a further list of persons and bodies to whom 
exports to China and Siam may be consigned. 


Lord Balfour's Committee.—The Prime Minister has 
appointed Mr. Richard Hazleton, M.P.,:Sir William McCor- 
mick, Mr. А. McDowell, and Mr. John O'Neill to be members 
of Lord Balfour of Burleigh's Committee on Commercial and 
Industrial Policy. | 

Air-raid Warhings.—lhe Highways Committee of the 
L.C.C. reports that, at the request of the Commissioner of 
Police of the Metropolis, it has arranged a scheme for warn- 
ing drivers and conduetors of tramcars of possible hostile air 
raids. The expenditure involved is estimated at £624. 

The Times says that tramcar drivers will receive a signal 


‘from the power stations, when they will at once slow down 


and shut off on approaching certain points where flashing 
would ordinarily be produced by crossing. | 

Enemy Interests in British Companies.—In reply to a 
question asked in the House of Commons by Sir John Lons- 
dale, Mr. Pretyman said that the returns made by British 
companies to the Public Trustee. showed a total nominal 
amount of £31,691,724 of ordinary, preference, and debenture 
‘apital held by enemies. This total, which included a con- 
siderable amount of capital in companies registered in. the 
Dominions, was estimated to represent not more than 1 per 
cent. ofthe capital of British companies ав а whole. These 
enemy securities were not as a general rule being sold, except 
where the particular company was within the provisions of 
Section 1 of the Trading with the Enemy Amendment Act. 
1916. when the company was dealt with either by winding up 
or. by the alternative method of vesting the shares in the 
custodian for the purpose of sale. 

Dilution and Man Power.—The '' Times " publishes the 
following statement issued from the office of the Labour 
Adviser to His Majesty’s Government after the conference 
held on October 27th :— 

"А conference of representatives of skilled trades connected 
with the engineering and shipbuilding industries was hel 
The Right Hon. Arthur Henderson, M.P., who presided, said 
the conference was one of several to be held in connection 
with the office of the Labour Adviser, at the request of the 
Man-Péwer Distribution Board, to consider their proposal 
that dilution should be extended to private and commercial 
work in controlled and non-controlled establishments. Hither- 
to such dilution as had been secured had been limited, speak- 


ing generally, to war work. It was now essential that substi- 
tution and dilution should become much. more general. This 
was called for by the urgent need оѓ securing for. general 
military service all the men available and eligible up to the 
limits of the Military Service Acts, by the great demands for 
skilled workmeri for the technical units of the Army, and for 
the production of munitions and ships, and by the vital im- 
portance of continuing our export trade in order to maintain 


the financial strength of the British Empire and our Allies. 


" The present unsatisfied demands of the technical units of 

the Army and of munitions. skilled and unskilled, are 160,000, 
and the skilled requirements alone were 32,000. It was the 
desire of the Government, as recently stated by the Prime 
Minister to the engineering trades deputation, that the skill 
of the workmen should be utilised to the best interests of: the 
nation. This could not be secured without further dilution, 
and this conference had been called to consider the best means 
of securing this. 
_ " After a full discussion the conference decided to adjourn 
in order to obtain from · е Man-Power Distribution Board 
information as to the best means of preventing the enlistment 
of skilled men. which still continues, and of securing better 
methods of debadging. and to await a report as to the local 
machinery contemplated by the Man-Power Board for giving 
effect to dilution on private and commercial work.” 


Exemption Applications.—3t Bermondsey, Mr. W. Е. J. 
Heenan, engineer-in-charge of the Bermondsey Borough 
Council electrical works, applied for the exemption of a boiler 
cleaner and repairer. He stated that the man was in the 
eniployment of the Council before the outbreak of war, and 
joined the Expeditionary Forces at the commencement of the 
war, serving about 14 months in France, and was discharged 
as a time-expired man in February. They could not get men 
to do this kind of work. They had 11 boilers, and 700 joints 
had to be made on each boiler. He had applied for a badge 


for the man, but it had been refused. This was the only: 


man he had appealed for. Ald. Wills: You had a complaint 
fram'*consumers that the voltage was low, and that was due 
to labour difficulties? .Mr. Heenan: It was due to boiler 
difficulties. At present we have two boilers down. Coun. 


Shearring „said that the man was doing work of national 
importance. Six months' temporary exemption was granted.. 
At the Aberdeen Military Tribunal, Messrs. Bell & Lyon 


asked to retain the services of David L. . Mitchell, electrical 


engineer. Conditional exemption was given while badged. . 
At the Rhyl Tribunal, Mr. E. H. Wright, the electrical 

engineer, secured three months’ exemption for D. Kingston, 

30, married, engine-driver_and switchboard attendant at the 


electricity works, and T. J. Parry, 41, married, cable jointer. 


Both were considered absolutely indispensable to the elec- 


tricity department, and Mr. Wright added that in other dis-: 
. tricts there was no difficulty in retaining such men altogether. 


At the Brighton Tribunal, the West Pier Co. applied for 
their electrician and their blacksmith. who had been given 
time previously. It was explained that a man engaged in 
pier repair work has to, be somewhat of a sailor as well as 
an electrician, because the action of the water was apt to 
make him dizzy. Repairs had to be done to the pier, amount- 
ing roughly to a large sum of money: before the spring, and 
these men could not be replaced. They could not get men 
to work under the pier. The electrician was given two months, 


' final, and the blacksmith three months. 


At the Dundee Tribunal, Prof. Peddie, of the Chair of 
Physics, University College, made a statement with regard 
to J. Robinson (22), instrument maker. He said that Robin- 
son's work was fundamentally necessary 1n the work of the 
college. He was engaged in the making of optical, electrical, 
mechanical, and other scientific instruments, to which he had 
served seven years apprenticeship before he came to the col- 
lege. and since then he had had three years’ experience of 
construction work, and had acquired special scientific train- 
ing. All the departments would suffer if Robinson was taken 
away. He was the only skilled mechanician in the college. 


-Jord Provost Den said that in view of what the Tribunal 


was doing with some other cases they must sustain the mili- 
tarv appeal that Robinson should go to the Army. | 
The manager of the Darlington tramways, when appealing 
for the exemption of a mechanic, single, aged 33, who had 
been passed for general gervice. said the man was the only 
skilled person on the system. If he had to go into ihe Army 
it would mean. that gradually the trams would come off, and 
there would be no service. Exemption to the end of the year 


‚ оп the ground of public utility. 


At Maidenhead, the electrical engineer (Mr. Milton) ap 
pealed for E. G. Pink (35), shift engineer; G. A. Cox (32), 
shift engineer; W. T. Shervell (25), engine-driver and fitter; 
A. R. Mills (20). driver and stoker; W. J. Mundy (23), cable 
fitter; and W. 1. Chubb (82), foreman. The Tribunal в in- 
vestigator reported that there were only 14 skilled таеп en- 
gaged.at the works, which revealed the fact that the worke 
were much understaffed. He deprecated young men being 
employed in highly technical work, and he hoped that those 
who had been passed for general service would be released 
as soon as possible. He recommended conditional exemption 
until February Ist, the manager to do his best to release 
those classified '' A '' from time to time ав he was able. Mr. 
Milton said it was possible. they might he able to carry on 
with less men after Christmas, The recommendation of the 
investigator was agreed to, 
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: At Dartford, оп October 23rd, the Tramway authority ap- 
pealed for four drivers, and it was pointed out that although 
substitutes could not be found, the Military authorities wished 
the service to be kept in a state of fullest efficiency. Two were 
exempted as being in a certified occupation, being over 80 
years of age, one was conditionally exempted with the right 
of a further appeal, and the fourth was refused exemption. 
‘Whitehaven Tribunal has: refused exemption to an elec- 
trical fitter (25), applied for by a local firm of electrical con- 
tractors. and who could not be replaced. | E 
At Weston-super-Mare, conditional exemption was claimed 
by Mr. W. J. Badman (37), of Messrs. W. J. Badman & Co., 
electricians, Bristol and Weston-super-Mare. He said that he 
attended to work at the Weston Hospital, and had no part- 
ner. He had been thrice? rejected, and was now passed for 
garrison duty abroad. If he had to go, the Bristol business 
would have to be closed, and all the outside work at Weston 
dropped. Exemption until March Ist was allowed. | 
At' Bath, the Electric Tramways Co., Ltd., appealed for 
H. J. Whitmore (86), wireman. The Military representative 
did nof contest that the man was certified and indispensable, 
and three months were granted. In the case of two. fitters 
‘passed for C3, the appeals were withdrawn without prejudice 
until they are called up, one of the two being directed to 
join the Volunteers. | : 
‘At Stoke-on-Trent, on October 25th, Mr. W. Thorn, general 
manager of the Potteries Electric Traction Co., appeared, and 
the Chairman. stated that, after careful consideration, they 
had come to the conclusion that out of 68 eligible men under 
the age of.30 years the Tribunal must have 38. They did not 
Propose to ask the company to release all the men at once, 
hut would be satisfied with 20 immediately, and the rest in 
six weeks’ fime. Mr. Thorn said that-if the Tribunal insisted 
on that number the company would have to close part of the 
business. The men were all experienced, and were distributed 
over the different departments. A large proportion of the 
men were skilled engineers, and if released would not go into 
the infantry, but would be sent into munition works or be 
placed in units cf the Army where their special qualifications 
would be utilised. -The Tribunal decided to take the 20 men 
Immediately, and gave the company two months for each of 
the remaining 18. ' | ' . 
"Two further appeals were made at Aldershot, on October 
24th, by the Aldershot & District Traction Co. for two drivers, 
aged respectively 31 and 80. .It was stated that the diff. 
culties of the company were now more acute. The younger 
man was given a final ‘month, and the other case was put 
back until November l4th, when the Tribunal will consider 
ow many men are necessary to keep open the trunk lines. 
Mr. F. H. Rippon (39), electrical engineer, of Newquay, 
appealed to. the Cornwall Tribunal against the local decision 
limiting exemption to January Ist. Colonel Buchanan said 
that had he b 
and Mr. Rippon had been given exemption, he should not 
have said a word. He was as much entitled to exemption 
The Chairman said that as all his 
| deserved every consideration. 
appeal would he allowed, the case would be reconsidered in 
might not be sent on then. 
E. J. Philpot, electrical engineers, appealed at 
Canterbury, on October 23rd, for exemption for А. S. Fassum 
(31), wireman, and S. Kingham (29), fitter. Mr. H. Philpot 
stated that the. firm were responsible for the maintenance of 
the electric light and power installations at the Kent and 
Canterbury Hospital, апа other hospitals, schools, hotels, &c., 
and they were negotiating for a contract with the Military 
authorities. . Skilled men were essential, and Kingham was 
the only skilled mechanic left. The Military had offered a 
substitute, but the man was- useless. Three months were 
granted to each. | 
‚ Ап appeal was made at Canterbury for Е. E. Walters (39) 
n P n an И pan for Messrs. Saunders & Co. 
Wo months were allowed, with the inti i | 
this term would be final. bi enn that probably 
Al a sitting of the East Kent Appeal Court, on October 
th, exemption was claimed for A. E. Couley (37), in charge 
of the. electrical plant at Sellindge for Major Galway, who 
is at the Front. It was stated that the efforts: to get someone 
to attend to the plant had failed. Three months were allowed. 
An appeal by the Military representative to the East Kent 
Appeal Court against exemption allawed to W. H. Harriott 
(58). electrician to the Margate Cinematograph Co.. has been 
withdrawn, respondent having joined up. : 
Brentwood Tribunal, on October Brd, 


: ave f g’ 
exemption to G. .Hearn, attendant: of g our months 


the electrical plant at 


Coombe Lodge Hospital. 


An Ashstead (Surrey) appellant, engaged on electri 
batteries, stated to be doing work of ее е 
поа оова! ове ИЕЫ 
, AIcerminster. Trihnnal has granted throe ths’ i 
tion to. My, J. A. Mitchell, үү Pr ш. EQ 

At Folkestone. the Electricity Supply Co.. Ltd., appealed 
for the retention, of an nrticled pupil; E. Lepper on the 
grounds of national.expedieney and education.’ The managing 
engineer, Mr, (Т. Hesketh. said that there were five single 
nen of military age-emnloved at the works. The Chairman 
said that the J ribunal felt that lads'of this sort were an TN t 
to the country, and that. Lepper's education should go a 


ТЕеге would’ be conditional exemption. 


cen present when the appeal was heard locally, ' 


- 


‘of about 30. 


At Sheffield, the. Wolf Safety Lamp Co. appealed for iwo 
electricians, W. Robson (98) and R. S. Harvey (25). The 
former, who is unmarried, was allowed no time, and the 
latter was given until November 30th. | 

The City Tribunal heard an appeal by the Corporation for 
an electrieal engineer and engineer-in-charge under the Public 
Health Department, and the claims were disallowed. Two 
months’ postponement’ was given to a foreman electrician. 

According to the Surrey Herald, at the W eybridge Tribunal 
last week Mr. б. Н. Р, Wolferstan, the resident engineer 
and manager of the Urban Electric Supply Co., Ltd., Wey- 
bridge and Walton, referred to various statements made at 
the previous sitting. He observed that the statement con- 
cerning employés of electric generating stations being auto- 
matically badged was entirely inaccurate. As far as the 
Weybridge electricity works were concerned, and the sub- 
stations in the Walton area, he could say, without fear of 
contradiction, that not one man was, or ever had been, 
áutomatically badged; any badges which had been issued hy 
the Ministry of Munitions had only been во issued after 
inquiry into the special duties of each individual man. He 
believed this was the case with: all electricity works, and the 
fact that the Weybridge electricity works had „been certified 
as а Munition works by the Ministry of Munitions did not 
alter the case in any single respect. Тһе. idea had gained 
wide currency that electricity works In general were, swarm- 
ing with badged men eligible for service. In the case of the 
Weybridge works there was likewise in this respect also not 
the slightest truth in the supposition. The total number of 
men in the Weybridge and Walton works who were eligible 
for seryice, and who were badged, was only six, out of a staff 
Two of these badged men were only just 18 
years old, and were, therefore, not yet eligible for military 
service. This left a total of four badged men eligible for 
milifary service in the Weybndge and Walton works, of 
whom three were married. Mr. Wolferstan went on to refer 
to the work that was being rendered to the national cause by 
the undertaking. In order to maintain an efficient: supply, 
fo attend to repairs and breakdowns by.day and by might. 
aud in order to carry on the private contracts, there: was а 
stuff of electricians consisting of one foreman and three wire- 
men. Their area of supply was very wide, extending for 
many square miles. | 

With reference to the company's appeal for a wireman 
named Gale, Mr. Wolferstan said if the "Ministry of Muni- 
tions had considered it necessary to certify the Weybridge 
electricity works, i& was submitted that the carrying on of an 
efficient and uninterrupted supply was of primary importance. 

The Military Representative (Lieut.-Col. Phayre) said he 
had received a letter from the Weybridge Advisory Committee 
reporting with reference to certain allegations made in a 
communication, received by the Clerk, concerning a man 
named Newman, in the employ of the company. They re- 
ported’ that every facility was afforded by Mr. Wolferstan 
to the Committee, who satisfied themselves by Inspection of 
the company's books and other- documentary.. evidence. that 
the statements on which the company received a badge and 
certificate for Newman were absolutely correct. There was 
no doubt that Newman was a highly skilled man doing 
skilled work. The Tribunal granted conditional exemption 
to the wireman, Gale. | : 

Last week the City of London Local Tribunal heard an appeal 
on behalf of an electrical fitter. His employer stated that the 
man had charge of the telephones and other electrical appa- 
ratus, as well as of the burglary alarms, of various firme in 
the City, and his expert knowledge was essential to the work. 
He was the only electrician left to the firm, and it was im- 
pessible to get others. The application was postponed for a 
week for inquiries. | à 

On the application of the private secretary of the Earl of 
Suffolk, Charles Harvey (31), married, chauffeur and in charge 
of the electric light plant, has been exempted until April Ist. 


Controlled Esíablishments.—The number, of establish. 
ments now controlled by the Ministry of Munitions ів 4,3%. 
74 having been added since the last announcement. 


BUSINESS NOTES. 


Trade Announcements,—On account of the retirement of 
MR. J. RHODES, the. business of Messrs. Richards & Rhodes, 
electrical engineers, of Station, Buildings, Keighley, will be carried 
on in future by Mr. Stephen Richards. О 

Мв. Harry Moss, of Bradford, announces that, consequent upon 
the decision of the Military Tribunal, he is making arrangements 
to settle his business affairs, and is unable to accept any more 
contracts or orders for work, The following firms, who are mem- 
bers of the Electrical Contractors’ Association (Inc.), have under- 
taken, as far as lies within their power, to carry out apy work that 
would otherwise have been placed in his hands; preference, of 
course, being given to munition work and brenkdowns :— Collinson 
Bros, Bradford: A. R. Farrar К Co, Bradford; Gath Electrical 
Engineering Co., Southgate, Halifax ; Jessop & Boydell, Ltd. 
Bradford : Richard Lindley, Shipley; Geo. Newby. Bradford: 
Smith & Croft, Bradford, | 
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Book Notices.—“ British Opportunities in Russia." Ву 
L. A. Rojansky. London: Anglo-Russian Translations Bureau. 
2d. In this pamphlet the author refers generally to the large 
extent of the Russian market and the possibilities of trade. A 
table is viven of imports to Russia from Germany, Austria-Hungary 
and the United Kingdom. 

"Principles of Alternating-Current Machinery." 
Lawrence. London : Hill Publishing Co. Price 18s. 9d. net. 

"Principles of'the "Telephone." Part 1. Subscribers" Apparatus. 
By C. M. Jansky and D. С. Faber. London: Hill Publishing Co. 
Price 6s. 3d. net. : 

“Post Office Electrical Engineers’ Journal “Vol. IX. Part 3. 
October. 1916. London : H. Alabaster, Gatehouse х Co. Price ls. net. 

The Institution of Electrical Engineers has issued a "Supple- 
ment " to the List of Members. It gives the names of the Council 
and officers for the session. the Committees of Local Sections and 
Centres, the local honorary secretaries abroad. names of new 
members, and a list of former members who have ceased their 
membership under Article 41. | 

"The Jeurna! of the Tramways and Light Railways Association " 
гог October contains a notice respecting the obtaining of certificates 
from the Ministry of Munitions before purchasing steel, the con- 
clusions (and map) of the National Electric Power Supply Joint 
Committee, and other matters. $ 
 "Seieutific Papers of the Bureau of Standards.” No, 2535. 
“Sammary of Experiments on the Silver Voltameter at the Bureau 
of Standards, and Proposed Specifications." Washington: Depart- 
ment of Commerce. 

“Circular of the Bureau of Standards." Хо. 60.  " Electric 
Units and Standards." Washington : Department of Commerce. 


For Sale.—The Manchester Corporation Electricity Com- 
mittee has for disposal one 1.800-K Ww. D.C. generator, direct-coupled 
to a vertical cross-compound steam engine, and one 3,750-KW. 
three-phase А.С. alternator, direct-coupled to a vertieal triple- 
expansion steam engine, 

The Borough of Salford Electricity Committee has for disposal 
a quantity of low-pressure cast-iron piping. ` i 

Messrs. Shirlaw, Allan & Co., Keith Street, Hamilton, the agents 


By R. R. 


for the Controllers appointed by the B. of T.; will sell by auction on: 
Friday, November 10th, at Glasyow, the stock of electrical machinery, . 


office fittings, &c., of the Phoenix Electrical Co., and the Caledon 
Electrical Co. Particulars appear in our advertisement. paves to-day. 


Dissolutions and Liquidations.—UNITED CARBORUNDUM 
AND ELECTRITE Works, LTD.—Creditors must send particulars of 
their debts, &c., to Mr. C. Eves, 62. New Broad Street, E.C.. the 
controller, by November 27th. > 

ELECTRO-STEEL FOUNDRIEs, LTD., Darlaston.—Liquidator (Н. E. 
Burgess) released October 19th, 1916. 

GENERAL ENGINEERING ACCESSORIES, LTD.— This company is 
winding up voluntarily. with Mr. Н. Chapman, 2, Farley Road. 
Catford, S.E.. as liquidator. 

LIVERPOOL LIGHTING & HEATING Co., Ltp.—This company ів 
winding up voluntarily, with Mr. E. J. Butcher, 344, Gray's Inn 
Road. W.C.. as liquidator. 

WESTERN LIGHTING AND HEATING Co.. Ltp.—This company is 
winding up voluntarily, with Mr. E. J. Butcher (as above) as 
liquidator. 


KiNGSTON LIGHTING Co. Lrb.- This company is winding up. 


voluntarily, with Mr. Butcher (as above) as liquidator. 

ELECTRICAL OIL REFINING Co.. LTD.. -A meeting is to be held 
on December ith at 29, Great St. Helens, E.C., to hear an account 
of the winding-up from the liquidator, Mr. J. E. Frost. j 

Messrs. R. Stephenson, A. Drewer and С. R. Curtis, carrying on 
business as electrical consulting and contracting engineers at 
27. Chancery Lane. London, as DREWER, STEPHENSON & Co.. have 
dissolved partnership. Mr. Stephenson retires: from the firm. 
Debts, &c.. will be attended to by the remaining partners. who will 
continue the business under the same style. 


Catalogues and Lists.—BDnRiTIisH ‘THoMson-HovustTon 
Co., Lro.. Rugby.-—New list (No. 4,591) of 16 pages. in the com- 
pany's standard style and size. giving particulars, prices. shipping 
diagrams and dimensions, &c.. of instrument transformers for 
cireuits up to 12.000 volts. 

WESTINGHOUSE Cooper Hewitt Co. LTD. 80. York Road. 
King's Cross, London. N.--Nos. 1 and 2 of a well- produced 
pamphlet, entitled " Lighting in Photography.” The articles con- 
tained therein deal with " Lighting the Subject in Portraiture.” 
"Light Source for Enlarging." " Artificial Illuminants for use in 
Practical Photography.” " Control of Expression and Attitude." all 
пошт to show the important part played by illumination in 
photographic art. 

GENERAL ELEcTRIC Co... LTD. 67. Queen Victoria Street. 
London. E.C.—New Osram folder price list (No. OS 2.061) for 
enclosure with correspondence or for carrying in the pocket. 
Correspondence post-cards (in which a small-sized elephant success- 
fully tries a balancing trick on a large-sized Osram. illustrating, of 
course, the latter's strength), have also been issued for use by the 
company’s customers. 5 

Pope's БрЕсткіс Laser Co, Lro.. Hythe Road. Willesden. N.W. 

New booklet. entitled " My Life." in which their mascot. " The 
Eiasta Man." is seen in all sorts of situations. each situation 
pointing a moral to the virtues of “ Pope's Elasta British-made wire 
lamps." Contractors can be supplied with printed copies upon request, 

Messrs. BELLING & Co. have issued a handy pocket pamphlet, 
entitled. " Coal Economised : All Drudgery Housework Saved." in 


which they give small illustrations and prices of a number of: 


patterns of their electric fires, of which over 30.000 have been 
supplied for ordinary domestic use during the last four years. 


MESSRS. CREDENDA CONDUITS, LTD., Chester Street, Aston, 
Birmingham.—Folder, giving illustrations and price particulars of 
a number of their designs of electric fires, heaters, convectors, and 
heating and cooking appliances. 


Electrical Imports of the Argentine Republic.—The 
value of the electrical goods imported into the Argentine Republic 
during the first half of the current year is officially returned at” 
meres practically the same total' as during the first six months 
о А 


Australian Inquiries.—The В. of T. Department of 
Commercial Intelligence (73, Basinghall Street, E.C.) has received 
information respecting firms in New South Wales who desire to 
take up agencies for British makers of porcelain insulators. 
insulator pins, electrical fuses, cut-outs, switches, and other 
accessories : also are lamps and accessories, miners’ safety lamps, 
smokeless furnaces, air compressors, air-lift pumps, &c. The 
reference numbers are 370 and 376. . 


LIGHTING AND POWER NOTES. 


Argentina.—The Municipality of Viedma (Capital of Rio 
Negro Territory) has decided to install a service of public electric 
lighting, and has placed the order for the equipment with the 
Anglo-Argentine General Electric Co., Buenos Aires. 


Barking.— Year's Workinc.—For the year ended 
March ‘31st last, the revenue of the Councils electricity under- 
taking amounted to £12,663, the working and management 
expenses were £11,217, and, after meeting all financial charges, 
there was a deficit of 2.998 on the year. A total of 1,263,944 
units were sold, being 160.390 less than in 1914-15. . i 


Belfast.—PRoPosEep ExTENsIONS.— The Tramways and 
Electricity Committee at its last meeting considered the increasing 
demands being made on the electricity department, and the steps 
to be.tuken to meet the same. After full consideration, the Com- 
mittee recommended that the Council should authorise the Com- 
mittee to take up again the matter of the extension scheme, part 
of which could be put in hand as soon as the necessary Treasury 
sanction to the expenditure can be obtained. 


: Bradford.— Phe Guardians are to extend the electric 
mains for the purpose of lighting the whole of the lanndry and 
rarage block. 


Christchurch. PRICE IxcRgEASE.—W ith reference to the 


‘demand of the Bournemouth and Poole Electricity Supply Co. for 


an incrensed charge for current, the B. of G. has decided to pay in 
accordance with the terms of the contract only. 


Continental.—ITaLy.— Voucantc HEAT STATIONS.— 
Although, in view of the high cost of coal in Italy, there exists a 
great stimulation to search for other and more economical sources 
of energy. it is novel and interesting to learn that the internal heat 
of the earth in a volcanic district is now being jgtilised for the 
generation of electrical energy. From the Rassegna Mineraria, of 
Rome, we learn that a thermo-electric generating plant is already 
in operation at Larderello, about 12 miles from Volterra. The idea 
of utilising the available volcanic heat was first put into practice 
in 1903 by Prince Ginori Conti. At Larderello the heat issues from 
the earth in the form of jets of steam, which the Prince first 


' -attempted to utilise by causing the jets to impinge on bucket 


wheels. Later, arrangements were made to use the steam directly 
in a reciprocating engine coupled to a dynamo, Encouraged by 
the results, he made use of a small part of the steam issuing from 
one of the largest jets at a pressure of 75 10. per sq. in., and by this 
means obtained some 40 H.P. The steam from the jet in question 
issues at a temperature of about 160° C., and at the rate of 11.000 Lb. 
per hour. The general results were quite satisfactory, except that 
it was found the acids present in the steam had a corroding effect 
on the engine. In the meantime. while these experiments were in 
progress. prospecting operations for new sources of steam were also 
in progress. with the result that several giving good results were 
found, including one which furnished steam at a pressure of from 
30 to 45 lb., and at the rate of 55,000 lb. per hour, this being 
utilised to operate a 300-H.P. turbine and alternator, which fur- 
nished current to light the borax works at Larderello. This was 
the position at the commencement of the war, which, owing to the 
resulting greatly increased cost of coal in Italy, gave an impetus to 
the further use of the volcanic steam. Indeed. so successful had 
the experiments been that the Prince placed an order with the 
well-known Italian engineering firm, Messrs. Tosi & Co., for three 
steam turbines, each of 5.000-H.P. capacity, coupled to 3,000-KW. 
alternators. Two of these sets are already installed and in operation, 
while the third will shortly be added. In this case, however, the 
steam is not utilised directly, but is used to heat multitubular 
boilers. The current venerated is transformed up to a pressure of 
36.000 volts, at which it is transmitted by five different lines to the 
towns in the neighbourhood.. | | 

Всаз1А.—ТЛе ^" Donetz Basin “ Co. has commenced the erection 
of an electric station near the Loboff Кору station of the Ekate- 
rininsk Railway, to supply current to the mines. factories, towns 
and industrial centres of the Donetz Basin. The station will serve 
a radius of 100 versts, and develop 20,000 Kw. 

FBANCE.— The Société H ydroelectrique Drac- Romanche is the style 
of acompany formed at Grenoble to develop more particularly ab ydro- 
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electric station to be erected above the watermeet of the Drac апа 
the Romanche. The capital of the company is 6,000,000 fr. 

The eapital of the Société Francaise des Forces Hydrauliques du 
Rhone has been increased from 4,000,000 to 8,000,000 fr., in соп- 
sequence of certain financial arrangements with the Société 
Franco-Suisse pour l'Industrie Electrique. | | 

NoRWAY.—À new carbide manufacturing company, with a 

, capital of 760.000 kr., to be eventually raised to 1,200,000 kr., under 
the style of the A/S. Kvina Carbide Smelteverk, is announced in 
the register of new firms. Its works are to be situated between 
the Fede and Flekke fjords, but power is to be derived from the 
Trælands waterfall. The output is estimated at first, at 6,000 tons 
yearly. EE. 

Dewsbury.—PLAxT ExTENSIONs.— The Electricity and 
Tramways Committee has submitted to the Council an estimate of 
work to be carried out after the war, prepared by Mr. R. H. 
Campion, the electrical engineer, and amounting to £35,800. The 
principal items are : two 2,000-K w. turbo-alternators and condensers, 
£14,000; ;two 500-KW. rotary converters, £4,000; two 250-Kkw. 
ditto, £1,250 ; switchboard, £1,600 ; cables, £8,400. Mr. Campion 
also states that when the load exceeds 2,000 KW. an extra boiler 


will be required at a cost of £3,000 ; an additional cooling tower, | 


*2.000; and coal conveyors, £1,500. 


East Ham.—Yrae’s Workinc.—Mr. W. €. Ullmann, 


the Corporation electrical engineer and manager, in his analysis of 
the electrie lighting accounts for the year ended March 31st, 1916, 
‘shows a total revenue amounting to £26.709, total operating costs 

. amounting to £20,053. and a gross profit of £6,556. After meeting 
interest and special charges, £4,375, and sinking fund, &e., £5,705, 
there is a deficit on the year's working of £3,121, as compared with 
a profit of £1,130 in 1915. The total number of units sold was 
4,162,750; fuel cost, '61d. per unit, as compared with “45d. per unit 
in the previous year. The total operating costs were l'l6d. per 
unit sold. as compared with ‘97d. in 1915.. The maximum load was 
1,890 KW., and the load factor 27:6 per cent. ROS 


Epsom.—The  U.D.C. has authorised the electrical 
engineer to experiment with tar oil for the Diesel engine, owing to 
its becoming increasingly difficult to obtain American oil. 


Glasgow.—DALxaRNOoCK ExTENSIONS.—In connection 


with the decision of the T.C. Committee to proceed with a portion - 


of the new generating station at Dalmarnock, the chief engineer 
(Mr. W. W. Lackie) reported that in 1914-15. the maximum 
demand for electric power was 53.400 H.P., and in 1915-16 
61,000 H.P.; that for 1916-17 he estimated the maximum demand 
аф 67,000 H.P. ; that the normal rate of increase in demand was 
between 7,000 and 9,000 H.P. per annum ; that the limit of the 


additional plant, which plant would take two years to construct 
and erect, to meet the demand for the winter of 1918-19, He 


engineering and shipbuilding works, who asked gupplies represent- 
Ing over 8.000 Н.Р. He thereafter referred to the plans submitted 
showing the lay-out of the station, and stated that arrangements 
should be made forthwith for erecting and installing the following 
works and plant :—(1) Buildings, consisting of boiler house, part 
of turbine room and switch house, together with concrete work in 
connection with coal storage yard and coal tipping chute, the esti- 


, 


two 20,000-Kw. turbo-alternators, relative switchgear, travelling 


crane and coal-conveying and ash-removing plant, the estimated. . 


total cost being £255,1003 (b) sub-stations—-tranaforming plant to 
the extent of 18,000 кү, for six sub-stations, the estimated total 
cost being £72,000 ; total, £432,100. In addition to the foregoing 
buildings and plant. the engineer mentioned that it would be 
necessary (7) to put down H.T. mains and cables between the new 
Dalmarnock Works and the two existing generating stations at 
Port. Dandas and St. Andrew's Cross, at an estimated cost of 
£60,000 ; (5) to put down low-tension mains during the next 
hree years at aif estimated cost of £150,000, and branch 
mains during the next three years, at an estimated cost of 
£21,000 ; and (e) to. purchase meters for new consumers 
during the next three years at an estimated cost of £13,500 ; 
total, £244,500. He ‘further stated that the major portion 
of the foregoing expenditure would not be due for payment 


until the year 1918, and that the unexhausted borrowing powers of · 


the department at May 31st. 1916, amounted to a imat 

£100,000. The Town Council was authorised to apu fa ae 
necessary authorisation for the Corporation to construct the fore- 
going works, and for authority to borrow £500,000, which, with 
the present unexhausted borrowing powers, will meet. the require- 
ments of the department for the next three years. 


Heywood.—The Electricity and Tramways Committee 


has decided to grant an extension of the supply of e 
& nergy fr 
November Ist to February 28th to the Albert Now Mill Co, Ltd. 


and is also in negotiation with the Roe Acre Dyeing and Felting Co. 


for supplying extra-high-tension energy to its premises. 


Kilmarnock.—REPoRT.—Sir A. B. W. Kennedy has 


turbine plant, in view of the delay whi | С СК: 
delivery of plant, M ich may сеш in obtaining 


Kingston-on-Thames.— 1n connection with the failure of 
the compressor of one of the Diesel engines at the electricity works. 


-the insurance company has agreed to pay £40 a week compensation. 


dating from seven days after the accident until the plant is in 
running order. | 


Leek.— The U.D.C. has authorised the levying of a supple- 
mentary general district rate of 6d. in the £ to defray that portion 
of the cost of the new plant of the electricity generating statiun 
which has to be paid during the current financial year. 7 

Leigh.—In view of the position which it is placed in by reason 
of the refusal of the L,G.B. and other control ling authority to sanction 
а loan for the extension of the electricity works, the Corporation has 


· decided to inform the B. of T. that it reluctantly gives its consent 


i 


to the Lancs. Electric Power Co. supplying the West Leigh Collierie: 
with electricity, subject to the order proposed to be made by the 


‘Board being in the terms set forth^in the model form which has 


been submitted. 


London.—lsLrxcTON.—Iu consequence of the employé 
of the electricity undertaking being dissatisfied with а suggested 
increase in wages, the men are appealing to the Munitions Court 


- for leaving certificates. 


M + е * ' 
HAMMERSMITH.—BULK SuPPLY.— The Electricity Committee 


reports ће receipt of the B. of Тв formal order permitting the 


B.C. to supply electricity in bulk to the Chiswick Electric Supply 
Corporation. 

L.C.C.—The Finance Committee reports that it has agreed tu 
make loans in accordance with the terms of the sanction of thc 
Council'of £3.728 to the Battersea B.C. for electricity purposes. 
and of £650 to the Hammersmith B.C. for the purchase of a site 
for electricity purposes. | Е 


— Luton.— LiNKrNG-UP.—The. borough electrical engineer 


is to act as conveuer for the South Midlands area in regard to 
arrangements for interconnection of electrie supply undertakings. 


Richmond (Surrey).— The B. of С. has considered the 
proposal of the Richmond Electric Light and Power Co., Ltd., to fix 
434. as the new standard rate for the lighting supply. It was 
decided to take no action in the matter. | 

South Africa.—The Rand Mines Power Supply Co. ha: 
made application’ to the Extraordinary Water Court of the Rand 
Water Board, to be heard at Johannesburg on Monday, December 
lith, for authority to store, and/or use. up to 650 million gallons 
of water in the storage accommodation to be created hy the barrage 


_ about to be built by the Rand Water Board. 


Stockport.— Boxus.— The manual workers at the elev- 
tricity works and in the tramway department, whose wazes do 
not exceed 35s. per week, nre to be granted a bonus of 38. a week 
for the period of the war. 


Todmorden.—The abstract of accounts of the Cor 
poration's trading undertakings for the year ending March 3lst— 
issued last week —shows that the departments have not. ав a whole, 
experienced a particularly good year; the electrical undertakiny 
showed a deficit of £1,580. The department which has saved the 
situation on the year has been tliat of the motor- buses, whose 
surplus is £1,898, and the net profit on the undertakings, as a whole. 


' including gas, water and markets, is about £70. © 


West Bromwich.—AsH PLANT.—The Electricity Com- 
mittee has had under consideration the present method of dealing 


‚ With removal of ashes, and has decided in favour of а runway 


being erected in the boiler house, on which the body of а side- 
tip wagon could be carried. This would be filled with ashes 
in the boiler house, placed on a truck outside, and carried on n 
light railway to the nsh mound, thus obviating any rehandling. 
The estimated cost of the scheme, complete with second-hand tip- 
wagons and light railway, is £256. The Committee has further 
decided, subject to the usual sanction, to purchase the materials. 


 Wimbledon.—The Electricity Committee Паз recom- 
mended that the B. of Т. be asked if it considers there is a primi 


facie case for the promotion of the application for а prov. order 


empowering the Council to supply electricity within the parish of 
Cuddington. Е 

The electrical engineer has been instructed to keep the Elec- 
tricity Committee informed of any action taken in regard to the 
interconnection of electricity supply undertakings which misht 
affect Wimbledon. | : . 

Worksop.— The Special Committee appointed to investi- 
gate the staffing of the electricity works, reported that the | 
now engaged was the minimum number which could be employe 
to carry on the works efficiently. | 


TRAMWAY and RAILWAY NOTES. 


Áberdeen.—ELEcTRIC CoaL-TIPPING | WAaoN.—Àt : 
meeting of the Corporation Electricity Committee, the е. 
purchasing an electric coal-tipping wagon was remitted to & eee 
Committee. It was reported that during September 90,820 more 
units had been generated, as compared with September last year. 


Blackburn.—The T.C. has invited the Accrington s 
to discuss the rate per car-mile paid to Blackburn (Согот 
respect of Blackburn cars running on the Accrington section. 


І Senik nial.. 
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the suggestion that the present rate should be еы by а 


. reasonable amount. . The Accrington Tramways Committee has 


given instructions for the preparation of a о оп ше cost and 
revenue concerned. 


Croydon.—As it is not possible to get new rails until 
some time next year, it has been resolved, havin regard to the 
condition of the tramway track in a portion of the Selhurst Road. 
to take up rails from the Whitehorse Hoad section and utilise them 
in constructing a double line between Selhurst New Road and 
Selhurst Railway Bridge. The original cost of the work when it 
was believed new rails could be obtained was £2,156. 


East Ham.— The tramway interrunning agreement with 
West Ham being about to expire, it has been arranged, that, pend- 


ing the execution of a new agreement. the present through- | 


running arrangement shall bé continued between the Ь.С.С., the © 


West Ham Corporation, the East Ham Corporation, and the Leyton 
U.D.C. - Women conductors are to be engaged at 30s. per week net. 

YEARS WORKING.—The analysis of the Corporation's tramway 
accounts by Mr. W. C. Ulimann, the engineer and manager, forthe 
year ended March 3180, shows a total revenue of £66,884, total 
operating costs amounting to £53,185, and a gross profit of £13,399. 
After meeting interest, £4,905, and sinking fund charges, 60.540, 
there was a credit balance of £1,952, as compared with a deficit of 
£3,524 in the previous year. The total car-miles run was 1,626.104, 
an increase of 39,120 miles: the passengers carried numbered 
20.127.941. an increase of 1.510.970. 

Glasgow.—In reply to complaints by workers -as to 
inadequate ‘car service, the general manager -has informed the 
Tramways Committee that additional cars were being put into 
service. В 

Hull.— The tramway manager (Mr. McCombe) reported 
that the receipts from April - Ist to October 21st amounted to 
£91,645, an inerease of £1,468 over the corresponding period of 
last year. ` А motion that during the winter months the cars cease 


.ruuning from Vincent Square, on week-days. at 10.15 p.m., and on 


. Sundays at 10.30 p.m., was referred to the manager for report. 


Newcastle-on-Tyne.— YEAR'S "WoRKiNG.— The report 
of Mr. E. Hatton. the general manager of the Corporation Tram- 
ways for the year ended March 31st last, shows that 78,000,060 
passengers were carried. being an increase of 74 millions over 
1914-15. The gross receipts were £321,498, as compared with 
£291,195 : working costs amounted to £188,128. as compared with 
# 155.177. and the net surplus was £23,860, which has been carried 
to reserve and renewals fund, which now stands at £77.464. 

Since 1907 to the present year the city rates have been relieved 
by £74.164 directly, and £14,934 indirectly, from the tramways. 
The female staff in the traffic department now numbers 312. Up 
to the date of the issue of the report 12 employés had lost their 
lives in the war, and 370 had enlisted. During the year £13,144 
had been provided for war allowances, an incrense of £8,500 on the 
previous year. 


South Africa.— The Pretoria (T.) Municipality. ran a 
trancar for coloured persons only, on all routes for two months. 
The results showed that the takings had not amounted to one-fifth of 


` the operating cost ‘or one-eighth of the total cost, and instead of 


- 


increasing they were decreasing. The rate of loss was £2,000 per car 
per annum. Under the circumstances the service has been 
discontinued. 

A report from the general manager of tramways dealing with 
the working of the new system of fares, states that the loss due to 
the altered fares and stages is over £7,000 per annum, 


Wolverhampton.—Euuctric VEHICLES.—For the pur- 
pose of providing .a more efficient means of transit over the tram- 
way system for breakdown work, repairs, testing and supervision, 
the manager has been authorised to purchase an electric lorry and 
саг at an estimated cost of #370 and £217 105. respectively. 


TELEGRAPH and TELEPHONE NOTES. 


Cape-to-Cairo Wire.— British East Africa is now directly 


connected with South Africa by wire through German East Africa. 


riá General Northey's route. One link is the German line from 


Kilossa to Irangi. 


French Colonial Cables.—Tle French Goveninent has 
laid before the Chamber a Bill to approve an agreement concluded 
with the Compagnie des Cables Téléógraphiques with the object of 
prolonging the convention of September 30th. 1889, in relation to 
the Guyane (Guiana) cable. The convention lapsed on August 3rd, 
1916, but, under existing circumstances, it has been impossible to 
consider the establishment of a wireless combination. and the con- 
vention has consequently been extended to December 318, 1924. 
This date. according to the preamble to the Bill, is also that upon 


` which will expire the convention signed on June 7th, 1889, for the 


. West Indies, so that the three French Colonies of Guadaloupe, 


Martinique and Guyane will simultaneously be released in 
relation to the company which provides their telegraphic com- 
munication. 


` Rules for Cabling.—An American Commercial Attache 
has received from the Russian War Censor of Telegraphs a state- 
ment containing instructions to Americans who wish to avoid 


trouble and delays in cabling to Russia. These instructions, which 
may be useful to others, are :— 

I. Make your messages absolutely clear, so that a perfect stranger 
can make sense of them. 

2. Do not use too many figures in comparison with the amount 
of text. А cipherstory can be told in figures. 

3. Do not send anonymous telegrams. Sign your full name or the 
name of your firm. ' 

4. Do not be laconic. - 
the censor. 
complete. 

3. Do not use highly-technical terms—/.e., words not generally 
known.or which cannot be readily found in the dictionary. ~ 


Spain.—A wireless service between Germany and Spain 
has been set up from the central station at Aranjuez to Koenig- 
wusterhausen. The rate charged for messages is U'25 peseta per 
word. the same as the ordinary telegraph rate. Messages will be 
accepted for transmission at any of the Spanish wireless and 
telegraph stations. Wireless communication has also been recently 
established between Budapest and Madrid. 


Sweden.—It is reported that some of the crew of a 
German submarine operating in the Bothnian Gulf landed on a 
lighthouse, and, seizing the telephone, tried to find out the move- 
ments of several vessels from Finnish ports, but without success. 
The Dagens Nyheter complains that the Royal Decree of September 
last forbidding to foreign vessels the use of wireless apparatus 
while in Swedish territorial waters is not being strictly obeyed. 
German merchantmen have lately reported the movements of passing 
Finland traders to submarines, with the result that the ships were 


Short messnges sound very mysterious to 
Spend a little more money, and make the story 


immediately caught and sunk.— Morning lost. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—Sypney.—January 22nd, 1917. Electrical 
plant (converter, battery, booster, and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall.” 

January &th. Municipal Council Electric Lighting Department. 
33,000-volt switchgear. E.L. Department, TONA Hall. Specifica- 


' tion 10s. 6d.* 


MELROURNE.— December 1 Ith. City Council. Suppl y and erection 
of.coal transporter plant. See “ Official Notices " September 15th. 

PERTH.--November 8th. Р. M. G. Accumulator parts (Schedule 
527 W.A.).* 

New South WaLEs.—Time for sending in tenders for 50-ton 
electric overhend travelling crane for Yarra Street power-house, 
Newcastle, extended to January 3rd.* 


Bradford.—November 11th. 
Department. Tramway Offices, 7, Hall Ings. 
(returnable). ' 


Durban.— January 3rd. Corporation. One 3,000-Kw. 
steam turbine, alternator. and condensing plant. Specification 
No. S. 238: drawirg No. P. 597, both at the office of the Borough 
Electrical Engineer. Municipal Buildings. Deposit £2 2s. 


Grenada.— Government. Time for sending in tenders 
for electric supply at St. George's and suburbs is extended to 
December 31st. Tenders to Colonial Secretary, Grenada. British 
West Indies. 


Johannesburg.— November 13th. South African Rail- 
ways Administration. 71,778 п ен drawn-wire lamps, 19, 141 
solid-drawn tungsten lamps, and 2.412 carbon-filament lamps." 

November 2Uth. Corporation. 500 or 1.000 trolley Wheels for 
tramcars (Contract No. 181).* 

November 27th. Coiporation. 1.000 sets of single-pole, ironclad 
house-service cut-outs (Contiact No. 187).* 

November 27th. , Corporation. 250 field coils for tramcar motors 
(Contract No. 192). : 

December uth. С orporation, Automatic pressure regulators for 
the А.С. turbo-generators at the power station.” 

January 31d. Corporation. Ітоп axles and bushes. 

December Hh. Corporation. А.С. and D.C. electricity meters 
and time-switches. Specification (21s. deposit) fiom Mr. E. Т. 
Price, General Managers Office. Electricity Supply and Tramways 
Department, President Street, J ohannesburg, W. 

Manchester.—November sth. Corporation Electricity 
Committee. Spec. 64: Valves. Xe. for Bloom Street station. 
Spec. 66: One hydraulic wagon tipper at Stuart Street station. 
Specifications, Secretáry. Electricity Committee, Town Hall. 

November l4th. Corporation Tramways. A steam disinfector. 
Specifications, Mr. J. M. McElroy. 55, Piccadilly. Manchester. 

Newport. — November 6th. Corporation. Rotary con- 
verters and switchgear. See " Official Notices " October 27th. 


New Zealand.—Dunepin.—January 24th, 1917. Motor- 
generator, accessories and spares. City Electrical Engineer, Market 
Street Dunedin.* 

Rotherham.—November 16th. 
Six electric double-deck. top-covered cars. See 
to-day. | 


Stores for the Tramways 
Deposit £1 Is. 


Tramways Committec. 
" Official Notices " 
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Stalybridge.— Tramways and Electricity Board. Water- 
tube boilers, mechanical stokers, and cooling towers. See "Official 
Notices" to-day. . | | E 

Stretford. — Novemier 21st. Corporation Electricity 
Works. Twelve months' süpply of best Lancashire rough slack 
coal, Approximate annual consumption, 12,000 tons. "Tenders,to 
‘Chairman of Electricity Committee, Council Offices. Old Trafford. 


Walsall.—November 4th. Corporation. 
Tramways Department. Particulars from the Tram way Manager. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


| CLOSED. 
Glasgow.— The Tramways Committee has recommended 
acceptance of offers from the British Westinghouse Co. and the 
Manchester Armature Repair Co. tor motor armature ‘coils. The 
Thomson-Knox Co. have secured the contract for bells and tele- 
phones at the new Govanhill baths and wash-houses. 


Hford.— U.D.C. Crompton & Co, Ltd., 
12-H.P. motor and starting panel. 

London. — L.C.C.  Duriug the three months ended 
September 30th, the Fire Brigade Committee accepted the offer 
of the Chloride Electrical Storage Co., Ltd., to supply a battery for 
use in connection with electrically-propelled fire appliances, at 
£252: also that of Woolnough, Lang, Ltd., for two motor- 
generators, at £48, and that of the Jackson Electric Stove Co., Ltd., 
for 26 radiators, at £58. 

The Highways Committee purchased about 33.893 tons of 


Stores for the ` 


coal for use at the Greenwich generating station, at a cost оѓ. 


£51.087, during the quarter ended September 30th. 

The Committee has accepted the offer of the British Westing- 
house E. & M: Co., Ltd., for the alteration of existing low-tension 
Wiring, and the provision of a portion of the switchgear for the 
third additional turbo-generator ‘at the Greenwich generating 
station, at £2,694; also the tender of the Morgan Crucible Co.. 
Ltd., for the supply of carbon brushes (Class T items, Nos. 1 and 2) 
during 1916-17. 


HAMMERSMITH.— Electricity Committee, 25-H.P. motor i Pooley 
and Austin, £123. 


Newcastle-on-Tyne, — City Council. — Hadfield's, Ltd. 
Tramway junetion at Northumberland Street. Blacket Street and 
Pilgrim Street, £2,250, 


Salford.—Corporation. Electricity Department :— 
J. Wolstenholme & Боп, Ltd.—Steam-exhaust and feed-water piping. 
Tramways Committee :— l 
Halley's Industrial Motors, Ltd.—A Halley two-ton chassis, £558. 


Briggs, Jones & Gibson, Ltd.—Uniform clothing for inspectors, inotormen, 
and male conductors for 19 months, £2,104. 


Shaughai.—The Municipal Council of the International 
Settlement has ordered Osram lamps for use for street lighting 
throughout that Settlement, and the agents of the General Electric 
Co., Ltd., have just secured this year's contract from the Municipal 
Council of the French Settlement also. 


. Walthamstow. — U.D.C. -Venner Time Switches, Ltd., 


72 arene: switches at £4 each, and 80 li-amp. switches at £2 4s. 
each. 


'Wolverhampton.—Electricity Committee :— 
Ferranti, Ltd., and Reyrolle & Co.—Extra-H.r. switchgear, £270 and £170 
respectively. Fay 
Herbert Morris, Ltd.—Crane rails, sole plates, &c., £196. 
Resrolle & Co.—5,000-xw. generator switch-panel, £550. . 
Gibbons Bros., Ltd:—Additional steelwork for the roof of boiler house, £90. 
W. Harrison, Ltd.—Coal and slack to September, 1917. Я 
Tramways Committec :— 


E. Allen & Co.—Special steelwork for the track in Queen Square, £338, 


Á PIRA 
———————————À 


FORTHCOMING EVENTS. 


Boyal Society of Arts.—Fridays, November 3rd and 10th. At 5.15 p.m. 
At John Street, Adelphi. Chadwick Lectures on “ Fatigue and its Effect 
on Industry and Efficiency," by, Professor Stirling. 

Institution of Mechanical Engineers.—Friday, November 3rd. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, S.W. The 


Thomas Hawksley Lecture on “The Gas Enzineet iR e 
by Mr. H. E. Jones. 8 e Last Century, 


Salford Technical and Engineering Association.—Saturda r 
\ j .—f y, November 
ith. At 6.30 p.m. At the Royal Technical Institute. Short papers by 
members in competition for the gold medal offered by Mr. W. О. Larmuth. 
Society of Engineers.—Monday, November 6th. At 5.90 p.n. At Caxton 
all, Westminster, S, W, Paper on *' Heating and Ventilating Private 
Dwelling-bouses, "' by Mr. C. (T. A. Hanssen. Я 
Institution of Civil Engineers, —Tuesday, November ith. At 5.80 p 
l d . У, ant a А m «1. At 
Great George Street, Westminster, S.W. Address by the President, Sir 
c Fitzmaurice, C.M.G., and presentation of medals awarded by the 
Rontgen Society —Tuesday, November Tth. АСВ 15 ituti 
y.—1 у, Nove € ACS.PO pan. At tho Instit 
of Electrical Engincers, Victoria Embankment, W.C. Presidential address 
Institution of Automobile Engineers.—W ednesday, November Rth. At 
8 pam. At the Royal Society of Arts, John Street, Adelphi, W.C. Paper 
. on“ Electrical Car Equipment," by Mr. A. Ludlow Clayden. ; | 
Faraday Society —Wednesday, November 8th “At 5.80 m. At th i 
i E € , 2 ‹ . = et, * . the - 
tion of Electrical Engineers, Victoria Embankment, ш 
cussion on ‘‘ Refractory Materials.” 
Institution of Electrical Engineers,—Thursday, Nov 
f Ek eers, у, ember 9th. . m. 
At Victoria Embankment, W.C. The Eighth Kelvin Loue Up 
d 9 ое Kelvin's Lite and Work," by Dr. A. Russell | 
orKshire Local Section. — Wednesday, November 8i 
At Hotel Metropole, Leeds. Opening meeting,’ Sth. ALT pam. 


W.C. General dis- ` 


- 


; = NOTES. 


By-product Steam Boiler.—W^e have received from Mr. 
George Wilkinson, borough electrical engineer of Harrogate, a 
letter, the contents of which appear to be of such general interest, 
that we have obtained his permission to publish the- essential 
portions, E | | 
. Mr. Wilkinson. after explaining that the Harrogate electricity 
works are situated in а 300-acre farm. a portion of which is likely 
to come into the building market after the war, goes on as 
follows :-- , | 

“Тһе large chimney at the electricity works is an eve-sore to the 
estate, and if this is removed it is reasonable to assume that the 
value of the land will appreciate an average 64. per sq. yd.. which 
represents over £30,000. Under these circumstances. the Corpora- 
tion some time ago requested me to devote attention to smokeless 
combustion, and as a result of careful investigation and experiment, 
I have been able to design a boiler with the following charac- 
teristics :--- ? : 

“1. The coal is distilled, tar and ammoniacal liquor being 
extracted as by-products. i 

"2. The coke obtained from the coal 'while incandescent 
gravitates into the furnace, and is there consumed without smoke, 

"3. The gas after being denuded of the by-products is also passed 


. into the furnace under considerable pressure with the necessary 


air, and burns with a smokeless flame until it, enters the retort 
flue, where it is transformed into radiant heat. This radiant 
heat is absorbed partly by the retort and partly by the water in 
the boiler. : 

“Thus very active steaming surfaces are produced not only.in 
the furnace but upon the whole flue surface. On an average I 
expect to ret from 20 to 25 lb. evaporation per sq. ft. of heating 
surface. The boiler is automatically fed with coal, which passes 
through the various stages of distillation and combustion auto- 
matically. 

ІБ is expected the boiler will furnish superheated steam by 
reason of a special arrangement inserted in the boiler itself. The 
boiler makers’ opinion. of the boiler ie favourable, especially as 
rerards its simplicity and cheapness of construction, 

"I have little doubt when the boiler is built and successfully 
tested, the Corporation will be quite prepared to put in two boilers 
in place of the large Lancashire boiler which we have recently 
sold. I calculate that twice or three times the amount of steam 
produced by the ordinary shell-type boilers per sq. ft. of boiler floor 
will be furnished by my boiler. Due to the smokeless. combustion. 
no chimney stack will be required ; induced draught fans will be 
employed instead of a chimney stack. 


"Iam aware there are schemes spoken of for the distillation of 
coal in large power houses. but under the present methods the 
capital outlay necessary to provide plant which is now in the 
market is absolutely prohibitive, having regard to the commercial 
aspect of the question. | Ж 

" Electrical and mechanical engineers, as a rule, know little of 
the subject of the distillation of coal, while gas engineers, who are 
skilled in the art, know little of boiler-house practice: Thus it 
comes about that there is no plant at present available for ооа! 
distillation and steam raising at a reasonable price or of convenient 
and efficient design. 


“Furthermore. the prevailing idea that coal distillation and 


steam production can be economically carried out successfully on a 
very large scale oniy, will be dispelled when closer attention is 
given to the problem, provided the power-station engineer is wise 
enough to dispose of his crude products to firms who prepare the 
various useful commodities therefrom for which there is a ready and 
inereasing demand. | 

" When this possibility is realised. there will be less fuss made 
about 'linking-up, which is the fashionable subject of the hour. 
and which is largely based upon the assumption that super-stations, 
preferably established on the coalfields themselves, are alone able to 
produce economical results, by-products of coal, and low costs of 
production." 


\ ° 


Linking-up of Electrical Undertakings.—A meeting of 
representatives of municipal and private electrical undertakings 
of Yorkshire, in connection with the B. of T. interconnection 
scheme, was held at the Leeds Philosophical Hall on Wednesday 
last week, Mr. Thos. Roles (Bradford) presiding : 38 of the 40 


" Yorkshire undertakings were represented, and of the 40, 30 are 


municipally managed. The County Committeé appointed consisted 
of Messrs. E. Cross (Rotherham), S. E. Fedden (Sheffield), С. N. 
Hefford (Leeds). Jewell ( Yorkshire — West Riding— Electric Tram- 
ways, Wakefield). 8. D. Jones (Batley). Н. A. Nevill (Wakefield). 


E. 5. Rayner: (Doncaster. also representing Barnsley). T.-Roles 
(Bradford).. H. Webber (Keighley), Geo. Wilkinson (Harrogate). 


W. B. Woodhouse (Yorks. Electric Power Co.) апа Mr. W. | 
Rogerson (Halifax) as hon. secretary. The Leeds and pon 
Corporations favour the scheme : the Shipley Council has signifie 


its inability to see any advantage to Shipley. but was represented. 


at the meeting. 
Inquiries, —Makers of red ebonite rod are asked for. 


Copper Prices.—Messrs. F. Smith & Co. and Messrs. 
James & Shakespeare report :—November Ist : No change in prices 
quoted last week. 


ОС — ———— - 


. Some Switching Problems.—Messrs. A. P. Lundberg апа 
Sons, Liverpool Road, Holloway, London, N.. send us the following 
interesting problems in electric-light switching. Any of our 
readers who care to work out the answers, and post copies of them 
io Messrs. Lundberg at any time during this month, will be 
informed by them as to the success or failure of their efforts. _ 

The answers may be worked out with the help of any book on 
lighting or wiring that bears on the subject ; and over-sea readers 
may.send in their answers at any time. 

ic _ PROBLEMS. 

1. A single-way switch controls four lamps— 1, 2. 3 and 4. What 
alteration would you make to enable either 1 and 3, or 2 and 4, or 
all the lamps, to be switched on ? Qu ; 

2. A pendant lamp hangs from a rose in the centre of the ceiling, 
and is controlled by a switch in its holder. It is now desired to 
dispense with the holder switch and operate the lamp from two 
pendant two-way switches. In thus converting the control froin 
single-way to two-way, it will be necessáry to alter the ceiling-rose. 
No other disturbance of the fixed wiring will be necessary. since 
the two switches are to be connected by flex. all the way to the 
rose, PUO HORS passing through insulated screw-eyes. Sketch the 
circuit. 

3. Two three-light pendants are controlled by a “ Twinob” 
switch. One arm of the switch turns on a lamp in each pendant. 
The other arm lights.the other. two lamps. in each pendant. All 
the lamps are alight when both arms of the “ Twinob " are on.. 

(и) Sketch the connections in а simple diagram. 
(4) Show the same connections in the plan-of a room. 

4. A lamp. А is controlled by an ordinary or single-way switch, 
А &, and another lamp в by а similar switch, Bs. It is required to 
replace AS and Bs by two-way switches, so that A. and B can be 
turned on'and off together at either switch point.. Make a diagram 
showing how you would effect this alteration in the control with 
the least possible alteration of the original wiring. : 

5. In the adjacent sketch of a hall and stairway, ss represent 
switches and LL lamps. What different arrangements would be 


possible with these switches and lamps. and what would be their 
relative advantages ? be 5 

6. À contractor once wrote saying that, though he had connected 
the wires at an intermediate switch both crossed and uncrossed, he 
was unable to get it to work properly. Explai carefully what 
mistake was made. - | Е a 

7. When an ordinary two-pin plug connection is fixed low down 
on a wall or on a skirting board, why is it better to place it with 
| һе pins &nd sockets in & vertical line, instead of in a horizontal 
ine ; z 2 . 
_ 8. A room with a door at each end is to be fitted with two-way 
intermediate control from three points. A switch is to be fixed by 
each door, and a pendant switch midway. Map out the wiring 
hetween the switches on the assumption that it is preferred to have 
the pendant switch two-way instead of intermediate. 

] | | M 


The Smithfield Fire.—Our reporter who attended. thc 
sitting of the City of London Tribunal when the applications of the 
Smithfield Markets Electric Supply Co., Ltd., for exemption of a 
number of members of the staff were heard, was apparently hard 
of hearing. or else he confused his shorthand signs for " dozens " 
and "thousands." .In our last issue he led us to credit Mr. S. M. 
Powell. the manager and secretary of the company, with saying 
that the electrical papers contained “thousands” of advertise- 
ments for shift engineers. Ме. of course, were aware of central 
station chiefs' difficulties when the military authorities have cast 
envious eyes at the robust figures of their staffs, and we recog- 
nised that large numbers of them were wanting experienced men 
whom they could not secure, but thinking that “thousands " was а 
little extravagant. unless you added all the journals for a year 
together, we ventured parenthetically to express our unbelief. Of 
course, we were quite prepared to hear that we were not the only 
pebble on the beach. and that we had overlooked the small adver- 
Usements appearing in our contemporaries—it is so easy to do во at 
any time, and particularly in these days when one is busy. How- 
cver. we learn now that neither was Mr. Powells statement 
extravagant, nor were we guilty of " overlooking," for what Mr. 
Powell really said was " dozens," and not “thousands ` at all." As 
he. in writing to us, says :—“ The word used was dozens, a number 
obviously as true as the larger one is absurd.” Of courae, dozens is 
far nearer to the mark. and we regret that Mr. Powell should. in 
davs when deaf men are in demand for the Army, have been 
misheard. Mr. Powell also asks us to correct the statement made 
In our Issue of October 20th respecting the fire at the station. We 
stated that an explosion occurred, but ‘we are now informed that 
that was not во. Our information was based. on the statements 
appearing in the Meat Trades Journal, from which we quoted. 


, Excess Profits Duty.—The London Gazette for October 
‘Ist contains a number of Orders issued under the Finance (No. 2) 
Act, 1915, Part III, Excess Profita Duty (Sec. 42 (1) ). One relates 
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to.the application of the Tramways and Light Railways Assotia- 
tion for.an increase in the statutory percentage as respects the 
trade or business of tramways and light railways in Great Britain 
and Ireland where such tramways or light railways are running 
wholly or in large part over public roads or streets. Тһе Com- 
missioners of Inland Revenue order an increase to 7} per cent. in 
the case of companies or other bodies corporate, and 84 per cent. in 
the case of any other trade or business. In respect of two appli- 
cations made by the Melbourne Electric Supply Co.. Ltd., and 


another respecting electricity supply and tramways in Victoria, the’ 


same figures--7$ per cent. and 84 per cent.—are conceded ; and in 
the case of electricity supply and electric traction in India (Mr. 
Sydney Morse's application), the figures are increased to 7 per cent. 
and 8 per cent. respectively. 

As already notified in these columns. the electric supply com- 
panies of the country are appealing to the Board of Referees on 
the ground that, as a class, they are entitled to special consideration 
on account of the limitations and restrictions under which they are 


- working, and the fact that in the early staves of the undertakings 


it ‘is impossible to earn an adequate. return upon the capital ex- 
-penditure involved, it being necessary, in fact, at. all times to 
expend money in advance of adequate return. ‘The petitions claim 
an Increase in the statutory percentage allowed under the Finance 
Act. The interlocutory meeting was held recently before Sir 
Charles Renshuw, chairman of the board, at which the course of 
procedure and certain principles were settled. Mr. Н. B. Renwick 
18 representing certain London electric supply companies and a 
large number of provincial undertakings, and Mr. W. F. Fladgate 
18 representing other London undertakings ; together practically 
the whole industry will be represented. The result will be awaited 
with great interest by the industry, as a matter of important prin- 
ciple is at stake. and one which cannot but affect the finanvial 
position of supply undertakings in the future. 


` The Concordia Electric Wire Co., Ltd.— We learn from 


_ the Concordia Electric Wire. Co., Ltd., that they have received an 


anonymous communication with reference to their advertisement 
in our issue of last week, in which the writer suggests that the 


" place is being kept warm for Germans after the war." The сот: . 


pany stated in their advertisement that the concern was now 
composed entirely of British shareholders, the enemy shares having 
been acquired from the Board of Trade. They now ask us to state 
that, far from their being “ kept warm for the Germans," they are 
preparing for taking their place amongst, other British companies 
to fight the German competition when the war is over. A return 
is being filed at Somerset House which should convince anyone 
who cares to make the usual search, that the shareholders are 
entirely British. “The whole of the present directorate and 
managing staff are absolutely British born.” 


A National Gas Council.—A National Gas Council, com- 
prising the governing bodies of all the existing organisations in the 
gas industry (including the British Commercial Gas Association), 
has been established to deal, as they arise, with matters of iniport- 
ance and urgency that concern all sections of the industry, and 
call for united action on its behalf.— The Times. 


L] 


Our Commercial Intelligence.—The Daily Telegraph 
states that Mr. Runciman hopes to be able to make an announce- 
ment shortly on the question of the improvement of our existing 


machinery for the collection of commercial intelligence, and for ` 


promoting British trade over-seas. 


The Electrification of Wool, —n important discovery 
has been made by Dr. S. A. Shorter, who is conducting the research 
into the problem of the electrification of wool and other textile 
fibres, at Leeds University. It appears that the friction to which 
the fibres are subjected is not, as was supposed, the only cause of 
the electrification of wool: electrification is also caused by drying. 
followed by lowering of the temperature. This entirely new dis- 
covery is one of the first results of the research instituted under 
the auspices of the Textile Institute. 


Appointments Vacant.—Engineer (Rs. 800), for the 
Lahore Electric Supply Co. ; three assigtant electrical engineers for 
the Government of India; temporary chief clerk (£140), for the 
Aberdare U.D.C. electricity and tramway department; tramcar- 
shed foreman for Rhondda Tramways Co. See our advertisement 
pages to-day. 


Fatalities —W. H. Connor, a wire-jointer’s mate, aged 
53, was killed by falling through a trap-door on to a concrete floor 
9 ft. below, while engayed on an electrical installation job in King 
Street, Warrington. Verdict, " Accidental death," with a rider 
that a fence should be put around the trap-door. 

John Hall (15). Parker Street, Brierley Hill. was killed on Monday, 
last week, at Earl Dudley's Old Level Works, Brierley Hill. The 
evidence at the inquest showed that the lad was playing with other 
boys, after supper, when he caught hold of an electric lamp-post, 
with the result that his clogs became fastened in the wires, one of 
which he held by his hand. The current was immediately switched 
off, and the boy released. Artificial respiration was resorted to, but 
without avail. The voltage was 100 volts a.c., whereas, according to 
the Home Office Regulations, a voltage of 125 was safe. Verdict, 
* Accidental death.” 
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Kinema Operators.—The increasing. tendency to employ 
youthful persons as operators and mere children as assistant 
operators in London kinematograph theatres has been reported 
upon by the Theatres and Music Halls Committee of the L.C.C. 
The Committee says :—" In view of the extent to. which the safety 
of the public attending a kinematograph display depends on the 
skill and presence of mind of the operator, we think that the 
employment of youthful operators should be prohibited by the 
terms of the Council's licence, notwithstanding the difficulty now 
‘being experienced in obtaining suitable adult employés. The 
employment of boys and girls over (say) 14 years of age for 
re-winding films and for assisting the operator. does not involve во 
much risk, either to the audience or to the individual, provided 
that the responsible charge operator is nlways present in the 


operating enclesure. and that the re-winding room adjoins the, 


operating enelosure ; but such persons could not be entrusted with 
certain of the electrical apparatus (such as motor generators on 
high-voltage circuits) without risk to themselves and to the installa- 


tions." The Committee recommends : —^ That all licences granted - 


by the Council in future under the Cinematograph Act, 1909, be 
subject to a condition as follows :—That the operating enclosure 
shall be in the charge of а competent operator. who shall be not 
less than 18 years of age, and shall be present in the enclosure 
during the whole time that the machine is being operated." | 


Institution and Lecture Notes. — University College 
(University of London).—On Friday last Prof. J. A. Fleming com- 
тепсей a series of lectures on “ Long-distance Telephony." . After 
a brief preliminary explanation of the use of the operator j in such 
expressions as cos 0 +. j sin Ө = ej”, he discussed the nature of 
sound-waves, illustrating the production of a sinusoidal wave-form 
with the aid of a simple harmonograph. The nature of the 
vibrations of a telephone diaphragm was next discussed, and it was 
shown that the nntural frequency of its fundamental vibration 
was in the neighbourhood of 1,000 per second ; as the frequency 
of speech vibrations adopted as a standard in telephony was 800, it 
was obvious that the frequency of the diaphragm was incon- 
veniently close to that of the vocal standard, as the natural period 
of the diaphragm affected the wave form. The nature of the 
waves produced in a telephonic circuit by the human voice was 
demonstrated by menns of oscillograms, which showed that in the 
case of vowel sounds the vibrations were periodic and continuous, 
but the consonants produced “explosive” oscillations which were 
strongly affected by the natural period of the diaphragm. Hence 
it would b» a great advantage if the diaphragm frequency were 
nearer 8,000 than 800, and in the human ear this condition was 


fulfilled. the fundamental vibration frequency of the diaphragm of. 


the ear being about 5,000, so that the ear could distinguish very 
fine differences in sounds. | 

After explaining the harmonic analysis of complex. periodic 
curves ру Fourier's theorem, Prof. Fleming said that Lord Rayleigh 
und Kónig were of opinion that the ear was more sensitive to the 
phase differences of the ‘components of a sound-wave than to 
differences of amplitude ; the lecturer, however, believed that the 
amplitudes of the compohents were the more important factors. 
Rayleigh found that an amplitude of vibration in air of &ggyggth 
mm. was just audible, and this was confirmed by Max Wien ; the 
latter also showed that the least audible motion of the diaphragm 
had an amplitude of 6'3 х 10-10 cm.—far smaller than the wave- 
length of light (5 x 10-5 cm.. green), and comparable with the 
dimensions of a molecule. ` 

After touching upon the qualities of carbon which made it 
particularly suitable for the construction of transmitters, Prof. 
Fleming passed òn to explain the effect of the line on the wave- 
form of a telephonic current, showing that, as the shortest waves 
travelled fastest and attenuated most quickly, they tended to dis- 
appear and leave only a sinusoidal wave. The four primary 


qualities of the line which were in operation were the inductance, - 


capacity, resistance, and leakance, in addition to which there were 
four secondary qualities the vector impedance and admittance, 
‘the propagation constant, and the line impedance. The lecturer 
illustrated the mode of propagation of an electromagnetic wave 
along a line with diagrams, showing that in the case of a wave 
reflected at the end of an open line the magnetic force was 
reversed, whilst when reflection took place at a closed end the 
clectric force was reversed. He then dealt with the mathematical 
expressions for the voltage and current in a line, which provided 
the necessary means of calculating precisely what would take place 
ut the receiving end, obtaining the equations -—- | 

" d" v|d а = (в +) 1% (8+ )0)С)у = pry, 

V= AcPT + Be Pe, 

and similar equations for r. in which four equations, he said, the 
whole theory of telephony was embodied. : 

Institution of Electrical Engineers. —The following arrange- 
ments are announced for the London meetings of the Institution : — 

November Yth. The eighth Kelvin Lecture, “ Some Aspects of 
Lord Kelvin's Life and Work." by Dr. A. Russell. 
: November 23rd.—'' The Parallel Operation of Electric Power 
Stations," by J. S. Peck. 


December l4th.—" Colonial Tele aphs and Tel a 
R. W. Wightman. ER ш. 


January 11th.—' Principles Involved in Computi | 
tion of Plant." Р mputing the Deprecia- 


Arrangements for the meetings of February 8th, March 
April 19th will be announced later. | E иа 
Institution of Automobile Engineers.—At the meeting to be h 
at the Royal Society of Arts, on Wednesday next. at 8 Din ee 
by Mr. A. Ludlow Clayden, entitled “ Electrical Car Equipment," will 
be read. The chair will be taken by the President. Mr. L. A. 


' to be Second-Lieutenant (on probation). 


. Bull. East Surrey Regt. (conductor); Lance-Corporal 


Legros. Cards of invitation to the meeting may be obtained on 
application to the Secretary, Institution of Automobile 
28. Victoria Street, Westminster, London;.S.W. 


Institution of Mechanical Engineers.—On October 20th в paper 


Engineers, 


ы 


on trials of а Diesel engine, by the late Lieut. F. Trevor Wilkins 
was read. The experiments were carried out at the University of 
Birmingham, and Prof. BurstalUs energy diagram was used ta 
enable u heat-balance to be struck. A special form of diaphragm 
optical indicator, in which the diaphragm was maintained at а 
constant temperature, was employed. The thermal efficiency 
obtained by the energy-diagram method ranged from 477 per cent. 
at half load to 42°5 per cent. at full load; the heat lost to the 
jackets was 21 to 25'3 per cent., and the heat lost to exhaust was 
28°3 to 32°2 per cent. 


= 


OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with tha 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


ee - 


Central Station and Tramway: Officials.—The Special 
Finance Committee of Walthamstow U.D.C. has decided in 
favour of a number. of increases of'salary and wages, includ- 
ing the following :—Electricity Department: G. J. Ноил, 
#40 per annum; А. E. Tuomas, £15 per annum; T. Е. Lyx, 
£25 per annum; С. W. SruBBINGS, £10 per annum; W. G. 
GARDNER, £10 per annum. Tramways Department: J. W. 
Baker, £7 per annum; G, F. Upcorr, £10 per annum. 

The Todmorden Corporation has granted an advance of £5 
in the salary of the electrical engineer, Mr. Joseren Boyce. 

The Ilford tramways manager's salary is to be increased 
from £460 to £480 a year. | 

Eight candidates were selected from among the 106 appli 
cants for the position of electrical engineer to the Wigan Cor- 
poration. -The final selection is to be made this week. 

The Hammersmith B.C. Electricity Committee recommends 
that Mr. J. HonsBURGH be promoted to be engineer-in-charge, 
in place of Mr. Buchanan, at £175 per annum, rising by two 
annual increments to £200, plus the bonus; that the salary 
of Mr. F. С. MUNTZER be increased to #178 per annum, 
rising to £200 by two annual increments: and that Mr. F. 1. 
FncH be- appointed temporary engineer-in-charge at a salary 
of £3 5s. per week. 


General.—Mr. J. H. Winp,. who has been with the lanca- 
shire Dynamo & Motor Co., Ltd., Trafford Park, Manchester. 
since it started, severed his connection with the company 
on October 81st, 1916, and on the following day joined the 
electrical department of Messrs. Vickers, Ltd. His address 
is now: c/o Messrs. Vickers, Ltd., Electrical Department, 
Vickers House, Broadway, Westminster, S.W. | 

London Gazette Notice.—Territorial Force. Royal Engi 
neers. London Electrical Engineers. Sergeant F. GOBu to 
be.Second-Lieutenant (on probation). Sergeant R. FRANCES 
Acting Lance-Cor- 
poral C. S. Sitva to be Second-Lieutenant (on probation). 

London Gazette Notice, October 13th, 1916.—Army Ord- 
nance Department. Temporary Inspector of Ordnance 
Machinery, third class, and Hon. Lieutenant С. F. D. Src- 
GATE to be Temporary Inspector of Ordnance Machinery 
second class, and Hon. Captain while holding а speca 
appointment, dated from May 27th, 1916. B | 

Alderman J. Mites, J.P., Chairman of Bolton Corporation 
Tramways Committee, has been appointed vice-president o 
the Municipal Tramways Association. : 

Mr. E. A. Lampert, of Walton-on-Naze, electrical engine?! 
t the Coast Development Corporation, who is a tember 
the U.D.C., has been gazetted Second-Lieutenant in the 12° 
land Water Transport Section of the Royal Engineers. " 

Mr. ALFRED Hoare, of Messrs. Hoare & Co.. bankers. Н. 
been elected on the board of the Notting Hill Electric n : 
ing Co., in the place of the late Sir Richard B. Martin. E 

Mr. M. SnonT, of the Newcastle-on-Tyne Electric 2 
Co., Ltd., has been re-elected president of the North-Ea> 
Coast Association of Chartered Secretaries. , Ыз 

The Council of the Institution of Electrical Engineers ve 
elected Prof. GEoncE Carey Foster, LL.D.. D.Se.. ! "om 
past president, to be an Honorary Member of the Institution. 


Roll of Honour.—The General Purposes Committee of thè 
L.C.C. reports the names of the undermentioned ED ar 
of the Council's tramways department who have lost t 
lives on war service :— ` | eaat 

Private C. Н. Barnes, East Surrey Regt. (rotary seni Dorsetshire 
Here. (conductor); Се” 


Regt.. (fitter); Private Е. J. Davies, Royal Welsh Fusiliers nC. Howard. 


poral С. Dormon, Hampshire Regiment (conductor); Gunner x EG. 
R.F.A. (motorman); Driver M. Humber. R.F.A. (conductor) ; CIE торе 
Laver, R.F.A. (conductor); Private F. Pearce, Royal Welsh а Rifleman 
man); Sergeant F. C. Pocock, Worcestershire Regiment (moron rch Regiment 
W. C. Walter, Rifle Brigade; Private S. V. Scott, Royal \ е оско; Сог 
(conductor); Sergeant J. E. Simons, East Surrey Regiment (con 

рога! C. A. W. Walpole, R.F.A. (point adjuster). 


The Times ''Deaths" Column contains the Jos 
notice :—'' WurrLEY.—On May 31st, of illness. conis { 
abroad, Philip Harold Whitley, Private, E. Surrey. 5 
the Staff of Electricians, G.P.O." 


Rifleman Bertram OaELEY, London Regiment, killed in 
action, aged 28, was engaged with Messrs. Siemens, of 
Charlton. 

Ritleman Н. E. Lister, Rifle Brigade, who was at Rugby 
with the British Thomson-Houston Co., Ltd., has been 
awarded “the Military Medal for gallant conduct in con- 
tinuously carrying messages under heavy’ fire on September 
4th and 5th last. ў ` 

Second-Lieutenant ARTHUR Scraac, attached to the Rifle 
Brigade, who was before the war an electrical engineer at 
Rugby, is in the Bristol Royal Infirmary wounded. | 

Private Henry Counter, West Yorkshire Regiment, who 
has died from injuries received when a trench fell upon him, 
was engaged in the Huddersfield Corporation tramways office. 

Private Harry GLADWIN, who was ‘in the electric wire de- 
partment at Messrs. Patchett’s Sedburgh Mills, Halifax, has 
been killed in action, aged 19. | 

Private THOMAS GOODMAN, of the Manchester Regiment, 
killed in action, was on the staff of Messrs. Siemens, of 
Stafford. | 

Private А. S. Dosss, of Liverpool, who has been killed at 
the age of 92, was in business as an electrical engineer. 

Sapper G. Cook? who has been wounded, was employed at 
the Bath electric light station. 

Private W. JACKSON, Loyal North Lanes, who has been 
killed, was employed at the works of Dick, Kerr & Co., Ltd. 

Private Harry LiGHTFOOT, who was employed in the Leeds 
Corporation electricity department, has been killed in action. 

The death, in action, of A. D. J. GREGSON, Gordon High- 
landers, at the age of 19, is reported. He was employed by 
the Automatic Telephone Co.. Ltd., at Liverpool. 

Second-Lreutenant A. P. E. Prescotr, Machine Gun Corps, 
who Кав been killed in action, was employed in the Liverpool 
Corporation electrical department. | 

Private ERíc PEARCE, of the King's (Liverpool) Regiment, 
has been severely woundetl. He was employed by Messrs. 
Bottomley & Frampton, electrical engineers, of Blackpool. 

Private А. S. Fussey, of the King's Own Scottish Bor- 
derers, who has fallen in action, was with the British L. M. 
Eriesson Telephone Co., of Beeston. . 

Sergeant H. W. Arkinson, Duke of Wellington’s West 
Riding Regiment, who has fallen in action, enlisted whilst at 
Halifax with the United Electric Car Co., for whom he had 
travelled for nine years. He was 43 years of age, was gassed 
in Flanders in May, 1915, and on recovering served at the 
Dardanelles, later returning to France. | 

News has been received that Rifleman W. E. MITCHENALL, 
London Regiment, formerly on the general office staff'of the 
India-Rubber, Gutta-Percha & Telegraph Works Co.. Ltd., 
Silvertown, was killed in France on September 18th. A good 
number. of ''Silvertown " men are serving in the various 
theatres of war, and many old employés have fallen in action. 

Sapper GEoncE HowLETT, who was electrician at Kelloe 
Colliery, has died from wounds received in action. 


Obituary.—Mx&. СнавЕв Harrison.—By the death of Mr. 
Charles A. Harrison, at Hexhani-on-Tyne, on October 23th, а 
well-known North Country engineer, has been removed. Mr. 
Harrison was a native of India, being born in Madras in 1848. 
His uncle, the late Mr. T. E. Harrison, was chief engineer 
to the North-Eastern Railway Co., and' was associated in the 
work with Robert Stephenson, and upon leaving college Mr. 
C. A. Harrison entered his uncle's office to be trained as a 
civil engineer. He later became intimately connected with 
the N.E.R. Co., and was resident-engineer at the Hartlepools 
for about ten years, during a period when important develop- 
ments were made. Upon the death of Mr. T. E. Harrison, 
in 1888, the company's directors decided to divide the systein 
into two divisions, and Mr. C. A. Harrison was appointed 
engineer of the northern division. Мапу. very important 
works were carried out under Mr. Harrison's guidance and 
from his schemes, and these included the electrification of 
the coast line. Mr. Harrison had been living in retirement 
about a year prior to his death, but maintained his connec- 
tion with the N.E.R. Co., as consulting engineer. 

Str JoserH Bercuam.—Sir Joseph Beecham. who passed 
away last week at the age of 68 years, was a director of the 
ianeashire Light Railway Co., the Lancashire United Tram- 
ways, Ltd., the South Lancashire Electric Traction & Power 
Co., Ltd.,-the South Lancashire Tramways Co., and the West 
Cumberland Electric Tramways Co. 

Mr. А. Н. Howarb.—We regret to learn of the death, 
which occurred at 64, Victoria Street, S.W.. on Wednesday, 
of Mr. Albert Harris Howard, A.M.LC.E., M.I.E.E., secre- 
tary of the Cable Makers’ Association. Mr. Howard was 54 
vears of age. He had been a sufferer for many years, and 
had been confined to bed for some time. A month previous 
to his death he had relinquished his position as secretary of 
the above Association. Mr. Howard was associated with Mr. 
Henry Edmonds and the late Mr. Glover, of the firm of W. 
T. Glover & Co.. in the early cable-making davs. After the 
death of the late Mr. Glover and the conversion of his busi- 
ness into a limited company, Mr. Howard became one of the 
first directors. Tt was during this period that the Cable 
Makers’ Association was founded, and he became its first 


secretary, After Mr. Howard left the board:of W. T. Glover: 


and Co., Ltd.. and entered into practice as a consulting engi- 
neer he remained secretary of the Associatior» and for some 
years past he has devoted all his time and attention to its 
growing work. | 


NEW COMPANIES REGISTERED. 


-Russo-British Chamber of Commerce іп the United King- 
dom, for the Promotion of Commerce Between the British 


and Russian Empires (Incorporated).—This company was 
registered on October 28rd as an association limited by guarantee, not 
formed for the purpose of profit, the word “ limited ” being omitted from the 
ute by licence of the Board of "rade. For the purpose of. registration, the 
number of members is declared not to exceed 2,000, each being liable for £3 
іа the event of winding up. The general objects are as indicated by the 
tide, Among other means mentioned are the collection. and dissemination of 
siatistics, the promotion of the interests of Russian. subjects in the British 
Empire and vice versa, and arbitration in settling commercial disputes between 


British and Russian subjects, All questions of party politics, general or local, > 


йге rigidly excluded from the scope of the Chamber. The annual subscription 
fo: individual members is not less than two guineas. The subscribers to the 
memorandum and articles of association are: Sir Algernon F. Firth, Bart., 
Holme House, Lightcliife, Yorks.; L. А. Martin, 20, Herne Hill, S.E.. sugar 
refiner; A. Heyking. Imperial Russian Consul in London; F. H. Barker, 
Lowndes House, Lowndes Place, S.W., director of Vickers, Ltd.; W. A. 
Kobinson, 36, Tooley Street, S.E., managing director of Anglo-Continental 
Produce Co., Ltd, ; T. Doukhovetski, i11, the Waldrons, Croydon (Petragrad 
Telegraphic Ageney); N. N. Wenevitinoff, 61, Ridgmcunt Gardens; W.C. 
(manager, The Trading Co., successor to Alex. Goobkin. А. Koonetzoff & Co., 
33-5, Fasicheap, E.C.j; L. P. RHastorgueff, S0, Marchmont Street, W.C, 
Russian barriswr; A. D. Poliakolf, 36, Park Drive, Golder's Green, N.W. 
(manager, Tea Trading Co., Kn. C. Popoff Bros. 21. Mincing Lane, ЕС); 
V... V, Schaposchnikoff, Broom Warren, Broom Road, Teddington, general 
merchant; S. Louric, 98, Great Tower Street, К.С. (manager of Luralda, Ltd); 
W. S. Guild (Mather & Platt, Lid.. Queen Anne's Chambers, SAW; D. 
Ghambashidze, 61, Mark Lane, E.C., merchant, There. are tọ be separate 
British and Russian sections, The management. is vested in an executive 
council, to consist of (1) the patron or patrons, th: honorary president, the 
four honorary vice-presidents, the president, the vice-president, and the chair- 
man and vice-chairman of the British and Russian sections, all ex officio 
members, and (2) cight British and eight Russian clected members. Until 
the first general meeting, the above subscribers are to form the council. The 
hon. president is to be the Russian Ambassador for the time being, and the 
four hon. vice-presidents are to be the Russian Consul-General’ in London, 
the Russian Commercial Attaché in London, and the president of the Associa- 
tion of Chambers of Commerce of the United Kingdom or their nominees or 
substitutes, and one other to be elected at the annual meeting. The president 
and vice-president are to be elected by the executive council, provided that 
if the president is of British nationality the vice-president must be Russian, 
and vice versa. There is also to be a general council, to consist of the Rus- 
sian State Consular Officers in the United Kingdom and such other honorary 
or subscribing members as the Council shall elect. The members of such 
general council are to have the ordinary privileges of members, but (as а 
council) no control over the Chamber. The solicitors are C. Urquhart Fisher 
and Co., Cecil House, Holborn Viaduct, E.C. Secretary: D. Ghambashidec. 
The registered office is at International Buildings, Kingsway, W.C. 


New London Electron Works, Ltd. (145,161).—This com- 


pany was registered on October 26th, with a capital of £15,000 in £1 shares, ; 
to take over the business of the London Electron Works Co., Lid., to carry | 


ол the business of iron, steel, lead, brass, and metal masters, makers and 
corverters, smelters, founders, metallurgists, electrical апа eléctrochemical 
engineers, &c., and to adapt a contract between А. Taylor, Е.С.А., receiver 
for the debenture-holders of the said old. company, and Сео. Cohen, Sons anid 
Co, being a tender by the Ritter and acceplance by the former. The sub- 
scribera (with one share each) are: B. Cohen, 600, Commercial Road East, E., 
ne v and old iron merchant;:J. B. Batchelor, 2, Pancras Lane, E.C., solicitor. 
Private company. The number of directors is to be six; the first are B. 
Cohen (chairman), M. G. Cohen, L. Levy, J. B. Batchelor, H. W. Robinson, 
an? €. T. Batchelor. Tf cither of the three first named vacate office, George 
Cohen, Sons & Со, may appoint a successor. If either of the three last. named 
vacate office, Batchelor & Con Ltd. may appoint a successor. Remuneration 
as fixed by the-company. The customary declaration. to the effect. that the 
company iy not formed for the purpose or with the intention of acquiring all 
or part of any business, the books and documentis. of which are liable” to 
inspection. under the Trading with. the Enemy Act, has been filed. The 
Memorandum of Association contains various provisions for safeguarding the 
British character of the company. Solicitors: Harris, Chetham & Cohen, 25, 
Finsbury Square, E.C. А 


British Miniature Electric Vehicles, Ltd. (145,135).— This 
company was registered on October 23rd, with a capital of £5,000 in £l 
shares, to carry on the business indicated by the title, and that of Gnginecrs, 
contractors, &c.” and 10 adopt an agreement with W. Bleakley and S. W. 
Copley. The subscribers (with one share each? are: C. W. Copley, 50, Corn- 
hill, E.C., pastoralist; J. S. Jeffries, 50. Corntfill, E.C., cashier, Private eoni- 
pany. S. W. Copley is permanent managing director, and may act with or 
without ordinary directors, Qualification of ordindty directors, £100; none 
required for governing director. Remuneration of governing director as fixed 
by the company, If S. W. Copley die while holding the office of governing 
director, he mav appoint a successor by will, or, in default, his exors. may, 
while holding one-quarter of the issued capital, appoint a successor. Solici- 
tors: Lawrence Webster, Messer & Nicholls, 14, Old Jewry Chambers, E.C. 


London Lorries, Ltd. (145,137).—This company was- 


registered on Getober 28rd, with a capital of £5,000 in £l shares, to carry 


on the business of builders and repsirers of steam or electric motors, lorries, | 


and cars, е. The ‘Subscribers (with 10 shares cach) are: C. J. H. MeRea, 
Nideen, Mill Hill, Middlesex, merchants EF. C, Bradshaw, B7, Sr. Gabriel's 
Road, Brondesbury, N.W.. merchant; К, Tozer, 1, Granville Roud, Stroud 
Green, N., merchant. Private company. The number of directors is not to 
be less than two or more than five; the first are C. J. Н, McRea, F. C. 
Bradshaw. and R. Tozer (all permanent). Qualification, £10. Remuneration 
as fixed by the board, Registered office: Bush Lane House, Cannon Street, 


OFFICIAL RETURNS OF ELECTRICAL - 
COMPANIES. 


Willans & Robinson, Ltd.—Mortgage dated October 16th, 
1916. to secure floating balance not exceeding £12,700. charged on moniy» 
due -to the company under а contract with the Keighley Corporation, Holders . 
Lloyd's Bank, Ltd. 


CITY NOTES. 


For the year ended June, 1916, the 

Auckland Elec. tota] revenue was £280,576. The traflic 
tric Tramways receipts were £274,784, an increase of 
Co., Ltd. £6,990. After providing for all expenses 

- chargeable to revenue, including £21,056 
for debenture and other interest, the rental and percentage 
of profits payable to the Auckland City Council amounting to 
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£5,545, and setting aside £25,000 to the renewals and depre- 
ciation account, there is a surplus on the year’s working of 
£54,570, plus £4,655 brought forward, making £59,226. After 
paying the preference dividend, transferring to reserve 
` £10,000 (making it £132,500), and paying a total of 1з. 7d. 
. per share оп the ordinary shares, £4,601 1s to be carried for- 
ward. £6,345 first mortgage debenture stock was bought and 
cancelled, the average cost to the company being approxi- 
` mately 944 per cent. The capital expenditure during the year 
was £10,884, chiefly for the now practically completed Upper 
Queen Street extension. A poll taken regarding the running 
of cars continuously during Sunday evenings showed a large 
majority in favour thereof, and the service has since been 
maintained with satisfactory results. The route miles open 
have increased from 25.49: to 26.59; the passengers carried in- 
creased frorn 41,375,689 to 42,352,534; the average receipts per 
passenger advanced from 1.55d. to 1.56d.; the average ex- 
penditure was .99d:, the proportion of expenditure to receipts 
64 per cent., and the number of cars 166, for both years. 
The annual meeting was held in London on Tuesday. ` 
The revenue for the year ended June, 


Western 1916, was £982,248, and the working ex- 
Telegraph penses were £362,295. After providing 
Co., Ltd. £32,747 for debenture stock interest and 

| £138,397 for ineome-tax and excess profits 
duty, £448,809 remains, plus £85,880 brought forward. 


£100,000 has been applied towarda further reduction of capi- 
tal expenditure in excess of share capital and debenture stock 
issued, £100,000 transferred to general reserve fund, £30,000 
to the land and buildings depreciation fund, and £100,000 to 
the provision on account of investment fluctuations. A final 
dividend of 3s. per share makes a total of 6 per cent. for the 
year, and в bonus of 2 per cent. (both free of tax) is to be 


paid, leaving £38,345 to be carried forward. Shareholders’ 


are to be asked to vote the directors’ remuneration free of 
income-tax.- Annual meeting: November 8th. | 
For the year -ended June, 1916, the 
profit was £72,498, and after providing 
Tramways, Ltd. for debenture interest, redemption of 
= debentures, and adding the balance 
brought forward,‘ the net credit balance is £31,404. - The 
reserve fund has been credited with £5,000, a dividend of 33 
per cent. on the ordinary shares is to be paid, and £7,983 is 
to be carried forward. During the year the tramways carried 
22,477,366 passengers, earning £219,792, аё ngainst 21,680,070 
passengers, earning £206,123, in 1914-15. The traffic receipts 
again show a small improvement, but this ‘s sre than set 
oil by the higher cost of operation. This 1^ "ies increased 
labour charges and the allowances granted to employés with 
the Forces. The London expenses have also grown, owing 
to the excess profits duty and increased income-tax charges. 
Mr. J. A. Barkley, the general manager at Cape Town, re- 
signed his post in November last owing to ill-health.- Mr. 
F. Long, formerly the municipal electrical engineer at 
Cape Town, entered upon his duties with the company in 
February last. Shortly after Mr. Long's appointment, labour 
trouble broke out, whieh eulminated in April in а most un- 
justifiable strike on the part of a considerable number of 
motor-men and conductors. This lasted about four weeks, 


Cape Electric 


and during the whole of the time, with but few exceptions, ` 


the system was kept running full time. Eventually many 
of the employés. wno had joined the movement returned to 
work on the terms laid down by the company, and the strike 
collapsed. There isvevery reason to hope that the company's 
relations with its employés are now established on a satisfac- 
tory basis, a result which speaks most highly for the energetic, 
action and tact displayed by Mr. Long and the local direc- 
torate in dealing with the situation. Annual meeting: Nov- 
ember 15th. | 
The directors regret delay in the pre- 
Nairobi Electric sentation of the accounts for the year 
Power & Lighting 1915 due to war conditions at Nairohi. 
Co., Ltd. The table shows the progress of the 
undertaking:— — . 


1913. 1914. 1915. 


Units generated 723,852 1,020,038 1,199,744 
Motors connected, B.H.P. 431 


Lights connected (8-с.р.) 15,745 24 808 32,176 


An auxiliary steam plant was erected at Nairobi and became 
available for service in May, 1915, since when a second steam 
plant has also been installed and is now available. These have 
been paid for partly by the issue of further shares and partly 
out of revenue. Owing to the late arrival of the steam plant. 
delayed Һу war conditions, causing a temporary shortage of 
supply during the months of January, February, and March, 
when there. was an unprecedented season of drought, an 


allowance amounting to £969 was made to consumers. 
Tt was . necessary to send out the consulting engineer 
to Nairobi to advise what steps should be taken to 


meet the difficulties of the  sjtwstinn arising out of 
the enforced postponement of the Thika River installation 
on account of the war and its effects. This involved a lengthy 
stay at Nairobi, and expenses connected with this visit, amount- 
ing to £850, appear as an unusual item in the’ revenue 
account. Stamp duties on the increased capital of the com- 
pany amounting to £55 are also written off. The net revenue 
account presents for the first time an item of excess profits 
duty amounting to £895. As the directors were aware of the 
unavoidable delay in the dispatch of the yearly accounts from 


‚ Шаг of ‘capital expenditure at works." 


- establishing normal conditions. 


Nairobi, they (as soon ав the approximate results Were known 
to them) declared an interim final dividend making altogether 
10 per cent. paid for the year on both preference and ordinary 
shares, less income-tax. A o : | 
| | . „Mr. Силур T. Carney (chairman) pre 
Dick, Kérr & sided, on October 26th, at the Canney, 
- Co., Ltd. Street Hotel, E.C., over the annual meet. 
2 ing of this company. He said that th. 
year had been а strenuous one for everyone connected witl 
the management of thé company. At the last meeting he indi. 
catéd, as far as he thought advisable, the nature of the work 
which they were then employed on and expected to be engaged 
in during the year, but, as the figures of the balance sheet 
showed, the work actually undertaken by them had been i 
greater magnitude than'the directors then anticipated. . Again 
he was not permitted to give details, but both the manufac- 
turing department and the contracts department were deal- 
ing with a Wed turnover than ever before, and it wae, in his 
opinion, greatly to the credit of the staff that this should 
be the case in view of the extent to which it was depletal 
by many members having. joined His Majesty's Forces. 
Capital expenditure. at the works, including goodwill and 
patents, had been reduced.. To those who knew the works 
this would appear misleading, in view of the material exten- 
sions which were in evidence, "The explanation, however. 
was found lower down in the balance sheet in the item 
"eontracts due for works, stock of materials, &c." It was 
considered, for the purpose of comparison, better to keep 
separate аҳ far as possible the expenditure in connection with 
abnormal works, and this had been done by dealing with them, 
as separate and independent contracts.. Of course, they would 
understand that when they returned to normal times. there 
would of necessity be an adjustment between this item and 
There was no use 
attempting to make this adjustment at the present time as, 
under the Munitions Act, the Government would have a very 
considerable say as to how it should be carried out. The 
reduction in “capital expenditure, &c., at works ” of over 
£18,000 represented therefore, roughly speaking, the amount 
written off this item for normal depreciation. It would be 
noticed. that the auditors in their. report stated that “No 
provision has been made forthe shrinkage of assets due to 
the present exceptional circumstances, but the usual charges 
for depreciation have been made.” This was, of course, cor- 
rect as far as the balance sheet was concerned, but he would 
draw their attention to certain words in the profit and loss 
account, namely, ‘‘ After setting aside reserve for extra depre- 
ciation.” Everyone who had any experience of manufactur- 
ing knew that depreciation of machinery increased with the 
time it was at work, but not in direct proportion. The more 
continuously machinery was operated the less time there was 
to carry out normal repairs; consequently, the life was 
shortened out of all proportion to the actual amount of time 
worked, and the directors considered it necessary to provide 
amply against this exceptional wear and tear. The profil 
earned for the year, added to £18,346 brought forward, gave 
them £79,296 available for appropriation. Out of this sun 
it was proposed to add £25,000 to the special reserve for con- 
tingencies, which would bring the total of this reserve up to 
£50,000. As he indicated last year would be the case, the 
wark on which they were now engaged was abnormal in 
great part, and a transition period was bound to come during 
which all their energies would have to be directed to ге 
It was a matter of soun 
policy, therefore, to build up a reserve to help them over n 
transitional period, and ‘this they were doing by means oi 
the reserve he had just mentioned. With regard to the ques 
tion of war taxation, it was impossible to say much about 
this matter at present, except that a sum had been reserve 
in the accounts which the directors considered sufficient to 
meet any claims which might be made against them. Advan- 
tage was taken during the year of an opportunity to acqui 
a controlling interest in the shares of Messrs. Willans sni 
Robinson. Many of them knew the large amount of puas 
which they had done together, and the pleasant relations? 
which had always existed, and while it was not propose A 
make any alteration in the present direçtorate and n 1 
ment of Messrs. Willans & Robinson, it would be rea that 
that there was now no obstacle in the way of cementing wre 
relationship by a closer combinhtion of working en 
leading eventually to material benefits for both. It had been 
a great satisfaction to them all on the board to see the ed 
manner in which the members of the staff threw Ша. 
into the work of reorganisation to meet an entirely boh 
of manufacture, and with no little success under very р th at 
circumstances. He attributed the success attained., 0 the 
their own works and at the new factory mentione ues 
report, to the fact that they were able to provide EY is 
from old, employés, and in this connection he wishe t in 
clude not only the members of the staff, but foremen aid 
workmen alike.. In these times, when so much M ale 
about slacking and loss of time, it was pleasant to Preston 
to state that the time lost by the workers at their MT 
works from all causes, illness included, over à permis T 
months now under review, was under 1.4 per cent. i: to the 
cluded men and women, forge and machine shops. 1 cans 
future, he was no more inclined to prophesy tian n war. 
two years ago, when they met just after the outhrea staff as 
but he was prepared to say now that with such tick | 
their's had proved itself to be, given reasonable protec 


E — 


Yol. 70. Хо, 2,032. NoVEMBER 3, 1916.] THE ELECTRICAL REVIEW. 


497 


1 д 
a permanent nature against unfair competition from outside- 


the Empire, there was every reason to look to the future with 
confidence. 

Mr. К. H. Prestwicu seconded the motion. s 

Mr. Lacey complimented the board and Mr. Walter Ruthor- 
ford, the managing director, on the improved state of affairs, 
and said he understood the chairmen to refer to the control 
exercised by German financial houses all over the world when 
he spoke of unfair competition. He did not think at present 
that they saw any evidence of this matter being dealt with. 
There was а lot of talk about banking, but he thought they 
had better leave their banking system alone, for it was the 
best in the world. He suggested that it was the industrial 


trust companies who had done them the harm, and these ' 


companies seemed to be controlled by the very people who 
had tried to break down: the British Empire. 

Replying to questions, the Crairman said the organisation 
of the company had been carried out and approved by the 
board as proposed by the managing director. A management 
committee of six was appointed, and each of these six gentle- 
men presided over a different department, and was respon- 
sible to Mr. Rutherford, whilst Mr. Rutherford was respon- 
sible to the board. 

. The report was adopted, and, on the motion of the CHAR- 
MAN, seconded by Mr. Dickinson, a hearty vote of thanks was 
passed to the managing director and staff. 

The report for the year 1915, as published 
in the Financial Times, states that the 
company was organised for the purpose of 
developing hydro-electric power in Spain, 
with the intention of serving the very 
large market for light and power, and also developing the 
electric railway and tramway system in the city of Barcelona 
and the surrounding district. For the purpose of constructing 
and operating the hydro-electric works in Spain a subsidiary 
company, called the Ebro Irrigation & Power Co., Ltd., was 
formed, and all the capital stock and bonds of the Ebro Co. 
are owned by the company. For the purpose. of developing 
the electric railway and tramways a Spanish company, en- 
titled the Ferrocarriles de Cataluna, S.A., was also organised, 


Barcelona Trac: 
tion, Light & 
Power Co. 


the entire capital stock of which is owned by the company. . 


Owing to developments unforeseen at the time of the original 
issue of the 5 рёг cent. first mortgage bonds of the company, 
the management came to the conclusion that it was desirable 
to secure control of the chief electric light and power com- 
pany in the city of Barcelona, known as the Cia. Barcelonesa 
‘de Electricidad, as well as of a number of other small light 
and power companies in the neighbouring towns. Arrange- 
ments which provided for the additional money required were 
made with a group of French and Belgian bankers, but owing 
to the outbreak of the European war these arrangements 
coud not be carried out, the result being that the construc- 
tion work under progress in Spain had to be suspended. At 
the beginning of 1915 a bondholders’ committee was consti- 
tuted with the object of considering the situation, and the 
recommendations of the committee for reorganising the 
finances of the company and completing the hydro-electrie 
works were ratified at a meeting of 5 per cent. 50-vear first 
mortgage bondholders in June last. The amount of the 5 per 
cent. 50-year first mortgage bonds outstanding on December 
3lst, 1915, was £7,505,000, and the interest on this and on the 
various securities to that date to he satisfied in 5 per cent. 
10-year notes amounted to $3.445.663. The Ebro Co., in addi- 
tion to operating its own hydro-electric business, operates and 
controls the electric undertakings of the various subsidiary 
companies which the company controls through share hold- 
ings. The surplus earnings from the undertaking as a whole 
for 1915, after providing for interest on the prior lien “A” 
bonds, amounted to £950,069, as against a surplus of £266,750, 
which it was estimated would have been realised if the works 
had been restarted at the date contemplated. The board 
consider the enterprises which the company controls in Spain 
are developing in а sound and satisfactory manner, and if no 


unforeseen difficulties arise during the present year the result 


of the year's working should, notwithstanding the delay and 
adverse conditions referred to above show a very satisfactory 
increase over the results of the vear 1915. The market for 
power isa remarkable one and indicates an increasing demand, 
and in order to meet the growth the distribution system has 
been, and is being, considerably extended and strengthened, 
and it is contemplated that a large part of the surplus earn- 
ings for the next two years will be applied in carrving out 
this work. The growth of the business will probably necessi- 
tate the extension in the near future of the hydro-electric 
development, and the board have this matter under considera- 
tion, so that when the necessity arises the work can be pro- 
ceeded with without delay. The following summary of the 
1914 and 1915 results from the operation of the combined 
enterprise shows the progress made :— 


1915. 1914. 

Pesetas. Pesetas. Pesetas. 
Cross earnings ... 16,804,923.97 15.466,207.91 + 1,338,015.36 
Operating expenses 7,202,839.94 8.381.734.8535 — 1.178,894.91 


Net earnings 9,601,383.33  7,084,473.06 + 2,516,910.27 


The results from operation for the first seven months of 1916 
show a considerable increase over the above figures, and are 
as good ss was anticipated in making up the financial pro- 
gramine for the year, notwithstanding a general strike in the 


textile industry during June and July, which adversely affected - 


~ 


the earnings for those months. The whole of the plant, both 
-steam and hydro-electric (with the exception of the turbines 
at Tremp, which are being reconstructed), is in good working 
condition. i 
. The directors report that for the year 
- Drake and .ended June, 1916, after payment of all 
Gorham, Ltd. charges, including bonuses due to staff, 
| allowances to those who „have joined the - 
National Forces, and making provision for contingencies, 
there remains a net profit of £8,527 (as against £3,817 for 
1915), plus £1.623 brought forward, making £10,150 (as against 
£5,748 last year). A dividend of 4 per cent. (as against 24 per 
cent.) requires £5,000; there is put to writing down good- 
will ..£3,000 (as against £1,000), and £2,150 is to be carried 
forward. The net profits, although below the pre-war aver- 
age, were more than twice those given in the last balance 
sheet, and there has been a considerable increase in turnover. 
Contracts in connection with Naval and Military requirements 
constitute a large portion of the company's operations. А 
power station of about 4,500 н.р. erected. by the company is 
practically complete, and will shortly be put to work. The 
wholesale department has further expanded, and shows satis- 
factory results. The output from the company's works has 
largely increased, and extensions of this branch are under 
consideration. The department dealing with electrie vehicles 
propelled by Edison batteries has made good progress. Up 
to the present 90 men have joined the National Forces, and 
the difficulty of obtaining necessary labour is increasing. To 
June 30th £1,733, including directors’ fees, had been paid to 
absentees. Heavy taxation is stated to make it increasingly 
difficult to finance the extensions which should be made to 
provide for trade after the war. 
Annual meeting : November th. 
The report for the twelve months ended 
United Electric June 30th states that, after adding the bal- 
Tramways Co. ance forward, the net revenue shows a dis- 
of Caracas. posable balance of £14,338, out of which 
s the directors recommend a dividend for the 
year of 7 per cent., less tax, leaving £2,428 to be carried 
forward. The profits of the local company were again ad- 
versely affected by the war, but during the last months of 
the year they exhibited a tendency to improve. The internal 
conditions of Venezuela are satisfactory, and the directors 
consider that the traffic receipts for the current vear are more 
likely to increase than decrease, The gross receipts amounted 
to Bs1,426,975, an increase of Bs296 as compared with 1914-15, 
while the operating expenses were Bs757,806, an increase of 
Bs24.799, leaving net receipts, at the exchange of 95.95, of 
£26.501, a decrease of £970. The local company, after pro- 
viding for the mortgage interest, payable to this company. 
and setting aside Bs50,000 to reserve and renewal funds, and 
paying as dividend the whole of the balance of the profits for 
the vear, carry forward the same amount as in the previous 
twelve months—namely, Bs539,S09.—Financial Times. 


Prospectus.—Fcllows Magneto Co., Ltd.—With. the „per 
mission of the Treasury an issue of 50,000 8 per cent. cumu- 
lative preferred shares in this company is being offered for 
subscription. The company is to take over the business of 
Fellows & Co., 1nagneto manufacturers and repairers, Horse- 
ferry Road, Westminster, and Willesden. The company has 
Government orders in hand valued at £22,448, and the War 
Office promises a running order of 400 magnetos per month 
and spare parts, the value of the order being given at about 
£54,000 per annum. The company is extending the works 
and machinery to give a greatly increased output. The 
capital is £75,000 in 50,000 preferred (8 per cent. carrying 
also 20 per cent. of the net profits thereafter) and 50,000 
ordinary shares of 10s. each. 


Companies Struck Off the Register.—The following com- 
panies have been struck off the register, and they are dis- 
solved :— 

Anglo-German Wireless Syndicate, 

Atkins Filter, Engineering & Water Softening Co, 

Blanchard Lamp Foreign Patents Co. 

Bridlington Electrical Engineering Co. 

Helis Cell & Accumulator Co. 

Improved Railway Signals. 

International Filaments. . 

Lighting & Heating Trust. 

New Century Are Light Co. 

New Ignition Syndicate, 

Paris Accumulator Co. 

Power ‘Transmission Syndicate. 

Smoke Consumption (Cowper-Coles Patents), 

United Electric Light & Power Supply Co. 

Warner Engineering Co. . 

West India & Panama Telegraph Co.,.Ltd.—4 dividend 
for the half-year ended June 30th of 6d. per share on the 
ordinary shares (free of tax) is announced. | 

Russia.—The Westinghouse Co. made a profit of 1,041,488 
roubles in 1915, and announces а dividend of 123 per cent., 
against 8 per cent. for 1914. . | s | 

The Moscow Elektroperedatch (Electrie Transmission) Со. 
made a loss of 71.628 roubles ih 1915. p Y e 

The Nezhinsk Electric Co., Nezhin, has been forined ; capital 
300.000 roubles. | [ Fc | 

The General Electric Co. made a profit of 2,238,370 roubles 
in 1915, and pays 10 per cent. dividend, as for the preceding 
year. Е Е 

The Russian Electric Co., “ Dynamo," wade a profit. of 
1,368,316 roubles in 1915, and pays a 7 per cent. dividend, 
against 4 per cent. for 1914. 
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The Petrograd Electric Equipment Co. made a profit of 
1,262,388 roubles in 1915, and pays a dividend of 7.3 per cent., 
against 10.2 per cent. for 1914. | 


Lisbon Electric Tramways Co., Ltd.—No interim dividend 
will be paid on the ordinary shares. 


West African Telegraph Co., Ltd.—lnterim dividend at 
the raté of 4 per cent. per unnum (4s. per share), free of tax. 


Westinghouse Brake Co.—Interim dividend of 5 per 
cent. (10s. per.share), less tax, on the ordinary shares. 


STOCKS AND SHARES. 


zs i 
| ; TUESDAY EVENING. 
Turis week has seen a further diminution in the amount of 
lighting permjtted, and, in the circumstances, it is natural 


enough to find the market for electricity supply shares lean- 


ing to the lower side. The same applies to that for stocks 
and shares in the gas companies; and if there is anythiny 
surprising in the situation at all, it is that the fall should not 
have been more noticeable. The earlier closing of the shops 
is another factor which militates against the lighting con- 
cerns; and notwithstanding the modification in the hour, from 
seven o'clock to eight, the restriction is, of course, something 
or а bear point from the standpoint of the investor in illumi- 
nation companies. Ё 
Markets generally are recovering from the depressing tone 
set by the news from Roumania last week. Our latest ally 
seems to be making better progress, and this has. set tree 
more money for investment. ^ Next in the financial pro- 
. Bramme, we shall probably -have expectations of a new popu- 
lar war loan of considerable magnitude, which will furnish 
the text and the excuse for quietude throughout the. Stock 
.Exehange. Business has certainly fallen on restricted lines 
for the.time being, and this notwithstanding the fact that 
from October to March the Stock Exchange markets ought 
to be sufficiently active to furnish members of the House 
with ample employment. . | 
The sentiment in the Home Railway department remaina 
lumpish. The trouble of the matter is that nobody wants 
to buy Home Railway stocks with the Labour outlook во un- 
settled and obscure as it is at the present time. Were there 
any prospect of Labour being satisfied with a definite rate of 
wages during the war, we might see attention turned to the 
Home Railway market: but with every settlement liable to 
be upset within a month or two after Ив having been fixed, 


investment money declines to have anything to do with the 
stocks. 


Therefore Metropolitans and Districts are lower, South. 


Westerns have given way, nnd most of the preferred issues 
are down. The three Central London assented stocks have 


all reverted to the same level of 673. Fresh falls have taken - 


place in the debenture stocks of the District Railway. Under- 
ground Electrics maintain their prices well, with the excep- 
tion of the 6 per cent. income debenture stock, which has 
fallen two or three points to 102, and the shilling shares, now 
back to 5s. 6d. -The bonds, however, are steady at 89. 
_Brazil Tractions are amongst the few shares exhibiting 
strength on the week. Why they should have fallen to 54 
was something of a inystery, in the face of the declaration 
of the usual quarterly dividend of 1 per cenf. 'The recovery 
to 56 seems to be a natural reaction. Some people point out, 
however, that for purposes of comparison. .the 6 per cent. 
income debentures of the Underground Electrica] Railwavs 
аге more tempting that Brazil Traction commen shares, see- 
my that the yield on the former is 63 per cent. free of tax— 
equivalent to 9 per cent. less tax—while that on Brazil Trac- 
tions is 74 per cent. In the case of the latter, of course, there 
15 the probability that with 
Brazilian exchange, Tractions micht rise 10 points or mare 
While the Undergrounds remained stationary. | 
_ Brazilian Investments, by the way, are generally better, 
mm consequence of the semi-official statement to the effect thot 
Brazil will be able to resume cash Payments on her funded 
debts when the funding scheme expires next '"July—on which 
point, perhaps, the cautious observed will do well to keep 
pr mind. | 
lexicans again „exhibit a yielding tendency. Once 

there is little or no definite news from the countrv, and in 
its absence nobody wants to buy. The Latin-Canadian group 
аз а whole is steady, and it is of interest to set out a short 
table showing to-day’s prices чы compared with those current 


at the beginning of the month :— 
P "nn 1 
Common Stock. Oct. 91. Dus 
Canadian General Electric bod 195 125 а 
Cons. Gas & Electric of Baltimore 130 117 
Kaministiquia wes - - 127} xd 1284 
Montreal Light. Heat & Power ... 935 xd. 940 
Pennsylvania Water & Power UN 87 ^ B2 
Shawinigan Water & Power | .. 139 чн 


СД 


апу substantial.recovery in the - 


Most of the business initiated in these shares comes from 
New York. The rise in Pennsylvanids occurred this week, and 
is based upon expectations of an increase in the dividend. 

The telegraph market is harder, and except for Great 
Northerns, which Mave been offered down to 384, a fall of 
30s., what movements haye occurred are in the upward direc- 
tion. The Eastern group is steady, with Eastern Extensions 
À better at 133. Indo-Europeans gained 12s. Od. United River 
Plate Telephones recovered most of the dividend deducted 
last week. Marconis have receded to 2% on the falling away 
of business, which induced profit-taking and caused the price 
to slacken. Reuters are good, the present price of 8} com- 
paring with 7 at the beginning of the week. It is announced 
that the directors have received a tentative offer for the whole 
business of the company on terms which would. entitle each 
shareholder to receive a sum of not less than #10 per share 
in cash. The circular advises proprietors not to part with 
their shares at the present time. It is interesting to recall 
that earlier this year the price of Reuters fell to 4 1/16. 

Electric Constructions have risen to their par value of £1. 


„and Telegraph Constructions regained half their loss of last 


week.. On the other hand, Babcock & Wilcox are weaker 
at 2% ex dividend, and British. Aluminium ordinary eased off 
to 27s. 9d. Except for these changes, the manufacturing list 
is unaltered, but it continues very firm. In the rubber share 
market, a better tendency is noticeable, due partly to a rise 
in the price of the raw material to half-a-crown per lb., and 
partly to the consideration that the excess profits duty may 
not have so.much effect upon dividends as it was at first 
feared would be the case. The iron and steel group is some. 
what heavy, and there is not much doing in the shares of 


the copper companies. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ErEOTBIOITTY Companier, 


Dividend Price 
р «X Oct. 31, Rise or fall Yield 
1914. 1916, 1910. this week, ро, 
Brompton Ordina T ... 10 10 68 — suo 
‚ Charing Cross Ordinary S" 5 5 ae — 714 
do. do. do. 4à Pret.. п 44 4% N -— 6 6 4 
Chelsea ee ee ee „эе 6 4 8 е -— 6 18 4 
City of London .. EN S 9 8 124 - 612 0 
do. do. 6 percent. Pref. 6 6 10 — 5 17 1 
County ої London vs га 7 7 10 — 610 3 
do. 6 per cent, Pref. 6 8 10 —à. 618 6 
Kensington Ordinary .. E 9 7 6 — 6 4 5. 
London Electric .. Se ss 4 8 1 — 6 10 6 
do, do. 6 per cent, Pref. 6 e. 4% — 8611 4 
Metropolitan vs D 4 8 2% — $ 8 00 
о. 43 per cent. Pref. 4 8 — 140 
St. James' and Pall Mall . 10 8 6 — 680 
Bouth London oe oe en 5 Б 2 А di 8 18 1 
South Metropolitan Pref. ss 7 1 lá — 678 
Wentminstér Ordinary .. .. 9 7 62, — 6% 0 
TRLEGRAPHS AND TELEPHONES, 
Anglo-Am., Tel. Pref, ee ae 6 8 98 == 6 2 b 
do. еї. ee ee 'B9J. 88/6 231 жур 1 10 8 
Chile Telephone ..  .. . 8 8 7 — Bld b 
Cuba Sub. Ord. LE ee oe Б Б 93 — 6 В И 6 
Eastern Extension ОИС: 8 132 +4 %16 6 
Eastern Tel. Ord. ee ee 7 8 141 — К 13 1 
Globe Tel. and T. Ord. .. . 6 q ' 124 ~ — *512 0 
do. ~ Pref, . 6 6 10 — 51 8 
Great Northern Tel, .. -AA R 88 = 510 0 
Indo-European ..  .. .. 18 18 61xd + í 618 
Marconi ..  .. .. 10 10 94 — 898 
New York Tel. 43 bs . 4 4 100 — 410 0 
Oriental Telephone Ord. .. 10 10 25 — 466 
United R, Plate Те. .. .. 8 8 6{ха +4 5186 
West India and Рап, .. ‚„ 1 — 1 — = 
Western Telegraph .. 7 в 143 — *6 10 4 
` Номе RAILS, 
Central London, Ord. Assented 4 4 67h —4 . 518 8 
Metropolitan... + 1 993 — -}ł 4 90 
| do. District ..  .. Nil Nil 16 —4à Nil 
Underground Electric Ordinary Nil Nil du - Nil 
0. do. "A" .. Nil Nil. 5/6 . -61. Nil 
do, do, Income 6 6 89 - *6 7 
, ForeieN Trams, åo. kui 
Adelaide Sup. 6 percent, Pref. 6 6 418 - ae 
Anglo-Arg. Trame, First Pref. БА | 8 – 8 9 
do. 2nd Pref... bà 96 - 3 10 
do. 6 Deb. "ee Б 6 20 — 7 3 10 
Brazil Tractiong.. ..  .. 4 4 56 41 7 2 1 
Bombay Electric Pref... .. 6 6 101 — 617 - 
British Columbia Elec. Rly. Pfce. 5 71 — ы 
do. do. Preferred — Nil ББ —1 ы. 
do. do. Deferred — Nil t4 1 Mi 
" do. do. — Deb — 4i 4 66 | eu 
Mexico Trams 5 per cent. Bonds — Ni 10 == N il 
о. 6 percent. Bonds — Nil . 284 — M 
Mexican Light Common — .. Nil Nil 1 — S 
do. Pre, ..  .. Nil мі Б -1 Ni 
‚ do. lst.Bonds ^ .. Nil Nil «0 € Б 
MANCFACTURING COMPANIES, А 
Babcock Wilcox — ..  .. M 16 а - л. 5411 
British Aluminium Ord. 5» 6 7,9 -9d. 6 t к 
British Insulated Ога... .. 15 14-1 ET T 
British Westinghouse Pref, ,, Th 1 ct б 0 0 
Callenders.. — ..  .. |, Б 00 191 ха – в E 
do. _ 5 Pref. Au б 4 - dE 
Castner-Kellner ae se ee 90 — 8 сак 6 Xil 
Edison & Swan, £3 paid Nì — .. 39f- - = АТ 
do. do. fulypaid .. Ni — u HA 8 00 
do. до. 4percent.Deb, 6 б 62% S 10 0 
Electric Construction .. — .. 6 Th 1 + зи 1 0 0 
Gen. Elec, Pref...  .. :. 8 6 10 — S co 
do. Ord...  .. .. 10 10 144 — "1310 
Henley oe oe ea oe 20 25 1fł к 7 6 0 
do. 44 Pret. .. oe s 44 4 4 == 1 84 
India-Rubber ;. — .. 7 10 10 19 = N61 
Teleg raph Con. as ee ee 90 90 884 + ч i 


* Dividends paid free of inoome-tax, 
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THE USE OF IONISED AIR IN 
i AGRICULTURE.* 


By INGVAR JORGENSEN. 


(Concluded from page 454.) 
"THE current density in the discharge as obtained with the 


"Lodge-Newman system described in the beginning of this ` 


article was found to vary between 10—'* and 10^" amperes 

r sq. em. 

It will be readily understood that the ions moving down 
towards earth will be influenced by two forces, a vertical 
force caused by the potential gradient and a horizontal force 
due to the wind ; the consequence is that; part of the ions 
are carried outside the area covered by the wires, and the 
effect of the discharge is thus not limited to the area under 
the wires ; this dispersion is, of course, very marked in the 
Lodge-Newman system when the wires are 15 to 16 ft. 
from the ground. 

Details of the distribution of the discharge were given in 
a paperf by Prof. Priestley and the writer in 1914. As 
regards the meteorological factors, it can be stated that any 
metereologieal process which will decrease the mobility of 
the ions, i.e, increase the number of molecules, will 
decrease the current density of the discharge. Particularly 
condensation processes have an important effect, as will be 
seen from fig. 4, which records the potential gradient 


POTENTIAL GRADIENT VOLTS/C.M. 


2 2.10 оро 
TIME RAINING 


Fig. 4.—SHOWING EFFECT OF RAIN ON DISCHARGE, 


during the change from fine weather to rain. It will also 
be seen that is possible to maintain an appreciable discharge 
during rain. . 

The influence of meteorological factors can be sum- 
marised then by saying that the current density of the 
discharge decreases with increasing wind velocity and with 
decreasing mobility of the ions. 

It should also be observed that many atmospheric 
impurities will move under the influence of the potential 
gradient under the wires. This, in industrial districts, will 
lead to the precipitation of many harmful substances on 
plants. Also radio-active disintegration products possessing 
a charge will, in many cases, be precipitated, and cause 
considerable difficulty and error in the measurements. 

In regard to the disturbances caused by the abnormal con- 
ditions of atmospheric electricity in industrial districts, 
reference must be made to a paper by Mr. Steuart and the 
writer.l . . 

The difficulties met with in attempting to confine the 
discharge to the area under the wires necessitated the per- 


formance of a number of experiments, in which the experi- 


mental area was separated from the control by vertical 


screens of wire netting connected to earth. The smallest 
PADS ше түй ту у, ЛШ LE. ecu Р. 5 eoe TX cer E 

* The information contained in this article is derived from 
experiments carried out by the writer in Copenhagen (at the 
Government Agricultural Experimental Station) and in this country 
under the Board of Agriculture, in conjunction, first, with Prof. 
J. H. Priestley (University of Leeds), and, later, with Prof. У.Н, 
Blackman (Imperial College of Science and Technology). 

t I. Jorgensen and J. H. Priestley: Journal of Agricultural 
Science, Vol. VI, Part 3. 

t D. W. Steuart and I. Jorgensen: Notes on the Atmospheric 
Electrical Potential Gradient in the Industrial Districts Around 
Leeds. Proc, Roy, Soc., Edinburgh, 1914. 


mesh obtainable commercially is, however, у in., and even 
this is rather expensive for large scale experiments. 

It is necessary that the screen should extend to a height 
several feet above the level-of the discharge netting. 

The amount of ionised air carried ontside the experimental 
area can thus be considerably reduced, but not to zero. 
Even enclosing the area in a wire cage does not stop the 
ionised air completely ; in one case an experiment was 
carried out by Miss E. C. Dudgeon with a crop of potatoes 
growing in such a cage 100 yds. from an electrified area ; 
measurements showed, however, that, with the wind in the 
proper direction, as many as 10? ions per cb. metre were 
found in the cage (the air under the discharge netting con- : 
tained'about 109). 


The cage is shown in fig. 5. It must be emphasised 


that such a cage also alters а good many other conditions, 
particularly as regards light and humidity. 


Fia. 5.—SHOWING CAGE OF WIRE NETTING (J-IN.- MESH) 
COVERING AN AREA OF 45TH OF AN ACRE. 


The writer is indebted to Mr. William Low, of Bal- 
makwan, Montrose, for opportunities of taking part in 
some experiments with a large wire screen insulated from 
earth. By charging this screen to a suitable potential of 
the opposite sign to that of the discharge netting, it seems 
possible to obtain an effective screen. 

In the later experiments by Miss Dudgeon, at 
Lincluden, Dumfries, the distance of the discharge netting 
from the ground has been considerably reduced. In 1915, 
the distance was 12 ft.; in 1916, about 7 ft. ; and in the 


Fig. 6.—MEASUREMENT OF POTENTIAL GRADIENT, 
Flame collector on ebonite rod connected to Exner electrometer. 


latter case, the amount of ionised air carried outside the 
агеа was very small, At the same time, a stronger discharge 
is obtained, and the spreading of the discharge diminished. 
The writer would like to draw attention to a simple and 
convenient method for investigating the distribution of the 
discharge, which will also give comparative measurements 
of the strength of the discharge. The apparatus 1s shown 
in fig. 6, and consists of a flame collector on an ebonite 
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rod and an aluminium leaf electrometer (the so-called Exner 
Ihe collector is used in order to obtain the potential of 
the air at the height of the flame. | (It is well known that 
flames bring about ionisation of the air, and any other sub- 
stance—ey., a radioactive substance—which will impart 
conductivity to the air can be used.) The candle is pressed 
by a spring against the collar of a metal tube, and thus 
kept continually burning at the same level. This metal 
tube is surrounded by a glass chimney, and a wire gauze 
cage affords protection against the wind: The metal frame 
of the collector assumes the potential of the air just 
above the frame, and if connected to the electrometer 


FIG. 7.—SHOWING ARRANGEMENT FOR ALTERATION OF 
THE HEIGHT OF THE DISCHARGE NETWORK ON THE LEFT, 


A reel can slide up and down the iron rod attached to 
the pole. 


this potential can be determined. The deflection of 
the electrometer leaves is a measure of the potential, to 
which the electrometer is charged, but the rate at which 
the leaves are deflected- can be used as a measure of 
current (this is a method much employed in radioactivity 
measurements), 
If a current of i amperes charges the electrometer of 
capacity c in ¢ seconds to v volts, then the current may 
be determined from the equation— 
i = с|(9 x 10"). ot. 
. In practice it was generally arranged that the leaves 
deflected until they touched the sides of the earth-connected 
electrometer cage. "They would then lose their charge, and 
return to the zero position. 'The number of times the 
electrometer thus discharged per minute would thus give a 
rough measure of the strength of the discharge. ^ This 
method has been used by Miss Dudgeon with much success 
in her experiments, 


In the foregoing I have indicated some of the technical 


problems involved in the method, but the practical 
engineer will, no doubt, ask whether the results 
obtained are of sufficient economic importance to 


justify the expenditure of money on technical research ? 
and what, at present, is the balance between the cost 
of electrical energy supplied and the increase in стор 
production ? | 

The first question is extremely difficult to answer. 
Agriculture is an old industry, but its methods have not 
changed a great deal through the ages, Indeed, things 
have altered probably less in agriculture than, for instance, 


in the building and shipwright’s trades, in which the per- - 


- 


manence through the ages of the 
has been emphasised by Kipling.*1 

Thus up to the present day. the efforta-;of agriculture 
have been limited to attempts to control the factors which 
operate through the soil. But it must not be forgotten 
that plant growth is dependent both on material and on 
the radiant energy of the sun, and a large part of the 
material is obtained from the air (carbon dioxide) f No 
attempt has been made to increase either the gaseous com- 
pound nor the radiant energy, although there can be no 
doubt that in many cases a lack of carbon dioxide or of 
radiant energy limits the growth of crops. The methods 
dealt with in the present article form an attempt to supply 
energy artificially, thus constituting a new departure which 
deserves attention, and so the possibilites and limitations of 
the method should be fully investigated. 

Certainly results obtained so far seem to indicate great 
possibilities ; but they must be accepted with a certain 
amount of reserve, remembering that technique in agri- 
cultural experiments is far from perfect. 

For aecounts of earlier work, the reader is referred to 
Lemstróm's book, where many cases of remarkable results 
are recorded. It may also be interesting to quote some 
of the figures given by Sir Oliver Lodge in the paper 
already referred to. Experiments with wheat were carried 
out at Mr. Bomford’s farm at Bevington, which showed 
in 1906 increases of 39 per cent. and 29 per cent. ; in 1907, 
an increase of 29 per cent.; in 1908, 24:3 per cent. ; in 
1909, 23 per cent.; in 1910, 22 per cent.; in 1911 
(drought), 0 per cent.; and in 1912, an increase of 20 per 
cent. 

It is mainly due to the energy and enterprise of Miss 
E. C. Dudgeon, of Lincluden Hoüse, Dumfries, that; the 
experiments are being continued in this country, and it has 
become possible to start a scientific investigation of the 
problem with the support of the Board of Agriculture. 
The writer records with pleasure his indebtedness to Miss 
Dudgeon for her collaboration in pioneer work in this 
subject, 

In the crop experiments with oats, carried ont by 
Miss Dudgeon in 1915; the following increases were 
obtained || :— 

Grain 30 per cent. 
Straw ite 58 per cent. 
Still better results were obtained in 1916. 

It will, of course, be understandable that if such results 
are obtainable under all circumstances, particularly if the 
present high prices of cereals in this country should continue, 
it would pay to employ the method on а very large scale. 
The actual current used at present is small; thus in 
Miss Dudgeon's experiments this year 3 amperes at 50 volts 
were used in about 800 hours. If this current had been 
available from a power station the actual expense would 
have been negligible, compared with the increased value of 
the crop. 

However, the area employed by Miss Dudgeon in the 
Lincluden experiments was only about one acre. The 
power consumed in the primary of the induction coil 
(about 150 watts) was badly utilised, as only 10—20 watts 
were discharged from the overhead network. 

Thus we are again reminded of the fact that the network 
is a very essential part of the installation (as important a8 
the antenna in a wireless station). Upon the construction 
of the network depends the efficiency of the installation. 
It will be seen that with the same energy used in the 
primary of the induction coil, a much larger area could be 
provided with ionised air. The writer has not had an 


* R. Kipling: " Rewards and Fairies,” London, 1910, page iam 
For instance, Pharaoh the Great, addressing the bricklay 
engaged on building flats near the Marble Arch, says :— 


" Your glazing is new and your plumbing's strange, 
But otherwise I perceive no change, 
And in less than а month if you do as I bid, 
I'd learn you to build me a Pyramid." 


f For a general account of this subject, see the articles, 17 
I. Jorgensen and W. Stiles on Carbon Assimilation in the `: 
Phytologist," 1915-16. А 

t This is at present being carried out at the Imperial E Н. 
Science and Technology under the general direction of Prof. V. 

| For details see Journal of the Board of Agriculture, October, 


fundamental principles 
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opportunity of taking measurements in ап installation 
where the network covered more than 12,000 sq. metres ; 
but in all cases the discharge has been proportional to the 
area covered by the network, the current used in the 
primary of the induction coil being approximately constant. 
Presumably this was not appreciated by Dr. Breslauer 
(the German agent of the Agricultural Electric 
Discharge Co.*), who measured the current passing into 
a network covering 30,000 sq. metres and one covering 
60,000 sq. metres. In the first case, a current of 0°38 


milliampere was obtained (at 60,000 volts), and in the: 


second case, 0°51 milliampere. It is difficult to see why 
he should assume that the difference between these two 
measurements (0°13 milliampere) should be the true value 
of the discharge current in the network covering the area 
of 30,000 sq. metres. і 

А disadvantage of the  Lodge-Newman system is that 
the Lodge valve will not stand a strong current; for the 
same reason it has not found very extensive application in 
X-ray work. 

It might, perhaps, interest readers of this journal to have 
an estimate of the cost of an installation similar to the 
Lodge-Newman ; the figures are, of course, only approxi- 
mate, and are not those of the Agricultural Electric DŘ- 
charge Co. :—One induction coil, £30 to £40 ; one mercury 
break, #10; and five Lodge valves, £10. 

The cost of the wires in the network is quite negligible ; 
special high-tension insulators are not required unless the 
discharge is wanted during rain and in damp air; it is 
оа to use ebonite róds between the netting and the 
pole. 

Thus neither the installation nor the cost of operation 
should prevent its application on a large scale, if future 
experiments confirm the experiences gained so far, and it will 
be seen that in this case an entirely new field is opened 
for electrical engineering.  ' 


THE INSTITUTION OF ELECTRICAL 
ENGINEERS. 


; Western Local Section. | 
On Monday, last week, Prof. D. RoBERTSON, as chairman, 


delivered his inaugural address, of which the following is an. 


abstract :— 

A century ago the inventive genius, of itself, had a fairly 
free scope, but in the industrial world of the present day it 
must be coupled with a much higher degree of scientific 
knowledge and technical training, and have behind it much 
greater material resources than formerly, if it is to make its 
influence felt. In the early days of industry the problems to 
be solved were mainly mechanical, speeds were low, the choice 
of materials was comparatively small, and the duties put upon 
them were moderate, while prices were high enough to per- 
mit the use of sufficient material to give a good big factor 
of safety. Only the simplest calculations had to be made, 


and little scientific knowledge was necessary beyond that- 


acquired in the daily routine of the shops. Consequently, 
many important advances were made by men having but the 
slightest theoretical knowledge. 

Nowadays, competition required the utmost to be got out 
of each ounce of material; higher speeds may cause extra 
material to be a source of weakness rather than of strength, 
and introduce phenomena whose control requires the keenest 
tools that theory can supply. The advent of electrical trans- 


Mission has brought into being an entirely new branch of . 


engiheering, ever extending its bounds, involving enormously 
more theoretical knowledge than the older branches, and 
requiring, in addition, a clearer insight into abstract things. 
On all hands, calculations must be more exact, and side issues 
of little importance in the old days have now to be closely 
taken into account. 

We have every reason to be proud of the advances made, 
. and being made, by our own countrymen in the domain of 

science, but at ће same time I donot think we put into this 
work a sufficient number of men of the right sort, the right 
training, and the right temperament. Further, I do not 
believe we shall ever get them until we offer them prospects 
comparable with those open to the other learned professions. 
It is not sufficient to depend alone on the favoured few 
Whose circumstances enable them to pursue their own ideas 
without having to worry about the cost or about their bread 
and butter. То keep up the prosperity of our country we 


* M. Breslauer : " Zeitschrift für Elektrochemie,” 1910, p. 357. 


must put the best brains from all classes to those tasks which 
are most likely to increase the common good. 

Although legislation can help but little in raising science 
io its rightful status, still it can do something. It might, 
for Instance, encourage the study of science in our public 
schools by insisting on a certain minimum of scientific know- 
ledge in future generations of public officials. Another thing 
which the Government could do is to make the value and 
number of the scholarships open to the science boy some- 
where about level with those given for classical studies. 

By thus making the way to a large number of the lucrative 
positions lie through a study of science, we should very 
quickly find every school running a real scientific side, and 
our universities would then be able to pass away from the 
condition of having to make their scientific alumni pass their 
first year in learning elementary work which they ought to 
have had at school. 

But we must mainly look to our own men of eminence to 
bring about a better state of things by continually keeping 
the needs of science before the proper influential quarters. 
The war has focused attention on scientific work with an 
entirely new ‘force. Never again must public opinion be 
allowed to forget how much is owed to the often-time obscure 
worker in the research laboratory. In particular, our leading 
men must see that their magnificent rally to the assistance of 
a Government, whose ‘neglect of science " has been their 


perpetual lament, shall not be misconstrued by the politician : 


and official, and confirm their notion that scientific men are 
merely theorists whose ideas can usually be neglected, and 
who are too s&therial to require any encouragement or any 
visible means of support, but whose assisíance can always 
be obtained, on those rare occasions when it is useful, with- 
out any reward and, indeed, almost without the trouble of 
having to ask for it. In short, our best men must make the 
Government appreciate ihe value of their services, and the 


only way to do that is to see that they are paid for. 


The true research worker must possess an infinite patience, 
a fertile imagination, a wide knowledge of the laws of nature, 


and an unbounded faith in the Possibility of accomplishing 


the task on which he is engage He must refuse to be 


. diverted from his goal by any reputed impossibility, and, if 


necessary, he must be prepared to overthrow accepted ideas 
when they stand in his way- The advances of the genius are 
made by accomplishing the impossibilities of his fellows. In 
1900, Bremer improved the arc light by doing exactly what 
everyone would have said was the wrong thing; before Mar- 
coni’s experiments, in 1901, it was perfectly easy to demon- 
strate that trans-Atlantic radio-telegraphy must for ever be 
impossible; in 1910 Coolidge succeeded in drawing tungsten 
into the finest wires that were ever made, in spite of the 
knowledge among the experts, that this metal was far too 
brittle to be even formed into a rod; in 1913 Langmuir pro- 
duced the gas-filled lamp, when we all knew perfectly well 
that the best possible vacuum was absolutely necessary for 
an efficient lamp. 

And so it will always be. He is not worthy of the name of 


| pioneer who regards even the laws of gravitation, and of the 


conservation of energy, mass and momentum as dogmas 
which may not be attacked and overthrown when they block 


S Way. 

Research is best dealt with in bulk, so that workers in 
different fields may come into daily intimate contact. А man 
with & new idea will develop it more rapidly and carry it 
further if he discusses it over a pipe with a fellow spirit, 
even though the latter can do no more than listen to the 
exposition. If the subject borders on his own in any way, 
the cross-fertilisation of the sciences produced by such a dis- 
cussion may lead to enormous results. But the research 
worker must also come into close touch with the industrial 
side of his own subject. The man in the factory meets many 
problems for whose solution he possesses neither the time 
nor the knowledge. The scientific man, however willing and 
competent he may be, would never meet these problems by 
himself. Keep these two men apart and the problem remains 
for ever unsolved, but bring their experiences together and 


'progress is sure to follow. 


For the success of this co-operation, mutual respect and 
confidence are required between the manufacturing and 
scientific sides of industry. This co-operation has been greatly 
developed with marvellous results in several directions in 
America, where its realisation has been facilitated by the 
aggregation of capital into huge trusts. To some extent the 
difficulty can be overcome by insisting that the research 
workers should periodically spend some time in the factory. 

Each industry has its own problems which are more or 
less recognised by those engaged in it. I wish to direct your 
attention to one rather big problem of the utmost importance 
for the future welfare of our own country. I refer to our 
supply of energy. Past ages have placed vast stores to our 
credit in the great coal bank, but as we are drawing our 
cheques upon it with ever-increasing prodigality, and nothing 
is now being paid into it, sooner or later we shall find our 
cheques returned marked ''no funds." It will not likely 
occur in our time, but, historically speaking, the exhaustion 
of our coal supplies is not remote. It seems fairly certain 
to come within three centuries, and may even occur within 
one. If our country is not to decline into a very inferior 
position by that time, we must, in the interval, either dis- 
cover new sources upon which we can draw, or else we must 
contrive to live within our income. 
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Our annual consumption of coal is about 900 million tons 
per annum. Since the energy of one ton of coal is almost 
exactly 1 Kw.-year, we are drawing on our energy capital at 
the rate of about 200 million xw. ion 

We have, of course, other sources of energy of which we 
ате aware, and possibly many others still unknown. The 
energy of disintegration of the atoms is enormous; when this 
is brought under our control we shall have an ample supply 
for a few ages more, and may even be able to ward off the 
аргон of the next ice age, which is due in some thousands 
of years. | ^ 

Another large store of energy, mainly derived from the 
kinetic energy of rotation of the earth, is made available to 
us through íhe tides. То raise the level of one square mile 
of se& by one foot involves the expenditure of about 840 
KW.-hours. Under ideal conditions of admitting all the water 
at high tide, and releasing it again at low tide, this amount 
each half-tide of, say, 61 hours. 
power is thus equivalent to about 55 Kw. per square 


: ə Bristol Channel is by far 
in this country. for the large scale 


dam. We shall not be far out if we take the 10,000 kw. per 


500 кү. to th 
second of these areas. ‘ 


A dam across the Bristol 


under eight miles long. It would enclose well over 100 square 
give, say, a million Kw. 


-earth’s atmosphere is somewhere 
Square mile of normal surface, which 
million Kw. per шге mile of land 
€quinox noon. veraging it out throughout the 94 hours 
and throughout the year we may call it one million KW. per 
Square mile here. Over one-half of this is absorbed by the 
atmosphere, but P left is ample for our needs, and we 
] oi turning it to. our ow 
coal supply is exhausted. ОШ 


actually been 


meet our needs, even if our 
1s not. 
Storage of the energy in some intermediat is thu 
7 s e form is thus 
necessary to enable us to concentrate it and to level up the 
discrepancies between Ше curves of Supply and demand 
ature provides us with such storage in ge \ 


n “gypt, would thus scarcely 
climate were suitable, which it 


another means of temporari i 
energy received from the sun, partly in the neue DEDE | 
partly in {һе compression of the air, Here, again difficulties 
anise from the uncertainties of the winds, and from the enor- 
mous size which a arge-power windmill would have. Still 
research must not dismiss anything as impossible The rapid 
eae in as us 3E steam and water turbines and Paf 
c generators shou ас ismi i 
ate e teach us not to dismiss wind-power 
e last form of storage which 
energy, Ud rd indeed, o 
only way in which the solar Ty js 
in nature, so far as I ызы 


‚ we 


which had 


for use as fuel, either directly or by distilling alcohol or Other 

spirit from it. 

At the same time I ask our electrochemists to find a method 
faking up that energy electrically from the plant, or its 

into heat, so as to avoid 


е in the heat engine. 
Or, better still, I ask our chemists to devise some reaction 


electrical form. In 
is charged by sub. 
and which is dis . 


charged in the ordinary way. 


Ав а last resource, in case these should fail, let our ultra. 
physicists combine with the biologists and produce between 
them a sufficient number of Maxwell's sorting demons to 
emancipate us from the second law of thermodynamics. 


ey 


DIESEL ENGINE USERS’ ASSOCIATION. 


THE first of the autumn meetings of the Diesel Engine Users’ 
Association was held on October 20th. . After the election as 
members of the association of several engineers having the 
control of Diesel engine plant, certain resolutions were passed 
providing for alterations and additions to the rules. From the 
end of the current year an entrance fee of one guinea is to 
be charged to all new members elected. — 

To meet the demand which has arisen in many quarters 
for copies of the reports of proceedings and of the. general 
information and data circulated by the Association, provision 
has been made for a class of ''subscribers." Such " sub- 
scribers,” who must be duly accepted by the committee, 
would consist of individuals or firms who are not qualified 
for full membership, and who ‘would be entitled to receive 
the particulars circulated on payment of a sum of one guinea 
per annum. They would not be entitled to attend the meet- 
ings of the Association (except by special invitation of the 
committee), neither would they have any voice in the control 
of the Association. "'Subscribers" may at any time send 
communications to the honorary secretary, and, if in the 
opinion of the committee they are of sufficient general in- 
terest, such communications may be read and discussed at 
a meeting of the Association. . 

Air Compressór Explosions and Troubles.—The committee 
presented а report on the subject of explosions in air com- 
pressors and on the various troubles experienced with air 
compressors, having special reference to the accident which 
occurred at the generating station of the Smithfield Markets _ 
Electric Supply бо, Ltd., in February last. After discussion 
on certain points this report was adopted by the Association, 
and it is in due course to be printed and circulated among 
the members. ! 

Tar Oils as Fuel for Diesel Engines.—Mr. NAPIER PRENTICE 
gave further information in connection with the application 
been made by the Suffolk Electricity Supply Co., 
Ltd., for the avoidance or suspension for the duration of the 


` war.of the Konrad Aust patent in connection with the use 


of tar oils as fuel in Diesel engines. He considered that on 
national grounds such action should have been urged or sup- 
ported by: a Government department. Since the d rues 
had been made, however, his experience in the use of tar oils 
in Diesel engines without the fitting of any pilot Viu 
apparatus had been so satisfactory that he did not think 1 
would be advisable that bis company should incur any costs 
in connection with the adoption of the method of жиш 
covered by the patent. Не was now effecting a saving 0 


about 50 per cent. in fuel costs by the partial use of tar oil. 


Mr. GEOFFREY PORTER (president) gave particulars concern- 
ing a pilot ignition apparatus which had been fitted to Н 
Diesel engine at Worthing. The saving in fuel costs obtaine 
by using tar oil in this manner with about 10 per cent. а 
crude oil for the ignition charge amounted, up to date, 
about 47 per cent. The only trouble experienced had heer 
in connection with the formation of a deposit which o 
the pulverisers. No trouble had been experienced with Ж 
exhaust valves or with the needle valves. Не also xs 
that he had tried on another engine a mixture of three Par 
of tar oil to one of crude oil. The engine had knocked p 
heavily, but at three-quarters of full load, and with fair у 
continuous running, no further troubles had been experi 
enced. He, however, did not favour the use of mixtures 0 
tar oil and crude oil. There was some risk of пиш ап 
there was a difficulty in securing complete mixture o 
two classes of fuel oil. “gel 

Mr. W. A. TURNBULL stated that he had worked a es 
engine on tar oil with a slisht alteration to the flame-p ү; à 
and he had obtained a saving of about 50 per cent. үң ie 
a e uu had not se M QE effect by the 
oil on the copper pipes or brass ings. : А 

rther information on the subject of actual experience s 
the use of tar oils was given by Messrs. F. W. STRICKLAND, 
J. BROADHURST, and W. FENNELL. ul 

Mr. Марва PRENTICE strongly urged that on natio а 
grounds, as well as in their own interests, Diesel engine duca 
should continue to endeavour to make use of home proc ucts 
of fuel oil to the greatest possible extent in preference 
fuel oil imported from abroad 
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* Holland $7,000, and United States $9,000. 


Machinery, other (ercept sewing machines).— 


From United Kingdom 183,000 88,000 — 95,000 
Belgium. 8,000 — - 300 
», Germany vc 10,000 — — 10,000 
, United States 16,000 18.00 + 2,000 
„ Other countries 18,000 8,000 — 10,000 

Total po n 230,000 114,000 – 116,000 


508 
TRADE STATISTICS OF THE STRAITS Я 1914. 1915. Inc. or dec. 
SETTLEMENTS. Enginee Dollars add ies и Dollars. Dollars. 
| SS From United Kingd ‘ ; 
Tue following statements, showing the imports (not for tran- » Australia " n "60,000 "33,000 - E: 
shipment) of electrical and other materials into the various » Germany A i 5,000 ре 5,000 
Straits Settlement ports in 1915, is taken from the recently- » Belgium Hig i 2:000 — оне 2000 
issued official trade statistics. In compiling these statistics » United States | 16,000 — DES. ‚000. 
the first port of shipment is generally accepted as denotin » Netherlands 39,000 5,000 — 24000 
the country of production. The values for 191 g » Other countries. 80 '( CES. 
ог 1914 are added for - ‚000 4,000 4,000 
purposes of comparison, with notes of any increases or PONDERUM 
ecreases. PORTINO Total "T .. 458,000 905,000 - 253,000 
in e В A Lamps апа lampware.— 
К ; с. А i 
| Dollars. Dollars. a Dollars. киш ш | 2o ор 2.000 
Telegraph and telephone materials.— » | е їс 36 TD ye x^ M 
кн Бе Kingdom e 389,000 + 244,000 », Other countries 6, 11,000* + ы 
„ Germany E 1.000 _ = 1000 Total 
»» Other countries 10.000 " , Өн 71,000 41,000 — 30,000 
0,000 16,000* + 6,000 | * Japan $5,000. 
Total | 159,000 405,000 + 246,000 Telegraph and telephone materials.— 
* Australia $9,000. From United Kingdom 1,000 "TE 1.000- 
Tramway and railway materials.— T ilwa teri | 
оо лм к 
" ermany ne 6,000 ES { : , 2, — 11,000 
"^ United Kingdo ooo тою С m c Ba ОУ = ho LX 
» Other countries 6,000 — 178,000* + 179,000 dose ALS = PO ue, M 
Total . 277,000 255,000 - 22,000 Бак и 
* United States $165,000. | 
Electrical machinery.— Telegraph and о. io ынды 
From United Кі | ıph an ephone, materials.— 
2 ене 209,000 21900 + 10,000 — From United Kingdom 12000 9,000 — 10,00. 
„ Itay e 2. 6000 5000 — 100 Esines, boilere, and parte.— | | p 
2? 5 а Sets MO : = - Г : 'rom E nite om "ER T 
z Belgium is ii n — z n Electrical machines d nouo 
7 United States 8/000 18000 + 5'000 From United Kingdom ... — 1,000 + 1,000 
" Japan а eee 2000 — 800 + 6 000 fnm Caen sewing machines).— 
,, Other countri ps om Uni gdom 18,000 — 19, 
пипипез 17,000 40,000* + 29,000 5» Other countries 10,000 11,000* + 1000 
Total .  .. 963,000 987,000 + 94,000 
* Netherlands $17,000. ME sii d Mal c нк UM 
Engines, boilers, and parts.— Tramway and с. Ня uus Е 
From United Kingdom 325,000 266,000 - 5 ота HENG 
» Germany 8 2 3.000 dod = 900 From United Kingdom ; 3,000 — — 3,000: 
„ United States — 8,000 + 8,000 N.B.—Dollar = 2s. 4d. 
; Other countries 14,000 27,000" + 18,000 
Total 849,000 301,000 — 41,000 
бит T * Denmark $5,000. FOREIGN AND COLONIAL TARIFFS ON 
Machinery, other (except sewing machines).— ; 
From United Kingdo 671-000 502,000 — 169,000 ELECTRICAL GOODS. 
ре nun En xk sci ‚ 86,000 + 3000 GERE bcd 
elgium j — - 1, BRITISH DOMINIONS AND POSSESSIONS.—A Supple- 
S Cerion : e — - кү ment (Part I) to the Board of Trade Journal of October 12th 
j Holani — E = — ,000 contains complete lists of articles which, according to the latest 
» on e ates ,000 65,000 + 5,000 information received by the Board of Trade, are prohibited 
» er countries 195,000* 116,000 — 9,000 à B exported io au, ш from pon India, 
anada, New Zealand, Bou rica, Newfoundland, Egypt, 
Total 910,000 719,000 — 191,000 Malta, Cyprus, Mauritius, and Ceylon. А further шереп 
* Selangor $55,000. dre e on КУ a conte aaar ые for 
| ME e Straits Settlements, Hong-Kong, Nigeria, Go si, 
€ and lampware. Jamaica, Barbados, Trinidad and Tobago, and British Guiana. 
rom Belgium "m .. 8,000 — — 8,000 The information given in these two Supplements supersedes. 
,;. Austria - ys 6,000 — - 6,000 that given in the Supplement published on July 13th last. 
», Germany... .. 125,000 17,000 — 108,000 Copies of the Supplements may be obtained, price 3d. each 
" uud шш m 16056 y^ — EU (post free 34d.), from Messrs. Wyman & Sons, Fetter Lane, 
LE 8 tt Й , LE , „ы. 
» Japan Be tm 4,000 15,000 + 11,000 UNION OF SOUTH AFRICA.—Instructions have recently 
» Other countries... 15,000 33,000* + 18,000 pen issued М е үрп CU шш in ror E 
the invoices of goods for importation into the Union, and Ше 
Total. 243,000 116,000 — 127,000 necessity of clearly distinguishing thereon the home con- 
.* Holland $18,000. sumption prices from the export prices of the goods. 
ге; Уи оо 7 of Eie 26 9 xi eae ot goo 
d RE. subject to valorem duty in the Union sha e taken to 
| IMPORTS INTO PENANG. be the “true current value” for home consumption in the 
Electrical machinery.— open market of similar goods in the principal markets of the 
From United Kingdom 128,000 44,000 — 84,000 country from which, and at the time at which, the goods 
» Germany ds ve 20,000 — — 20,000 were imported, including carriage to the port. of shipment 
».. Denmark i 5,000 2000 — 3,000 and the cost of packing and packages, but not including 
, Other countries 20,000* 6,000 — 14,000 agent's commission when such commission does not exceed 
5 per cent.; provided that in no case shall the value for pur- 
. Total 173,000 52,000. — 121,000 poses of duty, as above defined, be less than the cost of the 


goods to the importer at the port of shipment. : 

The Commissioner of Customs has. pointed out that a fruit- 
. ful source of trouble in connection with the invoices 18 the 
practice of many suppliers invoicing goods at c.i.f. or f.o.b. 
prices, and making a declaration that these prices are the 
home consumption prices, and then adding a further state- 
ment at the foot of the invoice that these prices include cer- 
tain charges as detailed, for packing, railage, freight, &c. 
Such a declaration is obviously wrong. 

In order to conform to the requirements of the Customs 
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Authorities, H.M. Trade Commissioner in South Africa sug- 

ests that firms should reserve one part of their invoice forms 
or the ordinary “true invoice," and supplement this by a 
statement that the subjoined statement of values and costs 
is accurately given in conformity with the requirements of 
ihe Union Customs Tariff :— 


1. Home market value ... Ta ы: .. d$ 
Less home trade discounts 


Net value is "T я A m JE E. 
Packing "m > i bs bet Е ow 
Railage EDS sa -" TR 
Shipping charges : 

Total " = ae = e. Ot 


2. Actual cost of goods at port of shipment to importer in 
South Africa (i.e., actual f.o.b. cost). 


BASUTOLAND, BECHUANALAND PROTECTORATE, 
AND SWAZILAND.—Proclamations dated August 14th pro- 
vide for the introduction of amendments in the import duties 
in force similar to those recently made to the Union Customs 
Tarif by Act No. 87 of 1916—see the Review of September 
15th—and have the effect of bringing the Tariffs of these 
Territories into line with the Union Tariff. 


SWEDEN.—Since October 1st the exportation of copper 
ore and nickel ore has been prohibited by the Swedish 
authorities. - i 


FRENCH COLONIES.—Phe provision of the Decree of 
February 94th last, in virtue of which tungsten ore was 
allowed to be exported from French Colonies and Protec- 
torates (other than Tunis and Morocco), without special 
authorisation, when consigned to the United Kingdom, the 
British Dominions, &c., has now been abrogated by a Decree 
of the Minister for. the Colonies. 


TUNIS.—By a Decree dated September. 8th the importa- 
‘tion of various articles of foreign origin, or coming from 
foreign countries, is prohibited. The list of goods is the same 
as that prohibited to be imported into France and Algeria by 
the Decrees of May lith and July 18th. (The full list was 

- printed in the Board of Trade Journal of July 27th and Sep- 
tember 14th). The prohibition is, however, not to apply to 
‘goods which are proved to have been dispatched to Tunis, 
vor declared for warehousing in that country, prior to the 
date of publication of the Decree (September 16th). Relaxa- 
‘tions of the prohibition may, as an exceptional measure, be 
authorised under conditions to be fixed by the Tunisian 
Director-General of Finance. Applications for import licences 


где be addressed by Tunisian importers to the local authori- 
les. : 


OHTLE.—A translation of the New Customa Tariff Law, to 
which reference was made in the REVIEW of August 18th, has 
recently been issued as a Parliamentary Return (Сд. 8,864], 
copies of which may be purchased (price 1s. ex postage).from 
the usual sale agents for Government publications. In addi- 


lion to the translation of the new Law, a translation is in- 


cluded of a series of general rules respecting the application 
of the Tariff. 


ey 
— Ы 


NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED). 


Compiled реч for this journal by Messrs. W. P. Тномрвон & Co, 
lectrica 


Patent Agents, 285, High Holborn, Lond W.C. d at 
Liverpool and Bradford. 5 is DNE 


14,658. '' Electric cables and electric protection schemes." F. B.-W i 
October 16th. p as 


14,660. “ Sparking plugs." M. Favero & H. J. BLawcn. October 16th. 


14,663. “ Sparking plugs." А. E. Tonks, Tonks & Sons, С. W. Tonka, 
Ж. Tonks, G. A. Tonks. October 16th. 


14,666. ‘Telephones.’ S. Simpson, October 16th. 
14,670. *' Electrical continuous-ringin Ship's telegraph al .U СА, А 
Всотн. October 16th. SCENE idu dias 5, 


14,000. "' Electrolysing apparatus." В. J. J. Мишин & Tug U 
‚©хускм Co, October 16th. Р J.J E UNIVERSAL 


14,699, “ Electric welding." S. Z. pg FERRANTI. October 16th. 


14,703. “ Combined electric lampholder and movable-jointed bracket." | 
„С. Салве. October 16th. Р e-join racke! H 


14,717. *' Therapeutic electrical chair." W, Buttock. October 17th. 


14,721. '' Improving voltage regulations in alternating-current sub-stations, 
feeders, rotary converters, &c."' A. M. Tavlor. October 17th. 


14,739, “ Variable ma netic-o d reaction-coil electri i it." . E. 
ASKE. October 17th. в ppose Ч il electric circu 1 


14,745. “ Apparatus for electrocuting animals.” 
F^irnorut. tober 17th. 


14,767. “ Vacuum-type inverted converters." British Westincnouse EL&C- 
тис & Manuracturinc Co. October 17th. (U.S.A., November 29th, 1915.) 
14,768. ''Separators for electric batteries." О. OLDHAM. October 17th. 


14,784. “ Bayonet cap switch lam holder for electric lamps.” P. J. Mornis. 
October 18th. i Р Е : 


14,807. ''Sparking plugs for internal-combustion engines." H, W. F. 
TrrLAND. October 18th. | i 


14,812. “ Electrodes for secondary batteries." E. Н. NAYLOR & S. F. Tyer. 
October 1861. 


oo “ Miners’, &c., electric battery lamps." F. J, TuRQUAND. October 
t 


A. D. Crarxg & E. С. 


14,825. “ Voltage or intensity regulators." A. J. Jun. October 18th. 
14,827. “ Securing internal-combustion engine sparking plugs." Si W. 
BrrpwomE & T. C. W. PULLINGSR. October 18th 


October 21st. (France, June 9th, 1 14.) 


5,673. 
[101,595.] 


i 


14,842. '' Electrical apparatus controlled from a distance." М 
CaRRIAGE, Wacon & FINANCE Co., D. К. Morris, W. P. Тито LN E 
WiLsON. October 19th. im б, 


14,849. ‘Gland for passing electric cables through bulkhead E 
J. H. Coru. October 19th. Е S or decks. 


14,859. “ Electricity multicore cable dividing boxes or apparatus,” R. W 
Buapes лмо Tue BRITISH INsuLaTED & HxLsBy Castes, Lrp. October 19th, ` 


14,886. '' Dynamo-electric machines." А H. Мірону & C. A. VANDERVIL, 
October 19th. 


14,927. ‘ Electrical cut-outs and distributing boards.” R. W. Bu. Octo 
ber 20th. 


14,930. ‘Controlling clectric arcs." 
(U.S.A., October 20th, 1915.) 


14,946. '' Magnets for magneto-electric machines.” G. F. Cookz. October 
th 


D. F. Comstock. October 90th. 


14,949. '' Transmitting apparatus for electric signalling." 5, Ourumm, 
October 20th. 


14,957. '' Electric relays." S. OuLiANINE, October 20th. 


14,960. '* Automatically-controlled relay commutators." 
October 20th. è 


14,975. “ Conductive hearths for electric furnaces.” H. Етсниыз & Н.А, 
Graves. October 17th. 


14,983. “ Electrical signalling systems." А. W. SHARMAN. October 91st. 


15,007. “ Electric motor controllers, &c." J. ANDERSON & С. Eutsox, 
October 21st. | 


15,008. “ Apparatus for cegulatin 


S. Осцяри, 


voltage of dynamos." A. J. Jum, 


15,009. *' Apparatus for ЖЕТ voltage of dynamos." A. J. Јоши, 
October 21st. (France, June 16th, 914.) t 
15,010. “ Apparatus for regulating voltage of dynamos." А, J. Јоши. 


October 21st. (France, July 28th, 1914.) 


as « 


лла ыс sy 


PUBLISHED SPECIFICATIONS. 


2915. 


18,568. MEANS FOR MINIMISING SPARKING AT BREAK OF A CIRCUIT CONTAINING 
INDUCTANCE AND Capacity iN Sers. Т. F. Wall. September 24th, 


13,806. Evectric Betts AND THE LIKE. В. E. Н. Lovelace, C. E. Ford and 


-Edison & Swan United Electric Light Co. September 28th. 


13,904. HIGH-FREQUENCY DyNAMO-ELECTRIC MACHINES. British Thomson- 
Houston Co., Ltd. (General Electric Co., U.S.A.). September 30th. 

13,912. ELECTRO-MAGNETIC POWER TRANSMISSION Apparatus, A. Н. Neuland. 
September 30th. | B 


14,047. SAFETY ATTACHMENT FOR SYNCHRONISERS. P. E. Means. October 
4th 


14,160. Dvwawo-ELECTRIC MacHiNES. A. H. Neuland. October 6th. 

14,216. DYNAMO-ELECTRIC MACHINES OF тив COMMUTATOR ТҮРЕ, M. Walker. 
October 7th. | 

14,232. PORTABLE TELEPHONE AND TELEGRAPH INSTRUMENTS. International 
Electric Co., Ltd., and R. G. le Noir. October 7th. . 

14,233. 'TELEPHONES. International Electric Co., Ltd., and R. С, le Noir. 
October 7th. 

14,650. ALTERNATING-CURRENT ELECTRIC MOTORS. J. G. Shaw, C. R. Shaw 
and Н. С. Sharp. October 16th. 

15,143. Pressure Diz For INsuLArOR Pressinc Mourps. Р. Simonsen. 
October 26th. (November 17th, 1914.) : 

16,721. Vetictes. British Thomson-Houston Co. (General Electric Co., 
U.S.A.). November 96th. Se sat ita Nae 

17,533. ELECTRICAL Inpicatinc Devices TO BE USED ON TAXI ND ` 
LIKR. H. Richardson: & Н. E. Gill. December 15th. (Cognate application, 
6,095/16. 

г. Systems or Егвствіс WzLpiNG. D. Н. Wilson, J. M. Andersen and 
K L. Curtis. December 81st. (December Sist, 1914, U.S.A.) 


1916. "M 

The numbers in brackets are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. А 

894. Current LiwirERS ов Ecectric INTERRUPTERS, К. Pettersen. Janu 
агу 30th, 1915. [100,048 | ze : 

4,413. Exgctric FLASH-LAMP ArTACHMENTS. T. Y. Unwin & British Ever 
Ready Co. March 24th. [101,585.] , 

5,240. SPARKING PLUos. А. E. Lamkin. April 10th. [101,592.] pu 
Ranwav SIGNALLING Аррлкатоѕ. J. P. O'Donnell. April 18th, 191% 


6,735. mn Cais. С. Churchill & Co. and E. Geeraerd. May 
llth, 1916. [101,598. 

7,347. Means ror Eartuinc ELECTRIC Сочоосток Compurrs. G. Rushton 
and 1. R. Lacy. May 23rd, 1916. (101,604.] vies 

8,521. FITTINGS FOR rut ү or. Evzctric INCANDESSCEAT 
J. Harrington. June 16th. [101,607. ; 

8,577. Ratway SIGNALLING Apparatus. J. P. O'Donnell & Н. S. Knor 
June 17th, 1916. (Addition to 8,328/15.) [101,608.) ë 

8,698. METHOD AND APPARATUS POR VARYING THB PRESSURE с =й 
MAGNETICALLY-OPERATED C ДО. у тине Akt. Ges. 
Boveri et Cie. June 25th, 1915. ‚7198. 5 t 

9,745. ELzcrRIC CourLwGs.  Allmanna Svenska Elektriska Aktiebolage 
July 21st, 1915. [100,948.] | 

10,554. Exectric Савік Joint Boxes. С. Vernier. поза Ru 

11,658. MEANS FOR TELEPHONIC COMMUNICATION TO AND FR qt, 
WAY TRAINS AND THE LIKE. V. G. Werner & K. H. Warívinge. August 
1915. (101,943) = 


<= 


dent 
British Trade with Canada.—The Ottawa em ap. 
of the Morning Post states that Mr. O'Hara, Deputy 
Commerce for the Dominion, giving evidence at the i coda was 
Royal Commission, said that the sale of British-made one сй 
not pushed with sufficient vigour in Canada, pre ntage of 
exporters advertised widely, besides having the 1 pes er the 
reports as to trade openings for American goods Сш 
Dominion. Не suggested that the British Trade METTE 
service should be extended throughout Canada, кран шеп 
being appointed in all the large centres. Further, he E © 
that the sister Dominions should also send trade agents 
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MOULDED INSULATORS | CHURTON œ 


Of а! Descriptions. 


LITHOLITE, Ltd., 


65-67, Hackney Grove, London, N.E. 


AIR COMPRESSORS 
& VAC. PUMPS, 
Desiccators 
Pumps & 

Impregnators. 


25, Victoria St., Westminster. 


‘TINNING FURNACE 


(Hall's Patents). 


UNIFORM CONTROL OF TEMPERATURE 


For oe Wire and Dipping. 
Easy payments arranged in special cases. 


Monometer Manufacturing Co., Ltd., 
ASTON, BIRM'NGHAM. 


BROOK 
MOTORS. 


Bee Advertisement, Sup. 42. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


-Manufacturing Electrical Engineers and 
Government Contractors, 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 
TAYLOR & CO. 
MICA & MICANITE 


INSULATION. 


TELEPHONE :—CENTRAL 4575. 
40, HATTON GARDEN, LONDON, E.C. 


EVERY DESCRIPTION OF 


SMALL TURNED PARTS and CASTINGS 
for ELECTRICAL ENGINEERS. 


A. MORTON, 
6, Tenby Street North, Birmingham. 


nr PoLve** 
$ MOTORS. 


T, HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LEEDS. . 


LIFTS and - - - 
TRANSPORTERS. 


Wm. WADSWORTH & SONS, LTD., 
BOLTON. 


“ EMPIRE” 
AUTOMATIC CONTROL 


Shell Presses, Compressor, Machine Tools. 


ELECTRIC CONTROL, OL, LIMITED, GLASGOW 


WESTERN-ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH. LONDON, E. 


TELEPHONES & CABLES, 


See Advertisement last week, Sup. 24, 


CONNOLLY BROS., Ltd., 


for 
WIRES AND CABLES. 


gee Advertisement this week, p. iii, 


WHITE 
Electrical Instrument Co. 


2, 4, & 6. GLOUCESTER ST., 


lenceria ia LONDON, E.C. 
‘Phone: 
. City, 8660. 


стари, London. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS, DYNAMOS, 
SWITCHGEAR. ` 


INSULATING 
=- BEADS -- 


Immediate Delivery. 


HOLDER-HARRIDEN LTD. Ps, EC. 


Delivery from Stock up to ! 60 H.P. 


CABLES AND WIRES. 
SWITCHBOARDS. 
АВС LAMPS. 


JOHNSON & PHILLIPS, | Т, 


CHARLTON, LONDON, S. E 
Better than Rabber, Leather and Gutta-Percha 


DERMATINE CO., Ltd., 
Neate St.. London, S.E. 


LARGE STOCK KEPT FOR QUICK DELIVERY 


SHUNT REGULATORS, 


MJTOR STARTERS and all classes of Resistance Work. 


The SOLENOID REGULATOR 60.722777: 
BIRMINGHAM "solenoid, Birmingham. 


PIERCING. 


Telephone: 
Midland 532. 


BLANKS. 


HAROLD, HARLEY & Со., ' $ 
Harley Works, Beckton Road, 
London, E.  'Phone: East 1800. e 


STONE'S ELECTRICAL INSTALLATIONS 


for RAILWAY CARRIAGES. - 


50,000 COACHES EQUIPPED ALL OVER 
THE WORLD. 


J STONE & COMPANY, Ltd., 
Deptford, London. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 


LONDON, E. Grams: 
“í Fulmen, Step, London." 


“Phone: 
EAST 4157. 


PATENT 
Alumino Thermic Welding Process. 


VICTORIA . 
DYNAMO & 
MOTOR 
uon CO., 


Send for Stock List of Motors ready for delivery. 


INGLEBY & CO., 


CRAVEN n2USE, 


ELLAND ROAD, +19. 
MOTORS LEEDS. 
FOR DIRECT AND 
Tel. 378 


ALTERNATING CURRENT 


Advertisement Index, see page xxiv. 
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Has given 
Universal 
Satisfaction, 


2 


Low Price, 
Robust, 
Cheery, 

Economical. 


EDISON SWAN 
ELECTRIC CO., LTD., 


PONDER'S END 
MIDDLESEX, 


"PHONE: 520 ENFIELD, 


~: Write for List E (Fires and Cookers) 
to Sole Manufacturers : 


THE ARORA CO., Loughborough. 


VULCANISED INDIA-RUBBER 


CABLE 


DELIVERIES FROM STOCK. 
ALSO SWITCHGEAR, STARTERS, INSTRUMENTS, ЕТО. - 


| . & pur, HEAD OFFICE: ST. THOMAS STREET, LONDON, S.E. 
WM. REIP EL & t „GABLE WORKS: WEMBLEY, LONDON. 


BASTIAN METERS 


FOR DIRECT CURRENT ONLY. 
ALF GRAHAME, C°, Maie In ENGLAND with BRITISH CAPITAL & BRITISH LABOUR. 


bY Buy the cheapest and most eficient meter on the market from : 
THEBRITISH-RDMIRRLTY: Ltd., 


DING-STEAMSHIPLINES -447¢- Bartholomew Works, Kentish Town, N.W. 


їп Sheets, Rods, Tubes, and Special Shapes. A 
Horn Fibre, Diamond Insulation Press Board, Fuller Baa! 4 


DIAMOND STATE FIBRE GO., ьт. ou sr. 10 
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LINKING-UP AND WAYLEAVES. 


Еком time to time we have drawn attention to the 
great importance of the wayleave problem to the 
development of electricity supply in this country— 
a problem which, at all times thorny and difficult, 
has lately become of the greatest urgency in view 
of the national movement towards the linking-up of 
isolated electricity supply undertakings. It is one 
of the undesirable results of our highly complex 
civilisation that the.rights of ownership of land in 
this old country, which formerly were properly 
regarded as held in trust for the community to 
which they really belong, in course of time have 
become entirely vested in the individual, who can 
dispose of them as he thinks fit; and unfortunately, 


only too often he is inclined to fix an outrageously . 


exorbitant price upon the very moderate concession 
of the right to carry electric cables across his pro- 
perty, through the air or in the subsoil, although 
the loss of user or the inconvenience to which he 
is subjected by their presence is infinitesimal. And 
this is true, whether the owner be a private person, 
a public company, or even—save the mark !—a local 
authority. Moreover, the victims of this grasping 
policy are not only ‘‘ limited companies," which are 
so commonly regarded as fair game for plunder, but 
include also individuals and public bodies. · The 
extortion thus attempted is usually a manifestation 
of greed combined with utter indifference to the 
public welfare. One can understand the position of 
an owner who, for esthetic reasons, flatly forbids 
the suspension of wires over a picturesque tract of 
country which he claims as his property; but the 
attitude of the ordinary extortioner is merely con- 
temptible, and frequently involves the unfortunate 
supply undertaking in heavy and unjustifiable ex- 
pense to circumvent the obstacle. 

From these conditions there appears to be but one 
avenue of escape—the power of Parliament, as the 
representative of the State, in which all ownership 
is ultimately vested, t6 override the eccentricities 
of the private owner, either by granting compul- 
sory wayleaves or by compelling the owner to sub- 
mit to arbitration and to accept a fair return for 
the small concession involved. Only by a quick 
and easy procedure at small cost can the due deve- 
lopment of electricity supply in sparsely populated 
districts, and the linking-up of neighbouring supply 
systems, be brought about, and now is tlie time for 
the electrical industry to bestir itself with this end 
in view. The opportunity is particularly favourable 
in view of the declared intention of the Board of 


Trade to back up the supply undertakers in the . 


individual rights and privileges under war condi- 
tions, and the national demand for economy and 
industrial reform. In view of the great importance 
o! the subject we commend to the notice of our 
readers the article on ‘‘ Wayleaves’’ printed else- 
hee in this issue, the writer of which isnot only 
* an interested onlooker," but is also intimately 
acquainted with the situation and its needs. As he 
points out, “ it is essential to the electricity supply 
authorities that simplicity of procedure, combined 
with speed and a definite time-limit, should be 
secured." Our contributor outlines a course of pro- 
cedure calculated to attain these ends, and the time 
is ripe for action on the part of the Institution, 
which has already recommended the formation of a 
Government tribunal.to control the supply of elec- 


direction та pr the general weakening of 
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tricity, to which the necessary powers might be 
given. This would be preferable to placing the 
matter in the hands of the Board of Trade, which 
is already overburdened with powers and duties of 
the most diverse and, possibly, incongruous descrip- 
tions. Surely it is high time that the various 
branches of Government departments which at pre- 
sent deal with electrical matters were brought to- 
ether as a single organisation under one head; the 
distribution of Messrs. Trotter, Ram, Nelson, and 
other officials amongst the different departments is 
adverse to the attainment of the highest efficiency, 
and though these gentlemen, thanks to their per- 
sonal qualities, have hitherto succeeded in co- 
operating harmoniously and effectively, we cannot 
doubt that their more intimate association would 
tend to the welfare of the electrical industries. 


` 


DUBLIN'S ELECTRICITY .SUPPLY. 


THE fact that all was not well with the electricity 
supply undertaking of the City of Dublin was not 
unknown to anyone acquainted with the history of 
its constitution, equipment, and administration; our 
own columns have borne testimony to the troubles 
with which it has been beset, when from time to 
time the curtain has been partially raised and a 
glimpse of the inner working of the department has 
been obtained. But who, outside the staff itself, 
could have surmised that its affairs were in so un- 
happy a condition as it revealed by the remarkable 
report of Mr. P. W. d'Alton, of which we give the 
gist elsewhere in this issue? 

That serious defects in the administration of the 
undertaking were suspected or known to exist was 
clearly shown by the action of the City Council, in 
appointing a Special Committee in April, 1915, to 
inquire into the conduct of its affairs; and the 
Committee was fortunate in its choice of an expert 
to carry out the exhaustive inquiries that were neces- 
загу, and to advise it as to the best course to pursue 
in order to remedy such diseases as he might 
diagnose. Few men in this country can have had a 
more varied or comprehensive experience in the 
erection and management of steam and electrical 
plant than Mr. P. W. d'Alton, who, moreover, pos- 
sesses the quality, invaluable in dealing with Irish- 
men, of being of that nationality himself and able to 
understand the temperamental peculiarities of his 
fellow-countrymen. His verdict may be accepted 
without hesitation. 

The report possesses two distinct aspects, largely 
independent of one another: it deals on the one 
hand with.the actions of the City Council and its 
committees, and on the other with the work of the 
technical staff. That the former were influenced 
only to a moderate extent by the advice of the staff, 
and were sometimes decided upon in direct opposi- 
tion to the views of the engineers, is shown by the 
report, and is also known from the histoty of the 
undertaking. We may especially draw attention to 
the following incidents: the determination of the 
Council to adopt the Pigeon-House Fort site for the 
power station in 1899, in spite of advice to the con- 
trary and of its obvious disadvantages, together 
with the refusal of the Council to rectify its error 
tt 1011, when an admirable opportunity offered to 
build a new station in a more favourable position: 
and the persistent placing of the contract for coal in 
the hands of one firm, at a price which, Mr. d'Alton 
says, is very high. It is difficult to conceive of cir- 
cumstances which could justify such actions, but it 
is only too easy to imagine cogent reasons for them. 

As for the technical staff of the department, which 
appears to be somewhat over-manned—for which 
the Council and not the engineers are responsible— 
it is difficult to account for its methods of operation, 


except on the basis that economy was a secondary 
consideration. Apparently the regular practice has 
been to run the most extravagant plant in 
the station as much as possible, and to use 
the modern economical boilers and turbines only on 
the peaks! How anyone can hope to justify so 
extraordinary a system of procedure we cannot 
imagine. No better method could be devised if the 
object were to consume as much coal as possible. 

It will be observed that Mr, d’Alton adversely 
criticises the system of dual control which obtains 
at Dublin; in this we cordially agree with him. We 
have repeatedly urged in these columns that if the 
best results are to be obtained from a commercial 
enterprise such as public electricity supply, ‘it is 
essential, first, to select an able man as engineer and 
manager, and secondly, to give him a free hand, 
with full authority over his subordinates. We be- 
lieve we are correct in saying that Mr. Mark Ruddle. 
the city electrical engineer, has never been given 
a free hand; his recommendations have been de- 


.liberately ignored by the Council, and he has not 


even been permitted to select his own staff, still less 
to dismiss those whom he found unsatisfactory. А 
committee should never attempt to run a depart- 
ment; its function is to see that the department is 
properly conducted by the manager whom it appoints 
for the purpose, and it should never on any consider- 
ation act behind his back or undermine his authority. 
In this instance we believe the Electricity Supply 
Committee is not to blame so much as the Council, 
which has repeatedly flouted the Committee's advice 
when the latter supported the engineer.: In pass- 
ing, we may point out that though Mr. Ruddle has 
for many years carried out all new construction, 
thus saving the cost of a consulting engineers 
advice, he has never been awarded a farthing by 
way of remuneration for his special services. 
Since writing the foregoing comments, we are 
glad to see that the Committee, by a majority of 
eight to one, has recommended the Council to 
invite Mr. d'Alton to take entire charge of the 
undertaking for a period of three years—the only 
course that offers a reasonable prospect of restoring 
prosperity to the undertaking. Of course there 1 


. another side to the question—will so busy a man 


as Mr. d'Alton, with his manifold | professional 
engagements, including important functions in the 
service of the State, find it compatible with his own 
interests and those of his other clients to devote 
the whole of his time and energy to the service of 
Dublin City? It seems, to say the least, unlikely; 
but possibly some middle course may be found, 
which will enable him to supervise. the reorgantsa- 
tion of the undertaking and to place it on a new 
basis without serious interference with his activities 
in other directions. Another question that arises " 
whether he, or any other eminent engineer, WOU 
care to take the risks involved in the attempt 
pull the undertaking out of the difficulties 1n үш 
it is entangled, at a time when the local and nanon 
circumstances are so unfavourable to a success u 
result. However, that is a matter for Mr. d ote 
to decide, and we hope that he will find it possible 
to come to the rescue of this ill-starred under- 
taking. 


To eliminate German ownership 
from businesses in England during 
Purchase the war is of the utmost S 
A.E.G. Interests. ance, but in the interests © 
British trade after the war it ls 
most essential that such ownership should be n 
ferred to British concerns which are not ое; 
above any suspicion of having enemy connectlor : 
but are best fitted by experience and in other M A 
to derive the fullest possible industrial ааа | 
from whatever they take over. We feel, there E 
that the British electrical industry should find occ 
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sion for self-congratulation in the announcement 
which is reprinted in our “Маг Items" to-day con- 
cerning the taking over of the British staff, stock, 
trading connections and records, also the ‘‘ good- 
,will " of the A. E.G. Electric Co., Ltd., from the Con- 
troller appointed by the Board of Trade, bv Messrs. 
Dick, Kerr & Co., Ltd. The activities of this parti- 
cular A.E.G. branch were very. extensive in the 
carrying out of what is best understood as indus- 
trial installation work, such as colliery, shipbuild- 
ing, and works equipments,'a department of the in- 
dustry in which it was possible for Continental manu- 
factures to be introduced without receiving the 
same publicity as municipal contracts involved. 

Messrs. Dick, Kerr & Co. have had a wide ex- 
perience of work of this kind, and are pre-emi- 
nently suited to complete the contracts which were 
in the hands of the A.E.G. interests. 
staff of the latter will no doubt gladly welcome the 
change-over to purely-British employment, and, if 
we mistake not, their past experience and the busi- 
ness records of one kind and another that pass over 
with the “ goodwill"' will be of considerable value 
in the new owners' future trading and contracting 
operations. No questions relating {о patents arise 
in connection with the transaction, as this parti- 
cular A.E.G. concern was purely a contracting 
company. It is a moot point what is the value of 
the goodwill of a German company ordered to be 
wound up under the Trading with the Enemy 
Amendment Act. Such value varies according to the 
character of a business, and the mind of its valuer, 
in normal times; the profits, past and reasonably 
prospective, are really the only true criterion. That 
being so, what are the prospective profits of any 
A.E.G. company in the British Empire? If senti- 
ment be a controlling factor, profits and goodwill 
will be very negligible quantities for some time. 
But the matter of winding up companies under the 
Trading with the Enemy Acts seems to be a very 
complex one, and if it be correct that winding ар 
in such cases does not necessarily mean liquidation, 
then the Acts hardly seem to carry the matter as 
far as national sentiment desires. | Nothing would 
please the enemy better than to feel that in spite 
of all our attempts to extirpate his influence from 
our industries, the way was, for want of firmness 
on our part, left open for an early resumption of 
his activities. The action of Messrs. Dick, Kerr 
and Co. in making this purchase is an indication 
that some of our firms recognise that the present 
situation demands appropriate individual initiative 
from within in organising the industry, and that too 
much dependence must not be placed on measures 
which the Government may introduce. 


ORGANISATION is not generally 
considered to be a predominant 
characteristic of the British race. 
| Rather have we allowed the Prus- 
sians to claim unchallenged the palm for that 
accomplishment. This being so, it was with pleased 
surprise, that one read in Mr. Gribble's articles 
describing his experiences in Ruhleben Camp of 
the amazement of the Germans at the genius for 
organisation which the interned prisoners had 
shown. 
organised themselves into a self-contained, self- 
gcverned community that the Germans were forced 
to express their astonishment and admiration, and 
to remark that, under similar conditions, they them- 
selves would have been as helpless as babies. 

The explanation of this seeming paradox would 
appear to be that, owing to a long period of mili- 
tary dominance, the Germans are now very amen- 
able to discipline, or compulsory co-operation, 
whilst the British, with their love of freedom from 
restraint, resent any. form of interference with their 
liberty of action, but will voluntarily co-operate for 


N.E.C.A. 
Activities. 


The British : 


From a state of chaos, they so quickly: 


common objects when the necessity or advantages 
of such co-operation are appreciated. It is largely 


. because of this difference in national characteristics, 


` and on account of the necessity of a prolonged 


period of education before the benefits of co-operat- 
ing for the attainment of improved conditions are 
appreciated, that associations of contractors, manu- 
facturers, &c., take so long in this country to be- 
come firmly established, and to attract sufficient 
members to justify an association in claiming for 
itself that it is representative of any particular sec- 
tion of industry. 

The National Electrical Contractors’ Association. 
for example, has now been in existence for over 15 
years, yet it could not be claimed either from the 
рсїпї of view of numbers or the amount of capital 
represented, that it is anything like representative 
of the whole electrical contracting industry of this 
country. There is still a very great amount of mis- 
sionary work to be done before the great majority 
of electrical contractors become educated up to the 
idea that unity is strength, and that results may be 
achieved by co-operative effort which are impossible 
to the individual. | 

Among the objects of industrial associations аге 
the raising of the status of their members, the im- 
provement of the standard of work, the elimination 
of questionable practices, the obtaining of better 
prices, and so on. By far the most attractive of the 
objects are those which aim at improved financial 
conditions, and success in this direction generally 
outweighs, in the opinion of the majority, all other · 
advantages. Thus we gather from a recent issue of 
The Electrical Contractor that the value of the 
E.C.A. cable rebate is appreciated far more highly 
than “the other less tangible, but (in the Editor's 
opinion) far more valuable assets derived from 
membership." 

It was possibly with this knowledge, and with the 
object of enlarging its powers in the direction of 
developing the financial side of the Association, that 
it has now blossomed out into the N.E.C.T.A.. 
Ltd. The formation of the limited company was 
necessary in order to put into force the Guarantecd 
Work scheme of the Association, as, according to 
its Charter of Incorporation, the Association was 
prohibited from doing any act which would give to 
its own members advantages not possessed by con- 
tractors outside its membership. 

By the Guarantee of Work scheme customers will 
be indemnified against faulty or defective installa- 
tions, and the Association will have power to compel 
members to “ таке good," should an installation 
be proved to be defective. The scheme 15 not 
exactly an insurance scheme, as no premium 15 pay- 
able; it is. in effect; an agreement between the Asso- 
ciation and the individual members that work proved 
to be defective shall be put right by the original con- 
tractor free of expense to the customer ог, fail- 
ing compliance, at the expense of the Association. 

Now that the limited company has been formed, 
no doubt many other directions will open for its 
activities, such as the negotiation of trading treaties 
with other associations, by which.members only will - 
benefit; trading arrangements with supply authori- 
ties; the handling in bulk of employers' liability 
and other insurance matters; collective buying and 
distribution of goods; the organisation of exhibi- 
tions and co-operative showrooms, and so on. 

We should like to see among the leading items 
in its programme the formulation of a definite and 
satisfactory form of apprenticeship, coupled with a 
final test examination, which shall confer as deñ- 
nite a status on electrical wiremen as is now pos- 
sessed by the “ registered plumber." Now that the 
Association is in touch with the City and Guilds of 
London Institute this is a matter which should not 
be difficult to bring to a satisfactory isSue. We 
shall follow with increasing interest the develop- 
ment of the Association's useful work. 
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THE SUCCESSFUL MANAGER. 
[COMMUNICATED. ] 


It is the American advertiser who has started appealing to 
that desire possessed by multitudes of rising to the top of 
the tree. The advertisement generally runs down the idea of 
working at a bench or behind a counter, and represents the 
‘man who goes in for the course of training advocated as 
sitting at a desk on which stands a portable telephone, 
laying down the law to some servile looking workman. We 
have heard a lot lately about “ the will to power,” and the 
Germans have shown us plenty of illustrations of that 
determination to be efficient which merits success. 

A love of work and a determined character will fit a man 
to be made a foreman. 

To these add a good education and technical ability, and 
one is fitted to be in charge of a department. 

To the above add commercial ability and as many of the 
qualities enumerated below as possible, and any position is 
attainable. 

The following catalogue of talents, natural and acquired, 
is chosen as suitable for a man occupying a very responsible 
position, and in charge of large number of men. 

A superior quality of character and intellect are neces- 
sary. This will give a natural leadership over the average 
man. A sense of superiority will give a manager con- 
fidence. He will feel his dignity, and be proud of his 
position, and there is no harm if he is slightly puffed up 
with a sense of his own importance, provided he does not 
carry it too far, and suffer from swelled head. This would 
make him ridiculous, and no one in authority can afford to 
have those under him sniggering at him behind his back. 
His character and abilities must be such as to command 
their respect. 

To be too intellectual is not desirable.. Such a man is 
apt to look too far ahead for the best method, quite for- 


` getting that it is the common-sense, practical method, 


adopted quickly, that is wanted. A very intellectual man 
is apt to become a recluse, a student of books rather than 
of human nature, and while such tastes may benefit a pro- 
fessional man, what we are considering is the best type of 
man to manage other men. It is better for a manager to 
leave the study of technical details to an assistant, whose 
duty must be to keep him informed of new improvements, 
and where to get the best information quickly. A strong 
will is absolutely hecessary, and also the ability to put up a 
good fight if required. ^ A peace-at-any-price man will 


always be imposed оп. A reputation for being able to hit 


hard, and keep it up, will prevent other firms or employés 
from interfering in à manager's projects without good cause, 
A continual fighting attitude is, of course, bad. It will 
repel any thought of offering help from other managers, 
and drive away good assistants. The employé must feel 
that the manager's interests and his own are similar, if 
not identical, to ensure satisfactory and hagmonious work- 
ing. Firmness without despotism and the insistence 
of orders being carried out is What is wanted. The 
willingness to accept responsibility must go with a strong 
will. Unless he has this pluck a manager will be afraid to 
take any risks for fear of a venture turning out badly. Big 
Successes are mostly obtained through taking risks. There 
is the strong temptation to throw the blame on a subordinate 
for an unsuccessful venture, To blame when the failure 
ів due to the subordinate disobeying orders or showing lack 
of skill is just, but if this is not the case it is bad policy. 
If done repeatedly the best of the assistants will either 
leave to obtain fairer treatment or refuse to take an interest 
in their work, 

A magnetic personality is a gift which is invaluable in 
dealing with directors, committees, or employés, If one is 
deficient in this respect a persuasive eloquence must be 
attained to take its place. The art of speaking well and in 
such a manner as to convince your hearer that your desires 
or plans of action are the correct thing and what should be 
carried out, is worth а good deal in business, The person 
may realise afterwards that you are wrong, but meanwhile 
he has agreed to what you want. 

mean, petty spirit is to be avoided, The minute 


attention to details will probably result in the firm saving 
pence and losing pounds. It is right and proper that the 
rank and file should exercise economy in the use of material, 
but the seeing that they do so should be left to an assistant, 
and only occasionally receive the attention of the manager, 
The fidgeting over trifles irritates the staff and prevents the 
manager attending to the big things in business life. He 
should not suffer from a chronic bad temper, or be perpetually 
on the go. The former will breed indifference amongst 
the employés, whilst the latter gives him no time for the 
quiet planning which is necessary. Both are Signs of 
nervous tension which should be improved either by a 
holiday or by a changed method of living. A manager. 
must have a “ thick skin." A sensitive man who is hurt 
by pin-pricks is по good for a high position. The higher 
the position the more one is subject to attacks, and to be 
badly affected by them impairs one’s efficiency. 

A good memory ig a valuable asset, and anyone may 
make considerable improvements with or without the use of 
any special system. Thought control is a great help to 
efficiency. It gives one the power to exclude all other 
matters except the one requiring immediate attention, and 
when away from business to forget all about it, thus giving 
the mind a necessary rest. 

Nothing absolutely ideal is to be expected in this world, 
and no man possesses all the qualites that have been 
enumerated. This, however, does not prevent any manager, 
or would-be manager, from glancing through the list, 
noticing something that he is well aware that he is rather 
lacking in, and determining to acquire, as far as possible, this 
aid to efficiency. 
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A LARGE D.C. STATION. 


THE generating station at the Detroit Works of the Ford Motor 
Co. is said to.be the largest purely direot-current station in the 
world, having a maximum rating of 65,000 Kw. at 250 volts, and 
embodies many novel features in design. When complete, it will 
contain 14 reciprocating engines of 6,000 H.P. and one of 4,000 H.P., 
driven by gas and steam, and опе 1,500-H.P. steam engine. These | 
engines are coupled to Crocker- Wheeler generators of 4,000, 2,500, 
and 1,000 kw. respectively, running in parallel on a two-wire system 
at 250 volts, 80 R.P.M. Turbines were not used on account of the 
inadequate water supply ; and the cost of the extra apparatus required 
for А.С. transmission was considered to balance the cost of the 
additional copper for the D.C. system. The installation was 
recently described by the electrical engineer to the company, Mr. 
Fred Allison, in a paper read before the American Institution of 
Electrical Engineers, and abstracted in the Electrical World, from 
which we take the following particulars :— 

The operation of the composite gas-steam sets raises some novel 
points. In the interest of economy, it is desirable that the propor- 
tion of the load on the steam side be held to a minimum, consistent 
with proper governing in response to load variations, as the thermal 
efficiency of the gas side is greater than that of the steam side. 
Since it is almost impossible to make gas of a constant quality, 
the performance of the gas side of a given engine will vary some- 
what according to the quality of the gas, the conditions of the 
igniters, &c. Therefore, if this side of the engine shows unfavour- 
able symptoms, the load of that unit is automatically taken over by 
the steam side. In operating such large units, it is of great 
importance that the watch engineer shall have full control of the 
load on his engine. It will be seen, therefore, that the division of 
the load between units operating in parallel must within certain 
limits be handled between the engines and the switchboard, so that 
the control of the load is handled at the engine. Safety considera- 
tions as to the governing make it desirable that the sudden loss of 
the working load consequent upon the opening of the circuit-breaker 
shall instantly stop the production of power on the gas side. This 
end is attained by interrupting the ignition circuit coincidentally 
with the opening of the circuit-breaker by means of a switch pro- 
vided for that purpose, and functioning with the circuit-breaker. 
Another device controlled by this switch is the gas-throttle control 
magnet, the de-energisation of which results in shutting off the 
gas supply. І 

The generators are of the commutating-pole type, with com- 
pound-wound magnets; the armatures of the 4,000-Kw. machines 
are 15°5 ft. in diameter and carry 13 tons of copper windings each. 
while the-commutator is 9°5 ft. in diameter and contains over two 
tons of copper. m 1 

The brush bus-rings, with the interpoles and field windings, se 
another 14 tons of copper, making in all over 5 tons to eac 
machine. The armature shaft is 34 in. in diameter, and the 
journals are 50 and 60 in. long. itl 

The gas engines are of the two-cylinder 4-cycle type. Mes 
cylinders 42 in. in diameter and a stroke of 72 in. The ыш М 
аге chrome-vanadium-steel forgings 13 in. in diameter and 162 ү 
long. Опе gas engine weighs 250 tons, and has an output o 


Vol. 79. Ко. 2,033, November 106,1916.] THE ELECTRICAL REVIEW. 509 


3,300 H.P. at full load ; it is believed that this is the highest output 
per ton achieved up to the present. Water cooling is applied to the 
cylinders, housings, piston rods, valve boxes. and -main bearings, 
and the water, leaving the engine at about 175° F., is used for boiler 
feed and for the hot water supply to the factory. The exhaust 
gases have a temperature of 1,100* F., and pass through a super- 
heater situated in the steam line between the high and low-pressure 
steam cylinders. Afterwards the exhaust gases pass round the 
steam cylinder jacket, and finally through an economiser before 
discharge to the stack. 

Ignition is provided by a double set of plugs to each cylinder, of 
the make and break type. The ignition leads pass through a 
switch, which is automatically operated when the equaliser switch 


ONE OF THE 6,000-H.P. GAS-STEAM SETS AT THE FORD WORKS., 


is closed, and, as indicated above, provision is made to open the 
ignition circuit if the main circuit-breakers open, thus cutting 
off the power on the gas side, while the governor takes care of the 
steam side. The make and break is effected by electromagnetic 
devices, to which the current is distributed in proper sequence by a 
simple commutating device, the mechanism being so timed that 
when the brush leaves a segment the corresponding igniter is at its 
maximum opening. Excellent results are obtained by this method 
of ignition. 

The steam engines are of double-expansion Corliss-valve design, 
with cylinders in tandem on the piston rod. The diameter of the 
high-pressure cylinder is 36 in..and that of the low is68 in. Thestroke 
is72in. Steam at 700° F. enters the high-pressure cylinder at 180 1b. 
per sq. in. 

The condensing water is cooled with sprays over cooling 
ponds. ; 

Coal bunkers, stokers, and boilers are located on the third floor : 
the boilers are rated at 4,000 H.P. each, and are to be 14 in number, 


consuming 2,000 tons of coal per day of 24 hours, and evaporating — 


22,000 tons of water. 'The second floor is occupied by the main 
steam piping, the vacuum ash-handling mechanism. oil filters 
handling 3,000 gallons per hour, and the exhaust gas economisers. 
The I.T.E. circuit-brenkers are triple-pole and double-throw, con- 
trolling the positive, negative, and equaliser leads, and providing 
connection with either of two sets of bus-bars. They are equipped 
for remote control, but can be closed by hand; overload time- 
limit and reverse-current devices are provided. The poles of the 
circuit-breakers are closed in the order equaliser, positive, and nega- 
tive, interlocking gear being employed to ensure this sequence. 
LT.E. motor-operated field rheostat mechanisms are installed, 
enabling the voltage of all the generators to be regulated from a 
central control board. In view of the importance of putting gene- 
rators in parallel with others already on load without disturbing 
the regulation, where the generators are so large, this operation is 
effected with the aid of ІТ.Е "gyrostatic voltage balance de- 
tectors," which control the circuits of the motors closing the nega- 
tive poles of the incoming generators. The detector consists 
primarily of a pair of switches in series with each other, and con- 
nected in circuit with the motor; the movable members of these 
Switches are controlled by gyrostatic governors mounted upon a ver- 
tical shaft rotated by a motor immediately below it. Whilst in use 
the field winding of this motor is connected across the mains of the 
250-volt control circuit, while its armature is at the same time 
subjected to the potential difference which exists between the 
associated generator and the bus-bars. The direction of rotation of 
this armature depends, therefore, upon whether bus or generator 
voltage predominates, and its speed in either direction depends upon 
the voltage difference. By means of a specially designed clutch 
placed between the motor and the governor shaft, the motion of 
the former is transmitted to the latter only when the direction of 
rotation is that caused by a predominance of generator voltage over 
bus voltage. When rotating in the opposite direction the motor 
runs free. Close to each voltage balance detector is an automatic 
cut-out, which interrupts the motor armature circuit should the 
voltage difference attain such a magnitude as to produce a danger- 
ously high speed of rotation. The lower right hand, or "low- 


speed " contact, is normally open. and the upper, or “ high-speed " 
contact, normally closed. The circnit-breaker, theclosing of which 
this apparatus controls, has three' separate poles, closed in pre- 
determined sequence. The equaliser pole is closed first, and with it 
auxiliary contacts which control the field and armature circuits of 
the gyrostat motor. Before it is called upon to function, the motor 
' has time to assume the speed of rotation corresponding with the 
voltage impressed upon the armature. When the motor armature 
is energised in the direction corresponding to generator voltage pre- 
dominating over bus voltage, the governors, which are under the 
control of calibrated springs, will assume positions corresponding 
with the particular speed of rotation, the action of the governors 
being independent up to a certain speed, beyond which, as the reault 
of links connecting them with a slight lost 
motion, they act as а unit. It has already 
been stated that the rotation of the governors 
only occurs when the direction of voltage 
difference is favourable to paralleling ; when 
the magnitude of this voltage is such as to 
give the governor shaft a certain speed of 
rotation, then the low-speed contact is closed.. 
The minimum voltage difference necessary ‘to 
accomplish this is, in the case of the par- 
ticular apparatus in question, 2 per cent. of 
the normal bus voltage. Should the voltage 
difference, however, amount to 2} per cent. 
or more, the upper, or high-speed contact, is 
opened, 
''he switchboard is 424 ft. in length, and 
consists of 222 marble panels, each equipped 


ampere double-pole double-throw knife switch, 
except a number of panels set apart for 
special purposes. The switchboard cost about 
£80,000, or £200 per foot run. There are 
30 copper conductors from each machine, 
each consisting of a bar 6 in. x } in. : these 
are led to the circuit-breaker panels through 
a special runway, where they are secure 
against interference. Special precautions are 
taken to support these conductors firmly and 
to guard against buckling due to a short- 
circuit. All the copper is run at^a working 
density of 750 amperes per sq. in. About 165 
tons of copper was required for the whole installation. 

The Ford factory has a covered floor space of 474 acres, housing 
8,000 power-driven machines. There are 178 feeders, distributing 
current by cables of 1 sq/ in. section. Provision is made on a rack 
over the top of the machine shops for 90 pairs of 1-in. cable, of 
which 50 pairs have been installed. An elaborate signalling system 


has been provided, including a 200-pair telephone switchboard, ` 


connected with every distributing centre throughout the works, 
and with various points in the generating station. A signal board 
is installed consisting of four panels, each carrying 300 signal 
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lamps, à green lamp showing on the board when a feeder circuit 
is in operation, and a red light when it is not. 

The prime movers were designed and constructed under the 
direction of the Ford Motor Co. 

No information is given regarding the gas supply, but further 
particulars of the boiler plant are given in an article by Mr. J. P. 
Badenhausen in Power. |. <2 

The author states that the problem was to obtain the highest 
possible output from a given volume of boiler-room space. The 


with circuit-breaker, ammeter and 1,000- . 


| 
| 


2a —-.-————— 


үр 


510 THE ELECTRICAL REVIEW. [Yo 79. No. 2,033, NOVEMBER 10, 1916. 


тонална наанаа c JM а 


isting boi was designed with 14 bays, each containing  , and a detachable fuse-carrier which carries the fuse wire and blade 
siis a, ut 4001 gs укмы б (at 50 em cent. over normal contacts. The shield is hollowed out to form the outer wall of the 
load) one Н.Р. per 35°44 cb. ft. of volume ; the large boilers now arc chamber, and scalloped at the sides to form ventilating slots 
being installed are expected to give 4,000 H.P. per bay, or 1 H.P. leading from the arcing chamber (shown in section in fig. 5). The 
per 10'6 cb. ft. representing a saving in cost of buildings of contacts in the base are covered with detachable protective shields, 
£140,000, in addition to the saving in space oceupied. А reduction во that the live parts cannot be touched even when the fuse bridges 


in coal consumption of 14 per cent.,equivalent to £40,000 per annum, are removed ; the contacts themselves are solid brass blocks, 
is also anticipated. [The American " boiler horse-power” represents provided with double set screws which clamp the circuit Wires and 
an evaporation of 34°5 lb. of water per hour from and at 219° F.] ensure a low-resistance contact. „Тһе blade contacts are double and 

The design of these boilers, the largest ever installed in the of ample section, and the fuse wire is fixed under à single washer 


United States, was a difficult problem, involving many studies and and nut at each end. "The arcing cham 


ber is lined with absorbent 
sketches by the author. 


material and the fuse may blow repeatedly without damage. А 


The type considered throughout was the Badenhausen water- special feature is the small number of connections between the 
tube boiler, with various modifications ; the design finally adopted supply cables and the circuit, the fuse being attached directly to 
is illustrated on р. 509. The objects aimed at were as follows :— the bar, as shown in fig. 6, which als 


o illustrates the main cable 
ble to enter from the top or 
case can be made watertight 

fitted with a glass panel if 
but only in one size, whereas 


(1) Minimum floor space. The boiler has a width of 24 ft. and a lug, which is reversible to allow the ca 
depth of 16 ft. at the floor level. (2) Maximum heating surface in the bottom of the board. The outer 
available space. The boiler has 25,000 вч. ft. of heating surface. with а gasket, and the door can be 
(3) Large furnace volume. (4) No soot locks. (5) Continuous un- required. Teak cases are also made, | 
restricted circulation. (6) Accessibility in the sense of permitting the iron cases are made double and triple pole for 2 to 10 ways, 
ingress into the setting, so that every tube and every baffle can be and 10 to 50 amperes, at 600 volts. Simplicity and cheapness are 
touched, cleaned and replaced by human hands. (7) Good support included amongst the merits claimed for this device. 
and suspension. (8) Dry suj rheated steam at any rating. : 

The б жер consists оеп У of the boiler proper with an addi- B.T.H. Instrument Transformers. 
tional feed-water preheating section. Owing to the fact. that the In a recent list (No. 4,591) issued by the BRITISH Тномзох- 
heat is absorbed more rapidly the greater the difference in tempe- Houston Co., LTD., of Rugby, full particulars are given of their 
rature, it is good eng ineering to preheat the feed water at one stage instrument transformers for circuits up to 12,000 volts. 
and ed ae Е оа аа boiler кене it is eva- The range of current transformers includes air, porcelain, com- 
porated. e third an Stage 1s to superheat the steam, il-insulated types in eight different forms for varvi 

Referring to the figure, the water enters drum No. 6, flows down- potu, aud oil-ieuiater type ааны MEN 
wardly in the rear bank and enters the forward bank of tubes con- 
necting drums Nos. 5 and 6. The gases flowing from the preceding 
heating surface touch one half of thetube bank and then the other ; 
and as there is a difference of temperature in each half of the tube 
bank, there is also a positive circulation owing to such difference. 
This gravity circulation in the preheating section is an excellent 
feature. ; 

After the water is heated, it passes through the horizontal tubes 
from drum No. 6 to drum No. 3, then drops down through the ver- 


The stoker is of an extra-heavy Taylor design, the grate surface 
approximating 21 ft. wide x 11 ft. deep. 
Since the first four units were installed, orders have been received 


for three more boilers, all of which will be built in the plant of the 
Badenhausen Co. 


` 


— —————M 
МЕМ ELECTRICAL DEVICES, FITTINGS, Fic. 1.—B.T.H. Current Fia. LET. POTENTIAL 
i TRANSFORMER. RANSTORMER. 
" AND PLANT. 

currents and pressures. All transformers of the same pue pus 
The *Kantark" P загі, form аге interchangeable, апа transformers of the same form bu 
atent Ironclad Fuseboard of different ratios may be interchanged if the instrument is 

THE MIDLAND ELECTRIC MANUFACTURING Co., LTD., of 


Е А re- ] indins ine iform throughout. 

Stafford Works, Barford Street, Birmingham, have introduced a KC RU T Md P cue A Ойрот АЙА 
new type of distributing board under the above title, for which ` current transformer, suitable for ' primary eurrents up to 300 
many advantages are claimed. As shown in fig. 3, it consists of a amperes, where the voltage between phases.and earth does not 
cast-iron box in which the bus-bars are fixed behind a protecting exceed 4.000. The core and windings are assembled in a cast-iron 


& 
Pe 
4 t N 4 М 
с i 4 4, 
; NT : a Fie. 4.—" KANTARK” FUSE | 
Fra. 3.—" KANTARK IRONCLAD FUSEBOARD. UNIT, ОРЕХ. Fia. 6.—BUS-BAR CONNECTIONS. 
ы es e шл! fuse elements are secured directly to the case, which terminates in porcelain cones, through which the 5 
bridge Бааз E esl of к element being supported on teak primary terminals project. The secondary leads are brought - 
branch cables’ Each > ow plenty of underspace for the main and through bushed holes to special terminals. А 
carrying the fixed ud (ig. 4) consists of a porcelain base Fig. 2 is a type VS, form A A, single-phase, oil-insulated. > 
) ed contacts, and provided with àn arcing chamber, potential transformer, one of the series of such transformers * 
[o 
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supplied by the company. Air-insulated transformers are supplied 
for pressures up to 6,600 volts, in sheet-metal casings, and oil- 
insulated transformers for pressures of 5,500 volts and upwards. 
These are in cast-iron cases with the core and windings suspended 
in oil. The terminals are mounted on porcelain insulators fixed to 
the cover. The transformers are listed complete with cartridge 
fuses ; but for 5,500 volts and above. clips are provided to allow 
the substitution of expulsion-type fuses. Transformers without 
fuses can be supplied if required, j 


А Sparkless Signalling System. 


Messrs. JOHN Davis & Son (DERBY), LTD., of All Saints Works, 
Derby, have brought out a system of signalling for use in mines, 
in which, it is claimed, the sparking danger is entirely overcome. 
The bell is of the makers’ patent “solenoid " type, with no contact 
breaker, the gong being struck by an iron plunger which is 
actuated by а solenoid through which an intermittent D.C. or an 
alternating current is passed. Means are provided for adjusting 
the position of the gong with regard to the striker, enabling the 


bell to operate with a battery current or with D.C. or A.C. supply at ' 


any reasonable voltage or frequency. Obviously there can be no 
question of sparking at the bell. When direct current is used to 
actuate the bell an interrupter is provided, in the shape of a relay 
in a water and flame-proof cast-iron case, the lid of which fits on 
wide machined faces. The relay is fitted with special devices to 
damp the sparks at the contaets, and has a special winding to 
reduce sparking on the line, so that reliance is not placed on the 
flame-proof case for safety. The line circuit and relay ean be 
worked off a 4-volt supply. so that dangerous sparking is prac- 
tically impossible. 
Main Regulators. 


Main regulators manufaetured by the GENERAL ELECTRIC CO., 
Lrp., of London, which we have previously described. have been 
hand-operated, but the present example. forming part of an impor- 
tant contract for a large municipality, is driven by a small “ Witton’ 
electric motor; this is mounted gn the top of the regulator, 
and is controlled from the main switchboard by means of a pair of 
small push switches, forming one unit, and so arranged that they 
cannot be left in the “on " position. There is one switch for each 
direction of operation and an interlock prevents both switches 
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Еа. 7.— ELECTRICALLY-OPERATED " WrTTON" MAIN REGULATOR 


being operated at the same time. То preclude damage to the motor 
when the main regulator control has come to the end of its travel, 
either at the top or the bottom, a resistance is inserted in series 
with the motor, and, in addition, a flexible coupling is provided 
between the motor and the worm driving the gear wheel. This 
construction avoids limit switches and is very simple and effective. 
The regulator itself is of the Witton rectangular pattern with grid 
resistance, one of a wide range of types which are manufactured by 
the G.E.C. g 


IM ee E ол m AERE 


Excess Profits Duty.—As stated in our last issue, the 
Board of Referees have now given their decision in the appeal of 
the Melbourne Electric Supply Co., Ltd., and the Electric Supply 
Co. of Victoria, Ltd., under Sec. 42 of the Finance (No. 2) Act. 1915, 
and have increased the statutory percentage from 6 per cent. to 
Т} per cent. The Crown were represented by Mr. Ernest Clarke 
and Mr. W. C. Stamp ; Mr. W. Allen, instructed by Mr. Sydney 
Morse, appearing for the appellants. Evidence in support of the 
appeals was given by Mr. R. Percy Sellon (managing director of 
the Melbourne Co.), Mr. G. Saies (secretary of the Victoria Co.) and 
Mr. Arthur D. Bird, of Messrs, Humphreys-Davies & Co. 


CORRESPONDENCE. 


Letters received by us after 5 Р.М. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


" Summation Watt" Capacity of Field Rheostats and the Like. 


My attention has been drawn to the reference in Dr. C. C. 
Garrard's book, * Electrical Switch and Controlling Gear," re the 
“Summation Watt" formula advocated by me in the ELECTRICAL 
REVIEW, page 257, February 13th, 1914, as compared with his 
formula. Р 

Dr. Garrard's formula "square the mean of the maximum and 
minimum field amperes multiplied by the resistance of rheostat.” is 
only true if the curve plotted between amperes and rheostat ohms 
is a straight line. Only for extremely short ranges is this- true. 
and the greater the range between maximum and minimum 
amperes, the greater the inaccuracy of his formula: - 

Referring to my letter ір your issue of February 26th, 1914. I 
showed that with a rheostat resistance of 34 times that of the 
field his formula gave a rheostat size 67 per cent. greater than that 
actually required. - 2 

He points out that my formula, viz. :—" Rheostat ohms х max. 
amps. X min. amps." with “к” very large, becomes approximately 
equal to Imax X V = constant, which he states is absurd. Now, 
the greatest possible current range is obtained in a potentiometer 
rheostat where I,;, is zero. In an article dated March 26th, 
1915, іп the ELEOTRICAL REVIEW, I gave the correct formula for 
such a potentiometer rheostat as Imar X V, plus the constant 
watt loss due to resistance being across excitation circuit. How- 
ever, in an ordinary rheostat the constant watt loss does not exist. 
therefore the original formula holds good. 

In practice a designer may be limited to a relatively small 
number of resistance units. "This is particularly the case if open 
wire -spirals are used. Then to obtain a very large " R” compared 
with field ohms, a much larger rheostat would be required than 
one wherein the unit range was not so limited; this. however, is 
not the fault of the formula but of the facilities at the disposal of 
the designer, and is no reason for advocating an incorrect formula, 


Stretford, Norember 2nd, 1916. = L. Boothman. 
P.S.—I have sent а copy of above to Dr. С. C. Garrard. 


With reference to Mr. Boothman's letter of November 2nd, I 
would point out that the various formule discussed are all 
empirical; none of them are strictly correct. When I first saw 
Mr. Boothman's formula I was impressed by it and endeavoured to 
use it; I, however, came up against the difficulties I have men- 
tioned in my book, and therefore reverted to the formula I had 
previously used. Mr. Boothman has, with considerable ingenuity, 
worked out different formule giving the summation-watt capacities 
for the various types of rheostats. I venture to think. however. 
that the simple formula that I have recommended, which can be 
applied to any form of rheostat, is the best for all-round practical 
purposes. It must be borne in mind that the Imar and the Tain in 
the formula are the maximum and minimum currents flowing 
in the rheostat itself. c 

‘Iam not sure that I follow the argument that Mr. Boothman 
gives in his letter. Taking, however, his result as wiven for a 
potentiometer regulator, he gives — 

Summation-watt capacity = Imar X V + Ун. 

Now. Imar is constant independently of the rheostat; v is also 
constant. Mr. Boothman's formula therefore says that the higher 
the resistance of a potentiometer regulator, the smaller is the 
summation-watt capacity. Now, as I use the term summation-watt 
capacity, I mean a figure of comparison of the size and the cost of 
the regulator. In this sense I do not think the result, deduced 
above from Mr. Boothman's formula, is correct. There can be no 
doubt that there is a certain value of rheostat ohms which gives 
the most economical form of potentiometer regulator, less and 
higher ohmic values being both worse; but Mr. Boothman's 
formula says that the higher the rheostat ohms, the less the 
summation-watt capacity. 

I also do not think Mr. Boothman has answered my argument as 
regards his formula for ordinary shunt regulators. He re-states my 
argument in his letter, but I cannot see that he answers it. 

I do not wish to deny the utility of Mr. Boothman's formulz, 
and have no doubt that when used properly they give very useful 
results. I have merely wished to point out that they are not 
universal, and, in my opinion, must be used with caution. 

To sum the matter up, the figure for the summation-watt 
capacity should only be used for comparing one rheostat with 
another ; the figure has no very precise physical meaning. In my 
experience, the formula I have recommended gives perfectly satis- 
factory results, and, by reason of its simplicity and adaptability to 
any kind of rheostat, is to be preferred to more complicated ones. 


Charles C. Garrard. 
Birmingham, -Vurember 6th, 1916. 


The Prevention of Bribery. 


With reference to your leading article on this subject, I wish to 
say that the League has always attached more importance to 
propaganda than to prosecutions, and it has been very active during 
the last ten years in its efforts to create and maintain a healthy 
public opinion. In one direction which you mention eed 
has undoubtedly been accomplished—in a conference with head- 
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masters. The trouble is that so many in responsible positions, and 
persons who are training young people—to say nothing of the 
clergy and ministers of all denominations— pass by on the other 
side. Unquestionably the League could do more. but not without 
additional support, which I should very much like to see come 
from the electrical branch of the engineering industries to the 
same extent as from other branches. | | 

With regard to the fiat, this is undoubtedly a hindrance to the 
enforcement of the Prevention of Corruption Act. There is no 
more danger of blackmail in this connection than in regard to any 
other crime. Without the fiat the public is amply protected, for 
it does not seem to' be generally known that а summons could in 
no case be granted by a magistrate except on a sworn information 
(though the Attorney General, who can stop prosecutions, is not, 
judging by his speech in Parliament, aware of the fact) ; next, if 
the magistrate commits, before a grand jury anda petty jury, then 
an appeal may lie to the Court of Common Appeal: and lastly, 
proceedings may be instituted for malicious prosecution under the 
Vexatious Indictments Act. 

| The Secretary of the 
Bribery and Secret Commissions Prevention 
Р League, Incorporated. 
London, E.C., Vorember 6th, 1916. | : 


Between Two Stools. 


Having been the victim of circumstances arising out of my 
' acceptance of a post within the Greater London area, I feel it to be 
my duty to warn those of your readers who, if tempted to transfer 
their services from one certified establishment to another, may find 
themselves similarly involved. 

I was privately offered a more remunerative and equally im- 
portant position (my previous one being a badged occupation in a 
certified establishment which I had held for a number of years) 
which I accepted, subject to being able to obtain a leaving certi- 
ficate. 

This, due to the magnanimity of my chief, I obtained, but within 
a short time of taking over my new duties, I received a curt notifi- 
cation from my future chief, that owing to possible complications 
in which he might be involved as a result of the transfer, the en- 
gagement must be considered off. 

Let it be clearly understood that no fresh facts had been dis- 
closed or altered circumstances arisen between the date of my 
acceptance of this post and the receipt of the aforesaid curt 
cancellation. 

leave it to the imagination of your readers to supply the details 
to complete the picture, and offer them my advice: Don't be 
tempted by private offers unless completely assured that you are 
dealing with persons alive to the responsibilities vested in the 
higher commands, and not with those unscrupulous enough to 
sacrifice the career of a subordinate on the altar of their own 
irresponsibility. P 

AM Victimus. 
[ea 


. LEGAL. 


HIGH-SPEED TELEGRAPH PATENT EXTENDED. 


IN the Chancery Division, on Wednesday, November 1st, Mr. 
Justice Sargant heard a petition for the prolongation of a patent 
granted to Fredk. George Creed and Wm. Arthur Coulson for 
improvements in high-speed automatic telegraphy, with the object 
of reproducing telegraphic messages in printed characters. 

Мв. CREED gave evidence that since 1896 he had devoted him- 
self to the problem of making high-speed telegraphy automatic, 
with the object of dispensing with the skilled telegraphist. 
1906, the late Lord Kelvin became interested in his keyboard 
perforator, and used his influence with Lord Stanley, the: then 
Postmaster-General.. Witness gave a demonstration at the Post 
Office, with the result that they gave him an order for ten printers 
and six receivers. The witness described the different steps which 
led to the introduction of the latest machines. . 

The SoLiCiTOR-GENERAL (Sir George Cave, K.C., M.P.) said he 
was not there to oppose the petition, but merely to assist the 
Court. In these cases it was of the greatest importance that 
petitions should not be extended beyond the statutory period. 
He thought that this was a very special case. The petitioner must 
show that his invention was a meritorious one, and that he had 
not been sufficiently remunerated owing ‘to no fault of his own. 
But he recognised the merit of thia invention. 

His LORDSHIP said that, owing to circumstances over which he 
had no control. the patentee had not been able to push the inven- 
Поп in the way he might have done. He proposed to grant an 
extension of seven years, not to exceed five years after the termi- 
nation of the war. As the patent had expired on October 17th, he 
granted а new one for the period mentioned. 


~ 


TUBE RAILWAY AND COMPRESSED AIR.—THE ARBITRATOR'S 
AWARD. 


MR. ALEXANDER Ross, President of the Institution of Civil 
Engineers. as arbitrator, has issued his award touching a difference 
between the Postmaster-General and the Great Eastern Railway Co. 
The matter was reported in our issue of October 20th. 
The Arbitrator, in his award, states that “ having heard 
counsel and witnesses for both parties, and having examined that 


part of Liverpool Street Station under which the intended works 
will be executed. and also the works on each side now being 
executed by the Postmaster-General, he affirms and awards that it 
is not necessary to used compressed air in carrying out the works,” 


BRITISH POWER, TRACTION AND LIGHTING Co., LTD., r. 
“Hopeson. | 


ON Monday last, Mr. Justice Peterson, in the Chancery Division. 
concluded the hearing of a summons in this action, by which the 
plaintiff company asked that the defendant, A. E. Hodgson. might 
be ordered to pay into Court the sum of £7,563, in accordance with 
the certificate of the Master dated July 20th, 1900. 

The case, as stated by Mr. HUGHES, K.C., for the plaintiffs, was 


" that the defendant was a promoter of the company, chairman 


of directors, and а managing director, and without the knowledge 
of his co-directors or other members of the company entered into 
contracts which amounted to fraud or fraudulent breach of trust. 
The action was started in 1903, alleging, amongst other things, 
that at defendant's suggestion the company paid commissions to a 
syndicate, whereas the defendant himself was the syndicate, and 
benefited by the commissions so paid, and that he negotiated a 
contract in France for the company while he had himself a con- 
tract on more favourable terms. Judgment was given for the 
plaintiffs in the action by consent on May 2nd, 1905, Mr. Hodgson * 
having become a bankrupt during the course of the proceedings. 
He had now obtained his discharge, and the present summons was 
issued, alleging that as the finding of the Master was based on a 
judgment in an action for fraud or fraudulent breach of trust, | 
he was not protected by his bankruptcy in respect of the amount 
found due by the Master's certificate. - - 

Mr. TOMLIN, K.C., for the defendant, argued that he only con- 
sented to judgment on the understanding that all charges of fraud 
were withdrawn, and that the plaintiffs’ rights should be to prove 


‘in his bankruptcy for any sum that might be found due under the 


order. If the judgment was one based on fraud, he said the 
defendant would take steps to’ have it set aside, on the ground of 
mistake on the part of his legal advisers, as he had all through 
refused to settle the case unless all charges of fraud were 
withdrawn. И 

In reply to the contention, Mk. HUGHES pointed out that the - 
receiver in bankruptcy had taken no steps before the Master, but 
the proceedings had been attended by the defendant personally. 

His LORDSHIP held that the judgment in the action was based 
on fraud, and nothing else ; and that, therefore, the defendant, was 
not protected by his bankruptcy. Не accordingly ordered him to 
pay the amount found due into Court, and the costs of the action. 
The order would, however, be stayed pending an appeal and a 
summons the defendant might issue for further time, in view of 
his taking proceedings to set aside the order of "May, 1905. 


а ышы с ыы со ТО сы] 
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DUBLIN ELECTRICITY SUPPLY. 


Ix a report of the Special Committee appointed by the Dublin 
Corporation to inquire into the adininistration of the Elec- 
tricity Committee and inatters relating thereto, it is stated 
that, having considered the report of Mr. Patrick W. d’Alton, 
M.Inst.C.E., the expert consulting and inspecting engineer 
прошка to examine and report upon the questions involved, 
it has been resolved, by eight votes to one, to recommend 
that the Town Clerk write to Mr. d'Alton asking him upon 
what terms and conditions he would undertake the entire 
management of the undertaking "during a period of three 
yegrs. ' | 

The Special Committee was appointed as far back as April, 
1915, and on August 7th requested Mr. d'Alton to make a 
thorough investigation of the Dublin electricity undertaking 
from its inception to the present time, and to report on ways 
and means of rendering it more profitable to the city. In 


: December last, after making an exhaustive study of the his- 


tory and constitution of the undertaking, Mr. d'Alton suh- 
mitted his views to the Council in a very full report, parts 
of which were published in the local Press in February, with- 
out the authority of the Corporation. А 
Mr. d'Alton's report, and replies thereto by Mr. Ruddle, city 
electrical engineer ; Mr. Kettle, deputy engineer; Mr. F. Allan, 
secretary of the Electricity -Committee; and Mr. Mangan, 
city accountant. are now officially published. In a supple- 
mentary report, Mr. d'Alton states that he has now an oppor- 
tunity of bringing his original report ''into truer perspective 
than that into which it appears to have drifted as а result 
of premature and incomplete publication," and of the prema- 
ture and also incomplete publication of other reports written 
with, he doubts not, perfectly sincere motives to discount his 
conclusions. Р M 
The questions to be reported upon were, besides adminis- 
tration, the prices charged for light and power; the number 
of engineers and workmen employed and paid out of revenue; 
the salaries and wages paid out of revenue; the proce ae 
adopted with regard to purchasing coal; charges for intere 
and repayment of moneys borrowed; and the question of a а 
tional borrowing. The following is an abstract of the PO a 
Referring to the difficulties with which all electrical un ч 
takings had to contend in the early days of electricity supp! j 
Mr. D'ALTON. remarks that no useful purpose would be serve 
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by dealing with the troubles experienced at Dublin prior to 
the erection of the generating station at Pigeon House Fort 
and the adoption of a three-phase system of distribution to 
sub-stations at 5,000 volts, under the advice of the laté Mr. 
Robert Hammond. 

The Pigeon House Fort site was adopted, ''possibly for 
political reasons," against the advice of the city electrical 
engineer, Mr. Mark Ruddle, and of Sir. Alexander Kennedy, 
and its selection, says Mr. d'Alton, cannot be justified; it 
was a mistake of great magnitude, for which the economy of 
the undertaking must suffer throughout its existence. It has 
involved much additional capital expenditure, increasing the 
cost per unit, and has caused losses in transmission, in time 


spent by the staff in travelling to and from so inaccessible a. 


place, and in money spent in transport of material, besides 
duplicating centres of control] and necessitating an increased 
staff of workmen. The mistake might have been retrieved 
when the installation of modern generating plant was being 
corsidered, but the opportunity was not taken, and Mr. 
d'Alton does not regard the question of changing the position 
of the power house as falling within the scope of his inquiry. 

.Reviewing the conduct of the undertaking, the author 
highly commends the enterprise, ability, and loyalty of the 
successive Electric Lighting Committees which have so well 
served the undertaking; under their guidance the output has 
increased from 3.000,000 units sold in 1906 to more than 


9,000,000 in 1914-15. But the distribution of the sales over 


the day has not been equally satisfactory, and unless the 
motive power and long-hour lighting connections are deve- 
loped, the load-factor cannot be so improved ав to enable the 
engineering staff to generate electricity at a reasonable cost. 

Large numbers: of gas engines are used in the city which 
should be replaced by electric power; the curve of power 
output itself indicates by its steepness that there is plenty 
of scope for development of the motor load, provided: that 
expert engineers are employed as canvassers. At present the 
undertaking is controlled by a chief engineer who is not & 
manager, and а manager who ів not an engineer; Mr. d'Alton 
holds that the engineer of such a system should be manager 
as well, and as such should be held responsible for the suc- 
cessful conduct of the business from start to finish. 

The average price charged for electricity in Dublin (2.66d. 
per unit) is easily the highest of the 14-undertakings which 
have an output for private supply and public lighting only 
(no traction), exceeding 6,000,000 units a year (1.76d. per unit). 
Mr. d'Alton points out that the rates for private supply in 
Dublin are unduly high, and that a reduction would increase 
the demand, improve the load factor, and benefit the service 
with profit to the city; ‘‘it is generally the case that the 
revenue from new consumers under a reduced rate counter- 
balances any loss by such reduction to old consumers in any 
given year." | 

Turning to the power station, Mr. d'Alton says it is difficult 
to understand how, even 15 years ago, so large a scheme 
should have been provided with a power house incapable of 
adequate extension and equipped with so little generating 
plant; the result has been heavy expenditure on alterations 
and reconstruction. The Stewart engines originally installed 
were probably of a type as good as any then available, but 
were a constant source of trouble, and were not taken over 
for several years after their installation. No steam consump- 
tion figures were asked for or taken, but the engines were 
condemned on defects of construction, and were partly re- 
constructed by the Oerlikon Co. A Belliss-G.E.C. set of 1,500 
KW. capacity was added in 1906, but does not seem to have 
türned qut to be an economical steam unit. With the original 
generating sets were installed four Babcock and six Lanca- 
shire boilers: Mr. d'Alton cannot understand why the latter 
were included, and says they must have cost the ratepayers 
' а large sum of money for repairs, maintenance, stand-by 
Icsses, and steam for forced draught. The city electrical 
engineer was in no way responsible for the situation or equip- 
ment of the power house, which apparently, when he took 
charge of it at the end of Mr. Hammond's connection with the 
job, he considered to be little better than a scrap heap. 


In 1907 a Richardsons-Westgarth-G.F.C. turbo-alternator of 


1,500 mw. was installed, which until 1911 was by far the 
most economical unit in the station. This set was ordered 
by the Corporation in defiance of the recommendations of the 
Lighting Committee and the advice of the engineer, neither 
of в. makers having previously built machines of that type 
` апа size. 

The set, however. though economical, was used only to 


carry the peak loads until] 1912, when the new portion of. 


the power house was placed in commission. Two Oerlikon 
sets of 3.000-xw. capacity were installed, one at the end of 
1911, and the other last vear. Mr. d'Alton states that the 
low-pressure guide disks of the first of these turbines are in 
very rough condition. and the metal may later on have to 
be changed to prevent loss of efficiency. 

Indicator diagrams from the reciprocating engines show that 
the high steam consumption is due not to wear of parts, but 
to imperfections of design, and to the extremely low vacua 
obtainable from the defective condensers. The latter “аге 
wrong, all wrong, and have been so ever since 1906." 

he tubes have been subject to a curious corrosive action, 
which has resulted in leakage so serious that the condensate 
cannot be used for feed water, thus adding to the coal con- 
sumption, alreadv excessive on account of the low vacuum. 
Mr. d'Alton has had tubes examined and the water analysed 


f 


by experts, and believes he is on the point of success in dis- 
covering the cause of the trouble, to which he ascribes great 
importance. He regards the Oerlikon sets as generally excel- 
lent. The switchgear consists of Ferranti cellular gear, which 
has done, and still does, good service, and modern cubicle 
switchgear of satisfactory design, but, unfortunately, the 
latter has had to be fixed at odd angles and levels owing to 


the design of the building. The control gear in the new sta- 


tion is well schemed on modern lines. 
The boiler houses ‘‘ contain a miscellaneous collection of 


_steam makers, planted apparently without any regard to con- 


siderations of keeping steam ranges within rational limita- 
tions, of economy in the disposition of feed pipes, of coal- 
carrying apparatus, or of the evacuation of ashes." The plant 


. comprises four B. & W. boilerá of 10,000 lb. rating, six Lanca- 


shires of 3,500 lb. capacity, one B. & W. of 20,000 lb. capacity, 
and a Yarrow boiler, of which little use has been made, and 
which appears to partake of “the qualities and reputation of 
the white elephant." There are also four new B W. 
boilers of efficient and up-to-date design. Why the Lanca- 
shires were installed in a station designed for a peaky light- 
ing load, Mr. d'Alton is at a loss to understand; their use 
has led to serious loss due to the quantity of coal wasted. 

In 1905-6 the consumption of coal was 7.98 lb. per unit 
generated, suggesting an over-all consumption of ' no less 
than 40 lb. of steam per KW.-hour, a wretched result." The 
loss due to the bad vacuum (less than 20 in.) implies an in- 
creased steam consumption of at least 90 per cent. The 
Belliss 1,500-kw. engine is much more economical than either 
of'the 1,000-kw. Stewart sets, and ought to be worked 
always in preference to the latter, but has not been used 
nearly so much as it should. Similarly the Richardsons- 
Westgarth-G.E.C. set, which is far more economical than the 


-Stewart sets, was used only for 40 to 50 hours weekly during 


the first two years. . o | 

Mr. d'Alton is ‘‘ at a loss to understand why the staff con- 
tinues to show preference for the old Stewart sets," which 
have been used consistently, winter and summer, for many 
years, with grave prejudice to the coal bill and the running 
cost, He points out that the modern efficient plant, in both 
boiler and engine rooms, ought to be employed on the daily 
load and the old machinery only, if at all on the peak 
or in emergency. The practice that has been followed of 
using extravagant plant most of the time, and saving the 
efficient plant for emergencies, is one of the primary reasons 
for the high cost of production. For the year ending March 
3156, 1918, the following ratio resulted :— 


Units, old plant to new...  .. .. 246 :1 
Coal used, old plant to new ... n .. 947 :1 


The total steam consumption of the Oerlikon sets is very 
much less, even at one-third load, than that of the best of 
the older sets at its maximum rated output, and, had they 
been fully utilised, the saving in coal would have amounted 
to nearly £3,000 in the year above mentioned. A considera- 
tion of ihe results obtainable by using the most efficient of 
the boilers and generators leads Mr. d'Alton to the conclu- 
sion that an annual saving of no less than 7,974 tons of coal, 
costing at present prices £9,000, could be effected. 

“The operation of the boiler house is characterised by the 
game curious policy as that which has been evident in the 
engine room, viz., the constant use of extravagant plant 
while efficient and economical boilers are held in reserve for 
peak and emergency loads." The, 24,000-lb. Babcock boiler. 
which is equal іп. output to three or four Lancashires, is 
apparently used only for about one day per week on the 
average. The steam used for forced draught alone for the 
Lancashire boilers is said to have cost some £500 a year. 

No fault is found with the constitution of the running staff 
in point of numbers, though Mr. d'Alton noticed evidence of 
slackness on the part of the shift engineers, particularly in 
the boiler house, and the wages paid, except in the case of 


. the deputy works superintendent, are adequate. Mr. d'Alton 


considers, however, that the pay allotted to the engineer in 
charge of generation and the deputy works superintendent is 
insufficient to attract such a class of engineer as is required 
for the.satisfactory operation of so large & system. The old 
plant requires a larger staff than will be necessary when the 
turbines are being fully utilised, and it should not be worked 
merely to give employment to men who would otherwise 
be unnecessary. In other respects economies in labour are 
foreshadowed. : . 

The total wages at the rower house (excluding the engineer 
in charge) amount to more than £10,000 а year, an outlay 
which Mr. d’Alton considers exceedingly heavy for such a 
station. The generating engineer is handicapped by the want 
of adequate power and authority over the employes, and is 
unable to clear out hangers-on. 

As regards the distribution system, Mr. d’Alton regards the 
plant as satisfactory in all respects, except that about twice 
as many. sub-stations have been established as would appear 
necessary. Unfortunately, the mains are not utilised as fully 
as they should be. The occurrence of serious discrepancies 
between the official returns for units generated, units sold, 
&c., and the actual figures recorded at the power house in- 
duced Mr. d'Alton to have the watt-hour meters at the sta- 
tion tested at Trinity College. and led to the discovery that 
some of them were in such bad condition that their indica- 
tions were unreliable, the errors amounting In some cases d 
as much as 30 per cent. low, во that the actual output coul 
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only be guessed at. Making approximate corrections, it 
appears that the unite unaccounted for amount to more than 
three millions, or about 25 per cent. of the units delivered to 
the feeders. The loss would have been less but for the exces- 
sive multiplication of distributing points. The staff engaged 
upon distribution and installation work appears, to Mr. 
d’Alton, to be unduly large compared with the duties dis- 
cLarged. The system suffers severely from the lack of a 

highly qualified sales engineer. The permanent employés 
` number 69 persons, with a total pay roll of £5,800 per 
annum, and 50 temporary employés, at £2,875 per annunı, 


making a total of £8,675 a year; including- the staff and 


clerical workers, the total is nearly £12,000 a year. Of this 
about £4,263 is charged to revenue, and about £7,740 to 
capital account. The wages. of the secretarial section amount 
to about £3,300 per annum. | : 
The coal supply seems to have become a monopoly, as for 
many years it has been in the hands of one firm of contrac- 
tors. The price, says Mr. d'Alton, is very high, and he com- 
ments on the surprising fact that, in spite of widespread 
advertisemerits in the Press for tenders for a possible 59,000 
tons for 1914-15, only one firm submitted an offer. 


such vital importance. Moreover, the specification did not 
adequately define the class and quality of coal to be supplied, 
and the fuel has shown wide variations in calorific value. 

The undertaking has been burdened with heavy charges for 
interest and repayment of loans upon an exceptionally large 
capital outlay per kilowatt. Whereas the average capital 
charges in the cases of the 14 undertakings previously men- 
tioned are 0.8d. per unit, in Dublin they amount to.1.3d. 

In order to prevent a deficit on the working of the system in 
the current year (1916), Mr. d’Alton says that strenuous éfforts 
will be necessary to reduce the costs of production. All the 
generating sets should be put in perfect order before the 
autumn, and an additional turbo-alternator should be put on 
order if it were possible.' Extension plant will be necessary 
for the winter of 1917, costing probably £50,000, and the next 
generating set should be of greater output than any as yet 
installed. ; 

Mr. d’Alton concludes his report with a summary of the 
conclusions at which he has arrived on the basis of the in- 
vestigatiohs which he has made. 

Asked to comment on Mr. 
RUDDLE, City 
responsible for 


d'Alton's report, Mr. MARK 
Electrical Engineer, says that none but those 
the conduct of the undertaking can realise 
the difficulties which have had to be surmounted in the 
daily working of the plant. He refers to Mr. Kettle the 
parts of the report dealing with the working of the generat- 
ing plant, but claims that the Lancashire boilers are as 
economical as Ње. water-tube types, and states that as the 
Yarrow boiler was speciaHy installed as a stand-by in баве 
of emergency, it would have been absurd to use it in the 
regular working of the station. The comparison between 
Dublin and other places is, in his opinion, fallacious owing 
to the differing local conditions; moreover, the units sold for 
power have in six years increased four and a half times, but 
` the load factor has only increased from 13.4 to 14.5 per cent., 
and while the power output is 47 per cent. of the total, it 
produces only 22 per cent. of the total income, whereas the 
lighting load, 5 per cent. of the total, produces 78 per cent. 
of the income. He disagrees with Mr. d'Alton's suggestion 
that the units used on the works should be deducted from the 
total units, generated before estimating the percentage of 
units lost in transmission, but endorses his statement that 
the city electrical engineer should have full responsibility 
for the selection and control of the staff. He holds that the 
rates of charge for private supply are not excessive, citing a 
report by Mr. Pearce in 1911 in support, and disputes the 
figures ven in the report as expended in wages for distribu- 
tion. Objecting to a more rigid specification for coal as likely 
to inflate prices and limit competition, Mr. Ruddle urges the 
necessity of procuring an underfeed stoker already asked for, 
And approves of the immediate provision of an additional 
generating set. \ 
condemnation of the Stewart engines, or the recommenda- 
tion to use the large water-tube boilers for the .daily load and 
to hold the remainder in reserve. | 
Manaan, City Accountant, says he fears that the 
conditions of supply in Dublin must be inherently unfavour- 
able to any remarkable development in the load factor, which 
has remained persistently low for many years, but concurs 
with Mr. d'Alton's suggestion that potential consumers should 
be canvassed by competent technical assistants. Regarding 
une trices rp Ld 19 Ed ошоп below cost 
, We Поре of developing a better class of su ly, and poi 
to the effects of high d n de ee 
production; if the savings indicated by 
malise, a reduction ір 
them. itici 


‘tricity Department to allow a fair price to the Main Drainage 
Department, whereas a much cheaper rate has recently been 
allowed to a Government Department for & much smaller 
supply. He had already (in 1909). drawn attention to the high 
vast of coal per unit, and supporta Mr. d'Alton's -criticiam 
of thia item. The Board of Trade form Provides no space 
for ''losses in transmission," but these can be shown in 


; Efforts 
should have been made to ensure competition in a matter of . 


, hear the lines of mains still unconnected is very small. 


for the money, and had 


. and to install 


future. He deprecates the practice of paying the salaries of 
permanent officials engaged on extension works out of loans 
instead of out of revenue, and again recommends that loans 
for meters should be short-term loans in view of the short 
lives of the apparatus. -~ ET 

Mr. F. J. Arlan, Secretary to the Electricity Supply Com- 
mittee, complains that Mr. d'Alton did not visit his depart- 
ment before preparing his report, and claims that there has 
been no lack of effort on the part of the sales office to spread 
the use of electricity, pointing out that Mr. d'Alton fully 
acknowledges the rapid development of the load, which dated 
from the inauguration of the Commercial Sales Department 
in 1907. He gives figures illustrating the steady improve. 
ment in the output for lighting and power respectively, and 


States that the former unbusinesslike methods of dealing with 


the public have been completely removed. 

prejudice which existed for years against the 
poration electricity undertaking " has at last been brought 
down to comparatively narrow limits. Complaints are best 
dealt with by an official in constant touch With the Com. 
inittee. There is no dual control, and the departments co- 
operate in a whole-hearted manner; the account clerks and 
meter readers must work together, and with the eanvassers, 


The ‘bitter 
Dublin Cor- 


. No alterations in prices have been made without careful con. 
` sultation with the Committee and Mr. Ruddle, and the kates 


аге not excessive for Dublin. The number of 


power ШР 

ie 
number of meter readers cannot be reduced, and it is diff. 
cult to see where a saving in the cost of the secretarial depart- 
ment can be effected. | 

Mr. L. J. Кетті, Deputy City Electrical Engineer, in a 
lengthy report on the points concerning the generating works, 
draws attention to the improvement in coal consumption in 
1906-7, for which he claims the credit as the result of long 
hours of work; he was engaged to effect certain economies, 
and considers that he more than made good his guarantee. 
The 3,000-&w. set could not have been run in 1919-18, as 
suggested, owing to the lack of a steam-pipe connecting the 
old and new stations, there being a coal store between the 
two; there was only one feeder between the new plant and 
ihe city supply, and the new switchgear had nof been in- 
stalled, while the two new Babcock boilers could not be run 
continuously owing to a mistake in design. Even if the plant 
could have been run, the economy suggested by Mr. d'Alton 
would not have been realised, ав the set. could not have been 
kept fully loaded, and the old plant could not have been 


‚ completely shut down. At a load of 500 or 1,000 xw. the old 


engines are more economical than the 3,000-KW. turbine. Mr. 
d'Alton's figures for steam consumption, he says, áre wrong, 
and the low load factor is the main cause of the high genera- 
tion eosts. Even if up-to-date plant were installed, the costs 
could not be reduced “in a dramatic and sweeping manner” 
if the external conditions were not radically improved. Tf 
an additional 5,000-kw. set and new boilers are installed and 
the 3,000-kw. sets overhauled, they can shut down the old 
plant and show a considerable reduction in the costs. Con- 
tinuity of supply is more important than a small economy 
with risk of interruption. He was hampered in laving out 


the plant by the limited ideas of the authorities. He defends 


the method of running the boiler plant, and points out that 
Lancashire boilers are unsuitable for getting up steam in 
emergency, whereas the Yarrow boiler can be put in service 
in one hour. Corliss engines compare very favourably with 
turbines in point of economy and reliability ; those they in- 
stalled were not the best of their kind, but were good value 
saved the situation more than once. 
The Belliss & Morcom engine needs overhauling, and the 
grease extractor ‘should be removed; the Richardsons- West- 
garth turbine may be reconstructed when more plant is avail- 
able. No great loss has been incurred through the faulty 
condensers, and the figures Mr. d'Alton gives for increase of 
consumption of steam per inch of vacuum lost relate to tur- 
bines, not to reciprocating engines. The meters are not 
inaccurate, and should have been tested in situ. With regard 
to the coal supply, he is anxious to increase the competition, 
a furnace which will enable a wider range of 
coal to be employed, but he disagrees with Mr. d'Alton as 
to the quality of the coal supplied, and as to the adoption of 
a more rigid specification. | 

In the supplementary report submitted by Mr. D'ALTON at 
the request of the Committee, he states that hé has no inten- 
tion of defending in any way the views which he put for- 
ward in the original report, and sees no reason to depart 
from the conclusions then attained. He is satisfied that the 


: administration is capable of improvement. and that economy 


1S practicable without prejudice to the efficiency of the ser- 
vice. He stands by his comparison between Dublin and 
other places, and is convinced that only the lighting most 
important to the consumers has yet been connected, while 
the lighting most important to the undertaking (that of the 
long-hour consumer) has not been encouraged as it should have 
bee. He did not make the statement that the wages spent 
on distribution amounted to £12,000 per annum; with the 
exception of what was paid for publie lighting. the си 
wnder the head of distribution were not unduly high, bu 
there is no gufficient justification for the Jarge proportion 
charged to capital. He fails to see how а more rigid coal КТЕ 
fication could produce a more limited competition than nt pre- 
sent, when the number of competitors for the Dublin con- 
tract amounts to one. The reduction in coal consumption 
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in 1906 and 1907 did Mr. Kettle credit, but emphasised the 
bad engineering of the station as he found it. 
insists that the turbines are greatly superior in economy to 
the old engines, and maintains that "the sacrifice of effici- 
ency on the altar of superprecaution is not the highest practice 
of a responsible engineer "; in many municipal stations engi- 
neers have overdone security and sacrificed economy. "The 
merits of the turbine cannot be questioned: Corliss engines 
are never installed nowadays, and those in the power-house 
gave endless trouble. The condenser trouble at the Pigeon 
House, if not absolutely novel, is not a common one; Mr. 
Kettle's views on condensers will not find many supporters, 
and Mr. d'Alton states that he was not thinking of turbine 
practice when discussing the vacua on the Corliss engines. 
The Oerlikon turbine was run for 2,300 hours, showing that 
the absence of a steam-pipe and the availability of only one 
Íceder were not insuperable obstacles to its employment; he 
is satisfied that the turbine could have been run on a load of 
1.000 kw. for а much longer period than Mr. Kettle States, 
and that the question of load factor has no bearing on the 
case. If the Yarrow boiler is used only for peak loads and 
emergencies 16 may have a long life, but not a useful one. 
He did not advocate the employment of the Lancashire boilers 
for emergency work, and cannot accept the view that this 
type can compete in efficiency with the water-tube type. Mr. 
Rettle's comments on the difficulties put in his wav in the 
attempt to improve the boiler-house plant confirm Mr. 
d'Alton's views, and demonstrate the bad conditions under 
which the plant is operated. The size of coal should be speci- 
fied, and: the coal delivered should be tested; various sizes 
of coal from the same seam will not yield the same в.тн.п., 
and 10,500 B.rH.U. is too low for ‘‘ washed single nuts "s the 
slack should give аё value, and a pure washed “ single” 
wil give 1,000 в.тн.с. more than the slack from its own 
seam. Moreover, the specification does not name any colliery 
or district, and both the heat value and the price vary con- 
siderablv with the district of origin. 


Mr. d'Alton describes Mr. Mangan's report as courteous. 


juteresting. and helpful, though he cannot agree with all 
that he says. He is informed on good authority that an active 
forward ‘policy would double the present output in a short 
time, and the gas company has, in fact, adopted such a 
Policy with success. Не is well aware of the amount of work 
done by Mr. Allan and his “live” department, but is none 
the less convinced that such ap undertaking must be adminis- 
tered by an engineer. By way of comparison, Mr. d'Alton 
cites the case of Poplar, where the output for 1914-15 was 
-about 30 per cent. greater than that of Dublin. but the expen- 
diture on salaries and commissions. under the management 
of an engineer, was £4.159, whilst that of Dublin was £7.862. 
He cannot understand Mr. Allan's reference to the ''bitter 
DOM existing against the Dublin electricity under- 
taking. : 

The various reports and the Specia] Committee's recom- 
mendations with regard to the offer to Mr. d'Alton were 
expected to come before the Municipal Council at its meeting 
on Monday last, but were not mentioned, and it ів now 
supposed that they will be dealt with at a special meeting. 


WAR ITEMS. 


Exports to China.—The ‘‘ London Gazette "" for Novem- 
ber 7th contains further names of persons and bodies to whom 
exports to China and Siam may be consigned. 


Enemy Businesses in India.—The '' Board of Trade 
Journal "" for November 2nd contains а list of businesses being 
carried on in India by hostile firms which the Governor- 
General in Council has ordered to be wound up. 


Belgian Power Plant Sent Into Germany.—'' Les Nou- 


velles," the Belgian paper published in Holland, reports that 
the Germans. continue to take possession of factories on the 
Meuse. All the machines belonging to one power company 
have been sent to Germany.—Times. 


German Trade Unions.—Since the beginning of the war 
the German trade unions have lost 60 per cent. of their mem- 
bers. In June, 1914, the membership of the unions amounted 
to 2,482,046, but by the end of 1915 this number had dropped 
to 982,863.—Times. 


To be Wound Up.—The following further companies 
have been ordered to be wound up under the Trading with 
the Enemy Amendment Act :— , 

Bosch Magneto Со., Ltd., 204, Tottenham Court Road, W., 
manufacturers of magnetos. Controller: А. E. Woodington, 
5, Philpot Lane, London, E.C. 

British Incandescent Mantle Works, Ltd.,. Ravensbury 
Road, Earlsfield, manufacturers of incandescent gas mantles. 
а T. Wise, Bassishaw House, Basinghall Street, 


Enemy-owned Electrical Shares.—In the House of Com- 
mons, last week, Mr. George Terrell asked whether the enemy- 
owned shares іп the Enfield Electrical Cable Manufacturing 
Co., Ltd., had yet been sold by the Public Trustee. and, if 
so, to whom and for what price. Mr. Pretyman replied that 
the Public Trustee informed him that he was carrying on 


Mr. d'Alton . 


negotiations for the sale of the enemy-owned shares in this 
company, but he had not yet effected а sale. 


Government Order Regarding Motor Construction Work. 
-—The Minister of Munitions announces that-as from Nov- 
ember 15th, he prohibits until further notice any person, 
firm, or company engaged in the manufacture or repair of 
any vehicle designed for mechanical: transport or traction, 


ог any part of such vehicle, from carrying out in any factory, 


workshop or other premises, without a permit issued under 
the authority of _the Admiralty, the Army Council, or the 
Minister of Munitions, any work consisting in the manufac- 
ture, assembling, or erection of any new or unused motor 
internal-combustion engine, designed or adapted for mechani- 
cal traction, or of any new or unused motor cycle, motor 
chassis, motor wagon, or of any tractor or other motor 
vehicles of any kind propelled by mechanical means, subject, 
however, to the exception of work required to complete con- 
tracts placed by the Admiralty, the War Office, the Minister 
of Munitions, or an Allied Government, on or before the date 
of this order. 


The Manufacture of Copper Wire and Cables.—The 
Minister of Munitions announces that, in exercise of the 
powers conferred upon him by the Defence of the Realm 
(Consolidation) Act, 1914, the Defence of the Realm (Amend- 
ment) No. 2 Act, 1915, the Defence of the Realm (Consolida- 
tion) Regulations, 1914, and all other powers thereunto, en- 
abling him, he hereby prohibits as from the date of this 
Order, the manufacture of any copper wire or any cable con- 
taming copper, except for the purposes of any of the follow- 
Ing contracts or orders for the time being in cxistence, 
namely :— 

1. А contract or order to which there shall have been allo- 
cated by the Priority Branch of the Ministry of Munitions a 
reference nümber and prioritv classification within Classes 

A” or “B” of circular L. 33 as to control of output issued 
by the Minister of Munitions on March 31st, 1916, ог: 

2. А contract or order with and bearing the reference 
number and identification letters of any of the following 
departments, namely: The Admiralty, the War Office, the 
Ministry of Munitions, and the Post Office. 


Messrs. Dick, Kerr Purchase A.E.G. British Interests. ` 
— We reproduce the following from the Times. We comment 
upon the matter in our leaderette pages:— | 

“We learn that the business of the A.E.G. Electric Co., 
one of the three subsidiaries in this country of the Allgemeine 
Elektricitáts Gesellschaft, of Berlin, has just been sold by 
the controller appointed by the Board of Trade to Dick, Kerr 
and Co., Ltd., whose electrical works are at Preston. 

“The A.E.G. Electric Co. was the most important of the 
three subsidiaries, and had offices and depóts in London, New- 
castle, Cardiff, and Birmingham. It had undertaken large 
contracts for leading colliery and shipbuilding companies, and 
one of the reasons advanced for the continuance of its opera- 
tions after the outbreak of war is understood to have been 
the importance of the work it had undertaken for firms en- 
gaged on British Government contracts. The contracts varied 
in value from £1,000 to about £40,000. and the liquid assets 
held in this country amounted to well over £100,000. It is 
understood that as these assets are now transferred to the 
Public Trustee, practically all that was saleable, apart from 
stock, was the goodwill, and that as the company's profits 
have naturally fallen off during the war, the price paid was 
not large. Before the war the company emploved an army 
of German mechanics, and the whole of the capital was held 
by the parent company in Berlin. During the war the Ger- 
man staff is stated to have been replaced by a British staff, 
and the latter is now taken over by Dick, Kerr & Co., together 
with a number of uncompleted contracts. The Controller, 
Mr. -Mauricé Jenks, of 6, Old Jewry, E.C., was appointed by 
the Board of Trade on July 7th last, and now, having effected 
the transfer of the German business in its entirety to a 
British firm, he ceases his connection with the company, 
except, it is understood, for the collection of certain debts. 

“The controller for the Electrical Co., Ltd.. one of the two 
other subsidiaries in this country of the German concern, 
was appointed by the Board of Trade on March 9th; an order 
was issued at the end of July for sales to-cease; and on Octo- 
ber 17th the residue of the stock was disposed of by Messrs. 
Wheatley Kirk. Price & Co. Its head office was in the 
Charing Cross Road. ' 

“The third subsidiary is the A.E.G. Electric Co. of South 
Africa. Its business here is stated to have been confined to 
arranging contracts for electrical apparatus with the South 
African mines. The controller was- appointed on July 7th, 
and the intention is to close down the business in this country 
very shortly. The stock in South Africa is being dealt with 
by the Union Government under recent legislation." . 

The Electrical Co., Ltd.. the A.E.G. Electrical Co. of South 
Africa, and the A.E.G. Electric Co., Ltd.—Notices appear. in 
the London Gazette for November "th to the effect that these 
businesses having now been sold and disposed of, or the com- 
panies having ceased to carry on business in the United 
Kingdom, creditors who have not vet sent particulars of 
their claims, &c., to the controller, Mr. Maurice Jenks, 6. 
Old Jewry, London, E.C., must do so by November 30th. In 
each саке a paragraph is added to the notice intimating that 
all persons having in their possession any property or effects 
belonging to the companies must deliver same to the con- 
troller forthwith, and all debts due must also be paid to him. 
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Tramway Service or the Factory ?—Before the Hudders- 
field Munitions Tribunal, last week, Henry Oldham, a local 
tram conductor, claimed that the Corporation were unreason- 
ably withholding his leaving certificate. He had taken on 
the conducting work temporarily, having been a finisher's 
cutter at a local factory. which he had had to leave owing to 
shortago of work last November. ‘He had.since been twice 
asked by the firm to по back, and about a month ago he gave 
the Corporation a fortnight’s notice and went back to the 
factory. He had only been there a short time when, owing 
to correspondence between the factory-owners and the tram- 
ways manager, he could not be kept by the firm. He held 
that he would be doing work of greater national value by 
going back to his old job, as conductor’s work could be done 
by women. Mr. Proctor (Deputy Town Clerk) said the man 
could not be spared. The denartment had 82 male and 64 
female conductors, but 18 of the men were to be taken into 
the Army in a few days, and the male conductors also formed 
the reserve from which to draw drivers. Mr. Wilkinson 
(tramways manager) said he had had only one anplication 
from & woman as conductor within the past month, and it 
was now impossible to get women. When the 18 male ‘con- 
ductors went to the Army the tramwav service would have 
to be reduced. Mr. Proctor said а decision by the Tribunal 
was important, as several other men similarly placed desired 
io leave the tramways department. The Chairman said the 
question was whether it would be in the national interest 
that the man should work in the factory or remain in the 
public service. The Tribunal must refuse the application. 


Exemption 'Apolicotions.—At Woking Tribunal, the 
Woking Electrie Sunplv Co. asked for leave to anpeal for 
Т. S. Fowler (93), single, an electric wireman. The Clerk 
said the -application was ont of date, and the Trihunal re- 
fused to hear the application. Mr. E. G. Nicholson, the 
secretary of the comnany, gave notice of appeal. : 

At the Yarmouth Tribunal. an ironmonger and electrician 
appealed for his only electrician (36). without whom. he said. 
he could not carrv on his business. Не was the only man of 
‘military age in his employ in this department, five having 
попе. Conditional exemption was continued. 

At Dover, on November Ist, the Town Council applied for 
the retention of the driver of an electric scavenging vehicle 
(32). A month only was granted. 

Eleven motormen and one inspector were appealed for at 

. Brighton by, the Corporation. Mr. Marsh. in renly to a 
question. said that women could he emnloyed as drivers on 
the Lewis Road route. but not an the hillv ronte. Now only 
63 men were emploved. and if 12 went it would he a serions 
matter. Sir John Blaker, the Military Representative. said 
16 was a bad example to see such a large number of eligible 
men employed on a Cornoration undertaking. All the men 
appealed for were under 33, and two of them were nnmarried. 
Tt might mean a less frequent tram service, hut this the 
inhabitants would be auite willing to put un with. Twenty 
vears ago they did without trams, and now. in.this crisis. he 
thought that all the men should go. Mr. Marsh replied that 
714 men had enlisted from the depót. a nercentare of 79 of 
, the whole staff, and no tramway service in the country had 
a better record; Torquay coming second. Two single motor- 
men and the inspector. also single, were each given a final 
two months. and the others three months each. 
' An electrician at Lindfield was apnealed for by the Crawley 
Electric Light Co. at a sitting of the East Sussex Tribunal, 
exemption having heen refused locally. The man. it war 
stated. was responsible for overhead rables. and was neces- 
sary for the public safety. Although deaf, and having a 
deformed chest. he was passed for general service. Exemp. 
боп was not allowed. 
' Before the Surrey Appeal Court, on October 28th. the Mili- 
tary Representative appealed against exemption given to Mr, 
Morgan, of the Reicate municipal electric licht. stof. who 
had heen given until January Ist by the Reigate Tribunal. 
The Court made the exemption allowed final. 

At Worthing, an electrical engineer, who was for a time 
a voluntary munition worker. appealed, and stated that he 
was released from the work because he was liable for mili- 
tary service. His appeal for exemption was rejected. 

A Hove electrical’ engineer, left with only one man. and 
who said that the business could not continue if he had to 
serve, has been given two months’ exemption. 

At Avlesbury, a firm of electrical engineers. with nremises 
at Kingsbury. applied for the retention af their electrician 
and confidential clerk. The former. passed in Class C1, was 
туеп six months. aud the latter, fit for general service, was 
directed to be called un'on December Ist. 

At Kidderminster, the Tramway Co. annealed for two 
motormen and a car-shed foreman, and five months were 
allawed tn each. 

Warwickshire Anneal Court has given exemption nntil a 
substitute is found bv Ње military ta Mr. A. T; Smith (97. 
APO appealed for by the Stratford-on-Avon Electricity 

At Fast Ham. the Rroadwav Cinema Co.. Ltd.. apnealed 
ur their Vu engineer S. C. Potter (96). who woerka 

16 cenerafing plant. but the : ‹ "as dismisso f 
month's delay Pan the appeal was di missed, and a 
| ы. | li Prawn (ЭЛ). annealed 48 the anv 
quanfhed electrician left i > tow ард he was exempin 
ШШ TAa dio tt in the town, avd he wa: exenipted 


Cleobury Mortimer Tribunal has refused exemption to A. 
К. Lightfoot, electrician at Highley Picture Theatre, and 
notice of appeal was given on the ground that appellant is 
unfit for foreign service. 

At Chester-le-Street, on October 30th, the County of Durham 
Electric Power Distribution Co. appealed for a meter fiter 
and tester and account collector (37). He was put back until 
called up, with the right of appealing again. * 

Before the Holland (Lincs.) Appeal Court, on October 27th, 


_ Mr. В. W. Sanders, of Boston, appealed for the retention 


of C. E. Clare (30), electrical case maker, but the appeal was 
rejected. 

Castleford Tribunal has refused exemption to Е. Р, Sinith 
(18), electrician to the Victoria Picture Co., the only man 
ct to attend to the electrical apparatus at three picture 

alls. 

The East Kent Appeal Court, on October 80th, granted six 
months' exemption to Mr. Colin Campbell (40), managing 
director and secretary of the Whitstable Electric Light Co. 
Mr. Campbell bad previously been given until January 15th, 
and against this the Military Representative unsuccessfully 
appealed. It was stated that Mr. Campbell had been trying 
to get capital for debentures to prevent the winding up of 
the company, and that in ten months he had been successful 
in raising and getting promises for about £4,500 for this 
purpose. . 2 

At Folkestone, on October 213%, Mr. A. R. P. Thom (23), 
electrician, was granted one month's exemption. 

At Bexhill-on-Sea, Messrs. Bruce & Co., electrical ‘engi- 
neers, appealed for W. Б. Chapman (99), but the Military 
opposed, on the ground that a discharged man from the Royal 
Engineers should be employed. Mr. Bruce stated that he 
had tried without success to replace Chapman, who had 
been with them for 15 years. He added that he could do 
with six electricians. Three months were allowed. | 

Battle Rural Tribunal have granted conditional exemption 
to Mr. C. D. Geer (31), electrical engineér. ? 

Shoreham (Sussex) Tribunal, on Monday, granted two 
months’ exemption’ to an electrical engineer, aged 40, passed 
in Class B1, and who has four brothers serving. 

A Brighton firm of electricians appealed, on Monday. for 
an electrician (26) and a wireman (33). and .stated that they 
had lost 63 men. The electrician was allowed a final 14 days, 
vnd the wireman two months. 

At Douglas (Isle of Man). on October 31st, Mr. Edmond- 
son, of the Manx Electric Railway Co., appealed for B. A. 
Robinson (18) and W. A. Cowan (18), electrical engineering 


pupils, both of whom are in the third year of their training. 


Each was exempted until they attain the age of 19. 

At Douglas (Isle of Man), on October 315%, Мг. W. J. 
Fargher appealed for the retention of W. §. White (85), elec- 
trician, the only man left to do the electrical repairs. and 
who was essential to the business. Conditional exemption 
was granted. e 


, 
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. Catalogues and Lists.—SToxEBRIDGE ELECTRICAL Со., 
LTD., Windmill Road. Hampton Hill, Middlesex.—1 6-page price list 
of drawn-wire metal filament lamps. | . f 

SPRAY ENGINEERING Co., Boston, U.& A. Bulletin describing 
their “Spraco” paint gun." 


The Foreign Trade Representative.—In the articles 
which we have published from time to time by expert observers in 
different markets abroad regarding the spirit and measures that will 
be most likely to operate in favour of British trade, the writers 
have attached great importance to the social standing, habits and 
presence of the representatives who are sent out by our manu- 
facturers. Our contributors in Egypt, India and China in par- 
ticular have laid emphasis upon the matter. An American Consul 
has just put such points very plainly before U.S. traders in con- 
nection with efforts in the West Indies. He says that it-will 
depend largely upon the representatives they send to.win this 
market how far American firms are successful there. In the past 
poor impressions sometimes made by salesmen have been unsatis- 
factory and anything but factors in the. promotion of trade. In 
more than one case prejudice has remained for a long time, and it 
has been hard work to remove it nnd restore confidence. | Тһе 
day of the noisy, self-advertising commercial traveller has long 
gone by,at least in these countries, and the cultured, courteous 
representative is the type wanted. The merchants of these Colonies 
are men who have built up their firms through years of thrift and 
close attention to business, and who hold the respect of the com- 
munities in which they live. As in most tropical countries. their 
people have a leisurely way of doing business. They like to ‘take 
it easy, totalk things over. Often the ability to add social courtesy 
to business efficiency is the surest method of getting business. and 
the commercial traveller who may be introduced to their social 
clubs or to their homes is not unusually the man who will book 
the most orders. A representative of one large American house 
closed іл a half hour, ‘over the teacups, a contract on which he 
had been working unsuccessfully for days nt the business office. 
Many an order obtained on the cool veranda of a tropical clu 
house after lunch would not have been given elsewhere.” 
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Private Arrangement, — Tut TYLER APPARATUS Co., 
LTD. Bannister Road, Kilburn Lane, N.W.. electrical engineers. 
&c.—A conference of creditors was held last Friday. at the Institute 
of Chartered Accountants, Moorgate Street, E.C., for the purpose 
of censidering a proposal by the company for the ultimate pay- 
ment in full of the unsecured creditors. The chair was occupied 
by Mr. P. Houstoun, of Messrs. Corfield and Cripwell, accountants 
and auditors, who said that the conference was the outcome of 
negotiations which had taken place. The compauy was formed in 
1912, with a nominal capital of £10,000, and received £3.500 for 
shares, which were subscribed for in cash. Shares of the face 
value of £5,000 had been allotted to the vendors. An approxi- 
mate balance sheet had been prepared as at October 13th last, the 
date when a receiver was appointed. 'That showed that the total 
liabilities of the company were £22,814, made up as follows :— 
Issued capital, £8,505; debentures, £2.950; cash and trade 
creditors and bills payable, £9,488; and further cash claims, 
£1,871. On the other side of the balance sheet it appeared that 
up to January Ist of the present year there was a loss on the 
trading of £5,865, while since that date there had been a loss of 
£386. The assets were as follows :— Cash, £34; furniture, £200; 
premises account, £400; constructional works, £169; pattern 
account, #122; tool account, £532 ; plant and machinery, £2,656 ; 
goodwill, £5,000; stock, £1,653; and sundry debtors and bills 
receivable, £5,571. Some time ago, a creditor in the North of 
England levied execution, and in order to protect the assets, a 
receiver was appointed. The execution creditor had since filed a 
petition for the compulsory winding-up of the company. In 
September, 1913, a debenture for £6,000 was issued to the parent 
company to secure a cash advance. There-were five other affiliated 
companies who had money advanced. to them by the parent com- 
pany. At the same time, the parent company issued a debenture 


for £25,000 to the bank. and all the subsidiary companies executed ` 


a declaration and admission of trust in favour of the bank. They 
also gave an undertaking to the effect that they would not, without 
the permission of the bank, pay off any of the debentures which 
had been issued in favour of the parent company. The manager 
of the present company knew nothing about that declaration, and 
it appeared that over £4,000 of the original debenture had been 
paid to the parent company. A receiver had been appointed in 
connection with the parent company, and that gentleman had a 
claim against the present company, not for the balance of the 
debenture of £1,400, but for the original amount of £6,000. Of 
course, the present company had a claim against the parent com- 
pany for the £4,000 odd which had been paid off the debenture, 
but that might be a bad debt. Second debentures in the company 
were held by a Mr. Powell, who only advanced his money during 
the present year. The manager of the company (Mr, Pearson) had 
also advanced considerable sums, and guaranteed the accounts of 
some of the creditors. When the bank advanced money to the 
parent company, the amount was guaranteed. The guarantors 
proposed to settle with the bank, and to transfer the balance of 
the first debenture of £1,400 to the second debenture-holder. The 
latter would then advance the company a further sum of £1,000 to 
provide it with the necessary working capital. The amount which 
the company had repaid off the debentures would be wiped out. 
Certain of the book debts were charged. but the debenture-holder 
wasagreeable tothe remaining book debts being released and collected 
for the benefit of the unsecured creditors. From the book debts 
-it should be possible to collect sufficient to pay the creditors at 
least 2s. or 3s. in the £ on the amount of their claims. After the 
book debts had been collected, the company would pay over £50 
weekly for the liquidation of the creditors’ claims. The smaller 
creditors would be paid in full within a reasonable time. It had 
to be remembered that unless some scheme was adopted, the 
unsecured creditors would get nothing. Under the present scheme 
the creditors would certainly receive 2s. or 38. in the £, and they 
stood a sporting chance of receiving a good deal more. 

In answer to questions, Mr. Houstoun stated that the company 
had always been hampered for want of capital. In 12 months a 
considerable sum was paid for accommodation. If the company 
- was wound up, the creditors would not get anything. There was в 
considerable number of suing creditors. 

Several creditors expressed the opinion that there was a good 
future before the company, and that every effort should be made to 
continue it. The matter was discussed at some length, and 
eventually resolutions were passed in favour of the acceptance of 
the scheme, and it was decided that the petition for the winding-up 
of the company should be.opposed. Mr. G. E. Corfield was 
appointed to act as trustee for the creditors in the matter, and it 
was stated that the Court would be asked to approve of the scheme, 
and a further meeting of the creditors would then be called. 


Car-lighting Devices in Australia.—Although several 


tenders were sent in in response to the Melbourne Tramways 


Board's invitation for devices for car illumination, none proved 
entirely satisfactory, the fault in most cases being the expense of 
working, but in some the delay entailed in procuring the plant. 
Fresh tenders are, therefore. being invited, and it is stipulated that 
tenderers who cannot supply plant must state the cost of the plant 
that will be required. The Board now has 1,014 cars, but the plant 
must be capable of meeting the requirements of 1.250 cars with 
lights of approximately 100 С.Р. to each car. Tenderers must 
also state the cost of maintenance, and whether they are prepared 
to install the plant and give a fortnight's trial of their system on 
one of the cars. The Board offers in various ways to assist 
tenderers in the experimental stage of their work, and will also 
rive a premium of £100 for the most suitable design. with 
specifications, whether it із adopted or not.—4zetralian Mining 
Sandard. 
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Book Notices.—" Walford's Tea, Coffee ‘and Rubber 
Guide." London: Martin Walford & Co. 1s. 6d. uet. This 
pamphlet gives a list of about 300 dividend-paying rubber shares 
and their yields. 

* Journal of the Röntgen Society.” No. 49, Vol. XII. October, 
1916. London: Percy Lund, Humphries & Co. Price 1s. net. 


“Science Abstracts." A and B, Vol. XIX, Part 10. October 25th, 


1916. London: E. & F. N. Spon, Ltd. Price 1s: 6d. each. 

“Elenco dei Fabbricanti in Italia di Materiale e Macchinario 
Elettrico. Milano: Stabilimento Grafico Stucchi, Ceretti e C. 

“ Scientific Papers of the Bureau of Standards." No. 289. “ The 
Damping of Waves and Other Disturbances in Mercury." No. 291. 
“А System of Control for an Electric Testing Laboratory.” Wash- 
ington : Department of Commerce. 

* Proceedings of the American Institute of Electrical Engineers." 
Vol. XXXV, No. 10. October, 1916. New York : The Institute. 

“Engineering Industry in War and Peace." The B.E.A.M.À. has 
published a pamphlet containing verbatim reports of the speeches 
delivered at the Mansion House meeting in September. together 
with photographs of the speakers. 

“ Business—and Bribery after the War." Ву R. M. Leonard. 
Twelve-page pamphlet issued by the Bribery and Secret Commissions 
Prevention League Inc., 9, Queen Street Place, E.C. 


British Travelling Exhibitions.—Replying to a Parlia- 
mentary question, the other day, Mr. Runciman said that he was 
considering the possibility of arranging for an exhibition of British 
manufactures which would visit the principal commercial centres 
in the Dóminions. He was in communication with the Secretary 
for the Colonies on the subject. Extensive preparations would 
have to be made should an exhibition of the kind prove practicable. 
He did not contemplate attempting to include in the present scheme 
exhibitions in neutral countries. | 


Liquidation. — GENERAL ACCESSORIES Co. Lrp.— А 
meeting of creditors is called for November fth, at 120, Black- 
friars Road, S.E. | 


Bankruptcy Proceedings.—R. E. CoNNOLD, electrician’ 


. Canterbury.—November 17th is the last day for the receipt of 


proofs for dividend. Mr. G. E. Corfield, trustec. Balfour 
Hovse. E.Ç. | | 


LIGHTING AND POWER NOTES. 


Aberdeen.—The Electricity Committee is supporting the 
recommendation of the electrical engineer that tenders be obtained 
for the erection of a sub-station at the east end of York Place, at a 
cost of £2,800; the continued additions ,of load in this area, 
together with a recent application of a further 700 H.P. for a 


shipbuilding yard, make it imperative to proceed with the work at _ 


once. 


Accrington, —LINKING-UP.—Atb a recent T.C. meeting, 
Alderman Higham favoured the proposed interconnection of the 
Lancashire electricity supply systems. The interlinking of 


- Accrington with Rawtenstall, and probably Blackburn, would be 


beneficial, especially during temporary breakdowns. 
Aldershot.—PRicE REvisrox.— The D.C. has decided 


to increase the charges for eleotricity as follows :—А flat rate of 
6d. per unit, in lieu of 44d. per unit, plus 10 per cent.; power and 
heating, 3d. to 24d., instead of 2d. to ljd. plus 20 per cent.; 
Messrs. Gale and Polden to be charged for power consumption 
134. per unit, in lieu of ld. per unit, plus. 20 per cent.; and a 
rental to be made for consumers’ meters of 18. 6d. to 2s. 6d. per 
quarter, according to size. 


Ardsley.—SEWAGE WORKS SuPPLY.—The Electrical 
Distribution of Yorkshire, Ltd., has been asked to guarantee п 
supply of electrical energy at Brodilley Sewage Works for a period 
of five years, with the option of a further five years’ extension. 


Australia.— The Huntley Shire Council (Victoria) has 
been requested by the ratepayers to consider the erection of a 
municipal plant to supply Elmore with electric light and power, or 
alternately, that the Council should forego its right in favour of a 
company. A report on the project has been prepared and forwarded 
to the Council for its information. 

The Renmark (South Australia) electric lighting plant has been 
taken over by the Council. The consulting engineer, Mr. F. Coote. 


has recommended an increase in the power plant by 100 H.P. 


In connection with the Inkerman (Queensland) irrigation 
scheine. Messrs. J. Hargreaves (hydraulic engineer) and H. Eklund 
(assistant engineer) Queensland water supply department, have 
recently returned from a visit to the Lower Burdekin district. The 
scheme embraces an area of 25,000 acres. It is estimated that 
6.000 acres would be ready for planting cane when the scheme 15 
available to supply water, and with the system of rotation 2.000 
acres will be dealt with at a time. Distribution will be controlled 
by electricity. Though pumping is the most important feature, it 
is expected that before long the pumping demand will be secondary 
to that for general use. A steam generating set is proposed for 
the work, with a distribution at 6,600 volts to the pups. - 
Tenders. | 


" Васир.—Вогк SurPLY.—The T.C. has intimated to the 
Rawtenstall Corporation its inability to agree to terms for supply. 
unless informed of the terms granted by Rawtenstall.in the case of 
the Haslingden supply. s : 


Baildon.—E.L. PRorosAL.—With regard to the question 
ef electricity supply, the Council has informed the Shipley D.C. 
that it does not at present favour the suggestion of granting 
general powers to distribute electricity in the Baildon area, and 
that the matter may be considered in abeyance until the conclusion 
of the war. 


. Barnsley.—YEAR's Мовкіхо.—Тһеге was a deficit of 
£363 on the working of the Corporation electricity undertaking 
during the past year. 


mémbers of the electrical trades felt that their business was likely 
suitable provision for electric supply was made. 
The Lord Mayor assured the deputation that the subject would be 
taken їр afresh and discussed seriously, but he could 'not promise 


At & regent meeting of the Council, Mr, Caughey pointed out 
that the city electrical engineer reported that he estimated the 


cent. on the plant, based upon the assumption that the whole of 
the plant was simultaneously available at its full normal rating, 


Birmingham.—Several times during the last week the 
Corporation tramway service was suspended owing ‘to shortage in 


the cars as often as possible. Mr. Chattock, the chief electrical 
engineer, and Mr. Baker, the tram ways manager, had discussed the 
matter, and the conclusion arrived at was that it would be better 
not to issue any definite notice as suggested. 


Another matter which oocupied the attention of the Committee 
was the general question of the supply of current throughout the 
city. The output. of the department. has increased from 80 million 


are being taken to secure the installation. of plant, which should 
have been in working order by the end of September, before th 
middle of December, and when that has been accomplished it is 


Canadian Water Power.— The High Commissioner for 
Canada has received the following information by cable from the 
Hon. W. J. Roche, M.P., Minister of the Interior at Ottawa :— 


available in water powers in the Dominion of Canada. Developed 
water powers aggregate 1,712,193 H.P., of which Nova Scotia has 
21,412 H.P. : New Brunswick, 13,390 H.P. ; Prince Edward Island, 
500 H.P.; Quebec, 520,000 H.P. ; Ontario, 789,466 H.P.: Manitoba, 
56,730 H.P. ; Saskatchewan, 45 H.P. : Alberta, 33,305 H.P. ; British 
Columbia, 265,345 H.P.; and the Yukon Territory, 12,000 H.P. 
Eight million n.p, are available within range of the present 
markets, and within 15 years will be in пзе. = ' 


Clyde Valley—New Power STATION.—On November 
Ist the new Cambuslang power station of the Clyde Valley Elec- 


The first generating set installed ig a Westinghouse 5,000-K w., 
25-cycle, three-phase turbo-alternator, supplied with steam from 
Babcock & Wilcox boilers, each evaporating 34,000 Ib. of water per 
hour at 200 lb. per sq. in. For coal supply the wagons are tipped 


hydraulically into a hopper, which supplies the Conveyors passing 


plant. 
and a portion of 
It is interesting to 
ith success on the 


Continental.—G кв MANY.— According to the « Muenchner 
Neweste Nachrichten," the electricity вир 
A m о. in order to Supply the new Kru 
electric light and power. . In consequence of the impossibili 
deed the каш hydraulic machinery, recourse has Mee 
о steam power, and a steam turbine of between 5.0 
has been installed. 91000 and 6,000 H.P. 

NORWAY.— The Hitterdal Divisional Council has de id | 
t c [uire the Omres waterfall in Sauland, with a view Ven. 
tion of a hydro-electric station at a cost of either 155.00 


590.000 kroner, according us it is decided to develop 1 
2.800 н.р, 


The Stadsraad on October 14th approved of a resolution of the 
authorities of Rygge to raise a loan of 100,000 kroner for ех- 
tensions of the Communal electric station. a 

With a view to power production, the Trondhjem Municipality 


. has decided to build a dam across an inlet of the sea opposite 


Neadal, enclosing an area of 20 kilometres, and creating” a 


Darlington.—The report of. the electricity department 
shows an increase of 22 per cent. in the:number of unita generated 
for lighting and power purposes since April last. The accounts to 
the end of March last showed a net profit of £2,918, and the Com- 
mittee recommends that this be placed to the reserve account. 


Folkestone, —PR1cE INCREASE.— The Electric; {у Supply 
Co., Lid., has notified the T.C. that from thé meter readings at the 
beginning of the December quarter, the charge for current will be 


increased by a further 5 per cent., in addition to the 10 per cent. 
already enforced. 


Harrogate.—Yrar’s: Workinc.—The annual accounts 
for 1915-16 show a total revenue of £20,202 ; working expenditure 
amounted to £9,437, and the gross profit to £10,765. From ihe 
latter, after meeting interest and sinking fund charges, £1,784 waa 
placed to reserve and £1,000 to relief of rates ; the balance, 
together with £289 from reserve, making £819. waa expended on 
works of a«capital nature. The reserve balance amounts to £4,029, 


- During the year 1,474,234 units were sold, the maximum load 


amounting to 800 Kw. 


London.— Hacknuy.—The Electricity Committee recom- 
mends the extension of the distributing main in High Street, 
Kingsland, in order to supply electricity to a factory. the firm 
guaranteeing a minimum of £100 per annum for five years. The 
Committee also recommends that application be made to join the 


_ LM.EA. - 


mittee reported having completed negotiations for supply with one 
large company. Negotiations are proceeding with an important 
authority whose representatives had. applied for terms for a 
Stand-by supply. The terms accepted in the one case, and the 
terms offered in the other, are such as will safeguard the Council 
against any large capital expenditure or loss on revenue account. 
The Works Committee reported having entered into an arrange- 
ment in regard to the lighting of certain roads m 

IstiNGTON.—Ex'tRA WaGEs.—The B.C. has granted ‘an addition 
of id. an hour to the wages of the employés of the electricity 
department. | 


WOOLWICH.—At the meeting of the B.C. the Electricity Com- 


Lowestoft.— Last week Mr. Б. C. Maxwell, inspector of 
the L.G.B., held an inquiry into the application of the T.C. for 
sanction to various overdrafts, including £4,000 on the tramways 
account and £6,000 on the electric lighting account. 


Newport (Mon.).— The Electricity Committee has con- 
sidered the memorandum circulated by the Joint Committee in 


, connection with National Electricity Supply, and has passed a 


resolution authorising the borough electrical engineer, Mr. A. 

Nichols Moore, to take part in the proposed Committee for that. 
area of supply, and to report as to progress made with the scheme, 

without, however, pledging the Committee to апу course of. action 

until it has had full opportunity of considering it. | 


New Zealand.— According to the New Zealand Gazette, 
as a result of a poll of the ratepayers of the Borough of Stratford 
(North Island), it has been decided to borrow the sum of £16,000 
for street lighting, electric power supply, &c., purposes. . 


Oulton Broad.—StREET LIGHTING.—The local electric 
lighting company has informed the U.D.C. that it does not see 
its way to make any further reduction in the contract prices for 
street lighting. The matter has been referred to the General 
Purposes Committee.  . 2 


Reigate,— At the meeting of the Т.С. it was stated that, 
for the half-year ending September 30th, which included the five 
months covered by the Daylight Saving Act, the undertaking had 
lost in revenue from lighting £594. The reduced demand had 


. enabled the staff, for the first time in the history of the under- 


taking, to shut down the whole of their steam plant, and run 
entirely on oil. thus saving 93 tons of coal. If they could con- 
tinue to run through the winter without the aid of steam, as 
there was reason to hope they might, the loss of revenue would, in 
А measure, be compensated for by the saving in consumption of 
eoal. = 


Ripon.—E.L. ScuEwE.— The T.C. has decided to apply 
fora provisional order for electric supply: the approximate cost 
of the scheme is £20,000. The site selected by & Committee for 
the generating station did not meet with the approval of е 
Council, and in order to give the Committee the opportunity to 
select another site the matter was adjourned. 


. Rotherham.—Plans have been passed for the Rotherham 
Forge and Rolling Mills Co., Ltd., for an electrical sub-station ; 
the Corporation electricity department is to carry an overhead 
electric cable across the River Don to these works.. New electrical 
air compressors are to be put in at the sewerage works, and towards 
the cost the Electric Light Committee will contribute £500. | 


ose 
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Sheffield.— PRoposED New Power Sratron.—The 
Electricity Committee reports that the generating station at 
Neepsend is unequal to supplying all the power required by con- 
sumers, and recommends that a new generating station be provided. 
The Committee recommends that Sir Alex. Kennedy be asked to 
advise on the matter, and that steps be taken for obtaining the 
necessary powers, either by the promotion of a Bill in Parliament 
or otherwise, to carry out any.scheme that may be decided on. 

The Finance Committee approves of the recommendation of the 
Electricity Committee to acquire land and erect a sub-station at 
a cost of £8,000 exclusive of the cost of the land, subject to 
Government approval. 


Swinton (Yorkshire).—SrREET LiaHTING.—A question 
has arisen between the Swinton U.D.C. and the Mexborough and 
Swinton Tramway Co. in regard to the matter of payment by the 
Council to the company for current for public lighting, which, 
under the restrictions of the present,time. has been discontinued. 
The company has insisted upon-full payment of the rate per lamp 
which it is entitled to under its- Act, and has held up the pay- 
ment of rent to the Council as security for settlement of the 
lighting account. 


Wolverhampton.—Prick INcREAsE.— The charges for 


electricity are to be increased temporarily by 10 per cent.. in order 
{о put the electrical undertaking on a sound financial basis. 


The Electricity Committee, in its annual report, states that. 


notwithstanding the increased prices of material and labour, the 
coste of production per. unit sold show a decrease, compared with 
the year previously, under every heading excepting that of coal. 
During the yeur it was found necessary to make preparations for 
additions to the generating plant, and the L.G.B. sanctioned loans 
amounting to 51.416 for this purpose. These extensions cover the 
addition of two boilers with all auxiliaries, one 5,000-Kw. turbo- 
alternator set with the necessary switchgear, &c., alterations to the 
buildings of the boiler and engine houses, new converter plant, and 
sub-stations in the town, together with E.H.T. mains. The steady 
increase of output from the works has been maintained,as will be seen 
from the fact that for the year under review the increase in units 
sold was 2,154,426. Negotiations -have taken place with several 
important outside industrial undertakings who have under con- 
sideration the question of building new works, with a view to their 
taking electricity supply in Wolverhampton, and it is hoped good 
results will follow. 


TRAMWAY and RAILWAY NOTES. 


Bacup.—ARBITRATION.—Mr. McElroy has appointed 


November 20th for the arbitration between the Bacup‘and Rawten- 
stall Councils on the question of alteration of the tramway fares 
between the two towns, if necessary; the arbitration will be 
continued on November 22nd. 

Blackpool YEaR’s Workinc.—In his annual report, 
Mr. Chas. Furness states that the total income of the Corporation 
tramways was £80,066 and the working expenses were £45,030. 
The gross profit of £35,025 was divided as follows :—Interest and 
sinking fund charges, £18,760 ; reserve fund, £3,275 ; permanent 
way renewal fund. £8.000; and contributed to rates. £5,000. The 
net profit constituted the third best in the history of the depart- 
ment. The years receipts were £3.961 more than in the previous 
year, though up to the end of September the increase only stood 
at £819. The winter months showed an approximate increase of 
£2.600. The number of passengers showed an increase on the year 
of 961,337, and the mileage a decrease of 16,132. The passengers 
carried numbered 11,585,551. ` 

Seventy employés are on war service. three have fallen in action, 
whilst a number of others have sustained injuries. Referring to 
the employment of female conductors, Mr. Furness says they have. 
on the whole. acquitted themselves creaitably. 


Blackpool—Lytham.—Srorm Daxacr.—Owing to a 
sudden gale on the Fylde Coast, on October 30th. the tramway 
service on the Blackpool. St. Annesand Lytham route was impeded. 
owing to the wires being blown down. The cars were held up for 
some time during the evening: those on the Promenade route 
. found it impossible to run to time. 


Bradford.—Our correspondent writes that the queue 
system has been in operation for a long time on certain of the 
tramway routes, but in Forster Square, the centre of a wide dis- 
tribution of services, there has been difficulty in establishing a 
satisfactory queue method, owing to the fact that the Heaton, 
Frizinghall, Baildon Bridge, Saltaire, Bingley and Cross Flatts cars 
run over the same route for considerable distances out of the city. 
Their starting point, too, is at a most congested corner. Recently 
an attempt was made to establish some sort of order in the unruly 
mob which has been in the habit of rushing the cars, by posting 
notices threatening penalties if a queue were not formed, but these 
had little or no effect, and last week three separate queues, with 
barriers, were fixed. The result is not altogether a success, because 
Inspectors and policemen have still to keep order, and the congestion 
at the two corners now in use is probably worse than ever. 


Continental.—SParx.— The Gareta de Madrid publishes 
a notice authorising the Compania Nacional de Tranvias de 


Barcelona to undertake the extension of the electric tramway to 
^ans,— Board of Trade Journal, | 


Darlington.—TrRarric REscvLTS.—The tramway revenue 
for the past six months shows an increase of £432. The Com- 
mittee recommends that the salary of the traffic superintendent Зе” 
raised to £170 per annum, but a request by male employés for an 
increased war bonus has been referred to the General Purposes 
Committee. 


Halifax.—The Corporation has applied to the B. of T. 
for a further Order under the provisions of the Special Acts (Ex- 
tension of Time) Act, 1915, to extend until August 18th, 1918, the 
period for the completion of the following tramways authorised by 
the Halifax Corporation Act, 1911, viz. :——Nos. 1, 2. 4, 7, 14, 15, 16, 
17, 18, 21, 22, 31, 36, 37, 38 and 39, wholly situate in the borough ; 
Nos. 19 and 20, wholly situate in the urban district of Queensbury ; 
Nos. 23 and 24, wholly situate in the urban district of Shelf; and 
Nos. 25, 26 and 27, wholly situate in the borough of Brighouse. 


Huddersfield.— The queue system of loading tramway cars 
was put into operation for the first time in Huddersfield last week. 
Though, owing to the narrowness of the causeways, no barriers 
have been erected, the system is said to work satisfactorily. 


Rochdale.—T&RaMwaAv Accipent.—An accident occurred 
on Thursday. last week, to a Corporation car travelling between 
Whitworth and Bacup, 12 passengers being injured. The car got 
out of control on a di en and jumped the points; it was put 
back on the line and ran backwards, and again jumped the metals, 
finally colliding with an electric standard, and overturning in such 
a position that it hung balanced on a low wall overlooking a 
valley. ( а 


| f 
Rotherham,—Nxw Cars.—Owing to the rapidly- 
increasing traffic on the tramways. tenders are to be invited for 
the supply of six new double-decked cars. Mr. Edward Cross, the 
tramway manager, reported that it would take from six to eight 
montbs to obtain delivery. ` 


Sheffield.—The number of passengers carried on the 
Corporation tramways during October was 11,493,379, as compared 
with 9,771,602 for the corresponding period of 1915 ; the receipts 
were £13,341, as compared with £36,755. i | 

The Tramways Committee recommends the purchase of land at 
Pickmere and Fitzgerald Roads, at a cost, of £1,065, for a depot. 


U.S.A.—On Wednesday a Boston car left the track and 
fed over the bridge at Fort Point Channel, 54 passengers being 
drowned. 


Winchester. — ELECTRIC VEHICLE. — The Electricity 
Committee has had under consideration the desirability of pur- 
ehasing a small electrically-driven van, which, while serving as a 
demonstration car, could also be used with advantage by the depart- 
ment in the delivery of stores; before, however, coming to a deci- 
sion the Committee is causing further inquiries to be made as to 
whether such a vehicle could do all the work required as cheaply as 
by the present method. The Mayor stated that up to the present 
about & dozen vehicles (ten tractors and. two private) had been 
recharged at the works. : 


Wolverhampton.— Year's Workine.—The report of 
the year's working of the Corporation tramways to March 31st last, 
shows a gross profit of £24,893, which, with £1,459 added on 
motor-omnibus account, makes a total of £26,353 ; after meeting 
charges for interest and sinking fund, there remained a net profit 
of £13.271. The reserve and renewal account now stands at 
£56,598, The Tramways Committee give the following statement 
of traffic receipts for the first six months of the financial year 
commencing April Ist, 1916 :-—Car-mileage. 590.685 : passengers 
carried, 7,516.858^ receipts. £33,259. being 13°5d. рег car-mile. The 
figures for the same period of last year were :—Car-mileage, 585,614 ; 
passengers carried, 6,617,061 ; receipts. £29,525, or 12^ 11d. per car- 
mile. 


TELEGRAPH and TELEPHONE NOTES. 


Long Submarine Telephone Cables.—A 12-conductor 
telephone cable. was recently laid across Vineyard Sound to connect 
Martha's Vineyard Island with the mainland of Massachusetts, and 
& six-conductor cable was laid at the same time to connect the 
island with Nantucket Island, a distance of nearly 20 miles. The 
latter island was previously without telephone connection. 

‘The large size of the Vineyard Sound cable--2°69 in., and 
weighing 10'6 lb. per running foot-—was necessitated by the-strong 
tides prevalent in that body of water. It is one of the heaviest 
ever handled by a power, telephone, or telegraph company. The 
Nantucket cable is about 5 10. to the foot. In the former cable 
each conductor is wrapped in double paper insulation, with a 
similar wrapping on the core, around which is a lead sheath з; in. 
in thickness. Around this are three layers of 100-16. jute 
roving, bound by 23 armour wires 0'203 in. in diameter, also 
enclosed in two layers of jute roving, and finally bound in an outer 
armour of No. 4 steel wires. the final wrapping being two thick- 
nesses of No. 16 three-ply jute yarns. 

The Nantucket cable has double insulation. a lead and tin sheath 
jin. thick. and three layers of 100-1. jute roving bound in steel 
wire armour of 18 strands, 0238 in. in diameter. 
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The Vineyard Sound cable reached the point of departure from 
the mainland in four reels, weighing respectively 71,400, 71,500, 
72,300, and 36,800 1b., these being among the heaviest reels on record. 

~ The laying of the cables was done by the Western Union Tele- 
graph Co.'s cable ship. Clowry. ` . 

The Nantucket cable is the longest electrical conductor under 
water in the United States. Its total weight is 361 tons.— Electrical 
Review and W. Electrician. 


Telegrams by Telephone.—In view of the difficulty in 
making prompt delivery of telegrams by messengers on account of 
the growing dearth of boy labour, the Post Office authorities point 
out that the delivery of telegrams by telephone, with delivery by 
post of confirmatory copies. provides a good alternative. It would 
be of great assistance to the Post Office if the public would make 
greater use of the arrangement under which telegrams may be 
directed to a telephonic address, as, for example :---'* Smith, 
Midland 215, Birmingham." Subscribers are recommended to 
print their telephonic addresses on their notepaper. and to advise 
their regular correspondents to address their telegrams accordingly. 


CONTRACTS OPEN and CLOSED. 


OPEN. . 


Argentina. — November 30th. Buenos Aires Munici- 
pality. Electric carbons required during 1917. Oficina de Licita- 
ciones. Intendencia Municipal de la Capital, Avenida de Mayo, 526, 
Buenos Aires. . un 

Australia, —SYbxEY. January 22nd, 1917. Electrical 
plant (converter, battery, booster, and switchboards) for the 


Castlereagh Street sub-station, for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall.* 


January 8th. Municipal Council Electric Lighting Department. 


:83,000-volt switchgear. E.L. Department, Town Hall. Specifica- 
tion 10s. 6d.* | 


MELBOURNE.— December 11th. City Council. Supply and erection 
of coal transporter plant. See “ Official Notices " September 15th. 
_NEw Soutu WALES.— Time for sending in tenders for: 50-ton 
electric overhead travelling crane for Yarra Street, power-house, 
Newcastle, extended to January 3rd.* 2 

Bradford.—November 11th. Stores for the Tramways 
Department. Tramway Offices, 7, Hall Ings. Deposit €1 1s. 


Cape Town.—January 5th. Electric motors and starting 
panels, for the Corporation Electricity Department. Dock Road, 
Cape Town.* w^ | 

Chatham.—November 15th. T.C. Annual contract for 
electric lamps, stores, &c. Borough Surveyor, Town Hall. 


Durban.— January 3rd. Corporation. One. 3,000-Kw. 
steam turbine, alternator, and condensing plant. Specification 
No. S. 298; drawing No. P. 997, both at the office of the Borough 
Electrical Engineer, Municipal Buildings. Deposit £2 28. · 

Enniskillen.—December 1st. Sligo, Leitrim & Northern 
Counties Railway Co. Twelve months’ supply of telegraph mate- 
rials. Mr. J. Duff, Secretary to the Company. ` m 

Grenada, — December 31st. Government. Electric 
supply at St. George's and suburbs. Tenders to Colonial Secretary, 
Grenada, British West Indies. ` 


Johannesburg.— November 20th. Corporation. 
1,000 trolley wheels for tramcars (Contract No. 181).* 

November 27th. Corporation. 1,000 sets of single-pole, ironclad 
 house-service cut-outs (Contract No. 187).* t | 

November 27th. Corporation. 250 field coils for tramcar motors 
(Contract No. 192).* 

December 20th. Corporation. Automatic pressure resrulators for 
the А.С. turbo-generators at the power station.* 

December 9th. Corporation. 1,427 Ас. and D.C. electricity 
meters and 100 time-switches. Specification (21a. deposit) from 
Mr. E. T. Price, General Manager's Office, Electricity Supply and 
Tramways Department, President Street, J ohannesburg, W.* 

January 3rd. Corporation. Iron axles and bushes. 

Liverpool.—November 22nd. Cheshire Lines Committee. 

: General stores, including (6) telegraph materials and carbons, 
during 1917. Stores Superintendent, Warrington. PS 

Middleton.—November 11th. Corporation. 4,000 tons 


washed or dry slack steam coal for the Electricity Department. 
Particulars from the Borough Electrical Engineer. 


New Zealand.—Dcnepixn.—J anuary 24th, 1917. Motor- 


generator, accessories and spares. Cit Electrical Engi 
Street Dunedin.* € y 7 gineer, Market 


Oldham, — November 13th. Electricity Committee. 
Steam coal for 8 or 12 months during 1917. Mr.F.L. Ogden 
Greenhill Electricity Works. di 


| Rhondda Valley.—November ?0th. Electrical installa- 
tion in screwed tubing for Messrs. David John & Co. brewers 
Pentre. See " Official Notices” to-day. ` 


| Rotherham.—N ovember 16th. Tramways Committee, 
Six electric double-deck. top-covered cars, See " Official Notices " 
November 3rd. | i 
Salford. — November 13th. Covering steam 
Valves, &o. Borough Electrical Engincer, Frederick Road, 


a00 or 


* 


piping, 
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.Stalybridge.— Tramways and Electricity Board, Water. 
tube boilers, mechanical stokers, and cooling towers. See " Officis! 
Notices" November 3rd. | 


Stretford.— November 21st. Corporation Electricity 


Works, Twelve months’ supply of best Lancashire rough slak ^ 


coal—12,000 tons. Tenders to Council Offices. Old Trafford. 
Wakefield.—November 20th. Supply of coal for th 


electricity works, Calder Vale, for a year. City Electrical Engineer 
Old Town Hall. | И 

Wigan.—November 15th. Twelve months’ supply of 
firing slack for the electricity works. Mr. W. H. Tyrer, Town 
Clerk, Municipal Offices, King Street West. 

York, — November 23rd. North-Eastern Railway Cn, 
Six and twelve months’ supply of telegraph apparatus, telegraph 
wire and line stores. See "Official Notices” to-day. 


Specifications for the items marked * can be seen at the Бош 
of Trade Commercial Intelligence Department in Londor. 


CLOSED. 
Australia,—V ictorian Railways Department :— 


D.c. motors for pumps for State coal mine.—Aust. General Electric Co. 
N.S.W. Public Works Department :— 


5,000-volt switchboard, Homebush abattoirs, £1,458.—A. T. Carter & Со, 
Sub-station equipment for ditto, £970.—N. Guthridge, Ltd. | 
5-ton loco. electric cranes, £1,260.—8trachan, Murray & Shannon. 


The Tenterfield (N.S.W.)-Council has accepted the tender of the 
Commonwealth Electrical Construction & Supply Co. for the 
installation of electric lighting in the town. —Tenders, 


Manchester.— Electricity Committee :— 
Cable.—B.I. & Helsby Cables, ae Western Electric Co.; Callenders 


Ci 


Cable & Construction Co., Ltd. 
Turbine feed pump.—G. & J. Weir, Ltd. 
Sub-station switchgear.—Ferranti, Ltd. 


Tramways Committee :— 
Copper trolley wire.—F. Smith & Co., Ltd. 


Rotherham.— District Council. Accepted tender :— 
Chadwick & Co (Rotheriiam).—Extension of the boiler-house building» ay 
genérating station, for the additional two water-tube boilers. 
Salford.—Lighting and Cleansing Committee :— 
Lancashire Dynamo & Motor Co.—One No. 5 D.C. motor and accessories, £6). 
Sheffield.— According to a Sheffield paper, the Electricits 
Supply Committee is authorising the general manayer to obtain 
tenders for the purchase of certain obsolete plant at the Sheai 
Street and Neepsend generating stations, and to accept the quota- 


‘tion of Messrs. С, A. Parsons & Co. Ltd. amounting to £19,000. 


plus an allowance of 5 per cent. for contingencies, for two tunbo- 
alternators, switehgear. and alterations to pipework in replacement 
of the plant referred to, to be erected at Neepsend for working 
with the existing condensers. 


Woolwich.—Borough Council. Accepted tender :— 
G. & J. Weir.—Feed pump (capacity 10,000 to 12,000 gallons), £325. 


SED 


FORTHCOMING EVENTS. 


* ` р hn 
Royal Society of Arts.—Friday, November 10th. At 5.15 p.m. At Jo 
тес: Adelphi. Chadwick Lectures on ‘ Fatigue and its Effect oa 
Industry and Efficiency," by Professor Stirling. . ир 
, Wednesday, November 15th. At 4.90 p.m. Opening address, "The 
Stability of Great Britain," by Dr. Dugald Clerk, F.R.8. _ ve 
Physical Society of London.—Friday, November 10th. At 5 p.m. А t 
gd cen College of Science, South Kensington, S.W. Ordinary PAE 
Chief Technical Assistants’ Association.—Saturday, Ко рш i 
8p.m. At the Tavistock Hotel, Covent Garden. Discussion on Coal a 
Ash-Handling Plant,” to be opened by Mr. J. T. Baron. ee 
Association of Mining and Electrical Engineers (West of Scotland 
Branch).—Saturday, November llth. At 4.30 p.m. At the Royal ico 
nical College, Glasgow. Lecture on “Friction Surfaces," by Mr. J. 
Oswald ; demonstration of oxy-acetylene, by Mr. W. L. Brown. -— 
City of Nottingham Industria] Development Committee. — Monday, 
ыз. 13th. At 6.30 p.m. At tie Exchange, Nottingham. Address 
on “ War and Industrial Revival," by Mr. T. C. Elder. | БЕ 
Institution of Electrical Engineers (Birmingham Local Sect on. 
Wednesday, November 15th. At 7 p.m. At the University, K 
Street. Kelvin Lecture, “Some Aspects of Lord Kelvin's Life and Work, 
by Dr. A. Russell. , 
(Manchester Local Section).—Tuesday, November l4th. a aa 
At the Engineers' Club, Albert Square. Chairman's inaugural a a m 
(Scottish Local Section) Tuesday, November lith. At 7.90 p. 
At 207, Bath Street, Glasgow. Chairman's inaugural address. 645 poi 
(Newcastle Local Section), —Monday, November 13th. At 6.45 p. 
At the Mining Institute. Chairman's inaugural address. ТТТ 
Liverpool Engineering Society. Woedhesday, November 15th. Км 
ең Institution, Colquitt Street. Paper on “The Civil Engineering 
Profession and some Economic аак һу nm Д о 7.45 pam. М 
Greenock Electrical Society.—Thursday, November 16th. E polae” hf 
22, West Stewart Street. EDGE “A Criticism of the І.Е.Е. Rules," " 
Mr. H. Piggott. junto 
Chemical Society.—Thursday, November 16th. At 8 p.m. At Burling 
House, Piccadilly, W. Ordinary scientific meeting. А ig lt 
Institution of Mechanical Engineers.—Friday, November 1 a. pom 
At the Institution of Civil Engineers, Great George Street, 5.9. 
meeting. Research Committee : Report on the Hardness ‘fests. н 
Batti-Wallahs' Society.—Friday, November 17th. At 6.30 раи. At раа 
Mansions Restaurant, Victoria Street, S.W. Informa! Reunton- ber 
nt 7 o'clock, Mr. W, Wyld presiding. Members are asked to-com 


i 1 NES the numer 
with the secretary stating whether they will be present and the ü 


of guests. WU 
—Friday, November 170). At 7 Pr ur 
Juntor Institution of Engineers. on "How to Momovive Formula," by AI 


» Victoria Street, 8. W, 
E. Fiander Etchells. 
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NOTES. 


To Engineering and Allied Contractors.—The Ministry 

of Munitions is desirous of extending the output of :— 

Casting and Stamping Fuse Bodies and Sockets. 

Casting and Rolling Brass Rods for the Components. 
Firms possessing suitable machinery and capable of undertaking 
such work, are requested to communicate at once with the 
Central Clearing House for Engineering Resources, Ministry of 
Munitions, 8-9, Northumberland Street. Northumberland Avenue, 
W.C. 2d 


Lighting in Picture Theatres.—The Middlesex County 
Council Licensing Committee proposes to insert in the licences for 
kinemas а requirement that the building shall be so lighted that it 
shall be possible to see clearly over the whole of the auditorium 
throughout the whole of the performance.— The Times. 


“ Callender's Staff Service Gazette.” —We have 
received а сору of Хо. 8 of Callenders Staff Service Gazette 
(October, 1916), in which the full list is given of steff and employés 
of Callender's Cable and Construction Co. who are with the Colours. 
The editorial notes contain a great deal of very interesting inform- 
ation regarding the movements and experiences of the men who 
have been wounded or laid down their lives in the service of the 
country. Many letters from the men are published. A Supplement 
shows an excellent portrait of the late Mr. W. O. Callender, the 
founder of the company. 


. Appointments Vacant.— Boiler house superintendent for 
Rochdale; charge engineers for a public supply undertaking 
(certified), £130 +- 7} per cent. war bonus. See our advertise- 
ment pages to-day. : 


Siemens Bros. & Co., Ltd.—MERTONS AND THE MARCONI 
Co.—In reply to à Parliamentary question, on Wednesday, Mr. 
Pretyman saidthat Mr. George Chauvin was the managing director of 
Siemens Bros. Ltd., but Mr. Carl von Siemens was no longer a 
director. The firm was а controlled establishment doing Govern- 
ment work, and was under a supervisor. "It is greatly to the 
national interest that this business should be acquired by those 
British firms who сап make the best use of it for the future 
-development of the electrical industry of this country. Active 
steps to that end are now in progress, and in the meantime it is 
elearly necessary that the business should be fully maintained." 

Mr. Pretyman also stated that Messrs. Н. R. Merton & Co. 
had applied to be reinstated on the ground that the German 
interest was now eliminated. 

Mr. Runciman. in reply to a question, says that he is informed 
by the Marconi Co. that certain of their directors were before the 
war on the Board of the Deutsche Betiiebsgesellschaft fur 
Drahtlose Telegraphie of Berlin, in which the Telefunken Co. holds 
the majority of the shares. Не was informed by the Marconi Co. 
that they had not considered it in their interests to publish in 
their yearly accounts lists of their holdings in other companies 
since 1913, but that the information was at all times available to 
their shareholders. The Marconi Co. in 1913 concluded an agree- 
ment of a commercial nature between them and the Telefunken 
Co.. which dealt in some matters with Australia, New Zealand, and 
Spain, but'did not embrace the United States. This agreement 
has not been operated since the beginning of the war. 


Electrical Goods in South Africa.— The South African 
Erport Gazette says that electrical goods made in Japan are 
now being sold in South Africa. “The factory prices are even 
cheaper than similar goods of German origin in the pre-war days." 


Our contemporary says that electrical goods are arriving in South. 


Africa from the United Kingdom more freely now, but contracting 
work has not improved. 


An Industrial Truce for Three Years.— With reference 
to the proposal that Capital and Labour shall through their respec- 
tive representative organisations adopt an industrial truce for three 
or five years. to which we have alluded on several occasions. the Times 
in its “Political Notes" states that a short time ago the Parlia- 
mentary Committee of the Trades Union Congress asked the Em- 
ployers’ Parliamentary Committee to meet them in order to consider 
the resolutions on post-war problems passed by the Congress at 
Birmingham in September. It has now been arranged. says our 
contemporary, that representatives of the two Committees shall 
meet in London next week to survey the ground. “If they can 
arrive at a preliminary understanding the full bodies will, no 
doubt, hold a joint conference without further delay. The move- 
ment is of the first importance. The resolution of the Congress on 
which the Parliamentary Committec are acting instructed them to 
approach the Government and the employers with the object of 
discussing terms that wauld secure industrial peace for three years 
after the war." 


Banks and Industry.—Speaking at the meeting of the 
Russian Corporation recently, Mr. A. W. Tait, the chairman, said :— 

" We have read a great deal recently about the necessity for 
financial assistance for the development of British industry after the 
war. I do not think we need infer from this that the industrial 
interests of thia country have not received proper banking facijities 
or support from the existing joint-stock banks, because I believe 
they have been admirably supported in this connection. There is, 
however, a feeling that something more than this is necessary, 
particularly in financing the development of railways and public 
works in the various countrics of the world, in which British 


. Sir Desmond O'Callaghan. 


enterprise, ability, and experience are well able to take their part. 
Dealing for the moment with Russia, I am inclined to think that 
the existing institutions are able, in a very large measure, to supply 
the financial assistance required, and they are able and willing to 
grant facilities for the development of trade between the two 
countries. This might be further increased if there were a greater 
measure of reciprocity and co-operation, thereby preventing a 
considerable amount of overlapping and unnecessary competition. 
A great deal has been said about the necessity for Government 
assistance to financial institutions, but, personally, I do not see the 
necessity for this, particularly with regard to Russia, because the 
institutions are already in existence, and any step which might be 
taken either as regards assistance to or recognition of one institution 
would be manifestly unfair, and would have a prejudicial effect on 
the activity and usefulness of the other institutions which are 
probably quite as favourably situated to carry out business. The 
British Government could be of more real help to these institutions 
by instructing its Ambassadors and Consular representatives in the 
various countries to assist, when required, the British institutions to 
enable them to obtain the business in competition with the financial 
institutions of other countries which have in the past obtained this 
support. By this means there would be not only profitable 
employment for British capital, but proper safeguards could be 
made whereby such capital as might be required for the purchase 
of materials and plant would be utilised as far as possible for the 
benefit of British Industry. In the past many issues have been 
made in this country where the British investor has been asked to 
subscribe the capital and the proceeds have been spent in foreign 
countries—notably in enemy countries. We must, therefore, benefit 
from the lessons of the past, and see that in future where this 
country supplies the money the interests of British industry are 
properly safeguarded. If proper regulations are made and the 
various banks and financial institutions of Great Britain insist on 
their being carried out where loans are granted and when new 
enterprises are financed, this would be a most effective means of 
counteracting the hold which certain enemy institutions and 
industries had upon the greater part of the trade of the world." 

Mr. Pretyman, in reply to a Parliamentary question, hopes that 
active steps will be taken to set up the British trade banking 
organisation suggested by Lord Faringdon's committee. 


Volunteer Notes.—First Lonpon ENGINEER VOLUN- 
TEERS.—Orders for the week by Lieut.-Col. C. B. Clay. V.D., 
Commanding. р 

Monday, Norember 13th. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25—8. 

Tuesday, November 14th.—School of Arms, 6—7. Miniature 
Range, 5.80— 7.30. Lecture, 7.15, “The Service Rifle," Platoon 
Commander A. Gerard. 

Wednesday, NorembeX 15th.—Instruction Class, 6.15. Miniature 
Range, 5.30— 7.30. Platoon Drill, Platoon No. 3. 

Thursday, November 16th.—Platoon Drill, Platoons Nos. 5 and 6. 
Ambulance Class, 6. Miniature Range, 5.30-—7.30. : 

Friday, November 17th.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, Platoon No. 9. Signalling Class. 
Recruits’ Drill, 6.25— 8.25. 

Saturday, November 18th.—N.C.0.'8 Class, 2,30, Company Com- 
mander Castell. 

Sunday, Nurember 19th.—Entrenching at Otford.— Parade Victoria 
(S.E. & C. Railway Booking-office), 8.45 a.m. 

Inapection—The Corps will be inspected on November 25th by 

A full muster is highly important. 
Uniform. 
(By order) MACLEOD YEARSLEY, Adjutant. 


3RD (OLD Boys’ Corps) BATT. County оғ LONDON VOLUNTEER 
REGIMENT.—Battalion Orders by Major R. J. C. Eastwood (Com- 
mandant), Monday, November 6th, 1916 :— 

Entrenching Duties will be performed on Saturday and Sunday 
next, 1ith and 12th inst. 

Recruits Drill, under Company Sergt.-Major Bretterth, will be 
held on Mondays, Wednesdays and Fridays at the Royal Exchange, 
E.C., at 5.30—7 p.m. | 

Luesdays.—7.15—8.15 p.m., at the London Scottish Drill Hall, 
Buckingham Gate. 

Thursdays.—7.30—8.30 p.m., at the London Scottish Drill Hall. 

Daily recruit drills at Lord's Cricket Ground, under Sergt.-Major 
Alexander, as follows :—9.30 a.m.— 10.30 a.m. ; 11 &.m.—12.15 p.m. ; 
З p.m.—4 p.m. 

Evening recruit drills at Yeomanry Hall, Henry Street, St. 
John's Wood, under Sergt.-Major Alexander, on Tuesdays apd 
Thursdays, 6 p.m. 

Enrolment of Hecruits.— The С.О. will be at Headquarters. Lord's, 


Parade, 2.20. 


. on Mondays. Wednesdays, and Fridays to enrol recruits, at 6—7 p.m., 


and to interview any men who wigh to see him. 
G. H. F. Duncan, Adjutant. 


The Hardship of Premature Call-up Notices.—At a 
meeting of the Military Service Committee of the London Mercantile 
Chamber, held at 44, Bedford Row. W.C., on the 2nd inst., the 
following resolution was carried unanimously :— 


That the War Office be petitioned to make such regulations as will relieve the 
financial hardships incidental to men who have been notified that they may be 
called up (but who are not to understand that they will certainly be called up, 
and are asked to continue their civil employments), when such men, after the 
final decision of a Tribunal, are exempted for a certain time only, and sell 
their businesses-or in consequence of their position leave their employments to 
hold themseltes in readiness for their call and are obliged to live on their 
capital. И not eventually called np, such men can, under present regulations, 
have uo allowance made them for their wives and children, and this Com- 


. mitteo respectfully submits that great haxdship onsucs, and that stops bu ut 


once taken to remedy the grievances indicated. 
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Wages in Australia. — Ассогаі ng toan Australian Govern- 
ment return just received in London. the following are the wages 
fixed by Award Courts for adult male electricity supply. &e., 
Workers for a 18-hour week D ` 
Sydney.—Rlectrical installation.-- Armature winders. 72s. : cable 
jointers, 72s. : fitters, 748. : linemen, 66s. ; mechanics, 668. ; wire- 
men, 648.: other adults, 57s. Electrical Supply.--Armature 


Winders, 72s. ; cable jointers, 745. : carboner (arc lamp attendant). - 


51s.; instrument makers, 708. : linemen. 668. : meter fixers. (6х. ; 
meter testers, 70s.: patrolmen (night), 430s. : shift electrician, 748, ; 
switchboard attendants, 60s. : other adults, 57s. Electrical Trades. 
— Fitters, 74s, : mechanics, 66s. : wiremen. 64s. | 

Melbourne. — Armature winders, 66s. ; cable jointers, 69s. : fitters. 
60s. : linemen, 63s. : mechanics. : (3s. : patrolmen, 63s.: wiremen. 
63s.: wireman's assistant, 56s.; other adults, 26s. Electrical 
Supply. -Armature winders, 51s. and 635.; cable jointers, 63s. : 
carboner (arc lamp attendant), 548. ; instrument makers, 63s. ; 
linemen, 60s. ; meter fixers, 553. Gd. : meter testers, 36. : patrol- 
men (night), 66s.: shift electrician, 66s. ; sub-station attendants. 
60s. ; switchboard attendants. 54s.; switchmen, 52s. 6d.; other 
adults. 51s. Electrical Trades. - Fitters, 668.; mechanics, 63s. ; 

. Wiremen, 638. 

Brisbane. --- Electrical Installation.— Armature Winders, 63s. ; 
cable jointers, 69s. ; fitters, (98. : linemen, 608. : mechanics, 60s. ; 
wiremen. 60s. Electrical Supply. -Armature winders. 638. : cable 
jointers, 69s.: carboner (arc lamp attendant) 576.; instrument 
makers, 69s. ; linemen, 60s. : meter testers. 69s. : shift electrician. 
63s. and 76s.; sub-station attendants, 54s. Electrical Trades. — 
Fitters, 69s, : mechanics, 69s. : wiremen, 608. { 

Adelaide.— Electrical Installation.—Armature winders, (6s. ; 
cable jointers, 60s. ; fitters, 66s. ; linemen. 60s. ; mechanics. 60s. : 
patrolmen, 60s. ; wiremen, 5ls.: other adults, 48s. Electrical 
"upply.- -Armature Winders, 66s.: cable jointers, 60s.: carboner 

(are lamp attendant), 48s: instrument makers, 60s.: linemen. 
005, ; meter fixers, 5]s.: meter testers, 60s. : pitrolmen (night), 
608. : switchboard attendants, 48s. ; switchmen, 548. ; other adults. 


18s. Electrical Trades. Fitters, 66s. ; mechanics, 60s.; wire- 


men, 51, 

Perth.---Electrical Installation.—A rmature winders, 72s. ; fitters. 
128.; linemen, 63s. : mechanics, 72s. ; Wiremen, 66s. ; other adults, 
518. Electrical Supply. -Armature winders, 72s.: instrument 
makers. 72s. : linemen, 63s. Electrical Trades. - ‘Fitters, 72s.; 
mechanics, 72s, ; Wiremen: 668. | І 
, Hobart... Electric Installation.-^Armature winders, 63s.: cable 
Jointers, 60s. ; fitters, 63s. ; linemen, 54s. and 57s. : mechanics. 39, ; 
patrolmen. 6Us.: wiremen. 218.; wireman's assistant, 515. : other 
adults. 515. Electrical Supply. -- Armature winders, 63s.: cable 
Jointers. 608.: carboner (arc lamp attendant), Ms.: instrument 
makers, 63s. : linemen, 51s. and Э78.; meter fixers, 518. ; meter 
testers, 605. ; patrolmen (night), 60s. : sub-station attendants, 63s. : 


Iwitehboard attendant, 51s. Electrical Trades, - Fitters, 63s. М 
mechanics, 635. ; Wiremen, 378. 


_Electro-Harmonic Society.—The next Concert ( Ladies' 
Night) will bé held at the Holbórn Restaurant (King's Hall), on 
Monday, November 20th, commencing at 6.15 p.m. The artistes 
Will be as follows :—Soprano, Miss Olive Stargess ; contralto, Miss 
Dorothy George ; bass-baritone, Sapper Joseph Farrington (by 
desire); solo violin, Miss Mary Law ; light-comedy entertainer, 
Miss Mabel Adeane ; Canadian entertuiner, Mr. W. V. Robinson : 
entertainer at the piano, Mr. Harrison Hill; solo pianoforte and 


accompanist. Mr. Bernard Flanders, A.R.A.M. 
optional. 


Institution and Lecture Notes.—Birmingham and. 


son read a paper on “ Sand- 


He said that the sand-blast process was invented in 1870 by Mr. B. C 
Tilghman, of Philadelphia. The abrasiy а 


emery from fine to-coarse, ehilled iron 
streams of these "sand-blasting " mediums are forcibl 
through variously formed nozzles by means of steam, and by currents 
induced by exhaust air or compressed air. The action is extremely 
rapid ; а momentar 
that can be covered by one stroke of the s 


changing the previously bright surface to obscured. Stone, marble, 


slate and granite are equally amenable to its action. Iron, steel 
and other metals have their surfaces easily reduced and smoothly 
or coarsely granulated. according to the force and abrasive used : 
but all these materials. being less brittle than glass, take rather 


and shower, instantly 


Scuring or producing a uniform 


па glass. on sheet glass. lamp and gas 
globes, the bulbs for incandescent electric globes and the like ; n 


r otherwise engravin : 
glass, bottles, advertising tablets, «е. P g and marking 


In using the process for engraving. letterin 
DOE &c., the parts of the surface which 
у the sand-blast are protected by various elasti j 
Ms SL аг А : Ic and tenacious 
substances, varying in thickness and durability. according to the 
depth of the cutting required and the brittleness of the material 
under operation. The more elastic this ‘protecting substance. the 


5, or perforating glass, 
are not to be acted upon 


Evening dress is . 


y application depolishes glass over any space . 


less will be the impression made upon it hy the sand-blast. Fu 
engraving table-glass. bottles, lamps. globes and chimneys, and sm] 
articles in sheet-glass, a stencil is usually made of thin sheet-iron 
or steel. worked to the proper shape, and fitted on the article durin: 
the operation. These stencils, with care, last a long time, and 
about 2.000 impressions can be made with one stencil. For engravir: 
advertising tablets, door panels and sheet-jrlass. an adhesive materiai 
is pressed upon the glass through a tinfoil stencil. For a better clas: 
of work the glass is covered with prepared paper, upon which the 
design is sketched, and then cut out by hand. . 

The sand-blast process is also applied to the Cleansing and finish. 
ing of new files, and is now found in nearly all the large file work: 
in the country. In the metal trades the sand-blast is used for {he 
removal of the hard seale so destructive to cutting tools, from 
castings, forgings. stampings. &c., also for the removal of ihe 
scale from sheet-iron and steel prior to enamelling. ralvanisinr. 
nickelliny. tinning. &c., thé cleaning of tubes and brazed joints 
largely used' in cycle works. and the reduction to clean metal 
surfaces of larger parts. For large work in metal. say. for the 
removal of scale from armour plates. it is generally necessary to 
take the sand-blast to the work. The portable plant is used also 
for cleaning the ends of electric tramway rails before welding 
in situ. «е. l i 
` Such work as the cleaning of the brazed joints of cycle frames, 
twist drills, and hardened ste»l parts, frosting the inside of 
cigarette cases before gilding. and frosting such things ss er- 
burettor bodies before plating. is done in sand-blast chambers, 
These vary in size according to the work required to he done. The 
operator stands outside the chamber, and passes his arms through 
suitable openings, directing the blast on the articles to be cleaned. 
and observing the results through the window in front of which 
he stands. Special types of sand-blast machines are made for 


· тапу purposes, including the cleaning of the inside of shells. 


University College, London.--In the second of his series of 
lectures on “ Long-distance Telephony,” on Friday last, Prof. J. А. 
Fleming dealt with the conditions governing the flow of alter- 
nating-current waves through a cable and the methods of effecting 
the calculations involved. A brief explanation of the nature and 
mode of use of vectors led up to a demonstration of the vector- 
calculating rule devised by the author (described in the Journal 
LE.E. Vol. 52, No. 236), which greatly facilitated vector 
calculations for preliminary purposes, though воб. во accurate n: 
the detailed and laborious calculations otherwise necessary. 
Pointing out that the formule could be simplified by the use, of 
exponential expressions, Prof. Fleming proceeded to explain the 
nature of the hyperbola and hyperbolic functions, and substituting 
the latter in the fundamental equations, arrrived at the final forms— 
Vi = Va(cosh Р/ + 7/7„. sinh PZ), т = 1 (cosh P/ + z,lz . sinh РЛ. 
with which the values of va and 1; could be obtained from those of 
vı and 11, / being the length of the line and Z, the impedance of the 
receiving apparatus. The factors between brackets being Menden 
quantities, the calculations must be made vectorially, and cosh } ; 
for instance, had to be converted to the form cosh (a4 + 380). 
leading finally to the form cosh a //cos 8/ + sinha Lsin 8l, a being 
the "attenuation ‘constant’ and В the ‘ wave-length constant.” 
In dealing with these expressions, tables and curves published by 
the lecturer in the LE.E. paper above mentioned were ae 
Unless a /, the attenuation length, was less than 1j, speec 
through a cable was not possible. It was shown that a increased 
with the frequency, and 8 also increased, but much faster than 
а; the former indieated the rate at which the potential io 
attenuated in a long cable, whilst the latter determined the interva 
(2 7/8) at which the value of the potential recurred Ss а8 
attenuated) in the same phase throughout the length of the 2 
The nature of the transmission was aptly illustrated by к 
consisting of a spiral row of radial rods, with lengths in ке 
Progression, attached to à rotating spindle. As the пее 
the alternations increased the wave-length (^ = 2 1/8) diminished, 


and the velocity of the wave increased, tending to a maximum 


value ; a also tended toa maximum. Ав the short waves. travelled 
faster than the long waves and attenuated more quickly. the bons 
were distorted in their passage along the cable. the ш ds 
appearing, with the result that speech eventually became oa pn 
gible. Heaviside had shown that if Ls = c R. or R/L = slc. the 
formule for a, and 8 reduced to the simple forms a = V SW. 
B = p МІС, во that all the waves attenuated at the same hu 
and travelled with the same velocity ; such a cable would be n 
tortionless, but in ordinary cables, while R/L was of the order к 4 
s/c was about 100. The late Prof. S. P. Thompson had Ed 
increasing s, but-this, unfortunately, increased a. C was Тыз а 
by the invention of dry-core cable, and R could be redu ш. 
increasing the copper section, but commercial and technica е | 
siderations set a limit to this. Finally L could be Ve 
the method of accomplishing this had received .close ee 
during the past 15 years. Iron wire could be wound over the up | 
but tended to increase с and the effective yalue of R. The a e 
Pupin, published about 1899, afforded a solution to the problem ^) 
adding inductance to the line at intervals. m 

Royal Society of Arts.—The following are among the metin: 
arrangements announced in the session's programme :— , 

November 22nd, at 4.30.—Leslie Urquhart, “The Economic Development ¢ 
Dee n {ш IM. Whittaker, B.Sc., “The Coal-Tar Союш: 
CU 13th, at 4.9).—H. Wilson Fox, “The De-elopment of Imperial 
d rn 20th, at 4.80.—4. C. Benson, C.V.O., ‘ Classical and Scientifit 
Education.” Ti 

At an after-Christmas meeting. Mr. J. H. Vickery will deal wi 
" German Business Methods." 


Ў Ith 
The Howard Lectures on November 27th. December 4th and ! 
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(afternoon), will be delivered by Prof. J. S. S. Brame, on ‘Coal 
and its Economic Utilisation,” and Prof. W. Ripper, on April 23rd, 
Зи, and May 7th, will give three lectures on " Works Organisation 
and Efficiency.” А | 

Institution of Electrical Engineers (Birmingham Local Section). 
— The provisional programme tor this Section contains the following 
items, one meeting per month being arranged for :— 

November 15th.—Dr A. Russell's Kelvin Lecture. + 

December 6th.—Mr. J. В. Peck, on “The Parallel Operation of Electric 
Power Stations.” | 

January 13th.— Messrs. F. Gill and W. W. Cook on “Principles Involved in 
Computing the Depreciation of Plant." i 

The meetings are to be held at 7 p.m., at the University. Edmund 
Street. 

Institution of Electrical Engineers (Manchester - Local Sec- 
tion).—The programme for the first half of the session, which 
opens onyNovember 14th with an address by the chairman, Mr. 
A. E. MeKenzie, has been issued. The definite fixtures are :— 

Noveinber 28th.—J. S. Peck, ‘The Parallel Operation of Electric Power 
Stations.” 

D.esuberl12th.—A. P. M. Fleming, illustrated lecture, “Some Aspects of 
Industrial Research, with Special Reference to American Research 
Activities.” 

January 17th.—F. Gill and W. W. Cook, “Тһе Principles Involved in Com- 
puting the Depreciation of Plant." 

January 30th.—J. Drummond Paton and J. Frith, “ Fuel Economy." 

Institution of Electrical Engineers (Scottish Local Section).— 
The programme for the session has been issued as follows :— - 

November láth.—Glasgow. Chairman's Inaugural Address (J. K. Stothert). 

December 12th.—Glasgow. J. 8. Peck, “ Parallel Operation of Electrical 
Power Stations.” ; 

January 9th.—Edinburgh. . 

February 16th.— Edinburgh. Kelvin Lecture, Dr. A. Russell. 

March 18th.—Edinbargh. 

April 3rd.— Glasgow. 

M the Glasgow meeting next Tuesday Mr. C. P. Sparks, president- 
will be present. The Students Section will not meet this session. 

| South African Institute of Electrical Engineers.—-At the meet- 
ing of the Institute on September 20th, Prof. W. Buchanan, who 
presided. announced that the Council had decided that enemy 
subjects were ineligible for membership of the Institute. Any 
known enemy subject who might previously have been admitted 
had been removed from the roll of membera. Afterwards Mr. C. J. 
Everett, on behalf of Major Dobson, read a paper on the main 
switchboard of the Johannesburg municipal electricity supply 
system. ` 

Association of Mining Electrical Engineers.—' The new session 
of the West of Scotland Branch opened at Glasgow on October 28th 
with the address of the president, Mr.J. B. Thomson. The syllabus 
for the session is as follows :— 

November 11th.—Lecture on ‘ Friction Surfaces," by J. Oswald; demon- 
stration of oxy-acetylene welding, by W. L. Brown. - 

December 16th.—Socinl evening. 3 

January 20th.—'' Modern Switch and Fuse Gear: its Defects nnd Some 
Suggested Itemedies," by A. M'Phail. 

February 17. —'* Electrical Converters," by C. 5. Buyers. 

March 17th.—“ Maintenance of Underground Plant." by M. Baird, jun. 

Royal Institution.- -At a general meeting of members held on 
Monday, Dr. H. E. Armstrong, Ph.D., F.R.S.. was elected a manager 
in place of the late Prof. S. P. Thompson. 


Legal. Victoria FALLS AND TRANSVAAL POWER 
SUPPLY Co. Lrp., r. BRAKPAN MINES, LTD.. AND THE CONSOLI- 
DATED MINES SELECTION Co., Ltp.—In the Rand Division of the 
Supreme Court, in September, Mr. Justice Ward delivered a lengthy 
judgment (1$? type-written pages) in this ease. The action, as 
reported in tv : issue of October 6th, 1916, related to contracts for 
the supply ct „мег. In the result judyment was entered for the 
plaintiffs tor £692, and costs. | 

ELECTRIC AMBULANCE oR MoTon-CAR—4An interesting case 
came before the Hampstead Magistrates on Wednesday morning 
last, when Mr. Geo. Elieson, the inventor of the handy little elec- 
trically-propelled bath chair, which was described in our issue of 
March l;th last, was summoned for driving this little carriage 
without a registration plate attached. and for not holding a driver's 
licence: and Mr. Thompson, manager of Messrs. Carters, the well- 
known surgical engineers. makers of the Elieson-Carter electric 
invalids’ carriage. was summoned for aiding and abetting him. 

‘Lhe evidence showed that the carriage was on a trial run, with 
Mr. Thompson walking beside it, and that no permission to use it 
hal been obtained. For the police, it was stated that in a previous 
cas‘, a motor tricycle capable of being propelled by steam had been 
d emed a motor vehicle within the meaning of the Act. 

Counsel, representing defendants, said no doubt this was во, 
but the question was whether an invalid chair was the same 
thing ; he also pointed out that the Local Government Board һай 
written stating that a decision in the matter could only be 
determined by the Courts. | 

Evidence was given by Mr. Thompson as to the construction of 
the carriage, whieh could be drawn by hand. if desired, in the 
ordinary way. He pointed out that his firm were anxious to have 
в me decision on the matter. апа had had considerable corres- 
pondence with the Customs, Local Government Board, and the 
L.C.C., and this was summed up in the reply received from the 
Local Government Board mentioned above. The carriage had on 
dd Occasions made similar runs with a maker's registration 

vounsel. addressing the Bench, pointed out the novelty of the 
appliance. Acts were passed to deal with the state of things exist- 
laf at the time, and it was never contemplated at the time the 
particular Act was passed that a harmless little vehicle of that 
kind would come within the Act. If they had to decide between 
calling it a motor-car and an ambulance, all bounds of reason were 
on the side of the ambulance, and if they decided so, then it was 


not subject to any duty. The carriage only required } Н.Р. to' drive 
it, апа for it to be regarded as a motor-car it would have to be 
presumed that it was.of a H.P. exceeding 64 and under 12 (accord- 
ing to the Act), which was an absurdity. 

The Bench decided that it was not an ambulance, but inflicted 
nominal fines, as they regarded it as a test case. They also agreed 
to state a case. 


Fatalities.—Coroner Graham held an inquest at Dunston- 
on-Tyne on November 3rd on the body of John Ratcliffe. aged 37, 
an electric wireman in the employ of the Electro-Flex Steel Co. at. 
Dunston. The evidence was to the effect that on the Ist inst. 
Ratcliffe was engaged in taking down some disused wires when he 
was found by James Wood, a oraneman, in a sitting position, appa- 
rently dead. Мг. Ј. A. Anderson engineer, said that on examination 
he found that a fuse had been left in, which, in his opinion, was 
the cause bf the accident. He regarded it as a terrible’ mistake on 
Ratcliffes part. The jury found that death was due to asphyxia 
the result of an electric shock, received while attempting tt cut a 
“live " wire. ' 

Mr. T. Dowdall, who was accidentally killed during his employ- 
ment at Queensferry, on Saturday last, was partner with his 
father, Mr. J. Dowdall, as an electrical contractor, at Gloucester 
Street, Dublin. 

Sergeant-Major Reginald Dutchman, R.F.C. (T). an electrical 
engineer holding a position in а Government works, was examining 
his automatic pistol, when it exploded, and he received the charge 
just below the heart. He died in hospital. . ` 

Thomas Sullivan (26) was killed on the L. & Y. Railway, near 
Crumpsall, Manchester, on Friday afternoon last. He was an 
electric cable jointer employed by the railway company, and 
apparently he had touched a live rail whilst at work. 

Soclety of Engineers (Inc.).—A paper on " Heating and Venti- 
lating Private Dwelling-Houses " was read by Mr. C. T. A. Hanssen 
on Monday last. | 

King’s College, London.—On Wednesday. last week, Мг. James 
Swinburne, F.R.S., read a lecture on " Science and Industry." dealing 
specially with the relations between academic and applied science, 


- Gas on Trains.— Reporting on a collision between two 
passengor trains at Warminster, on the Great Western Railway, 
on Septembtr 2nd, Major Pringle, the Board of Trade Inspector, - 
stated that it afforded a further illustration of the risk of gas as an 
illuminant. The ignition of the gas on the Bath train was cansed 
by a passenger striking a match. 


Electrical Men's Wages at Dublin.—The Dublin Cor- 
poration, at its meeting on Monday, refused to suspend the 
standing orders on a motion by Alderman Byrne, M.P., for the 
purpose of considering a joint report of the Electricity Supply 
Committee and the Municipal Workshops Committee with respect 
to the application of the members of the A.S.E.. whoare employés. 
for an increase of wages. | 

Mr. J. Kelso. secretary to the Society, had intimated that if the 
wages were not increased, so as to bring them up to the scale paid 
by the city firms. the men would be withdrawn from service. 

The Council's law agent stated that, as requested, he had made 
inquiry in the matter. and found that the rate paid by employing 
firms was 35s. 3d.. with а war bonus of 4s. for a 51-hours’ week. 
The Corporation was paying, before an award by Sir John Griffith, . 
38s. 6d. under the Workshops Committee. and 38s. 3d. under the 
Electricity Committee, with-a war bonus of 3s. per week. These 
figures were raised after the award to 40s. 9d. and 10s. 44d.. with 
3s. war bonu: for a 50-hours week. The Electricity Committee 
was, in addition. paying a walking allowance; and Corporation 
employés had certain advantages which were ‘denied to Trade 
Unionists outside— such as permanent employment in the case of 
the majority ; no insurance payments; the latter, under a scheme 
entered into by the Corporation under the Insurance Commis- 
sioners, and applying both to health and unemployment insurance ; 
payment in absence through illness on a generous scale, with 
pension on disablement ; annual leave, one week or two weeks 
accordin to term of service, with pay : and double pay for bank 
holiday work, or payment for bank holiday when off duty. ‘The 
Agent therefore advised that if the members in Corporation 
employment based their claim on the A.S.E. scale, па arranged 
with the Employers’ Association. they were not entitled to any of 
these benefits. 

The Corporation decided. on the Law Agent's report. not to con- 
sider the joint report. 


Linking-up of Electricity Undertakings.—At a meeting 
held in Glasgow on November 3rd, when representatives from fifteen 
electrical undertakings in the West of Scotland attended, it was 
decided to appoint a Committee to discuss the question of linking-up 
electricity undertakings. Mr. Geo. Balfour (Scottish Central Electric 
Power Co.) was elected chairman and Mr. Whysall (Greenock) 
vice-chairman and secretary : all those invited tothe meeting were 
appointed to the Committee, and the following Sub-Committee was 
nominated, with the chairman and secretary, as members, e 
officio :-—Messrs. Lackie, Starr, Churchward, Parkinson, - Bexon. 
Brown snd Wishart. | 

Foreign Trade.—THE Остовкв Ficures. —The official 
returns of imports and exports during last month contain the 
following electrical and machinery figures :-- 


Oct.. Ine. or Ten months, 1916. 
IMPORTS :— 1916. der. dne. or dec. 
Electrical goods, ke. £135,566 + £48,797 + £473 462 
Machinery ... 551,639 + 30,657 — 550,772 
EXPORTS :— ae 
Electrical goods ... 364,788 + 118,918 + 1.043.561 
Machinery ... — ... 1,820,229 + 316,919 + 571,580 
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U.S. Power Company's Wireless Plant.—The Montana 
Power Co. has installed а wireless station at its Rainbow plant, 
near Great Falls, as an auxiliary means of communication when 
telephonic service is interrupted. It is expected that a considerable 
sum of money will be saved on long-distance tolls when the private 
lines are down.--- Electrical World, 


Use of Coke-oven Gas Under Boilers.—With reference 
to the article on the above subject which appeared in our issue of 
October 27th, we зга asked by Mr. Wilson, of the Cumberland Gas 
Burner Co., in order to avoid any misconception, to state that the 
burner referred to by us as the“ Modi burner -is known and 
sold in this country as the " Cumberland burner," and that Mr. 
Altenhein is not concerned in the management of the company, 
and lives in America. 
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OUR PERSONAL COLUMN, 


The Editors invite electrical engingers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric. tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


General.—Accordmg to the Times, the Vice-Chancellor of 
Cambridge University has appointed Mr. R. T. GLAZEBROOK, 
С:В., Fellow of Trinity College, Director of the National 
Physical Laboratory, to the ofüce of Reader on Sir Robert 
Rede's foundation for the ensuing ycar. .— 

Mr. HENRY TERRY, Jun., electrical engineer, of Coventry, 
has been admitted a Freeman of the city. 

The many friends of Mr. H. J. Hawkins, who a few years 
ago resigned the appointment Of borough electrical engineer 
to the Salford Corporation, will be pleased to know that he 
has accepted an appointment at Karachi as chief engineer to 
a London firm. Mr. Hawkins sailed for India on October 
29th. 

The following Civil Service appointment is announced in 
the Gazette :—Admiralty: First assistant electrical engineer 
in H.M. Naval Establishments, E. E. BENHAM. 

The marriage took place at Manchester, on the 3rd ult., of 
Lrivate Мылам Town, A.S.C. (late of Portsmouth Corpora- 
tion tramways) and Miss Lucy Glynn, of Brooklands, Cheshire. 

Roll of Honour.—The Times states that Captain HAMIL- 
TON B. Harris, Sherwood Foresters, reported killed on July 
Ist, was the youngest son of the late Mr. H. Graham Harris, 
of the late firm of Bramwell & Harris, consulting engineers, 
He was employed in Canada by the Canadian General Elec- 
trie Co. at the outbreak of war. His brother, Second-Lieu- 
tenant Н. Lionel Harris, died of wounds last December. 

- The death is reported of Private T. W. NEWMAN, Middlesex 
Regiment, an electrician, and son of a Hornsey electrician. 

. Private THOMAS Dawes, Grenadier Guards, who was an em- 
ployé of Messrs. Johnson & Phillips,- Ltd., of Charlton, has 
. fallen. in action. 

Quarter-Master-Sergeant С. EATON, A.O.C., who was on 
the postal telephonic staff at Enfield, N., has been awarded 
the Meritorious Service Medal in recognition of valuable ser- 
Vices: rendered during the war as а volunteer. 

Sergeant W. Beckert HiLL, late of the staff of the City of 
Fondon electric light station, has died of wounds. ` 

First-Class P.O. J. SAUNDERS, R.N., and Corporal S. PARISH, 
4th Queen's Royal Surrey Regiment, of the Croydon elec. 
tricity works staff, and Privates W. 8. Коркіх and Н. Brux- 
DELL, 4th Queen’s, and Private J. E. Karn, Army’ Service 
Gorph Motor Transport, of the tramway staff, have fallen in 
action. 

Bombardier E. Н. Emery, R.F.A., who was on the: Rugby 
staff of the British Thomson-Houston Co., Ltd., has been 
accidentally killed at Salonika. 

Second-Lieutenant H. E. Внтттох, R.F.A., who was in the 
engineers’ department at the Rugby works of the British 
Thomson-Houston Co., Ltd., has diéd of wounds, aged 84 
years. | 

Sergeant M. P. О. Brown, Oxford and Bucks Light In- 
fantry, who was in the foundry department of the British 
Thomson-Houston Co., Ltd., of Rugby, has fallen in action. 

Lance-Corporal E. P. Кїттї, Oxford and Bucks Light In- 
fantry, who has been killed in action, was with the British 
Thomson-Houston Co., Ltd., at Rugby. Pn 

Private A. J. SurTH, Oxford and Bucks Light Infantry, 
who enlisted from the British Thomson-Houston Works, 

ugby, soon after the outbreak of war, has fallen in action. 

Private Е. May, Royal West Kent Regiment, for nine 
vears on the staff of the Excter Corporation tramways, has 
fallen in action, aged 96 years. ` 

Sapper Percy C Gay, London Field Company, Royal Engi- 
neers. who has fallen in action on the Somine, was on the 
G.P.O. telegraph department engineering staff. 

Private А. E. Grirritas, London Regiment, killed in 
was prior to the war engaged with the Telegraph Construc- 
tion and Maintenance Co., of East Greenwich. 

Corporal W. THORNTON, of the West Yorks. В 
has been killed at the Front, was on the cleric 
Bradford Corporation tramwavs department. 
years of age, and the son of a Drighli 

Sergeant A. E. In 


action, 


egiment, who 


е was 97 
ington contractor. 
VING, an employé of the Burnley tram. 


al staff of the - 


ways, who won the D.C.M., ànd was recently awarded the 
medal of the third class of the Order of St. George of Russia, 
has been wounded. 

Private G&onGE BARWELL, who recently won the D.C. X. 
in East Africa, is an employé of the Railway Electric Light 
Department, Cape Town. He is a native of Essex, and went 
out from England early in 1900. i | | 

Private Harvey~ Moss, of the South African Scottish, wh 
recently died of wounds received in France, was an appren- 
tice with Messrs. Edward A. Shaw & Co., electrical engineers, 
of Cape Town. À | 

Rifleman J. M’Geacu, Royal Irish Rifles, of Belfast, killed 
in action, aged 19, was in the clectrician’s departinent at 
Queen's Island before enlisting. __ 

Captain W. E. Downey has been promoted to the rank oi 
Deputy Assistant Director, Ordnance Survey Service. He 
was formerly electrical engineer at the Pigegn House Furt, 
Dublin, and is now serving in Salonika. E 

Lieutenant E. R. WiLMsHUnsT, Royal Fusiliers, son of Mr. 
T. P. Wilmshurst, chief electrical engineer to Derby Corpora. 
tion, is in hospital at Rouen suffering from a serious gunshai 
wound in the head. 


Obituary.—Mn. G. A. Ocan.—We regret to record the 


death, which occurred suddenly on November Ist, of Mr. C 


А. Ogan, who was chairman of the Hackney Borough Council 
Electricity Committee during the initial stages of the scheme, 
when the late Mr. Robert Hammond was acting ns consult. 
ing engineer. 

Will.—The late Right Hon. EDWARD ARCHDALE, P.C., of 
Castle Archdale, Irvinestown, co. Fermanagh, described as 
formerly a civil engineer, who laid submarine cables in various 
parts of the world, left unsettled personal estate in the United 
Kingdon: valued at £173,698. 
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NEW COMPANIES REGISTERED. 


Milton Manufacturing Co., Ltd. (145,183), —Registerel 
October 28th, by Tippetts, 11, Maiden Lane, Е.С, , Capital, £60, 1 п 
shares (10,000 pref.). Objects: To carry on the business Di merui s 
electrical engineers, manufacturers of and dealers in all things for use ir 
connection with electrical installations, electrolytic processes, electrolytic p 
chemical bleaching, and other appliances and apparatus, тари еши ^ 
chemicals, chemical products and by-products, &c. The subscribers eT 
share each) are: Р. W. В. Tippetts. 11, Maiden Lane, E.C., solicitor; ) 
Martin, 7, Church Road, Brixton Hill, S.W., secretary. Private. cm. 
The first directors (to number not less than three or more than seven) m 
be appointed by the subscribers. Directors must be British ЫЛ, e 
free from foreign influence. Qualification, £100. Remuneration, om 
per annum (chairman 2150). Solicitors: Tippetts, 11, Maiden Lane, Е.С. 


Leabank Manufacturing Co., Ltd. ( 145,180) —This cont 
pany was registered on October 28th, with a capital of £4,500 HEN RBS 
shares of £1 each and 8,000 ord. shares of 5s. each, to take over, ОШ 
authority of the Board of Trade, the business carried on at uM 
Herts., and elsewhere in England, by P. & F. Doerwaldt, TN 2 o 
Co. (being a business the books and documents of which are lia с alee 
tion under the Trading with the Enemy Act), and to carry on the vm 
of manufacturers of and dealers in wooden and metal pulleys. е 
machinery and appliances for use in connection with power шы ARN 
makers, engineers, timber merchants, &c.). Clauses for assurin mi 
character of the company are included in the Memorandum o ie Road. 
The subscribers (with one share each) are: б. W. Kent, 521, E IR 
Plaistow, architect and surveyor; C. F. Tipple, 585. Barking Roa н, 
buyer and manager, Private company. The first directors are C. P dr 
Broad Street House, E.C.; F. W. Kent, Broad Street House, i stai 
C. H. Tipple, 585, Barking Road, Plaistow. Qualification n ls Ср. 
tors), 500 shares. Solicitor: A. Bockett, Amberley House, Norfolk 5 
WC, 


OFFICIAL RETURNS OF ELECTRICAL ' 
COMPANIES. 


| | Я 

Bourton-on-the: Water Electric Light & Power Con Tie. 
—Issue of October 94th, 1916, of £20 debentures, part of a series o 
particulars have already been filed. 


Notable Electric Co., Ltd.—Particulars of £1,000 deben 
tures, created October 9th, 1916, filed pursuant to Section 93 (3) S cing " 
panies ао Act, 1908, the amount of the present а Жер? 
Property charged: The company's property, present and future, 
uncalled capital. No trustees. 


А е; C- 
Derby Lamp Works, Ltd.—A memorandum of gatisfoe 
tion in full on October 20th, 1916, of debenture dated March Ине aber lih, 
ing £2,000, has been filed. Second mortgage debenture dated md [шй 
1916, charged on the company's undertaking and inal резер. “Arkwright 
including uncalled capital, to secure £5,000. Holders: W. L. J. : 
and IT. S. Golding. 


CITY NOTES. 


Мк. C. С. TEGETMRIER, presiding st е 

Auckland Elec.  annnal meeting at Electrical Fe id that 

tric Tramways Offices. London, on October олы T 

Co., Ltd. їп spite of the adverse conu pt "They 

| traffic receipts increased by ee pa 15s 

were at the rate of over £10.000 per route mile, аһ 2 one 

per head of the whole population. The increase )n pass Queen 

was nearly a million. The completion of the UPPE © tind 

Street extension was anticipated at an carly date. ор, 
no further capital in view, beyond that for this exte 


TO eT ne OO e SIT ааа dT o mcd par АН наара eto E 


Vol.79. No. 2,033, NoveMBER 10,1916. THE ELECTRICAL REVIEW. 595 


Their capital expenditure in the future must be influ- 
enced by a consideration of the fact that their conces- 
sion from the Auckland City Council expired in 1932, when 
the Council had the right to purchase about: nine miles of 
route line. The concessions from the various suburban 
authorities expired at different dates from 1984 onwards. The 
terms of purchase of both the city lines and the suburban 
lines were favourable to the company, being based upon 
going-concern value, but the position would be unsatisfac- 
tory if the undertaking had to be split up into divided owner- 
ships. With,the great rise in the price of all materials that 
had taken place during the year, in.some cases ranging be- 
tween 50 and 100 per cent., they had been fortunate in pos- 
sessing large stocks which were purchased under contracts 
made before the advance in price. That satisfactory position 
was one of the many advantages they derived from their 
association with the British Electrical Federation, which, 
amongst other servicés, arranged for the co-operative pur- 
chase of stores on behalf of the federated companies. Although 


they had run an increased car mileage, their actual working 


expenses showed a substantial decrease. Great credit for the 
results obtained was due to Mr. Walklate, the general 
manager, Mr. de Guerrier, the engineer, and the rest of the 
staff.: An item in the expenses over which they had no 
control was New Zealand income and land tax, which, at 
£13,984, was £9,041 more than in the previous year. The 
liability of the company’s profits to income-tax both to the 
New Zealand Government and to the Imperial Government 
pressed very heavily, and very, unfairly, upon the ‘share- 
bolders. The matter has been. before the Government, and 
some measure of relief has been provided in the Imperial 
Finance Act of 1916. The Government had also promised to 
set up a committee after the war to inquire into the working 
of the Income-tax Acts and the question of double income- 
tax. The report was adopted. 


Anglo-Portuguese Telephone Co., Ltd.—Interim dividend 
of 8 per cent., less income-tax, on account of the year to 
December 31st, 1916. 


Indian Electric Supply & Traction Co., Ltd.—Interim 
dividend, 24 per cent., being at the rate of 5 per cent. per 
annum. 


Edison Swan Electric Co., Ltd.—According to a lengthy 
notice appearing in the London Gazette, the petition of the 
company for the confirmation of alteration 3n its objects 
already approved by shareholders in meeting in July last, is 
to be heard on December 12th. 


‘Dartmoor Electric Supply Co., Ltd.—At Exeter County 
Court, on 6th inst., counsel petitioned for the reduction of the 
capital of this company, which was incorporated in 1910, with 
an authorised capital of £4,000, divided into 4,000 shares of 
£1 each. Shares to the number of 2,690 were issued and 
fully paid, and debentures were issuer There was an over- 
draft of £800. Counsel said no profit had been made. Owing 
to depreciation in machinery and other causes, the company 
had lost its capital to the extent of £1,389, and it desired to 
reduce its capital by £2,000 by cancelling paid-up capital by 
10s. per share, and writing down issued capital] to the same 
amount. The shareholders had approved of the scheme. The 
Judge granted the order. & 


West India & Panama Telegraph Co., Ltd.—The report 
states that the amount to credit of revenue is £45,230, as 
compared with £36,454 in the corresponding half-year of 
1915: the expenses have been £33,651, against £97,995. After 
paying the first and second preference dividends,-a dividend 
on the ordinary shares at 6d. per share (free of tax) for the 
half-year is to be paid. and £2,280 carried forward. The 
traffic receipts for the half-year show an increase as com- 
pared with those of the corresponding period, business in the 
West Indies having been active at prices remunerative to the 
planters. Similar conditions have so far ruled during the 
current half-year. 


Norway.—The Ais Norsk Kabelfahrik, located at Drammen, 
recently decided to increase its capital from 300,000 to 
.000.000 kroner. The new capital has been wholly taken up 
by the old shareholders. The objects of the augmented 
capital is an enlargeinent of the works, the site for which has 
already been acquired at Drammen. А 


France.—The Société de Duralumin has increased its capital 
from 200,000 franes to 1,800,000 frances by the issué of 16.000 
100-frane shares, the new capital being allotted to the Société 
Anonyme d'Aluminium Francais and the Sociéte d’ Electro- 
Metallurgie de Dives in varying proportions as consideration 
for the lease for terms of certain alloy smelting works, the 
properties of the two latter companies. 
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STOCKS AND SHARES. 


TUESDAY EVENING. 


Тнг outstanding feature of the past few days has been the 
violent rise in the price of the 4} per cent. War Loan—a rise 
due mainly to the anticipation that the stock will be avail- 


х 


able for subscription to a forthcoming loan, the advent of 
which is expected at an early date; while there is also a 
certain amount of speculative buying in the stock. This 
advance had the effect of strengthening the lists for Home 
Railway prior-charge stocks and of checking the downward 


course which they had been pursuing for the past three~ 


weeks. 

The American Presidential election has only aroused a languid 
and transitory interest, so far as the London Stock Exchange 
is concerned. The days are gone, for the time being, when 
this contest caused keen excitement in Throgmorton Street, 
and when the effect of the result was felt upon issues far 
removed from those of the American railways, which were, 
of course, most appreciably influenced. 

The Home Railway section continues in a state of dull 
stagnation, although the weakness is scarcely so pronounced 
as it was. The prices of the Steam companies’ ordinary 
stocks, however, are mostly lower, and the dulness is reflected 
in a fall of a couple of points in Central London assented 
ordinary. On the other hand, Underground Electric 6 per 
cent. bonds are better, although the company’s 6 per cent. 
income debenture stock is still heavy at 1014. The interest 
on the former, of course, is paid without deduction of tax. 
From that on the latter the tax is knocked off, which makes 
a very considerable difference in the flat yield. The stock, 
of course, is much the better security, qua security, of the 
two; but, having regard to the competition of the Govern- 
ment issues, it seems to be sufficiently high-priced at 1013. 
Threatg of a strike on the London & South-Western, and a 
possible extension to other lines, make the latest light litera- 
ture for those who hold Home Railway stocks. 


Irritation has been aroused by the non-receipt of some of 


the letters of allotment in respect of the new issue made by 


E the Consolidated Gas, Electric Light & Power Co. of Balti- 


more. The latest day for dealing in these. was last Friday, 
as letters could not be shipped later than Saturday if they 
were to be in time for allotment. British holders of the 
stocks were told, as usual in such cases, that dealings in the 
new shares would not be permitted by the Treasury, but 
that these holders could sell their rights if they wished to 
do so. This, of course, many did, because the price was 13—9 
premium; and the irritation arose because of the fact that 
not all of those entitled to the rights received them in time 
for them to sell. ы | 

We understand, unofficially, that any belated arrivals will 
probably be accepted, although the final date for application 
has not been altered. Anyway, those who have the right 
to claim the new issue should immediately take steps to dis- 
pose of their letters. The company, we know, values its 
British proprietary, which is a fairly extensive one, and the 
directors are anxious that these holders should receive every 
consideration. à 

Anglo-American Telegraph ordinary stock shed З points. 
and the preferred is also down 2 at 96. The dulness has 
nothing to do with the position of the company, but is due 
to a little stock which has come on the market for deceased 
recounts. Cable stocks on the whole are firm, the principal 
favourite of the moment being Western Telegraph, the shares 


` having risen 5s. to 142. Eastern ordinary is up a point, but 


Globes shed 3 апа Great Northerns continue on the down 
grade, being quoted 10в. lower at 38. There is nothing much 
doing in Marconis, and at 2% the price shows no change. . 
The only change in electric lighting shares is a fall of 4 in 
City of London ordinary, which reduces the price to 11%. 
The electric supply companies of the country, it seems, are 
appealing to the Board of Referees in respect of the excess 
profits tax, claiming special consideration on account of the 
limitations and restrictions under which they are working 
and the fact that in the early stages of the undertakings it 


' is impossible to earn an adequate return upon capital expendi- 


ture involved. We should imagine that shareholders in the 
London electricity companies will observe this with a some- 
what pale smile, because the amount of excess profits on 
which they are likely to be called upon to pay duty may 
partake of something of the nature of a minus quantity. So 
far as the provincial undertakings formed of recent years are 
ecncerned, no doubt there is more to be said for the com- 
panies; but if the percentage is raised, it will, we should 
think, have only academic interest for proprietors of shares 
in the London electricity supply companies. | m 
Brazilian Tractions have gone back to 55, losing their rise 
of last week; and weakness in the British Columbia Electric 
Railway group is still pronounced. | Mexican Light preferred 
shares are up a point. Vigorous rises liave occurred during 
the past few days in the shares of a number of Canadian- 
American industrials, although up to the present the issues 
of the electric power companies have scarcely been affected. 
Edison & Swan £3-paid shares {еН à to 7s. êd., and, 
amongst the big shares. Henleys are lower at 16, British Insu- 
lated at 12, showing a fall of 5s. each. The brisk demand for 
investments which was noticeable in June and Julv has given 
place to a more cautious rate of progress, and this, ас 
ally, forms the principal handle of those who contend that 
the Chancellor of the ЕМ а паи in not 
ing a big popular loan during the summer. | 
Ahe Suber че market is mending rapidly. There E 
much keener appetite for shares than there was a оа 
ago; and the effect of the disapnointment felt with теда is 
to the excess profits dutv, as applied to rubber compan А 
quickly wearing off. The iron and steel group 1з іш, 
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fact, manufacturing shares all round are holding their prices 
with remarkable strength; while in the copper market, most 
of the shares connected with the metal are quietly improving. 


SHARE LIST OF ELEOTRICAL COMPANIES. 
Home ELEOTRIOITY COMPANIES. 


A LN qu Ши М 


* Two weeks, 


=з Сз со © сес 


a Dividend Price 
Nov.7, Rise or fall Yield 
1914. 1915. 1916. this week. p.o. 
Brompton Ordina we . 10 10 6B — 711 
Charing Cross Ordinary S 6 5 8 — 71 
Chelsea |... .. .. .. Б 4 3 -— 6 18 
City of London. .. .. .. 9 8 11, = 6 14 
do. do. É percent. Pref. 6 6 10 — Б 17 
County of London 6 e 471 7 10t — 8 10 
do. 2 брег cent. Pref. y б " — р 
Kensington nary .. . — 
London Electrio .. vs ВЕ 4 8 1 — 6 10 
do. do. 6 per cent. Pref. 6 6 4 — 6 11 
Metropolitan... s = 4 8 21 — 6 0 
do. 44 per cent. Pref. 4 В = 7 4 
Bt. James' and Pall Mall .. 10. 8 6 — 6 8 
South London ae ee oe b 5 2 Wc m 6 16 
South Metropolitan Pref, eo 7 7 14 — 67 
Westminster Ordinary .. .. 9 1 6f. — Б 18 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am, Tel. Pret, oe ee 6 6 96 M зый 6 2 4 
do. Def. .. 80/- 88/6 281 — 710 8 
Chile Telephone .. А 8 8 7 — 614 6 
Cuba Sub. Ord. ae б ee 5 б 8} — 6 B 6 
Eastern Extension Vx vs 7 B 13: — *b 16 6 
Eastern Tel, Ord, 19 AS 1 8 1434 +1 lal 
Globe Tel. and Т. Ога... v 6 7 12 — i ^13 0 
do. Pref, . 6 6 104 — 614 8 
Great Northern Tel. .. .. A 9 88 — $ 515 '9 
Indo-European ..  ..  .. 13 18 61 E 618 
Marconi... А T .. 10 10 24 — 898 
New York Tel. 4$... s 44 43 98 xd — 410 0 
Oriental Telephone Ord, . 10 10 2% — 4 6 6 
United R. Plate Tel, |... £e cB B 61 — еБ 18 6 
West India and Pan, `.. ES 1 — 1 — — 
Western Telegraph "s aUo B 143 + 1 6 8 4 
Home Калта, 
Central London, Ord. Assented 4 4 65 — 62 2 
Metropolitan °з ae ae 1 1 22 — 4 9 0 
do. Distric ES .. Ni Nil 16 — Nil 
Underground Electric Ordinary Nil Nil 113 — Nil 
do. . do "A" ., Nil Nil, 5/6 = Nil 
do. do, Incpme 6 8 884 + 614 1 
| | Ковкган Trane, &с, _ 
Adelaide Sup. 6 per cent. Pref. 6 6 413 — 616 
Anglo-Arg. Trams, First Pref, 53 Б 8 — 893 
do. 2nd Pref, ee Ба al -— —À 
do. 5 Deb. .. 5 5 10 — 7 210 
. Brazil Tractions .. E ы» 4 4 55 -1 756 
Bombay Electric Pref. ,. e 6 6 104 — 517 8 
British Columbia Elec. Rly. Pfce. 5 5 714 —À 6 19 10 
do. do. Preferred — Nil 53 a | Nil 
do. do. Deferred — Nil |. 64 —9 Nil 
do. do. Deb. 44 4 664 6 710 
Mexico Trams 5 per cent. Bonds — Ni 40 — Nil 
do, 6 percent. Bonds — Nil 834 — Nil 
Mexican Light Common .. Nil Nil 17 — Nil 
do. Pref. .. M Nil Nil Bl +1 Nil 
do, Ist Bonds v Nil Nil 40 = — 
MANUCFAOTUBING COMPANIES, 
Babcock & Wilcox . и 15 — 56 44 
British Aluminium Ord. ss 5 2% — 51i 4 
-British Insulated Ord...  .. 15 17 lì = 7 610 
British Westinghouse Pref, .. 7à it 24 — 6 0 0 
Callenders .. 2. es с. 15 20 124 — воо 
до. 5 Pret. ee ee 5 b 4 -— b 17 В 
Oastner-Kellner .. А 4. 90 — 8 — 6 68 
Edison & Swan, £8 paid | .. Nil = 8 — i Nil 
do. do. fullypaid ., Ni — 14 — Nil 
do. do. 4 percent. Deb, 6 5 623 — 8 0 
Electric Construction ., г: 6 74 1 — 7 10 
Gen. Elec. Pref. oe ee oe 6 6 10 tA 6 0 
do. Ord. ee oe oe 10 10 14) расы 6 18 
Henley oe ee ee °з 20 25 16 == i " 16 
do. 4à Pret, ee ae oe 43 43 4} == 6 6 
India-Rubber "ee ae ee 10 10 12 — *8 8 
Telegraph Con, oo ee eo 20 20 884 - *8 4 
* Dividends paid free of Income-tax, 
ees 
—Ó———ÓM—— 
ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 
R Month | Receipts for ||% = 
Locality, ended tlie oa Total to date, alles 
(4 wks.| month, ZR open, 
аА E gl ers 
| 8 & 4 ё 8 
Bristol (Trama) | Oct. 27 | 20,146 | -1,853 || 48 21?,C6 |+ 9,890 | 80:5 | .. 
Rok oe ee ee T 9" 2,14: + 98 ! 48 22,128 + 28) 9:89 ee 
blin ae ent on 2i 26,112 | -1,898 || 48 262.291 |— 936 154°95 is 
Hastings .. „| . 8,805 |+ 263 || 48 | 46,123 | + 9,970 | 19:8 = 
Lancashire United | , 25) 7,941 | +1,167 | 48 | 7974 | 4,073 | 42 | | 
landudno-Col, Bay » 20 | 1,888 |+ 928 || 48 17,572 | + 1,089 | 6:5 | .. 
Tyneside .. ss » 18| 92,50 1+ 918 || 16 11,247 |+ 
AnElo-Argenune .. » 28 912,710 | +7,548 || 48 2,190,648| + 4,444 А йч 
uokland ..  ..| „ 20|] '8% |+ ' а1 16] 8496 |t 1,160 {96-69} 7: 
Ссайа.. — ..| , 2018/02 + 6и || 42. — ". 8,651 . 
Kalgoorlie, W.A. .. | August | 8,021 m 45 | 20,479 Г 0 $c 
Madras — .. — .. | Oct. 15 | 9,158 |+ 905 || 41 40,189 | + 2/966 2 
Montevideo ++ |Qetober | 28,729 | «1,645 || 52 | 847,779. 17171 | 7 Hm 
Dubiin-Lucan Rly. | Oct. 27 607 |+ 87 | 17 3,070 |+ 299] 4 
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MARKET QUOTATIONS, . 


It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only genera, 
and they-thay vary according to quantities and other circumstance; 


‚ Wednesday, November 8th. 
———————————————M———————— 


Latest | — [Fortnight 
CHEMICALS, &c. . Price, Inc. nds 
а Асїа, Oxalic oa ee @o per 1b. 1/8. РЕ 
а Ammoniac 881 .. >.. .. рег ton #15 " 
a Ammonia, Muriate (large crystal) н £51 i 
a Bisulphide of Carbon. ., а » £28 M 
a Borax.. m Ps As vs » . £81 И 
а Соррет Sul hate oe ee ee " £55 £2 ine 
a Potash, Chlorate .. bs .. per lb, 2/6 ' = 
a { Perchlorate a vs 95 9/- : 
а Shellac A d as es percwt 18./. 10;- ine 
а Sulphate of Magnesia .. +. per ton £16 | 
a Sulphur, Sublimed Flowers  .. T £13 £5 ine 
a 19 Lump ee еэ eo » . ^ z16 10/- ine 
a Soda, Chlorate... Es .. per lb, E ie 
‘a LE C stals oe oe es per ton 120/. oe 
a Sodium Bichromate, casks .. per lb, v 
METALS, &c. " 
с Brass (rolled metal 2* to 12* basis) per Ib. 1/8} to 1/3; 
c 5, Tubes (solid drawn) 05 T 1/44 to 1/5 
c , Wire, basis .. wh e 1/82 to 1/4 
c Copper Tubes (solid drawn)  .. " 1174 зо 1/8 
gon Bars (best selected) per ton 163 
g 15 Sheet oe oe Te 9 £168 
g КТІ Коа ae ee ее. oe » £168 oe 
d s (Electrolytic) Bars $4 m £144 10 10/- ine. 
d T) ” Sheets ae rT) 42163 10 10/- ino, 
d 39 » Rods oe LE) £153 10 10/- ine, 
d. s» » . H.C. Wire per lb. lei 3d. ine, 
f Ebonite Rod ve ee ee oa 15 3/- е 
# ” Sheet ee oe ee » 2/6 se 
л German Silver Wire А . ee ” 2/8 oe 
A Gutta-percha, fine .. “> Ж + 6/10 "i 
A India-rubber, Para fine .. vs a 8/52 11d. inc 
i Iron Pig (Cleveland warrante) .. perton |, Nom. as 
» Wire, galv. No. 8, P.O. qual, p £38 
g Lead, English Pig ee ео ee ” £32 5 
s Mercury se и ee oe ee per bot. £17 13 6 to £17 15 
e Mica (in original cases) small.. per lb, 64. to 8/- us 
€ y » » medium » 8/6 to 6/- a 
€ з. „ .» large .. © p 1/6 to 14/- & up. e 
d Silicium Bronze Wire ..  .. per Ib. 1/9} id. inc. 
r Steel, Magnet, in bars  ., +» per ton £95 T 
g Tin, Block (English) ae АЕ D £185 10 0 £196 10) 80j. inc. 
n (T) Wire, Nos. 1 to 16 ae ee per Ib. 9/10 oe 


Ee I M LEM C CM кышы ee 
| Quotations supplied by— 

g James & Shakespeare. 

h Edward Till & Co. 

i Bolling & Lowe. 

1 Richard Johnson & Nephew, Ltd. 
n P. Ormistori & Sons, 

r W.F. Dennis & Co. 


a G. Boor & Co. 

-c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd, 


Books and Examinations.— Whatever some people may 
say to the contrary, we cannot get on without these things: 
and many of our reade have probably at some time sat for. or 
thought about sitting for, one, of the various excellent electrical 
examinations conducted by the City and Guilds of London Institute. 
Though the examinations are excellent, the same can hardly be 
said of the lists of works of reference given in the “ Prog ramme 
of the Institute under the syllabus of each subject. One reason 1 
that some of the books are unobtainable, having been out " 
print for years ; another is that some are obviously. very much m 
of date. Our contemporary, Electricity, takes up arms, not for E 
first time, against this rather absurd state of things, and asks ! 
readers to inform it of one or more books which they have turn 
useful in working up for an examination, stating the grade а 
which they worked. From the replies, our contemporary e 
to publish representative lists, and these should certainly pro | 
both interesting and useful, Our own readers could help this di 
work by sending in their opinions to Electricity, at 36, T. 
Lane, Strand, London, W.C. We are in cordial sympathy wit: д 
scheme. the results of which will be of use to ourselves s 
hardly a week passes without our receiving inquiries as to S i 
books for specified subjects. The only criticism we have He = l 
that where a reader's experience is confined to the perusal 0 e 
one book oia particular subject, he is not in a position to espre" 
an opinion as to the best book on that subject. 


' the 
Manchester Engineers’ Wages.— The demand г 
engineers in the Manchester and South-East Lancashire un 
for an advance of wages came before the Committee of Pran Sir 
at Westminster, last Friday, when Sir George Askwith an from 
George Gibb met representatives.of the masters and delegates f the 
the Amalgamated Society of Engineers, Mr.H. Mansforth | Tu 
Westinghouse Co.) was the principal representative on pus ihe 
the Engineers’ Employers’ Federation, and the case ue 
engineers was put by Mr. W. H. Hutchinson and Mr. J. d 
There were five groups of claims on behalf of the enger а 
allied trades, and the increases asked for ranged from 5s. ds (60 
week. The proceedings, which were private, lasted for ove 
hours. Decisions will be announced in due course.—-Verning 


IM 
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METAL MARKET. 
Fluctuations in October. 
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German Machinations in China.— We quote the following 
comments on the present activity of Germans in China from 
Eastern Engineering :—'" In spite of the war German activity has 
by no means ceased in China. On the contrary, a lively propaganda 
is being carried on there, not only by German traders themselves, 
but by officials of the Legation at Peking and the various Consular 
officers throughout the country. Not content with making every 
preparation for resuming business after the war, we learn that 
Germany is actually supplying machinery to China through firms 


in Sweden and the United States either owned or controlled by © 


Germans. As an instance of the underhand tactics that are employed 
to gain their ends, we may mention that German agents in China 
tell the Chinese that Great Britajn is blockaded by the German 
fleet and submarines, and that, therefore, it is impossible for them 
to obtain machinery or anything else from that quarter. The fact 
that would-be Chinese buyers have written to British firms respecting 
the placing of orders, and have received replies to the effect that 
they are so full up with work that it is impossible for them to take 
further business, has lent some colour to the German campaign of 
lying. There can be no question that German traders have got 
their eyes fixed on China for exploitation after the war, and they 
are leaving no steps untaken to enable them to realise their object. 
Thus, it was recently stated that German prisoners are being taught 
the different dialects of the Chinese, and although at the present 
time Germany's trade with China is more or less at a standstill, she 
is retaining men of military age there to maintain her connection, 
and keep the market open until she is again able to enter into 
competition. It is also reliably stated that German merchants in 
China have secured sufficient contracts during the war to give them 
a good commercial standing immediately the war is over. These, 
it is true. have mostly been secured by graft and sharp practice. 
A traveller recently returned from China stated that at the 
beginning of the war the Germans refrained from quoting on any 
large contract, but lately most of the largest contracts have fallen 
into German hands. When the specification for any large contract 
is now viven out they invite the head Chinese concerned to a 
magnificent dinner—most Chinese deals are settled over food, a 
point the Germans have been quick to recognise—convince them 
that the war will be over in a few weeks, make them a handsome 
present, and secure their permission to insert a clause in their 
quotation that the material is to be supplied a certain time after 
the conclusion of the European War. The British firm, not knowing 
what has transpired, quotes price for the material to be supplied at 
the present time. The German inthis way secures good ' face,’ аз he 
has been able to quote lower than his competitors, and has secured 
the goodwill of the Chinese officials by a little 'qumshaw' or present, 
which in no way comes out of his pocket, as his price is higher 
than the after-war price would be. These and similar tactics are 
being freely employed in China by German traders, who are aided 
on the political side by the publication of pamphlets in Chinese 
spreading the most fantastic lies about Great Britain and her Allies. 
We trust, therefore, that adequate steps are being taken to counter- 
act this pernicious propaganda in China, and that British traders 
кепегаПу will be on the alert to defeat German machinations there, 
such as those indicated above.” 


‘takings has been ‘hindered by the 


WAYLEAVES. 
By ' AN INTERESTED ONLOOKER.”’ 


In view of the attention which is being directed to 
the various aspects of electricity supply in the 
United Kingdom at the present time, especially 
from the point of view of linking-up, it seems to be 
a favourable time to consider the question of way- 
leaves as affecting the problems connected with the 
transmission of electricity, both by overhead lines 
and underground mains. ' 

It is well known that the development of the tele- 
phone and, to some extent, the telegraph under- 
difficulties 
attendant on the procuring of wayleaves, and fur- 
ther reference will be made to this later. 

In this article, we are mainly concerned in con- 
sidering the subject of wayleaves viewed from the 
standpoint of the power companies and municipal 


undertakings, and it is useful to consider how far 


we can learn from the troubles of the engineers of 
the G.P.O. and the late National Telephone Co. 
Most supply engineers have met with the wayleave 
difficulty, and much has been written бп the subject 
from their point of view during the past few years. 

The educative campaign among landowners 
and others was well begun by the passing of 
the Telegraph Acts of 1863, 1878, and 1892, 
and continued under the auspices of the Insti- 
tution of Electrical Engineers when Mr. Adden- 
brooke read a paper in 1905.* Later, in 1913,f Mr. 
Vernier devoted a considerable portion of his 
Chairman’s Address to the Newcastle Local Section 
to the subject, and freely drew on his extensive 
experience arising out of his transmission work for 
the Newcastle Electric Supply Co. Mr. W. B. 
Woodhouse, chief engineer of the Yorkshire Power 
Co., shas also enjoyed more than one tilt at it.ł 
Attention was, however, particularly focussed on it 
by the I.E.E. paper on “ н.т. Transmission Lines," 
which was contributed by Mr. Welbourn in 1914,8 
and which was discussed in London and at most of 
the local centres. In this paper, Mr. Vernier's- 
remarks on the inconsistent state of the law of way- 
leaves for overhead lines only were condensed as 
follows : — | 

i. The Postmaster-General possesses powers for 
erecting telegraph and telephone lines, but the pro- 
cedure to be followed is so cumbersome as to be 
almost useless. Even these powers are denied to. 
electric supply authorities. 

2. Under the Electric Lighting Acts, the consent 


. of the local authority must be obtained by a statu- 


tory undertaker previous to the erection of overhead 
wires, whether these are in the public street or on 


private land. | Й 
3. Non-statutory undertakers сап dispense with 


the consent of the local authority, and both erect 


wires on private land and cross public roads so long 
as the wires cause no obstruction above the road- 
way. 

4. Non-statutory undertakers may erect overhead 
lines without compliance with the Board, of Trade 
Regulations, but the Board has power, if it thinks 
fit, to order such compliance. 

Mr. Welbourn suggested that a strong case had 
been made out to justify the Council of the Institu- 
tion in making representations to the Board of 
Trade for the benefit of the electrical industry with 
a view to removing the inconsistencies referred to. 
but no action appears to have been taken. Follow- 
ing up the progressive policy recently adopted, it is 
hoped that the Council will take the lead in this 
matter, and also arrange to give one evening during 
the session of 1916-1917 to a full discussion, and 

-SJournal, I.E.E., Vol. 34, p. 511—1905. 

Journal, L'E.E., Vol. 59, p.17—No. 228 


tJournal, LEE.. Vol. 44, p. 809—1910. - 
- Journal, I.E.E., Vol. 52, p. 177—Nos. 226, 227, 228, 230 
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then follow it up by appointing a committee to 
examine the points brought out and prepare a Bill 
in consultation with the I.M.E.A. and the I.A.E.P.C. 
The success attending the discussions in London 
and Manchester on Mr. E. T. Williams's paper this 
year should be of good augury! The suggested 
ВШ should, inter айа, provide for: — 

I. A curtailment of the absolute veto on the con- 
struction of overhead wires by a local authority. 

2. The local authority’s refusal of consent should 
be made subject to an appeal to the Board of Trade. 
At present, such an appeal is only allowed to power 
companies in rural districts. _ 

In the discussion on Mr. Welbourn's paper, Mr. 
(now Sir) William Slingo referred to the uphill 
struggle which the Post Office engineers had faced, 

and were overcoming by the help of the various 
= Acts of Parliament already mentioned, and he re- 
marked that they would like the procedure to be 
more certain and expeditious. 

The interest aroused in the question appears to 
have led to the passing of the further Telegraph 
(Construction) Act, 1916. Under this Act, the Post- 
master-General has the right to have a "difference" 
between himself and the owner, lessee, or occupier 
who refuses or fails to give his consent to the plac- 
ing of a telegraphic line under, in, upon, over, 
along, or across his land or building, within two 
months after being required to do so by notice, 
settled under the procedure laid down in Sections 3, 
4, and 5 of the Telegraph Act, 1878. 

This marks an advance, but the procedure re- 
ferred to is still too clumsy. Something more 
expeditious is required in these hustling days than 
a delay of two months, then a hearing of the case 
by a magistrate, county court judge, or sheriff, 
whose decision can be appealed against before the 
Railway Commissioners. Just fancy a man wanting 
a telephone installed in a hurry in the country and 
having to await the result. of all this legal proce- 
dure! And think of the possible, cost to the 

G.P.O.! This, of course, takes no account of war 
telephone work, which may be carried out imme- 
‘diately and without wayleaves under the Defence 
of the Realm Act. | 

At this stage it will be well to Set out some of the 
Principal wayleave difficulties and hardships which 


are met with by electricity supply authorities, and - 


then to consider what procedure^might be followed 


in order to ensure a speedy and equitable settle- 
ment of differences. 


I. Cost of Wayleaves.—Some landowners have 


altogether extortionate ideas as to the value of their 
agricultural land compared with the value of the 
electric line to be taken across it and the benefit 
to the community. One case came under notice a 
few years ago where it was proposed to cross a field 


in the open country with six wires, without апу. 


| The owner demanded £1 
‘per wire per annum for the use of the air above his 


field. Needless to Say, no business resulted. 
There seems to be a general agreement in Eng- 


is only 
a very partial occupation of the land. Could any- 


illustrate the grievance more clearly than 


There is not much experience in regard to way- 
In view of the pos- 
sible and considerable shortening of routes for 
linking-up and other schemes, this method is likely 
to receive considerable attention in future. The 
shortening of a route by some 30 per cent. compared 
"with a road route is often possible, and its adop- 


tion would lead to a considerable saving in first 


cost. Also, the wayleave charge should be very low 
for a cable, as it would be laid sufficiently deep so 
that it would not interfere with the tilling of the 
fields. | 
Occasionally, a wayleave is required from a neigh- 
bouring supply or other authority to enable a‘short 
cut" to be taken. А case in point was brought 
under the notice of the present writer, recently, 
where a supply authority desired to save aboy 
£6,000 by going for 50 yards through the road ot 
a neighbouring authority. The blood-money de- 
manded for the concession (in war-time, (00) was 
half the savings. Again, no business resulted! 
Another supply authority's experience is that 
County Council charges are usually heavier than 
those of private owners, the conditions imposed are 
more stringent, and the negotiations take longer to 
complete. ` Іп one instance, it was desired to lay 
а connecting main between two portions of a dis- 
trict, and, without more than trebling the expense, 
this could not be done without running for a short 
distance under a public footpath alongside a county 
council school. А private owner would usually 
have taken an acknowledgment of 1s. to 2s. 6d. per 
annum, but the Council demanded £1 per annum, 
plus legal charges. On pointing out that this was à 
public utility main to feed the system from which 
the school was lighted, as well as the residences in 
the immediate neighbourhood, and that the land 
was owned by the community, and so a smaller 
sum would be in keeping with the easement granted, 
a peremptory reply was made to the effect that these 
were the only terms, and discussion of others was 
useless. In addition, the burden of keeping the 
whole of the footway in repair was thrown on the 


. supply authority. 


2. Delays, іп Negotiations.—Mr. Vernier has 
pointed out some of the vexatious delays which 
occur through local authorities having the right of 
absolute veto on overhead wires. He has also in- 
stanced a case of a landowner going to shoot in 
India and hanging up negotiations for six months. 

The delay in Government action under the powers 
granted by the Electric Lighting Acts for com- 
pelling owners to come into line has made this 
method of procedure of very little general use. It 
is only when a delay of months can be allowed for 
that any hope of success can be entertained, and the 
speed with which the Government now rushes 
through any concessions required when Govern- 
ment war-work is at stake only makes the leisurely 
procedure of peace-time more exasperating. 

In a certain case, permission was refused by an 
cwner to the laying of a cable across partly waste 
open land, surrounded by disused coal pits, 
which was not likely to be of much use to anyone. 
Negotiations were opened with the Board of Trade, 
and a plan and full particulars were supplied 
showing the need for using this route. The owner 5 
solicitors raised one point at a time, which meant 
a lettér to the Board of Trade, a copy from them to 
the owner's solicitors, and the waiting for their 
reply, which was not unduly hurried. 
‘Correspondence lasted for three months and 
showed no sign of terminating, and as the cable 
had become extremely urgent, a longer route had 
to be found, at an additional cost of £400. . 

3. Delays from other Public U tility Authorities.— 
Some railway companies are not disposed to give a 
wayleave across their railways for more than three 


Or six months. This is objectionable, because rail- : 


way companies’ are always promoting Bills, which 
sometimes have to be opposed by the supply autho; 
rities, who are thus exposed to the possibility 0 
unfair pressure. M "^ 

It is an anomaly that public utility service 
should be denied the use of bridges in some 
districts without having to pay exorbitant ns 
A sum of бз. per annum would be amp 
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ccmpensation for the keeping of records of 
the cables and pipes passing over a bridge, but 
the usual charge, in some districts, is £1 per bridge 
if the structure of the bridge is not affected, and 
with increased rentals up to £5 per bridge if the 
structure is affected. Owing to the way in which 
many bridges have been built, it is impossible to 
effect a crossing without removing and rebuilding 
a few bricks at either end. . Heavy wayleave charges 
are the result. 

In some districts, also, water companies are fre- 
quently exempt because they were in existence 
before many of the bridges were built, but elec- 
iricity supply authorities, not being in existence at 
the time, have no protection, and are entirely at 
the mercy of the bridge owners, although the bridge 
forms part of a public road, and the cable to be laid 
is for the public convenience. 

4. Permits from the G.P.O. and other owners of 
Telegraph and Telephone Lines and Road Authori- 
ties.—Under Section 20 of the Electric Lighting 
(Clauses) Act, 1899 (62 and 63 Vict., ch. 19) the 
G.P.O. and other owners of lines may require an 
undertaker to adopt such precautions as they may 
specify to prevent any injurious affection of exist- 
ing lines or lines afterwards erected for telegraph, 
telephone, or electric signalling purposes. 

It is true that the requirements may, be disputed, 
and resort had to arbitration, as provided in the 
Act, but in the case of new lines this leisurely 
method of procedure is of little or no use to supply 
authorities who have consumers waiting to be con- 
nected up. | 

In practice, therefore, the G.P.O. imposes its 
own terms, which amount to a prohibition of all 
wires crossing the Department's wires if the pres- 
sure on the proposed lines exceeds 3,000 volts. The 
result is that crossings have to be effected by under- 
ground cables in series with overhead power lines, 
in most instances, as the addition of capacity, by 
cabling the telegraph or telephone lines, is objec- 
tionable at their higher transmission frequencies. 
The cost of making these special crossings may 
wd add 20 per cent. to the total cost of a power 
ine. 

Frequently, also. crossing a main road by cabling 
is insisted on by county council and other road 
authorities, and it may result that, when everyone's 
claims are met, there is not much advantage in first 
cost in having an overhead line at all. 

This is not the way to encourage the development 
of electricity supply. Most engineers now recog- 
nise that in the next few years we must deal with 
the transmission of electricity on such a huge scale 
that the raising of pressures is inevitable, and with 
the present restrictions this pressure is limited to 
that for which cables can be successfully and econo- 
mically built. There is some uncertainty on this 
point, but probably no British cable makers would 
undertake in connection with overhead lines to build 
three-core cables for higher working pressures than 
40,000 volts and single-core cables for higher than 
60,000 volts А.С. on the star system. 

It seems to the writer that it should not surpass 
the ingenuity of British engineers to devise some 
method of providing absolute protection for the 
Department's wires against injury from power 
wires worked at any voltage. 
Particular difficulty in doing all that is needed by a 
combination of electrical protection for future power 
circuits in the form of, say, the Merz-Hunter split 
conductor system, and of mechanical protection in 
the form of a substantial earthed metal guard which 
might completely or partially surround the power 
circuits for the requisite distance, and which would 
be earthed to the satisfaction of the G.P.O. If the 
I.E.E. I.M.E.A., and I.A.E.P.C. are in earnest 
on this matter, there should be no difficulty about 
getting a round-table talk with the G.P.O. engi- 


The writer sees no . 


4 


neers, and the assistance of Mr. Trotter should cer- 
tainly be requested. 

The road authorities may have to be met in an- 
other way. The writer thinks that supply authori- 
ties should have the right given to them, where no 
other wires exist, to cross all roads in rural districts 
with wires unless the road authorities appeal to the 
Board of Trade and successfully demonstrate that 
there are real objections in particular cases. Such 
a real objection might be a definite intention to 
build on the adjacent land within, say, five years. 

Suggested Procedure.—1t is well-nigh impossible 


to suggest any procedure which will satisfy every- 


body and, at the same time, ensure that wayleaves 
may be obtained speedily for overhead lines or 
underground cables. It is an indispensable condi- 
tion that full justice shall be done to both parties 
to a wayleave dispute, and some" machinery must be 
devised to secure this and, at the same time, to 
ensure that all avoidable delays in effecting a settle- 
ment shall be short-circuited. 

Most Britishers prefer to compromise rather than 
to fight, unless some vital principle is at stake, and 
with this in mind, it is suggested that supply autho- 
rities shall have the prima facie right to go with 
their mains practically everywhere within their area 
subject, where necessary, to the owner's consent, 
in order to carry on their business to its fullest 
extent. This would be subject to the reservation 
that where an owner objected, and failed to come to 
terms with the supply authority within, say, one 
month of receipt of notice of intention to proceed 
with the work, the supply authority would have the 
right to lay the whole matter before the Board of 
Trade, who should be placed under a legal obliga- 
tion to inquire fully into the case of both parties to 
the dispute within, say, one month, and give a deci- 


^ sion within, say, a further two weeks. 


The Board of Trade should have conferred on it 
the right to give a final decision as to the route to 
be followed, and to determine the amount to be 
paid to the owner or tenant for rent and by way 
of compensation for damage done during construc- 
tion, &c. In order to be quite fair to our gas com- 
petitors, the writer would not oppose similar facili- 
ties being granted to them. 

The plan outlined above could easily be elaborated 
with the goodwill of all the interested parties and 
thc assistance of the Board of Trade into a work- 
able one. It is essential to the electricity supply 
authorities that simplicity of procedure, combined 
with speed and a definite time limit, should be 
secured. | 

The present writer would like to see a further 
trial given to the so-called “© voluntary principle 
for a period of, say, three years, and working on 
the amended lines suggested above. If this failed 
in practice, we should automatically pass to com- 
pulsory " methods, to which the nation 15 so rapidly 
becoming accustomed. | | 

The ExecrricaL Review has, from time to time, 
called for compulsory wayleaves without defining 
exactly how this could be brought about, and it is 


hoped that these notes may be of ‘some assistance 


in focussing public opinion on what is desirable and 
practicable. The urgency of the question can be 
measured. from the fact that there are already about 
1,500 miles of high-pressure overhead lines in the 
United Kingdom, apart from the numerous low and 
medium-pressure lines. -Many supply authorities 
are expecting a big increase after the war as the 
result of the boom which electrical driving, &c., has 
enjoyed during the past two years. The electrifica- 
tion of railways, and the application of electricity to 
chemical and metallurgical processes will also bring 
much additional load. The transmission system for 
dealing with these loads and for enabling linking-up 
schemes to be carried out must not be unduly 
delayed by antiquated wayleave methods. 
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ELECTRIC COOKING AND HEATING. 


By A. F. BERRY. ` 


(ixtracts from paper read before the ASSOCIATION OF 
SUPERVISING ELECTRICIANS.) 


A LARGE number of individuals have sent in to me_from time 
to time figures showing the savings effected by the introduc- 
tion of “Tricity” cookers in their establishments. The 
majority of the figures ielate to private houses, but some 
relate to canteen and school equipments. It is clear that the 
butchers’ bills in private houses that used to be over £50 per 
annum are reduced to £40 per annum; that a plate of meat 
in a munition workers' canteen is reduced in the ratio of 5d. 
to 4d., that the weight of meat used in a term in a school of 
100 is reduced in the ratio of 2,400 lb.. to 1,950 lb., when the 
older methods of cooking are discarded and “ Tricity " cookers 
are fully employed. It will be seen that the retention of the 
old methods of cooking means that approximately 25 per 
cent. more meat is being purchased than need be. There is 
an economy also in making jam, marmalade, &c. I found, 
for instance, that the additional weight of marmalade when 
made on an electric hotplate instead of on the coal fire was 
of sufficient value to pay for the total cost of cooking any 
way many times over. E 
My experience of the cost of many thousands of Tricity- 


cooked meals leads me to tell you that you must expect that. 


а good square meal will cost one quarter of а unit per person 
—that is, for a number of people. In the case of schools, 
where one may take it that the meals served are the equiva- 
lent of two heavy ones daily, it has been found that rather 
less than one-half of а unit per day per person is required. 
In private houses, where the numbers are less and, perhaps, 
the meals more numerous, 'something like one unit per day 
per person will be required. ` 

In making jam, I find that the cost works out at about one 
unit for each 8 lb. of jam; marmalade will cost more than 
this. If there are two boilings it will mean that 4 lb. can be 
produced for each unit of electricity consumed. 

I do not think that those who do not use electricity in 
their homes for cooking, even though they are electrical engi- 
neers, can ever hope to convince others of the full advantage 
of electric cooking. They are certainly not in a position to 
express à personal opinion in regard to all the advantages of 


electric cooking if they have not made use of it themselves. ; 


The glib way in which nine persons out of ten will tell you 
that electricity '' must be expensive ” for cooking is a testi- 
mony, to the slack way in which suppliers of electricity have 
talked about there being no heat with electric light, and it is 
also an equal testimony to the efficacy of the publicity of 

“ Һе opposition.” 

"The reliability of electricity for cooking purposes should 
be one of the first considerations. I think, however, the 
remembrance of early troubles accounts in а great measure 
for the apathy of some electrical engineers towards electric 
cooking. My experience has been that ordinary users of elec- 
tric cookers are even more enthusiastic regarding them than 
many supply engineers and contractors. 

The improvements in detail apparatus, such as fuses, indi- 
cators, contacts, terminals and switches have all helped to 
make electric cooking the solid proposition it now is. To the 
heuseholder it did not matter what stopped the cooking—a 
faulty accessory or a faulty “boiling ring." The meals must 
be ready at the right time—excuses do not “ feed the brute.” 
" The use of indicators to show when hot plates, &c., are 
. On 18a great help in the direction of economy. The latest 
ш combined fuses and indicators combines in a most cheap and 
practical form the fuse and indicating device we have found 
it necessary to provide. This is onl one detail of many 


that have been brought up to a high state of perfection. If. 


you will consider that in this small apparatus you combine 
& pilot lamp and fuse you will appreciate how much more 
robust, more easily replaceable and economical, both in con- 
sumption and space, electrical accessories have become. 

I would like to impress upon you that electric cooking is 
here to stay, and that the sooner the whole electrical frater- 
nity make the utmost use of it, the better will it be for them- 
selves and for the community. Pray do not let anyone retain 


the impression that electric cooking is-for the rich. I have 


Personally been more than interested to find that the Tricit 
cooker is the friend of the artisan's wi : 
palace und collato (99. 1san's wife. It goes to the 


Turning to electric heating, the electric lamp radiator is 


that their filaments are run at such a tem 

| emperature that the 
shorter wave-lengths of their radiant emissions pass through 
their clear glass surrounds readily and the filaments ате 


Eghí and warmth from the eun. This method of lighti 
and heating will be as near perfection as possible if в 


hope shortly to show t 
destroy the monotony of the lamp r ow that we can, to 


The importance of good radiating effect from an electric 
fire and its capacity to bold your attention is considerable. 
You may have noticed that the only time a lamp radiator 
interests you sufficiently to hold your attention is at the 
moment of being switched on. A good log fire or a clearly 
burning coal fire interests you all the time. They are condu. 
cive to steady thinking, and the contemplative frame of 
mind that brings calm and the solution of one’s little prob. 
lems. For many years I and those who are working with me 
have endeavoured introduce into electric fires more com. 
fort and some features of interest that will hold one’s atten- 
tion sufficiently to make “‘ sitting in front of the fire" a most 
agreeable occupation. 

To-night I am able to show you for the first time what is 
generally considered by those who have seen it privately an 
effect of great value. As you are aware, a great deal of the 
life of a fire is indirectly due to the differing refrangibilities 
of the various vapours and heated air through which yon see 
the burning fuel, and also to the varying degrees of redness 
caused by the play of air upon the fuel. I have endeavoured 
to combine these effects naturally in the “Tricity” Flame 
Fire which you see before you. The result gives a breadth 
of effect, and simulates in a perfectly natural manner the 
appearance of a coal fire at its hottest. 

There are certain points in connection with the develop- 
ment of this side of our industry which should always be 
borne in mind when discussing the subject of electric heat- 
ing. In the first place, electric heaters of small capacity 
should not be put forward to work miracles. A small fire 
is quite good and economical for heating ordinary black flat- 
irons, boiling water (not too rapidly), and warming small 
rooms,or taking the chill off larger ones, &c. It is, however, 
a great mistake that has been made by many to install heaters 
that are too small. The next thing is that an electric fire 
must have a big radiant surface if it is to give a sense of 
comfort. It must also be sufficiently hot and powerful and 
шше to draw one towards it, and then drive one back 
rom it. 

Another feature that should be borne in mind is that ordi- 
nary convector types of heater, and I am afraid some otber 
types, have been designed in such a way that they would 
be most useful to us if we were flies and could sit with our 
feet on the ceiling. Warmth is wanted low down in the 
room, not high up. Just as one could appreciate electric 
slippers, one cannot imagine anyone wearing an electrically 
heated hat. Keep your head cool, but don’t get cold feet. A 
judicious combination of radiant and convected heat is most 
welcome, and with electrical fires can be arranged for. 

The fourth point is that electric fires should be designed to 
look like electric fires. The earlier samples were either made 
to resemble obsolete fires or else appeared to bear no resem- 
blance to anything at all. Electrically, we are free from 
troubles due to fumes and, therefore, our originality can have 
full play in design. There is no need to make an electric 
fire look like a fireplace. It must be remembered, however, 
that the fireplace is the natural place in which to stand a 
powerful electric fire. It is useless to talk about the heat 
going up the chimney; steps must be taken to prevent it. 
We have sat round the fireplace for too many generation to 
get out of the habit. The design and arrangement of a room, 
too, the placing in @ room of our household gods in the way 
of pictures, vases, &c., to say nothing of the timepiece on the 
mantelshelf, have been regulated by the fact that we shall be 
sitting round the fireplace. We must, therefore, bow to the 
inevitable, and for certain rooms make up our minds that 
electric fires will be wanted in their tens of thousands for 
putting into fireplaces. I do not think we shall need to 
ollow the gas companies in their endeavour to pull out the 
coal grate, as we have no difficulty with regard to fumes. . 
_ It must not be expected that the economy alone of electric 
heating for rooms will force it upon householders in the way 
that electric cooking will do. The actual coal consumption 
of a private house for the various living rooms is small com- 
pared with that used in the kitchen. The economy in the 
consumption of coal, therefore, is very little worth. It is on 
the score of general convenience, cleanliness, and comfort 
that electric fires are making their way into the homes of the 
people. It is difficult to say how far the consumption of 
electricity can be reduced and the comfort of the individual 
maintained. I have come to the conclusion that for persona 
comfort the heating effect of one-fortieth part of а unit applie 
directly to the hands and feet of a warmly clothed individual 
would suffice to keep one warm when at work during very 


cold weather. It would appear that we may in time hope 


for something less than 100 times this amount, namely, @ 
units, to be made sufficient to warm a room efficiently. 


New Zealand Trade.—M:r. R. W. Dalton. H.M. Trade 
Commissioner in New Zealand, states that when certain German 
companies were proclaimed enemy concerns, their liberal advertise: 
ments in New Zealand papers naturally ceased. Articles similar 
to, or better than, those which they formerly advertised are made 
by British firms, but such firms have not adopted any advertising 
campaign to make their goods known. One result of this may 16 
that after the war present enemy concerns will have an opportunity 
for booming their goods again, and their real origin will be 
forgotten. 
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ELECTRIC VANS FOR LAUNDRY WORK. 


Wrra the steady progress in popularity of the electric vehicle 


in this country, it is surprising that laundries appear to be 
entirely unmentioned in the lengthy list of electric vehicle 
users which forms such an interesting feature of our quar- 
terly contemporary, The Electric Vehicle. This is obviously 
a direction offering considerable possibilities, and it may be 
of some interest to refer briefly to American experience in 
this matter. As a result of an interview, Mr. Jackson MAR- 
SHALL, the energetic secretary of the Blectric Vehicle Section 
of the N.E.L.A., records the opinion of the manager of the 
Brunswick Laundry; New Jersey, that as soon as the all- 
round efficiency of the vehicle is realised by the laundry 
industry, most laundries will use the ''electric," well-nigh 
to the exclusion of all other means of collection and delivery. 

The daily load average of the Brunswick Laundry is approxi- 
mately 1,500 lb., and at least 65 horses are necessary to do 
this work, allowing for emergencies. Under the same con- 
ditions 33 electric vehicles are sufficient, and during incle- 
ment weather the only extra preparation necessary is the 
addition of chains, and each driver can equip his car with 
non-skid chains in 15 minutes. The simplicity of the ''elec- 
iric" enabled the men who had been driving the horse to 
o to operate the new vehicles very successfully in a few 

oura. 

The comparative operating cost and upkeep of the electric 
vehicle and the horse are as interesting.as the facts concern- 
ing the dependability of each. 

The investment for a horse-drawn equipment, including 
stable room, was $1,515; for an electric delivery car complete 
$2,500. The extra investment necessary for the “electric ” 
‘was, therefore, approximately $1,000. 

The monthly cost of 65 horses and wagons totalled $1,713; 
while the monthly cost of one electric delivery car, including 
interest at 6 per cent., amounted to $29, representing a total 
for 33 cars of $957. | 

The depreciation of the car is balanced by the depreciation 
of the horses, wagons, harness, &c. Thus the “electric ” 
shows a saving of over 40 per cent. . 

The ‘‘electrics’’ of the Brunswick Laundry average 25 
miles per day, visiting all the outlying suburban ‘districts. 
Some of the best drivers deliver ав many as 900 bundles per 
week, and make an average of 32 miles per day. At an aver- 
age of 25 miles per day, and a current cost of $4 per month, 
the current cost per mile is about six-tenths of a cent on this 
basis; figuring. 900 bundles delivered per week, the energy 
cost of each bundle delivered is about 1/100 of a cent. 

Repair bills are a negligible quantity in electric vehicle 
operation." Every week an “electric” is taken down, care- 
fully looked over, cleaned, and put in first-class order; thus 
every 88 weeks each car goes through a thorough overhaul- 
ing. 

The average life of the tires on the gasoline cars for long 
hauls is about three to four months, while those on the elec- 
tric vehicles last from a year and a. half to two years. 

The advertising value of the electric must be con- 
sidered, also the safety element should be mentioned. Colli- 
sions are very rare things with these cars, even in congested 
traffic, as they are started and stopped so easily. | 

The bodies of the delivery cars which the Brunswick Laun- 
dry use are 4} ft. x 5 ft. x 7 ft. behind the driver's seat. 
The garage of the Brunswick Laundry is 50 ft. x 140 ft., and 
this is now being duplicated, which will provide space for 
about 45 electric vehicles | 

The Keystone Laundry Co., one of the largest in Pittsburg, 
recently decided to use the electric truck, and as a result 
ordered five vehicles. One of these ''electrics ” on a test-run 
over the famous hilla of Pittsburg showed 63 miles on a 
single charge of the battery. At all times during the run 
the car carried a load of 642 lb., in addition to the driver and 
an official observer. The cost of the electric current for this 
mileage was but 49 cents, or four-fifths of a cent per mile. 
. The Sanitary Laundry, of Hartford, on September 6th, 1918, 
installed one electric vehicle, and between that date and 
October 28rd of the same year the car had covered 1,545 
miles. Before purchasing this "'electric" the Sanitary 
Laundry was operating four horse-drawn wagons and 
400 miles per week, or 100 miles for each wagon per week. 
Two teams were disposed of when the “electric ™ went into 
service, and the two remaining horses at that time were 
covering 70 miles per week, instead of 100 miles which mer 
formerly covered, the difference representing additional wor. 
satisfactorily discharged by the electric vehicle. Fras 

The Charity Organisation Society, of New York City, 
reports that the three electric vehicles in the service of its 
laundry have reduced the cost of delivery at least 20 per cent., 
and the general results are much better. 

The Salem Laundry installed one electric delivery car, and 
within six months an order was placed for six more cars 
of the same type. In four months after its first installation, 
the J. Árthur Anderson Laundry, of St. Louis, put four 
additional cars in service. Both the Pilgrim and Crystal 
Laundries, of Brooklyn, are operating three electric vehicles, 
repeat orders having been given for two cars each, after 
the first car had been well tested. 


THE NATIONAL INSURANCE АСТ, 1911. 


THE following additional decisions have been published :— 
CONTRIBUTIONS ARE PAYABLE FOR | 
1,981 X. Armature and coil winders employed in the repair of 
electrical machinery. 
1,982 X. Workmen engaged wholly or mainly in :— 
(1) The manufacture (including generating and compressing) 


- of acetylene gas. 


(2) The manufacture of cylinders for holding the gas. 
(3) Examining cylinders and filling them with porous material. 

1.997 X. Workmen engaged wholly or mainly in the manufac- 
ture or repair of arc lamps. | 

CONTRIBUTIONS ARE NOT PAYBLE РОВ 

1,985. Workmen (other than sawmillers, machine woodworkers, 
metal or leather workers) engaged in making small switch boxes or 
fancy boxes, ‘whether covered with leather, cloth, velvet or similar 
е or polished, and not intended for use in war (application 

1,986. Workmen engaged wholly or mainly in the preparation of 
non-conducting compositions for oovering boilers, pipes and other 
parts of heating or refrigerating apparatus. (Application 403 X.) 

1,988. Workmen (other than sawmillers and machine wood- 
workers) engaged wholly or mainly in repairing orates, casks 
barrels, which are not intended for use in war. 

1,993. Casual labourers employed on or about docks or wharves 
and engaged in loading and discharging cargoes and not employed 
continuously by the same employer on premises which are used 
mainly for the purpose of any insured trade. 

2,000. Workmen (other than metal workers) engaged in making 
silk shades for electric light and gas fittings. 

2,019. Workmen engaged wholly or mainly in washing slack for 
coke ovens. 


ELECTROCHEMISTRY IN NORWAY. 


A REVIEW of the situation of the electrochemical industry in 
Norway during the past two years has just been published in the 
French Journal du Four Electrique, which has now reappeared 
after a temporary suspension caused by the war. The review is 
written by our contemporary's correspondent at Christiania, who 
states that the electrochemical works were surprised by the war in 
full execution of orders for nations of the belligerent Powers, as 
the whole of the Norwegian production is exported. Certain of 
these contracts were broken by the force of circumstances, particu- 
larly owing to the impossibility of procuring ores and other raw 
materials which are indispensable to the industry, for almost all 
raw materials are purchased from abroad. The works had con- 
sequently to exist on their stocks, the impending exhaustion of 
which rendered the companies really apprehensive. But the war 
was then taking a new turn, and about the beginning of 1915 it 
became clear that, as hostilities were likely to last a long time, an 
important part would be played by those raw materials which 
served for the manufacture of munitions. The Norwegian works 
which produce nitrates, carbide and cyanamide, ferro-alloys and 
aluminium, then found themselves approached from various 
quarters, and the output was vigorously resumed. The difficulties 
of obtaining raw materials continued to be considerable, and prices 
and wages still moved upwards; but as sale prices also advanced, 


' the final result has been that most of the electrochemical works 
realised large profits last year and are also doing so in the current 


ear. 

? The dominant fact in Norway, from the economic and financial 
standpoint, during the past two years, is the constitution in the 
banks and private safes of monetary reserves having no precedent. 
Indeed, the war has enriched Norway, orat least every one con- 
cerned with armaments, shipping, and international trade in 
general. The current accounta at the banks have grown to such 
excessive dimensions that certein institutions have refused to 
accept further deposits. It is under these circumstances that the 
shipowners have turned their attention towards the industries, and 
this represents the great change which has taken place in Norway 
since the outbreak of the war. As is known, it was formerly 
almost impossible to raise a shilling in Norway for industrial 
undertakings, which had to be established with foreign capital, 


‘although it has to be explained that if no native money was forth- 


coming it was due to the absence or scarcity of capital for invest- 
ment. Now, however, "a gale of industrial nationalism " is 
blowing over the country, and many undertakings have been 
established solely with Norwegian capital—as, for instance, ship- 
ping lines, and concerns for the utilisation of waterfalls and the 
production of wood pulp, chemicals, &c. 

The correspondent proceeds to refer to certain works of the 
Nitrogen Products & Carbide Co., although a portion of his state- 
ments has been apparently eliminated by the French military 
censor. This company, which owns these works and the majority 
of the shares in the North-Western Cyanamide Co., has established - 
a great industrial undertaking at the bottom of the Oddafjord, 
where over 70,000 H.P. are utilised in the production of ammonium 
nitrate, nitric acid, and perchlorates. The power is supplied by 
the Tyssefaldene A.S., and new works are also in course of con- 
struction at Aura. Among new installations mention is made of 
the extension of the aluminium works of the Norske Nitrid at 
Eydehavn, whilst the company is building a second aluminium 
works at Tyssedal, in the Oddafjord. In the case of ferro-alloys, & 
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considerable increase in the production has been made by the 
Hafslund Electrochemical Works, as well as at the Porsgrunds 
Works; and the Hafslund Co., which owns the Hafslund water- 
falls and supplies the electrochemical works with power, has now 
passed entirely under the control of Norwegians, who have pur- 
chased the shares (three-fourths of the capital) which were held 
by the German Schuckert Co. The nickel refinery at Christian- 
sand has expanded its production, and a new works for ferro- 
chrome has been erected at Tyssedal. But the industries which 
have to depend upon the importation of foreign ores are far from 
participating in the general prosperity, owing to the comparative 
scarcity of raw materials and the high freight rates which prevail. 

The activity of the group of the Elektrokemisk Industri has 
been applied to its branches—the Arendal Sveltverk, which pro- 
duces carborundum and ferro-silicon, and the Bjolvefossen Works, 
which is erecting a large carbide and cyanamide works in the 
fjord of Hardang. A further national undertaking is the Hoyang 
Faldene or Narck Aluminium Co., which has been formed exclu- 
sively with Norwegian capital amounting to £686,000, and which 
has commenced to utilise the falls in the Sognefjord and the con- 
struction of an aluminium works, the raw materials for which will 
be obtained from France. In conclusion, the correspondent refers 
to the formation of the Florli A.S., which proposes to lay down 
plant for the electrical production or refining of steel, 
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NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED) 
eon pred expressly for this journal by Messrs. W. Р. Тномрѕоч & Co., 


lectrical Patent Agents, 285, High Holborn, London,. W.C., and at 
Liverpool and Bradíord. 


15,023. *''Carriers for fusible cutouts.” 
CouLsoN. October 23rd. 


15,027. “ Mechanical appliance for switching off Has and/or switching off 
current of electricity at any desired time." D. BRoUcHER. October 28rd. 


15,033. “ Contacts for electric switches, &c., and mounting or supporting 
same." A. CRAWFORD, W. Preston, AND W. Sanpers & Co. October 23rd. 


15,036. *' Electrical distributing and/or intensifying system." W. А, CLARK, 


“Н. С, LoNcFoRD, УУ, W. LoNcronp, T. Morris & Tue SPHINX MANUFACTURING 
Co. "October 23rd. 


15,041. *' Electrical illuminating device in co junction with walking-stick, 
umbrella, &c." E. J. Wnippon. October 23rd. 


15,053. “ Electric candle fittings." H. Garpe. October 23rd. 


15,054. “ Control switches for electric measuring apparatus." 
SON. October 23rd. (Sweden, November lith, 1913.) . 


15,072. '' Vacuum tubes of the Audion type, 
(France, October 23rd, 1915.) . 


15,076. “ Overload electric switches or cut-oyts, "" 


W. Lawrence & Mavor AND 


О. ANDER- 


J. BicugT. October 23rd. 


Р. G. van Wik. Octo- 

_ ber 23rd. (Holland, June 15th.) 

15,077. '' Loading coils for superimposed telephone working, &c." C. E. 
Hay & Н 


- W. SULLIVAN. October 23rd. 


asa 08. “Sparking plugs." A. R. Hemminc & C. T. WesTLAKE. ‘October 
га. 


15,095. “ Electric flashlamps." С. R. Hat. October 24th. 
15,121. ''Searchlight." J. THOMSON. October 24th. 


15,123. ‘ Automatic electric plug and switching contrivance." D. M. 
ECWARDs, October 24th. 


15,137. '' Electrolytic cells." PF, G. WHEELER. October 24th. (U.S.A., 
October 30th, 1915.) 


15,153. “ Electric radiant-heat fire." H. S. Eiis & J. C. P&rERSEN. Octo. 

| ber 25th. LC 
p “ Portable elcctric signalling lamps." W. T. CoULsON. October 
th. ' 


15.187. “ Electric transformers." Tue Britis ELECTRIC TRANSFORMER Co. 
ANO Т. R. RrNFREkE. October 25th. 


15,236. “ Electrodes for electrical furnaces.” W. B. HAMILTON & J. Hou- 
LAND. October 26th. 
15,242. ** Electric heating and melting furnaces.” V. SroBig. October 26th. 
15,252. “ Process of unitin 
T. Wors. October 26th, 


15,259. “ Electric measuring instruments." 
4ND P. HaMiLTON. October 26th. - 


15,269. '' Batteries for electric pocket lamps." HOLLANDSCHE  ELEMENTEN- 
FABRIEK JULIANA. October 96th. (Holland, October 5th.) 


15,274. ‘Generation of sustained e 
ерп and telephony." J, ВЕТНЕМОР. 
th. 1915.) 


15,290.- *' Electric Current rectificrs."" 


15,310. ** Operation 
October 97th. 

15,837. “ Electric joint-making washers,” 
MONT. October 27th. 

15,339. “System for 
October 27th. 

15,350. Spark plugs." M. C, 
(U.S.A., November 2nd, 1915.) 


Б metals or alloys by electric welding." H. L. 


C. Согкмам, E. I, EVERETT 


lectric oscillations for wireless tele- 
October 26th. (France, November 


H. Wave (Mills). October 26th. 
and carriage of electric flashlamps.” E. NurraLL. 


C. J. Beaver & E. А. CLarr- 


multiplex wireless telegraphy.” — B, J. Corner. 


E. Вехот (C, L. Bundy), October 97th. 


15,951. *'Ignition systems." С. T. Masos. October 97 
Su ЙБ) | J 5 Jctober 27th. (0.5.А., June 
15.358. '' Wircless signalling systems," British Тпомѕом-Носѕток Co, 


(General Electric Co., U.S.A), 


October 27th, 

ee * Electric heating clement for kindling.” R. K. HEARN. October 
í " 

15365. " Trolley heads for electric. tramcars."! C. Svouno. October 27th. 
eee “ Electric accumulators.” W., H. ExtEY & H. LEITNER. October 
15,398. " Ignition devices for internal-combusti i 

Д ‘ al-combustion en s. 

Маккнам. October 28th. un idu 
15,401. " Adjustable marks or scales for aeronoids, air specd-indicators, 
magnetic compasses, &e.” AFRONAUTICAL INSTRUMENT Co. October 98th. 
15,419. ** Ferrule or sleeve 


i for braided wire coverings i 
&c." Powe. & Hamer, W. A. SHEMERD & F. E. Wis Oe 


SON. October 28th. 


7, 


PUBLISHED SPECIFICATIONS, 


| 1915. 
14,145. Exscrric Ixpicatinc AND LiGnriNG SYSTEMS. A. Blackmore, Otto- 
ber 6th. 
14,209. AUTOMATIC Gi.ass-BLOWING MACHINES. 


British Thomson-Houston Co. 
(General Electric Co., U.S.A.) October 7th. 


14,310. Procrss ron тне PRODUCTION оғ CuPROUs Oxipg ELgcTROLYTICALLY, 
B. Hunt, October Sth. 


14,365. FLuiD-PRESSURE Vatves. British Thomson-Houston Co. (Generst 
Electric Co., U.S.A.). October 11th. 
14,377. DyNAMO-ELEcTRIC MaciNEs. A. Н. Neuland, October Ith. 


14,405. ELEcrRICALLY-HEATED Соокічс Utexsits, L. Heller. October 19th, 
(Convention date, July 16th, 1914.) | 


14,468. Exectric Arc SorpERINC. E. H. Jones. October 18th. 

14,533. Mountinc or ELECTRICAL APPARATUS IN FRAMES OR Cases. Н. B. 
Prentice. October 14th. 

15,824. CcNsrRUCTION or Grips FOR SECONDARY Batteries. G. A. Smith. 
November 9th. 

16,995. ELECTRICAL Swircnes. А. C. Wynne. November 90th, 

16,466. Exvecrric Contract THermometers. R. P. Costello. November 2м. 

17,866. Evectric Hearne anp Cookino Devices. J. Sayers. December 
cre STARTING AND LIGHTING Sets FOR AUTOMOBILES. 
Houston Co. (Genera! Electric Co., U.S.A.) December 21st. 

18,137. DvNAMo-ELECTRIC МАСНІХЕЅ. S. H. Martin. December 29th. (Con- 
vention date, January 2nd, 1915, U.S.A.) 


British Thomson. 


" | 2916. 
The numbers in brackets are those under which the E ecifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1,108. Rapto-active SIGHTING Devices FOR USE WITH FIREARMS. B. Solaro 
del Borgo. January 30th, 1915. [100,050.] 

2,068. ELECTRO-MacNETIC Drivinc GEAR For CLOCKS. 
ary lith, 1916. [101,652] j д š 5 

2,556. ELECTRODE HOLDERS FOR USE IN ELECTRIC SOLDERING AND Wapnie 
WITH Fussie Evectkoprs. Quasi-Are Co. & A. P. Strohmenger. February 
21st, 1916. [101,655.) 

2,704. MANUFACTURE oF ELECTRIC INCANDESCENT Lamps WITH Metatuc IK- 
CANDESCENT Bopy. Deutsche Gasgluhlicht Akt. Ges. (Auerges). Мау 4th, 
E re H UENCY ELECTRIC 

3,745. ALTERNATORS FOR THE PRODUCTION OF IGH-FREQ i 
Oscu.ations. Soc. Francaise Radio Electrique. March E 1915. [100,184] 

5,628, ELecTRoLYTIC MkrHoD FoR REMOVING OXIDE OR UST FROM THE 
SURFACE OF IRON OR STEEL. Р, Marino. October 7th, 1915, (Divided applica- 
Чол on 14,230/15.) [101,667.] 

7,517. Sparkinc Piucs. A. E. Lamkin. 


J. Lameris, Febru- 


May" 26th, 1916. (101,678. 


Amending the Corruption Act.— The following clauses 
are included in the new Bill which has been introduced by bd 
Home Secretary for the prevention of bribery in connection wi 
Government contracts :— А T 

l. Àny person convicted on indictment of а misdemeanour unde 
the Prevention of Corruption Act, 1906, or the Public Bodies 
Corrupt Practices Act, 1889, shall, where the matter or transaction 
in relation to which the offence was committed was a contract ij 
a proposal for a contract with His Majesty or any ibis 
Department or any public body, or & sub-contract to execu rA n 
work comprised in such a contract, be liable to penal servitu 
a term not exceeding seven or less than three years. Provided т 
nothing in this section shall prevent the infliction in addition 


penal servitude of such punishment as under the last-mentioned. 


Act may be inflicted in addition to imprisonment. 


2. Where in any proceedings against a person for an offence. . 


under the Prevention of Corruption Act, 1906, or the Public ones 
Corrupt Practices Act, 1889, it is proved that any money 1h 0 aid 
consideration has been paid to or received by a person in E aa 
ployment of His Majesty or any Government Department o k 
public body by or from a contractor; or agent of a et: 
holding a contract from His Majesty or any Government dened 
ment or public body, the money or consideration shall be Miren 
to have been paid or given and received corruptly as such supe 
ment or reward as is mentioned in such Act unless the contrary 
is proved. 


Electric Transport on the Rand.— The extent ieee 
electric locomotives have been adopted for underground ore tages 
—59 of one make alone being in use—shows that their и d 
are already quite widely appreciated. Main haulage rb чыг 
for large tonnage, are in most instances best served by the i- 
head trolley type of locomotive. This пелену aea к 
stallation of a conversion plant for transforming ves 0 or 500 
three-phase power direct current of suitable voltage (25 smaller 
volts). For other levels, and especially those err a elf- 
tonnage, and from which several cross-cuts run off to the far ' great 
propelled locomotives, equipped with storage batteries, fulls pope 
advantages. Machines of this type are running successtu. des » 
about to be put in use on several Witwatersrand поо overn- 
Crown Mines, East Rand Proprietary, Kleinfontein and son. 
ment Areas. Such locomotives require for their лит ectrio 
paratively small and inexpensive conversion plants. s of mine 
lorries have also proved their worth for surface deliverie еш 
stores—such as dynamite, coal and heavy stores. do 
trucks, equipped with Edison batteries, are in use on and are 
Rand, Knights Deep, Simmer Deep and Crown da erofore, 
effecting great savings of time and money. lt Pe ted by the 
that economies of money and native labour can be effec n.— South 
further introduction of electricity in transportation. e^ 
African. Mining Journal. 
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ITALY'S ELECTRICAL AWAKENING. 


ON several Occasions, since the outbreak of the war, 
we have referred to the industrial awakening of Italy— 


as a result of the difficult conditions created through 


the European conflagration, and to the revelation of 
the magnitude of the past dependence of that coun- . 
try in various directions upon German firms for the 
supply of different classes of manufactures. Men- 
tion has been made in particular of the determina- 
tion of Italian electrical engineers to emancipate, if 
possible, the country from the domination of the 
Teutonic element, and attention has also been drawn 
to the important part which the Associazione Elet- 
trotecnica Italiana, whose central offices are 
situated at Via S. Paolo 10, Milan, is endeavouring 
to play from. the commercial point of view of the 
problem. A further step has now been taken by the 
Association, whose Ufficio Centrale has just issued, 
at the sole expense of the Society, a pamphlet of 
130 pages containing a new and complete list of all 
firms who manufacture electrical machinery and 
apparatus, and giving technical and financial infor- 
mation concerning each of the 175. firms incor- 
porated in it, as well as showing the origin and 
national character of each. It is stated that 10,000 
copies are to be circulated for the purposes of pro- 
paganda among members of the Association, the 
Government offices, provincial and municipal autho- 
rities, technical and industrial associations, schools, 
&c., whilst other copies will be distributed abroad 
to the Italian Embassies and Consulates, chambers 
of commerce, &c. We believe that in their study of 
the Italian electrical position our manufacturers and 
traders will receive considerable assistance from 
this directory. | | 
The Association is also moving in other direc- 


tions. Ata conference held at Florence, on Octo. 


ber 29th, the question of organising professional 
schools was discussed at some length, and a resolu- 
tion was adopted in favour of establishing museums 
and laboratories in connection with the technical 
schools, of introducing technical apprenticeships, 
and of forming a more concrete connection be- 
tween the schools and the country. Of greater im- 
portance to circles outside of Italy, however, is the 


question of future Customs tariffs, which was raised 


by Engineer Gatta at the same conference. A reso- 
lution was eventually agreed to in principle asking 
that the new tariff system should be prepared as 
soon as possible. It was suggested that a maximum 
and a minimum tariff should be introduced, and the 
former be twice the scale of the latter; that certain 
items concerning machinery should be abolished or 
modified, and that a protectionist tariff be framed 
against foreign competition. The conference fur- 
ther had under consideration the question of the 
institution of a closer connection between the Gov- 
ernment and manufacturers, and the president was 
requested to approach the Government with a view 
to the Association being consulted in respect of all 
legislative schemes concerning the electrical indus- 
try in general, and particularly in the case of pro- 
jected utilisation of public waterways and the erec- 
tion of telegraph and telephone installations. 

It will be observed from the foregoing that Italy, 
like ourselves, France, Russia, and Belgium, has its 
own peculiar electro-industrial problems arising 
from the war situation. The electrical men of all 
these countries are possessed by the same inflexible 
determination to secure their emancipation from 
Teutonic influence. Each of the Allied countrres 
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will desire to be self-dependent, utilising to the full 
its own resources and abilities wherever it is econo- 
mically practicable to do so, but possibly, almost 
certainly, there will be directions in which Allied 


. co-operation may fill in some of the gaps, mutual 


interworking rendering the Allies in the future in- 
dependent of Germany and Austria for lines whjch 
without suth co-operation might need again to be 
obtained from what are now obnoxious sources. It 
seems to us that there ought to be some way for 
the electrical authorities of all of the Allied coun- 
tries that we have mentioned, who know thoroughly 


their own national electrical situation, facilities and- 


possibilities, and also can speak with intimate know- 
ledge concerning the schemes that are actually 


developing for meeting the situation, to confer to- 


gether, putting their information, it need be, into 


` à common pot, enabling the electrical activities of 


the Allies to be developed for the good of them all 
along the most intelligent, because the best in- 
formed, lines. We throw out the suggestion for 
what it may be worth, feeling that unless something 
in the way of personal conference is arranged, the 
Ailied countries will fail to reap the fullest advan- 
tage from the many discussions and investigations 
that have taken place separately, and without any 
co-ordination, since the war began. There is noth- 
ing to be lost, but everything to: be gained, by the 
cultivation of the closest possible relations between 
the electrical men of the Allied nations. Many of 
them, most of them, in fact, are mainly occupied 
with war activities at present, but it is not too early 
for somebody to take the lead, if only by way of 


preliminaries. What about the I.E.E. and the 
B.E.A.M.A.? 

WE gather from the newspaper 

Isa Truce Press that a preliminary. meeting is 

Possible? being held some time this week at 


which employers and Labour dele- 


gates will together consider the question of a basis 


for an industrial truce. It is understood that this 
will be quite a preliminary gathering attended by 
only a few representatives from either side, but it 
is expected to lead to larger conferences when 
both employers and employed will be repre- 
sented by properly authorised delegates. We 


. Sincerely hope that this means that actual nego- 


tiations of a very definite character will soon 


develop. The atmosphere will not be improved if : 


the matter be allowed to hang fire too long. We 
have evidence to this effect before us as we write, 
first, in the form of a report of a conference held 
last week-end at Leeds with the object of securing 
a fusion of all the existing Unions in the engineer- 
ing trade “with the ultimate object of securing 
complete control of the industry." Mr. Tom Mann 
15 reported to have declared that the Union officials 
were waiting for the rank and file to give them a 
mandate to ‘‘move towards obtaining the control 
of the industry." The resolution passed urged such 
ccntrol for the purpose of securing ''the complete 
abolition of the wages System," and there was 
talk of the usual kind about “ idle share- 
holders and capitalists.” ^ We fear that confer- 
ences of such a kind and resolutions of this nature 
will not help to create an atmosphere suited to 
the cultivation of industrial harmony. The other 
piece of evidence consists of a memorandum issued 
by the Employers’ Parliamentary Council on “ mat- 
ters relating to the future of industry and the 
interests of employers.” Here, again, there is a 
good deal of hard-hitting at the other side. 


dcub it is justi ah 
cubt much of it is justified. . We quite agree 
that if the future is to’ be successful there 


must be working and not shirking, and that if 
higher wages are to be paid they must be earned: 
also that restriction of ‘output and other curses of 
the past cannot be permitted unless we are going 
to court industrial suicide. But we are bound 
to recognise that the Government, wisely or un- 


wisely, made a bargain with Labour involving the 
reinstatement of the old rules after the war: also 
that there has been wrong on the side of the em- 
ployer as well as on that of the employed. The 
Leeds report and the Employers’ memorandum 
seem to us to prove that, whatever the spirit of the 
trenches may be, Labour and Capital at home, if 
these two examples are to be regarded as typical 
of the feeling of the whole of the country, are still 
very far apart, and there is urgent need of a 
conference in which, with as little use as possible 
of the cudgels, they may seriously strive after that 
greatly-needed basis for a truce. 


ELSEWHERE in this issue we print 
abstracts of two interesting lec- 
tures: one, on the life and work of, 
perhaps, the greatest scientific tech- 
nologist that thése islands have ever brought forth, 
by one of his most gifted pupils, Dr. Alexander 
Russell; the other, on the relations between science 
and technology, or, as the author prefers to put it. 
between '' academic science " and technology, from 
the pungent pen of one, also a scientific technolo- 
gist of high attainments, whose witty comments on 
men and things are now unfortunately only too sel- 
dom heard—Mr. James Swinburne. Widely diver- 
gent as are the points of view and the subject- 
matters of these two essays, there is nevertheless 
much in common between them. Mr. Swinburne 


Science and 
Industry. 


"delights in exposing the fallacies and delusions 


which we mortals hug to our breasts, and in attack- 
ing views which, by reason of their popularity, are 
generally regarded as orthodox, and in pursuing 
these aims he is apt to overshoot the mark, like 
most reformers; but we doubt whether he expects 
or intends all his remarks to be taken quite liga 
The career of Lord Kelvin, however, affords a stri 

ing illustration of some of the contentions which he 
puts forward. The early training of William Thom- 
son was highly ''academic" in the sense in which 


Mr. Swinburne uses the term, but the soundness of 


the solid foundation thus laid was abundantly 
demonstrated by the superstructure of technology 
which he erected upon it. As a teacher he achieved 
but a qualified success in imparting information; 
his energy and enthusiasm soon -carried him far 
beyond the bounds of the subject chosen for the day, 
and his lectures sometimes ended on. a topic very 
remote from that with which he commenced. But, 
on the other hand, as Mr. Swinburne remarks, 
he kindled in the hearts of his pupils a desire for 
knowledge and an appreciation of the delights of 
original research which far outweighed his defici- 
encies as a mere teacher of facts, and aroused їп 
them an affectionate admiration which was reflected 
in the triumph of his jubilee at Glasgow. More- 
over, we would emphasise the fact that many of his 
greatest achievements were the fruit of the untinng 
application of his mathematical genius not only to 
the practical ends of ''technology." but also to 
what appeared to be the most abstract and unprac- 
tical problems of “ academic science." 

With some of Mr. Swinburne's remarks on the 
manufacturer and his problems we cannot wholly 
agree; that the British manufacturer, when he is on 
his mettle, is the equal of, or superior to, any in the 
wcrld, we do not doubt, but the fact that he has 
problems to solve, and knows it, has been fully 
demonstrated during the war. As a case in point 
we may cite the'electrification of textile fabrics. 
which is at present the subject of research at Leeds 
University, and this does not stand alone. The diffi- 
culty attending the publication of researches under- 
taken at universities has already. been clearly recog- 
nised, and means are being devised to cope with tt. 
As for Mr. Swinburne's child-like faith in the truth 
and virtue of economic theory, we can only say thal 
in view of his iconoclastic tendencies in other reli 
tions, we are surprised at him. Is this his one weak 
peint? MEC 
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LINKING-UP ELECTRIC POWER STATIONS. 


[ COMMUNICATED.] 


Ir i8 now pretty well agreed by everyone who has taken the 
trouble to investigate the matter, that material benefits are 


to be derived from linking-up electricity supply stations ; - 


but while there has been some progress in this direction, a 
great deal remains to be.done before the full advantages of 
the scheme are realised. The difficulties involved in inter- 
connecting the London electricity supplies are much more 
formidable than daily newspaper writers seem to imagine, for 
their idea, apparently, is that it is simply a question of 
joining together a few cables or wires, when a thoroughly 
reliable supply of electricity for London will be assured. 
Unfortunately, however, the problem is much more difficult. 
Had it been realised in the early days of the electrical 
industry that the coupling-up of electrical systems would, in 
time to come, lead to marked economy, as well as greater 
reliability and a reduction in the total amount of plant, it 
is more than likely that greater uniformity in voltages 
and frequencies would have been aimed at. As it 
is, stations have been erected with frequencies ranging 
from 25 to 100 cycles per second, and there is also con- 
siderable diversity in voltage. Even the frequencies of some 
of the larger and more recent stations which might advan- 
tageously be interconnected are not by any means in 
conformity. | 

In America, where coupling-up has been practised on a 
much greater scale than it has been here, very similar con- 
ditions prevail. The frequencies of the American stations are 
: 25, 33, 40, 50, and 60 cycles. In Ше past there were 125 
and 133-cycle stations, but these have now practically dis- 
appeared. The two frequencies most commonly used at the 
present time аге 25 and 60 cycles, and there appears to be 
no very logical reason why any other values should be 
adopted in future. It is claimed that modern rotary con- 
verters will work quite well on 60-cycle circuits, so that 
there is no need to adopt 40 or 50 cycles on this score. 
The lower frequencies were originally adopted mainly with 
a view to facilitating the successful operation of rotary 
converters, for it is well known that the early 60-cycle con- 
verters were very troublesome machines. Some American 
engineers maintain that 60 cycles might now be adopted for 
practically all classes of service, apart from single-phase rail- 
ways, but this, of course, is a matter of opinion. The lower 
frequencies impose limitations upon designers, especially 
in connection with speeds. Small two-pole, 25-cycle 
motors cannot run at a higher speed than 1,500 R.P.M., 


whereas 3,600 R.P.M. and intermediate speeds are permissible © 


with 60 cycles. Twenty-five-cycle motors and transformers 
are also more costly to build than those designed for 60-cycle 
circuits ; moreover, they are heavier. Transformers and 
motors of given output increase in cost and weight as the 
working frequency decreases. What applies to motors and 
transformers also applies to turbo-generators, especially those 
below 10,000 KW. capacity. 

So far as America is concerned, there appears to be a 
distinct. tendency to adhere in future to 60 and 25 cycles, 


and to eliminate other frequencies as occasions arise. To | 


link-up American systems many frequency-changers have 
been built, and when similar work is seriously commenced 
in this country there will undoubtedly be a big demand for 
these machines. Having equipped our stations with com- 
` plete disregard to the possibility of linking-up, we are in the 
unhappy position of having stations working at 25, 33, 40, 50, 
60, 83, 85, 90, and 100 cycles per second. Moreover, there 
are many different voltages, and some stations supply single- 
phase current, a few two-phase current, and the bulk of the 
large and most modern stations three-phase current. There 
are also, of course, some three-wire continuous-current 
stations which may eventually be converted into sub- 
stations and fed from Jarger plants, or be interconnected 
with them, as in the case of other stations. In linking-up, 
the particular kind of current supplied to consumers need 
not be considered, unless it happens to be the same kind of 
current that is generated, for linking-up is done between 
station bus-bars and not between distributing systems. If 
it is merely a question of dealing with different voltages, no 
great difficulty is involved. By the aid of static trans- 


, Without a revolving machine. 


machine of this kind is absolutely essential. 


phase loads from polyphase systems. 


formers, switeh-gear, and cables, stations having different 
voltages can readily be connected together. Two- and three- 
phase stations having the same. frequencies can also be 
interconnected by using trausformers connected in accord- 
ance with the scheme devised by Scott ; but when it comes 
to coupling-up single-phase stations with two- and three- 
phase stations and coupling stations of different frequencies, 
the task is less simple. К. 

The conversion of single-phase current to three-phase 
current, or vice versá, cannot be accomplished with static 
transformers, even if the frequencies of the two stations are 
the same.. A single-phase loád represents power which is 
pulsating or varying periodically from zero to a maximum 
value, whilst a balanced polyphase load represents con- 
tinuous power of constant value. Obviously it is not 
feasible to transform from continuous power to pulsating 
power, or vice versa, without some method of storing and 
returning power. This result cannot, of course, be achieved 
with static transformers. True, attempts have been made 
to do this, and in some cases it has been possible to obtain 
equal currents on the three phases, but balanced currents do 
not necessarily represent balanced power loads. Equal 
currents in the three phases have been obtained by causing 
part of the current to lead and part to lag, but the resultant 
reactions and unbalancing effects of these lagging and lead- 
ing currents have the same effect on the generating system 
as the single-phase load would have. To maintain a proper 
balance on the three-phase side when transforming from 
three-phase current to single-phase current a rotating 
machine must be used. The difference between the energy 
delivered by the three-phase system and that taken by the 
load is stored as part of the momentum of the set, 
and this stored energy is delivered as electrical 
energy at the proper moments. Тһе inverse trans- 
formation from single-phase current to polyphase 
currents is, for the same reason аз stated, impracticable 
A motor-generator consisting 
of a three-phase and a single-phase machine mechanically 
coupled together will, of course, give the desired trans- 
formation without any trouble at all, and where periodicity 
transformation is desired as well as phase transformation, a 
The single- 
phase and polyphase loads are then quite independent. But 
where transformation from single-phase to polyphase current, 
or vice versa, does not also involve a change in periodicity, _ 
it would appear that part of the single-phase load could be 
delivered directly from one phase of the three-phase system, 
whilst the other part of the load could be dealt with by a 
phase converter. Phase converters, as used on the loco- 


motives of the Norfolk and Western Railroad, might be 


employed for the transformation of three-phase current to 
single-phase current, or vice versd, but their suitability for 
interconnecting systems has not yet been demonstrated. In 
a paper read before the Association of Edison Illuminating 
Companies in 1914, Mr. В. G. Lamme discussed thc 
question of using these converters for obtaining single- 
The growing demand 
for single-phase current for working single-phase railways, 
electric furnaces, and so forth, has led American engineers to 
look into this question. As, however, the suitability of this 
type of converter for coupling-up purposes has not as yet 
been demonstrated, and as single-phase and polyphase 
stations having exactly the same frequencies are not often 
met with in this country, this particular kind of phase 
converter need not at the present time be further 
considered. ` 

Synchronous motor-generators—i.e., sets consisting of two 
synchronous machines mechanically coupled together— 
provide a positive coupling between the two interconnected 


„stations ; that is to say, if the speed of the steam sets in 


one station increases, that of the sets in the other station 
increases correspondingly. Ап induction-motor-generator, 
on the other hand, gives a certain amount of slip, and the 
coupling between stations is, consequently, not so rigid. 
This slipping property of the induction-motor-generator 
is an advantage in that an increase in the speed at one 
station is less liable to result in a large transference of 
load which may prove too much for the motor-generator. 
Owing to this difference in the characteristics of syn- 
chronous and induction-motor-generators, it is advisable, in 
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the interests of safety, to use synchronous motor-generators which it will be seen that 25- and 60-cycle stations call for 
of sufficient capacity to cope with the full load of either of а motor-generator running at this low speed. 
the interconnected stations. Evidently nothing serious can 


then happen, even if one station be completely shut’ down. Frequency. Poles. 

The flexible coupling which the induction-motor-generator . ————|-— --—— ——-:- | speed. | Generator frequency. 
provides would appear to be its principal advantage, but it Motor. | Generator.| Motor. | Generator. 

i8 to be noted that when an intentional transference of | . —- _——|—-—————- 
load is made, quite an appreciable difference in the speeds 25 e25 | 4 | 10 5 тзо | 417 per cent. high, 
of the two interconnected stations is necessary. An 25 625 |! в | 20 © 8375 |417 per cent. high. 
induetion motor that has, вау, 3 per cent. slip when 25 60 i 10 | 24 | 300 Exact. 
running at full load, will have to run 3 per cent. above : i "uu s | i 500 | 2°78 per cent. low. 
synchronous speed before it will give full load as an e prd | ү | ^« | e x va En EET 
asynchronous generator, so that if such an induction motor 60 257 j| 14 | 6 | 514 | 28 percent. high, 
were used on a motor-generator, the transference of full 60 25. | 2 | 19 | 300 Exact. 
load from one direction to the other would involve a a 24 20 1 8 | 360 | 4 per cent. low. 
difference in speed between the two stations of as much as 2t "n | : ге ЕЕ Ceni 108 


6 per cent. One station might, of course, run 3 per cent. e D MM IE ыыы ыз 
high, and the other 3 per cent. low. A synchronous motor- If it be simply a question of changing from one perio- 
generator set, on the other hand, will transfer full load:  dicity to another, and no interconnection between stations is 
from one direction to the other without any difference in involved, a periodicity on the generator side, which is 
speed at all. slightly above or below the actual value required, may not 
It is sometimes claimed that induction-motor-generators in some cases be a very important matter : but when it comes 
are superior to synchronous motor-generators on the score of to coupling-up generating stations, the conditions are, of 
easy starting, but, in the light of modern practice, there does. course, different. With induction motor-generators greater 
not appear to be much in this argument, for witha rotor flexibility can be secured, for with a little permanent resist- 
on one side of the machine wound in the same way as thé ance in the rotor circuit the slip cin be adjusted, and 
rotor of an induction motor, synchronous motor-generator е correct frequency on the generating side so obtained, 
sets can be started without a special.starting motor, and it although, unfortunately, permanent resistance in the rotor 
is only necessary to synchronise on one side. Such machines circuit involves a reduction in efficiency. Further, it is to 
are started at reduced pressure with the aid of a com- be remembered that an induction motor cannot work as a 
pensator or auto-transformer, and when the machine comes up generator unless it runs in parallel with a synchronous 
to speed, exciting current is supplied to the slip-rings. Вар machine, for it always must take its exciting current from 
when the machine is running in synchronism on the motor the line, and it always газ а lagging current, irrespective 
side, the generator voltage may, or may not, bear the proper of whether it is generating or motoring. 
relation to the voltage of other units, and before the machine Load cannot, of course, be transferred from one station to 
can be paralleled at the generator end it may be necessary another by adjusting the field rheostats of the steam-driven 
to slip the poles by reversing the motor field current ; in generators. Such adjustments will simply give rise to a flow 
fact, one or two reversals may be necessary before the., of wattless current. The manner in which the stations 
correct relation is secured. When operating synchronous share the load depends on the setting of the engine or turbine 
frequency changers in parallel certain small difficulties are governors, and not upon the exciting currents of the 
met with which do not manifest themselves when running generators. With the governors in the two stations set for the 
other kinds of machines in parallel. For instance, if one fre- same drop in speed from no load to full load, each station 
quency-changer is carrying load, and it is desired to synchro- will automatically deal with its proportionate share of the 
nise another frequency-changer with it, the switch should load ; if, on the other hand, the governors in one station 
not be closed at the instant when the synchroscope indicates give twice as much speed-drop as those in the other station, 
perfect synchronism. The load on the working machine then, assuming that the capacities of the two plants are 
acts like a mechanical drag on the rotor, with the result equal, the station with the closer regulation will take up 
that Шеге IS a corresponding angular displacement of the automatically twice as much load as the other station. 
revolving fields. To parallel two such sets satisfactorily, Engineers must decide for themselves which of the two 
the switch should be closed when the synchroscope needle types of motor-generators will best suit their requirements. 
deviates by some angle from the exact synchronism mark, Of course, when it is desired to shut one station down con- 
the angle depending upon the amount of load the working pletely, and feed the bus-bars of that station through the 


e is carrying. When, however, the frequency-.  motor-generator, the induction-motor machine is useless, 
Е are both in the same station, the effect, of closing unless the motor happens to be on the running station side.. 
the switch when the synchroscope indicates exact syn- Since an induction motor can only act as an asynchronous 


chronism is not, as a гше, serious. But if the machines generator when it is running in parallel with synchronous 
are in different stations, and it is necessary to parallel them machines, it follows that if the generating station to which 
over a transmission line or cable, the disturbance may be it is connected he shut down, the motor-generator gannot 
more pronounced. The resistance tends to lower the syn- take over the load. The synchronous machine, on the other 
chronising power. hand, being excited on both sides with direct current, will, 
Tn order that synchronous frequency-changers may operate of course, supply current in either direction, irrespective of 
satisfactorily in parallel: they must either be made with whether it runs in parallel with other machines 07 
extreme accuracy, botti mechanically and electrically, or поб Moreover, it is possible, with synchronous 
means must be provided for adjusting the stator of one of motor-generators to correct the power factor on both 
the machines composing a unit. The latter arrangement, of the interconnected stations. Hence, although there | 
a 18 PA on modern machines, enables the operator are, as shown, certain small difficulties in operating 
ae been W d sas of load between different sets. synchronous frequency-changers in parallel, these machines 
о either the motor or the generator 1s mounted are, nevertheless, pretty extensively used. | 
з cradle, so that it is capable of being rotated through When linking up continuous-current stations with alter- 
a small angle. By the aid of a small motor geared to the nating-current stations, rotary converters ог motor-cott- 
т stator and connected to a control switch on the _ verters are employed. Motor-generators would, of course. 
or Tenis m ed division of load can be obtained answer the purpose, but since they are less efficient than rotartes 
connected po n ae If the Steam sets in two inter- ог motor-converters, they are not, save under exceptional 
d de eat ing Б оа are to run at their exact circumstances, likely to be adopted. The connections fo 
changer ias e e ч de es оп a synchronous frequency- the rotary correspond with the usual sub-station conne- 
tütinin at ы о n i use of a frequency-changer tions ; that is to say, the slip-rings are connected to 
of small and rp: se per minute. In the case alternating station through static transformers, and t | 
limitation. ence 4k hi ud machines, this is а troublesome commutator end is connected through suitable switches anc 
following table, some TERE design. In the circuit-breakers to the bus-bars of the continuous-current 
, pole combinations are given, from station. When the machine is transferring load from the con- 
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tinuous-current station to the alternating-current station the 
voltage generated by the rotary on the direct-currentside must 
be a little below that on the direct-current bus-bars. То a 
certain extent the interchange of energy between the two 
stations 18 automatic, the two stations sharing the load 
according to the adjustment of the governors; but, as a 
rule, a certain amount of field adjustment is necessary. 
Of course, when the rotary is connected through the trans- 
formers to the alternating-current bus-bars, it runs as a 
synchronous machine and its speed is fixed, but if the alter- 
nating-current station be shut down and степь is still 
drawn from the alternating-current side of the rotary it 
runs as a direct-current motor. The speed then depends 
upon the field strength, and if from time to time there is a 
material change in the power factor, caused, for instance, 
by the starting of induction-motors, the speed of the rotary 
may, as a result of the demagnetising effects of the lagging 
eurrents, vary eonsiderably and attain a dangerous value. 
For such conditions the makers of motor-converters claim 
superiority. The best machine for these conditions is the 
motor-generator, since the generating and motoring sides are 
entirely independent of one another, but rotary converters 
have been used under these conditions by exciting the field 
with a separate exciter driven by an induction-motor taking 
its current from the slip-rings of the rotary. A small 
increase in speed results in a rapid in- 
crease in the exciting current, which 
compensates for the demagnetising effects 

- of the lagging currents. 

In connection with linking-up con- 
tinuous-current stations with polyphase 
stations, an interesting suggestion has 
been put forward by Mr. J. S. Peck. It 
is well known that it is not easy to 
build. large continuous-current. turbo- 
generators, and in order to avoid the 
use of continuous-current generators 
running at turbine speeds two schemes 
are practicable. One is to gear a com- 
‘paratively slow-speed dynamo to the 
turbine, and the other to couple a turbc- : 
alternator to the turbine, and electrically 
connect the alternator to a relatively 
slow-speed rotary converter. If the 
latter soheme be adopted, then polyphase 
stations can be coupléd up with con- 
tinuous-current stations with very little 
trouble or expense. The current from 
the polyphase station would be trans- 
formed down, so that the  pressüre 
corresponded with that across the ter- 
minals of the alternator, and the mesh-connected secondaries 
.would be connected, after synchronising, to the leads 
between the turbo-alternator and the rotary converter. 
With the transformers disconnected from the turbo- 
alternator, continuous current would be supplied to the 
bus-bars of the continuous-current station in the ordinary 
way ; for, of course, under these conditions the poly- 
phase station is not-coupled up. If, however, the trans- 
formers were synchronised with the alternator and the 
rotary converter disconnected from the alternator, the latter 
could supply polyphase current through the transformers to 
the polyphase station ; or with the alternator in the con- 
tinuous-current station still disconnected from the rotary, 
current could either be supplied from the polyphase station 
through the transformers and rotary converter to the 
continuous-current station bus-bars, or current from these 
bus-bars could be supplied through the rotary and trans- 
formers to the polyphase station. Under the latter 
conditions, the rotary would work inverted. 

When larger power systems are interconnected, the 
possibility of very heavy currents flowing in the mains at 
times of short circuits must be kept in view. The use of 
current-limiting reactances demands, under these conditions, 
very careful consideration, especially when the stations 
contain large turbo-alternators. When the stations are at a 
considerable distance apart, the transmission lines or cables 
interconnecting them provide a .certain amount of pro- 
tection ; in fact, in the case of some of the large intercon- 
nected water-power schemes, nothing beyond the transmission 


lines has been necessary to keep the short-circuit currents - 
within permissible limite, for the lines act in a similar 
Way to reactances connected between sections of station 
bus-bars. But it is to be remembered that many 
of these water-power stations contain large low-speed 
generators with comparatively low short-circuit currents. 
Much depends on the sizes and characteristics of the plants 
and the distances between stations. On some of the inter- 
connected systems in America, current-limiting reactances 
are used pretty extensively, and there is little doubt that ак 
the capacities of stations in this country increase, and as 
one by one they are interconnected, this practice of using 
reactance coils in generator leads, between sections of 
station bus-bars, and in feeder circuits, will become more 
general than it has been hitherto. | 


ELECTRIC WINDING PLANT AT A 
YORKSHIRE PIT. 


Messrs. NEWTON, CHAMBERS & Co., LTD., of Sheffield, 
have recently introduced an electrically-driven winding 
plant at their Staindrop Pit, Skiers Spring, near Wentworth 


CONTROLLING GEAR OF WINDER, a 


Station, for the following particulars of which we are in- 
debted to the British Westinghouse Electric and Manu- 
facturing Co., Ltd., who supplied the equipment. -` 

The plant has two steel winding drums, 10 ft. in dia- 
meter x 4 ft. 3 in. wide, and is gear-driven by a 220-n.H.P. 
slip-ring induction motor. 

The drums are capable of holding 420 yards of rope in 
one.layer. One drum is loose on the shaft, and is connected 
thereto by means of a clutch, the clutch and brake gear 
being suitably interlocked. The engine is designed to raise 
and lower men from a depth of 350 yards, the assumed duty 
being as follows :— 


Weight of cage and chains ... i 2 tons. 
Weight of men per wind ... Š 3,400 Ib. 
Circumference of rope - 314 in. 
Winding time ase sae к 60 вес 
Decking time... XR S Y^ аба .. 30 вес 
Distance between headgear sheaves 52% эж. U Rb. 
Distance between centre of drum and centre of ` 
headgear sheaves, not less than 80 ft. 


The equipment is also suitable for use for sinking with 
a total unbalanced load, including the weight of the rope, 
of 5,220 1b., and for coal winding with a total unbalanced 
load not exceeding 5,220 lb. At present the winder is being 
used for sinking purposes, and is accordingly fitted with 
one of the drums only; as goon as the shaft is completed 
the second drum will be fitted, and the winder will enter 
into full winding service with two cages. 

There are two brake paths, arranged one on each drum ; 
the drum shaft is 13 in. in diameter, and runs in three 
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12-in. x 15-in. bearings, supported on a continuous 
channel-iron bedplate, which is extended to carry the 
motor. ; » s 
r=, Тһе pinion is mounted on an independent shaft, running 
in two bearings, and is coupled to the motor by means ofa 
flexible coupling. "The brakes are of the post type, weight.- 
applied, and controlled by means of an air-brake engine ; 
they are arranged to come into operation automatically in 
case of overwind, overload on the motor, or failure of supply 
voltage. There is also an emergency lever included with 
the driver's control lever. 
An auxiliary motor-driven air compressor, with receiver 

iping and fittings, is provided. 
у'„Тһе depth indicator is of the vertical screw type, gear- 
driven from the drum shaft, and fitted with an overwinding 
trip. 

Z*The chief feature of the overwind limit-switch, fitted by 
the British Westinghouse Co. to all their Winders, is the 
absolute safety obtained ; also, the switch is so arranged 
that a second, or even a third, overwind can be dealt with 
should the driver accidentally start the winder in the wrong 
direction again. ` 


governed by the height of the weir over which the solution 
has to fall before flowing back into the bottom tank. The 
weir is arranged for operation with the same lever as the 
reversing switches. The rate at which the top tank fills, 
and therefore the rate of acceleration of the motor, is adjust- 
able by means of a stop valve on the delivery side of the 
pump. The cooling system is of the condenser буре, with 
straight tubes, arranged so that the tubes can be cleaned 
by removing one end-plate of the system ; or the whole 
system may be removed from the controller for this purpose, 
Any tube is easily replaceable if necessary. 

The main switch-pillar is of the totally-enclosed type 
“8” desigu. It is fitted with a three-pole oil cirenit- 
breaker, with two overload trips, two trifurcating boxes, and 
a mechanical attachment, by means of which the circuit 
may be opened in case the brake should be applied under 
any emergency condition. A hand-trip switch to put on 
the emergency brakes, if it should be necessary, is also pro- 
vided, and is mounted on the platform in a convenient 
situation. "The connections to the transformer are taken 
from the machine side of the main switch, the bus-bar 
chamber being fitted. with interconnecting bus-bars for this 


WESTINGHOUSE 220-RB.H.P. MoToR DRIVING WINDER. 
ГА 


The driver's platform is sufficiently elevated to give the 
driver a full view of the winding engine, and carries the 
necessary control and brake levers, with quadrants and 
latches, 

The motor is nominally rated at 220 H.P., and runs at a 
speed of 860 R.P.M., taking three-phase current at 50 cycles 
and 3,000 volts, It is arranged with the shaft extended to 
take a flexible coupling, and a trifurcating box is fitted on 
the motor frame for the stator connections, The motor is 
of specially robust construction, and is capable of dealing 
with overloads momentarily up to, and even exceeding 
24 times full-load torque. i 
_ The controller is of the liquid type, with motor-driven 
circulating pumps and mechanically-operated reversing 
switches of ample capacity ; the primary connections are 
m. cie reading Meere The controller consists 

nually of two wrought-iron tank 

- othe Am ern 8, one mounted on the 
or the rotor circuit, and two oil-immersed | revers; 

switches. The bottom wrought-iron tank sd HE 
solution, and is fitted with a cooling system ; the solution 
Is pumped from the bottom tank into the top one, flowing 
past the electrodes, The height of the solution in this 
tunk, and therefore the area of the electrodes immersed, is 


-driven circulating pump, electrodes . 


purpose. To control the low-tension circuits to the sole- 
noid controller, pump motor, and compressor motor, there 
are provided two sets of three-pole enclosed switches and 
fuses, 

The auxiliary apparatus, also-supplied by the British 
Westinghouse Co., comprises ;— 

1. А 10-K.v.4. three-phase, 50-period, 3,000/440-volt oil- 
insulated self-cooled transformer, to supply the solenoid 
controller, pamp motor, and compressor motor. 

2. А © no-volt " solenoid arranged to be operated by the 
emergency trip-gear for the brakes in case of failure of 
voltage, or through the action of the overload trips on the 
main circuit-breaker on overload, also by hand on emergency. 

3. А set of driver's instruments, ammeter and voltmeter : 
these are of the illuminated dial type, with large open scales, 
and are mounted on a suitable bracket on the depth indi- 
cator, so that the driver can keep in view the instruments 
und the depth indicator simultaneously. $c 

4. A squirrel-cage motor of 5-в.н.р. capacity for driving 
the air compressor, 

5. A Westinghouse over-speed device, which can be 
arranged in conjunction with the other emergency gear to 
operate the brakes and cut off the supply of power to the 
motor in the event of a predetermined speed being exceeded 
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during any part of the wind, either acceleration, full-speed 
run, or retardation. This device consists of a small direct- 
current serjes-wound generator, driven from the shaft of 
the winding drum or motor, and arranged to operate in con- 
junction with a rheostat controlled by the depth indicator 
in such a way that. a certain voltage is never exceeded, pro- 
vided the acceleration or the speed is kept within a 
predetermined limit. In the event of the predetermined 
acceleration or.speed being exceeded during any part of 
the wind, the voltage of this small machine rises, and во 
operates а relay in conjunction with the cireuit-hreaker and 
the emergency brakes. - 

The mechanical parts for the winding engine were 
supplied by Messrs. Robey & Co., of Lincoln, and the steel 
headgear in connection with the shaft was manufactured by 
Messrs. Newton, Chambers & Co. at their Thomcliffe 
Ironworks. 

The current for the winding eugine is generated at the 
Rockingham Colliery, which is about two miles away. 


L4 POSCIT IHVLOES EES 


LORD KELVIN'S LIFE AND WORK. 
Is the eighth Kelvin lecture before the IxsTrrUTION oF ELEC- 
TRICAL ENGINEERS last week, Dr. ALEXANDER RUSSELL reviewed 
the life and work of Lord Kelvin, drawing freely upon his 
own notes and recollections of the great scientist. 

William Thomson’s first important paper—written at the 
age of 16, just before he entered Cambridge University— 
related to an analogy between the flow of heat in a con- 
ducting solid and the problem of the electrostatic field in an 
insulating medium. The lines of flow in the heat problem 


are coincident with the lines of force in the corresponding ` 


electrostatic problem. From the mathematical point of view 
the problems of thermal conductance,- electrostatic capacity, 


and electric resistance are the same, and Dr. Russell points ^ 


out that 'Thomson's work helps us to study how the resistance 
of the "earth" of an earthed conductor varies with the 
shape of the conductor which is in contact with the ground. 

In 1844, being second wrangler and first Smith's prize- 
man, Thomson devoted himself to the investigation of physical 
problems with the help of mathematics, specially studying 
the problem of the distribution of electricity on two spherical 
conductors when near one another. Sir W. Snow Harris in 
1834 had made careful experiments on the attractions between 
charged spherical conductors which seemed to throw doubt 
on the accuracy of Coulomb's law. : Thomson therefore 
attacked the problem and obtained a complete solution, using 
the method of "electric images" with which his name will 
always be associated. This method is useful in the theories 
of heat, hydrodynamics, sound, &c.. and also in pure mathe- 
matics. Thomson proved that the behaviour of electrified 
conductors as described by Snow Harris was in exact accord- 
ance with theoretical deductions from Coulomb’s law, though 
he did not publish the solution of the problem until 1853. 
Similarly, in 1846 he gave the solution of the problem of the 
distribution of electricity on a spherical bowl—one of his 
greatest achievements—but did not publish the method of 
solving 16 until 23 years later; during this period no other 
mathematician bad been able to supply a proof. By weigh- 
ing the attraction between the spheres the voltage between 
them can be readily found, and Dr. Russell points out that 
this method can easily be applied to measure the voltage of 
high-pressure transformers; the voltage is completely deter- 
mined when the dimensions of the spheres and the force of 
attraction between them are given, and in standardising a 
voltmeter of this kind no electrical measurements are neces- 
sary. 

By 1851 Thomson had found that all the effects of electro- 
magnetic and electrodynamic induction could be explained by 
the principle of the Conservation of Energy, and in that year 
he published a remarkable paper on the application of the 
principle of mechanical effect to the measurement of electro- 
пойте forces and of galvanic resistance in absolute units, in 
which he determined the в.м.ғ. of a Daniell cell approxi- 
mately from the dynamical equivalent of the chemical action 
in the cell. He also pointed out that knowing the heat 
developed in a wire, and Joule's equivalent, if the current 
in the wire were measured in absolute units (with a tangent 
galvanometer, for instance). the resistance of the wire and 
the electromotive force could also be determined in absolute 
units; up to that time cxperimenters’ results could only be 
expressed in terms of apparatus, cells, and wire in the pos- 
session of the observers. Tn many cases, therefore, it was 
impossible to compare their results. The idea of measuring 
resistance in absolute units was due to W. Weber, and Kirch- 
hoff made the first determination in 1849. Thomsón was the 

rst, however, to shaw how the fundamental electric units 
could be determined from the principle of energy. 

In 1853 Thomson read an epoch-making paper on the 
oscillatory discharge of a Leyden jar, explaining the reason 


elastic tubes bound together laterally 


why, as Helmholtz had observed, a steel needle magnetised 
by the discharge current from a Leyden jar had its north 
pole sometimes at one end. sometimes at the other. Thomson 
proved mathematically that the discharge was oscillatory 
in certain cases, and suggested that his conclusion might be 
experimentally verified by means of Wheatstone’s revolving 
mirror, which: was done by Feddersen in 1859. The invention 
of the oscillograph has enabled us to study these discharge 
currents in detail and prove that Thomson's theory is very 
approximately correct. The great practical importance of this 
paper lies in the fact that it led many physicists to study the 
problems of oscillatory discharge most carefully, and wireless 
telegraphy was the direct although unexpected outcome of 
their Jabours. It has to be remembered, however, that Thom- 
son's theory is not complete. Of the energy originally stored: 
iu the jar we know that some is radiated into space. In 
many cases this amount is negligibly small, and. Thomson's 
theory is directly applicable. But he did not show how the 
radiated energy could be taken into account or state the 
limitations of his formule. | ` 

In 1856 Thomson published a paper on the ''peristaltie 
induction " of electric currents. The phenomena observed 
when testing submarine cables proved to him that the capa- 
city effects between a wire and the sheath, or between neigh- 
bouring wires, were most important. In this paper he 
neglects the effect of electromagnetic induction, as this is: per- 
missible for slow signals. ‘Thomson had very clear views 
about the electrostatic coefficients of neighbouring condue- 
tors. His work on the forces between electrified spheres 
proves this. He saw that when we have several wires in a 
cable and they have static charges the potentials of each wire 
сап be found by means of these coefticients. This is still 
true when the charges are in motion. “They present a very. 
perfect analogy with the mutual influences of л подр m 
. . and surroundec 
and filled by a liquid which is forced through one or more 
of them." Borrowing a medical term he called this '' peri- 
staltic " induction. As the electricity was in motion it seemed 
to him illogical to talk about ''electrostatie induction;" Не 
gave the solutions for cables containing two, three, four, and 
six wires, and Dr. Russell draws attention to the fact that 
the solutions of these problems are also the solutions of three- 
phase, single-phase, two-phase,. and six-phase power-trans- 
mission systems. He left out of account the leakage conduct- 
ance and the electromagnetic coefficients; but for a first solu- - 
tion of the problem it is wonderfully complete. Thomson’s 
equations can easily be made rigorous and give the complete 
solution of the electric transmission of power in a polyphase 
system. The resulting equations are only a slight extension 
of the equations Thomson solved in 1851, the outcome of his 
thorough mastery of the problem of the electrostatic induction 
between two spheres. | , 

After referring to Thomson's work in connection with the 
early Atlantic cables, and the invention. of the mirror gal- 
vanometer and the siphon recorder (which was the prototype 
of the moving-coil galvanometer), Dr. Russell describes his 
investigation of the E.M.F. required to produce a spark in air 
between parallel metal plates, with the aid of his absolute 
electrometer, carried. out in the cellars of the Old Glasgow 
College. His paper on sparking distanees was the fore 
runner of many by other physicists, showing that the voltage 
at which the disruptive discharge occurs or a corona first 
appears depends on the maximum value of the potential 
gradient. provided that the electrodes are farther apart than 
about one-tenth of an inch. This question has become of 
importance from the engineering point of view in eonnection 
with the corona or brush discharge between overhead Wires, 
the loss in watts per mile of single main being proportional 
to the square of the excess of the effective pressure between 
the mains over the pressure at which corona first appears. . 

Dr. Russell next discusses Thomson’s work on the motion 
of vortex rings in a liquid or a gas, which he perceived was 
analagous to the magnetic forces due to an electric current 
flowing in a ring or to the magnetic forces due to а small 
magnet, and passes on to the theory of the conduction of 
heat, as handled by Thomson in 1881-2. _ Two years later he 
read a paper on the efficiency of clothing, for maintaining 
temperature, and showed that under certain conditions the 
effect of clothing may be to cool a body. This leads to a 
consideration of the case of an insulated (covered) wire carry- 
ing а current, which has a less rise of temperature than T 
bare wire under otherwise similar conditions. Dr. Russell 
suggests that insulating overhead transmission wires with а 
suitable material would not only prevent the losses due e 
the formation of a corona. but would allow more power to be 
transmitted without overheating the wires. — 

Thomson devoted his best energies to determining ihe age 
of the earth and sun, and estimated that it was about a 
hundred million years since the surface of the earth was 
molten: but the discovery that a small mass of radium fan 
emit spontaneously an enormous quantity of heat et ш 
it probable that his conclusion will have to be шеше]. е 
was unable to accept the view that the energy of the i по 
(90 calories emitted per gramme рег hour) could be SHE : 
from the element itself, aug Вес д the energy was sup 

lied by ethereal waves from outside. ZEE 
t Another subject dealt with by Thomson was the MORES 
in the density of a high-frequency current in Sr D ко 
conductor over its cross-section; he pointed out tha hem 


- l or 2 per cent. less &t constant voltage. 
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high frequencies the current was practically confined to the 
surface of the conductor, and gave a formula. for the effective 
resistance of the conductor, with tabular data which have 
been found useful also in other physical problems. The 
problem of the high-frequency resistance and inductance ol 
a concentric main has been discussed by Dr. Russell on the 
lines laid down by Thomson, and in an appendix to the 
lecture the solution of the problem is given. These solutions, 
however, neglect the effects of capacity. |. — : 

Various other examples of Thomson's activities are топ: 
tiened, such as his advocacy of the generation of electricity 
'"jn bulk " ag long ago as 1373, of the use of the electric arc 
for street lighting in 1879, and of the development of the 
storage battery in 1881. The wonderful -series of electrical 
measuring instruments which Thomson invented is also re- 
ferred to; Dr. Russell states that three of his ainpere balances 
have been in use practically continuously at Faraday House 
for the last 27 years under ordinary commercial conditions, 
and are as. accurate. and useful now as when they were 
bought. in "E 

The first published tests of lamp efficiencies were published 
by Sir William Thomson and. Mr. J. T. Bottomley in 1881, 
and in this connection the author draws attention to interest- 
ing phenomena observed in testing the new gas-filled series 
lamps. In certain lamps, when .rotated, the candle-power 
continually increases with the speed of rotation; at 180 revo- 
lutiohs per minute the- light may be about 15 per cent. 
greater than when the lamp is stationary, and the current 
These results are 
due to the effect of centrifugal force on the convection cur- 


rents of gas inside the bulb and the rise in resistance of the 


hot tungsten filament with temperature. 


The mathematical’ processes used by Thomson nearly- 


always had a physical significance; he solved problems in one 


branch of physics by methods suggested by other branches, 


much of his success being due to his ability to grasp quickly 
the analogy between such problems. With pure mathematics 
he' had little sympathy; he regarded it merely as a tool. 

In conclusion, the author points out that he has doealt 


only with a few aspects of Lord Kelvin's Ше and work which ` 


are of general interest to engineers; as ап imaginative 
thinker, а powerful reasoner, and a skilful inventor, Kelvin 


жаз probably unique. 


The lecture was accompanied by a number of appendices 


relating to the subject-matter. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Final-Grade Classes in “ Electrical Installation "Work." 


Glancing through a reprint of Mr. A. P. Trotter’s recent 
paper before the Association of Supervising Eleétricians, we 


read that ‘‘elementary and advanced evening classes for elec- 


trical wiremen ‘are held at the Northampton Institute, 
Clerken well, and at the South-Western Polytechnic, Chelsea." 

This subject (formerly termed “Electric Wiremen’s Work,” 

and now much more appropriately called “ Electrical Instal- 
lation Work ") is, of course, of fundamental importance, and 
18 sought after by many other kinds of student besides wire- 
men. 
„While we know that Grade I classes are held at 
different centres, it seems that. we are to gather from Mr. 
Trotter's remarks that there are only two places in London 
where the Final Grade is dealt with. 

If this be so, 16 18 not too much to say that the authorities 
at other polytechnics and institutes appear to be rather 
neglecting an extremely necessary feature of their electrical 
side. Under its old name, the subject has been in the City 


several 


Guilds’ programme for the last ten years. 


" Electrical Installation Work ” 18 going on in practice in 
every district in London; and ad¥anced as well as elementary 
Instruction in the subject should certainly be available at 
every polytechnic and technical institute. We are not think- 
ing here of the junior evening technical classes held at 
various Council schools. In their i 
possible to give very elementary instruction. 

We venture to disagree with a previous statement in Mr. 
Trotter s paper: * Тһе demand for trade classes in апу special 
subject must precede the supply." As Mr. Trotter was 
addressing supervising electricians, we presunfe he was not 
thinking of “soap manufacture." or “ leather tanning,” or 

„cotton spinning,” but of “electrical installation work.” 
Now, why should this be looked upon as a special subject 
When the work is going on all round us? Not one person 
їп a hundred would trouDle to ask for the establishment of 
a class that didn't already exist at his nearest technical insti- 
tute. One obvious reason is that the applicant would think 
to himself that by the time the class was established, he would 
have learnt what he wanted some other way, or grown too 
00, or died. iue might eek | well expect а person to 
ask someone else.to open a shop because he œ ' 
something: Т р ause he wanted to buy 


‘phobia as the Prussians, and it may prove 


` Ergo, full names and addresses, please ! 


case it is obviously only ` 


and rheostat ohms, it seems to me to be of little use 


‚ It surely stands to reason that classes in electrical installa. 
tion work, in plumbers' work, in plasterers' Work, and in 
other work which is common in every community should 
be conducted as a matter of course in every technical college 
in the country. Е 

Apologising for trespassing so much on your apace, 


NC Р © А... Р. Lundberg & Sons, 
T.ondon, N., November 10th, 1916. 


[Referring to the last paragraph in Messrs, Lundbergs 
letter, we think our correspondents have in mind “trade 
schools” rather’ than “technical colleges,"- which do Not, 
and should not, concern themselves with handicrafts, W: 
agree, of course, that electrical installation work is an іш- 
portant subject, and ought to be taught in the advanced a: 
well as the elementary stage—Eps. Erec. BEv.] - | 

| ч 


Between Two Stools. 


My attention has been drawn to the letter of " Vietimus " 
in the current issue of the Review. It would be extremely 
interesting to your readers, and necessary for their complete 
protection, to have the names of the persons concerned; they 
appear to be afflicted with the same species of moral hydro- 
be equally 
desirable that they be isolated accordingly until such time us 
they may see and acknowledge the error of their ways. 


Australian. 


More About Discounts. | 

Some: time ago a correspondence took place in the Review 
re the needlessly complicated discounts in use. The Tungsteu 
Lamp -Association afterwards brenght. out their simple scale 
of discounts, which has proved a great boon, but, unfortu. 
nately, the cable makers so far have not followed their. good 
example. The following account for к.с. cable, stupid though 
it is, is only a sample of thousands of accounts now being 


-sent out. The account reads as follows :— 
To Cable .. £2180 
Less 90 per cent. 11 10 
! £2 7 ] 
Plus 95 per cent. 11 10 
The result of valedlations is the original 
£2 18 ll 


figure a ids - s bis 
In other words, clerks are working overtime at night work- 
ing out caleulations like the above, when all they had to do 
was to put down the list price with the word '' net " opposite. 
In our s¢hool days we used to laugh at Chinese methods ol 
working, but surely the Chinese must grin at us for employ- 
ing staffs of clerks in war-time to work out discounts, when 
there is not any discount on the invoice. With our scrap- 
heaps of weights and measures, and absurd: system of coin- 
age, we have in some respects taken the place which the 
Chinese used to have, but which they are leaving behind. 
The reason given for all the unnecessary complication Ш. 
discounts, whereby we add so much and then deduct so much, 
is that sellers should know how to charge their иш 
But this difficulty could easily be obviated by the use ot à 
rubber stamp reading as follows :— . i 
Note.—The retail selling price of these goods 1s.... per cent. 
above list. - i ‚ TT 
The figure could be filled in by pen. This would e 
that all sellers were charged оп the same basis. If n 
simple expedient were adopted by wholesale deren : 
saving of labour would be so great that quite a num ane 
clerks could be released for the war. One feels ш = 
matter only needs to be brought before the notice of ie 
in authority for the change to be,made. Perhaps on 
touch with the accountancy departments of our C.M.A. i 
(and many others also) will draw &heir attention to the nud 
lem, and point ont that not only do they waste their сез. 
time, but also that of the overworked clerks in ihe office: 


of buyers. Simplex. 


s Summation Watt’ Capacity of Field Rheostats 
and the Like. ; is 
Referring to Dr. Garrard's letter of November LN 
such formule are based on a physical meaning, tf. 


"nrre t)? 
area. enclosed hy a cùrve plotted between (rheostat « gu i 


the limitations of 
In other words 
pt for conr 


ing апу formule for universal benefit, as 
different designs vary very considerably. 
unless so based a formula has no meaning exce 
parison of an individual manufacturer's rheostats. , . latire 
On this theoretical " summation watt” basis then bees 
кш, ees inso ud bv those of your readers intere: 
and without further discussion. mE ; 
To obtain a very large '" ВК” in an ordinary duplice 
pared with field, or other external constant resistance, Incl 
ing the resistance beyond a certain point does no 
increase the actual “summation watt '' capacity | 
The greater the resistance in a potentiometer f 


t materially 
required. 
je less the 


actual ''summation watts," as Ше only varia е. - 
stant watt loss) will be less. | n ed aes 
. Whether either above will in practice appreciably increase 
the size of rheostat (not the ‘‘ summation watts ") will depend 
entirely on the design and the particular case involved. 


| L. Boothman. 
Stretford, November 13th, 1916. i 


Re a aa MENED 


SCIENCE AND INDUSTRY." 


By J. SWINBURNE, T.R.S. 


А lecturer on this subject is expected to discuss the depend- 
ence of industry on mathematics, physics, chemistry, bac- 
teriology, botany, ‘and to a less extent a few other branches 
of science, such as biology, geology, and: astronomy; and he 


is expected to show how the universities can help the indus- 


tries of this country in two directions. The first is training 
men in the different branches of science, so that they can 
go into industrial work and be of the grentest valua; the 
second is helping manufacturers directly by the advice of 
uviversity professors and by carrying otit technical research 
at college laboratories: . 

Many branches of industry are the direct application of 
scientific knowledge or discovery, made without any idea of 
its practical value. The foundation principle of wireless 
telegraphy is a good example of this) Again, few students of 
Routh's'nrgid dynamics would have thought of making a 
gyrostat serve as a compass. Problems of capillarity seemed 


to have only scientific interest, yet Elmore’s process for the - 
separation of complex ores and its various modifications, ` 


which have been worth hundreds of thousands to those cof- 
cerned—except the inventor—depends on differences of sur- 
face tensions. In short, every industry in the country has 
its technology, or applied science, and the better this is 
understood by those in charge the better it is for the industry 
and for the country. : - | 

It is not my duty to discuss science as the root; or even a 
branch, of education in itself. То my ‘non-expert mind, 
education. ought to have four main objects. Pirst, to enable 
one to earn his living, because if he cannot make his living 
nothing else is much use. Second, to let one know enough 
about his health to secure it. It 1s no use making a living 
or anything. else if, owing to your own ignorance, your 
health is wrecked and you are prematurely buried. Third, 
to make one a good citizen. Fourth, to enable one to enjoy 
his well-earned leisure properly. These principles appear to 
he wrong, for they do not in the least fit education as com- 
monly inflicted. | | | 

All the same, I will assume that under the first head there 

is & question of university teaching of science, with the 
object of its connection with industry. The main question 
is, then: How can universities best fit students to make their 
living by science in industry? To make the discussion com- 
plete, we ought also to discuss the question: How ean busi- 
ness men make the best use of universities and of the men 
trained by them? This last question need not be discussed 
here,-except in so far as the attitude of business men must 
н on universities attempting to work in conjunction yith 
them. 
. In discussing its relation to industry, we must understand 
what we mean by science. Mathematics is the science of 
quantities and their relations. Pure mathematics is a study 
by itself. Mathematies may be applied to solve problems in 
astronomy, physies, mechanics, chemistry, and statistics. We 
thus have pure mathematics and applied mathematics. Some- 
times the same man. Newton, for example, makes advances 
in both pure and applied mathematies. In science generally 
we have the same distinction. Science itself is a compli- 
cated fabric of organised knowledge of Nature. The man of 
science devotes his life to extend this fabric of knowledge in 
new directions, the object being to make the wonderful 
fabric complete in all its parts. In a sense this is of no use; 
but surely it is the noblest exercise of the human intellect. 
This is called pure, as opposed to applied, science, because it 
has no direct ulterior purpose. The term is bad, as pure and 
applied are not opposed, and all kinds of science are quite 
pure. I will, therefore, use the word academic to specify 
science pursued as an end in itself, without any regard to 
any external or ulterior use, the object of the pursuit being the 
attainment of knowledge and the development of the intellect. 
The word also fits as this kind of science is developed mainly 
by teachers. | : PP : 

Nearly all great advance їй academic science is, and lias 
been, made by professors in universities and colleges and 
their assistants—or in short by teachers. 1t might be sup- 
posed that а body undertaking the education of young men 
would choose the man best able to explain matters to 
students. This is not the practice, however. А university 
gets the most eminent scientific man available, or chooses a 
young man who promises to become eminent. He is given 


.* Abstract of a lecture delivered at King's College (Univer- 
sity of London) on November 8th, and forming one of a 
series which will be published by the College in due course. 
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every assistance. to make himself as famous as possible as a 
scientific discoverer; and apparently scientific distinction is 
his sole aim, the education of the students being оѓ no 
account. This curious arrangement seems to work splendidly. 
It secures men of great ability, and they do good work, 
which would hardly be done otherwise at all; and instead cf 
the students being neglected, they get fired with their leader'a 
enthusiasm, and become assistants and co-workers, and even- 
tually carry on the great work themselves. 

We have thus academie science; we also have utilised 
science or technology. The technologist, as such, is not inter- 
ested in the fubric of organised Nature knowledge, or 
academic science. He takes bits of the knowledge and uses 
them in manufacture. Sometimes the technologist is first, 


ш work is fitted into its place in academic science after- 
wards. 


Academic science generally develops it, so that the 
technologist is helped further forward. ‘The technologist 
generally studies the branches of science whieh concern him 
till he knows more about them than those who have the 
more balanced knowledge of academic science. But this is 
not all: he has to look at matters from a diferent standpoint. 
He has always to consider prices and costs. He has to make 
his works pay. qd | 
Academic science thus does mot cover technology. The 
knowledge is not there in the right form, and it,is not in the 
right proportion, and it is entirely independent of all ques- 
tions of cost, which are fundamental in technology. Неге 
we have the great difficulty. The science teacher and the 
general publie confuse academie science and technology, and 


. think that the science taught at school or at the university is 


.harm in several ways. 


what is wanted in industry. This is a serious mistake. 

The idea that academie science includes technology does 
It prevents the science teacher. under- 
standing technology or realigng what the manufacturer 
wants. It leads to his looking down on manufacturers as 
ignorant people, because they have not his particular kind 
of knowledge.  - | 

The question is, what ought universities to do? The 
obvious answer is that they should drop academic science and 
cultivate only technology. When a course seems quite obvious, 
and is not at once followed by competent people, it is 
generally wrong. If we dropped academic science we would 
drop technology, too, and lose all. Academic science depends 
almost entirelv on universities, and great technological ad- 
vance is possible only in conjunction with academic progress. 

The spirit of academic science does not necessarily render 

a man less useful as a technologist. Quite the reverse. As 
long as it does not lead him to look down on technology, or 
to think he knows all about it without any special study, it 
helps him. 
. Whether it is possible to teach technology satisfactorily in 
college courses is an open question. A professor of academic 
science can be in the van of his subject, as he is himself 
taking part in it. A professor of any branch of technology 
must be behind his subject, as he has to learn front what is 
going on in works, which in inany eases are not open to hin 
at all. 

I hold that the training at the university should be on 
thoroughly academic lines, because those aré the lines on 
which the teachers are able to go far and well; and the 
whole of a student’s available time is not too long to be 
devoted to a good groundwork of systematic coherent know- © 
ledge on which he can raise any desired superstructure of 
technology. The, point I would insist on again is that he 


must not confuse the foundation with the superstructure. 


Many think that professors and schoolmasters are experts in 
education. You might as well say that a shunting engine 18 
an expert in locomotion. It goes back and forwards along 
tlre lines for which it is designed. Those who take interest 
in the community want to get the locomotives off the old 
lines on to tracks suitable for the times, and such changes 
сап he made by outside influence only against the bitterest 
conservatism. А7 , 
Universities do now train men to earn their living by prac- 
tice in law, and more especially in medicine and surgery. 
Nothing analogous is available in industry.  Imitations of 
engineering and chemical workshops have always the draw- 
back that they are only imitations. The elements of time and 
price do not come in, and they are vital. 
Technical schools, unlike universities, have the definite 
object of training students to make their livings in industry ; 
and they make their course as practical and as little academic 
as possible., A,technieal school is sometimes connected with 
a university: and we cannot in any case consider university 
training for industry without taking technical colleges into 
account. It must be admitted that if the best type of science 
training, even for industrial use. is the academic, the tech- 
nical colleges are on wrong lines, and as technical colleges are 
doing splendid work, the idea put forward appears to be 
wrong. But it is not urged that the academic training 15 the 
hest in every way; but that, on the whole, it is best be- 
cause, first, the professors are able to eflect it best; second. 
because a student has so little time to spare that it can best 
be laid out in acquiring a good, sound foundation ; thirdly, a 
well trained mind with the academic can easily acquire the 
technical outlook, too; and, fourth, because academie science 
trains the mind to reason rather than to memorise, and deals 
with the facts of nature instead of the ideas or doings of one 
men just as foolish and illogical as ourselves. More an t ris, 
if the universities converted themselves into technical eol- 
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leges, academic science and with it technology would get 
moribund. Whether technical colleges are on the best lines 
is another question. | " 

Recently we have heard a great deal about universities 
helping in scientific research. Research in academic science 
‘has little to do with national industry. All such research is 
published, and technologists all over the world utilise the 
results wherever the research is carried on. Research in 
academic science has no direct effect on national industry; 
but it has a great influence in rousing scientific enthusiasm, 
which is most important. But the outcry for scientific re- 
search for the benefit of industry is made chiefly by people 
who have no clear idea of the difference between academic 
and technical research, or of their circumstances. It is largely 
due to science teachers backed up by newspaper writers. 
The idea behind it is that manufacturers are ignorant and 


unscientific, and science teachers could put them right if^ 


allowed the chance. For example, we are told repeatedly 
that we are wasting coal, first, by burning it in badly- 
. designed furnaces; secondly, by refusing to extract the valu- 
able hydrocarbons and ammonia; and that it will soon be 
used up at present rates, and England will be ruined. The 
technologists know infinitely more about coal distillation than 
the science masters, and they know what can be done com- 
mercially now and what cannot. If the science masters made 
some discoveries that could be utilised, well and good; but to 


tell technologists that they are extravagant and ignorant is 


quite useless. m 

Can industrial research be carried on in teaching labora- 
tories? During the war excellent work has been done, more 
especially in. connection with such matters as dyes, drugs, 
and glass. In these cases we were merely taking substances 
that had already been made, and finding out how to make 
them. Finding out how to produce an existing dve is little 
in comparison with inventing the dye. 

The br idea seems to be that. manufacturers have a 
number of definite problems they want Solved; but they are 
too ignorant to solve them. They ought, therefore, to seek 
the advice of the universities, who would put them right. 
Manufacturers have no such problems. Half or more of the 
merit of an invention is realising that an improvement is 
wanted in any particular machine or process. One of the 
greatest difficulties the inventor has is to discover the ^ long 
felt want.” 

Take the question of recovery of hydrocarbons and am- 


monia from coal; students may carbonise coal in bits of gas 


barrel, distil tar, and fractionate the distillates and investi- 


gate them; Біб everything will be on a small scale except 
ihe mess. It is not the least likely undergraduates would 
find out anything in this way, and teach it to manufacturers; 
and they would be merely wasting tine, and learning practi- 
eally nothing. | 

But even if a research on tar distillation, for example, could 
be carried out satisfactorily in an educational laboratory, it 
could not be carried out in connection with an industrial 
distiller, because he ‘would not work in with the laboratory 
-unless he was to have a monopoly of the result. If the work 
1$ for publication, the tar distiller is: not in the least inter- 
ested, as it concerns his rivals here and abroad as well; so he 
will give neither information nor help. Results which are 
to be the common property of all, British or foreign, do not 
appeal to the individual manufacturer. 

there is also a confusion between research and invention. 
It is not the least use turning а man or a group, and, least 
of all, a committee, on to invent. i 
on invention, and we are the most inventive people in the 
world; not because we are the cleverest. but because we are 
the most individualistic, and the least benumbed by educa- 
tion. Inventions may be divided into two classes—improve- 
ments in machines or processes which. can be made only 
by those in close touch with ‘them inside the works: and 
broad inventions, which are generally made by complete ont- 
siders whose | 
neither case can the university help. 

Nothing is said about the shortcomings of the manufac. 
turer, because Т am not addressing him. He will not emplov 
scientifically trained men, and he will not think- very much 
of science generally until he finds that the technically-trained 
men come to the front. English manufacturers are, I main- 
tain, the most competent of all. Eventually they тау Бе 
hetter and they may employ science more; but to get them to 

о SO science must adapt itself to industrial application. 

Industry does not by any means depend alone on the 
types of science we have discussed. As a whole, if may be 
helped by the members of the community knowing something 
of economics, and acting on their knowledge; and it can be 
obstructed very effectively by the well-intentioned interfer- 
ence of those who know nothing of economics. 

Economics is a- curious science. Though it is broadly about 
wealth, it does not help the individual to become wealthy. 
To an engineer the skilful application of the knowledge of 
the various physical sciences means success in manufacture, 
which is good for him, and, being good for him, is good for 
the country. But a study of economics will not help him 
directly in his business at all; it is useful io him only as 
helping to make him a sensible citizen. Не becomes a unit 
ої sound opinion on labour problems, and on the action of 
Government in connection with industry. Unless. therefore 
а man has the peculiar bent of rind which makes such a 
subject interesting in itself, he has no motive to lead him to 


Industrial progress depends. 


minds are not in conventional grooves. In 


read economics, 
society. . TEM 

Economics is peculiar in another way. But a man whois 
sublimely ignorant of economics is quite unconscious of his 
blind spot. Не will lay down the law on such subjects as 


until he recognises it as a duty he owes to 


* 


pensions, and, especially, international and colonial trade, 
with -a cock-certainty, and a wealth of catch-words and cir- 
cumambient balderdash that is almost good enough for a 
leading article in a daily paper. More than that, he will 
insist on acting according to his darks, and he is one of the 
units that determine the acts of the nation. 

That economies is not taught efficiently is abundantly clear 
not only by the nonsense talked by what we call educated 
‘men on questions involving it, but more especially by the 
fact that people do not seem to realise that there is апу 
‚ such science. Ав to politicians, they do not limit their ignor- 
ance of science to economics; they make hay. of all sciences 

. and all facts with impartial irresponsibility. - 

Not only the industry of the country, but the happiness 
of our people may depend on economics. At present we have 
practically the whole of the hand-working classes dissatisfied, 
and, therefore, unhappy. The social problem is the most 
important in the world at present. Its solution must depend 
on economies, Is it not worth while to study economics with 
such: à purpose, instead of trying all sorts of schemes which 
are economically pernicious? It may be true that economies 
has not so far provided any cut-and-dried way out; but until 
people realise that the science which ought to shed light on 
this path exists, and that it ought to be studied and deve- 
loped, drawing the best intellects to it, there is no hope for 
any end, or even alleviation, of the miseries of civilisation. | 
would urge that the first step is for the universities to teach 
economics, in which I include closely related branches of 
sociology, with the vigour and insight the subject deserves. 

There is a popular delusion that business has to do with 

^ economics, and that -business men understand economical 
matters in a peculiarly practical way. In fact, the business 
inan is the most dangerous of all, because he knows no more 
of the subject than other people; and he is not only uncon- 
scious of his ignorance, but he is, if possible, 1nore certain 
he knows all about the matter. The opinion of such a body 
as a chamber of commerce on after-war trade conditions i: 
most dangerous. . It will be accepted as authoritative, it wil 
he stated without any alleged reasons, and it will almost 
certainly be wrong. . 

Such a calamity as the war is not broadly somebody else's 
fault. It is the fault of all of us, but especially the fault of 
education, of which universities are at the head, in noi 
educating us in such a way that such a catastrophe ia out of 
the question. a PV" 

Broadly, the great change wanted is in publie opinion. 
Until people consider knowledge of the world we live in and 
the economical, sociological conditions of our life, as canini 
first, and the study of the sayings, doings, and languages o 
other men, especially of those that lived when the knowledge 
of everything except human nature was in its babyhood, as 
quite secondary, we will.no doubt go on with all the miseries 
of poverty, disease, discontent, and war. 
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WAR ITEMS.. 
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Exports to Liberia.—The “ London Gazette " for à 
ember 10th contains a list of corrections in the шш в 
persons and bodies of persons in Liberia to whom export 


may be consigned. 


Japan and Enemy Trade.—A Tientsin dispatch. in Em 
Westminster Gazette, states that the forthcoming чын 
enemy trading legislation is very drastic, and provides ун 
ties for indirect trading with the enemy similar to Pura 
imposed by the French system. Promulgation of the ne 
laws is expected shortly. 


Foreign Trading Prohibitions, —The ‘ London dir 
of November 10th contains further lists of persons E us 
of persons with whom trading is prohibited, under the en. 
with the Enemy Act, in the following countries :—Агдеп aE 
and Uruguay, Bolivia, Brazil, Chile, Colombia. паца 
Ecuador, Greece, Japan, Liberia, Morocco, Nether n 
Netherlands East Indies, Norway, Persia, , Peru, orne a 
East Africa, Spain, Sweden, Venezuela. А number ee 
movals from, and variations in, previous lists are also g! 


-, ‚То be Wound Up.—The Board of Trade has ordered th 
following companies to be wound up under the Trading 
the Enemy Amendment Act :— : dealers 

Radium, Ltd., 98, Mortimer Street, London, W., Basing: 
in radium preparations. Controller: C. R. Beeby, 66, Ba 
hall Street, E.C. i 1 EC. 

Corner & Co., Ltd., 83, St. Paul's Churchyard, à Aan 
transfer manufacturers and dealers. and luminous T 
sign makers. Controller: P. Leask, St. Mildred C 
Bank, E.C. 

Milnes Daimler Mercédès, TLtd., 135, Long 
W.C., motor-car company. Controller: F. С. 
4, Fenchurch Avenue, E.C. 


Асте, Tandon. 
yan de Linde, 


the relations of Capital and Labour, the birth Tate, old age- 
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Leaving Certificates Refused.—At the Newcastle Muni- 
tions Tribunal, a tester's assistant in electrical apparatus 
works applied for a leaving certificate on the ground that 
her present occupation was detrimental to her health, and 
that she had a better position to go to. She did not put in 
a medical certificate, and the application was accordingly 
refused.—At the same sitting an application for a leaving 
certificate by an assistant driver with an electrie supply com- 
pany was also refused. 


Hard Labour for Restricting Output.—According to the 
Morning Post, George Morris, local Secretary of the Workers’ 
Union, was prosecuted at Coventry by the Ministry of Muni- 
tions for an alleged attempt to restrict the production of war 
material. The work of three men was affected. The Justices 
convicted, saying that the machines were idle because of the 
defendant's action. They felt the penalty must be substan- 
tial, and sentenced Morris to three months’ hard labour. 
Notice of appeal was given. 

Lord Balfour's Committee.—According to a statement 
published in the Daily Chronicle, Lord Balfour of Burleigh's 
Committee has had before it an interim report which will 
‘probably be found to favour the prohibition of all imports 
from enemy countries for а period after the war." It is-added 
that some members favoured a one-year period, and others a 
shorter term. = 

The Times, commenting on the same matter on ‘Tuesday, 


. said that there was some disappointment with the slow pro - 


gress which had hitherto been inade by Lord Balfour's Com- 
mittee. “16 is understood that the Committee will meet 
more frequently in future. The first and most urgent 
need is ап Imperial trade policy, and the demand for the 
assembling of an Imperial Conference becomes steadily more 
insistent.'' | 

The Union Cable Co., Ltd.—In the House of Commons, 
on November 9th, Mr. George Terrell asked the President of 
the Board of Trade whether approximately 96 per cent. of 


the share capital of the Union Cable Co., Ltd., was owned by : 


the Deutsche-Kabelwerke Co. of Berlin, and whether this 
company was still continuing to carry on its private trade in 
competition with British firms under the direction of its pre- 
war manager. According to the Financial Times, Mr. Prety- 
man replied that the share capital of the Union Cable Co. 
was held as stated, but the Public Trustee had now nego- 
tiated a sale of the shares to British subjects. The tenders 
made by the company to the. Corporation of Coventry were 
investigated by the supervisor of the business last March, and 
he reported to the effect that the tenders were at & price 
which showed a fair trading profit. The company was sub- 
ject to the same provisions with regard to income-tax and 
excess profits tax as any other company carrying on business 
in this country. 

Exemption, Applications.—At the Southampton Tribunal, 
the eases of between 30 and 40 tramway employés of the 
Corporation were considered. Ald. F. A. Dunsford, the 
Chairman of the Tramways Committee, told the Court that 
out of 350 men originally employed by the Tramway Com- 
mittee, 150 had joined the Colours. The men were dealt 
with in groups, according to their occupations. On behalf 
of the chief clerk at headquarters, it was urged by Mr. Rob- 
son, the tramways manager, that his work was of the most 
intricate character, and it had taken him 15 years to acquire 
his knowledge of tramway methods. Three months’ final 
was given. Pleading the cause of 19 motormen of military 
age, all married, Ald. Dunsford explained, according to the 
local Press, that they were all men of tried experience and 
many years' service. Young and less experienced men ш 
the darkened streets at the present time were a danger to 
the publie and themselves, and he appealed most strongly 
for exemption, if they were to keep the service going, and 
take the munition workers to their work. If these men were 
taken, the service would have to be curtailed.—Eleven of the 
men, all over 35, were granted conditional exemption while 
in their present occupation, six were given three months’ 
extension, with leave to apply again, and the remaining two 
were given till January 156, final. 5 

At the Barnes Tribunal, the renewed application Бу Е. IT. 
Fiford, electrical engineer, was considered at some length. it 
being the view of some of the members of the Tribunal that 
if applieant was called up there would be no one in East 
Sheen available to do electrical- work in cases of emergency. 
Exemption for two months. 

At Nuneaton, on November 7th, Mr. P. H. Howe (28), 
electrieal engineer. asked for exemption beyond November 
lst, and stated ‘that he had a number of motors to attend to. 
Не was allowed until February 1st. 


At Maidstone, Mr. Oswald Jones, electrical engineer, asked 


the Tribunal to reconsider their decision with respect to two 
men recently appealed for, but the request was refused. 

At Canterbury, on November 6th, Mr. C. A. Blascheck, 
chief engineer at the city electricity works, appealed for Mr. 
Tapsfield, shift engineer, and stated that, including himself, 
the staff now numbered 17. Before the war they had five 
shift engineers; now there were only three, and he had no 
stand-by men at all. Mr. Arrowsmith (Military Representa- 
tive) : I do not think we can reduce the staff of the electricity 
works any more. The point is whether, instead of granting 
a conditional, it would not be wiser to grant a temporary 
certificate. The Mayor: That is what we have done. Three 
months were allowed, Mr. Blascheck being asked to do his 


best to get a substitute.—The Military applied for the with- 
drawal of a conditional -certificate тае {о G. B. Pearson, 
late of the electricity works staff, and who has taken a similar 
position at Marylebone, London. Mr. Pearson wrote stating 
that he had tried to get a commission in the Royal Engineers, 
and into the Air Service. Mr. Arrowsmith stated that exemp- 
tion was granted because at Canterbury they were short of 


men, but they did not know anything of the circumstances . 


prevailing in London. Не asked for the cancellation of tho 
certificate, and let the matter be dealt with in London. The 
conditional exeinption was withdrawn. 

At-Lewisham, an electrical engineer (35), passed in Class 
C1, applied for exemption, and said that there was a great 
demand for skilled electrical engineers. The Military Repre- 
sentative said that they could do with applicant for electrical 
engineering work in the Army.» The appeal was refused, and 
applicant said that he should appeal. 

At Wolstanton (Staffs.), the Bradwell Joint Isolation Hos- 
pital Committee applied for the retention of their electrical 
engineer, and three months were conceded. | 

At Oxford, Mr. J. Н. Grant appealed for E. С. буга (36), 
electriciah, engaged on work at Cowley Barracks. The Mili- 
tary. Representative said that the work at the Barracks could 
be allowed to slide. The Tribunal refused exemption on 
condition that tlre man was employed by the Army as a fitter. 
Mr. Grant said he should appeal. 

The North Metropolitan Electrical Power Supply Co., Ltd., 
appealed at St. Albans for further exemption for A. Brown 
(25), senior clerk and cashier, passed in Class B1, but the 
appeal failed. | 

Àn engineer in charge of an electrical pumping plant was 
applied for.by Mr. A. U. Kemsley, of Shoeburyness, and ‘he 
was allowed until December 14th. ^ | 

Before the Newcastle-under-Lyme Tribunal, on November 
3rd, a fitter and an engine driver were appealed for by the 
Corporation electricity department. The Military Represen- 
tutive suggested that the electricity and gas works might 
very well be merged into опе, instead of being worked sepa- 


_ rately. ‘The Mayor said that thev were working the elec- 


tricity works with the minimum of labour, and the engineer 
stated that the demand for current was double what it was 
before the war. He could not keep the works going with a 
less staff. Col. Heath suggested women labour. The Mayor: 
Is it possible for you to substitute a woman for one of these 
men? The Engineer said that he would try and substitute 
the engine driver by a woman. Each was given exemption 
until the end of the year. 

At Stony Stratford, a Swiss firm, contractors for the elec- 
trification of railway trains, applied for an employé at New- 
port -Pagnell. ‘The Military Representative urged that the 
new electric. trains were not a necessity, and that the war 
was of more importance than a foreign company's work. The. 
firm's manager said that they were winding up for the time 
being until after the war. Asked if they imported all their 
material, he replied, '' One-third of the stuff we use comes 
from Switzerland. All the raw material is bought on the 
English market." A member: It's a mystery to me how 
the thing is ever allowed to go on—stuff like that coming m 
from Switzerland! The appeal was dismissed, with a month's 


race. 

к Before the Farnham Rural Tribunal, the Electric Light 
Co.-appealed for three members of the staff—an improver (20), 
a junior shift engineer (21), and a night cleaner and switch- 
board attendant (94). The Chairman intimated that the 
company could not be permitted to retain men of such age, 
and the appeals were respited for a month for them to be 
replaced. : "T 

An electrician at Cuckfield (Sussex). who is nearly 41, and 
has just received his calling-up notice, has been given 14 
days' exemption only. . 

At East Ham. three months' exemption has been allowed 
to A. Oughton (41). a picture palace electrician. 

At Folkestone. W. R. Varley (39), electrician at the Plav- 
house, passed for labour abroad, has been conditionally 
exempted. | 

Two motormen with the Mexborough and Swinton Tram- 
way Co. were appealed for at Rawmarsh. One was given 
nine weeks, then to be medicallv re-examined, and the other 
was directed to go before the Medical Bodrd forthwith. 

At Sheffield. the India-Rubber Co. apnealed on business 
grounds for the retention of H. S. Harrison (37), electrical 
assistant, and he was given until the end of, January. 

Colchester Corporation Electricity Committee appealed. on 
November 6th. for a stoker, on the staff for a year. but fully 


competent. Exemption was allowed until the end of the vear, . 


with the hope that the stoker will be replaced by that time. 

Mr. T. Anderson (21). partner in a firm of eleetrical engi- 
neers and armature winders. appealed at East Ham for condi- 
tional exemption.  Apnellant's brother, who is the senior 
partner, said that he himself had been rejected on medica! 
grounds. The firm had л number of large contracts. includ- 
ing one for the War Office. Exemption was refused. 

At Walthamstow. the Fuller Electrica] & Manufacturing 
Co.. ТА@.. appealed for P. Smith (29), electrical engineer; Б 
Fekett (99). electric motor winder; send ©. Н. Gould 
(27) and A. Gardner (99), fitters. The firm. it was 
stated, were encaged on important work. The Chairman said 
they. recotnised the importance of the undertaking, but 
thought that the firm should set ineligible men to do th^ 
work. The firm's representativo eaid that the number of 
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skilled inen. was limited. If one man was taken it would 
stop the whole department. Capt. Eve said that if the autho- 
rities thought men should be exeinpted they would he badged. 
The firm's representative replied that no badges were being 
issued at the present time. The Tribunal reserved its decision. 

At Redruth, the Electric Power Co. appealed for nine mem- 
hers of the staff, cight being tramwaymen. Mr. Нагав, for 
the company, stated that they had lost about 70 men. Théy 
had before the war 225 men; now they had about 180. Two 
of thé appeals were refused; the others were each exempted 
for three months. 

Whitstable Tribunal, on November 4th. conceded condi- 
tional exemption to Mr. E. С. Spray (40), electrical engineer. 

The West Kent Appeal Court. on November 7th, allowed 
a Military appeal against exemption granted to F. W., Robins, 
electric wireman, of Bexley, and granted one month's. post- 


ponement. ia - f 
At Southowran (Halifax), the case of M. V. Richardson, 
electrical engineer, in the employ of Messrs. - Barraclough 
Bros., electrical and mechanical engineers, Brighouse, was 
brought up for review at the request of the’ Military Repre- 
sentative. Besides " being badged, Richardson also held an 
exemption certificate. Tt was resolved that the certificate be 
cancelled, and that he rely upon the badge. E 
Dorset Tribunal has given conditional exemption, on his 
obtaining work of national importance. to G. W. Loveless 
(34). electrician at the Winton Pieture Theatre, Poole. 
Hereford City Tribunal has given exemption unti]. January 
Ist, with no leave 
electrical contractor. 
At Barrow Military Appeal Tribunal, a Special Military 


Representative objected to a number of exemption certifi- ` 


cates which had been granted to men under 30. vears of age. 
Included in the objections were Н. Hotchkiss (22) and W. 
Edmunds (90), in the emplov of the Barrow. Corporation 
electricity department. Mr. H. .R. Burnett, the borough 
electrical engineer, contended that both men were essential. 


Не also referred to one of his employés who had heen sent’ 


back from the Army to work in munition works, where he 


was not doing as useful work as when he was at Barrow, ^ 


The Tribunal decided to withdraw the exemption certificates 
аз from January Ist. Ms 

At the Scarborough Tribunal, the Military ‘Representative 
asked that the certificate of conditional exemption granted to 
a tramway foreman, aged 26. should be withdrawn on the 
ground that another man in the employ of the company 
could do the work, and also act as inspector. Temnorarv 
exemption was granted until January Ist, but the Tribunal 
thought the company should try to get another man. 


LEGAL. | 


C. & 8. Goodman, of the Gem "Theatre, Gillingham (Kent), for £30 
being the amount of the unpaid 
hired electric motor. "p 

MR. R. O. B. LANE, counsel.for the plaintiff company, said that 
in December last the plaintiffs supplied to the defendants an 
electrical machine on a hire-purchase agreement, the price (£75) to 
be paid in weekly instalments of 258. Plaintiffs had previously 
fitted the Gem Theatre with a three-phase motor of 100 volta, 
50 amperes. and the new motor was to be of the same type and 
power as the former. On December 2ith the motor was sent 
to Gillingham and fixed. A number of small complaints followed 
as to its efliciency, and these were remedied ; it then ran satis- 
factorily. So far as he (counsel) was aware the maghine was, in 
every respect. quite suitable and as efficient as that 


defendants’ kinema, which had been made and supplied by the 


plaintiffs, 


A Witness for the plaintiff said that there was no mention of 
horse-power in the agreement. They made a general arrangement 
that the new machine was.to be similar to the previous one. When 
it had been fixed, a suggestion, was made that some one should be 
sent down from the works to adjust it, as “it was not running 
satisfactorily.” Hobbs, the electrician, was sent. and on his return 
he reported it “all right." —. 

Mh. S. GouDMAN, for the defence. said that the new machine was 
of 9j H.P.. and when it was in use it increased the weekly current 
hill by 15s. He was quite prepared to pay the instalments so soon 
us the plaintiffs adjusted the machine SO that it used no more 
current than the old one. He held that using more current was 
not "running satisfactorily." 


His Hoxoun : It could not be satisfactory if it was using 153, a 


Week more current. Can it be adjusted yet ? 

Мк. RICHARDSON : Certainly it can. 

115 Hoxovr: And have the same consumption as the first 
machine ? | | 

MR. RICHARDSON : Exactly. We are. quite willing to take the 
machine buck to our works and adjust it. 
, His Hoxovn: Well, do so. Meantime, there will ba judgment 
for the plaintiffs for £15, and costs, | 5 


to further appeal, to Mr. R. E. Walker, 


BRITISH Тномхох-Нооѕтох Co., LTD, r. А. AND А. ELECTRICAL 
Co., LTD,—INFRINGEMENT OF. ELECTRIC LAMP PATENT, 


THE plaintiffs claimed before Mr. J ustice Sargaut, in the 
Chancery Division, on November 9th, an injunction to restrain 
defendants from infringing their patent for improvements in incan- 
descent lamps. Plaintiffs complained of ‘the sale by the defendants 
of six half-watt lamps. Mr. A. J. Walter. K.C., with ‘Mr. Colefax. 
K.C., and other counsel, appeared for the plaintiffs, and the defendants 
did not appear. "The case for the plaintiffs was that their invention 


' Kave an efficiency of '5 watt per C.P., whereas if any. previous 


lamp was run at that efficiency it would be destroyed in a short 
time: that the filament could be raised to a much higher tempera. 


| ture than was practicable in a vacuum lamp without vaporisation or 


deterioration ог excessive shortening of useful life: that by 
adopting their invention, lamps could be manufactured to be run 
at а greater efficiency than anything done before; and that it had 
resulted in a reduction of the consumption of electricity by more 
than 50 per cent. | 

His LORDSHIP granted the injunction, with costs, aud made an 
order for the delivery up of any infringing lamp. 


es 


PEMBROKE URBAN DISTRICT COUNCIL г. THE DIESEL 
ENGINE Co., LTD. 


ACCORDING to the Freeman's Journal, an application was made 


‚ before Mr. Justice Kenny. last week, to have a consent made a rule 


of Courj. The Urban Council brought the action against the 
defendant company for. damages for breach of a contract for the 
supply of a 180-Kw. Diesel generator set and fittings at a cost 
of £2,977. In the course of the trial working of the engine, it 
proved defective. Е | 

MR. JAMES LARDNER, M.P. for the Pembroke Urban Council, 


' moved to make a consent settling the action a rule of Court. The 


settlement provided that judgment should be entered for the 
Council for the sum of £1,904 6s., with costs of the action, including 
costs of discovery ; and that on the counterclaim judgment was to 
be for the Council also, with costs, the amount lodged by the 
plaintiffs with their defence to be paid out to them. А 

MR. JUSTICE KENNY received the consent, and made it a rule of 
Court. | ; „7 


" 


BUSINESS NOTES. 
i ГА 

Australia.—The Board. оў Trade Journal mentions Ше 
following inquiries :—A Perth firm desires to obtain agencies in 
Western Australia for three-phase motors, incandescent electric 
lamps, and electrical material generally. Another Perth firm 
wishes to represent British makers of АС. and D.C. generators, 
motors and accessories. . A third Perth firm desires to represent a 

British maker of high-class metallic filament lamps. 


The Commercial Intelligence Department,—It Is 
announced that an Inter-departmental Committee, presided over 
by Mr. Harcourt, has now arranged the respective spheres of work 
and co-operation, in dealing with commorcial inquiries, of the new 
Commercial Intelligence Department of the Board of Trade and 
the Imperial Institute, which in. recent years has become a 
central department for information and investigation respecting 
the sources and uses of the raw materials of the Empire. In 
future, the Technical Information. Bureau of the Imperial Institnte 
will answer all commercial inquiries respecting the ‘sources of 
supply, technical uses, and value of raw materials within the 
Empire, and will be responsible for supplying all information 
required in orderto bring the producer overseas in touch with the 
manufacturer at home. Inquiries as to immediate supplies may be 
addressed either to the Board or to the Institute, as may be most 
convenient, but the Commercial- Intelligence Department of the 
Board of Trade will, as a rule, be prepared to deal with inquiries 
for immediate supplies of well-known raw.materials which can be 
obtained at once through ordinary trade channels. In answering 
those inquiries in which special statistical or trade io formation А 
required in addition to technical information. the Board and E 
Institute have arranged to co-operate. Investigations of t | 
possible industrial uses of raw materials will, as heretofore,- 
dealt with by the Imperial Institute. -The arrangement jon 
by the Committee has now been accepted. by the Secretary of - 
for the Colonies, the President of the Board of Trade, and by the 
Executive Council of the Imperial Institute, “Л 


For Sale.—The Leeds Corporation Electricity Depart- 
ment is offering surplus lengths of unused cable for sale. Particu- 
lars appear in our advertisement pages to-day. | 


Trade Within the Empire.— The Council of the Sydney 
Chamber of Commerce has affirmed the principle that all кн А 
ment departments, municipalities, and other public bodies Epen ait 
public money should purchase Empire-made goods, and place 
contracts with British firms where possible.— Tenders. 


A Works Canteen at Leigh.—In the presence of | 
directors апа about 1,000 of the workpeople. a canteen was oh 
on Tuesday, November 7th, at the Anchor Cable Works, Т.оісћ, bY 
Murs. James Calloudor, wile of ono of tho directors. 
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Catalogues and Lists.— Messrs. SIEMENS Bros. & Co., 
LTD. Woolwich.—Supplement No. 9 contains a ‘very fully illus- 
trated description of the "Skiafix" an apparatus designed for 
fixing and holding patients during radioscopy. 

MESSRS. SIMPLEX ConbDUITs, LTD.. Garrison Lane, Birmingham. — 
Leaflet No. 614, giving illustrated description and prices of their 
Universal girder clamp. - . | 

Messrs. WM. WADSWORTH & Sons. LTD., Bolton.—Twenty-four- 
page attractively illustrated pamphlet showing representative 
examples of their electric passenger and goods lifts, transporters, 
jib cranes, кс. 

TRE ScEANDO LaMP Co. LTD.. 7, Blackfriars Street, Salford, 
Manchester. —Folder giving prices of their " Sceando " drawn-wire 
metal lamps, '* Axial " lamps, and standard type lamps. 


Book Notices.— Zhe Air Supply lo Boiler Rooms. Ву | 


В. W. Allen. M.Inst.C.E. From the Author, Queen's Engineering 
Works, Bedford.— While this work relates specífically to the boiler 
rooms of modern ships of war; it oontains much matter of interest to 
engineers engaged in other branches of construction. The author 
deals with the whole of the subject, from the top of the air trunk 
to the stokehold, and as he has made а special study of the matter, 


the data which he gives will prove very useful, especially in view : 


of the scarcity of reliable information on problems of ventilation. 
The book comprises 14 short chapters, giving particulars of the 
pressure required to set air in motion at given speeds, the air 
speeds recommended in the trunks. the effect of sudden changes in 
the area of the air passages, the design of the eye of the fan, inlet 
rings,and casings, the use of deflectors to prevent interference 
between adjoining fans, the amount of air required for the com- 
bustion of oil fuel, and progress in the design of fans, besides many 
details relating only to naval practice. Remarkable improvements 
in efficiency. output, and economy are demonstrated as the results 
of the application of scientific principles to the subject. 


"Soientific Papers of the Bureau of Standards." No. 290, “A . 


Variable Self and Mutual Inductor.’ No. 292. " International 
System of Electric and Magnetic Units." Washington: Depart- 
ment of Commerce. 


"General Cargo: an Introduction to Salesmanship." 
Goddard. London : Constable & Co. Price 4s. 6d. net. 


By R. E. 


Italy.—The liberation of thé Italian electrical industry - 


from the pre-war dominance of German enterprise has taken an 
important stride forward by the constitution of' the Società 
Nazionale per Imprese Elettriche—an Italian company formed 
with 10,000,000 lire capital for the purpose of buying out German 
participation in Italian undertakings, and notably that of the 
Siemens-Schuckert group. As an actual fact. the purchase will 
not be made directly, Siemens-Schuckert, foreseeing the inevitable, 
having already disposed of their interests to a Swiss consortium. 
The interest of the German group in the various Italian electrical 
concerns amounted to some 20,000,000 lire. 


Trade Announcements, —MR. 5. T. JonuEv has retired 
from the Diamond Accumulator Co., accumulator manufacturers, 
of Bournemouth Park Road, Southend-on-Sea. and the buginess 
will be continued by Messrs. E. & L. Tickett. 


Messrs. T. REvNoLps & Co., LTD. electrical engineers. of 
Coventry, have removed their showroom premises to over their 
establishment at 19. High Street. 


In connection with the arrangements which British firms are 
making for extension of business to cope with orders that are 
likely to mature when the war is over, we have received from 
Messrs. CREED & Co. particulars of arrangements that have been 
completed for a general expansion of their business. They have 
purchased the patents in wireless telegraphy, plant. &c., of the 
Indo-European Telegraph Co. and*the Galletti Wireless Telegraph 
and Telephone Co. The Indo-European and Telegraph Co. have 
subscribed for a considerable number of shares in Creed & Co., and 
two of their directors —Sir William R. Brooke. K.C.I.E.. formerly 
Director-General of Telegraphs of India. and Mr. T. W. Stratford- 
Andrews, the managing director of the Indo Co., have been elected 
to the board. Mr. Stratford-Andrews has taken over the managing 
directorship of Messrs. Creed & Co. Mr. Creed, who is known to 
all telegraph men, remains chairman of the company, and will 
-advise the board on technical matters. Mr. Donald Murray. whose 
systems of printing telegraphy are well known. has sold his 
patents and business to Messrs. Creed & Co. and has 
joined the board. The company has also secured the services of 
Mr.. Н. H. Harrison. whose knowledge of telegraph matters is 
very extensive. The technical staff of the company has been 
added to. Amongst others, Mr. Rivers-Moore will devote his services 
to technical research. and Mr. Morse will look after the wire- 
less side of the undertaking. The company has already started a 
research department, and there will be showrooms, where 
specimens of the various apparatus manufactured by the company 
can be viewed under working conditions., We hear that the Indo- 
European Co. had already achieved very considerable develop- 
ments in the design and construction of wireless sets of com- 
paratively low power, and these sets are now undergoing the 
important process of standardisation. 


On November 18th. the offices of both the WoRTHINGTON PUMP 
Co., LTD.. and JAMES Srupson & Co., LTD., will be temporarily 
transferred to Queen's House, Kingsway. This change is due to 
the fact that the War Office have requisitionod the present offices 
of the two companies at Indis House, 


LIGHTING AND POWER NOTES. 


Accrington.—A resolution was introduced at Accrington 
Trade and Labour Council, on November 9th. that a protest be 
made against the financial loss in the electricity undertaking. and 
urging the need for an expert to be called in to ascertain whether 
the concern could become a profitable one ; and, in the event of 
the loss being attributable to the geographical position of the 
electricity works. that immediate steps be taken to have them 
removed to a more suitable site. Eventually. however, the matter 
was referred to the Executive Committee for consideration, and it 
will be brought before the next meeting for discussion. Mr. 
Emmett (Weavers' Secretary) said a grievance existed. and so far as 
the weavers were concerned, they were having a lot of trouble. 
Two mills in the town were run by electricity, and the workpeople 
were being sent home constantly. Sometimes in one week they 
had lost nearly half a week's work. The result was that the weavers 
were demanding compensation at the Weavers’ Offices. If a 
local manufacturer were to blame for this state of things, they 
would call upon him to remedy it, or the mill would have to 
be stopped ; but they could not go to the electricity department . 
and tell them to stop the concern until everything was made right. 
It was decided that the Executive should discuss the situation and 
draft a suitablé resolution for the next meeting. 


Australia.— The Sydney city electrical engineer has 
reported, after experimentally using locally-made ‘earthenware 
pipes in place of the fibre conduit, suggesting that the shipment of 
fibre conduits on order be proceeded with. 

The Electricity Committee recommends that a supply of elec- 
tricity bé given to Messrs. Kilbourn & Willicks, the firm guaranteeing 
a minimum payment of £260 per annum for five years. With 
reference to the supply of electricity to the Australian Electric 
Steel Co.. Alexandria, the Committee recommends that the company 
be permitted to use electricity for auxiliary machinery during the 
hours in which it is not petmitted to use electricity in its furnaces, 
at the same rate ав for the main supply, provided that the maxi- 
mum demand in K.V.A. of the auxiliary machinery shall not exceed 
10 per cent. of the maximum demand in K.v.A. of the furnaces, and 
subject to the condition that 2 per cent. of the total supply esti- 
mated as the energy consumed in prohibited hours be charged at 
the higher rate of 114. per unit. The arrangement to be for a 
period of six months. Е 

With regard to the report as to the question of: providing addi- 
tional plant at the power house, the Committee recommends that 
consideration be deferred for six months, but that the specification 
for the supply of a 12,000-KW. turbo-alternator be approved for use 
if the same be required. 

The Committee recommends that an underground duct system be 
constructed to connect to the six additional submarine H.T. cables 
to be laid across Darling Harbour, at a cost of £5.811. 

The Committee has considered the question Of the rate of hire 
for electric motors, and strongly recommends that the increased 
rates remain in force. | 

The. Kandos (N.S.W.) Cement Co. has obtained permission from 
the Shire Council to install electric lighting in the township. .. 

The Tweed Shire Council (N.S.W.) has decided to borrow & 1.300 
for the purposes of an electric light distributing system for Tweed 
Heads.— Tenders, 

Bettws-y-Coed.— The village was in temporary darkness 
on Friday evening last. owing to a large eel causing an obstruction 


in the water-power plant; the water is derived from Elsie Lake, 
several hundred feet above the works. 


Bognor.—PRick IxcREAsE.— The U.D.C. has received 
from the Gas Co. an intimation that the charge for electricity will 
be increased from 6d. to 7d. per unit. with a charge for a minimum 
number of 20 units per quarter whether consumed or not. The 
U.D.C. has decided to send a protest to the B. of T. б 


Bo'ness,—PLaNT ExTENSION.— he T.C. has agreed to 
borrow, on the security of the burgh general assessment, £12,000 
for the purpose of defraying the capital cost of the extension of 
the electricity works. The money is to be advanced by the Treasury 
at 5j percent. The loan is repayable in 20 years. The contract 
price of the extension is £12,300. 


Callington.—E.L. снеме. Тһе U.D.C. has decided to 


apply for a L.G.B. inquiry, with reference to the purchase of . 
Frogwell Mills in connection with an electric lighting scheme. 


Continental.—F RANCE.—In order to conserve for national 
purposes an adequate supply of gas and electricity. the Prefect of 


‘the Police of Paris has from Wednesday, November 15th, forbidden 


the lighting of shops and stores in Paris, and the Department of 
the Seine, after 6 p.m. by either gas, electricity. petroleum or 
spirit. with the exception of grocers’. bakers’. druggists’, aud hair- 
dressers’. shops which may be lighted as usual. The shops are not 
compelled to close at віх, but if they remain open they must find 
some other means of illumination. | : 

NORWAY.—-The Commune of Biri, near Lillehammer, has decided 
to raise a loan of 250,000 kroner for providing an electric lighting 
service. 

The Ormsetfos Kraftaktieselskap is the style of a company 
formed on October 26th, with a provisional capital of 200,000) 
kroner, to develop the water power of the Malde River in the 
Verran district. Tho water-power station is estimated to cost 
2,000,000 kroner. ` 
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The Kvina Carbid og Smelteverk is increasing its capital from 
760,000 kroner to 1,200,000 kroner, with a view, it is said, to make 
new departures in the electrochemical industry. 

The Aktieselskab Norske Elektrodeverke is a company about 
to start the manufacture of graphite electrodes, and thus render 
Norway independent of German imports. It is intended to build a 
large factory capable of turning out from 1,000 to.8.000 tons. A 
waterfall in Westland, yielding 10,000-12,000 H.P., has been secured. 
The minimal capital of the concern is fixed at 1,050.000 kroner, 
secured by the Norske Credit Bank's guaranfee: the maximum 

‘capital will be 1,500,000 kroner. It is expected to start working 
next year. 


Epsom.—PRicE [ncrease.—The U.D.C. has -fixed the 
following new scale of charges for energy from December Ist :—- 
Lighting flat rate, 7d. per unit: power and heating, 34d. per 
unit. 

Halifax.—ANxNvaL Report.—The review of the year's 
working of the Corporation departments shows a record of steady 
progress in the electrical undertaking. The total units sold 
(13,583,633) was an increase of 2,507,740 on the previous year. The 
outstanding feature had been the heavy increase in the supply of 
power for industry. The private lighting supply was much below 
the normal, due largely to the Daylight Saving Act, and street 
lighting supply had been practically nil. | 


Huddersfield.—ANNUAL  RrPoxkr.—The departmental 
reports for the past year show that the electricity department has 
had a busy year, particularly in meeting large demands for power. 
The coal supply has given great trouble, znd- necessitates a further 
increase in price for energy of 12} per cent. on pre-war charges, 
after the current half-year. The three-phase motors «onnected 
during the year were equal to 1,050 H.P., bringing the total of 
three-phase to 12,756 H.P., whilst the single-phase motors con- 
nected during the year equalled 95 H.P., bringing the total to 


2.723 H.P., a total for both systems of 15.179 Н.Р. The number of - 


consumers was reported as 6,656. 


Ipswich.—Yxan's Workinc.—The 
Ayton, chief engineer, on the working of the Corporation elec- 
tricity undertaking during the year ended March 3lst last, shows 
that the units sold advanced from 2,967,000 in 1915 to 3,734,158 
last year. the great increase being in power nnits, while public 
lighting fell to insignificant proportions. The total revenue 
amounted to £33,969, while working expenses were £23,030, and 
after meeting interest and sinking-fund charges, also £1,022 
revenue expenditure on capital account. a deficiency of £2,086 re- 
sulted. Although the units sold increased by 26 per cent., the cost 
of cóul increased by 84 per cent., to partly counterbalance which 
the price of energy was raised. _ The working of the power station 
was rendered difficult owing to the lack of coal-handling facilities, 
the provision of which was hindered by the L.G.B., but, owing to 
the intervention of other authorities, has since been sanctioned. 
Mr. Ayton draws-attention to the high ash content of the coal. 
20 to 23 per cent., and suggests that as this uses up railway accom- 
modation and fuel for haulage, the Committee dealing with coal 
saving might be better employed. in looking into the working of 
collieries rather than adjuring electricity supply undertakings to 
reduce their consumption by methods which will not produce in 
practice the result aimed at. Early in the year a turbine broke 
down, and has had a new set of blades. The report refers to the 


increasing use of electric vehicles, and the charging facilities 
provided. | 


Kirkheaton.—E.L. PRorosaLs.—'The B. of T. has inti- 
mated its inability to entertain applications from the Huddersfield 
Corporation and the Electrical Distribution of Yorkshire for an 
Order for the supply of electricity within the urban district. 


ч шо = he L.C.C. Finance Committee recommends 
пе sanction of the Council to the borrowi E | 
Poplar B.C., for electricity mains. к и 
_ The Metropolitan Asylums Board has agreed to а 10 per cent 
increase in the charge for electricity supplied by the South Metro. 
politan Electric Tramways and Lighting Co. to the Queen Mary's 
Hospital and the Downs Sanatorium. 

The L.C.C. has entered into a fre 
U.D.C. for the supply of electricity 
Works. | 


New Zealand.—As a result of a 


of the Borough of Pukekohe (North Island), it has been deci ] 
borrow {һе sum of £12,000. for, amongst other purposes, [re Ms 


etin of electric lighting in the borough.— Board of Trade 


to the Southern Outfall Sewnge 


poll of the ratepayers 


two years, and other items, there 


purposes amounted es ri in 1914-15, 
: : ТРУБ 5,015,07 і 
compared with 4,789,240 units in 1914-15, The MEE apos 


sh agreement with the Erith - 


+ the large factories which have been connected 


РА 


annual report of Мг. . 


. £1,145. 


2,981 Kw. and the load factor 26°3 per cent. ; 44 1b. of coal were 
used per unit venerated. During the year a breakdown occurred 
with the 3,000-Kw. turbo-alternator plant; the Mill Parade sub- 
station was temporarily completed, and the new rotary converter 
plant put into operation, A steady increase has occurred in the 
demand for heating and cooking purposes, which it is expected 
will exceed one million units during the current year, at 14. 
per unit plus 20 per cent. Very little benefit was derived from 


up during the репо 
under review. i 


PLANT EXTENSION.— The borough electrical engineer has heen 
instructed to prepare a specification and invite tenders for additional 
plant at Mill Parade sub-station ; also to dispose of a 150-Kw, motor, 
Às a result of & conference between the Chief Constable and the 
borough engineers, the street lighting has now been extended. 


Southend.—W an Bonus.—All 
electricity works who have been in the service of the Corporation 
for 12 months, are to be granted a war bonus of 28. a week, com- 
mencing November 23rd ; employés already receiving a war bonus 
are to have the sum named ав an additior, _ 


male employés ai the 


Sheffield. — New  GExERATING STATION. — The City 
Council has adopted the recommendations of the Electric Light 
Committee to erecta new generating station, and has agreed upon 


a site. The present Neepsend plant is unable to meet the 
demand. j 


Wadebridge.—PusLIC LiggrrNG.— The Electric Supply 
Co. having received an application for current from Clapper, has 
asked the U.D.C. whether. if the extension is made, the public 
lighting will be extended to the locality after the war, The 
Council has replied that at present it is not in a position to give a 
definite reply. | 


Walsall.—Owing to the second turho-alternator for the 
new generating station having been requisitioned, it will be neces- 
sary to keep the Wolverhampton Street station fully manned and 
running until a second set is installed at Birchills. The Corpora- 
tion will in due course make a claim in respect of the logs sustained 
by reason of the commandeering of the second turbo-alternator. 


TRAMWAY and RAILWAY NOTES. 


_ Accrington.—Evecrric VEurcLE.— The General Pur- 
poses Committee has considered a proposal from the Health Com- 
missioners to purchase an electrically-driven wagon, at a cost, of 
about £1,000, for the collection of the refuse of the borough. lt 
is claimed that a motor-wagon will effect a saving of 10 per cent. 


to 15 per cent. compared with the hire of team labour at the pre 
Ent price. 


Continental.— France. — According to the Financial 
Times, a movement has been started in France for the creation of a 
great trans- European railroad to link up the Atlantic coast of France 
with Italy and South Russia. The line will commence at Bordeaux. 
and pass through Lyons, Turin, Milan, Venice, Trieste, Fiume and 
Agram tothe banks of the Danube, traversing Serbia and Roumania, 
and terminating at Odessa. It will be 2,500 km. in length, and will 
closely cling to the southern slope of the great mountain ranges of 

‘Europe. The numerous waterfalls and the character of the country 
will admit of the line being electrified throughout its in 
length. The line will link up Switzerland directly with the dias 
Atlantic seaboard, and greatly facilitate trade between Italy an | 
the West of France; for this reason the Italian Government is sai 
to favour the scheme, and the Swiss are keenly alive to the advan- 
tages of the French section, as it would enable them to link up 
Switzerland and Swiss products directly with Bordeaux, Nante*. 
La Pallice, and other Atlantic seaports. 


Halifax—Year’s Worxkinc.—Reviewing the yews 
work of the various Corporation departments, the Mayor "^ 
Halifax, on re-election, said the income during the year on : 
tramways had been £112,937. an increase on the previous hagas 
There had been a satisfactory net surplus, which giá 
enabled them to give £6.240 to the relief of rates. The Sepe 
had been 2,195,980, and the number of passengers carried P 
the latter an increase over the figure of 20,707,071 last year. | 
revenue from the motor-'buses was £2,430, ог 9'252d. рег bus pe 
mile. There were now 88 women conductors on the system. 


Huddersfield.—TRAFFic Sraristics.—The departments! 
reports for the past year show that the total receipta on the E 
ways from November Ist, 1915, to September 30th, 1916. yrs а 
to £136,612, ап increase on the corresponding period of is Phá 
vious year of £12,325. The town's tramway track within ee 
without the borough now covers 56 miles, and further T {һе 
have been prevented by the' war. The car-mileage, Desi and 
running of coal trucks, was 2,611,967, an increase of 25,1 ase of 
the number of passengers carried was 26,328,482, an incre к 
2,899.229. The total number of employés of the plage ean 
on military service is 160, and there are now 65 we 
conductors. gc i 
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Glasgow.—At the first meeting of the T.C., a finding of 
the Tramways Committee will be considered, asking that all female 
employés in the tramway department work under the same terms 


and conditions and be paid on the same scale of wages ав the mule 
employés. 


Ipswich.—YEkAR's WonRKiNG.— The annual report on the 
working of the Corporation’s tramway shows a total revenue 
amounting to £28,287 ; working expenses amounted to £19,179, 
war service allowances to £587, and, after meeting interest and 
loan repayments, there was a profit on the year of #2757, which 
compares with a loss of £92,105 inthe previous year. The passengers 
carried numbered 6,798,589, and the car-miles 620,115. which com- 
pare with 5,610,332 pussengers and 612,092 car-miles in 1915. The 
reserve, or renewals fund, now amounts to £19,970. Mr. Ayton. 


. the manager, refers at some length to repairs and maintenance ; 


much of the track requires renewal, and in one section the subsoil 
wil require drainage. When the time comes for relaying the line 
in Norwich Road the question of abandoning' the distant section 
running into Whitton should be considered. this having always 
involved а dead loss; the same applies also to Burrell Road and 
Bath Street. If the war lasts long, Mr. Ayton suggests that rails 
in these streets should be taken up for repairing busy routes. 


| Leeds.— WAGES.— The overhead equipment staff of the 
city tramways have been, granted increases of wages from a jd. to 
a Jd. per hour. with overtime at the rate- of time-and-a-quarter. 


London.—Waces.—The Highways Committee of the 
L.C.C. has received an application from the women employed at 
the central car repair depot for an increase of wages of 6s. per week. 
The Committee has decided that an increase of $d. per hour, or 2s. 
per week. should be made to those women over 21 years of аре; 
this has been declined. with a request that the matter be referred 
to the appropriate Conciliation Board. The Committee recom- 
mends that the advance of id. an hour be approved, the question 
of a further advance to be referred to the Conciliation Board. 
The war bonus of 3s. per week to car examinerg and car washers 
is to be increased by Is. per week, as from March Ist last. - 


.' Newport (Mon.).—YeEAR’s WorKING.—During the year 
ended March 31st last, the Corporation tramways carried 10,017,515 
passengers and ran 921,133 car-miles, these figures comparing with 
9,410,109 passengers and 964,895 car-miles in the previous year. 
The total income amounted to £45.141, and the working expenses 


' to £30,461, leaving a gross profit of £14,680, as against £11,748 in 


the previous year. After meeting interest and sinking fund 
charges, &c. there remained a net profit of £5,109, as con pa ec 
with £2,417 in 1914-15. B 
A serious street ear accident on the Stow Hill route, due to a 
collision, was the subject of a report by theelectrical engineer. He 
said there was little doubt that the collision was occasioned 
through the absént-mindedness of the motor-man. also to the fact 
that the slipper-brakes on his car were not down in accordance 
with regulations. Although there were no serious casualties except 
to the motor-man, who had both his legs broken. the cost of 
repairs will be heavy. Arising out of the collision the electrical 
engineer had given consideration to the question of improving the 
present arrangement of the track, so as to prevent. if possible, а 
similar accident, or reduee the possibility of serious consequences. 


. Northenden.—A year's extension of time for completing 
the tramways in this parish has been applied for by Manchester T.C. 


Stockton,— The T.C. has appointed a Sub-Committee to 
inquire with regard to the power of the Corporation under the 
various Acts relating to the Imperial Tramways Co. for tramways 
in the borough. | 


Stretford.—The clerk has been instructed to communi- 
cate with the Manchester and Salford Corporation tramways 
department, with & view to effecting an improvement in the 
Trafford Park serviceduring the busy evening hours. During the past 
month 112.936 units were sold for traction purposes, as compared 


-with 100.278 units in the corresponding month of the previous year. 
Walsall.—The Tramways Committee has under cor- 


sideration a memorial from the Workmen's Union asking for an 
advance of $d. an hour. In order to deal more satisfactorily with 
the question of missed fares, instructions have been given that 
the fares of all passengers who propose to travel on the top deck 
shall be paid to the conductor when the passenger boards a саг, 


TELEGRAPH and TELEPHONE NOTES. 


Africa.— | here is now direct communication across 
French and British territory in Africa, with posts on the Atlantic 
and Indian Oceans. The French authorities in the region of Lake 
Tchad are contemplating the establishment of regular commu- 
nication between Egypt, the Red Sea, Cameroon, and Nigeria.— 
The Limes. 


Cable Telegraphy.—A new invention, devised by Mr. 
Thomas B. Dixon, has been in practical operation on certain of the 
Atlantic cables, and is reported to have given remarkable results, 
the speed of operation in the commercial handling of cable 
messages having been increased upwards of 125 per cent.. while in 


teste far greater speeds have been attained. The gain in speed is 
due to the use of selenium cells to amplify the signals received, 
and to the use of means for obtaining, from one or.more sources of 
illumination, a very large number of light beams, concentrated 
coincidently upon selenium cells, and deflected by a line galvan- 
ometer across the surfaces of the selenium cells, the effect being 
that a very intense illumination of the selenium cells is obtained. 
It is found that the practicable speed of operation increases as the 
intensity of illumination increases. The selenium cells operate a 
siphon recorder or a relay. There being no physical connection 
between the recorder or relay and the line galvanometer, the 
inertia and frictional losses present in the older magnifying and 
recordin apparatus are largély eliminated. the more so as in the 
new system the amplitude of vibration of the ralvanometer coil is, 
in general. much less than in the case of the older apparatus. 

It is stated that Mr. Dixon employed 45 separate light beams, all 
derived from one 400-c.P. tungsten lamp, and all concentrated оп a 
thin galvanometer mirror 5 in. long and à in. wide. These light 
beams were reflected from the galvanometer mirror, in one case, a 
distance of 7} ft.. and were then re-reflected a further distance of 
74 ft. to the selenium cells, the light beams being concentrated 
coincidently upon the cells. 

With this apparatus, working over one of the trans-Atlantic 
cables, the normal rate of operation of which is less than 200 
letters per minute, speeds of 450 letters per minute and higher 
were obtained in the regular commercial handling of business, and 
still higher speeds have been obtained on test, with signals fully 
readable as to size and character. | 

An interesting feature of the invention is a new balancing 
arrangement, which greatly facilitates the obtaining of a balance 
on the cable for duplex working. and also aids materially in 
shaping the signals so as to render them readable.— T. and T. Age. 


Pacific Cable.— The report of the Pacific Cable Board 
Тог the year 1915-16 shows that the total revenue was £310,516, 
and the expenditure £205,896, leaving а surplus, after allocating 
£11,000 to the renewal account. of £104,620; of this sum. 
£11,545 was paid to interest and sinking fund, and £9,150 to the 
renewal fund as interest and sinking fund in respect of money 
borrowed from the renewal fund for the Auckland-Sydney cable; 


leaving a surplus of £17,925. which goes to reduce the debt. 


The excess of receipts over expenditure was £20,931 greater 
than in the previous year. and this is the first occasion on which 
there has remained a surplus from revenue after payment of the 
sinking-fund annuities. The net traffic receipts were up by 
£88,749. The expenditure included special appropriations to the 
renewal account of £30,000 in respect of depreciation of securities 
and £14,000 in payment for a new schooner; after deducting 
these items, there is an increase of £15.53; over the preceding 
year. due to various causes arising out of the war. The renewal 


- fund on March 31st, 1916, stood at £271,460. The section Norfolk 


Island- Auckland was interrupted on February 12th, owing to a 
fault near the island : it was repaired on February 19th. traffic in 
the meantime being diverted to the Southport—Norfolk cable. All 
the cables have been worked continuously at high pressure, the 
long sections carrying far more traffic than was originally 


expected ; they are now occupied day and night throughout the. 


week. 

During the year, nearly 8j million paying words were trans- 
mitted over the cable, much more than double the traffic during 
the last normal year (1913-14). There was also a considerable 
quantity of non-paying matter. The Board also carried nearly 
two million paying words between Australia, New Zealand, and 
the Pacific Isles. The deferred traffic was more than doubled, 
and the week-end traffic more than trebled. as compared with the 
previous year, but ordinary traffic decreased 30 per cent., owing to 
the restricted use of codes. The cheap services had to be suspended 
on certain occasions owing to interruptions in the Atlantic cables 
and congestion of traffic, and the outward week-end and deferred 
Press services are at present in abeyance, but will be reinstated as 
soon as possible. 

The Board has established a public office for international 
business in Melbourne. A new schooner is being built, in place 
of the Strathcona, to maintain a boat service with Fanning 
Island. Sir George Н. Reid, having retired from the position of 
High Commissioner for the Commonwealth. has been sutceeded on 
the Board by Mr. Andrew Fisher. 


South-Western Railway Electrification.— Тһе electriti- 
cation of the Claygate Branch has been completed. and a half- 
hourly service of electric trains between Claygate and Waterloo. 
covering the journey in 29 minutes, is announced to commence on 
Monday. 


Telephone Charges.— According to the Times, the Post 
Office Telephone Department is abolishing all unremunerative rates, 
which are the result of telephone competition in the past, and the 
intention is to have one fixed charge in every place. 


The Marconi Co. and Germany.—< letter has been 
circulated to the Press by Marconi's Wireless Telegraph Co., Ltd.. 
with regard to an attempt which, it is said, is being made to create 
uneasiness in the minds of the public in respect of the relationship 
which has existed between the Marconi Co. and the German Tele- 
funken Co. 

Mr. Godfrey Isaacs, managing director, states that the Belgian 
company to which reference has been made was formed in the year 
1901, and secured from the Marconi Co..the mercantile marine 
rights of certain countries in Europe. including those of Germany 
and Austria. The company was purely Belgian, and the shares 
were held in Belgium and England. The Belgian company pro 
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 eeeded to install and operate apparatus on all the principal ships 


of the mercantile marines of Germany and Austria, but in the year 
1910 the German Government made it known that they would no 
longer sanction the installation or operation of any wireless system 
on board any German ships other than the German system, under 
German control. In these circumstances. the Belgian company 
Was threatened with a considerable loss : it, therefore, came to an 
agreement with the German Telefunken Co. for the formation of a 
company in'Germany,. the Belgian company, together with the 
Marconi Со.. retaining a 45 per cent. interest in the German com- 
pany, while the Germans held 55 per cent. The Belgian company 
and the Marconi Co. appointed members on the hoard of the new 
German company. Subsequently the Austrian Government took a 
similar action, and the Belgian company thereupon agreed with 
the German company that the Austrian ship stations should be 
transferred to the German company. In return, however, it was 
agreed with the German company that their sphere of action 
should be strictly limited to ships of Germany and Austria. 

The Belgian company was reconstructed and the capital divided, 
the Belgians holding one-third, the Marconi Co. one-third, and the 


. Germans one-third. 


At the outbreak of war, two Germans in the employ of the 
Belgian company ‘were immediately dismissed. The business of 
the Belgian company was promptly taken in hand by the English 
directors and transferred -to Marconi House, and has been under 
the complete control of the English directors ever-since. 

With regard to Australia, owing to the Australian and New 
Zealand Governments having placed large contracts in the hands 
of the Germans for the construction of powerful coastal .wireless 
stations. the Germans were in a position of considerable advantage. 
The: Marconi Co: commenced proceedings for infringements of 
patents against the German company and the Australian Govern- 
ment, but subsequently a settlement was arrived at with the 
Germans, under which it was 


Marconi Co. and of the German Telefunken Co. This company had 
a capital of £140,000, of which the Marconi Co. held one-half, the 
Australians some £62,000, and the Germans about £8,000. Thus a 
complete control of wireless in Australia passed into Australian 
and English hands. ` | ms 
` With regard to other countries, the nature of the agreement was 
purely commercial, and was brought about as a result of the 
strength of the Marconi Co.'s patent po&ition. It served to prevent 
the German company ousting the’ Marconi Co. from every country 


in the world by reason of the ruinous prices which the German. 
company was quoting at no matter what financial loss, no doubt 
with the German Government behind it, for the purpose of obtain- - 


ing German wireless stations throughout the world.. Under such 
conditions it was impossible for the Marconi Co. to compete, It is 
only in consequence of this agreement that British wireless stations 
now preponderate throughout the world. ' 
. Whilst the Marconi Co. was interested in the German company, 
and had directors on the German company's board. the English 
Marconi Co. has never had any German director upon its board, nor. 
has the German company at any time held any interest'in the 
English company. 

‘On Wednesday questions were asked“in the House of Commons 


with regard to the agreement, and Mr. Pease undertook to inquire 
into the matter. 


Trans-Pacific Wireless,— Yesterday the Japanese Govern- 
ment and the Marconi Wireless Telegraph Co. of America 
inaugurated a commercial wireless service between California, 
Honolulu, and Japan. pe 5 і | 


е 


CONTRACTS OPEN and CLOSED. 


OPEN. | i 
Argentina. — November 30th. Buenos Aires Munici- 
pality.. Electric carbons required during 1917.1 Oficina de Licita- 


Buenos Aires. 


. ciones, Intendencia Municipal de la Capital, Avenida de Mayo, 525, 


Australia.—Sypnry.—_J anuary 3rd. 
and Tramways Department. 50-ton electric overhead travelling 
crane for Yarra Street power-house, Newcastle.* 

January 8th. Municipal Council Electric Lighting Department. 
33,000-volt switchgear, E.L. Department, Town Hall. Specifica- 
tion 10s. 6d.* 

J anuary 22nd. Electrical plant (converter, battery, booster, and 
switchboards) for the Castlerearh Street sub-station, for the Muni: 
cipal Council. Specification from E.L. Department, Town Hall.* 

MELBOURNE. December 116. City Council. Supply and erection 
of coal transporter plant. See“ Official N otices " September 15th. 


Cape Town.—January 5th. Electric motors 


panels, for the Corporation Electricity Department. 
Cape Town.* - | 


N.S.W. Railways 


and starting 
Dock Road, 


Durban.— January 3rd. Corporation. One 3,000:xw. 
steam turbine, alternator, and condensing plant. Specifi ti 
No. 5. 238 ; drawing No. P. 597, both at the office of the Borough 
Electrical Engineer, Municipal Buildings, Deposit £2 2s, 


agreed that an Australian company - 
should be formed, which should purchase the interests both of the. 


Enniskillen,— December 1st. Sligo, Leitrim & Northern 
Counties Railway Co. Twelve months’ supply of telegraph mate- 
rials. Mr. J. Duff, Secretary to the Company. i | 


Grenada. — December 31st. 
supply at St. George's and suburbs. 
Grenada, British West Indies. 


Johannesburg.—November 20th. Corporation. . 
1,000 trolley wheels for tramcars (Contract No. 181).* ` | 
November 27th. Corporation. 1,000 sets of single-pole, ironclad 


Government. — Electric 
Tenders to Colonial Secretary, 


500 or 


 house-service cut-outs (Contract No. 187) ; 250 field coils for tram- 


, Messrs. Smith & Croft, at £26. 


1 


Committee. 


car motors (Contract No. 192).* Р 
December 9th. Corporation. 1.427 А.С. and. p.c. electricity 

meters and 100 time-switches. Specification (21s. deposit) from 

Mr. E. T. Price, General Manager's Office, Electricity Supply and 

Tramways Department, President Street, J ohannesburg, W. 

December 20th. Corporation. Automatic pressure regulators for 

the A.c..turbo-generators at the power station.* тё 
January 3rd, Corporation. Iron axles and bushes.* 


London.—H.M. OFFICE or Wonks.—November 27th. 
Twelve months’ supply-of electric cable and wire. See "Official 
Notices " to-day. | 


| ! | 
Liverpool,—November 22nd. Cheshire Lines Committee. 

General stores, including (6) telegraph materials and carbons, 

during 1917.. Stores Superintendent, Warrington. : 


. Newcastle-on-Tyne. — November 23rd. ‘The Tyne 
Improvement Commissioners. Six and twelve months’ supply of 
incandescent lamps, and arc lamp carbons. Commissioners’ Offices, 
Berwick Street.. | 


New Zealand, —DUNEDIN.—January 24th, 1917. Motor- 


generator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin.* | 


Rhondda Valley.—November 20th. Electrical installà-. 
tion in screwed fubing for Messrs. David John & Co., brewers, 
Pentre.: See " Official Notices" November 10th. Р 


Sheffield.—November 21st. Cast-iron pipes and forming 
valve chamber. November 17th.—Reinforced concrete carrying 
bridge over G.C. railway at Neepsend power station. 


Specifications for the items marked * can be seen at the Board 
of Trade-Commercial Intelligence Department in London. 


` | CLOSED. 
Australia.—P.M.G:'s Department, N.S.W. :— | 
Telephone equipment in connection with the installation of an automatic 
биги ránch exchange ‘at Cockatoo Island, .£1,818.— Automatic 
Telephones (Australasia), Ltd. - | 


One accumulator battery, 2,600 amp.-hours capacity, for Sydney City 
Exchange, £358.— T. K. Steanes. | : 


P.M.G.'s Department, Queensland :—, - 


One power board, £152.—Edison Swan Electric Co., Ltd. E. 2 а 
300 accumulators, 80 amp.-hours capacity, £518.— Warburtón, Franki, Ltd. 


Victoria Railway Department :— 1.5 

Incandescent electric lamps for 12 months. Edison Swan Electric Co., Ltd. 

: — Tenders. 
Impregnating electrical apparatus with insulating varnishes, spare parts, 
&c., £2,284, —Gibson, Battle & Co., Ltd. » : . 

E ~~Aust. Mining Standard. 
The Electrieity Committee of the Sydney City Council has 
recommended that. in connection with the contract with Standard 
Waygood-Hercules, Ltd. for the supply of consumers meters, 
a payment of 75 per,cent. of the price of the meters in England as 


they are shipped be agreed to.— Tenders. 


Bradford.—The В. of G. has accepted the tender of 
, to provide a cable for the lighting 


of the laundry and garage. 


London. — L.C.C. — Asylums and Mental Deficiency 
Electric lamps for five months : Pope's Electric Lamp 
Co., Ltd. as j^ 
METROPOLITAN ASYLUMS BOARD.—Accepted tenders :— — 
Lund Bros. & Co.—Rearrangement of electric lighting, Mead Station, # i 
wiring Eastern, North-Western, Western, and Brook Бишопа, т ; Lt 
Crypto Electrical Co.—Four electric motors, Eastern, North-Western, 
Western, and Brook Stations, £49. 
MARYLEBONE.— Electricity Committee :— Er 
Cables (contract extended for a further six months to March 8184, 1917). 
B.I. & Helsby Cables, Ltd. | 


The Committee recommends the acceptance of the offer of Oe 
British Westinghouse E. & M. Co., Ltd. to supply a balancing 
attachment for a rotary converter, at £165, 


Sheffield. — Town Council. Electricity Department. 
Ac:epted tenders : — 7 | g А 
А. ное & Co., Ltd.—20 panels н.т. two-phase sub-station switchgear, 
Staveley Coal & Iron Co., Ltd.—10,000 3-in. casteiron cable pipes, £7 1%. 
в ton. 
Tramways Department :—- 


Dawson & Jones, -Ltd.—Alterations and additions to Town Head street 
Depot, to convert it iuto a 1notor-'bus garage, £3,619. 


West Bromwich.— T.C. Coal for the electricity worbs 
Т. Boston & Sons ; W. Н. Bowater. Ltd. Field & Bradley. 


e Ec чш m€—— — ———— -——— Qa" a === РЕ 
— —— 


Vol. 79. No.2,034, ХоукмвЕк 17, 1916.] THE: ELECTRICAL REVIEW. 


549 


-———————————————————— ФФ AUAM Қ ЦҚЩ( ^^^ 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers.—Friday, November 17th. At 6 p.m. 


At the Institution of Civil Engineers, Great George Street, S. W. Report : 


of the Hardness Tests, Research Committee. , 

Association of Mining and Electrical Engineers- (Notts and Derbyshire 
Branch).—Saturday, November 18th. At 3.80 p.m. .At the University 
College, Nottingham. Paper on “Some Electrical Troubles and their 
Remedies," by Mr. T. Anderson. 

Electro-Harmonic Society.—Monday, November 20th. 
Holborn Restaurant (King's Hall). Ladies'night. - 

Institution of Civil Engineers.—' Tuesday, November 21st. At 5,80 p.m. 
Paper on “Keady Bridge," by Mr. J. E. Ball. 

Royal Society of Arts. —Wednesday, November 22nd. At 4.30 p.m. At John 
Street, Adelphi, W.C. Paper оп '*'The Economic Development of Russia 
and Britain's Share therein," by Mr. Leslie Urquhart. 

Institution of Electrical Engineers,—Thursday, November 23rd. At8 p.m. 
At Victoria Embankment, W.C.- Paper on “ Тһе. Parallel Operation of 
Electric Power Stations,” by Mr. J. S. Peck. 

Greenock Electrical Society.—Thursday, November 28rd. Visit to Overton 
Paper Mills. Members to meet at 7.30 p.in. К 

Physical Society of London.—Friday, November 24th. - At 5 p.m. At the 
Imperial College of Science, South Kensington, S.W. Ordinary meeting. 


At 8 pm. At the 


NOTES. 


General Accessories Co., Ltd, — Correction: — The 
name of the company mentioned in our last issue under “ Liquida- 
tions" was incorrectly given, owing to the omission of the word 
" Engineering." The meeting of creditors held at 120. Blackfriars 
Road, S.E., on November 7th, was of General Engineering Acces- 

` sories, Ltd., whose winding-up was announced in the ELECTRICAL 
REVIEW for November 3rd, page 489. The General Accessories 
Co., Ltd., of Worship Street, E.C., makers of electrical accessories, 
are in no way connected with the matter. We regret the error. 


Car-motor Defects.— The following experiment with the 
brush; gear of a tramcar motor has proved successful in saving 
endless trouble :—90 per cent. of switch-blowing on tramcars is 
due to the brush gear either not being in its proper position, or 
being spaced out wrongly; this was a great trouble on the cars 
under the supervision of Mr. E. Mercer, of Castleford, until he 
adjusted all the brushes to their proper positions. The diagram 
shows a simple method of finding out the brush positions: Place 


an ordinary steel square in the position shown in the diagram, 
with a level on top ; see that the square is touching both side and 
top of commutator. Adjust the square until the level is reading 
correctly, then mark the commutator at the end B of the square ; 
then place the square at the other side of the commutator, and 
mark the commutator at C. Find the centre A between C and в, 
and count equal numbers of bars down both sides to set the 


brushes. ; 

A Fact.—A joiner employed by a northern electricity 
supply department in fitting-up a cupboard over an electricity 
meter, &c.^in a small shop, had put a small porcelain insulator to 
act as a door-knob; when the foreman came round to inspect the 
job he was told by the shopkeeper that he would not have that 
y incubator in his shop. 


Development of the Turbine —А a meeting of the 
Newcastle-on-Tyne Chamber of Commerce, Mr. Gerald Stoney pro- 
posed that the Chamber should draw the attention of the Engin- 
eering Committee of the Advisory Council of the Privy Council for 
Scientific and Industrial Research to the importance of a full and 
complete research into the methods by which the steam turbine 
could. be improved in efficiency and reliability. In view of the 
success of the steam turbine in the mercantile marine, and its 
probable larger adoption in the future, this was of the gregtest 
importance to the shipping industry. Mr. Stoney had not been 
able to get the exact expenditure on coal used on merchant ships, 
but had received various estimates ranging from £30,000,000 to 
£60,000,000 a year as the value of the coal. If they took 5 per 
cent. of that as the saving that might he effected by the develop- 
ment of the turbine, it would amount to from £1,500,000 to. 
£3,000.000. Thus the sum of £10,000 to £15,000 which might be 
spent on research would be a mere bagatelle. The cost of fuel 
used on land amounted to about £50.000,000 a year, so that they 
would see that a saving of 5 per cent. effected there would amount 
to а very large sum annually. The use of turbine engines was 
rapidly increasing at sea. Up to the present they had been chiefly 
used for war vessels and passenger steamers, but now they were 
coming into use for tramp steamers, and in that connection he 
mentioned that Messrs. Cairns & Noble, Newcastle, had built the 
first large tramp turbine steamer on the Tyne, The firm was, he 
understood, very well satisfied with the venture. The motion was 


carried unanimously, 


Novel American Coal-Handling Plant.—A recent issue of 
Power described the plant extension of the West Penn Traction Co., 
of Connellsville, Penn. Three new independent. water-tube boilers, 
each of 13,710 sq. ft. heating surface, and each equipped with a 
14-retort underfeed stoker, and provided with an 8,240-sq. ft. econo- 
miser and independent stack, are" installed, The boilers are built 
for a working pressure of 250 1b. per sq. in., and will supply steam. 
superheated 100-1207, to an 18,000-Kw, turbine unit. The boilers 
are of the Stirling type. with three upper drums and one lower 
drum ; they areset higher than usual to provide a large combustion 
space, and the baffling is of the four-pass type. The grate gives a 
ratio of 542 sq. ft. of boiler heating surface рег sq. ft. of grate 
area. The coal displaced by each stoker piston movement is 18 Ib., 
and. the stoker can handle 16.000 lb. of coal per hour. A forced- 
draught fan of 60,000 eb. ft. per min. capacity against 6-in. w.g. 
pressure supplies air to each furnace, and an induced-draught fan 
discharges the economiser gases into the 100-ft. stack. - А 

The ash-pits аге ирег the combustion-chambers, and discharge 
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into cars hauled by an electric locomotive, the ashes being dumped. 
into a 320-ton storage pit at the end.of the boiler house. 

There are no overhead coal bunkers ; railway cars are run into 
the boiler house, on a track passing along the boiler fronts, beneath 
which is a 2,100-ten coal storage pit extending the full length of the 
boiler тоот. 

Spanning this portion of the building is an electrical travelling 
crane with a 2-cb. yd. bucket, which delivers fuel to the stoker- 
hoppers, either direct from the railway car, or from the pit. Each 
of the stoker-hoppers has a capacity of 55 tons. If run-of-mine coal 
is received, it is unloaded by the crane into a travelling crusher 
(capacity 100 tons an hour, with a 15-ton hopper), and then hoisted 
to the stoker-hoppers. The crane also travels over the ash storage 
pit and hoists the ashes into empty railway cars for removal. 

The crane (on which, it will be seen, the operation of the plant 
depends) is equipped with a 25-H.P. lifting motor, a 35-H.P. motor 


.for opening and closing the bucket, a 5-H.P. trolley motor and a 


25-H.P. bridge motor. and has a hoisting speed of 150 ft. per min. 
The crane is equipped with a recording and weighing scale. Тһе” 
design and erection of the plant were carried out by Messrs. Sargent 
and Lundy, of Chicago. 


Electricity on a Duck Farm.—At ‘the Tanglewood 
Ranch, near New York. 20,000 to 28000 ducks are raised each — 
year for table use. = 

Hatching continues from January Ist for eight or nine weeks, 
and the electric incubator plant іп use has a capacity of 9.600 
eggs, the incubation period being one month. The incubator 
lamps are гоі on а 10-volt circuit operated through a transformer 
from the 110-volt general lighting circuit. Central station energy 
at 2,200 volts, 60 cycles, is received and transformed down to 110 
or 220 volts at suitable points. Three 30-watt tungsten. search- 
lights are located so as to. illuminate the area occupied by the 
fully-grown ducks, and all can be operated from the owner's house, 
superintendent’s house. or watchman’s house; they serve as a 
burglar alarm and to prevent panic at night. 

In addition, 60-watt lamps on brackets are distributed over the 
farm, and the dwelling and brooder houses are electrically lighted. 

The use of electric power has effected a considerable reduction in 
expense over the orditiary source of energy—a petrol engine. Ten 
thousand ducks of all ages require a variety of food, and many 


.meals a дау. About 20 bushels of green stuff are cut up twice a 


day and mixed by machinery with other food, such as meal, the 
inixer being in fairly constant use. 
Three pumping plants are installed,one being driven by a windmill. 


New Primary Cell.—It is reported in the Western 
Morning News that Mr. W. Skinner, а member of the mechanical 
staff of that journal, has invented а new primary battery, which is 
claimed to be cheaper to manufacture and maintain than any 
other, absolutely immune from polarisation, free from local action, 
and.of very low internal resistance. The kathode consists of.carbon 
impregnated with a substance to which hydrogen cannot adhere, 
and is somewhat analogous in its action to the platinised silver 
kathode of the Smee element. The anodeis of zinc, and the electro- 
lyte consists of .a strong solution of common salt and water, one 
pint of which will keep a miniature lamp glowing for 40 hours 
continuously before the solution necds renewing. The cell has an 


- EMF, of 1'2 volts, 
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Institution and Lecture Notes.—University College, 


London.—In his third lecture on.‘ Long-Distance Telephony " on 
. Friday last. Prof. J. A. Fleming continued the discussion of the 
formule relating to the transmission of electric waves through 
cables. The expansion cosh (a / + j 3!) = cosha/ cos В / + sinh 
a / sin 3? (which was incorrectly printed in our last issue) can be 
simplified if a / is greater than 3, as then cosh a l is practically 
equal to sinh а /; therefore cosh P / = sinh P /, and substituting 
we get -, 

vi = Уз cosh P/.(Z. + 7.)[7,„ 
n = г cosh Pl. (4, + |4, 

and «Ff! = 2 cosh P l ‚ 

Iu a long cable with voltage v; at the sending end, the voltage 


V at а distance lis v = v, e-rl = vjf(2 cosh P); and with ter- 


minal apparatus of impedance 7, at /, the voltage at the end V3, 
from the foregoing equation (if a / > 3) is found to be-- 


vam V1 2 Z, 
TE PEU MEE =. 
2 cosh p 4 Z.c 7 
9 z 
i and 19 = ie NS же ЖН 
2 cosh P 7 Z.--Z 


It two cables of characteristics z and z' are joined together, the 
second may be regarded as a receiving instrument of impedance 71, 
and we have -- | A 

V1 2 7! 20M ( z! =- 7 
2 cosh Pé Zz! фи ~ 2cosh P/ bt + 3 
which shows that part of the wave is reflected at the 
junction, represented by the fraction (21 — 2)/(7! + Z) of the 
incident wave, while the remainder passes on ; this ratio is called 
thé coefficient of' reflection, while the ratio 2 Z!/(z! + 7) is known 
as the coefficient. of transmision, the .phenomena, as demonstrated 


Vg = 


by the lecturer, being analogous to those exhibited by light waves. 


passing through a transparent body. Owing to the occurrence of 
these reflections, the interposition of underground cables in circuit 
with overhead lines produees a great increase in the attenuation, 
- and is highly detrimental to the transmission ; it is of the utmost 
importance to keep the z of tho line unchanged. 

he effect of an impedance coil inserted in a line was shown to 
be similar to that of a change in the character of the line at a 
junction, and this fact made Heaviside's proposal] to insert induct- 
ance appsar undesirable ; but in 1913 Pupin discovered that if the 
coila were spaced at short intervals compared with the wave-length, 
the reflection losses would be negligible. The necessary condition 
‘was that 6/2 should not differ sensibly from sin 6|2, where @ = 2 md|A,À 
being the wave-length and d the interval between successive coils. 
The “ loading " increases the wave constant 8 and diminishes the 
atteguation constant a. In practice the loading coils are double 
wound on circular cores of very fine iron wire, the coils being 
inserted in the go-and-return leads in such a way аз to assist one 
another in magnetising the ring ; the ratio of effective resistance 
to inductance is as small.as from 50 to 25, and the coils are 
inserted at intervals of d miles such that С L d does not exceed 25; 
where С is the capacity of the line in microfarads per mile and L 
the inductance of the coil in millihenrys. Various examples of 
such coils were shown, and the methods of installing them on o.H. 
and U.G. Post Office lines were illustrated, heavy loading requiring, 
Say, 250 M H. at 1}-mile intervals, and light loading, say, 50 M H. 


-at 23-mile intervals, on an underground cable, while in aerial lines : 


the coils were spaced about 8 to 12 miles apart. The physical 
aspect of the subject was illustrated with an apparatus devised by 
Dr. Fleming, showing stationary waves in rotating cords, unloaded 
and loaded. with beads representing the coils. In calculating the 
characteristics of loaded lines, as a first approximation, the 
inductance is assumed to he uniformly distributed. When this 
method does not give results sufficiently accurate, a special formula 
is employed. Where it is necessary to change the character of the 


line, the inductance must be tapered off, to prevent a sudden change 
of impedance. 


Institution of Civil Engineers.—In the course of his inaugural 
address last week, the president. Sir Maurice Fitzmaurice, touched 
upon the subject of the training of engineers. He himself had 
been brought up on compulsory Latin and Greek to the age of 19, 
both languages being taught in such a way as to develop the 
minimum amount of interest in his mind: on the other hand, he 
was taught mathematics and experimental science by a man whose 
te ching was alive, and who made commonplace things interesting 
—2one could not help learning from him. He wished to draw atten- 
tion to the fact that. whatever educational programme might be 
devised, a great deal depended on the teachers. While he was ex- 


tremely keen on a radical alteration in our teaching. so that 


scientific education should be kept all the time in the foreground, 
he insisted on the importance of а good genera] education, and 
suggested that a knowledge of one or more modern languages 
should be made obligatory. In addition to technical training, 
experience on works was indispensable. -preferably on large works 
--and the capacity of "getting on” with people and still holding 
one'sown was of very sreat value. After some years’ work at 
home, a young engineer should spend a few years abroad. 

Dealing with the necessity of improved relations between em- 
ployers and workmen after the war, which can only be brought 
about by inoreasing our trade, the presjdent remarked that it would 
be well if the Institution gave more consideration to questions of 
industrial and commercial policy, with which many of the members 
were well fitted to deal. The speech of the Prime Minister on 
August 2nd could. only mean that the whole power of the Govern- 
ment would be placed at the disposal of our trade, and that the 
Empire would be united for purposes of peace as well as for war. 
Still greater weight attached to the spirit which at present ani- 
mates our commercial leaders, Sir Maurice expreased the hope 


that those who were dealing with the development of our foreign 
trade would not fail to include full consideration of the important 
question of the adoption of the metric system of weights and - 
measures in this country. This system was obligatory in 34 countries, 
with a pópulation of 137 millions, and the Government of the 
United. States had issued a report this year, in which it was 
stated that international business required international weights 
апа measures. 

Institution of Electrical Engineers.—On Thursday. last week. 

the opening meeting of the session was held. Premiums awarded 
for papers were presented, and Dr. A. Russell delivered the Kelvin 
Lecture, which is abstracted elsewhere in this issue. 
. The opening meeting of the MANCHESTER LOCAL SECTION was 
held on Tuesday last, when the Chairman, Mr. A. E. McKenzie, 
read his inaugural address, dealing with the organisation of 
engineering industries, the linking-up of power stations, the 
Summer Time Act, and various other matters. 

The first ordinary meeting of the session of the SCOTTISH LOCAL 


SECTION was held at Glasgow on Tuesday last, when the inaugural 


address was given by the chairman (Mr. J. K. Stothert), who spoke 
particularly of the position of the industry after the war in refer- 
ence to the educational.and apprenticeship problems. It was ex- 
pected that Mr. C. P. Sparks, President LE.E.. would be present. 
but it was intimated that on the previous morning Mr. Sparks 
had sustained an accident in London, which had prevented: him 


from travelling North. 


The meeting of February 16th will be held at Glasgow. not Edin- 
burgh, as stated in our last issue. a m 

The first meeting of the NEWCASTLE-ON-TYNE LOCAL SECTION 
was held at Newcastle on the 13th inst., when Mr. Н. W. Clothier, - 
the new chairman, delivered his inaugural address. . Before com- 
mencing his address, he announced that the Section was forming a 
roll of those members who were serving their King and country 
either inthe Navy or the Army, and it was the Committee's intention 
to send, with the members’ approval, a letter of encouragement to each 
stating ‘that the opening meeting of the Session resolved that an 
expression of goodwill be sent to members on active service at 
home and abroad, wishing them God-speed and a safe return." 
This was agreed to, on the motion of Mr. P. V. Hunter. 

The Faraday Society.—'' Refractory Materials" were discussed 
at the meeting last week. Sir Robert Hadfield, F.R.S.. the president, 
stated that the qubject had not received in this country the atten- 
tion it should have had. There had been considerable importations 
from abroad of refractories, when, without doubt, equally good 
material was available in our own country. Much research was 
required in addition to that which was carried on at the works of the 
manufacturers. 

The Royal Society.--The Council has awarded the Copley Medal 
to Sir James Dewar, F.R.S., for his researches on the liquefaction 
of gases: the Rumford Medal to Prof. W. H. Bragg. F.R.S., for 
his researches in X-ray radiation : the Davy Medal to Prof. Н. L. 
le Chatelier for his researches in chemistry ; and the Hughes Medal 
to Prof. Elihu Thomson for his researches in experimental elèv- 
tricity. The Council recommends that Sir J. J. Thomson be elected 
president at the anniversary meeting on November 30th. 

Electrical Association of Australia.—At а meeting held in . 
Melbourne, on September 28th, Mr. F. W. Chambers rend a paper 
on "Scales of Charges in Relation to Electric Supply," and Mr. 
J. H. Butters one on “ A Description of the Tasmanian Government 
Hydro-electric Scheme." . 

South African Society of Civil Engineers.— At a meeting held in 
Cape Town in September, a paper by Prof. H. Bohle, entitled 
"Small Electric Power Stations; with Special Reference to the 
Worcester Hydro- Electric Scheme," was read. Prof. Bohle 
remarked that in that country municipalities were separated by 
great distances, and a supply in bulk was out of the queetion, 
except in a few isolated cases. Wherever electric light was desired, 
a power station had to be erected. resulting in a somewhat large 
capital expenditure per KW. installed, and, consequently, a high 
charge for energy sold. By carefully designing the plant, it was 
usually possible to keep the working costs within such limits that 
the cost per unit sold for lighting purposes did not exceed ls. 
maximum. The author went on to describe the principal features 
of the plant erected for the Worcester Municipality. which had 
cost approximately £15,000, The total annual costs would amount 
to Wbout #2.400, so that an average income of £200 рег month 
would be required to make ends meet. Of this sum £55 per month 
would result from street lighting, leaving an amount of £143 per 
month from private consumers. The system had not been officially 
opened many weeks, and the income had already reached the 
required sum. At Stellenbosch, a town somewbat similar to 
Woreester. the scheme cost only £10,900. The figures for the first 
year showed working costs amounting to £488, the income being 
from public lighting £500, and from private consumers £1,688. 
The whole profit made during the first. year had been put to 
depreciation and sinking fund. The figures showed that, with 
judicious working, even a small power station might be made а 
very profitable undertaking. 

Copper Prices.— THE Werrx’s CHANGES. — Mesi s 
F. Smith & Co. report, Wednesday, November 15th ;—Electrolytic 
bars rose from £144 10s. to £147 10s. ; ditto sheets, from £162 10s. 
to £165 10s. ; ditto rods, from £153 10s. to £156 10s. ; ditto o 
wire, from 15. 0р. to 1s. 65d. ; silicium bronze wire, from 18. 90. 
to Is. 104. cU 

Messrs. James & Shakespeare report, Wednesday. November 
15th :—No change in prices quoted last week. 


The Nobel Prizes.—The Academy of Science has derided 


to reserve the sums appointed for the physics and chemistry prizes 
for a future occasion, 
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Manchester Engineering Wages Advance.—According 
to the Manchester Daily Despatch, time workers in the engineering 
and allied trades in South-East Lancashire and Manchester are to 
receive an advance of 3s. per week. The decision was announced 
by the Committee on Production, which has been investigating the 
men's application for an advance of 9s. per week. The new con- 
cession, which is not intended to apply to or to affect piece prices, 
is to be regarded as war wages, and recognised as due and dependent 
upon the existence’ of the abnormal conditions now prevailing in 
consequence of the war. Engineering workers in Manchester, 
Ashton-under-Lyne, Newton-le-Willows, Stockport and Warrington 
are nffected. The men were given 3s. advance some time ago, 80 
that a large number are now receiving 6s. per week more than in 
pre-war times. 


Dublin Electricity Supply.—Mr. W. M. Murphy. chair- 
man of the Dublin United (Electric) Tramways Co., who has been 
the keenest critic of the management .of the Dublin electrieity 
concern, has, in an interview, denied a statement attributed to 
Mr. L. Sherlock, ex-Lord Mayor, and ex-chairman of the Electrieity 
Committee, that he opposed the obtaining of the money necessary 
"for providing what Mr. D'Alton now regards as abaolutely 
necessary." : | 

" What I did oppose. at the inquiry in 1911. when the Corpora- 
tion were seeking sanction for a large sum to extend the buildings 
and plant at the Pigeon House, was," said Mr. Murphy. “the 
spending of money on the Pigeon House site—' the mistake of 
great magnitude, as Mr. D'Alton calls it—and time has fully 
justified the advice I tendered. I had then absolutely no interest 
except that of the ratepayers and electric current consumers, being 
the largest representative ratepayer in Dublin, and I was at the 
time contributing to the Electric Department one-fortieth of their 
whole income from private consumers. The Corporation, however. 

- chose to treat me as a hostile witness, and would have-none of my 
advice, as it did not fit in with their pet scheme. 

“ My intervention did not consist of mere criticism. I brought 
them an offer from the owners of an_ideal site for a generating 
station on the quays which could be indefinitely extended, and I 
showed them how the new plant could be erected there, and how 
such of the Pigeon House plant as was worth retaining could be 
transferred to the new site." 

.In Mr. Murphy's opinion, "the exeuses for not making the 
business pay are simply childish.” “ А monopoly of the electric 
supply of Dublin could," he declared, "bea magnificent property 
and a valuable concession ; but I do not think that any solvent 
man or company could be found to-day who would take a present 
of the undertaking with ar obligation to discharge its liabilities." 


Educational.—UNIVERSITY OF BRISTOL “ SANDWICH 
ScHEME.—-Dr. Wertheimer, the Dean of the Faculty of Engineer- 
ing of the University of Bristol, has proposed a modified ''sand- 
wich " system of training for engineering students. А student on 
leaving school will enter the University. and will spend a session 
there, passing the intermediate examination for the B.Sc. Degree in 
Engineering at the end ; if his record is good and he is a promising 
student, he will be recommended to a firm, which will allow him 
to enter its works for a period of 14 months. This will enable 
the student to judge to what extent he is fitted for an engineering 
career, and will also enable the manufacturers to form an impres- 
sion ss to his suitability. He will then return to the University 
for а further period of two years, in some cases spending the 
Long Vacation in the works; after that he will return to the 
same works, if he has given satisfaction, for another period of 
14 months. A number of firms have already agreed to take part 
in the experiment, including the Electric Construction Co., Ltd., 
Wolverhampton ; Messrs. R. A. Lister & Co., Ltd., Dursley ; and 
Messrs. Mather & Platt. Ltd., Manchester.— Zhe Timex. 

The BOARD OF EDUCATION last year announced its intention to 
discontinue lower general examinations in Science-and Technology, 
but in a circular recently issued states that it hopes to be able to 
hold the higher general examinations in 1917, їп accordance with 
the regulations and syllabuses which governed the conduct of 
those examinations in 1915 and 1916, After 1917 no higher general 
examinations will be held in Pure Mathematics, Theoretical 
Mechanics, Heat, Magnetism and Electricity, Organic Chemistry, 
Coal Mining and Metallurgy. 


Lundberg “ Batch Exams.”—As the present war time is 
not very suitable for embarking on one of their periodical switch- 
ing competitions. Messrs. Lundberg & Sons have hit upon the idea 
of “batch exams.” This means that anyone applying for par- 
ticulars of the next competition is given the opportunity of working 
an examination paper without delay. and that when a certain 
number of such papers is in hand, the batch is examined, and 
certificates are awarded to those who acquit themselves well. The 
- results of the first of these batch exams. are аз follows, the names 
in each grade appearing in order of merit. :— 

Advanced.—H. Hanks (Birmingham ; T. C. Hodges (London); 8. Frankland 
(E. Morton, Yorks.'; L. Thomas (Rugby); T. Doyle (London) ; H. Cunnick 
(Swansea); J. W. Hiron (London). 

Intermediate.—H Grimshaw (Golborne, Lancs.) ; W. A McCall (Blackburn); 
W. Е. Fairchild (Newark); C. R. Gunn (Liverpool) ; R. Maynard (Cleethorpes) ; 
J. J. Rogers (Dundalk); K. G. Ferguson (London): А. Holroyd (Port 
Clarence). : н H ” 

Ртейтштату.—А. Doyle (Bexhill) ; J. Moran (Storling, near Bury); * Winnle 
(London); C. G. Ovens (Manchester); P. Carroll ( rumcondra); J. C. Gale 
(Eastbourne); С. Н. Bull (Blaina, Mon.) Eztra.—A. V. Harris (Waltair, 
India). 

Information concerning the above exans. can be obtained on 
writing to the firm at 477-189. Liverpool Road, London. N. Those 
who are interested in the subject may be reminded that we pub- 
lished а set of simple problems relating thereto in our issue of the 
3rd inst. 
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attended to in the Meath Hospital. 


` Street. 


Dublin Fire Incident.— While engaged in the extinction 
of a fire which had broken out in a furniture store at Harrington 
Street, Dublin, а member of the City Fire Brigade got in contact 
with a live electric wire. and seized hold of a colleague who was 
near by. Both men received severe shock:. and fell from the first 
window of th» builling to th» stre:t. Thoy were subsequently 


Signalling with Bare Wires.— The West of Scotland 


` Branch of the Association of Mining Electrical Engineers, which 


is in January next holding a display of all the various typ2s of 
bells that comply with the recent report on clectric signalling 
with bare wires, is inviting manufacturers who d»sire to exhibit. to 
get into touch with the secretary. An announcement on the 


hubject;appears in our advertisement pages to-day. 


Heating Appliances. — On October 15th, the licence 
schedule of prices on heating appliances under the Marsh patent 
for nickel-chromium resistance elements went into effect in the 
United States. The Marsh patent is owned jointly by the Hoskins 
"Manufacturing Co. and the General Electric Co., and almost all of 
the responsible heating-appliance manufacturers have been granted 
licences under the patent. Under the terms of the licence each 
appliance carries a minimum list-price and a maximum discount. 
The manufacturer, however, шау charge a price higher than 
schedule, which is being done on some lines.— Electrical World. 


Volunteer Notes.—FiRsT LONDON ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place.—Orders 
for the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 

Monday, November 20th. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 


nalling Class. Recruits’ Drill, 6.25—8. Lecture, "On Tele- 
phones," 7.30. 
Tuesday, November 21s«t.——School of Arms, 6—7. Lecture, 


7.15, “ Squad and Platoon Drill," Company Commander Fleming. 

Wednesday. November 291d.—Instruetional Class, 6.15. Platoon 
Drill, Platoon No. 2. 

Thursday, November 223rd.—Platoon Drill, Platoon No. 7. Am- 
bulance Class by M.O., 6. · s 

Friday, November 24th.—Technical for Platoon No. 10, Regency 
Squad and Platoon Drill, No. 9. Signalling Class. 
Recruits’ Drill, 6.25—8.25. Lecture, " On Telephones," 7.30. a 

Saturday, November 25th. - Parade,2.20. Uniform, for inspection 
by the County Commandant, at 3- As a full muster is important, 
every member should attend. : 

Sunday, Vorember 26¢h.--Entrenching at Otford.—Parade Victoria 
(S.E. & С. Railway Booking-office), 8.45 a.m. 

(By order) MACLEOD YEARSLEY, Adjutant, 
November 19th, 1916. 


Appointments Vacant. — (Charge engineers for the 
Northern Command power station. See our advertisement pages 
to-day. 


-~ 


Large British-Built -Pelton Wheel,—On Wednesday last 
we were able to inspect a large Pelton wheel which has recently 
been constructed in this country by Messrs. James Gordon & Co., 
the well-known water-power engineers, for the extension of the 
British Aluminium Co.’s hydro-electric plant in Scotland. The, 
wheel will develop a maximum output of 3,300 b.H.P. at 300 R.P.M.. 
and is, therefore, far larger than anything of the kind previously 
attempted in the country, and, indeed is, in point of comparative 
size, а very large wheel. The plant, which we hope to describe in 
an early issue, i» equipped: with special governing gear, and is 
intended to drive a three-phase generator. 


Electric Steel Furnaces Worked from Town Supplies.— 
A writer in a French journal suggests the installation of electric 
furnaces in towns, in order to utilise the plant lying idle at the 
power station during slack times. Не saw the first installation of 
this kind about eight years ago in & suburb of Turin. There were 
two small Stassano furnaces of 100 H.P. each, and two of 1,000 H.P. 
each, taking their current direct {тот the town supply. In 
France the idea is making headway. Outside Limoges, a Keller 
furnace has just been installed, capable of melting down 30 tons of 
iron turnings and other cheap scrap per day, and producing 25 
tons of high-priced cast metal, in conjunction with dephos- 
phorisation or without it, or turning out ordinary cast-iron of 
high quality when the current is obtainable at a low rate. The 
furnace occupies a very small space in the tramway depót. and · 
requires little attendance owing to the provision of ample labour- 
saving appliances. The current in this case is transmitted from a 
hydraulic power station to Limoges at 30,000 volts, where it is 
transformed down to 10,000, and then again to 110 volts to suit 
the furnaoe. The consumpton of energy is about 700 to 800 
Kw.-hours per metric ton of metal produced. The first heat would, 
it is presumed, have to start about midnight, or soon after the 
peak-load was passed at the power-station.— Culliery Guardian. 


U.S. Census of Electrical Manufactures.—4À pre- 
liminary statement on the manufacture of electrical machinery. 
apparatus, and supplies, for the year 1914, compared with the year 
1909, has been issued by the Bureau of the Census. The summary 
ahows that the capital employed in.1914 was 8355,720,000, an 
increase of 32'8 per cent. ав compared with 1909, and the value of 
the products was $335,170,000, an increase of 5l4 per cent.— 
T. aud T. Age. 
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Colliers and Flash Lamps.—4 collier at Owmearn was 
fined 20s. for having in his pocket whilst in the pit an electric 
flash lamp. He had procured the lamp in order to guide him on 
his way to the pit in the dark mornings ; and it was stated that he 
flashed his lamp on his way out of the colliery. . The prosecuting 
solicitor pointed out that it was distinétly provided in the Aet that 
no apparatus for producing a light should be employed underground 
except a safety lamp of approved pattern ; and the management. of 
the colliery took а serious view of this offence, desiring to stop 
this sort of thing at the beginning.— Colliery Guardian. 


Accumulator Manufacture in America —The equipment 
of thé new works of the Willard Storage Battery Co., which are 
approaching completion near Cleveland, U.S.A., will include 
apparatus using alternating current nt 24,000 volts, for the testing 
of battery jars, by means of which the smallest holes or thin spots 
can be detected. Incorporated in the new factory is also a refri- 
gerating test-room, in which it will be possible lo test motor-car 
engines fitted with electric starting and car-lighting motor- 
generators, battery, &c., at low temperatures. The engine unit 


with the starting and lighting equipment will be mounted on a . 


trolley, which runs on a track into the refrigerating room, where а 

temperature of 20° F. below zero can be maintained. Arrangements 

are provided for controlling the engine from the outside, and by this 

means it will be possible to check the behaviour of the batteries 

~ used with the engine-starting and сат. lighting sete under 
extremely low temperature conditions. y | 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and. industry, 


· also electric tramway and railway oficials, to keep readers of the | 


ELECTRICAL REVIEW posted as to their movements, ` 


Central Station Officials.—Mr. С. B. НАШАМ, shift engi- 
neer at the Hackney electricity works, who met with a severe 
‘bus accident in January last, has now resumed his duties 
after being detained in hospital for ten months. Before 
returning to work he led to the altar Miss Tuffle, of Sunderland. 
.. The Marylebone B.C. Electricity Committee recommends 
the Couneil to grant leave of absence during the period of 
the war to Mr. H. H. HorMES, sales manager, who has been 
offered an appointment in the Army with a commission. 

Mr. Т. K. БКіснАврѕом, station superintendent at the Maryle- 
bone electricity works, has resigned his position owing to 
failing health. 


General.—Mr. W. H. ALLEN, who relinquished the position 
of borough electrical engineer at Loughborough .in August 
last, joined Messrs. Chance & Hunt, Ltd:, at Oldbury, in an 
advisory capacity for the whole of their works at Oldbury 
and in various other parts of the country. The reason for 


Mr. .Allen's appointment was the recognition by the firm of - 


the need, in their particular business, of an engineer to give 
the whole of his attention in the first instance to the applica- 
tion of current in all possible ways to chemical production, 
and secondly, to generate power on a high annual load factor 
at the lowest possible cost, as 
iion result in much greater purity. 

Mr. OHRISTOPHER YOUNG, formerly of the electrical staff of 
‘the Farnham Gas & Electricity Co., who joined the Royal 
Flying Corps, and who recently obtained his- " wings," has 
been married to Miss Phyllis Lake. 

Ald. G. WEEKS, of Messrs. Weeks & Son, electrical engi- 
neers, has been re-appointed Deputy-Mayor of Bromley (Kent). 

London Gazette Notice.—Territorial Force. Royal Engi- 
neers. Tyne Electrical Engineers: Lieutenant (temporary 
Captain) C. M. Campbell to be temporary Major. 

The undermentioned Second-Lieutenants (temporary Lieu- 
tenants) to be temporary Captains :— 

H. O. Rogerson; H. Sherlock; C. F. Scott; D. Myles; F. 
B. C. Sutthery; T. T. Tucker; W. H. James; J. Lawther; 
BH. кошер, А | 

1e undermentioned Second-Lieutenants b ary 
dans ed i | аа 

. G. Campbell; E. V. Baldwin; E. Harrison: О. W. E. 
Hedley; W. W. Wilson; C. B. B 
Murray; О. Graham: J. Т, Batey; D. E. 
J. R. T. Emerson; F. T. Hamilton. 

Mr. W. Newton Weston, M.I.Mech.E.. 
a director of Messrs. 


Ross; A. S. Burdis; 


> has been appointed 
( | Herbert Morris, Ltd., of Loughborough. 
He wil continue to hold the position of seeretary, which he 
has occupied for the past nine vears. 


Roll of Honour.—The West liam Corporation tramway 
trafe staff have presented an inscribed silver tea service to 
Regimental-Bergeant-Major J. R. Jones, Royal Welsh Fusi- 
a8 peer! Cb. е enlisted whilst a motorman, in 

mmemoration of his bravery in action by which h j 
Me Military Cross. DE 

apper (Corporal) A. Т. TowrsoN (London Field Company 
has been presented with the Military Medal for хош, 
most important survey successfully under heavy fire. Sapper 

owlson was a draughtsman in the employ of the India- 


-Rubber Co., Silvertown and he has b TOME 
PM. DM . een on service in Fr 
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'who was for several 


. Gun Section); who 


." Gunner W. Ruey, R.F.A., 


electrolytic methods of produc- ' 


S. Micklam; W. Fox: J. B. 


f 


Corporal Вави, О. Dawrrey Dawson, Canadian Battalion, 
years а pupil at the Corporation elec. 

tric light works at Folkestone, has fallen in action. 
Sergeant L. Payne, В.Е. (Signalling Section), who has been 
awarded the D.C.M. for gallantry on the field of action, was 
a Leeds tramcar driver. Gunner Н, Lona, R.F.A., who has 


earned the Military Medal for excellent work аз a signaller, 


was a Leeds tramear conductor. 

Corporal ALAN WALKER, West Yorkshires. who is reported 
killed in action, was an electrician in the employ of Mr. В. 
Falshaw, of Harrogate. 

Private Joun Бмітн, West Yorkshire Regiment (Machine 
has been_awarded the Military Medal, 
was employed at the Leeds Corporation electricity works. 

| і employed in the Manchester 
Corporation tramways department, has been awarded the 
Military Medal. = : 

Sergeant J. W. Woop, 4th London Field Ambulance, 
R.A.M.C. (an employé of the Marylebone electricity depart- 
ment), has been awarded the D.C.M. 

Private T. A: Jones, of Runcorn, who has won the VC, 
was previous to the war in the-employ of the Mersey Power 
Co., Ltd., as fitter in the power -station at Weston Point. 
Single-handed, he captured 102 Germans. He is 36 Years of 
uge. The local Press contains copies of iuany messages of 
congratulation, aud his native place has naturally duly cele- 
brated his magnificent exploit. 

The sudden death at the. Wimereux Hospital of Private 
Ковевт DoNaLDsoN, Royal Irish Rifles, who was assistant 
electrical engineer to the Corporation of Halifax, is reported. 

Second-Lieutenant J. R. IRELAND, Argyle and Sutherland 
Highlanders, killed in action, was 19 years of аре, and was 
А шоста in mechanical and electrical engineering: at Edin- 
burgh. 

Private Rep, H.L.I., killed in action.at the age of 22 years, 
was employed as an electrician with Messrs. Allan Arthur 
and Ure, Glasgow. . 

Sergeant W. D. Barron, Canadians, has been missing since 
October 8th. He was employed with the Winnipeg Electric 
Car Co., and was 26 years of age. | 

Private W. E. Dunn, 11th Hants. Regiment, who has fallen 
in action, was employed in the Burton Corporation electricity 
department. m , 

Sergeant F. J. Bunk, who prior to enlistment was em- 
ployed at the Acerington electricity works, has wen the 
D.C.M. - | 

The Military Meda] has been awarded to Lauce-Sergeant 
Ber? Mer, of the West Yorkshire Regiment, who joined the 
Forces when only 16. Formerly he was in the tramways 
department at Bradford. > 

Corporal J. 'lHowPsoN, East Kent Regiment, formerly 
driller, permanent-way section, of the LCC. tramways 
department, has been killed in action. 

Private W. lfazELDINE, East Lancashire Regiment, who 
enlisted whilst with Messrs. Bullers, Titd., Hanley, has died 
of wounds. | "na ' 

Private J. Goopwin, Leicestershire ` Regiment, killed m 
action, was an eleetrical engineer formerly engaged at Belton 


. Park, Grantham. 


Second-Lieutenant A. Jackson, Border Regiment, killed in 
action on November 3rd, aged 95, was an électrical engineer 
with the- British Westinghouse Co., Ltd. "ME. | 

Gunner J. HENDERSON, R.F.A., who.served his apprentive- 


died of beri-beri whilst on service in Mesopotamia. 

Lance-Corporal E. RicHaRDsON, East Kent Regiment (The 
Buffs), who is reported from France to be missing since 
October 7th last, was for 14 vears on the staff of the Maid- 
stone Corporation electricity works. ; 

Company-Sergeant-Major HERBERT Santer, Rifle Brigade, 
who was at the outbreak of war an electrician at Manchester. 
has fallen in action, aged 34 years. | 

Private Leonard Row ry, Royal Fusiliers, who has been 
killed in action, was on the staff of the Potteries Electric 
Traction Co. | : 

Private Harry Тномгѕох, York and Lancaster Regiment, of 
ihe Rotherham Corporation tramway staff, has been awarded 
the Military Medal. - . 

The Military Cross has been awarded to Lieutenant IL B. 
Barran, R.F.A.. ‘and Second-Lieutenant S. R. BUTLER. 
R.F.A., for laying telephone wires under heavy fire, &c.. 
at the end of September. Г 
also for specially hazardous telephone work, by Gunner А. 
Driver, R.F.A., Acting Bombardier C. E. Braysnaw, R.F.A.. 
and Private C. TwiNEHAM, West Yorks. 


Obituary.—Sir W. VavamaN Мовалх. Ме ` uet 
record the death, which oceurred on Sunday in his ӘЛ 
year, of Sir Walter Vaughan Morgan, who many yenrs i 
together with five of his brothers, founded the Morr 
Crucible Works, at Battersea, and established two now We | 
known trade papers—The Ironmonger and The Chemist art 
Druggist. aih 

Мв. 8. W. ManbiCK.—We regret to announce the et 
Which oecurred on November 5th. of Mr. ‚5. W. Mad ie 
(retired), late electrical. engineer, H.M.O. Works, at the 3d 
of 72. Mr. Maddick's name has been identified with dec 
engineering since its infancy. He became associated ү е 
Heating, Ventilating and Lighting Department at the Hous 
of Parliament às far back as 1869. 


ship with Mr. J. -Ellwood, electrician, of Whitehaven, has, 


Military Medals have been won., 


бо. ae | А 
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NEW COMPANIES REGISTERED. 


Traction Development, Ltd. (145,238).— This company 
was registered on November 6th,. with a capital of £30,000 in £1 shares 
(10,000 7} per cent. pref. ord.), to carry on the business of manufacturers of 
locomotives, traction engines, motor cars, aeroplanes, and all heavier-than-air 


flying machines, and fittings for the same, mechanical and electrical engi-- 


neers, &c., and to adopt an agreement with R. F. Macfie and Macfie & Co., 
Ltd. The subscribers (with one pref. ord. share each) are: A. Smeed Prall, 
49, Swanage Road, Wandsworth, S.W., solicitor; H, М. Letts, 106, Fernhead 
Road, Maida Hill, W., solicitor's clerk. Private company. ‘The number of 
directors is not to be less than cwo or more than five; the first are F. Macfie, 
40, Talbot Road, W. and H. F. Smalman-Smith, Hampden House, Kings- 
way, W.C, Qualification, one share. Remuneration as fixed by the com- 
апу. Solicitors: Corbould, Ellis & Mitchell, 1. Church Court, Clement's 
ane, Е.С. Registered office: Hampden House, Kingsway, W.C. 


Tele-Dis Services (Founders! Company), Ltd. (145,270). 
—This company was registered on November 9th, with a capital of £1,000 in 
1.000 founders’ shares of £1 each, to acquire and turn to account any inven- 
tion for improvements in hygienic appliances relating to telephone apparatus, 
sound-recording instruments, &c., and to carry on the business of manufac- 
turers of and dealers in hygienic apparatus, lotions, polishes, pastes, patent 
medicines, and chemicals of all kinds, &c. The subscribers (with one share 
each) are: Millicent Roberts, 74, Sussex Street, Poplar, E., clerk; V. F. 
Mepham, 197, Felsham Road,- Putney, SW., accountant. Private company. 
The, number of directors is not to be less than two or more than seven; the 
first are not named. Solicitor: W. A. Colyer, 1, Clement's Inn, Strand, W.C. 
Secretary: W. S. Smee. Registered’ office: 97, Queen Victoria. Street, E.C. 


.General Engineering & Export. Co., Ltd. (145,240).— 
This company was registered on November 7th, with a capital of £5,000 in £1 
shares, to carry on the business of general merchants, engineers, contractors, 

. brokers, commission agents, manufacturers of mechanical and electrical plant, 
machinery, and hardware, &e. The subscribers (with one share each) are: 
W. С. Gurney, 112, Chestnut Avenue, Walthamstow, clerk; A. T. Freeman, 
.20, Marquis Road, Strocd Green, N., publisher's: assistant. Private company. 
The number ‘of directors is not to be less than two or more than five; the 
subscribers are to appoint the first; Solicitor: C. Crowther, 23, Abingdon 
Street, S.W. Registered by Jordan & Sons, Ltd., 116-17, Chancery Lane, W.C. 


ч 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


- 


Rangoon. Electric Tramway & Supply Co., Ltd.—A 
memorandum of satisfaction to thefextent of £5,750 on February 2nd, 1916, 
and to the extent of £826 on October 4th, 1916, of deb. stock dated February 
15', 1906, December 22nd, 1908, and November Sth, 1913, securing £250,000, 
has heen filed. 


A. Hirst & Son, Líd.— memorandum of satisfaction in 
full on September 7th, 1916, of dehs, dated February ТИП, 1910, securing 
£3,000, has been filed. 


CITY NOTES. 


- Mn. Bernard Drake presided at the 
Drake & annual meeting, held on November 9th. 
Gorham, Ltd. Не said that the net profit of £8,527 
compared with £3,817 in the previous 

year, and considering the proportion of their men who were 
with the Forces, the shortage of country-house installations, 
and the allowances they were making to absentees, they had 
been able to very satisfactorily adjust their organisation to 
meet the altered conditions. Government contracts included 
work on a number of camps in all parts of the country, and 
work for various branches of the Services, as well as at the 
works of big engineering, shipbuilding, and other companies. 
The large electric generating station for the United Alkali 
Co. had been satisfactorily put to work, and he had every 
hope that when the results were ascertained it would lead 
to further work of the same character. -The speaker gave the 
names of important works at which power and lighting in- 
stallations had been carried out, also of eminent private 
clients. The factory had done well, and very great credit was 
due to the works manager, who had increased his output by 
nearly 75 per cent. 'The wholesale department, the opera- 
tions of which were naturally curtailed by the lighting restric- 
tions and cessation of building work, had been able to apply 
its energies to the execution of Government power and light- 
ing orders, &c., with the result that both the turnover and 
profits had increased considerably during the twelve months. 
Every effort was being made to organise this and other 
departments with a view to trade after the war, as they looked 
forward to receiving export orders in connection with the 
reconstruction work which would be necessary in Belgium, 
France, Russia, and elsewhere. Their electric vehicle depart- 
ment had been able to demonstrate on an extended scale 
the economy and convenience which could be obtained from 
electric haulage. Vehicles had been supplied to the Chester 
Corporation, the Manchester Corporation, Broughton Copper 
Co., Ford Motor Co., Brunner Mond & Co., Deakins, Ltd., 
1. & J. M. Worrall, Ltd., Ainsworth & Son, and others, They 
-had-also repeat orders from Messrs. Richard Johnson and 
‘Nephew, Messrs. Greenall, Whitley & Co., and Messrs. Levin- 
stein, Ltd. As Edison batteries were reported to have run 


over. 60,000 miles in this country without renewals it was 
clear that battery-propelled vehicles would play an important 
part in the world’s carrying trade. As he was compelled last 
year to refer to the disappointing results of the branch in 
Manchester, he was pleased this year to congratulate the 
Staff on the improvement which they had been able to show 

‘both in turnover and profit. As, regards the future, there 
might well be hard times ahead, and the Labour problem 
was very acute, but they had made a good start for the enr- 
rent vear, and although it was unfortunate that it had been 
found necessary by heavy taxation to curtail trade exten- 
sions, and consequently earning capacity in the near future, 
they might rest assured that they would all do their best to 
meet whatever difficulties might be in store for them: 


' The report for:the year ended June 
. The Edison Swan 30th, 1916, states that after providing 
Electric Co., Ltd. for interest on both classes of deben- 

| | ture stock, and depreciation upon free- 

hold properties and plant there is a net profit of £24,147, 

plus £4,879 brought forward. · The directors propose: to 

transfer to reserve account £25,000, carrying forward £4,025. 


The capital expenditure during the year, before providing for 


depreciation, has amounted approximately to £16900, the 
major portion of this having been expended upon additional 
plant and machinery. The company’s trade has shown a 
further considerable improvement during the‘year. In conse- 
quence of this expansion all available cash 15 required in the 
. business, and considerable further sums could have been 
profitably eniployed. Under these circumstances, the direc- 
tors regret that they are not in a position to recommend the 
payment of a dividend upon the shares. The high cost of 
labour and materials has again seriously affected the profits 
derived from the manufacture and sale of drawn-wire. lamps, 
it being Mapa e to increase the selling price of these 
to meet such extra cost. The engineering side of the works 
has been almost wholly employed upon special work. The 
export business shows a stil further expansion, and this 
branch of the company's trade being now established upon 
a firm basis, it is hoped that when normal times come still 
Ard results will be obtained. Annual meeting: November 
92nd. 
After providing fór all chàrges in Monte 
Monte Video = Video and London; and making provision 
Telephone for income-tax and excess profits duty, the 
.  Co., Ltd. net profit for thé year ended July 318, 
1916, was £25,985, as against £25,776 
for the previous year. · £8,000 is put to depreciation of pro- 
perty and plant, £9,000 is transferred to reserve for renewals, 
and after paying a final dividend of 24 per cent. on the pre- 
ference and one of 3 per cent. on the ordinary, making 5 
per cent. on the preference and 6 per cent. on the ordinary 
for the year, £5,004 is to be carried forward, as against 
£5,394 brought in. There has been a moderate increase in 
the number of subscribers. Owing to pressure of business 
engagements Mr. Т. Phillips has retired from the board, and 
his brother. Lord St. Davids, has been elected to fill the 
vacancy. Mr. Albert Anns, formerly secretaty of the National 
Telephone Ca., Ltd., is recommended as an additional director. 


Sir J. Wore Barry, presiding at the 
Western Tele- meeting last week, said that although the 
graph Co., Ltd. receipts from messages were less by some- 
what over £15,000, the interest from in- 
vestments, &c.. almost balanced thia amount, resulting in a 
net decrease of slightly over £1,000 in revenue. In 1914-15 
the message revenue was the highest in the history of the 
company. Not only were a smaller number of messages 
transmitted, but a larger proportion of the total were ''de- 
ferred’ at half rates. The net profit to the company was 
less than for the previous year, but an unusually large bal- 
ance of nearly £86,000 was brought forward from June 30th, 
1915. and in view of the satisfactory condition of the com- 
pany’s financial position the directors felt justified in recom- 
mending the payment of a bonus of 2 per cent., instead of 
the 1 per cent. paid in past vears, making a total distribution 
of 8 per cent. for the vear, free of 1ncome-tax. With regard 
to the revenue since June 30th last, the traffic receipts for 
the three months to the end of September showed scarcely 
any variation as compared with the corresponding period 
last year. 
For the vear to June 30th the profit, 
Fraser & after providing for all expenses and depre- 
Chalmers, Ltd. ciation on buildings, plant and machinery, 
| was £24,668, as compared with £12,058 
for the previous year. This profit has been .arrived at after 
making provision for war taxation. The results show a con- 
siderable increase over those of the previous year, notwith- 
standing the increase in the cast of labour and materials, the 
difficulty of maintaining a sufficient labour force, and also 
the large increase in rates of freight and insurance to South 
Africa and elsewhere. The merchandise business in South 
Africa has shown substantial improvement during the year, 
and the prospects for the current year there, as well as at 
the other branches of the company, are good. The dividend 
of 74 per cent. on the preference shares was paid in July 
last. The directors have decided to earry forward the balance 
of profit to the current year in order to conserve the re- 
sources of the company required to provide for the large 
increase in values of stocks and work in progress. 
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British Uralite (1908), Ltd.—For the year ended June, 
1916, the profit was £6,308. After paying 5 per cent. divi- 
dend, and putting £2,000 to reserve, £1,197 is carried for- 
ward. The outstanding debentures, which participated in 
the profits, have now been paid off. - | 


Yates & Thom, Ltd.—The directors announce that, in 
consequence of an adjustment not having been arrived at 
with the authorities in respect of the proportion of profits 
payable to the revenue, it is impossible at the present time 
ío issue a correct balance sheet for the year ended August 
12th. The directors, however, feel justified in recommending 
a 10 per cent. dividend on the ordinary shares.—Financial 
Times. ; 


Cleveland Trust, Ltd.—At the annual meeting, held at 
Middlesbrough last week, Mr. W. Н. HUsTLER, who presided, 
said the Trust had been very severely hit by the holding of 
land and the electric light undertaking at Saltburn-by-the- 
Sea. In regard to the latter, he was afraid there was no 
possibility of any improvement so long as the lighting restric- 
tions and the greatly increased cost of oil fuel lasted, but, so 
far, the directors had not thought it advisable to meet the 


-pesition by increasing the price of current to consumers in. 


‚ the special circumstances obtaining at Saltburn. They had 
confidence, though, that the undertaking would give them 
a fair return as soon as the restrictions were removed. : 

Cape Electric Tramways, Ltd.—A dividend of 33 per 
cent., less tax, is announced. 

R. Hornsby & Sons, Ltd.—Dividends, 6j per cent. and 
a bonus of 34 per cent. on the ordinary shares are recom- 
mended, carrying forward £43,754. 

Castner.Kellner Alkali Co., Ltd.—A dividend of 13 per 
cent. for the past six months makes a total of 22 per cent. for 
the year. _ ; 


STOCKS AND SHARES. 


TUESDAY EVENING. 


Markets round the Stock Exchange exhibit a very fair 
amount of steadiness, and the firm manner in which Consols 
and other gilt-edged issues are maintained is a useful buttress 
to other investment securities. Here and there some slight 
yielding is taking place, though this does not become notice- 
able until а wquld-be seller tries to realise his stock, when 
both he and his stockbroker may be surprised to find that 
the transaction is less facile than they expected to find it. 
This is more particularly the casé with stocks in such markets 
às those touched upon here, because in a large majority of 
the stocks and shares the market is at the best of tines some- 
what limited. To-day, the position is that in many cases 
dealing has become a matter of negotiation. 

The reasons are several-fold, and have been alluded to on 
various occasions here. Summed up, they embrace the advent 
of a new Loan, the disappointment over Roumania, and the 
modification of the undue optimism which saw, last July, a 
termination to the war by the end of the present year. But 
the fine news of this week has helped to cheer up things 
generally. | 

Amongst electricity supply shares, a dullish tone prevails. 
Tt is not that there is much stock on offer, but rather the 
absence of inquiring buyers, that gives the market a heavy 
tendency. City Lights have been lowered 4, and so have 
Metropolitans and London Electric preference, the last-named 
looking reasonably-priced on a basis of 62 per cent. return. 
But with Exchequer Bonds paying 6, an industrial prefer- 
ence—even allowing for its being irredeemable—fails to 
attract at less than 7- per cent., unless it boasts special 
reasons to make it tempting. 

The re-election of President Wilson, after such a lot of 
fuss, is read. for the moment as а bear-point in regard to 
Mexican affairs, The argument is that Mr. Wilson's policy 
In Mexico has been a weak and vacillating one, fomenting 
disorders in the country instead of restraining them. Mexico 
Tramways 5 per cent. bonds are li down, at 384, and the 
Sixes, at 291, have lost 4 points. Mexican Light and Power 
issues remain unchanged. Some say in the Stock Exchange 
that Mexico cannot possibly get inio any worse a situation 
than prevails now, and that any change must therefore be 
for the better. But all the same, these people do not buy 
Mexican stocks. | 

Marconis have gone back to 2 13/16. The vigorous defence 
of Mr. Godfrey Isaacs in regard to the Marconi Co.'s con- 
nection with the German Telefunken has had no effect in 
helping the price of the shares, but it has been studied with 
keen interest. American Marconis and Canadians have 
scarcely moved; interest is very spasmodic, but there are 
many who hold that Marconis at the present price will one 
of these days provide the holders with substantial profits and 
arad. i 

e Anglo-American group of cable stocks is dullish, Anglo- 
American preferred slipping back to 95; but there haa been 
a slightly better inquiry for the deferred Stock on the basis 
of 9534. Creat Northerns, nt 374, have receded a further 10s 
Eastern Extensions show 2 rise, and a fall Similar in extent 
has occurred in Globe preference. West India and Panama 
Telegraph ordinary shares are unaltered on the dividend 


announcement of 6d. per share, free of tax, for the half-year 
уз June 30th last. Last November the dividend waa 94. per 
share. 
Underground Electric Income bonds show especial strength, 
having regard to the prevailing depression of other stocks in 
the Home Railway market. The price has advanced to 90, 
and the buying this time has come from the North. The 
strength of these bonds communicated itself to Metropolitans, 
which went up to 98, but reverted to 994. A slight im rove- 
ment has occurred in Metropolitan deferred stock, which has 
hardened to 184. It may be recalled that this stock was 
given to holders of the Great Northern & City Railway in 
exchange for their shares, and ranks level for dividend pur- 
ses with Metropolitan ordinary from the first half of 
920. Districts are lower at 153, while the £10 shares of the 
Underground Electric Co. are steady, although there has been 
free buying of the 1s. shares, raising the price to 6s. 6d. 
Brazilian Tractions weakened to 54, and Anglo-Argentine 
Tramways 5 per cent. debenture stock dropped to 69. The 
slump in British Columbia Electric Railway stocks shows по 
signs of abatement, dnd further falls have taken place rang- 
ing from 2 to 44 points, the 44 per cent. debenture stock 
being the chief sufferer. | i 
Callenders are 5s. better at 123. India-Rubbers rose 158. 
to 123. Electric Constructions rose to 1 3/32, and the prefer- 
ence are better at 1 1/16. The Edison & Swan shares are 
unehanged on the issue of the report, and industrials as a 


whole are steady, with the. exception of a few cases in which - 


-preference shares have given. way а little for the reasons 
mentioned above. The rubber share market keeps good, and. 
several excellent dividend declarations have plaved their part 
in stiflening confidence and prices. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Home ELECTRICITY COMPANIES, 


Dividend Price 
M Nov.14, Riseorfal Yield 
1914. 1916, . 1916. this week, p.o. 


Brompton Ordinary .. .. 10 10 а — £711 0 
Charing Cross.Ordinary e 6 6 84 — sh ? 210 
do. do. do, 44Pref.. 44 4i BY, = 6 6 4 
Chelsea ee ee ee ee Б 4 Б] - 6 18 4 
City of London es ee ee 9 8 11? -— i 6 16 9 
do. do. 6 percent. Pref, 6 6 101 — 51 
County of London NP ES | 1 103 — 610 8 
do. 6 percent, Pref. 6. 6 10; — 618 6 
Kensington Ordinary .. a 9 1 Б — 646 
casi i кесе zs EU 1 ; nd — : in : 
О» о, рег cent. a a A 
Metropolitan — .. —.. ' .. 5 8 a4 pa i 664 
до. per cent. Pref, . 4 8 — 740 
Bt. James’ and Pail Mall .. 10 8 ЕЧ —. 6 80 
South London .. xx e B b 245 — 616 1 
South Metropolitan Pret, .. 7 1 1 —. 678 
Westminster Ordinary .. .. 9 7 644 — 513 0 
TELRGRAPHS AND TELEPHONES, : 
Anglo-Am. Tel. Pref, ae °з 6 6 96 xd = 1 6 6 4 
do. Def. oe ee. 80/- 88/6 27} е 1 10 8 
Chile Telephone .. £o “we 8 8 1 -— Blt 5 
Cuba Sub. Ord, oe ee see 6 5 zd 8 B 8 
. Eastern Extension . 1 8 +14 *$ 15 6 
Eastern Tel. Ord. a i 7 В 142 — 66111 
. Globe Tel, and т. Ord. ee on 6 q 12 — «b 18 0 
йо. Pret, S 6 6 10 = { 616 В 
Great Northern Tel. - 2 39 874 == - 617 4 
Indo-European ee oe eo 18 18 51 б =" 6 1 8 
Marconi... .. .. .. 0 10 213 — bua 
New York Tel. 4} . e 04) 43 98 — 410 0 
Oriental Telephone Ord. .. 10 10 ар, — 466 
United R. Plate Tel. .. с VB 8 63 xd -- *5 18 6 
West India and Pan, .. m 1 — 1 = 
~ Western Telegraph .. .. 7 8 143 = *6 8 4 
Home КАП, А 
Central London, Ord. Assented 4 4 65) — 0323 
Metropolitan — .. .. .. 14 A a4 — 4 9.0 
do.. District ..  .. Nil Nil 1 —{ Nil 
Underground Eleotrio Ordinary Nil Nil 18. - Nil 
o. do. "A" .. Nil Ni Ө +1/- Nil i 
do. do. Income 6 6 90 +4 818 
Forzrien Trams, &c. 
Adelaide Sup. 6 percent. Pref. 6 6 435 — 61 6 
Anglo-Arg. Trams, First Pref, - 8 9 3 
do, and Pref. .. 3 ~ = 0 
do. . 6Deb .. 6 65 (9 -1 D: 
Brazil Tractions.. — .. .. 4° 4 54 -1 io 
Bombay Electric Pref... .. 6 6 10} — , 6 А 
British Columbia Elec. Rly. Pfce. 6 Б 69 = Т, 
do. do. Preferred — Nil bl —3 Ni 
do. do, Deferred — Nil 50 — M 
до. до. Deb. 4 4 ei -4 61 л 
Mexico Trams 5 рег cent. Bonds — Ni 88 —14 N il 
do. -6 per cent. Bonds — Nil 29 —i aa 
Mexican Light Common « Ni Nil 17 = il 
do.. Pret. ..  .. Nü Nu ВІ — N 
do. lst Bonds .. Nü Ni 40 = zi 
MANCFAOTURING COMPANIES. 
Babcock & Wilooz .. .. мМ 15 2i з б u 
British Aluminium Ord. MET 7 28/. 484. 6 $1 
British Insulated Ord...  .. 15 17 19 - 11 
British Westinghouse Pref, .. 74 7 2 — ў Su 
Callenders.. — ..  ..  .. 15.90 19 + in 
do. 6Pref.  .. .. 5 б - P 
Castner-Kellner .. HE о — — 6 Nil 
Edison & Swan, £8 paid e Ni — 8/8 v Nil 
do. до. 4 percent. Deb. 6 6 623 = 616 4 
Electric Construction ..  .. 6 1 14, + 45 6 0 0 
Gen. Elec. Pref. ee oe ee 6 6 10 m 8 18 0 
do. Ога. ee ee 10 10 143 = 1 16 3 
Henloy oe os ee ee 20 25 16 mov 613 6 
do. 43 Pref, oe ee os 43 Р 44 4 — i e] 17 fi 
India-Rubber ee ce ee 10 10 a + eg 4 1 
Telegraph Con... .. .‚ 90 9» = 


* Dividends paid free of income-tar. 


сос Оо е оч ч . 
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A DUAL METHOD OF MACHINE-FIRING 
BY COAL AND GAS. ` 


AN interesting example of boiler furnaces which are machine- 
fired by the dual application of gas and coal is found in the 
installation carried out by Messrs. E. Bennis & Co., Ltd., at the 
South Staffordshire Mond Gas (Power and Heating) Co.’s works 


BOILER PLANT WITH DUAL COAL AND GAS FIRING. 


at Dudley Port, Tipton. The plant comprises eight producers, 
each capable of gasifying 20 tons of fuel per day of 24 hours, 
and generating sufficient gas to drive gas engines of 2,000 H.P. 
continuously. The total capacity of the present section is thus 
equal to 16,000 H.P. 

The fuel, brought by boat or by rail, is loaded into bunkers, 
which automatically 
feed two conveyors, each 
having a capacity of 40 
tons per hour, which 
convey and distribute 
the fuel into the storage 
bunkers over each set of 
producers. The bunker 
over each producer will 
hold 40 tons, i.e., suffi- 
cient to keep the pro- 
ducer working for two 
days. 

The gas, after leav- 
ing the producers, is 
thoroughly washed in 
mechanical washers, and 
after passing through 
the ammonia recovery 
and gas-cooling towers, 
is further purified by 
large centrifugal fans 
and then passed through 
the scrubbers and the 
meters before being 
compressed апа sent 
through the mains for 
distribution. 

Some time ago it was 
decided to substitute 
mechanical firing for 
hand-firing and machine 
stokers arranged to burn 
either coal or gas were 
installed. "These are of 
the well-known “Веп- р 
nis" sprinkler type, of which an integral feature is the self-cleaning 
compressed-air furnace. The boiler plant of the South Stafford- 
shire Mond Gas Co. consists of three Lancashire boilers, each 
9 ft. X 30 ft., with extended flues, working at 120 lb. pressure. 
They are fitted with superheaters, and the gases discharge 
through an economiser. 


А definite guarantee was given by the stoker makers that the 
evaporation of each boiler should not be less than 12,000 lb. of 
water per hour, with an overload evaporation of 15,000 lb. per 
hour, when desired, for short periods, and an efficiency of 72 per 
cent. was also conceded. 

The qualified staff of practical chemists employed by the South 
Staffordshire Mond Gas Co. were entrusted with the task of taking 
tests which should establish the results of the work actually done by 
the boilers. The tests showed not only that the guarantees were main- 

tained, but that an appreciable 
increase on the figures had been 


achieved. For instance,.an over- - 


load evaporation of 17,000 lb. of 
water per hour from each boiler. 
instead of 15,000 lb. per hour, 
was obtained. 

The South Staffordshire Mond 
Gas Co., prior to the installation, 
had found no little inconveni- 
ence owing to the fact that 


the night and from mid-day 
Saturday until Monday morn- 
ing, when it was desirable that 
labour duties should stand at а 
minimum. 


mechanical stoker plant was 
arranged so that it could be coal- 
fed in the ordinary manner at 
ordinary times, and the boilers 
gas-fired during the hours of 
night and at the week-ends. 

А reference to our views will 
show the gas ducts let into the 
top flange of the stoker front, and 
secured by means of-a gas-tight 
joint. The baffler plates, which 
are situated behind the front, 
are arranged with a passage, 
the outlet being over the grate ; 
the gas thus passes from the 
ducts to the furnace. There are 
two ducts to each flue; that is, 
of course, four to each boiler, 
each pair containing a breeches 


‘the hopper, and passing thence 
to the gas supply, constituting 
an extremely simple and satis- 
factory arrangement. It is, of 
course, essential that air should 
have aecess to the gas; a valve is, therefore, placed on the 
furnace front with an adjustable cover to regulate the amount of 
air supply. The air is conveyed into the furnace through a separate 
air duct, and does not mix with the gas until it reaches the inside 
of the flue, where ignition takes place. 

The results have been such as to justify the firm in applying the 


SECTIONAL VIEWS SHOWING DUAL BOILER FIRING ARRANGEMENTS. 


idea to all their extensions of boiler plant since the method was 
first adopted. The fact that repeat orders have been placed for 
machines of the same pattern to those already supplied for their 
new installation of boilers, is in itself sufficient evidence of the 
efficiency of the method and its satisfactory solution of the problem 
it was designed to meet. 


- 


steam was required both during 


To meet this condition the - 


pipe placed immediately behind . 
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‘In a letter received from the South Staffordshire Mond Gas 
(Power and Heating) Co., the secretary states that the thermal 
efficiency obtained during & six months' run under all conditions 
and variations of load, including times when parts of the plant 
were off for cleaning and inspection, was 13 per cent. The 
average quantity of water evaporated per boiler per hour for a 
month's run was 14,880 lb. During this period the boilers were 
fired with slack during the day and gas-fired during nights and 
week-ends. . | . 


REVIEWS. 


Lncome-Tae in Relation to Local Authorities. By F.- OGDEN 
‚ WHITELEY and WILLIAM WHITTINGHAM. Bradford: Wm. 
Byles & Sons. Price 10s. 6d. 


There is room for a work on the dry-as-dust and unelevating 
subject of income-tax, which is, perhaps, as imperfectly com- 
prehended by some of those who profess to discourse on it as 
it is by the general public, who seemingly have some of the pro- 
fessional classes, such as the lawyer-politician, the lawyer, the 
accountant, that singular atom known as the "official mind," and 
other generally self-seeking and nebulous entities to thank for much 
of the difficulty and mystery that pervades it, and the anomalies 
in which it abounds. : 

The book before us is one that presents to the reader much useful 

information in an admirably concise form, and should be read by 
those who are interested in the general working and finance of 
Municipal Corporations. 

There are twelve chapters dealing. with income-tax generally 
within the limits of the title of the book in relation to local autho- 
rities. Chapter XIII treats briefly of the excess profits duty, and 
the book contains by way of an appendix a memorandum which 
was issued by the Institute of Municipal Treasurers and Accountants 
explaining the application of the provisions relating to excess 
profits duty in connection with the trading undertakings of local 
bodies, and sets forth statements illustrating the methods to be 
adopted in computing the liability. 

The sections and matter which concern us in particular, how- 
ever (in addition to excess profits), are those covering the ground 
ofthe assessable profits of tramway undertakings and electricity 
undertakings, as well as those discussing the important subjects of 
wear and tear and obsolescence. These appear to have received due 
consideration, are presented in succinct expression, as the follow- 
ing example shows, and, on the whole, we are glad to recommend 
the work. i | 

Statement showing Allowance for Wear and Tear for the 
Year ending April 5th, 1917. 
(Based on accounts for 1915-16.) 
Permanent, Way— 


es run 6,250,000... ; 
Track mileage БЕТГЕ = 55,803 miles per track mile 


(i.e., length of 
single track) 
therefore the allowance for rep“wal of pevmanent way is based 
on an estimated life of 14 years, 
Renewals— 


£4.400 cost of renewals : | 

rea of one mileof } x 112 niles (as above) ... £35.200 
years single track 

ate gairgy— Cost of 

repair. 

£9,374 

10,637 
9.832 


Year ended March 31st, 1912 
Year ended March 31st, 1913 
Year ended March 31st, 1914 


314 
Average for the three years, £95 per mile. 
£95 X 112 track-miles (as above)... ... £10,640 © 
Instead of three years, the average cost of 
repairs may be based on five years, but if 
five years is taken, this period must be 
adhered to in the future. In the present 
case, the average of £95 per mile was first 
adopted in respect of the assessment for 
the year 1914-15, and the same average will 
be applied for each year to April 5th, 1919 


Cables... эж Ses Te - m 

(In this undertaking the power is supplied by 
the electricity undertaking, and the cables 
are the property of that undertaking. In 
those districts where the cost of the cables 
for tramway power has been borne by the 
tramway undertaking an allowance should 

. be claimed of 3 per cent. on the written- 

. down value.) 

Workshop, Tools and Plant — 


Written-down value last year... Vs 
Expended during the year 1915-16... 


£29,843 


£45,840 


£5,800 
350 


£6,150 


At 5 per cent. vis "T «s 

(The written-down value to be carried 

forward to next year will be £6,150, less 
£307 or £5,843.) 


£307 


. protecting feeders and distribution networks, 


. in tramwa 


Standards and Brackets — 


Written-down value last year .. £38,000 
Ex pended during the year 1915-16 ... 2,500 
| £40,500 

At 5 per cent. T ; 


£2.25 
Trolley wiring and connection | 
Cars and other rolling stock ... 


No allowance for wear and tear is made in 


. Cent. on the written-down value. 
- Power station .. 77.77 


electric lighting undertakings. 
Total allowance for wear and tear in respect 
of the year ending April 5th, 1917 


£48.17? 


Localisation of Faults in Electric Light and. Power Mais, 
. with chapters on Insulation Testing. ` Ву F. Снавиѕ 
RarHaEL. London: Electrician Printing and Publishing 
Co. Price 8s. 6d. net. Third edition. i 
This well-known work has been out of print for some time, 
ang we are glad to welcome its reappearance in a new 
ection. А | | 
The author points out in the "preface that, although im- 


-Frovements have taken place in the manufacture of cables. 


and changes have occurred in the methods ot laying and 
faults still 
develop and have to be tested for and localised. Whereas the 
main principles of the testing of cables in situ and of the 
localisation of faults remain the same, the particular methods 
in which they have to be applied under modern conditions 
have altered, and it has accordingly been necessary io re- 
write the descriptions of the methods to be employed in 
carrying out the tests in almost every case. ae 

Beyond the rewriting of much of the matter of the earlier 
cditions, à considerable amount of new material appears m 
the present edition. Thus, in Chapter VIII, which deals 
with “ Discontinuities and Short Circuits," а good many in. 
structions for localising the results of burn-outs are introduced 
for the first time. A short chapter has been added on faults 
feeders, and in this some interesting methods 
are given for employing the trolley wires to form part of the 
loop or to replace the slide wire in the localisation test. 

‚ Another fresh chapter is devoted to the means which have 
Feen so largely introduced in recent years. for providing 
duplicate feeders with automatic devices for the protection of 
the mains, such as the Merz-Price system, the core-balancing 
and split conductor systems, and the Ferranti-Walters and 
Callender-Waters protective systems. | 

The main part of the book is taken up with careful and 
detailed instructions for carrying out localisation tests lor 
faults under various conditions and by the various known 
methods. The author has drawn extensively on own 
experience їп describing the methods to be employed. the 
special precautions to be observed, and the limitations in ihe 
application of each. It is for the actual user of the teste that 
е writes, and. not for the more general reader, who mig 
desire to gain & more comprehensive insight into the prn- 
ciples of cable testing. It is the method of conducting ia 
test, rather than the principles on which it is based, tha 
the author sets out to explain, and he does it very well. The 
underlying principles are given also, but their иш 15 
secondary, and many special precautions or devices of à 
practical nature are introduced with little or no explanation 


‘of the theory underlying them. In saying this, the reviewer , 


intends no adverse criticism: the author has а particular 
object in view, and he quite legitimately pursues that objec 7 
and omits what he considers to be not essential to its ee 
ment. Thus, on page 51, he is satisfied to state that в 
well-insulated concentric system has its outer main at а m 
paratively low potential, owing to the effect of capaci dis 
without stopping to explain why the capacity produces 
result. which 
In connection with the diagrams Nos. 68 and 69, w s 
show transformers connected in series for breaking down 8 
fault, it might have been desirable to explain the simpli i 
lion in the connections which would result from the use 
single transformer capable of giving the’ required ртов 
One piece of advice we are glad to see emphasised Pu is 
Raphael in more than one connection, namely, tha aking 
wrong to wait for the development of a fault before Y best 
preparations for localising it. As far as possible, the fob 
method to be adopted on the particular system in а 
any special apparatus which may be required and са d 


tions of “equivalent sections," &c., for tbe circuits, shoul 


be carefully decided upon and prepared beforehand. Jt is not 
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the least of the kood points of Mr. Raphael's book that it 
will be of material help in making such preparations for the 
day of trial. 

Readers of tho earlier editions of this book will probably 
need no fresh assurance of its utility; to any others who have 
charge of installations where fault localisations may have to 
be made we can cordially recommend it. 


In concluding his notice of this useful and practical work, _ 


the reviewer ventures to make one criticism of a general 
character. He would like to suggest that if the printed 
matter had been more frequently divided into paragraphs, 
with fairly numerous sub-headings, and if the diagrams had 
been provided with titles, the book would have been rendered 
more convenient for purposes of ready reference. Such a 
subdivision would also have made it easier to give greater 
prominence to matters which are common to a series of 
tests, and which are at present in some danger of being 
buried amongst the details of the description of some parti- 
cular measurement. It is only fair to add that by the provi- 
sion of a good index the author has deprived this criticism 
of some of the force which it might otherwise have had. 


B 


MINISTRY OF MUNITIONS OF WAR. 


PROCEDURE AFFECTING SUPPLIES OF MATERIALS. 


Tue. Ministry of Munitions is desirous of informing manu- 
facturers, merchants, and exporters that the arrangements 
that have been in force for controlling supplies of steel, tin- 
plates, &c., are to be extended to other materials, and for 
the convenience of the public an explanation of the above- 
mentioned arrangements and their extended application 1з 
set forth below. | 

To obtain, whether for home use or export, supplies of 
copper wire, cable containing copper, bessemer and open 
hearth steel, corrugated sheets, tinplates, tinned sheets, terne 
plates, blackplates and lead-coated sheets, it will be necessary 
either to quote a Government contract reference and number 
if the materials are required to execute a Government con- 
tract, or to procure a permit reference number and priority 
classification from the Ministry of Munitions, Priority Branch, 
98, Northumberland Avenue, W.C. In applying for such a 
permit, full particulars of the requirements and purpose 
should be given. "This. Government contract reference and 


number, or permit reference and number and priority classifi- 


cation, as the case may be, must be quoted to the suppliers, 
who are forbidden to deliver any of the aforesaid materials 
without being furnished with a Government contract number 
or reference number and priority classification covering the 
material ordered. | 

Where one of the following can be quoted to the suppliers 
no permit reference number and priority classification from 
the Ministry of Munitions are needed :— 

1. Admiralty contract reference and number or Admiralty 
Priority Section permit reference and number. 

2. War Office contfact reference and number. . 

3. Ministry of Munitions contract reference and number. 


4. Commission Internationale de Ravitaillement or Com- . 


mission Francaise sanction reference and number, with 
Ministry of Munitions priority classification. 

- 5. Board of Trade (Marine Department) (in the case of mild 
steel only) permit reference and number declaring merchant 
shipping to be munition work. 

6. Post Office contract reference and number (in the case 
of copper or copper alloys only). 

In the above cases (1—6) suppliers on receipt of the con- 
tract er permit reference number and a declaration by the 
customer that the materials ordered are required solely to 
fulfil the orders covered by the reference number quoted are 
entitled to deliver on the basis of priority classification A/4 
(war werk). If a higher grade of priority is required, appli- 
cation must be made to the Priority Branch of the Ministry 
of Munitions, stating the ground of special urgency. 


The reference, date, and grade of contract permit or: 


priority classification should be passed on to sub-contractors, 
if any, so that thev, like the main contractor, can quote the 
necessary particulars referred to above on any orders that 
may be placed with the merchant, stockholder, or the manu- 
facturer of the materials. This means that once a permit 
has been granted for a certain plant, such permit covers all 
parts and materials necessary for completing the plant un- 
less instructions to the contrary are entered on the original 
permit. : 
As в general rule, the customer should make the applica- 
tion for permit and priority classification, and not the stock- 
holder or manufacturer of the materials. 
. References need not be insisted upon in the case of urgent 
ыу telegraphic instructions for immediate repairs to 
8. 
In case of machine tool firms and electrical firms, the 
- order can be covered by quotation of the reference and date 
of permit accorded by the Machine Tool Department or the 
Electrical Branch of the Ministry of Munitions respectively, 
for the machinery or parts for which the material is ordered. 
None of the aforesaid materials can be supplied, except for 


oP 


orders or contracts coming within Class '' A" or Claes “В”; 


only shell discard quality steel and iron are allowed to be 
supplied in Class “ C" or Class "C" Priority Instruction 6. 
If required for use within the United Kingdom, shell discard 
quality steel can be obtained without any permit. If for 
export, shell discard quality steel can be obtained only where 
the orders have been classified by the Priority Branch, and 
the pde оа S the ped qu certificate and 
specific particulars of destination must be quote iers 
and the War Trade Department. DEL LU 

In all applieations full particulars should be given under 
the following headings :— 

1. A precise description of the articles or materials required. 

2. The exact quantities thereof. If required for different 


: orders or purposes the quantities к for each order or 
o 


purpose respectively. If required for stock, or “running 
account," the minimum quantities needed for a period of 
three months and the respective quantities in hand at present. 

3. The name of the firm or firms with whom the order or 
orders are or are to be placed, respectively. 

4. The respective war, national, or other object to be served, 
and proof of urgency and importance. 

A priority certificate is required even though the goods are 
merely to be transferred from one branch of a firm in the 
United Kingdom to another branch of the same firm in a 
foreign country or British possession. 


Merchants, manufacturers, and the general publie are. 


earnestly requested to assist the Ministry of Munitions in 
particular: and the nation in general by refraining from apply- 
ing for permission to obtain the materials mentioned herein 
unless the same are required for war or other urgent national! 
objects. It is essential that supplies should be conserved for 
direct war work and work of urgent national importance. 


NOTICE IN REGARD TO THE Export ОЕ CoPPER WIRE, AND CABLE 

CONTAINING COPPER, BESSEMER AND OPEN HEARTH STEEL, OR 

CORRUGATED SHEETS, TINPLATES, TERNEPLATES, BLACKPLATES, 
TINNED SHEETS, AND LEAD-COATED SHEETS. 


1. With a view to conserving supplies of copper wire or 
cable, Bessemer and open hearth steel, corrugated sheets, tin- 
plates, terneplates, blackplates, tinned sheets, and lead-coated 
sheets, the Director of the War Trade Department announces 
that it has been arranged with the Ministry of Munitions 
that export licences will not be granted unless a Ministry of 
Munitions priority certificate (Class ‘‘A’’ or Class “B”) 
permitting manufacture or sale from stock^has been obtained, 
or unless the reference and number of an Admiralty contract 
or permit or War Office contract for the completion of which 
the copper wire or cable, steel, tinplates, &c., are required 
can be quoted. Export licences will not as a general rule 
be issued in respect of copper wire or cable, steel, tinplates, 
&c., for which a Class “C” certificate is quoted. — 

9. In the case of allied countries (France, Russia, Italy, 
Serbia, Portugal, Roumania, Belgium, Japan) priority certifi- 
cates are only given in very exceptional cases by the Ministry 
of Munitions, unless the application is supported by the Com- 
mission Internationale de Ravitaillement, whether the consign- 
ment is intended for a Government contract or not. Application 
should, therefore, be made direct to the Commission Inter- 
nationale de Ravitaillement, India House, Kingsway, London, 
W.C., which, if prepared to support the case, will communi- 


cate with the Ministry of Munitions, and arrange for the: 


issue of a priority certificate. If the copper wire or cable, 
steel, tinplates, &c., are for Government work and export 18 
allowed, the permits for export will be issued by the Com- 
mission Internationale de Ravitaillement. . If the goods are 
not for Government work, and the applicant is in a position 
to quote a priority certificate (*A" or "B") or contract 
reference and number, he should make an application to the 
War Trade Department for the grant of an export licence, and 
if the export is allowed a licence will be granted by that 
Department. . | 

3. In the case of Sweden, Norway, Denmark, Holland, and 
Switzerland, application should be made in the first instance 
to the War Trade Department, which, if there is no imme- 
diate reason for refusal, will arrange direct with the Ministry 
of Munitions for the issue of a priority certificate. The appli- 
cant should not communicate direct with the Ministry of 
Munitions, and the priority certificate will be forwarded to 
the applicant by the War Trade Department with the export 
licence. This exception does not apply to bessemer and open 
hearth steel nor to corrugated sheets. "M 

4. In the case of all other destinations, including British 
possessions, application for a priority certificate should be 
made direct to the Ministry of Munitions, Priority Branch, 
98, Northumberland Avenue, S.W. No application for an 
export licence can be considered by the War Trade Depart- 
ment, unless the number of & Ministry of Munitions priority 
certificate under Class "A" or "B" (or, alternatively, an 
Admiralty or War Office contract number) is quoted. 

5. A priority certificate is required, even though the goods 
are already manufactured, and even though the goods are 
merely to be transferred from one branch of a firm in 
the United Kingdom to another branch of the same firm im 


. & foreign country or British possession. 


6. Applicants are warned that the issue-of a priority certifi- 
cate by the Ministry of Munitions is not a guarantee that an 
export licence will be issued by the War Trade Department. 

7. If exporters have any doubt as to the reliability of the 
proposed consignee, they are recommended before proceeding 
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to manufacture to consult the War Trade Intelligence Depart- 
ment, Broadway House, Tothili Street, S.W. (as regards 
foreign countries in Europe), and the Foreign Trade Depart- 
ment, Lancaster House, The Mall, S.W. (as regards foreign 


countries outside Europe). 


AMERICAN EXPORTS OF ELECTRICAL 


GOODS. 


Tue following figures, showing the exports of electrical goods 
from the United States during the year ended June, 1915, are 
taken from the recently-issued trade statistics; figures for 
1913-14 have been added for purposes of comparison, and 
notes of any increases or decreases given :— 


| Dollars. Dollars. 
Telegraph instruments.— 1913-14. 1914-15. 
To Denmark =~ — 11,000 
var oc: ose c vA 16,000 14,000 
» Central America 14,000 8,000 
, Mexico. «c 9,000 17,000 
, Colombia 6,000 1,000 
, Argentina 1,000 — 
„ Cuba 1,000 1,000 
„ Brazil f да 29,000 1,000 
. ^ Other countries 61,000 23,000 
Total 137,000 16,000 
Telephone instruments.— 
To United Kingdom 55,000 132,000 
„ Canada ..  .. 432,000 205,000 
», Central America 38,000 56,000 
a Mexico... . 23,000 8,000 
5» Cuba s 82,000 76,000 
, Brazil е 336,000 51,000 
„ Other S. America 140,000 38,000 
Pr): | do "^u 14,000 6,000 
‚‚ Australia 271,000 405,000 
, Other countries 156,000 , 172,000 
Total . 1,553,000 1,149,000 
Olher electrical instruments and appliances.— 
То Canada | 8,760,000 2,253 000 
„ Mexico 326, "944 000 
» Panama .. 566,000 300,000 
эӊ 008: is 374,000 211,000 
., Argentina 358,000 191,000 
, Brazil 947,000 255,000 
» Japan... У 000 306,000 
; Philippine Islands 244,000 159,000 
„ Australia... 516,000 693,000 
', United Kingdom 574,000 1,950,000 
, Other countries 2,292,000 1,660,000 
Total 10,440,000 8,152,000 
Gas engines, stationary.— 
To Canada  .. 144,000 83,000 
, Argentina 26,000 3,000 
, Australia 13,000 91000 
, Europe  .. Фет 111,000 51,000 
» Other countries 89,000 269,000* 
Total . 383,000 420,000 
* Russia-in-Asi 
Electric motors.— ERN ЖЫ, 
To United Kingdom 461,000 992,000 
, Oanada 2 ai 833,000 514,000 
» Panama 221,000 40,000 
,. Mexico 264,000 81,000 
„ Cubs | 131,000 136,000 
: Argentina 109,000 30,000 
, Brazi 179,000 55.000 
+ Chile " 93,000 87,000 
» British Indi 99,000 $3,000 
» Japan — .. 829,000 303,000 
, Australia К 268,000 634,000 
», Other countries 1,055,000 564,000 
Total 4,542,000 2,819,000 
Petrol engines, stationary.— 
To Canada 1,009,000 608,000 
„ Argentina 200,000 19,000 
,, Australia 290,000 180,000 
з Mexico  ... xi 34,000 18,000 
», United Kingdom 89,000 125,000 
» Other countries 709,000 250,000 - 
Total 2,331,000 1,200,000 
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Dollars. 
Steam engines, stationary.— 1913-14. 
To Canada 190,000 
„ Cuba 38,000 
, Mexico b» Te 40,000 
» Brazil ze is et 4,000 
„ Philippine Islands 29,000 
„ Other countries 481,000 
Total 138,000 
Electric locomotives.— 
To Canada  .. S 3s 28,000 
, Panama ... icd ... 354,000 
„ Mexico Sale M а. 
, Bolivia 5,000 
„ Chile 4,000 
„ China 2d Si 5. 94,000 
„ Other countries eae 12,000 
Total VT ... 487,000 
Dynamos and generators.— 
To Canada ... id ... . 897,000 
„ United Kingdom 333,000 
„ Panamą ... is 43,000 
, Mexico 26.000 
„ Cuba EN dis ... 285,000 
„ Brazil Ж se .. 136,000 
„ Peru ies vA 12,000 
» Japan oF sih .. 869,000 
„ Australia ss КУ 92,000 
» Spain T RP .. 182,000 
„ Other countries 309,000 
Total 9,634,000 
Fans.— 
To Canada 70,000 
, Argentina 87,000 
, Brazil 26,000 
„ China _... 27,000 
„ British India 47,000 
, Japan 25.000 
, Australia 10,000 
, Uruguay ез 17,000 
„ Other countries 124,000 
Total 433,000 
_ Are lamps.— 
To Canada 35,000 
» Brazil +e 14,000 
,, Other countries 28,000 
Total 77,000 


Dollars: 
1914-15. 
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31,000 


* United Kingdom, $10,000. 


Carbon filament lamps.— 


To Argentina 4,000 
, Canada 7,000 
„ Mexico 98,000 
, Brazil А 10,000 
,, Other countries 53,000 

Total 172,000 


* United Kingdom, $10,000. 


Metal filament lamps.— 


To sas S RE — 
ni gaom nee 
,, Canada ... as 26 ,000 
, Mexico » 31,000 
„ Cuba í 18,000 
, Argentina 13,000 
, Brazil 95.000 
, Australia € 13,000 
,, Other countries 93,000 

Total 219,000 
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*Ttaly, France, and Spain, $10,000 each. 


Static transformers.— 


To United Kingdom 35,000 
, Spain T 422.000 
,, Canada 106,000 
, Panama Se 137,000 
» Mexico  .. x ER: 99,000 
„ Cuba AA p T. 55,000 
, Brazil .. 148,000 
» Chile 38,000 
„ Japan 253.000 
, Australia ws 47,000 
,, Other countries 845,000 

Total 1,455,000 


* Italy, 


91,000 

1,000 
73,000 
19,000 
32,000 


624,000 


$37,000; India, $99,000. 
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| Dollars. Dollars. Dollars. 
Insulated wire and cables.— 1913-14. 1914-15. Inc. ог dec. 
To United Kingdom .. 133,000 279,000 + 139,000 
, Spain i dico 45. ALBO 36,000 — 76,000 
„ Osnada ... е ae 267,000 137,000 — 180,000 
, Panama ... e T 273,000 195,000 — 78,000 
, Mexico  ... " .. A 100,000 49,000 — 58,000 
, Cuba A e ... 215,000 166,000 — 49,000 
, Brazil Е MS .. 893,000 143,000 — 180,000 
, Australia m .. 101,000 64,000 — 51,000 
,, Other countries .. 448,000 857,000 + 409,000 
Total T .. 1,992,000 1,912,000 — 80,000 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Substituting Paraffin for Petrol. 


A device has been recently invented by Mr, F. A. WILKINSON, of 
Hatfield, Herts, whereby motor-cars, and  internal-combustion 
engines used for driving electric lighting plants and other purposes 
designed for running on petrol, can be run entirely on paraffin 
without alteration to the engine or carburetter. At the existing 
prices of petrol and paraffin, a saving of about two-thirds the cost 
of running can be effected. 

The chief attractions of Mr. Wilkinson's invention, which is 
known as the “ By-pass” paraffin attachment, are that it is by no 
means expensive to purchase, and can be fitted up in a very short 
time, and that the engine can be instantly converted to run on 
paraffin or petrol by simply opening or closing a valve. In order 
to vaporise the paraffin to enable a start to be made from cold, an 
electrical heater is provided which is wound for a suitable voltage, 
the power consumption being 196 watts for 2) minutes. After the 
engine has started, the paraffin and air passing from the carburetter 
are heated by the somewhat revolutionary method of introducing 
а small percentage of the exhaust gases direct into the inlet pipe. 
which, mingling with the paraffin and air, enters the cylinders for 
a second time. 

The attachment has been fitted to stationary engines and to 
many motor-cars, including Mr. Wilkinson's own car, & four- 
cylinder Overland, which has now been running entirely on 
paraffin for the last seven months and continues to give him 
great satisfaction. 

Fig. 1 shows the attachment, in which the electrical heater A is 
mounted alongside of the carburetter, being held in position by 
means of a pipe connecting the float chamber with the bottom 


Fic. 1.—'' By-pass ° PARAFFIN ATTACHMENT. 


outlet of the heater ; this connection ensures that the level of the 
paraffin in the heating receptacle is always kept the same as that 
in the float chamber of the carburetter. Above the heater A is a 
valve с, connected by means of a small copper pipe to the T-piece B, 
which is connected to the induction pipe of the engine. The two 
openings of the valve D are connected respectively to the T-piece 
and the exhaust pipe; the function of this valve is to by-pass a 
small portion of the exhaust gases direct into the inlet pipe of the 
engine in order to heat the incoming charge of paraffin and air 
from the carburetter. When the attachment is fitted to a motor- 
car, these two valves are controlled from the dashboard by means 
of steel wires run in brass tubes, but in the case of a stationary 
engine the dashboard controls can be dispensed with. For con- 
trolling the electrical heater a switch and pilot lamp are provided, 
the second terminal being usually earthed when applied to a 
motor-car. 

A great advantage of the “ By-pass” paraffin attachment is that 
no petrol whatever is required for its operation, as the electric 
heater, which is only used for starting purposes, enables the engine 
to start from cold on paraffin. 


Klaxon Factory Signals. 


The displacement of steam power in so many of our factories by 
electricity has led to a demand for a powerful electric alarm 
operated from the existing supply, and the KLAxon Co., LTD., of 
1, King Street, St. James's, S.W., has introduced a high-voltage 
type of the Klaxon horn, which сап be employed on either D.C. or 
A.C. circuits at usual voltages. "Тһе sound can be heard at a 
distance of two to four miles, and overpowers. the noise made by 
machinery, while it is so distinctive that it cannot be confused 
with any other sound. For factory signals, fire alarms, time and 


danger signals, engine-room signals, burglar alarms, and code 


signals for calling particular employés to the telephone. &c., the 
Klaxon is said to be particularly useful. 


Reyrolle Combined Switch and Wall-Plug. | 


Figs. 2 and 3 show the combination of a watertight-pattern 
switch with a corresponding wall-plug. The switch is of box form, 
and is made to operate by a rotary action of the lid; it is of a 
design due to” Messrs. FOOTE & MILNE. The wall-plug is of a 


Fic. 2. Fic. 3. 
COMBINED WATERTIGHT SWITCH AND WALL-PLUG. 


metal-clad type as made by MEssRs. A. REYROLLE & Co., LTD., of 
Hebburn-on-Tyne, and an interlock between the two is provided so 
thatthe plug cannot be withdrawn when the switch is “on.” 

Fig. 2 shows the switch in the " 
" off " position. 


THE RONTGEN SOCIETY. 


THE presidential address from the chair of the Réntgen 


Society was delivered on November 7th by the new President, 
Captain THurstan HoLLAND, M.R.C.S., of Liverpool Не 
devoted himself to discussing the status of the radiologist. 
and the need for organised teaching of X-ray work and electro- 
therapeutics in the universities and medical schools. As 
showing the progress which had been made in apparatus, he 
mentioned that his first radiograph of the hand, taken nearly 
20 years ago, required an exposure of 1} hours, and now 
he was able to obtain pictures of the internal structure even 
of the deeper parte of the human body in a single flash. In 
the early days the chief desideratum was to obtain a good 
X-ray negative, but to-day a good negative could be obtained 
by anybody with modern apparatus, and it was not the photo- 
graphie technique which was so important now, as the 
interpretation based on the photographic result. This inter- 
pretation could only be carried out by a medical man of 
exceptional professional attainments, and here Captain Hol- 
land made a protest against the placing of lay persons in 
control of X-ray departments, and against the practice, which 
he said was a growing опе, of surgeons and physicians sending 
their X-ray work to unqualified people. To his certain know- 
ledge this was done by eminent and even titled members of 
the medical profession. He claimed for the X-ray depart- 
ment that it was the most important single department in a 
hospital, and that the cessation of its work would paralyse the 
hospital's activities. The man who had charge of it must have 
a thorough knowledge of physics, chemistry, and electricity ; 
he must be to a certain extent an electrical engineer, and 
he must be well up in medical and surgical diseases, and 
have more than а little knowledge of certain special diseases 
as well While there could be no objection to lay assistants 
helping in the work of the department, he insisted that no 
opinion on matters of diagnosis or interpretation should be 
given by such assistants, no treatment carried out by them 
on their own initiative, and that the medical head of the 
department should hold the strings very firmly. Не was of 
opinion that many of the smaller hospital X-ray installations 
up and down the country, in the hands of untrained medical 
men or equally untrained non-medical persons, were а con- 
stant source of danger to the community, and that the good 
they did in some cases was far more than counterbalanced 
by the mistakes they made in others. The time had come to 
enter a strong protest against the continuance of methods 
which allowed such anomalies to exist. As to electro- 
therapeutics, he said that this was becoming more and more 
important in every direction, and he urged the proper recog- 
nition of radiology and electrotherapeutics and the teaching 


on" position, and fig. 3!in the - 


560 — mE 


THE ELECTRICAL REVIEW. [Vol 79.. No.2,094, Моукмвав 17, i 


t6.. 


———————————————————— — 


of these subjects at the hospitals and universities. 

countries this teaching had been organised already, | 
proper lines. We must not lag behind. 
was moving strongly from the X-ray 
we ought to have a regular system of 
electricity, both .for medical 
He hoped to live to see the 


being carried on along 
America in particpnlar 
point of view. Here 
instruction in X-rays and 
students and post-graduates. 


In many 
and was 


time when these subjects would be taught at all the univer- 
sities and medical schools, their teachers having a recognised 


status. ; Е 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


` 


MEXICO.—The translation, recently published by the Board 
of Trade, of the revised Customs Tariff of Mexico—noted in 


the ELECTRICAL REVIEW of October 29th— 


as the rates of import duty 
mentioned goods :— 


Bronze, brass, and white metal, 
or granulated Y = 
Copper in ingots or granulated ... em 

ire of common metal, insulated, of any 
diameter .. ae Gx gan. ен 
Wire of copper or copper alloys, not 
_ covered, up to 2 mm. in diameter ... 
Wire of copper or copper alloys, of more 
than 2 and up to 10 mm. in diameter 
Articles of copper or its alloys, not 
specially mentioned— 
Weighing more than 10 kilogs. per 


in ingots 


article Ves - bic Vie 
Weighing not more than 10 kilogs. 
per article ... a m m 
Bars of copper or its alloys m " 
Armoured and insulated cables and wire 
Cables of insulated common metal, not 
armoured, and uncovered cable of 
copper or its alloys... КЕ os 
Pipes and tubes, sheets and plates, of 
copper, bronze, brass or white metal 
Lead in bars, pigs, or ingots ... 
Zinc in ingote, filings, or grains, and wire 
Lead in sheets, in tubes, or piping, and 
glaziers' lead 


Zinc in sheets, not specially mentioned DA 


Zinc in perforated sheets, for treating 
. ores e M ANE. " M 
Iron or steel wire covered with cotton, 
linen, wool, silk, or paper... aa 
Iron or steel wire more than 1 and up to 
10 mm. in diameter Н ih 
чо or steel wire 1 mm. in diameter or 
less " me as 
Iron or steel wire cables ... 
Talc and mica ae - a = 
Insulators of glass, china, and porcelain, 
not specially mentioned М ha 
Bulbs for the manufacture of incandes- 
cent electric lamps, commutators, 
switches, contacts and their keys, 
fusibles, circuit closers, rings, and 
detents — ... ze: "a e zs 
Automatic toys operated by spring, steam 
or electricity тз EN s Ж: 
Electric arc lamps and separate parts 
thereof та un и 
Incandescent electric lamps me e 
Machinery of all kinds for industrial pur- 
poses, and parts thereof js M 
Belts for machinery, of rubber, and of 
tarred cotton or hemp ... iik 
Rubber footwear "s us 
Rubber in sheets of all kinds 


Gross weight is the weight 
and wrappings, both interior 
the weight of the 


pings, bottles, and boxes 


100 centavos = 1 peso 


mails, are contained in a recent Customs 
lar (No. 737), the text of 


and exterior. 

goods, together with the re 
id I of cardboard, w 
they are packed inside the exterior cover 
2s. (par value) 


PHILIPPINE ISLANDS.—Regulations in 
administrative procedure to be followe 
articles imported into ihe Philippine I 


. kilog. gross 0 


33 


kilog. legal 0 


- 0 
. kilog. gross | 


3? 


kilog. legal 0 
. kilog. gross 0 


»» 


ga 


ME 


kilog. legal 1 
... kilog. gross : 


TS e 0 
-. kilog. legal i 


„э 


gives the following 
now payable on the under- - 


Rate of 
import duty.: <. 
Pesos. Cts. 
06 
Free. 
0 15 
0 15 
0 12 
30 
60 
15 
05 
0 10 
0 20 
0 . 05 
Free. 
0 08 
0 10 
Free. 
30 
09 
0 19 
0 02 
0 05 
0 02 
0 15 
50 
10 
25 
0 02 
20 
00 
12 


of'the goods with all receptacles 

Legal weight is 
ceptacles, wrap- 
ood, or tin in which 


containing them all. 


1 regard to the 
d in dealing with 
slands through the 
Administrative Cireu- 
which can be seen at the Department 


of Commercial Intelligence, 73, Basinghall Street, E.C. 


NEW PATENTS APPLIED .FOR, 1916, 


, (NOT YET PUBLISHED) 


Compiled expressly for this journal by Messrs. W. P. THowrson: кщ 
| Electrical Patent Agents, 285, High Holborn, London, W.C., pias 
Liverpool and Bradford. | 


12,434. '' Telegraph, &c., poles." F, Downes & W. С. Youxc. October 
30th. © 


. 15,43. “ 
17th, 1915.) 


12,448. "“ Improvements in electrically-propelled 


Battery coils." W., L. Wanker. October 30th. (U.S.A, March 


rail and road vehicles, 


applicable’ also to stftionary driving purposes.” S. Wuson & J. M. 
WirtsoN. October 30th. on 
15,461. “ Separator for magnetic ores." W. FRECHEVILLE. October Mth, 


15,464, “ Igniters for internal-combustion engines," 
B. Тномгзом. October 30th. (U.S.A., October 28th, 1915.) 


15,468. “ Wireless telephone systems." Tue Вютіѕн Tuouson-Housror 
Co. (General Electric Co., U.S.A.) October 30th. E 


o 
15,900. “ Dynamo-electric machines," R. L. CLEAVvER & Н. E. Ports, дк 
Sanpycrort, LTD. October 3lst. | 


15,516. “ Portable telephones.” 


J. F. Atvorp & W, 


H. W. Scorr. October 3lst. 


15,517. ‘ Electric heat radiators.” А. F. BERRY. October 3lst. 

15,41. “ Electrographic methods and devices," J. SHEARER. October Sst, 

15,543. '' Electric circuit controlling — devices," Soc. Francaise С Rapio- 
Er&CTRIQUE. October 31st. (France; November lith, 1915.) | 

15,546. “ Dry batteries." British Ever-Reapy Со. & А. Н. Ѕивррдяр. 


October 315. 


15.547. '' Radiotelegraphy апа radiotelephony." Soc. Francaise Rapio- 
ELECTRIQUE. October Sist. (France, December 8th, 1915.) 


15,555. '' Morse signalling apparatus." H. S. DICKSON. November Ist. 


15,561. “ Electric arc lamps." A. E. Амсоір & A. Н. RAILING. Novem. 
ber Ist. 


15,596. “ Fuses for electric circuits." Е, B. Hort & H. Sumu. November 
Ist, 


15,597. “‘Commutators for dynamo-electric machines.” V. M. Aus. 
November 1st. : s 
15,598. '' Processes of making laminated articles."  BRrrISH WESTINGHOUSE 


ELECTRIC. & MANUFACTURING 
U.S.A.. November Ist. 


15,623. “ Terminal attachment to counterbalance, sparking-plug electrode 
against centrifugal force on rotary aeroplane engines." . HuurHRETS. 
November 2nd. 


15,624. '' Electrolytic manufacture of metals and/or alloys." 
CROFT. November 3nd. 


15,643. “ Magnetic separators." О. C. Jones. November 2nd. 
15,661. *' Electrolysis of fused electrolytes.” Е. ASHCROFT. November 2nd.. 


15,675. “ Wireless telephonc systems." BritisH THomson-Houston Co. 
(General Electric Co., U.S.A.). ovember 2nd, 


Co. (Westinghouse Electric & Manufacturing Co., 


E. A. As 


15,680. “Locking, device for magneto-electric machines." G. W. BARNES, 
Н. Knox & С. Weston. November 2nd. 

15,712. “ Sparking plugs." С. WiLcox. November 8rd. 

15,723. ''Production of electric light." J. F. Sepucre. November Srd. 

15,730. “© Electrostatic induction machine," W. S, Frost. November 8rd, 


15,733. ''Electric heating and tempering." млр & Co. IRONWORKS. 
November 3rd. (U.S.A., June láth.) 

15,738. “ Electric welding." S. Z. pg Ferranti. November 3rd. 
.15,742. '' Dynamo-clectric machines.” A. H. MipcLEY & С. A. VANDiR- 
укы. & Co. November 3rd. | 

15,773. *' Electrical device for giving warning when gas pressure is re- 
duced." T. G. Moore. November 4th. - 

15,780. ''Switchboards, and manufacture thereof." W. №.  Rincrose. 
November 4th. 

15,781. *'Protective devices for electric 
Houston Co. (General Electric Co., U.S.A.). 

15,800. “Telegraph key." С; N. pg Hospr. 


cifcuits.". British — THOMSON- 
November 4th. 
November 4th. 


15,803. * Magnetos." Soc. ANON. APPAREILLAGE , ELECTRIQUE G®IVOLAS. 
November 4th. (France, December 27th, 1915.) | ay 

15,805. ‘‘ Unspillable electric batteries." P. D. Ношлйусз & ACCUMULATORS, 
Lro. November 4th, 


15,807. ** Insulators. for sparking plugs." J. Е. Воттомівт & L. SAwr. 


November 4th, 


PUBLISHED SPECIFICATIONS. 


(1914. 


13,961. SicNALLINC ON RAILWAYS Bv: DETONATORS. Compagnie. ET eux 
Electriques Pour Chemins de Fer. June 9th. (France, June 27th, UAE 
16,340. System oF CONNECTIONS FOR TELEPHONE INSTALLATIONS одао 
THE WORK OF THE OPERATORS 15 SUPERVISED FROM SPECIAL OBSERVATION 
Е. С. К. Marks (Siemens & Halske). July 8th. 


2915. 


REENTS 
103. DYNAMO-RLECTRIC. MACHINES FOR TRANSFORMING театр. NE 
INTO CONTINUOUS CURRENT OR VICE VERSA, AND APPLICABLE ALSO d, 19M, 


Current Generators. J. la Cour. January 4th. (January Bn 


Sweden.) € 
14,482. Protective Devices ror Exectric DISTRIBUTION кайыл я 
Thomson-Houston Co. (Genera! Electric Со., U.S.A.). October Бая 


14,490. Process РОВ tHe Manuracture or Нош оў SHAPES dur 


not 
AND FORMALDEHYDE. F. Pollak. October 13th. (Convention 


ranted, 

j e Trur-LIMIT Evectric Circum Breakers. Akt. Ges. Brown, Borer i 
et Cie. October 13th. (November 30th, 1914, Germany.) w, Cor 
14,503. IwrERRUPTERS FOR INDUCTIVE ELzgcrRIC Ciecurs. Harry W. 

and Co. & J. P. T. Bruggenkate. October 18th. x 
14,553. GaLvaNoMETERS. H. W. Sullivan. October láth. TR 
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ELECTRICITY SUPPLY. 


THE inaugural address of Mr. A. E. McKenzie, 


‘Chairman of the Manchester Local Section of 


the Institution of Electrical Engineers, deals with 


‘a number of the topics with which the electrical 


industry is at present preoccupied, and contains 
some information of exceptional interest. The 
rapid development of the Manchester electrical 


undertaking, which is unable under present condi- 


tions to keep pace with the demand, presents a re- 
markable record, and it is interesting to observe 
that the 3,750-Kw. generating sets—the finest in the 
country when they were installed—are giving place 
to 15,000-KW. turbo-alternators. Such is the march 
of progress. Mr. McKenzie recalls the opinion of 
a well-known central-station engineer at that time, 
that the 3,750-Kw. sets were more than twice too 


big; we did not think so, however, and in describ- 


ing the great extensions which were then taking ' 
place at Manchester (July, 1903), we expressed our 
confident belief that, although the huge scheme of 
public lighting by electricity had fallen through, and 
the new plant was therefore for the moment super- 
fluous, the industrial area served presented such 
magnificent possibilities that the output would 
' very soon increase to an enormous amount, suff- 
cient to tax the resources of the whole of the plant "' 
—a prediction which has been abundantly justified 
by the event. Since then the capacity of the plant 
has been further increased, from 30,000 Kw. to 
73,500 Kw. now, shortly to be raised to 93,000 KW., 
and while the output during the past twelve months 
was 196 million units, an output of no less than 300 
million units is expected within the next five years. 
The results already attained are excellent, and Mr. 
Pearce and his staff are entitled to our congratula- 
ticns. i 

The proposal to install electrochemical works in 
conjunction with public supply systems is so 


obviously a desirable policy that it has often been 


advocated, but, unfortunately, rarely carried out. 
There are some instances where it has been adopted, 
as on the Tyne, for example. The first requisite is 
a cheap supply of electrical energy; the second, 


enterprise and the will to collaborate on both sides; 


and the third, the necessary capital. While the last 
two items are not restricted as to locality, the first 
can be realised only where electricity is generated 
on a vast scale, and thus progress in this direction 
has taken place at few British centres up to the 
present. The fact that a consumer whose demand 
for electrochemical purposes will exceed that of any 
other consumer, not excluding the tramways, has 
just been connected to the Manchester Corpora- 
tion's mains is highly significant; it will require no 
extension of plant, the demand being kept off the 
peaks, and therefore the capital charges per unit 
will be minimised, to the great advantage of the 
undertaking and its ordinary consumers. The ex- 
ample is one worthy of imitation wherever circum- 
stances render it possible, and in the increased atten- 
tion which is now, and still more in the future will 
be, devoted to the production at home of chemical 
compounds for which we have hitherto been depen- 
dent mainly upon Continental sources we see the 
opportunity to develop this type of load on a large 
scale. 

We are glad to see that Mr. McKenzie recognises 
the great importance of economy in the boiler- 
house, which he rightly regards as the department 
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of a power station where, at present, there is the - 


widest scope for improvement. The boiler-house is 
usually a dirty, gloomy place, from which the engi- 
neer is glad to escape to the palatial engine-room; 
out of sight, out of mind—it is the old story, with 
the inevitable consequences. We do not accuse 
station engineers of deliberately neglecting their 
duties with regard to the plant which constitutes 
the very fons et origo of the energy which they dis- 
tribute; but we do hold that as it is a more con- 
genial occupation to study every possibility of in- 
creasing the efficiency of the handsome plant which 
adorns the engine-room, where an engineer feels 
that he is in his own element, rather than to potter 
about hot and dusty boilers seeking for air-leaks, 
criticising coal, examining ashes, and analysing 
smoke, the former has naturally had the preference. 
It is in the boiler-house that great changes may be 
looked for in the near future, and elsewhere in this 
issue we have endeavoured to focus attention upon 
certain features of design which appear to us to 
cry out for amendment. Cleanliness and light are 
amongst the foremost requirements, but there are 
several other particulars in which the modern boiler- 
house is far from ideal. As in other walks of life, 
‘“ fashion” here plays a great part in moulding 
design and hindering progress; nowadays, how- 
ever, new ideas are more readily taken up, as in 
the case of the rotary pump and the geared turbine, 
and we see in the Walsall power station the evidence 
of enlightened ideas on coal storage and boiler- 
hcuse construction. Further comments on this sub- 
ject will be found in the article above-mentioned, 
which we commend to the notice of our readers; 
but, returning to Mr. McKenzie's paper, we wel- 
«ome his reference to the future adoption of gas- 


‘firing for boilers and the installation of by-product 


тесоуегу plant, which will not only reduce the waste 
ОЁ valuable materials, but will also go a long way 
‘towards the evolution of the bright, clean, and effi- 
«cient boiler-house that we have in our mind’s eye. 
We have not forgotten that gas-firing implies pro- 


educers, but the conditions under which the latter 


operate are so widely different from those of steam 
‘boilers that they stand upon another footing alto- 
:gether. 


| Ir is somewhat of a novelty at 
The Edinburgh the present day to find an important 
Tramway city in our midst discussing what 
Report. system of tramway traction it shall 
| adopt, and under the circumstances 
considerable interest attaches to the up-to-date 
review of the situation contained in the expert re- 
port, prepared jointly by Messrs. Brodie, Hamilton, 
апі Horsburgh-Campbell to the instructions of the 
Edinburgh Corporation, on the future of the tram- 
ways in that city. | 
To be sure, Edinburgh has been wrestling, cir- 
‘cumspectly, in Scottish fashion, with this question 
for many years, so much so, in fact, that one has a 
feeling that Edinburgh without a tramway problem 
would be equivalent to Edinburgh without a Princes 
Street, which is probably an accurate statement of 
the case. For to the jealous eye of the City Father 
Princes Street is, to all intents and purposes, Edin- 
burgh, and to secure the amenities of this admittedly 
charming thoroughfare against the real or imagined 
depredations of those who had overlooked this fact, 
the city has been condemned to an obsolete tram- 
way system long after it had outgrown its possi- 
bilities for passenger transport. | 
It is, therefore, to be hoped that the latest report 
will assist the city authorities to a final decision; the 
expiration of the lease of the present cable system in 


June, 1919, barely leaves them time, judging by past 


experience. As might be expected, the report views 


unfavourably any system of street traction other 
than the overhead trolley; it even discusses the 
possibilities of the motor 'bus, although this was 
not specifically asked for by the Corporation and, 
in deference to the already mentioned sentimental 
prejudices of the latter, considerable pains are taken 
to explain that the overhead trolley system is in 


operation in, dare we say, equally charming locali- 


ties, without, so far as we know, suicidal results. 
It is unfortunate for Edinburgh that the Princes 
Street line forms a sort of wasp-waist for the whole 
tramway system; had there been alternative con- 
necting routes across the centre of the city, it is 
probable that the exaggerated views as to the im- 
portance of this one-sided shopping thoroughfare 
— from the utilitarian standpoint—would for: econo- 


.mic reasons have been dispelled. The idea that a 


motor "bus service could be constituted to provide 
the whole of the public street transit requirements 
of a large city has not, we believe, found accept. 
ance in any responsble quarter as yet, though, 
dcubtless, irresponsible admirers of such a project 
exist, and it is therefore well that this hypothetical 
alternative has been considered in the report. Ad- 
mirers of the motor 'bus appear to forget that its 
nimbleness is mainly due to its restricted carrying 
capacity, which latter is precisely the cause of its 
rejection for the situations where rush-hour traffic 
has to be dealt with. 

Of course, we do not know what the future may 
bring in the way of more efficient propelling machi- 
nery, but it is at least certain that the bulk of the 
average passenger will remain fairly constant, and 
that, therefore, any attempt to increase the carry- 
ing capacity of an individual 'bus must result in a 
vehicle as unwieldy as the "bus enthusiast alleges 
the tramway car to be, and in the sacrifice, to a large 
extent, of the mobility and nimbleness which are 
claimed as its attractive features. Nevertheless, a 
self-contained vehicle, such as the 'bus, whether 
driven by petrol, steam, or electricity, can perform 
valuable functions as an auxiliary traffic carrier, and 
this is duly recognised in the report. 

Of course, it may be that the “ amenities ” of the 
city—the name ''Auld Reekie" comes to mind 
though, no doubt, this was before the days of elec- 
tricity supply—coupled with recent developments tn 
aviation, will be sufficient to influence a further post- 
ponement of the question, which during, say, the 
next 25 years, should offer endless possibilities in 
the way of expert reports, discussions by City 
Fathers, and last, though probably by no means 
least, municipal by-elections. 

Р \ 


THE report of Mr. Т. Н. U. 
Aldridge,  engineer-in-chief 0 
the Shanghai Electricity Depart- 
ment, on the breakdown of a 
5.000-kW. A.E.G. turbo-alternator in the Riverside 
station, which we abstracted in our issue of July 
21st, has called forth a reply from the local agents 
of the makers, who advance various possibi¢ 
reasons for the disaster; all their excuses, however, 
are easily refuted by Mr. Aldridge. Referring : 
this and other A.E.G. turbines, he remarks үн, 
“the turbine plant is most unsatisfactory,’ whereas 
the six British machines, although from five to ун 
years in service, аге in excellent condition. ч 
want of space we must defer detailed reference р 
the subject to a later issue, but may add here t " 
at Melbourne and Sydney also A.E.G. 5,000 ects 
turbo-alternators have revealed similar de s 
which have led to serious trouble. Numerous othe 
cases of failure of German turbo-alternators, Tun 
formers, and switchgear were recently reporte | 
the South African Mining Journal, and 1t ee 
appear that German plant is rapidly earning F Y M 
evil reputation, not owing to the war, but to It 
own bad qualities. 
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THE WALSALL EXTENSIONS. 


ON October 31st the new Birchills generating station 
of the Walsall Corporation was formally opened by Mr. D. 
Hayward, chairman of the Electricity Committee; the 
extension scheme as a whole, including the above plant, hàs 
cost some £75,000. 

The first public supply of electricity in Walsall was com- 
тепсей in 1895, the “ Oxford " system being adopted, with 
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H.T. direct-current generation at 2,000 volts and motor- 
generator sub-stations supplying a 105-volt, two-wire 
distribution. 

Five years later, a 210-volt distribution was commenced 
to outlying portions of the borough, and plant was installed 
for supplying the Corporation tramways. In 1910 and 1911 
the first move in the direction of modern 
industrial supply was made, two 500-KW. 
turbo-alternators being installed in the 
old Wolverhampton Street station, for 
the supply of three-phase energy at 9,500 
volts, 50 cycles, in the Bloxwich district, 
a central rotary converter 'sub-station 
being also installed in Darwall Street. 

Apparently it was then appreciated 
that the old station and system of supply 
handicapped the progress of the under- 
taking, being quite unsuited for the pro- 
duction of cheap electric power, and, in 
view of the necessity of further exten- 
sions, expert advice was obtained, and 
the present scheme put in hand. 

The complete schemé, which includes 
the generating station; a three-phase 
transmission system at 6,600 volts to 
various sub-stations ; rotary transforming 
plant at the latter to supply the direct- 
current areas, and the changing-over of 
the latter from the original two-wire to 
a three-wire system, with double the pres- 
sure across the outer conductors ; also the 
laying of a H.T. network for the supply of 
large power users, was recommended to 
the Council in 1918 by Mr. E. M. Lacey, who had been 
called in to investigate the situation, and that gentleman 
has acted as consulting engineer in connection with the 
work. 

The Birchills station, comprising boiler and engine 
houses, with switch annexe, tank room, &c., is constructed 
in steel and brickwork, and may be regarded as а typical 


^j 


example of modern power-station design, incorporating 
certain novel features of great interest. The present 
buildings are intended to accommodate 12,000 Kw. of 
generating plant in three sets, and this is equivalent to 
10 Kw. per sq. yd. occupied, which, it is interesting to note, 
as indicating the progress being made, compares with 5 Kw. 
per sq. yd. in the case of the Radcliffe station of the Lanca- 
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Fic. 1.—VIEWS SHOWING ARRANGEMENT OF SELF-CONTAINED BOILER UNITS. 


shire Power Co., which was designed for 6,000 kw 
capacity, and, going further back still, only 1:6 Kw. per 
sq. yd. in the case of the original reciprocating engine and 
Lancashire boilered station of the Salford Corporation, 
which was also designed for 6,000 Kw. plant capacity. 

The boiler house is designed to accommodate six boiler 


Fic. 2.—INTERIOR OF BOILER HOUSE, SHOWING SMALL OVERHEAD BUNKERS. 


units, three on either side of the central aisle ; four boiler 
units have been installed, each comprising a marine type 
Babcock boiler with integral superheater, a superimposed 
economiser, induced-draught plant driven by a 30-H.P. 
motor, and steel chimney of the Venturi type, also a chain- 
grate stoker. Each of these steam units is designed for a 
normal evaporation of 26.000 lb. of water per hour from a 
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feed temperature of 100° Е. entering the economiser, to hopper and measuring apparatus in the chutes leading from 
steam at 185 lb, pressure, with a total temperature of е bunkers to the stoker hoppers. 

636^ F. ; on high duty 30,000 Ib. of steam per hour can 
be raised. 


The arrangements for coal handling are also somewhat 
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. Fig. 3.—ARRANGEMENT OF COAL-HANDLING 


PLANT. 


The coal is South Staffordshire unwashed slack, of 11,000 
B.TH,U. cal. value. 

Two Weir 8,000 gallons per hour, steam turbine-driven 
centrifugal boiler feed pumps are installed, these exhausting 
into a boiler feed heater, 

The engine house is designed to accommodate three 
4,000-Kw. Belliss-Siemens turbo-alternators ; two such sets 
have been ordered, but only one has been erected, The 
turbines are of the compound horizontal impulse type, ex- 
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Сі hausting direct into the contraflow surface condensers in the 
o ae REE —- basement ; a rotary air pump, ejector and centrifugal circu- 

DN ie СОАУ lating pump set driven by a 95-B.H.P. three-phase motor is 
provided to each condenser. It may be added that the 
canal will supply the necessary circulating water for up to 


: 5,000 Kw. maximum demand. The turbines, which operate 
novel, and, in addition to being much less costly than the at 3,000 R.P.M., are coupled to three-phase 6,600-volt, 


usual larger capacity overhead bunker construction, they 90-cycle alternators, the rotor fans of which draw cooling 


enable plenty of daylight to penetrate into the boiler house, air from outside through a-dry filter and connecting ducts, 
a feature which, in the past, has not 


al ways received the attention it deserved ; 
it may also be here mentioned that at 
the Birchills station the whole of the 
boiler house is glazed with wired glass, 
Coal is delivered in barges on the neigh- 
bouring canal, being transferred’ by an 
electric jib crane having a 40 ch. ft. 
capacity grab, to the hopper of a bucket 


Fig. 4.—Е.Н.Т. Switcu CONTROL PANELS, 
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conveyor, which runs for a considerable ТҮТТҮ М iw 
distance оп an. elevated structure over a ftir | | ш | 109 T it 
coal-storage yard, then passes along the MUR zz My LU 3. P 
roof of the boiler house, and returns over NE EC owl cus V 3 
minature steel bunkers holding some Nc c. ( 


| 
10 hours’ supply, finall being led down ra) 
the end wall of tlie boi lir lune and under 5 1 
the storage yard. 

The yard, which. will accommodate 
some 3,000 tons of coal, ig suitably 
formed with concrete flooring sloping to 
chutes, under which a travelling filler 
can be placed to feed the conveyor, thus 
providing for the alternative handling of 


conveyor is 30 tons per hour, and it ів 
driven by а 10-H.P. motor. An Avery 
weigher is provided at the receiving 
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and discharge it into the engine room. The alternators 
have a normal full-load rating of 5,000 K.v.A. and an 
overload rating of 6,250 K.v.4. for two hours, and are direct 
coupled to their exciters. 

The E.H.T. switchgear, of the Reyrolle ironclad type, 
situated on a gallery, consists of three generators and seven 
1,500-кү. feeder panels ; duplicate bus-bars are provided 
with a non-automatic interconnecting switch for coupling 
them. The Merz-Price system is employed for generator 
protection. The system is earthed through an earthing 
transformer direct connected to the bus-bars, and duplicate 
batteries are available for operating the E.H.T. trip gear. 
A new system of E.H.T. cables, designed for Callender. 
Waters earth leakage protection, has been laid down by 


Messrs. Callender, linking up several sub-stations in various. 


parts of Walsall. 

"The rotary-converter plant, consisting of two 500-Kw. and 
three 250-kw. machines, was supplied by Messrs. Siemens 
Dynamo Works. 

Five 500-Kw. static transformers, and the whole of the 
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switchgear for nine Бе. 
sub-stations, һауе али TANG S Lee 
been supplied by the | c 
British Westing- 
house Co. 

Two transformers 
installed in the 
Birchills power sta- 
tion convert three- 
phase current from 
6,600 to 375 volts 
for use in. motors 
driving, the station 
auxiliaries; two 
others are used to 
step up a 3,300-volt 
supply from the 500- 
KW. turbo-alternator 
sets in the old power 
station to 6,600-volt 
supply for use on 
the new extra-high- 
tension distribution 
system, while a fifth 
similar transformer 
is installed to convert from 6,600 to 3,300 volts to feed an 
existing switchboard and distribution network. All the 
transformers are of the, oil-insulated type, designed with 
ample overload capacity. 

The E.H.T. sub-station switchgear is of the sheet-iron 
cubicle type; the panels are fitted with red and green 
indicating lamps, amperemeters, contacts for voltmeter and 
synchronising plugs, and suitable relays affording automatic 
protection to rotaries and, feeders, and in the event of a 
feeder being cut out through excessive overload, preventing 
interruption of supply to other feeders; the oil-break 
switches are of large breaking capacity. 
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Not only has considerable space economy been effected in 
the new station, but its initial cost (£7 12s. per KW., which 
will fall to under £7 when 12,000 Kw. are installed) is 
low—a feature of particular importance in an industrial: 


. area, where cheap electricity is essential to prosperity. 


In conclusion, we are indebted to Mr. H. A. Howie, the 
borough electrical engineer and manager, and to Mr. E. M. 
Lacey, in accordance with whose designs and specifications 
the scheme has been carried out, for the particulars here 
given; also to Messrs. Babcock & Wilcox for drawings 
of the boiler and conveyor arrangements. . 


THE INSTITUTION OF ELECTRICAL 
: ENGINEERS. 


“On Tuesday last week, Mr. A. E. McKenzie, Chairman of 


{һе MANCHESTER LocanL SECTION, read his inaugural address, 
dealing with several 
general topics, the 
more or less direct out- 
come of the present 
war. His remarks are 
abstracted below :— 
Organisation of Engi- 
neering Industries.— 
Much has been written 
in the daily Press, and 
in every technical jour- 
nal, regarding the re- 
organisation of British 
industries. Опе  asso- 
ciation alone which 
has been recently 
formed represents firms, 
having an aggregate 
capital of over 150 
millions sterling. Such 
a powerful association 
cannot fail to bring 
considerable influence 
to bear in many direc- 
tions upon the trading 
conditions of the Em- 
pire. We know that 
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Fic. 7.—4,060-xw. BELLISS-SIEMENS TURBO-ALTERNATOR SET. 


the six leading Engineering Societies of the German Empire 
have amalgamated expressly for the purpose of recapturing 
their foreign trade which, through the invincible British Navy, 
has been cut off from them as it were by the stroke of a knife. 
It is the duty of each and every one of us to see to it that no 
effort is spared to prevent them recapturing this trade. It has 
been abundantly proved that the engineering firms of this 
country can supply all our рро of equal, if not better, 
quality than our Continental neighbours could supply, from 
a turbo-alternator to a lamp. If the purchasing engineers of 
this Empire, as distinct from those engaged in manufacturing, 
remember after the war the sentiments that most of us now 
feel, there is no doubt that the British engineering industry 
will soon attain that position to which it is justly entitled. 
This is not said to imply that British manufacturers have 
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in the past done all that they should to cater for the require- 
ments of, say, the electrical engineering industry. To cite 
one. case only, that of turbine rotor disks. Practically all 
these came from abroad before the war, mainly because the 
steel makers of this country would not adapt themselves, or 
lay their works out, for this class of business. The particular 
case cited is an important one, for if the British steel makers 
after the war will not take up this line it is bound to have 
a marked effect in determining the type of turbine to be em- 
ployed in the future, especially for large units. 

The Linking-up of Power Stations.—It seems to be the 
general opinion of the members of this Section that the inter- 
connecting of most of the existing stations should precede 
the building of a few large super-stations, from which bulk 
supplies would be furnished. _ | т 

The personal factor is very important in cases of this kind, 
where negotiations have to be carried out. Some engineers 
are more easily converted than others, who may be afraid 
of loss of prestige, and even of position, through the associa- 
tion of their undertakings with larger ones. The latter view 
is not really & sound one. Whilst the distribution of elec- 
tricity remains in the' hands of each existing undertaking, 
there will still remain scope for the services of an engineer- 
manager. The advantages of any linking-up scheme are by 
no means confined to the larger undertakings. __ 

It is to be hoped that the Government will assist to some 
extent in the raising of the capital necessary for the carrying 
out of the work, seeing that the estimated annual saving 
therefrom is approximately 30 per cent. 

The Summer-Timg Act.—Although as & result of the opera- 
tion of the Summer-Time Act the output from many supply 
stations has been considerably reduced, there can be no doubt 
whatever that, from the national financial standpoint, it has 
been an unqualified success. In Manchester the Act has led 
to marked benefits to domestic users. An examination of four 
residential districts reveals a saving of some 15 per cent. On 
the other hand, in certain industrial and shopping districts 
а similar examination reveals an increase of some 8 per cent. 
In the latter case the increases are due to war-work and 
revival of retail trading. 

It is estimated that the reduction in lighting output from 
the Stuart Street station for the period covered by the Act 
was equivalent to 1. per cent. of the total output, while the 
consequent saving in coal was about 600 tons. At the other 
Manchester Corporation stations the reduction was approxi- 
mately 1i per cent. of the output, with a saving in coal of 
about 400 tons. 

Supplies of Electricity for War Purposes.—The past year 
has been a strenuous period with all supply undertakings. 
The output from the various stations situated in all the large 
manufacturing centres of the country has gone up by leaps 
and bounds. | | 

The following figures relating to the Manchester electrical 
undertaking are doubtless typical of what other large under- 
takings are experiencing. The total plant capacity installed 
at the three stations to date is 73,500 Kw., and when the 
plant now under construction is completed will be 98,000 xw. 
Included in the latter is another 15,000-kw. turbo-alternator 
for Stuart Street station, and a 10,000-kw. ditto for Bloom 
Street station. These sets will displace reciprocating units of 
3,750 KW. and 1,800 kw. respectively. 

‚ I remember a well-known central station engineer remark- 

ing to me about 12 years ago, when the 3,750-Kw. sets were 

being installed, that it was a mistake to put down such large 

noite, and that additional 1,500-k&w. sets would have been far 
etter. 

During the year ending March last the present 15,000-xw. 
set at Stuart Street station generated some 90 million Kelvins. 
The total number of Kelvins generated during the year end- 
ing September Jast was 196 millions. This was an increase 
of 27 millions, or 16 per cent., over the quantity generated 
during the previous year. This increase, however, will be 
greatly exceeded during the current year, as the increase of 
power demands has already exceeded all previous records. 

Tt can safely be predicted that the annual output from the 


Manchester stations will within the next five years reach 300 
million Kelvins. 

иии Demands.—The establishment оѓ electro- 
chemical planes in this country is essential and steps are 
already being taken to secure the independence of the country 
in these essentials, Many of these plants can be adapted to 
take а restricted-hour supply during the winter months of ihe 
year, thus furnishing an ideal load for central stations. One 
such consumer has just been connected to the Manchester 
undertaking whose demand will far exceed that of any other 
on the system, not 
This supply will be given by the Corporation without the 
latter having incurred any capital outlay on plant to supply 
16, because over the peak of the winter load, viz., from 3.30 


pheric conditions, the consumer has arranged to reduce his 
: zero if required. Otherwise the demand will be con- 
tinuous night and day. There are several other large con- 
ө on the system taking a restricted-hour supply. Such 


There is no doubt that additional legislation is re 
enable our electricity stations to obtain coal in suffici 
tities for their needs and at reasonable prices. 


red to 
quan- 


The fuel that is procurable to-day is inferior to that tained 
before the war from the same pits, because of the meater 
ercentage of the dirt content. А large proportion of e total 
uel now offered was until recent years unsaleable. uring 
the late coal strike more than one large electricity unc hg 
P a 


was only enabled to сер running by burning fuel w 
been thrown on the rubbish tip in preceding years. › burn 
such inferior fuel called for conditions different fr ^ those 
previously obtaining in most stations, but higher dra: ht and 
modern grates suggest that frequently Ше lower g des of 
fuel can be used economically. 

The shigh prices now obtaining for all classes of el un. 
doubtedly call for the more efficient management >f our 
boiler houses, where more can be done to improve th econo- 
mical working of a supply undertaking than in а other 
department. The man in charge of the working of . large 
boiler-house should be an engineer of exceptional abi ty and 
should be well paid. The salary of such a man isa ve 7 small 
fraction of the saving he will effect. То him should all the 
duties of seeing that combustion is obtained as perf у as 
circumstances will allow; also that correct gas, wal г, and 
steam temperature are maintained. © MAS ‚. 

The indispensability of the analytical chemist in el :tricity 
undertakings of any magnitude is not yet sufficientl recog- 
nised. Only by regular testing can one ensure gett ig fuel 
of anything approaching constant quality from most с lieries, 
and the knowledge that such tests are made is usual у suff 
cient to make contractors careful in sending supplies t works 
where this practice is followed. Nor should the cl 2mist's 
efforts be confined to raw fuel tests. He should be -espon- 
sible for the correct treatment of the feed water, ind for 
seeing that scale and corrosion in the boilers are pre rented, 
and the like. · | 

Power Stations of the Future.—The large station of the 
future will, I believe, have a proportion of boilers g:s-fired, 
the proportion being based upon the load factor in, such 
manner that the extra capital incurred by the installation of 
by-product recovery plants will be remunerative, and ihe by- 
products of the bulk of the fuel used recovered. 

Skilled analysis and extensive experience tend to show that 
with improved forms of producers the aggregate value of by- 
products recoverable from coal by conversion to gas equals 
or exceeds the original coal value, and when extra capital 
and labour charges are taken into account, the procedure 
leads to a substantial rebate on fuel costs. 

There were isolated cases on record, in the days when 
slack could be bought at 6s. or 7s. per ton, where large boiler 
installations were fired throughout the year substantially for 
nothing, and as the value of the various by-products fluctuates 
largely in sympathy with coal values, one might expect а 
net saving by the system of between 4s. and 7s. per ton of 
coal consumed. - 

Gas firing has not yet had its fair chance, in that practica ly 
every trial has been conducted with Lancashire or water-tube 
boilers converted. There is a fine field open for the invention 
of the large and highly efficient gas-fired unit. The researches 
of the late Prof. Nicholson might be pursued in this connec- 
tion. 

Obvious advantages incidental to gas firing will be the 
utilisation of poorer grades of coal, and clean, comfortably 
controlled, smokeless boiler-houses, involving low maintenance 
charges. ee 

It seems not improbable that British engineers will аш 
at increasing the size of individual boiler unite in the future, 
whilst decreasing the number to be installed. It is, however, 
а moot point whether American engineers have not gone too 
far in the direction of the size of unit employed, and the 
duty expected from it. The higher efficiency of American 
boiler plant is by no means established. A compromise be- 
tween the two somewhat conflicting views would appear to be 
the correct line on which to develop the new stations that 
are planned in this country. The proposed use of large gas- 
engine-driven generators is now clearly a thing of the past. 
Their manufacture was never taken up very seriously in this 
country. Turbine plants undoubtedly hold the field, and in 
the near future one may confidently anticipate seeing units 
of 90,000—25,000 xw. installed in some of our large British 
stations. | 

Electrification of Railways.—During the last year or two 
most of the large railways have converted portions of their 
suburban traffic from steam to electric operation, and there 18 
no doubt that many similar conversions will be tried before 
electric traction is generally adopted for the main-line ише 

I believe that no two of the recent schemes are identical, 
and I cannot help feeling that in the light of our present 
knowledge it is perhaps just as well that it is во. 

Without doubt standardisation is desirable. but to stan- 
dardise an article or system whilst almost daily radical 1m- 
provements are being made would seem to be a great пра, 
If each system is developed and given a fair trial, the h 
will soon demonstrate its superiority over the others; E n 
let the Government legislate to enforce the adoption o a: 
particular system in.the future, to ensure through running 
all railways. | л st oe 

Rate Relief Тһе war has served to bring into prom nos 
again the vexed question of rate relief from the tra £ 
departments of municipalities. In these days of a 58. incom 
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tax, and with the possibility of an increase even оп this 


4 


figure, surely the time has come for a drastic revision of the 
methods followed by many municipalities of exacting large 
sums of money by way of rate relief from the trading depart- 
ments. So staunch a supporter in the past of the principle 
с rate-aid as the Accountant, in a recent issue wrote ав fol- 
OWN l1— 

“Our own view is that ratepayers aré entitled to be re- 
munerated for their financial guarantee; but we would put 
such remuneration on а basis of а sum not exceeding à per 
cent. upon the outstanding loans for the time being. We 
think that any municipality applying profits in excess of that 
amount towards the relief of rates is abusing its position." 

This extract is, I submit, significant of the change in public 
opinion. Most engineers are agreed that the nearer elec- 
tricity supplies are furnished to cost price the better for the 
community at large. 

As ап. alternative, it would not be unreasonable for the 
ratepayers at large to stipulate that the supply undertaking 
should, in addition to providing: for debt redemption, at the 
вате time make some provision over an extended period of 
years for a renewal of the assets of the undertaking when 
worn out, so as to avoid recourse to borrowing. To place & 
figure on this “ extended period of years ” is a question that 
requires very close consideration, as obviously it would not 
be fair to burden' present consumers for the benefit of 
posterity. ‚ . 


Tx the course of his inaugural address as Chairman of the 
H. W. CroTHiER paid a tribute 


NEWCASTLE Local Section, Mr. 
to those men who had nobly answered the first calls from 
the Army and Navy at the commencement of the war, and 
said that the way in which the majority of the manufactur- 
ing industry had to fight at the present was to multiply their 
output and to develop for the future. The stigma of a selfish 
motive which in pre-war days seemed to hover round the 
manufacturer who spoke of his productions was, or should be, 
now removed. The increase of output from every place was 
now the common national cause. The perfection of British 
productions, both now and in the future, affected the life of 
the nation, and so he thought he need make no excuse for 
selecting as the subject of his address the Development of 
Armour-elad Switchgear of the '" Draw-out ”’ Type. He suy- 
gested that this type of 
but an embodiment of British characteristics, and that the 
‘demands of those who set the standard had as much claim 
upon what credit there was in the development as the manu- 
facturers themselves. 

^ The leading features in the development had been :— 

1. The oil-break switch. 

9. The ironclad enclosure of conductors. 

3. The © dràw-out ” principle. 

Each of these three features was of very early British 
origin. With the aid of lantern slides he illustrated an oil 
switch attributed to Mr. Partridge, which was used on cable 
mains in 1892. Another was used by Mr. Ferranti on power- 
station switchboards in 1894-5. The use of ironclad pillars for 
generators was introduced by Mr. Raworth about the same 
time, and shortly afterwards the ‘“draw-out’’ principle, or 
the easy detachinent of complete working parts, was initiatec 
on the Ferranti slate-cell gear. Теп years afterwards these 
main features were assembled on the gear then known as the 
“ironclad” type, and at the same time а further feature, 
viz., the enclosure of bus-bars run in solid with compound, 
first published by Highfield, made possible a more complete 
enclosure. each conductor or hmb of the apparatus being 
screened by armour. 

He indicated the progress that had been made in the last 
decade, showing designs prepared in this country by several 


manufacturers, including Westinghouse, Siemens, B.T.H., 
llolmes, Switchgear & Cowans, Epstein Heap, Electrical 


Apparatus, and Revrolle. 

All the designs might be said to have one common purpose, 
viz., to meet the demand for apparatus solid and substantial 
in its constraction, and reliable in operation; nnd, though 
perhaps more expensive than some other types of switchgear, 
it had the humane feature of affording the maximum protec- 
tion to life. As there was a similarity of purpose, so there 
was a similarity in designs. and though standardisation might 
be too ideal to consider at the moment, he thought it was not 
an impossibility, particularly for 3.phase 440- to 3.000-volt use. 

It had been said in a recently-published book that ironclad 
u draw-out "" gear was '' suitable for mining and sub-stations, 
but with eontrol-board requirements of a central station the 
arrangement no longer possesses the advantage of simplicity." 
He did not agree with this statement as. in cases where п 
control board was requisite, the design of the control board 
presented no more ( 
with any other form of gear; in fact, in some instances the 
control board had been considerably simplified on account. of 
the use of armoured gear. | | 

Dealing with larger switchgear, Mr. Clothier said he thought 
the near future would decide in favour of the use of the 
armoured principle for all sizes of plant and power stations. 
He illustrated examples of large power-station switchgear, 
and said that the chief problems were :— Е 

The necessary strength of the enclosure of actual circuit- 
breaking parta under the heaviest stresses which may occur 
due to the breaking of short-circuit currents. 


of gear was not only of British origin, . 


difficulties with armour-clad gear than | 


r 


оп the old methods of training skilled labour, 


The prevention of static discharge and arcing across con- 
ductors. ; 

The perfection of all contacts аһа their surroundings to 
enable every one to carry the enormous currents which inight 
occur in practice in the event of short-circuits between phases. 

The elimination of all conductors which were of insufficient 
size to bear the stresses and currents which they might be 
called upon to carry under short-circuit conditions. 

He saw no limitation to the use of armour-clad gear in these 
problems for any size of plant or for any voltage, and there 
were no difficulties which experience to date had brought to 
light which were not equally applicable to other forms of 
switchgear construction. 


DELIVERING his inaugural address at the opening of the 
session of the, ScorrisH LocaL Section, at Glasgow, Mr. J. К. 
STOTHERT,. the new chairmun, said that in the extraordi- 
narily quick construction of munition factories too much 
credit could not be given to the great work that central- 
station engineers had achieved in meeting the requirements. 
Touching upon `` after-war" problems which would present 
themselves, the first thing that naturally occurred to one's 
mind on hearing the words "' trade after the war” was the 
protection of our industries from competition with enemy 
and neutral nations, but this was not going to the root of 
the matter. This subject of so-called Tariff Reform, or Trade 
Protection, should not be made a political football for the 
sake of catching votes, but should be treated in all serious- 
ness, as free from political bias as the Army or the Navy. 

What interested them most of all ns an engineering society 
was, perhaps, the question of technical education and appren- 
ticcship. "There was hardly any subject which had been 
more discussed. At one time the Trade Unions endeavoured 
to limit the number of apprentices that a firm could bind 
in proportion to the number of journeymen employed, which 
was part and parcel of the general scheme before the war 
which they had in mind, that the restriction of output meant 
additional wealth in the form of wages to them. The em- 
ployer, on the other hand, wanted -to employ as many 
apprentices as suited him. ec | 

The master£ as a rule, did not give sufficient attention 
to the education and technical training of the a prentices 
under their care, and this must be improved. The resulta 
of the war would see to that; for, not taking into account 
the effect which the dilution of labour was bound to have 
the trade 
unions would see, with so many casualties in their ranks to 
fill up, that the restriction of the number of apprentices 
would be a fatal policy; and the, masters must see that a 
little more care and a little more training for the apprentices 
would make them into skilled workmen all the more quickly, 
and make producers for the nation in the shortest possible 
time, and that was what was wanted. š 

In one works in the Glasgow district, salaried men were 
employed whose sole duty it was to teach the apprentices 
and bring them on, and it had been found that this was very 
beneficial, not only to the apprentices, but also to the em- 
ployers. They had, provided facilities for cheap and whole- 
some food, recognising that young and growing youths, work- 
ing hard and long hours, required perhaps better sustenance 
than they would otherwise get. They had also thought out 
a system whereby the better educated and brighter. boys could 
get a technical education as part of the apprenticeship system, 
but up to the present the success had not been altogether 
what they expected, due to the want of receptivity and sym- 
pathy on the part of the lade, and other causes; but they 
were sure that they were on the right lines, and that in the 
end they would succeed. It was possible that technical frain- 
ing throughout the country, and the apprehtice system, would 
have to be taken in charge by a central authority. 

They had seen the difficulties that the Allies got into when 
they were wanting in co-ordination, which enabled the enemy 
to shuttlecock his armies from one front to, another, and 
either nearly defeat us or, at least, hold us in check. When 
we were able to organise and co-ordinate all our forces and 
to act with one mind, a different state of affairs soon mani- 
fested itself, and what had been true of the fighting on the 
Continent would be true in our trade fight after the war. 
No longer must each firm fight entirely for itself. No longer 
must they keep their own experiments and researches secret 
for their own individual benefits, but there must be a freer 
interchange of views, n freer disclosure of results, and asso- 
ciations in the various trades, so that their research could 
be combined and the results of this research shared. In 
fact, any business which refused to act in this co-operative 
way would be avoiding a publie duty, with possibly dan- 
gerous results to its continued existence. Here, indeed, waa 
a duty for learned societies, to help more than ever they ‘had 
done in the past with research work, to do something prac- 
tical and useful, rather than shrivel up into societies, debating 
only those subjects which practical firms did not desire to 
keep to themselves. ‘The Institution was fully alive to this; 
it had a Research Committee of its own. It wa working in 
conjunction with the Committee of the Privy Council and 
other bodies, and he took it that what they were doing was 
being done by others.  . І | 

Dealing with the question of population and labour, Mr. 
Stothert remarked that with a million men gone in the war, 
and possibly two millions crippled, our power of production 
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would be lessened, when the war. was finished, and we should 
need all the brains and labour—skilled, semi-skilled, or un- 
skilled—that were then available. They must recuperate, and 
recuperate quickly, if they were to keep their place in the 
world, und if they were to compete with neutral nations. 
They must uproot from the minds of the workers that falla- 
cious theory, that the restriction: of output increased the 
wealth of the nation by creating a scarcity In commodities, 
abd therefore restricting the markets. They must do it by 
using brains and inventive faculties- for every possible labour- 
saving appliance which would tend to cheapen manufacture. 
Capital and Labour must work hand in hand; there must be 
no more avaricious employers, no idle or unreasonable work- 
men. How was а better understanding between irm nd 
and employed to be got at? How were strikes and lock-outs 
to be prevented? These were problems which no one man 


could solve, but about which they must all think, and every. 


individual effort to attain these objects would be something 
done to build up the bulwarks of our Empire. and to show 
our enemies that even in trade matters, as in military matters, 
wə were not indeed a decadent nation. 

‘Possibly, for the want of research, for the want in the 
past of Government support, our industry, which had made 
such wonderful progress even during the lifetime of younger 
men than himself, had been outstripped bv Germany and 
America. Of course, a great deal of this lagging behind other 
countries had been the result of Government legislation. 
Part of the present Government's programme was to facili- 
tate finance for trade purposes, but unless they proceeded on 
more courageous lines than he understood they proposed to 
do, no amount of re-awakened euergy, no:amount of organi- 
sation, would be of much use. He did not think any of these 
results, however, would be attained until a Ministry of Com- 
merce, or some such body, was established. A new Ministry 
of Commerce, in his opinion, was а necessity. Connected 
with the new Ministry there should be a new Consular sys- 
tem, more active, more informative, апа with more power. 
He knew from agents in foreign countries that the routine 
necessary to get information from the Foreign Office some- 
times took at least two years, while foreigners could get the 
same information, which would enable them to grab the 
order against ourselves, in two days. That wis what they 
had been up against, and that was what they would be up 
against; and, therefore, it was obviously necessary that one 


of the bricks of their new fabric must be a re-organised Con- . 


sular service. | [ 

In conclusion, Mr. Stothert said he was convinced that 
much of the industrial unrest and discontent was due to bad 
housing and miserable environment. Those employers of. 
labour who would, in conjunction with the Government and 
local authorities, look after the housing of their workpeople, 
would attract a better class of workmen, who would perma- 
nently stay with them, to the advantage of all. 


LEGAL. 


Tenux Co. v. Eranpem Co., LTD., AND 
EraNbEM Co., Lro., v. TELux Co. 


TN the King’s Bench Division, on November 16th, the Lord 
Chief Justice, sitting without a jury, had before him these 
combined actions. ‘The plaintiffs, of Hammersmith, alleged 
that their finn was formed by the defendant company, the 
Efandem Co., Ltd., of Fallings Park, Wolverhampton, for the 
purpose of getting rid of their goods. The defendants are 
manufacturers of electric batteries and cases, and the claim 


was for £852 15s. 5d. as damages for loss on the re-sale of 


goods not delivered. The defendant company counter-claimed 
for an account of all goods supplied and re-sold. 

At the outset, Mr. ABINGER, appearing for Mr. T. M. Gordon. 
claimed that his client was the sole partner of the plaintiff 
company, and that the action had been instituted without 
his consent or authority. "Various litigation had followed the 
institution of the action. Mr. Gordon refused to make an 
affidavit, and no order was made in an application to commit 
hin. Mr. Gordon took out a summons asking to be indemni- 
fied in costs on the ground that he was not a party to the 
action, which had been brought without his authority, and 
the Master made no order, costs to be dealt with by the 
judge at the trial. | 

His Lonupsnip : It seems to me that everybody referred the 
tangle to the judge at the trial. | | | 

Mr. ABINGER said he intervened because if it was found 
that Mr. Gordon was the sole partner the time of the Court 
would only be wasted by hearing tho case. 

Mr. Нсао Youna, K.C.. on behalf of the Wolverhampton 
Co., said, of course, if Mr. Gordon was the sole partner 
ав he was not bringing the action, the defendants had no 
case to answer. Jf the other parties were partners, then he 
had an answer to the case. | ' 

Mr. Юзтинхл„, K.C., opening the case for the plaintiffs 
said the defendants were in a large way of business; and had 
their works at Wolverhampton, with à London office The 
plaintiff firm consisted of P. A. Cooper, S. Gerald. and T. M 
Gordon, the active manager being, no doubt, Gordon and he 
had the main control of the business. Cooper was the sales 
manager of the defendant company at their London office, 


` 


and Brown was the order clerk. The Telux Co. was formed 
in May, 1915, for the purpose of selling the defendants' goods 
to the retail trade, and, 1n fact, they had no other business. 
It had a short life, and was in fact .dissolved in December 
1915. Тһе claim was for breach of contract in failing to 
deliver goods. The defendant company was formed in March 
1911, to take over the business formerly conducted by one 
Fahn and another, who had brought their appliances from 
Ainerica for the purpose of commencing this business. Mr. 
Fahn was the vendor to the company; he was the managing 
director of the company, and the active moving spirit from 
the very beginning. A Mr. Varley joined the board in 1913, 
and this matter arose out of a conflict between the Varley 
and Fahn groups. Messrs. Cooper and Brown were in the 
employ of the vendors. Up to this time the defendants had 
made a practice of supplying the very smallest retailers. This 
entailed a Jarge amount of work, and a change in the method 
was started by Mr. Fahn in 1914-15. Just before May, 1915, 
Messrs. Cooper, Brown and Gordon had a small shop in the 
Harrow Road, where they did a retail business as ‘ The 
C.M.G. Electrical Co." This was not very successful, and 
as a result of a discussion with Mr. Fahn. they started а 
wholesale business, Mr. Fahn -providing the money with 
which to open the account at his bank, the London County 
and Westminster.Bank. Matters went on until the present 
difficulties arose, when. the defendants said the.plaintifís were 
acting in competition with them. 

The hearing was resumed on Friday 

Mr. P. A: Cooper stated that he formerly acted as London 
export sales manager. The business of the defendant com- 
pany was the manufacture. of electric hand-lamps and 
dynamos. The defendant company were: anxious to devote 
their attention to the wholesale trade, and to eliminate deal- 
ings with’ retailers. The Telux Co..was started at Hammer- 
smith to deal with the retail side, and. witness became a 
partner in that business. After the starting of this businese 
witness was informed by a. representative of the defendant 
company that he must resign his position either in the Telux 
Co. or in the Efandem Co. ‘Witness was given a month's 
salary in lieu of notice by the defendant company. He, together 
with Mr. Gordon and Mr. Brown, were the partners in the 
Telux Co.. which was formed with the approval of Mr. Fahv, 
who was formerly managing director of the defendant co's- 


pany. 
. On the point raised Ьу Mr. Abinger that Mr. Gordon was 
a partner of.the plaintiff company, and was not a party to 
the action, his lordship ruled that Mr. Gordon should be 
added as a defendant. MC V 

Mr. R. VAUGHAN, of Messrs. Vaughan & Williams, solicitors 
to the plaintiffs, said this action was concurred in by the 
three parties. 


Mr. Ново Youna, K.C., said the orders were accepted in 


ignorance by Fahn, and the defendants denied the authority 
of Fahn, and no sanction he gave could have any authority 
behind the back of the company. 

Mr. KENDRICK, one of thé directors and chairman of the 
defendant company, was called, and gave evidence to thr 
effect that the defendant company knew nothing about th: 
members of the plaintiff firm being employés of their com 
pany. | ! | 

Cross-examined : Mr. Fahn was joint managing director с. 
the defendant company, and had general‘management. Mi. 
Varley had been brought up as an accountant in Wolver- 
hampton, and knew nothing special about this class of buet- 
ness. It was common knowledge that in 1915 the orders 
were heavy in this trade, and really the trade were unable 
to cope with them. | 9 i 

Re-examined : Witness said he guaranteed an overdraft at 
the bank for £20,000 on behalf of the company. . 

The hearing was resumed on Tuesday, when Mr. T. VARLEY, 
an accountant, of Wolverhampton, and Mr. PETER SMITH. 
secretary to the Efandem Co., gave evidence. The hearing 
was adjourned, 


л 


RATING or BLECTRIC TRAMWAYS. 
APPEAL BY THE LONDON County COUNCIL. 


AT the County of London Quarter Sessions, at Clerkenwell, 
Mr. A. P. Lawrie (Deputy-Chainnan) and other magistrates 
began the hearing of an appeal by the London County 
Council against the quinquennial assessment by the Assess- 
ment Committee of the Holborn Union of tramways m 
Clerkenwell Road, City Road, Gray’s Inn Road, Rosebery 
Avenue, Old Street, Goswell Road, Theobald’s Road, and 5t. 
John's Road. The Surveyor of Taxes was also named as & 
respondent. 

Mr. Walter Ryde, K.C., and Mr. E. M. Konstam ‘appeared 
for the County Council, while Mr. Clavell Salter, K.C., M.P.. 
and Mr. W. J. Jeeves represented the Assessment Committee. 

Proceeding to open the appeal for the County Council, Mr. 
Rype explained that the rateable value fixed by the overseers 
was £16,923, which was reduced by the Assessment Com- 
mittée on appeal to £13,818, and the County Council now 
claimed that it should he further reduced to £6,960. This 
eum included £810 which had been agreed by the parties as 
the value of the Holborn electrical sub-station. The gross 
value had been fixed at £32,055, and the County Counc! 
claimed that it should be reduced to £25,197. The County 
Council tram ways were no doubt a going concern, but they 
had been seriously affected by the competition of motor ‘buses 
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more remunerative than the others. Оп а tramway route 
there were two thin ends, and what was called “а fat 
middle," and the two ends were always less valuable, if they 
had to discriminate from a traffic-earning point of view, than 
the average of the route as a whole. In the day-time they 
got their ''fat middle" in the shopping centres. The value 
of the generating station had been agreed at £207,000, which 
was equal to 8.91 per cent. of the gross receipts. The aggregate 
capital expenditure to March 3lst, 1915, was as follows:— 
Permanent-way tracks 4,651,718, overhead equipment 
£42,179, cables £540,568, ducts £351,8835—£5,616,303. The 
witness submitted a mass of figures in support of the assess- 
ment now claimed by: the County Council. In the parishes 
in question he found a total car mileage of 3,444,381, and the 
passenger receipts amounted to £131,712. Не deducted 
£93,984 for expenses assignable in proportion to car mileage 
at 64d. per car mile, and £32,928 assignable in proportion to 
passenger receipts at 25 per cent. There remained a rateable 
value, plus rates, of £5,500, from which he deducted £1,528 
for rates, leaving a rateable value of £3,972. To that sum 
he added £810 for the Holborn sub-station, not in dispute, 
making a total rateable value of £4,782, against the £13,818 
fixed by the Assessment Committee. He arrived at a gross 
value of £23,019, compared with the £32,055 appealed against. 

Mr. JoHN WELLING, permanent-way engineer of the tram- 
ways, said his summarisation of the annual cost of repairs 
for the ensuing quinquennial period on 279.42 miles of tram- 
way was as follows:—Permanent way, at £385 per mile, 
£107,577: electrical equipment, at £42 per mile, £11,736; 
cables and ducts, at £13 per mile, £3,632; total, £122,945. 
He added £11,833 for increase in mileage of repairable lines, 
and £26,955 for increased cost of labour and materials, making 
£161,733. Dealing with renewals, he said that a 25-years’ life 
in place of a 60-years’ life would increase the annual provi- 
sion for renewals of concrete yokes, &c., from £7,666 to 


\ 


£34,285, or by £926,619. He estimated that the total annual: 


provision required for renewals amounted to £186,357. of if 
the £26,619 were added the amount would be £212,976. In- 
creased acceleration of the running of the cars and the rapid 
retardation now rendered possible by magnetic brakes not 
only caused a great increase in repairs and the shortening of 
the life of the rails, but must cause a greatly increased strain 
on the сагв themselves. The amount that should be put aside 
annually by the Council, spread over the capital loan period, 
by way of repayment of the cost of reconstruction was 
£294,652, apart from any provision for the renewals of short- 
lived works. The provision for renewals should exceed the 
original cost, since in the first place it was cheaper to con- 
struct works simultaneously than to renew any parts; secondly, 
it was more costly to do work under running conditions and 


subject to continual interruptions; and, thirdly, the cost of- 


labour and materials had greatly increased. The stores of 
materials for repairs and renewals were valued on March 3lst, 
1915, at about £100,000, and he estimated there should be an 
allowance of £5,000 a year in respect of the stores in stock. It 
was necessary to keep those stores in hand. Junctions, cross- 
overs, and all parts required had to be designed and ordered 
in ample time before they were wanted. and the cost was 
reduced by ordering in fairly large quantities. He estimated 
the average life of the whole of the Council's tramway system 
as 11} years, while the lines in the parishes comprising the 
Holborn Union had only a life of 10.6 vears, owing to the 
greater frequency of tram and general vehicular traffic above 
the average of the whole system. 'l'he costs and estimates for 
repairs and renewals that he had given were averaged over 
the whole system. i Y 

Mr. Wigner. technical electrical assistant of the County 
Council, and Mr. H. S. May, assistant superintendent of 
rolling stock, also gave evidence. | 

After sitting for three days the Court adjourned tlie hearing 
of the appeal till November 29th. 


ELECTRICAL ENGINEER’s LIBEL ACTION : APPFAT. 


IN the Court of Appeal, on Thursday and Friday last week, 
Lords Justices Swinfen Eady and Bankes and Mr. Justice 
A. T. Lawrence had before them an appeal by Mr. Charles 
Joseph Weld-Blundell, of Ince Blundell Hall, and T.ydiate 
Hall, Lancashire, and ILudworth Castle, Dorsetshire. ‚ He was 
the defendant in an action brought by Captain William Her- 
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bert Lowe, an electrical engineer, for alleged libel. The 
defendant did not personally appear at the trial, which took 
place before Mr. Justice Ridley, and upon the verdict of the 
special jury, the judge entered judgment for the’ plaintiff for 
£1,000 damages, with costs. The defendant now appealed, 
contending that the damages were excessive.  - 

Mr. PanrirT, for the appellant, in arguing that the damages 
were excessive, contended that the letter in the case ought 
not to be regarded seriously, as it was written by а man who, 
the evidence showed, would say one thing in the morning 
and another thing in the evoning about the same matter. It 
Bis not а omai gee m der of mere tort, and the 
damages were quite at large and out of all proportion to an 
harm that might have Bean done. $ E id 

In reply to the Court, Mr. Parrirr stated that in an action 
iried later, brought by Mr. Comins on the same letter, 2500 
damages were awarded against the defendant. 

Mr. Cores Preepy, supporting the verdict and judgment, 
argued. that, having regard to the position the plaintiff held 
as an electrical engineer, and also as an officer in His 
Majesty's Army, at the date when the letter was written, the 
damages could not be considered. excessive. It must be 
remembered that the jury was a special jury, composed of 
men in the same position in life as the plaintiff, апа with 
respect io the defendant, probably im the same position in 
life as he, although not so wealthy. 

On Friday, when the hearing was resumed, Lord Justice 
Swiyren Eapy said that one must feel sympathy with a man 
like Captain Lowe, who had brought an action to clear his 
character, but, as at present advised, the amount of the 
damages struck him as excessive for what was, well, an 
extravagant letter from an eccentric and irascible old gentle- 
man. Was it not а case in which the parties could agree to 
reduce the damages to a reasonable figure, and so put an end 
to the litigation? i 

Counsel asked for time to consider the matter, and his lord- 
ship ordered the case to stand over for 10 days. 


APPRENTICES’ WAGES IN WAR-TIME. | 

AN apprentice electrician who had been discharged from the 
Army appeared before Sheriff Fyfe at a Munitions Tribunal 
in the County Buildings, Glasgow, last week, and applied for 
a clearance certificate in order to go to more remunerative 
employment. He stated that he earned only 118. 6d. per 
week. His father received 39s. per week, and as there were 
three children younger than the appellant, the combined earn- 
ings were insufficient to keep the home together. | 

His LonPsHiP (according to a Glasgow paper) said he was 


perfectly well aware of the hardship of the position of cer- 


tain apprentices, but the Munition Appeal Judge had decided 
that it was in the national interest that apprentices should 
remain at their trade. lls. 6d. was a low wage for a three- 
year apprentice, and his lordship inquired if the firm could 
not give a little more money. The firm's representative said 
that any change would require to apply to all the apprentices. 

The application was refused, whereupon the appellant re- 
marked that his house was better off when he was in the 
Army. The home could not be kept together, and no matter 
what happened he must earn more wages. 


W. T. Неміву'з TEeLEGRAPH Works Co., Lrp., v. BurrisH 
s AND FoREIGN AGENCIES Co. ; 


Mr. Justice McCanpig, sitting with а common jury in the 
King's Bench Division, on Tuesday, heard an action in whi 
plaintiffs sought to recover damages from defendants for non- 
delivery of 34 tons of copper wire. The defendants pleaded 
that there was no contract, but only negotiations. 

Mr. J. B. Matthews, K.C., and Mr. Tyrrell were for the 


plaintiff company, and Mr. Ralph Bankes, K.C., and Мг. 


Douglas Hogg were for the defendants. . 

In opening the case, Mr. MarrHEWS said that the defence 
wns that there was no actual contract in writing, and 
that being so there never was any contract at all. The ques- 
tion was really rather one of law than of fact, and turned 


to a great extent upon correspondence between the parties. . 


The plaintiffs, he said, hold very large quantities of copper 
wire. The defendant firm was comprised, so far as the plain- 
tiffs knew, of two partners—Messrs. Dennis and Pollock. The 
plaintiffs had known those gentlemen for quite а number of 
years in connection with the copper trade. Being a young 
firm, the defendants were anxious to do business with such 
a company as the plaintiffs, and approached them with that 
object in view. From time to time they had invited the 
plaintiffs to give them orders, and three or four contracts had 
been satisfactorily carried out. The contract in question was 
entered into in December, 1915, when ‘the plaintiffs gave the 
defendants an order for 3} tons of .028 plain copper at 12 
and. 13/16ths of a penny а'1Ь., to be shipped from New York 
at the end of January, c.i.f. in London. The defendants 
were to obtain the wire in America, but plaintiffs were unable 
to obtain shipment, although they were ready to postpone 
delivery for a time, and ultimately the defendants asked to 
be released from their contract. | 

Evidence was given on both sides, and Mr. EDWIN JAMES 
Hawkins, London manager of Messrs. Richard Johnson and 
Nephew, Ltd., said that the price of wire might be computed 
from the price of electrolytic wire bars. The price of these 
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on January Ist was £108, the only date, however, in the year 
when the middle price of bars fell so low. On January 3lst 
it was £122, on February 16th it was £136 10s., and it was 
£136 all through March. 


In the result the jury found in favour of the plaintiffs, for - 


whom his lordship gave judgment for £147, with costs. 


“WAR ITEMS. 


a | 
. A.E.G. Electrical Co. of South Africa.—The Supervisors 
and Controllers appointed by the Treasury to wind up the 
affairs of the A.E.G. Co. are asking for tenders for the pur- 
chase of the plant and stock in the Union. | 


- Lighting Restrictions.—l1n a case of unobscured lights 
at Lytham, the defence was set up that heavy calendars 
hanging on the electric switch had been the cause of putting 
on the light. 


To be Wound Up.—The Board of Trade has ordered the 
following companies to be wound up :— | 

Rochester Engineering Co., Ltd., Rochester, Kent, engineer- 
ing company making machinery for cement works.  Con- 
troller: A. Dangerfield, 56, Cannon Street, E.C. 

Meyer & Co., 47, St. Paul’s Square, Birmingham, export 
hardware merchants. Controller: J. W. С. Hill, 9, Bennett's 
Hill, Birmingham. 


Use of Electric Flash Lamps.—On moonless nighis, when 
it is so difficult to navigate the streets of London with safety, 
und many thousands of people are carrying electric flash 
lamps in their peckets, it is interesting to note from the daily 
Press that an inquiry as to the legality of the use of these 
lamps in the streets has been addressed to the Home Offi¢e 
by Mr. W. H. Franklin, secretary of the Mohawk Cycle Co. 
He has received the following reply :— | 

"lm directed. by the Secretary of State to say that the 
use of electric pocket lamps of low power by pedestrians (о 
erable them to find their way in the streets is not prohibited 
hy the general lights order. There may be local military 
orders prohibiting their use in some places.” ` 


Inside Belgium.—The ** Times ” publishes an article by 


.& neutral commercial agent, who has just returned from 


russels, revealing the present condition of the country. We 
extract the following :— | | 
"The metal and engineering trades have suffered worst of 
all. 'The great Cockerill Works at Seraing were taken over 
immediately after the fall of Liége. Since then all the iron, 


steel, and electrical works in the Valley of the Meuse have ` 


fallen into German hands. M. Renson, director of the im- 
portant Angleur Steel Works, who refused to conduct opera- 
tions for the invader, was made prisoner and sent to Ger- 
many. The machinery of the International Electric Co. and 
of several similar concerns has been carried across the Rhine. 


' All stocks of copper and brass and enormous quantities of 


tools have also been commandeered. Thousands of skilled 
artisans were thrown out of work in consequence. Many 
factories which Belgians were trying to keep going have 
since been closed, because it is impossible to obtain lubrieating 
oils for the engines and machines; and the latest requisitions 
of the German tyrant are for айй the leather belting in: the 
country. Idleness has, therefore, been forced on the people. 
The German statement that the workmen prefer to be main- 
tained by public charity is not true. The conditions of work 


in their own country are made impossible for them, and then - 


they are told that there is plenty of employment for them in 
Germany." | 


, Important Export Prohibitions.—The Proclamation pro- 


hibiting the exportation of certain exports has been further 


amended on recommendation of the Board of Trade. 

The following heading is deleted :— 

Mica, mica chimneys, mica splittings, micanite, and mica- 
nite cloth. 3 

The following headings are added :— ' 

‚ Electrical apparatus and plant for the generation, distribu- 
tion, and utilisation of electrie power, not otherwise prohi- 
bited. | 

Insulating materials as: follows : — 

mpounds intended for the purpose of electrical insulation. 

;ead, oxides of. | 

Zine barium pigments made from zine salts and barium 
sulphate: 2 

Mica, mica splittings, mica powder, micanite, articles made 
from them, and insulating materials containing them, 

Thermometers, | 

^'arnishes not otherwise prohibited, 

. The Proclamation to which the above additions are made 
18 dated May 10th, 1916. (lass “a voods—the present 
Announcement includes the above electrical descriptions in 
that class—are prohibited :— 

"to all destinations in foreign countries in Europe and 
on the Mediterranean and Black Seas, other than France and 
French possessions, Russia, Italy, and Italian possessions 
Spain ind Portugal. and to all ports in anv such foreign 
countries, and to all Russian Baltic ports." — ' 


Exemption Applications.—The Chelsea Electricity Supply 
Co., Ltd., applied to the local Tribunal for the exemption of 
Mr. P. H. Parsons, head clerk, registrar, and accountant, 
It was stated that Mr. Parsons, who is 39 years of dge, wax 
passed for garrison service at home, and had been in the 
employ of the company for over 20 years. .He had acquired 4 
specialised knowledge of the work of his department. The 
company had 5,000 customers, and the accounts Were neces. 


sarily complicated. Out of the original clerical staff of Ji, 


11 had joined the Colours, and the new staff was not able t. 


' deal with the. work in the same- manner as the old. Twa 


months’ exemption was granted. 

Oswestry Rural Tribunal has deferred for further inquiries 
ап appeal for exemption by Mr. N. E. Smith (35), chief eleo 
иы engineer at Park Hall Camp. | 

At Oswestry, Mr. A. Cartledge (35), who had filed an appeal, 
wrote stating that he was now an electrician at a munitions 
works, and would shortly be badged. "The Tribunal dismissed 
the appeal. | 

At Ramsgate, the Military asked for a review of condi- 
tional exemption granted to an eleetrician, who drives ile 
motor fire-engine in the absence of the regular driver. It 
transpired that the respondent was vonducting his late 
father's business for the benefit of his mother and four little 
children. The Tribunal adhered to conditional exemption, - 
and the Military Representative said that as respondent was 
only 23 and single, he had no option but to appeal to the 
County Tribunal. | 

At Bradford Tribunal, last Friday, Mr. C. J. Spencer, city 
tramways manager, who had applied for three young tram 
drivers, asked for adjournment as, since lodging the appeals, 
he had had an interview with Lord Derby on the general 
question of the position of men under 30 in the tramway ser- 
vice, and his lordship had agreed with his (Mr. Spencer 
suggestion that: certain exchanges should be made. In the 
Army there were a number of tramwaymen who were failures 
from the military point of view, but were good for tramway 
service, and it was proposed to fetch these back to release 
Class A men at present employed. He hoped a substitution , 
scheme would be fixed up very shortly. Of the three cases 
in question only one was in Class A, and he was married. The 
cases were adjourned. Я » 

At the Saltburn-by-the-Sea Tribunal, the local electricity 
undertaking applied for the exemption of an assistant enpi- 
neer, a married man, aged 96, It was stated that the man 
was in charge of the repair department, and the running ol 
the works depended upon him in case of a breakdown. The 
Tribunal considered that this was a proper case for the Sub- 
stitution Committee, and conditional exemption was granted 
in the meantime. m 

At Chipping Norton, the Military Representative asked for 
a review of a certificate of conditional exemption allowed to 
Mr. W. H. Hellyer, manager of the Electric Light Co. The 
Tribunal reserved its decision pending a report by the Arm! 
Medical Board. — d 

At Cambridge, Messrs. Baily, Grundy & Barrett appeale 


for P. L: Playford (27), said to be engaged on electrical work 


of national importance, and for W. O. Pilgrim (38), electrical 
fitter and electrician, engaged on similar work. For the firm 
it was stated that both were experienced men whom It was 
practically impossible to replace. No time was Allowed fo 
Playford, and Pilgrim was: given six months with the Volun- 
teer condition. А 
Before St. Thomas (Exeter) Tribunal, the Committee x 
Visitors of the Devon County Asylum appealed for Mr. W. 
W. Symons (27), actin chief electrical engineer, passed | 
Class A. Exemption was allowed until April lst, and th 
Committee was advised to get a. substitute. " 
Exemption has been granted at Stowmarket to an 2 
trical engineer, aged 24, appealed for by the Suffolk Elec- 
tricity Co. | 
The Aldershot & District Traction Co. appealed for a num 
ber of drivers, fitters, and conductors. One driver was 2A 
two months’ exemption, and two others one month “rhe 
The others were directed to he medically examined. к 
company also appealed to the County Tribunal for a Vu 
given one month only by the Local Tribunal, but furth 
exemption was refused. i £o 
Before the Essex Appeal Court, the Ilford U.D.C. appea » 
for W. G. Galley (28), armature winder and depu 
the electric light works. The Military Representative, а Ba 
same time, opposed exemption allowed to J. C. Richards ^ 
chief tramway inspector, and R. Tennison (28), over He 
linesman. Mr. Harvey said that he would try to шыр to 
with Tennison in three months’ time if he was alone ta 
retain Richards. Conditional exemption was gran ih sd 
Galley and Richards, and a final three months was allo 
to_Tennison. А local 
Before the Margate "Tribunal, on November 15th. 4 ке 
firm. of electrical engineers applied for conditional о 
for an indispensable emplove, aged 38. A month was avo 
for the man to be replaced, Sas ИНЕ 
At Chelmsford, on November Hth, Messrs, € 2n ds 
and Co., Ltd., appealed for Mr. A. B. Wrightman ( JOHNS 
engaged on electrical work at Street (Somerset) in ds was 
tion with the Mid-Somerset Electric Supply Со.. W Yd dis 
the only man available for looking after the system ie 
tributing mains. Originally rejected. he is now. De 5 
General service, Final exemption until March was c е 
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„At Nuneaton, an appeal was made by Mr. F. A. Newdegate, 
M.P., for the exemption of W. Mitchell (25), electrician at 
Arbury Hall and hospital. The Advisory Committee recom- 
mended final delay until January Ist. 
Mitchell supplied all the light and heating for the hall and 
hospital, and was doing the work executed before the war 
by three men. Efforts to find a man over military age had 
failed. The recommendation of the Advisory Committee was 
adopted. 

At Wrexham, the Motor & Electrical Engineering Co. ap- 
pealed for the exemption of Mr. W. M. Wynn (23), secretary 
and assistant manager, claimed to be indispensable to the 
business. He had been passed for home sedentary work. 
The appeal was rejected. | 

Hertford Tribunal has granted a certificate of conditional 
exemption to Mr. A. H. R. Sharratt (41), electrical engineer. 
The West Dean Tribunal has granted conditional exemp- 
tion to a foreman (34), applied for by a firm of electrical 
cable makers at Lydbrook, but allowed a month only to 
another foreman. aged 96. 

At Weymouth, exemption was sought by Mr. R. S. Smith 
(29), electrician, who was stated to be electrician to several 
local hotels and the Weymouth Royal Hospital. He is passed 
in Class B 1, and claimed as owner of a one-man business. 
The appeal was refused as from December 31st. 

Worcestershire Appeal Court has refused, exemption to E. 
Taylor (35). appealed for Ьу the Worcester Tramway Co. as 
the only coach painter left. 

An appeal was made to the County Tribunal by Mr. H. R. 
Harwood (38), electrician, af Worcester, refused exemption 
locally, but the appeal was rejected. 

At Bexhill-on-Sea, Мг. H. T. Squirrell, electrician, appealed 
for the retention of J. F. Gibbs (38), electrician. Three months 


were granted. 
^ 


CORRESPONDENCE. 


Letters reccired by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest роххо moment, No letter can be published 
unless we hace the writer's name and address in our possession, 


Electricity in Agriculture. 


I shall be obliged if you will allow me to offer a few comments 
on the articles by Mr. Jorgensen on the use of ionised air in 
wriculture, which appeared in your issues of October 27th and 
November 3rd. | 

Мт. Jorgensen does me too much honour in saying that, in con- 
junction with Sir Oliver Lodge. I developed a new system of 
generating H.T.C. current. What I did was to suggest to Sir Oliver 
that his method of generating H.T.c. current (known before 1905, 
when шу experiments began) was eminently suitable for use in 
electro-culture, and to secure his co-operation in the series of 
experiments which began in 1906 and continued uninterruptedly 
till 1914. since when. owing to my "joining up," they have been 
` suspended. 

Sir Oliver Lodge's account in the Kelvin Lecture of these 
experiments Mr. Jorgensen calls " fairly complete." I should say 
it was decidedly brief, and Sir Oliver himself. writing to me before 
he delivered it, said he would only be able to touch on the subject. 

The Lodge valves can be arranged to carry considerably more 
than the current required. Mr. Jorgensen's disparaging state- 
ments appear to be made without sufficient foundation ; possibly 
his only experience is from the very small experimental apparatus 
described. The Lodge valves for X-ray work will carry the 
heaviest currents used. and they are certainly most efficient in 
stoppiny the reverse current. 

Mr. Jorgensen is somewhat scornful us to the accuracy of some 
measurements of Dr. Breslauer. whom he describer, not quite 
accurately. as the German agent of the A.E.D. Co. I am not 
anxious to defend a German from the assaults of a neutral. but I 
would like to suggest to Mr. Jorgensen that Dr. Breslauer's 
measurements and reasoning are accurate. and that he has confused 
his own measurements of the actual air currents with Dr. Bres- 
lauers measurements of the total current delivered to the uerial 
network. which includes the leakage over the insulators. The 
number of insulators for a network covering 30,000 sq. metres, and 
therefore the current flowing into the 30.000- metre network would 
be more than half that flowing into the 60.000-metre network. My 
own measurements of currents flowing into networks of sizes from 
90,000 sq. yd. closely agree with Dr. Breslauer's. 

With reference to the prices given in the article, it may be as 
wellto point out, as the figures are likely to be quoted in agri- 
cultural papers, that they are very misleading. An,induction coil. 
a mercury break and five Lodge valves handed to an agriculturist 
would be useless to him. and their bare cost is by no means the 
total cost of а workable installation. If Mr. Jorgensen were to 
go to the Triumph Cycle Co., and say to them, “ The price of a 
: 4j)-H.P. engine is £10 ; frame, £2; tires. £3 ; rims and spokes, 
negligible—supply me with а motor-bicycle for £15,” they would 
possibly tell him that his mathematies were correct. but his 
business and engineering ideas curious. 

May I also venture оп a grumble of my own. When, «some four 
years back. Prof. Priestley secured a grant from the Board of 


It was stated that’ 


. that Mr. Boothman has recommended for potentiometer regulators 


Agriculture for the research work which Mr. Jorgensen haa 
described, I hoped he would be able to discover how the effect was 
produced on the plants; how the growth processes of the plant 
were altered. (Prof. Priestley is one of the "red-hatted" now, 
and has been in France snc» mobilisation, so this criticism does not 
apply to him.) Until we know that. even if we know the current 
to the exact ion per hectare, we are unscientific empiricalists, all 
of us, Sir Oliver Lodge and Mr. Jorgensen included. 

Possibly Prof. Blackman is working in the direction indicated, 
but there is nothing in the artiéle to show it. 

In conclusion, I should like to take this opportunity of ex pressing 
my appreciation of Mr. Jorgensen’s painstaking interest and 
enthusiasm in these experiments, and, on behalf of my com- 
pany, to say that we should be pleased to co-operate with him, as 
we have done with Prof. Priestley, and no doubt the result would. 
be equally satisfactory to us both. 

J. E. Newman, 
General Manager, the Agricultural Electric 
Discharge Co., Ltd. 
Gloucester, Vorember 16th, 1916. 


Final-Grade Classes in "Electrical Installation Work." 


In your comments under our letter on the above subject in last 
week's issue, your reference to "Technical Colleges," “ Trade 
Schools." and handicrafts rather minimises the force of our 
arguments by raising side issues. ! 

We think it will be found that most of the London Polytechnics 
teach what are generally termed handicrafts, so that in their case 
the Technical College and the trade school are combined. The 
same is, doubtless, the case at most provincial institutes. 

The term " hbandicraft" is a somewhat indefinite one, for there 
аге few kinds of work mostly done with the hands that do not 
necessitate more or less use of the brains ns well. In spite of that | 
fact, many people would consider the term as applying to subjects | 
which did not require much other training besides that of a purely 
manual sort. ' 

That being so, we venture to think that it does not help the 
cause of elegtrical installation work to leave it to be inferred that 
it is merely’a “ handicraft.” It obviously is very much more than 
that, as a glance through past examination papers will fully 


testify. В 
А. P. Lundberg & Sons. 
London, N., .Vorember 20th, 1916. 


I quite agree with your editorial note on Messrs. Lundberg and 
Sons’ letter. Technical colleges should not concern themselves with 
handicrafts. My address dealt with trade classes. 

I disagree with the writers about demand and supply. Principals 
of Polytechnics tell me that they are quite ready to provide the 
classes if the students are forthcoming. The ball is now with the 


employers. 
A. P. Trotter. 
London, Yorember 10th, 1915. 


" Summation Watt" Capacity of Field Rheostats and the Likc. 


I think Mr. Boothman and I аге really talking about two 
different things. I do not deny that his formule give accurate 
results of the summation watts as defined by him in his letter of 
the 13th inst. Such figures, however. arc chiefly of academic 
interest. I do not think that the summation watts, so found, will 
be а safe guide as a basis of comparison of rheostats, which is the 
practical use to which I wowdld put them. For example, Mr. 
Boothman points out that the greater the resistance in a potentio- 
meter the less are the actual summation watts (based upon his 
definition). But beyond a certain value the more resistance 
used the greater becomes the size (/.e., bulk) of the rheostat ; there- 
fore I think it somewhat illogical to say that the capacity of the 
regulator does not materially increase. My point is that, as a 
guide in designing, Mr. Boothman's method will. if precautions 
are not taken. lead one astray. Аз an example, I would point out 


to allow 2 to 4 ohms per volt of supply. According to Mr. Booth- 
man's way of looking at it thia would be correct, ав the higher the 
ohms the less nre the summation watts, as defined by him. 

I am of opinion. however, that this value of rheostat ohms is too 
high, and would result in a needlessly expensive design. In sup- 
port of this view, I can refer to Mr. T. Carter (ELECTRICAL 
REVIEW, Vol. LXXVI. May 21st, 1915, page 716), who recommends 
that a potentiometer regulator should have from two to four times 
the resistance of the field coil. Such a rule results in much lower 
values of rheostat ohms than recommended by Mr. Boothman, 
and confirms the method of calculation whieh I originally 


recommended. 
Charles C. Garrard. 


“> 


Birmingham, .Voremher 20th, 1916. 
Stolen Goods. 

During the last week or so there have been several burglaries 
from electrical engineers’ premises in this district, and during 
Sunday night one of the show-cases on our premises was emptied 
of its contents, and the following articles were stolen :— 

A smal! motor-generator by the Electrical Co., 200 volts, D.C. 
input. and 8 volts 6 watts output, mounted on combined base-plate, 
with starting switch in the base. and flexible coupling and V 
pulley. 
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A portable hand-lamp fitted with two 40-ampere standard 
accumulators, in light teak case with leather handle, 

Also numerous other sundries which cannot be identified. The 
total value is about £12. . | 

Apparently the thieves are not offering these in the Manchester 
neighbourhood, aud we can only assume that they are sending 
them to some other town. Perhaps the publication of this letter 
in your paper will help to find them. There must be more than 
. one on the job, as one. man cannot earry what was taken away 
` from here, and a friend who had a similar experience a week ago 
says it would take three or four men to carry away what was 


taken from his place. . 
Е E. 0. Walker & Co. 
Manchester, .Vorenber 20th, 1916. 


-—— m - p — 


Between Two Stools. 


T have read with great interest the letters of " Victimus " and 
“ Australia " in the last two issues of your journal, having been in 
a similar cart myself. In all matters of this nature there are 
always two sides, and it is possible that there are other facts which 
тау alter the complexion which " Victimus " places upon the case 
he outlines. Certainly, it is inconceivable that "gentlemen" 
holding positions of responsibility can be found to act in this 
extraordinary way ; and, if the facts are as stated, I imagine the 
English dictionary contains expressions of far greater force and 
appropriateness than “irresponsibility " to apply to the actions 
of such persons. Probably “ Victimus” would be well advised to 
look for the source of the trouble nearer home, and perhaps he 
could persuade the Editors to publish the correspondence. 


Back Pressure. 


The New Copper Restrictions. 
The text of the recent order relating to the supply of copper 


wire and cable, which appears in the REVIEW for November l7th, 


raises some questions of importance to the electric wire and cable 
maker. The order is so comprehensive as to leave no loophole for 
the manufacturer, and no orders can Бо executed, either for home 
. "ве or export, unless the goods are required for war work by one or 

other of the parties definitely set forth in the text. No mention is 
made, however, of imports of copper wire or cable, and it would 
be interesting to know whether the order applies, for instance, to 
cable &nd wire coming from the United States. We notice that 
the United States’ exports of insulated wire to the United 
Kingdom for 1914-15 were over double the figures for 1913-14. We 
know that the figures include a quantity of wire for Government 
purposes, in which copper is not used, but probably onty a portion 
of the total is made up of such material, and it will be only fair to 
the British wire-drawers to bar imports on the same lines as the 
home product. 

For those who use electric cables in the ordinary way of private 
business, it will be a hardship to have their supply cut off. 
Whether in business in a small way or not, people do not stock 
electric cables very largely, with copper at-1s. 6d. per lb., and 
for ordinary work it would seem to be a case of shutting up shop 


willy nilly. For the cable maker, the most serious aspect of the: 


matter is the stoppage of export orders. Since the advent 
- of the war, British cable makers have seen an influx of orders 
from quarters which were practically terra incognita in times 
of peace for C.M.A. goods. Orders rolled in from Norway, 
Sweden. Denmark, Holland, and Spain, among others, some 
of which: have been supplied, and others of which, for 
very good reasons, have been held over indefinitely, on the 
principle of prevention being better than cure. Up fo the present 
it has been, at the best, extremely ditficult to procure licences for 
exporting electric wire and cables, and long delays have occurred 
even where гоо» have been -destined for places and people little 
suspect. In addition, the calls made by Government requirements 
upon the average wireworks have pushed export orders somewhat 
into the background, with the result that Colonial and foreign 
customers of long standing have had to submit to vexatious delays, 
high prices, and the ultimate chance of being let down altogether.. 

A man just over from India was heard last week discussing the 
new order. and he said that as soon as our exports ceased the 
Japanese would take the Indian trade. “They. ате always on our 
doorsteps," said he, "and this restriction will throw the Indian 
buyer into their hands." That is the opinion of the man on the 
spot, which may later.be borne out by events. What applies to one 
market may apply to others. If the J apanese ret the trade of the 
Far East, the United States will take our trade in South America, 
South Africa, and Australasia. The circumstance and stress of 
War may render this unavoidable ; none the less, the possibility 
should be counted on, and the task of our manufacturers in the 
much-discussed after-the-war trade war will not be any easier in 
consequence, 

Further. if the requirements of the countries named are thus 
met, the demand for copper in the world's markets will be just. as 
before, so that at least tho effect of the new order will not be to 
reduce prices. Steel is à product made entirely from the resourees 
of the home industries... The output is limited while the demand 
Js Increasing, and therefore its uses should be limited to allow a 
maximum for-war purposes, For electrolytic copper, however, we 
are dependent upon outside sources, and so long as they are willing 
to pay the price our old export customers can. and will, buy else- 
where. They can no longer buy British steel] when we atop the 
схрог and, failing ап ofügient substitute, must do without; but 
tleutralytic copper has по apecial mosit in either British wire or 


American wire one over the other, and, if we do not sell it other 
people will. We hope the desired end may be attained by the 
Government--namely, to conserve supplies for war work: vet 
we. may be permitted a yrumble at the means employed in the new 
order. Ё 


M | А Commercial, 
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STRETCHING THREE LINE WIRES 
; AT ONCE. i 


т 


Mr. Н. П. FENTON, in the Лесси World, says that when con- 
structing three-phase transmission lines a great waste of time is 
often caused in stretching conductors by the awkwardness of the 
block and tackle method. To eliminate this waste of time the 
writer employs a scheme which enables a small force of men to 
stretch all three conductors of a three-phase line in one operation, 
In other words, the three conductors are strung, stretched and tied 
in with one trip over the ground and by climbing up each pole 
once. А special whiffle-tree constructed as shown in the accom- 
panying illustration is used. With this device & crew consisting of 
a foreman, four climbers, a team with driver and a helper on the 


. wagon to watch the reels and fasten the wire grips, can handle line 


construction rapidly and without difficulty. The special device is 
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SPECIAL WHIFFLE-TREE FOR STRETCHING THREE LINE WIRES 
AT ONCE. Е ; 


attached to the axle of the wagon by a chain, so that it drags about 
2 ft. behind the rear wheels. Three reels are mounted upon the 
wagon platform and carry the wire. ^ 

When stringing the conductors for a particular line, each con- 
ductor is dead-ended at the starting point, and the team driven six 
spans for the first pull. Each climber takés his assigned place, 
one at a pole, the foreman making the fifth, and each carries the 
wires up the pole, the helper meanwhile at the wagon making fast 
the wire grips on the conductors, thus attaching the special whiffle- 
tree to them. The driver then starts the team and draws the wires 
taut. The brake is then applied on the wheels of the wagon to 
aid the team in holding the strain. After the four climbers have 
tied-in the line, the grips on the special whiffle-tree are released 
and the team -is driven up four spans, thus unreeling wire for 
another pull, and the cycle of operations is repeated. Four spans 
have been found about the maximum pull on an up grade that can 
be made with one team of horses; however, on а down grade as 
many as seven spans have been stretched without any difficulty at 
one pull. . - d 

This method of construction makes possible a very taut line, does 
not produce twisting upon any pole, makes all wires hang alike, 
and is considerably faster than the block-and-tackle method. Ап 


‘average of 3 miles of three-phase line has been strung, stretched, 


and tied-in in one day. 


BUSINESS NOTES. 


For Sale.—The Sheffield Corporation Electricity Supply 
Department is offering a number of generating sets for sale ; 
the Woolwich B.C. Electricity Department is offering a 110-KW. 
continuous-current set for sale. Particulars appear among our 
advertisements to-day. | 


Publicity Poster.—We understand that the design for 
an electric fire poster got out by the COUNTY. оғ LONDON ELECTRIC 
SUPPLY Co. has quickly achieved a wide popularity. A large 
number of supply undertakings throughout the country have 
purchased copies of the poster, and by arrangement with the 
company MESSRS. BELLING & Co. have used the design on the 


cover of their catalogues, of which about 100,000 have been issued. 


Bankruptcy -Proceedings.—J4xEs BROCKIE, mechanical 
engineer, Forest Hill, Kent.— Second and final dividend, 18. 103d. 
in the £, payable December 4th, at the office of the Official 
Receiver, 132, York Road, Westminster Bridge Road, S.E. 


Book Notices.—MEssns. E. Benyis & Со. Lro., of 
Little Hulton, have issued No. 2 of their house organ, Cheap Steam. 
The principal contributions are :—" An Interesting Textile Instaila- 
tion," ' Coal Crushers," " The Commeroial Testing of Solid ra 
“Tho Care of Mechanical Stokera,” and " Steam Produotion an 
Machine:Firing,” | 
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Catalogues and Lists.—BniTISu Tuomson-Houston Co., 
LTD., 77, Upper Thames Street, London, Е.С.- -List No. 10.450 (14 
pages), has been issued, says the company’s optimist,” in anticipa- 
tion of the coming demand for improved outdoor lighting 
schemes," when the removal of the temporary lighting restrictions 
becomes advisable. The catalogue is devoted exclusively to the 
subject of weatherproof lanterns. street lighting fittings and acces- 
sories, ironclad ship and mill fittings. and so on, for use with 
standard and half-watt type lamps. Illustrations and details are 
given of a number of fittings of new design. Among the new 
weatherproof models listed are the “Strela” cast-iron lantern, with 
vitreous enamelled reflector: the “Globa.” the “Alabas.” the 
* Tistra " street lighting unit. and the " Radial Wave." all.of which 
are suitable for Mazda half-watts. These provide in every case for 
adjustment of the total length. so that lamps of different size may 
be employed in the correct position relative to the reflector. The 
B.T.H. series incandescent street lighting system provides for the 
replacement of arc lamps on series circuits without altering the 
existing circuits, (1) a substitutional resistance with automatic 
cut-out for each lamp. (2) a eonstant-current transformer for each 
circuit, with an automatic film cut-out for each lamp. or (3) an 
automatic film cut-out for each lamp only, to prevent the extinc- 
tion of a number of neighbouringlamps. Many ornamental designs 
of British-made cast-iron and ferro-concrete pillars for incandescent 
street lighting are listed, as well as watertight lanterns, fittings 
and holders for standard Mazda lamps, nsed in mills, factories, 
shop windows and steamships. Copies of this exhaustive catalogue 
will be sent to readers interested in street and industrial lighting. 

OVERSEAS ENGINEERING Co.. LTD., 75, Curtain Road, London, 
E.C.—Leaflet giving an illustrated description, with prices, of their 
* Overseas " automatic lighting sets. 


Trade Announcements. — THe Мүргахо ELECTRIC 
MANUFACTURING Co., LTD., announce that Messrs. Higgin, Ltd., 
of Manchester, have ceased to represent them in the Lancashire 
and West Riding of Yorkshire district. Until other arrangements 
are made all communications should he addressed to the company 
direct at Barford Street, Birmingham. | 

THE PATERSON ENGINEERING Co.. LTD.. have taken temporary 
preinises a& Windsor House. Kingsway. for the duration of the war, 
consequent upon the Military Authorities having taken over India 
House, Kingsway. Their new telephone number is: " Gerrard. 
6560." The firm have just published the new edition of their Red 
Book, which was preparing when war broke out. 

The London office address of MEssRs. FRASER & CHALMERS, 
LTD. has just been ‘changed to Moorgate Hall, Finsbury Pave- 
ment, E.C. | 

Messrs. WELLMAN, SEAVER & HEAD, LTD., state that as the 
(Government has taken possession of India House, Kingsway, and 
the two adjoining buildinga. for war purposes, their address is now 
King's House, Kingsway, W.C. Telegraphie address and telephone 
number unaltered. "s 

Messrs. Толев, KEMSLEY &, FISHER, LTD., of 81, Fenchurch 
Street, E.C., have changed the style of the company to Tozer, 
Kemsley & Millbourn, Ltd. Mr. Millbourn, whose name is thus 
incorporated. joined the firm in 1889, and he has been a director of 
the company for many years. 

THE FULLER ELECTRICAL AND MANUFACTURING CO. announce 
that the Government having taken over Canada House, Kingsway, 
W.C.. they have temporarily removed to Old Serjeants' Inn 
Chambers, 5, Chancery Li nz, W.C., where all communications should 


be sent. же 
Safety Lamps Approved.—The Home Secretary made 


an order on November 16th. approving the following safety lamps 
for use in all mines to which the Coal Mines Act, 1911, applies :— 
^ A Kingsway miners’ clectric safety lamp. f 
Davis-Edison accumulator miners’ electric safety lamp. 
Cambrian officials’ lamp, No. 7. 
Pearson's officials’ pocket lamp. 


Western Electric Co. (U.S.A.).— The ее World states 
that the Western Electric Co.'s gross for the year to December 31st 
will reach $100,000.000. The previous biggest year gross was 
811.000.000. This refers to actual shipment of goods to customers. 
The incoming orders booked will be very much greater than this 
amount. While the Western Electric Co. has no war orders, it has 
felt the effect of the war by limitation of raw material supplies on 
the one hand, and abnormal demand for its products on the other. 
The directors recognise the fact that the present conditions are 
entirely abnormal; at the same time. the pressure is here. and 
cannot be entirely ignored. As u result. they have authorised 
further plant additions, which will call for the expenditure of nearly 
81,000,000. The Western Electric Co. is employing 23.000 people. 


U.S. and the Russian Electrical Market. — The 
Electrical World contains the following :— Much has been 
written by writers in this country concerning the opportunity of 


the American manufacturer in the Russian market. ‘An article. 


however. full of significance to the American manufucturer of elec- 
trical products appeared recently in the Russian electrical journal. 
the Elektrichestro, їп which it was pointed out that imports of 
German electrical goods into Russia increased from a value in 1909 
of $3,500,000 to a value in 1913 of $8,500,000, The war, however. 
{orced Russia to seek other suppliers. As her ally. Russia turned 
+o Great Britain, but found that country unwilling and unready to 
develop the great Russian market. Russia now. the journal states. 
is looking to the United States to furnish the Russian nation with 
electrical machinery and electrical products. Already the United 
States, it is pointed out, has profited by eecuring orders for con- 
siderable quantities of telegraph and tolephone apparatus and many 
tons of copper wire, There ja + a rong demand for emall motors of 


from $.to 4..H.P., for educational electrie appliauces. for X-ray 
apparatus, and for every kind of electrical material; A few weeka 
ago, it was impossible to purchase a single battery cell in the whole 
of Petrograd, and there is-a feeling that the Russian. market can 
absorb huge quantities of supplies in the future. . Russia, according 
to the journal. wants Americans to take the place formerly held 
by the 150.000 German merchants. Three-fifths of Russiau capital 
has been offered American firms if they will contribute the other 
two-fifths in order to establish factories in Russia. Continuing, 
the journal points out that the large field which Russia offers for 
hydro-electric.engineers and factories is showh by the fact that in 
the European Russia, including Finland. and in the Ural and the 
Caucasus. the utilisable hydraulic power is estimated’ at about 
10,000,000 Kw.. while the amount utilised is less than in any other 
country in Europe. [n round figuros, around: 200,000 Kw, is devc- 
loped, of which 1'8 per cent. consists of small installations." 


The Supply of Railway Wagons.— The Financial Times 
states that the railway со:прапіеѕ are again calling the attention 
of traders. to the necessity of making every effort to avoid the 


' wastage of rolling stock. It is pointed out that the demand for 


railway wagons and sheets is extremely heavy, owing to the large 
amount of urgent Government traffic and material for the manu- 
facture of munitions which the railway: companies are being called 
upon to handle specially. The companies, therefore, hope that 
they can rely upon the local co-operation of the traders in the 
country in assisting them to cope with the heavy traffic which is 
being worked under exceptionally difficult conditions. Two means 
are suggested by which material assistance can be rendered :—- 

1. Traffic should not be loaded in railway trucks until senders 
have ascertained that consignees are able to take immediate 
delivery, and have obtained confirmation from the railway company. 

2. Wagons received with inward traffic should be unloaded and 
handed back to the railway company. with all possible dispatch. 
It should not be overlooked that when wagons are kept under load 
after the day of arrival, it is a serious loss to the country, and, in а 
sense, is playing into the hands of the enemy. 


LIGHTING AND POWER NOTES. . 


Australia.—As a result of the coal strike, the N.S.W. 
Government, acting urider the powers conferred by the Emergency 
Bill is assuming control of the electric and gas supplies in 
Sydney. with a view to couserving the resources for necessary 
industries in case the strike continues. It is stated that under 
Government control the supplies will last for a fortnight. other- 
wise the electrical supplies would have ceased last: week. The use 
of electricity for lighting purposes is prohibited, except for public 
institutions and street lighting. Electric power is also prohibited, 
excepting for works connected with water supply, sewerage, and 
the manufacture of food-stuffs. 

Bangor.—FREE-wiRE INSTALLATIONS.— The — Electric 
‘Lighting Committee has had under consideration the question of 
purchasing the free-wired electric light installations owned by the 
National Electric Construction Co., and recommends that the com- 
pany be offered an annual payment of £110; payable over a period 
of 27 years from April Ist, 1916. This arrangement will result E 
the installations becoming the property of the Corporation imme- 
diately. thus enabling the Corporation to deal with the property in 
such manner as it considers best in the interests of the electricity 
undertaking. A resolution to this effect was carried. 


Barnsley.— The R.D.C. has give its consent to the 
Yorkshire Electric Power Co.'s using overhead wires from Beam- 
shaw Wood Colliery to Woolley Colliery. and from Woolley Colliery 
t2 Wheatley Wood Colliery. 

Bath.—Pnick IxenEAsE.— The. B.L. Committee of the 
T.C. has decided to increase the price of energy by 10 per cent.. as 
from January Ist next, making an advance of 20 per cent. since 
the war commenced. - 

Canada.— The annual report of the Canadian Commission 
of Water Conservation states that, although there has not been a 
large increase in new water-power enterprise. during the year. the 
-following additions are to be noted:— Winnipeg has added some 
13,000 H.P. to its municipal plant at Point-du-Bois. The Laurentide 
Power Co. bas inaugurated its new hydro-electric development at 
Grand’mére on the St. Maurice River, the ultimate capacity of 
which is to be 125,000 H.P. The Eugenia Falls plant on the Beaver 
River has commenced operations with an initial capacity of 
4,500 H.P. The Hawkesbury Electric Light and Power Co. has 
completed and put in operation its new hydro-electric plant at 
Bells Falls, on the Rouge River, of 5.000 H.P. Among the new pro- 
jects proposed during the year may be mentioned that of developing 
600,000 Н.Р. at the Grande Décharge of the Saruenay River, with 
the object of manufatturing chemical fertilisers. 

The St. Maurice River, with a drainage area of about 10,000 sq. 
miles. possesses many important water-power sites. three of the 
largest being already ntilised'at Shawingan Falle. Grand mère and 
La Turque. 

The Quebec Streams Commission. realising the great benefits 
which accrue from conservation storaze of the upper waters of the 
at, Maurice, has decided to construct à main reservoir at La Loutre 
Rapids. 39 miles vorth of the National Traus-Continental Ralway. 
at tbe lower end of a long ehein of lakes; the reservoir will be 


=e i : 
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the third largest in the world, being exceeded by the Assuan London.—H ACKNEY.—AÀ pplication is to be made to the 
Reservoir on the Nile, 3,750,000 million cb. ft., and the Gatun L.C.C. for a loan of £6,500 in respect of the expenditure to v 
Lake at Panama, 183,000 million, as compared with La Loutre, incurred in linking-up the electricity undertaking with the North 
160,000 million. The dam is to be 1,720 ft. long in four straight Metropolitan Electric Supply Co. 


sections. with 851 ft. of spillway. | | ST. PANCRAS. --Owing to a pit fire at the Newdigate Collieries, 

Between the reservoir and the mouth of the St. Maurice there a considerable falling-off in coal deliveries to the electricity depart- 

are no less than 17 power sites, with a total capacity of approxi- ment has taken place, and the chief engineer has been forced to 
‘mately 330,000 H.P. under present conditions, while it is estimated buy in the open market to replenish the stocks. 

that some 900,000 H.P. will be available when the flow is regulated Pornar.--The Council is to support the proposals of the 

from the reservoir, At Shawinigan, Grand'mére and La Turque National Electric Power Supply Joint Committee with reference 

alone the potentiality will be raised from an aggiegate of 190,000 to the interconnection of electric supply stations. 

Н.Р. to over 400,000 H.P. 

The Ontario Hydro-Electric Commission has threatened to cut Lossiemouth, — PROPOSED LOAN .—The T.C. is endeavour- 
off its supply of power to the city of Niagara Falls, Ont., if the ing to obtain a loan of £1,660 to defray the balance of the cost of 
City Council insists upon selling electrical energy at $10 per H.P. to the electricity works. 

a new industry which recently decided to settle in the city. The | РА : "e | 
Commission contends that the minimum rate must be $14. Mexborough.— WAcEs.— Ге Electricity Committee has 


А s voc | decided to grant a war bonus of 3s. per week to its employes; the 
Carmarthen.—Pustic LieuTING.—With regard to the application of the men was for an increase of 5s. per week. 
contraet between the Council and the Carmarthen Electric Light ; 


Co. for street lighting, the L.G.B. has written suggesting that the Midlothian.— The U.D.C. has been informed that the con- 
case is one in which the parties should come to an amicable tract for electric lighting expires on December 31st. The manager of 
agreement in the altered circumstances. , the Electric Lighting Co. has submitted a proposal to charge the 


x ЖОЕ . . Council only for the electricity supplied until a fresh agreement 

Castleblaney (Co. Monaghan).—E.L. ScHEME.—lt мах — yas arranged. TEE м 
mentioned at a meeting of the B. of G. that electric lighting for oe ` ‚ : mE 

publie purposes would shortly be installed in the town. Middlesbrough.—At a meeting of the Electricity Com- 

Р Р | mittee it was reported that for September there was an estimated 

Continental.—SPA1N.—La Sociedad Electra Isaac Matas profit of £ 863, exclusive of interest and redemption charges, and for 


is the name of & new concern which has lafely been formed in October the estimated profit was £1,328, these figures representing 
Barcelona, with a capital of £4.640, to establish a hydro-electric increases of £14 and £50 respectively, compared with the corres- 
generating station near El Pasteral, in the province of Gerona. ponding months of last year. The engineer (Mr. Scoteon) said the 


effect of the Daylight Saving Act had been a reduction of 74 per cent. 


Crayford:—PusLic Licutinc.—The P.C. has signed in the number of lighting units, but there was an increase of £150 


an agreement with the West Kent E.L. Co. for the lighting by in the revenue for the past six months, as compared with the same 
electricity of the Barnes Cray and Northumberland Heath Estates. period of last year, due to the increase in the power load. The 
The agreement is for five years at £2 11s. 6d. per lamp per annum, engineer was authorised to attend a conference of electrical engi- 


and at the end of that period the standards, &c., become the ee э исү у зы NN. 
property of the Council. : \ | 
| ivi i j Newport.—EXHIBITION.—At the Trades Exhibition held 
Dublin.—FiRE Loss.—At a civic luncheon in Dublin, аар E at the Pavilion, Stow Hill, the Corporation electricity 
the Lord Mayor mentioned that the loss to the Corporation in department had an interesting exhibit of electrical apparatus and 


respect of electricity in the area destroyed during the rebellion of fittings suitable for domestic purposes. Those exhibiting included 
Easter Week amounted to £8,000, while the loss in rates would be (according to the S. ]V. Arqus) Messrs. Siemens Bros.. Ltd.. Simplex 
£16,000. : - Conduits, Ltd. General Electric Co., Ltd., Chas. Joyner & Co. 


Belling & Co., British Electric Transformer Co. (cookers and heaters), 


Dundalk.—ProposepD Loax.—A deputation from the Jackson's Electric Stove Co. (cookers and heaters), Ferranti, Lid. 


Urban Council is to interview the L.G.B. with a view to a further and many other well-known firms. This winter it is expected that 
loan in connection with the electric lighting undertaking. - domestic -heating and similar uses will account for well over a 
Greenock.— Year's WOBKING.—The annual report by ишш | | ; 
Mr. Whysall, burgh electrical engineer, on the working of the Oldham.—SrREET LicuriNG.—With a view to m- 
Corporation electricity undertaking during 1915-16 shows that the proving the lighting of the main etreets, the Electricity Committee 
total output sold amounted to over 19 million units, an increase of proposes to suspend electric lamps from the tramway standards, 
33 per cent. on the previous year: Greenock took 15,386,838 units, about 40 yards apart. It is intended to run the necessary cable 
Port Glasgow 2,285,582 units, and traction absorbed the remainder, overhead by means of the tramway standards, and to use small 

1,282,621 units. Ahout 25 per cent. of the increased business was electric lamps of about 60 watts ench. | 

^ obtained from Greenock consumers. The total income for the | : T ’ r "n 

year was £85,650, while gross profits amounted to 433,038, and Peterborough.—YtEAm's Workinc.—The report on the | 
after meeting interest and sinking fund charges, and providing working of the Corporation electricity department for the year 
£4,668 for depreciation, there remained a net surplus of £6,998. as ended March 31st shows that the output of electricity decreased 
compared with £9,147 in the previous year. The average total from 973,762 units in 1914-15 to 861.050 units last year, entirely 
works cost was “659d. per unit. as against ‘52d., the cost of coal due to lighting restrictions. The net result of the year's workin: 
having increased from £14,596 to £27,928. The total connected: isa deficit of £470; just prior to the war, the capacity of the 

load was 24,207 Kw. uud the maximum load 7,180 Kw.; the load wenerating plant was increased from 840 KW. to 1,810 KW. 
factor improved to practically 29 per cent. The report refers anticipation of a greater demand for electricity for all purposes: 


to the difficulty of obtaining a sufficient supply of condensing but this has not yet been realised.— Peterborough Standard. 
water: as an emergency arrangement a temporary salt-water 


supply scheme from the harbour was inaugurated to provide Radcliffe.—PraANT ExTENSION.— The plans of the Lau- 
make-up. Some 14,000 Kw. of A.C. turbo machinery is installed in cashire Electric Power Co. for the extension of its power station 
the power station. and arrangements have been made for installing have been approved by the U.D.C. 

two 30.000-]b. Babcock independent boiler units. also a larre : ' Ше: 
cooling tower. Some 2,500 KW. of converting machinery tis Rawdon and Yeadon.—E.l. PRoposais.— The E jl 
installed for the Greenock network, and apparently another trical Distribution of Yorkshire, Ltd., has given notice of 115 


2,000 KW. is required, while an additional 1,060 Kw. of converting intention to apply to the В. of T. for а prov. order for electric 
plant’ will be required for Port Glasgow. The н.т. scheme now supply within the urban districts of Rawdon and Yeadon. 


embraces 17 sub-stations, nine rotary and eight static; a total of The Rawdon U.D.C. has already given its consent to the appli- 
9,400 KW. is installed in them. Although publicity’ work has Cation, and the question will come before the Yeadon D.C. at its 
practically been suspended, 284 motors. radiators, and other next meeting. 


р. о 468 KW... were sent out during the year Swinton and Pendl ebury PRICE REVISION —IJt was 
e departments’ showrooms. i= 3 У 2 i 
announced last week that, owing to increased cost of production. 


Hull, — PLANT Extensioxs.—The Corporation has decided the U.D.C. was revising its scale of charges for electric supply. 


m трт x vel a OM tp us опо of Tottenham.—The General Purposes Committee has 
58: y oceed with cheme for providing a END tic К | stric 
ао е at the electricity works. The scheme was seas кш gr x е ho Ves a nh 
dd A m : еи pene у request of the Treasury, but, 50-C.P шеш же p ү 5 кзн ВИ оа ру the Council. 
Work shoul he ое ая н ree Eu The Committee will E DOM [ии һе ра tothe question of the amount 
bs £ 6.900. but the increase cost of materials will add about required by the POPAN m rogper -ol 2 ate р 
Шет эст ОРЕ. penditure during the suspension of the lighting. and also 35 7 
further reducing the accounts respecting unlighted lamps durinz 
Johnstone.—STREET LichTine.—The T.C. is to utilise е past quarter. 
eim ee 2 bs e Paisley Tramways Co.. and to provide Walthamstow.—PRicE IxcREAsE.— The price of elec- i 
J re of the town. tricity for lighting is to be further increased by 5 A fent en p 
Kingstown.—E.L. ScugwE.— The Council 1 А for power and heat by 10 per cent. ; an endeavour is to be та i 
—E.L. ME. ias decided i i ice i e iodi ; 
to pay £100 to Mr. J. B. Tierney, in respect of Ithe preparation n M puoi C ESI 


Negotiations are in progress for supplying a firm with from гэ! 
to 1,000 H.P., and application is to be made for sanction to a loan 


of plans and specifications in connecti E E d 
s х5 nec V olere К eno 
scheme, ction with the electric lighting 
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Wolverhampton.—[n consequence of a temporary break- 
down at the Corporation electricity works on Monday morning, 
there was a dislocation of the tramway service in the borough for 
a short period. 


Windermere.—Subject to the consent of the B. of Ts 
the U.D.C. has decided to give Messrs. Borwick & Sons a supply of 
eurrent by overhead wires to their works. oe 


TRAMWAY and RAILWAY NOTES. 


Bradford.—Aproyos the paragraph in the ELECTRICAL 
REVIEW of November 10th, on the difficulties of the queue system 
of tramway loading in Forster Square, one of the new barriers— 
on the narrow causeway at the bottom of Kirkgate. which is one 
of the most congested corners in the city—is to be removed after 
an existence of about three weeks. The wonder of .the public 
(according to our correspondent) has been that it. was ever erected 
in such a position. with a wide and roomy space round the corner 
in Market Street. The decision was announced at a mecting of the 
Finance Accounts sub-Committee on Friday last. 

iled by half-an-hour 


On all routes the service of cars ie to be curtai 
at the end of the day. i 


Continental. Norway.—It is stated that the Norwegian 
Government has decided to convert to electric traction the existing 
narrow-gauge railway between Christiania and Drammen, and to 
transform it to the normal gauge. The preliminary expenditure 
was sanctioned by the Storthing a short time ago. It is calculated 
"that the reconstruction of the line, which has a total length of 
nearly 33 miles, will involve an outlay of £1,153,000, and the cost 
of the clectrical equipment will represent a further sum of 
£384,000. It is proposed to erect a power station at the Hakavik- 


waterfall. which was acquired by the Government in 1914, and to ` 


install turbo-generators of a total of 17,200 H.P., the first sets to 
comprise three units, each of 4,500 H.P. The scheme provides for 
the purchase of 20 locomotives, having a speed of 44 miles per hour. 
If further power is required than that furnished by the Hakavik 
waterfall, recourse would be had to the Nore waterfall for this 
purpose. The beginning of the new service is expected to take 
_ place in 1920. The question of the transformation to electric traction 
of the Ofoten railway, which forms a continuation of the Swedish 
frontier railway. and which terminates near Narvik, is also under 
consideration. Negotiations for the present are being conducted 
with the Swedish mining companies which forward iron~ore to 
Narvik for shipment. This frontier railway. which proceeds from 
the Lapland iron ore district near Kiruna to the Norwegian 
frontier. was converted to electrical working a few years ago. 


Huddersfield.—A scheme for frainme as motormen 
persons with spare time has been instituted by the manager of the 
tramway department, which is reported upon as very successful. 
It is. thought that many men of suitable age may adopt this 
national service in preference to going into munition shops. 


Middlesbrough — TRANSPORTER BripGe.—Owing to a 
broken cable. the car of the electrically-driven transporter. bridge ` 
recently stopped halfway across the Tees, but the provision made 
for such emergencies proved adequate, the car being in running 
order again in a very short time. — | 


Newcastle-on- Tyne.— T he drivers iu the employ of the 
Corporation have petitioned the Tramway Committee for the cur- 
tailment of the night service. The Committee is to meet the 
theatre managers with a view to considering the position from the 
theatrical point of view. It is expected that the service will be 
‚ curtailed. 

Rossendale.— ARBITRATION.—On the 20th inst. Mr. 
J.M McElroy held an inquiry on behalf of the B. of T. into the 
proposed alteration of tramway stages and fares on the Bacup- 
Rawtenstall tramway system which is operated by the latter Cor- 
poration. The Bacup authorities objeeted to the proposed fure 
increases. as they are all in their area. while, on the other side, it 
was claimed that Bacup passengers are now in а favoured position. 

Walsall.—O wing to a failure of electric supply the tram- 
way service was stopped for two to three hours on Monday. It 
wns stated that this was due to the necessity of securing the supply 
to local factories. which. due to the dark morning, was greater 
than usual. ` 

Walthamstow.— The clerk is to communicate with the 
Commissioner of Police, pointing out the increasing acarcity of 
men suitable for employment as motormen on the tramways, and 
urging that women should be licensed as drivers. 


p —————— S m———g[Ü—À——À14À 


TELEGRAPH and TELEPHONE NOTES. 


German Wireless.— Ihe rates for telegrams by wireless 
from Germany to America have been reduced from 1s. 04d. per 
word to 44d. (Nauen to Sayville.) 

Italy.—Inland telegraph rates have been raised hy 40 per 
cent. for the first 12 words. > 
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Hull. — The Corporation Telephone Committee has 


- awarded war bonuses of 4s. to males over 18 whose wages do not 


exceed 40s. a week, and 3s. а week to males whose wages exceed 
40s. but not 6Us. a week. Females and males under 18 are to 


- receive half thesé amounts. 


New Press Telegram Rates.— The Postmaster-General 
p'oposes to postpone the operation of the new Press rates until 
January Ist, 1918. i 


Rüssia.— The Sibir says that on September Іі, at the 
village of Dudinka. on the Yenisei, +00 versts from the Arctic 
Circle, the most northern part of the Turüchan-Dudinka telegraph 


line, which is an extension of the Yenisei-Turuchan line, was 


opened. 


Wireless Station under:Censorship.— The U.S. Govern- 
ment has put a naval officer on duty in the wircless station of the 
New York Herald at the Battery in New York City. with instruc- 
tions to prevent the use of that station for sending unneutral 
messages to vessels at sea. This action resulted from the inter- 
ception by the Brooklyn Navy Yard of a message sent out by the 


. Herald wireless station to ships at sea, reporting that the German 
submarine U-53 was operating off the Nantucket Lightship.— 


T. «nd T. Age. 


oR ar Í—Á 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Argentina. — November 30th. 
pality. Electric carbons required during 1917. 


Buenos Aires Munici- 
Oficing de Licita- 


. ciones, Intendencia Municipal de la Capital, Avenida de Mayo, 525, 


Buenos Aires. _ 


Australia.—SvDNEY.—dJanuary 3rd. N.S.W. Railways 
and Tramways Department. 50-ton electric overhead travelling 
crane for Yarra Street power-house, Newcastle.” 

January 8th. Municipal Council Electric Lighting Department. 
33,000-volt switchgear. E.L. Department, Town Hall. Specifica- 
tion 10s. 6d.* 

January 22nd. Electrical plant (converter, battery, booster, and 
switchboards) for the Castlereagh Street gub-station, for the Muni- 
cipal Council. Specification from E.L. Department, Town Hall." 


Electric motors and starting 


Cape Town.—January 5th. 
Dock Road, 


panels. for the Corporation Electricity Department. 
Cape Town.* 


Durban.— January 3rd. Corporation. Опе 3.000-KW. 
steam turbine, alternator. and condensing plant. Specification 
No. 8. 238 ; drawing No. P. 597. both at the office of the Borough 
Electrical Engineer, Municipal Buildings. Deposit £2 2s. 


Enniskillen.— December Ist. Sligo, Leitrim & Northern 
Counties Railway Co. Twelve months’ supply of telegraph mate- 
rials. Mr. J. Duff, Secretary to the Company. 


(Government, — Electric 


Grenada, — December 3 ist. 
Tenders to Colonial Secretary, 


supply at St. George's and suburbs. 
Grenada, British West Indies. 


Johannesburg. — December 9th. Corporation, 1,427 
А.С. and D.C. electricity meters and 100 time-switches. Specification 
(21s. deposit) from Mr. E. T. Price, General Managers Office, 
Electricity Supply and Tramways Department, President Street, 
Johannesburg, W.* | | 

December 20th. Corporation. Automatic pressure regulators for 
the a.c. turbo-venerators at the power station.* 

January 3rd. Corporation. Iron axles and bushes.* 


London.—H.M. OFFICE OF Works.—November 27th. 
Twelve months’ supply of electric cable and wire. See "Official 
Notices " November 17th. i 


New Zealand.— DUNEDIN.— January 24th, 1917. Motor- 
generator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin.* | 

TAURANGA.—February 12th. Borough Council. Supply of six 
three-phase transformers. 11,000-100 volte. H. W. Clime & Sons 
Consulting Engineers, Raetihi.— V.Z. Shipping and Commerce. 


Trimdon Grange (Co. Durham).— December 3rd. Nix 
months' supply of electric fittings. Storekeeper, Trimdon Grange 


' Colliery. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial [ntellizence Department in London, 
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"LIN CLOSED. 


Government Contracts,—List of new contracts placed 


| during October, 1916 :— ; 
WAR OFFICE. 


Electric bells.—W. Maxwell & Co., Ltd. ; Peel-Conner Telephpne Works, 
Ltd 


_ Distributing boards.—Park Royal -Engineering Works, Ltd.; Parmiter, 

. . Hope & Sugden. А : 

‘Electric cable and wíre.—B.I. & Helsby Cables, Ltd. ; Craigpark Electric 
Cable Co., Ltd.; W. T. Glover & Co., Ltd.; Hooper's Telegraph and 
India-Rubber Works; St. Helens Cable & Rubber Co., Ltd. ; Siemens 
Bros. & Co., Ltd. Pn | mE 

Telephdhe cords.—London Electric Wire Co. & Smiths, Ltd.: : 

Electric light fittings.—Cable Accessories Co., Ltd. ; Edison Swan Electric 
Co., Ltd. ; General Accessories Co., Ltd.; General Electric Co., Ltd. ; 


C. H. Parsons, Ltd.; Peyton & Peyton, Ltd. ; Sun Electrical Co., Ltd. ; 
C. J. Thursfield & Co., Ltd. | | . E 
Generating sets.—Austin Motor Co. (1914), Ltd.; Fyfe, Wilson & Co.; 
Keighley Gas & Oil Engine Co., Ltd. . . 
Motors and switchboard, &c.— Electric Construction Co., Ltd. ; Siemens 
Bros. & Co., Ltd. ` | 
Insulating tape.—Ancoats Vale Rubber Co., Ltd. ; Siemens Bros. & Co., Ltd. 
Volt- and ammeters.—Johnson & Phillips, Ltd. 
Copper wire.—F. Smith & Co., Ltd. 
Iron wire.—Dorman, Long & Co., Ltd. ; Rylands Bros., Ltd. . 
orks services.—Electric light installation, Dibgate, &o. : Ferranti, Ltd. 
Electric light services, Yatesbury : Siemens Bros. & Co., Ltd. 


| Inpia OFFICE Store DEPARTMENT. 
Accumulators.—Pritchett & Gold. | 


Post OFFICE. 
Telephone apparatus.—Siemens Bros. & Co., Ltd. 
Telegraph "Medis Creed, Bille & Co., Ltd. А 
Telegraph cable.—B.I. & Helsby Cables, Ltd.; Enfield Electric Cable 
Manufacturing Co., Ltd. ; W. Geipel & Co., Ltd. ; W.T. Glover & Co., 
td.; W. T. Henley's Telegraph Works Co., Ltd. ; C. Macintosh & Co., 
Ltd.; St. Helens Cable & Rubber Co., Ltd. ; Union Cable Co., Ltd. 
Telephone cable.—Peel-Conner Telephone Works, Ltd. 
cells.—Siemens Bros. & Co., Ltd. 
T'elephone cords.—London Electric Wire Co. & Smiths, Ltd. . 
Cable drums.—B.I. & Helsb Cables, Ltd. ; Western Electric Co., Ltd. 
Insulators.—Taylor, Tunnicliff & Co., Ltd. 
Insulator spind es.—Bayliss, Jones & Bayliss, Ltd. ; Bullers, Ltd. ; Guest, 
Keen & Nettlefolds, Ltd. 
Insulated bronze wire.—B.I. and Helsby Cables, Ltd. 
` " Galvanised-iron wire.—Dorman, Long & Co.; Rylands Bros., Ltd. ; Shrop- 
shire Iron Co.; F. Smith & Co. (Wire Manufacturers), Ltd.; White- 
cross Co., 144. i ; 
Battery zincs.—Eyre Smelting Co., Ltd.; Siemens Bros. & Co., Ltd. 


Н.М. OFFIcE ОР Works. 


Supply of incandescent electric lamps to August 81st, 1917.— British 
omson-Houston Co., Ltd. ; Pope's Electric Lamp Co., Ltd. 


Walthamstow.—U.D.C. Accepted tenders :— 


Babcock & Wilcox, Ltd.—Water-tube -boiler, £4,850; economiser, £929; 
steel chimney, £1,650; pipework, £890; hotwell tank, £170; pump, 
£945; induced-draught plant, £950, | 

Вгисе Peebles & Co., Ltd.—1,000-xw. motor-converter, £3,250. 

British Thomson-Houston Co., Ltd.—E.mn.r. switchgear, £283. 

Genera] Electric Co., Ltd.—r.r, Switchgear, £355. 


———— —— 


FORTHCOMING EVENTS. 


Physical Soclety of London. Friday, November 24th. At 5 p.m. At the 
Imperial College of Science, South ensington, S.W. Ordinary mecting. 


Royal Society of Arts.—Monday, November 27th. 
Adelphi. oward Lecture on '*Coal and ita 
Prof. J. 8. Brame. ; 

` Wednesday, November 99th. At 4.90 p.m. Paper on “The Internal- 
Combustion Engine,” by Dr. Dugald Clerk, F.R.S. 


Institution of Electrical: Engineers (Manchester Local Section).— 
esday, November 28th, t the Engineers’ Club. Paper on “ The 
Parallel Operation of Electric Power Stations," by Mr. J.3. Peck. 


liverpool. Engineerin Soclety.— Wednesday, S November 29th. At the 
oyal Institution, Colquitt Street. ron * Notes on the C i 
of Modern Dock Gates," by Mr. T. L. Norfolk. клоп 


Greenock Electrical Soclety.— Thursday, November 80th. At 20, West 
Street. Paper on * What is Electricity?” by Mr. J. L. Hogg. 


At5 p.m. At John Street, 
Economic Utilisation," by 


—— 


^ 


NOTES, 


of the country, in order to secure efficiency in 
The Council waa 


Dr. Cary T. 
The offer was 


been placed i 
the hands of an Executive Committee. — Weetrical World. ú © 


Largest Generator in the World.—The Electrical World 
reports that the Siemens-Schuckert- Werk 
now building a 60,000-K.v.A. generator, 
and running at 1,000 R.p.w. The genera 
Rheinische Westphalische Elektriaitüta Wer 
by April 1st, 1917, which throws an interes 
tions of the German electrical industry in 
6,000-volt energy will ba ste 
sion by а 60,000. V.a. transformer, 


‘Educational,—Russ1s.—The Russian Universities hay: 
prepared a memorandum with a view to bringing the educations! 
establishments of England, Russia, and France closer together. 
The memorandum contains the following recommendations :-- 

1. The study of English should be included as an obligatory 
subject in the curriculum of all Russian Secondary Schools anl 
Universities. . 

2. Young scholars sent abroad by the Ministry of Education for 
special research studies should go preferably to England, and ala, 
to France. " ; 

3. Regular tours of Secondary School and University teachers 
and lecturers to England and France should be organised by the 
Ministry, 

1. A system of exchange of all scientific publications should be 
organised between Russian and English educational institutions, 

5. Similar exchange of scientific apparatus and educational 
objects.— The Times, | | | 

The Russian Academy of Science has elected a special bureau, 
whose aim it will be to promote intellectual intercourse between 
England and Russia. It will publish in the English and Russian 
languages the works of modern scientists, and will organise 
lectures to be held by Russian professors in England, also inviting 
English professors to give lectures in Russia. 


British Money for British Industries.—The . Daily 
Telegraph states that the Trade and Industry Committee of the 
Royal Colonial Institute recently submitted the following resolu- 
tion to the Governments of the Dominions and Colonial Govern- 
ments having power to legislate, as. well as to Chambers.of Com- 
merce, Boards of Trade, &c., in all parts of the Empire :-— 

"That with a view to encouraging the establishment of nev 

. industries in the British Empire, and giving a measure of confidence 
and security to capital to be embarked therein, as well as assisting 
the expansion of existing industries. the Governmenta of the 
Empire be urged to таке it obligatory on all Government depart- 
ments, municipalities. railways, dock and harbour boards, gas, 


. water, and electric light corporations, and all such bodies spending 


public moneys, or enjoying charters from Government or other 
public authorities. to purchase -Empire-made goods, and to place all 
contracts with British firms, exceptions to be made, by special per- 
mission of proper authority, only їп cases where such a course is 
considered to be at variance with public interests." — - 

In forwarding the resolution, it was pointed out that if it were 
made compulsory in each part of the Empire that Government 
departments and municipal and other publie bodies should place 
contracts only with British firms. it would prove п very strong 
factor in stimulating the establishment of new, and the growth of 
existing, industries, as well as consolidating : inter-Empire trade. 
Chambers of Commerce and Boards of Trade were asked to w- 
operate in bringing before their Governments the necessity of 
passing the required legislation to give effect to the principle 
embodied in the resolution. A large number of favourable replies 
was: received. : 


Electric Flour Mill in the. Caucasus.— In view of the 
continuous rise'in price of grain products, the management of the 
Caucasian Railway has decided to construct an electrically-driven 
flour mill at Mineralnya Vody, to supply the servants of the 
railway with flour. | | 


: А i Wa Tipe 

Engineers and the Question of a Truce.—The Tins 
gives a list of the topics which will be brought before the annual 
Conference of the Labour Party at Manchester, in January. It 
describes the resolution submitted by the Amalgamated Society of 
Eng neers as the most ominous. It reads as follows :— . 

“That this Conference, believing that the attempt to negotiate 
a binding industrial truce between Labour and Capital might well 
ereate more friction than it would prevent, cannot -regard the con- 
clusion of such a truce as either practicable or desirable; but that 
this Conference would welcome the initiation of negotiations 
between Trade’ Unions and Associations of Employers in ench 
industry, with a view to the settlement by agreeinent, wherever 
possible, of the serious industrial problems that will arise after the 
war. 

“ This Conference, therefore, reaffirms its belief in the pre-war 
methods of negotiation between employers and employed, and 
affirms its opposition to any system of compulsory arbitration ш 
trade disputes.” : i 

The Morning Post states that a meeting of representatives 0 
the Employers’ Parliamentary Association and the Trade Union 
Parliamentary Committee was held at the House of Commons. on 
the lth inst., when the possibility of holding a Conference 
thoroughly representative of industry and of the Trade U por 
was discussed, The meeting was of a preliminary character, ant 
another meeting will be held in the near future further to. ош 
the proposal. It is understood that the Conference, if held, wi 
deal with the question of industrial peace after the war. 


Н ы : a ауу" eye ü 
The Engineers' Club, Mancliester.—On Tuesday evene 
members of this club met to consider the subject " Eclipse or 
Empire," the proceedings being opened by Mr. S. Turner, of Turner 
Bros, Ltd. Rochdale, joint author of a book with that a3 
its title. | The 
On December Sth Mr. E. C. Barton will open a debate ou * E 
Decimal System." the Lord Mayor of Manchester (Councilor 1. 
Smethurst) presiding. " T 
On December 19th the aubject for disoussion will be ee 
jug Education «nd Research,” Introduced by Mr. A, Р. М. Pleminy: 
of the British Westinghouse Co. 
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Institution and Lecture Notes.—Institution of Civil 
Engineers.—In a paper ou " Keadby Bridge." on Tuesday last, Mr. 
J. B. Ball stated that the Great Central Railway Co. had recently 
completed an important bridge over the river Trent, at Keadby, of 
which the chief feature was a lifting span, built on the Scherzer 
principle. which claimed the distinction of being the heaviest 
lifting bridge yet constructed in Europe. The new structure con- 
sists of a combined railway and roadway bridge of five spans, 
including a lifting span of 160 ft., giving a clear waterway of 
150 ft. The total weight of steelwork in the lifting span is 987 
tons, exclusive of the machinery and gearing, and the total 
weight of the span, together with its counterweight, is approxi- 
mately 2,920 tons. The lifting span is worked electrically by 
means of two LI5-H.P. D.C. motors, carried: on the leaf itself, the 
power being transmitted through trains of gearing to the main 
pinions on each side. 
bridge; when fully open, is 1°51, and the time taken to open or 
close it by electrical power is less than two minutes. 

Owing to the nbsence of power supply in the neighbourhood. a 
special plant for the generation of current had to be put down, 
consisting of two direct-coupled petrol engines driving two 50-Kw. 
machines, the current being delivered at the switchboards at 220 
volts. A large storage battery is provided, capable of supplying 
the motors with current for about 30 operations of the bridge 
before re-charging is necessary. Two sets of electric brakes are 
provided, and at the fore end of the span two heavy forged steel 
bolts. worked electrically from the control cabin, engage with 
castings anchored down to the pier, só locking the bridge when in 
the " down" position. 

Electrically-operated gates are provided for the protection of 
roadway traffic, which are interlocked with the railway signals; 
the latter are three- -position signals, and are the first to be installed 
as a complete scheme in this country. ^ 

Work was commenced in August, 1912,and the bridge was opened 
to traffic on May 21st, 1916. 

University College, London.— Opening the four th of his lectures 
on * .Long- -Distance Telephony," Prof. Fleming dealt with "transi- 
tion" losses at points of junction between cables, of different 
characteristics, or between aerial and underground lines, and 
showed how they could be calculated and expressed in terms of 
"miles of standard cable" (м..с.). He then returned to the sub- 
ject of loading, and explained how the formula for the attenuation 
constant could be greatly simplified when. as in a loaded cable, the 
ratio R/pL had a small value, for then VR? Bop = pL 
Vi + Rp? = рь + 2р1. and similarly s/s + р? С 

= pc + s2pc, for s|pc is always very small. Using these 
expressions, the attenuation constant а = } V C L (аһ, + 8/с), а 
very useful formula; in this R includes the resistance and L the 
inductauce of the loading coils. From this it was shown that the 
theoretically best loading—/.e.. that i hich made a а minimum— 
was attained when L = (|! 
resistance per mile and R}, 1}. the resistance and inductance of the 
loading coils. R'/L! may vary from 25 to 50, and s/c from 12 to 
350 ; hence the best value of a depends upon s/c, which should not 
exceed 100 to 150. Generally, however. the ‘best loading" 
requires too close spacing of the coils, and it is not economical to 
load to that extent. 

“ Krarup." or uniform loading, is effected by winding a fine iron 
wire round the insulated conductor of a cable from end to end ; it 
increases the inductance, but not so much as coil loading. After 
deducing a formula for the inductance of two parallel wires in air, 
Prof. Fleming showed how the presence of the iron between them 
affected the inductance, the increase being about 110°5 x tid + t) 
in millihenrys per mile. where ¢ = the thickness of the iron wire 
and d = the diameter of the conductor. Unfortunately, the 
iron winding also introduces eddy currents and hysteresis, which 
increase the apparent resistance of the copper conductor by an 
amount = 8.000 t?/(d + t) ohms per mile. The effective result, 
therefore: is that the ratio of the increase in resistance to the 
increase in inductance = 72.100 г, and thus depends only on the 
thickness of the iron wire. In practice. ^ is about (012 in.. and 
the lowest value of the ratio is about 110. "This compares with 
the value 25 to 50 with coil loading. and cannot be much improved 
upon. unless iron wire of very low hysteresis and high specific 
resistance can be made. 

Reference was made to the article by Mr. J. G. Hill in the 
ELECTRICAL REvIEW of November 29th, December 6th and 13th, 
1912, in which cables loaded with coils and with uniform loading 
were fully compared. 

Prof. Fleming next explained the method of superposing 

"phantom ` circuits on ordinary circuits, and showed how the 
former could be loaded without affecting the loading of the latter. 
Perfect balancing of the circuits in all respects is essential, and 
can be attained more easily in the construction of cables than in 
aerial lines. which require elaborate schemes of spiralling and 
crossing to prevent cross-talk and external interference. Discussing 
the details of a large number of important loaded lines. including 
the line from New York to Denver. Prof. Fleming stated that the 
London-Birmingrham cable. recently completed. was the best yet 
laid. The 300-lb. circuits. 1095. miles in length, were equivalent 


to only 42 miles of standard cable; they had been extended to - 


Liverpool. and could be extended to a total length of 500 miles. 
Physical Society of London.—On October 27th a paper, entitled 
“ The Influence of the Time Element on the Resistance of a Solid 
Rectifying Contact,” was read by Mr. D. Owen. The resistance at 
a solid rectifying contact. and oaan the exact shape of the 
resistance characteristic, depends upon the time for which the 
testing courrent is allowed to flow, A series of characteristics are 
given corresponding to durations of contact extending over the 


The angle of maximum elevation of the 


‚ improving their sphere of application. 


+ s/c), where Re = the line. 


range one forty-thousandth of a second to 30 seconds. The 
following conclusions are drawn :— 

1. That the variation of resistance with voltage may be attributed 
entirely to thermal effects. 

2. That the characteristic obtained by applying the testing 
voltage for one hundredth of a second is, at moderate voltages, 
materially the same as that which would be found at the expiry of 
a period of the order of a millionth of asecond: 

3. That the sensibility of a wireless receiving circuit (in which 
the rectifying contact is “used) does not differ very appreciably from 
that deduced from a slow period characteristic. 

4. That an important fraction of the contact-resistance resides 


in a stratum of molecular thickness at the interface of the two 


elements of the contact; and that it is in this region alone that 
rectifying action at very high frequencies is effected. 

Greenock Electrical Society.—in a paper on the L.E.E. rules for 
wiring, Mr. Herbert Piggott made suggestions with the object of 
Several clauses in the rules 
were shown to lack conciseness, while in many cases the instruc- 
tions embodied left the matter open to discussion: The opinion 
was advanced that the rules, to be absolutely binding, would 
require to be made more definite, and the intentions more clearly 
stipulated than was the case in the 1916 revision. 

Mining Electrical Engineers.—A joint meeting of colliery 
managers and mining electrical engineers, with the staff branches, 
was held, on Saturday last, at Birmingham, when Mr. Jones, 
AMLEE., Chasetown, read a paper on “Colliery Electrical 
Installation." A discussion followed, and it was resolved that a 
special meeting be held to continue the discussion. | 


Sabotage at a Munition Factory.—According to T 
Leeds Mercury, the work of a factory, engaged entirely on work 
for the Government, was delayed and damage to the extent of 
£30 was done, apart from the delay which was caused to employ- 
ment, by Robert Thompson, alabourer. · 

The defendant, who pleaded guilty, was an Irishman, and came 
over from Ireland with some fellow-countrymen about three 
months ago to work at the factory. On the night shift, on 
November 10th, a crane boy saw him alongside a tank which con- 
trolled the supply of electricity. There were resistance rods at 
the end of the tank, interference with which allowed the whole of 
the current to pass through the tank, thus causing waste and 
delay. Defendant was seen by a labourer, with a bar of metal, 
knocking off two of the rods, one of them being actually broken. 

The Bench felt that the case could not be dealt with by a fine, 
and sentenced him to 14 days’ imprisonment with hard labour. 


Central Station Engineers.—AssociATIoN oF ELEC- 
TRICAL STATION ENGINEERS.— The present activities of the Asso- 
ciation of Electrical Station Engineers are concerned with the 
general assistance of individual members —such as legal assistance, 
solving members' difficulties due to the Munitions of War Act, 
giving ; general information to members with regard to stations and 
station work, «c. The policy of the Association has not altered, 
and stil remains the same аз stated in the " Correspondence " 
pages of the ELECTRICAL REVIEW of January 21st. 1916. It is 
regretted that several organisations! have endeavoured to 
form special sections to deal with the affairs of electrical station 
men, who already have an organisation to protect their interests, 
but experience enables the A.E.S.E. to look to the future with 
every confidence, believing that now station engineers are realising 
the necessity for organisation they will join their confrères in the 
A.E.S.E.. the only organisation devoted solely to the interests of 
station men. 

ELECTRICAL TRADES UNION (LONDON PowER STATION 'ENGI- 
NEERS’ BRANCH).—We are asked to state that an inaugural meeting 
of this branch was held on Wednesday. last week, at the Surrey 
Masonic Hall. An address was given by Mr. Kinniburgh, organiser, 
in which he dealt with the objects of the branch, which are to 
organise the London power station engineers : membership is to be 
open to all —London station engineers, electricians and switchboard 
attendants who can produce five years credentials at the trade. 
Mr. Kinniburgh mentioned that there wbre already over 30 mem- 
bers in the new branch, &nd station men in the County of London 
who have the necessary qualifications will be welcomed at any of 
the branch meetings. 


Parliamentary.—The West Kent Electric Power Co., 
Ltd., has given notice of application to Parliament in the 1917 
session for further capital and other powers. 

The Nottinghamshire and Derbyshire Tramway Co. is intro- 
ducing a Bill for taking over the Ilkeston Corporation tramway 
undertaking. 

The Aluminium Corporation is applying for powers for cancella- 
tion, rearrangement or concession of the participating shares of the 
company. and further capital provisions. 

The South Metropolitan Electric Tramways and Lighting, Co., 
Ltd.. is applying for electric supply powers for Ewell and Cud- 
dington. &c. 

The Electrical Distribution of Yorkshire, Ltd.. is applying for 
electric-supply powers for Rawdon and Yeadon, also Clayton and 
Queensbury, Penistone, Wortley (rural) and Otley. 


Cable Makers’ Association.—At the invitation of this 
Association the post of secretary, which became vacant by the 
death of the late Mr. A. Н. Howard, has been accepted by Mr. 
Llewelyn B. Atkinson, M.LE.E. A.M.Inst.C.E. Mr. Atkinson із a 
director of Messrs. W, T, Glover & Oo., Ltd., and has: for the pest 
18 years been closely associated with the work of the Cable Makers’ 
Association, of which, in the year 1918, he waa obairman. i 
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Volunteer Notes.—FiRsST Lonpon ENGINEER VOLUN- 
. TEERS.—Headquarters, Chester House, Eccleston Place.—Orders 
for the week by Lieut.-Col. C. B. Clay, V.D.. Commanding. 
Monday, November 27th. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
naling Class. Lecture, "On Telephones," 7.30. 
Tuesday, November 28th.—School of Arms, 6—7. ` Lecture, 
7.15, " Entrenching," Company Commander Castell. 
Wednesday, Vorember 29th.—Instructional Class, 6.15. 
Drill, Platoon No. 1. | l 
Thursday, November 30th.—Platoon Drill, Platoon Nos. 5 and 6. 
Ambulance Class by M.O., 6. | 
Friday. December \st-—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. 
Recruits’ Drill, 6.25—8.25. Lecture, " On Telephones," 7.30. 
«Saturday, December 2nd. —N.C.O/s Class, 2.30. Company Com- 
mander Bentley. ; 

Sunday, December 3rd.—Entrenching at Otford.—Parade at 
Victoria (S.E. & C. Railway Booking-oftice), 8.45 a.m. | 

Inspection,--The Inspection by the County Commandant is 
unavoidably postponed for a few days.” ' 

(By order) MACLEOD YEARSLEY, Adjutant. 
-Vorember 23rd, 1916. | 


Platoon 


Fatalities.—By the col lapse of a stage whilst workmen - 


were employed on the erection of a steel chimney stack at the 
Bradford Electricity Works, last week, three riveters in the 
employ of Messrs. Newton Chambers & Co., Ltd.. of Sheffield, 
` were thrown to the bottom of the stack, a distance of 60 ft. Edgar 
‚ Yeardley, the erector, was killed outright, Richard Gardner, his 
foreman, died later from his injuries, and the third man was 
' injured. 

At an inquest into the death of a woman, aged 64, at Wolver- 
` hampton, the driver af а car was exonerated from blame. Great 
complaint was made of the darkness of the town, and the jury 


» 


recommended, if the authorities could sec their way ‘clear, that - 


there should be a little more light. They also suggested that 
` the speed of cars should be reduced after sunset. and that all cars 
should be equipped with hand lamps and other appliances in case 
of apcident. The Coroner remarked that this was the third case 
of fatal accident which he had inquired into since the intro- 
 duetion of the restricted lighting, and it had struck him that in 
each of these cases a little more light might pcssibly have saved 
the deceased. Mr. Howell, the deputy town clerk. nndertook to 
bring the recommendations under the notice of the authorities. 


Sterling Telephone and Electric Co., Ltd.—From an 
advertisement which appears in this issue, it will be seen that the 
. Public Trustee is inviting tenders for the purchase of 26,001 pre- 

ference shares of £1 each and 7 100 ordinary shares of £1 each in 
the above-company. vested in him as custodian by an Order of the 
Board of Trade, dated August, Ist, 1916. It is mentioned that the 
trading profit for the year ended December, 1915, amounted to 
£ 58.901. before providing for depreciation. income-tax. excess profits 
duty, kc. Tenders must be submitted by December 8th. 


Rifle Match.-— match between the * Ediswan " Rifle 
Club and the “ G.E.C." Rifle Club was “ shot by post ` on Saturday 
last. under rather adverse conditions. ~ Ediswan " shot on their out- 
door range at Ponders End, іп wretched weather, while the “ G.E.C.” 
. were more fortunate in being able to shoot in their indoor range 

at Witton, Birmingham. Hence it came as a great surprise to the 
" Ediswan " men themselves to learn that they had won the match 
under such " trench-like " conditions. - 

The “ Ediswan " team were represented at Witton by Mr. W. H. 
Fletcher, of their Birmingham Branch, and the “G.E.C.” team 
коч very popular man to represent them in tho person of Lieut. 

ard. 

The scores were as follows :—- 

" Ediswan " : Score, 1.280 : average, SOU, 
Corbatt. | 

"G.E.C.": Score, 1,191. 
Mackay. 


Team captain, A. J. 
Average, 74:13. Team captain, A. D. 
" 


Chemistry and Engineering.— Discussing this subject on 
Monday last, Dr. Charles Carpenter (President of the Society of 
Chemical Industry) said that the future of the chemical industry 
could be secured by the co-operation of the two professions. In 
the past there had heen prejudice between the two professions, 


inasmuch as engineers had always kept their operations strictly ' 


secret from the chemists. The need for men with knowledge of 

both engineering and chemistry was becoming а national one. 
The engineer and the chemist should take each other into con- 
fidence. The engineer should be taught enough of chemistry to 
appreciate the chemist's point of view, and the chemist enough of 
engineering to know that the engineer might be left to advise as to 
what would be good chemical works, 


Receiver Appointed.—Suirston ELECTRIC Co. Lrp., 
Shipston-on-Stour.—Mr. A. E. Mason. of 193, Wolverhampton 
Street, Dudley, has been appointed Receiver for, and on behalf of, 
debenture-holders in this company. Future orders will only be 
recognised when bearing his signature. 


., Walsall Electricity Extensions.—In connection with the 
illustrated description of the above, appearing on page 563, we 
should add that Mr. T. Llewellyn has acted ав clerk of the works, 


and has rendered excellent service during the construction of the 
1 dings and plant, | 


‘with Parsons geared turbines and 


Appointments Vacant.—A shift engineer is required fora 
Midland power station (£110); two switchboard attendants, for 
Redditch (35s.) ; chief engineering assistant, for Leeds electricity 
department (£350) ; demonstrator for the N orthampton Polytechnic 
Institute Department of Electrical Engineering and Applied 
Physics (£125); switchboard attendant (35s.) for the Walthamstow 
U.D.C. Electricity Works; shift engineer for the Borough of 
Reigate Electricity Works. See our advertisement pages. 


A Curious Lighting Incident.—At Lough borough Petty 
Sessions a curious breach of the lighting regulations was disclosed 
in а case against Messrs. H. E. Godkin & Co., hosiery manufacturers, 
A constable stated that on a Saturday night he saw a bright light 
shining through thé skylight of the factory. Mr. Godkin, after 
going to see what had happened, said someone must have switched 
on the light. For the defence, it. was stated that Mr. E. L. Fisher 
and an apprentice were at work on-the electric light, and when. 
they finished on Saturday night the switch was turned off. Since 
this occurrence Mr. Fisher had made a special examination, and 
had found an extraordinary state of affairs. There was a leakave, 
not yet satisfactorily located, which had got into the iron girders 
of the roof, and had the effect of lighting this particular lamp. 
The switch was undoubtedly off. Evidence in support of this was 
given by Mr. E. L. Fisher and his apprentice. A fine of 20s, was 
imposed. 


Turbine-Driven Ships.—The annual report of Lloyds 
Register mentions that during the past year three vessels fitted 
six with Curtis eared 
turbines have been built. At the present time 52 vessels 
are in course of construction. with a view to beiny classed in the 
Society's Register, of which 25 will have Parsons single-geared 
turbines and 27 Curtis double-geared turbines. Two vessels are 


being built in the United Kingdom to the Society's classification, 


with Ljungstrom turbo-electric propelling plant—one of 1.500 н.р. 
and oneof 5,100 u.p. Shipping World. Я 


The Mechanism of Light Production іп Animals.— 
We referred to this subject in our issue of October 6th: Prof. 
Harvey has since contributed a further article to Science, in which 
he states that the luciferase, and not the luciferin, is the souree of 
the light, and hé proposes the new names photogenin and photo- 


- phelein for the two substances. The light-producing power of 


these compounds is very extraordinary. " Cypridina photogenin 
will give visible light with photophelein in one part to 1.600,000.000 
parts water." It takes photophelein from 100 Cypridinas to use 
up the photogenin from one Cypridina. “ А water solution of 
Cypridina photogenin preserved with chloroform for 56 days will 
still give light on mixing with fresh photophelein. It should 
be borne in mind that photogenin, the source of the light, is not 
only a very powerful substance, but also a stable substance. If 


, We can see the light. from a stable body in a concentration of 


I : 1,600,000,000, what might not be accomplished with the pure 
substance? We have, perhaps. in the power of photogenin the 
first indication of a really possible utility of ‘cold light. My 


work is not sufficiently advanced to state the chemical nature of 
photogenin, except to say that it is probably protein.” 


Telux Co. v. Efandem Co.—As we go to press we learn 


` that in this case, which is reported in our “ Legal " columns in this 
issue, his Lordship on Wednesday entered judgment for the 


defendants on the claim, the counterclaim being withdrawn. The 
question as to Mr. Gordon's interest as sole partner was left over to 
be discussed to-day, Friday. , 


The Scarcity of Platinum.—The steadily increasing 
price of platinum is attracting attention to the Ronda lode 
in the district between Malaga and Gibraltar, to which public 
notice was directed at the beginning of the present year. lt is 


. understood that the Spanish Government has assumed the task of 


prospecting the Ronda lode. As is generally known, the Ural 


platinum mines, whioh are the richest known platinum mines in 


the world, are gradually showing signs of exhaustion, the output 
for 1915 having been less by half than that for 1914.—Zuancidl 
Times, 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


— 


Central Station and Tramway Oflicials.—Horshaiu р. 
has appointed Mr. Harry L. Corram, of Colchester, as elec 
trical engineer, in succession to Mr. J. B. Morgan, resigned. 

Mr. J. W. S. CLuNas, who has acted as city electrical ener 
neer at Cape Town since the appointment of Mr. W. F. е 
a3 general manager of the Cape Town Tramways Co., һа 


. now been confirmed in that position by the City Council at а 


salary of £900 per annum, with annual increases of £50 up 
to £1,200. | ilie 
Mr. Бовепт Owen, deputy chief electrical engineer b - 
Leeds Corporation, has received the appointment of ee 
engineer to the borough of Wigan, at a salary of £550 p 


\ 


' Houston Co., Ltd. 
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annum, with house, lighting, and fuel, or, in the alternative, 
a salary of £600 without those allowances. There were 106 
candidates. 

Mr. C. T. Astsury, who has been electrical engineer to the 
Atherton (Lancs.) District Council for some years, has left 
to take up an appointment in Scotland. He has been pre- 
sented by his former colleagues at Atherton and the respec- 
tive chairmen of the Electricity and Fire Brigade. Commit- 
tees, with an antique oak bureau. 


Generak—The Salford Electricity Committee has rc- 
appointed Coun. BiLLiNGTON chairman and Coun. McDouGcALL 
deputy-chairman. 


Rol of Honour.—The Times states that Captain Н. W. 
Trerusis, Northamptonshire Regiment, who was. killed on 


November 7th, aged 34, spent some time in Canada with a 


Government survey party, and then returned to England to 
study electrical engineering. In 1912 he was appointed elec- 
trical engineer to the Borneo Co., at Kuching, Sarawak, and 
he was there when war broke out. He returned to England 
in December, 1914. 

Bombardier OLrver Wassarp, R.F.A., who has been awarded 
the Military Medal,. was employed in the electricity depart- 
ment of the Glasgow Iron & Steel Works. * ` 
The Military Medal has been awarded to Private J. ENTICOTT, 
Oxford and Bueks Light Infantry, who was, on his enlist- 
ment, employed at the Rugby works of the British Thomson- 
The award is for gallant conduct by 
attending wounded single-handed under heavy shell fire. 

Rosert Bates, R.F.A., reported badly wounded, was em- 
ployed af the Blackburn Corporation electricity works before 
heing called up as a reservist. 

The Military Medal, for gallant conduct in taking charge 
af his section after his officer had been badly wounded, and 
getting it safely through a barrage, and afterwards doing 
good consolidation work, has been awarded to -Sergeant H. 
Kerr, Royal Engineers, who was an electrician with Messrs. 
Joseph Walker & Son, electrical engineers, of Whitehaven. 

Private A. E. Grirritas, London Regiment, who was an 
cmployé of the Telegraph Construction & Maintenance Co., 
Fast Greenwich, has fallen in action. 

Able Seaman А. W. HiNSON, R.N. Division, who has died 
of wounds in France, was also at the East Greenwich works 
of the. Telegraph Construction & Maintenance Co. 

Petty Officer JoHN Crank, R.N. Division, who was in the 
electrical department, at Charlton, of the L.O.C. tramways 
when he enlisted, is in hospital suffering from the effects of 
gas. 

Sergeant WM. Beckett Нил, reported to have died of 
wounds, wag on the staff of the City of London Electric Light- 
ing Co. 

Private EDWARD 
killed in action, was in 
department. 

Private SIpNEY Brown, Dorset Regiment, who was on the 
staff of the Lowestoft Corporation electricity works, has died 
in hospital at Aimara, Mesopotamia. 


Obituary.—Mn. J. Gray Scorr.—We regret to learn of the 
death, which occurred in Constantinople in July last as the 


Farr, West Yorks. Regiment, reported 
the Leeds Corporation electricity 


result of m electric shock, of Mr. J. Gray Scott. Mr. 
Gray Scott wrote a series of articles on ‘‘ Combined 
Lighting and Traction Stations" for the ELECTRICAL 


Review nearly twenty years ago, when he was on the 
Bradford central station staff. Не subsequently became 
v chief " at Whitehaven, and Leith, and, later, at Croydon. 


In 1004 he resigned his position as borough electrical engl- 


neer at Croydon in order to become general manager and 
electrical engineer to the Hong-Kong electric tramways, and 
on the termination of that engagement he returned to Eng- 
land, where he remained for some time: he subsequently 
proceeded to Constantinople to beeome, professor of electrical 
and mechanical engineering at the Roberts College there. The 
circumstances attending his death are described in a letter 
received by his brother from the president of the College, and 
from: which we quote :— 

“On July 12th. the current of electricity was automatically 
cut off, and Prof, Scott went to the transformer station to 
see why it was interrupted. He was accompanied by a 
student, to whom he gave some explanations. He closed the 
switch, which had opened, locked the door, dismissed the 
student, and went away. About 90 minutes later he re- 
turned. opened the transformer station' again, and stepped in. 
At this station a current of 10,000. volts is received and trans- 
formed before sending it on to the College for lighting. Tn 
коте way inexplicable to us. he touched the live wire with 
his hand. and received a shock which was instantly fatal. 
A servant heard a ery. Men ran to draw hin out and worked 
to revive him, with the assistance of two American doctors. 
but there was no sign of life. Our whole community 18 
saddened and shocked beyond measure. Your brother was 
so svstematic and faithful in the discharge of his duties that 
it will be very hard to get along without him. and he was ғо 
kind to everyone that he endeared himself to many, many 
friends. We buried him in the historie cemetery at Haidar 
Pasha—the Crimean Memorial Cemetery—purchasing n lot 
for the purpose. My own idea is that a sudden giddiness 
must have seized him due, perhaps, to the intense heat of 


the дау,” 
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Mr. Н. SrLiTDonF.—The death is announced from New 


` York, at the age of 83 years, of Mr. Henry Splitdorf, one of 


the pioneers in developing the magneto for ignition purposes 
of motor vehicles. The deceased was also an active: worker 
in other fields of electrical development. Even up to the 
time of his death he was stated to be engaged on 
the development of a new type of storage battery; he 
was also the inventor of a coil for use in connection with the 
firing of explosive charges, a repeating relay for telegraph 
lines, and various X-ray coils, while as long ago as the 'fifties 
of the last century he was associated with Morse in the deve- 
lopment of telegraphic apparatus. i d 
 Will.—The late Captain C. S. WorsrExHorME, 12th Durham 
Light Infantry, assistant superintendent engineer 1n the tele- 
phonie departinent of the Leeds Post Office, who was killed in 
France in July, left £1,285. ` | 


NEW COMPANIES REGISTERED. 


Accuratact Magnetos, Ltd. (145,287 ).— This company was 
registered on November. 13th, with а capital of £5,000 in 21 shares, to carry 
on the ‘business of manufacturers of and’ dealers in patent contact breakers 
and magnetos, electrical engineers and manufacturers, founders, ‘smiths 
machinists, &c., and to adopt an agreement with A. P. Hann and H. D. 
Grant. The subscribers (with one share each). are: А. P. Hann, Holmleigh, 
Beaminster, Dorset, engineer; Н. D. Grant, 102, Elm Grove Road, Barnes, 
Surrey, merchant, Private company. The first directors (to number not 
less than two or more than five) are A, P. Hann and H. D. Grant (both 
permanent, subject to holding 25 ordinary shares each) Qualification of 
ordinary directors, 100 ordinary shares. Remuneration (except | managing 
director, if any), £250 each per annum. Registered office: Suffolk House, 


Laurence Pountney Hill, Е.С, 
Selson Engineering Co. (France), Ltd. (145,319).—This 


company Was. registered on November 160, with a capital of £3,000 in #1 
shares, to curry on the business of mechanical, electrical, and general engi- 
neers, manufacturers of and dealers in machine and hand tools, appliances, 
implements, and instruments, founders, millwrights, iron and steel cable 
makers, boiler makers, motor ‘and engine builders, &c. The subscribers (with 
one share cach) аге: N. F. Henshaw, 85, Queen Victoria Street, E.C., engi- 
neer: Е. M. Selson, 45, Queen Victoria Street, E.C., engineer. Private company. 
Table " A" mainly applies. Solicitors: Stephenson, Harwood & Co., 31, 
Lombard Street; Е.С. 


C 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Anglo-Mexican Electric Co., Ltd. (87,408) „—Capital, 
£300,000 in £1 shares. Return dated October 18th, 1916. All shares taken 
up; £7 paid; £299,993 considered as pail. Mortgages and charges: £300,000. 


-Europe & Azores Telegraph Co., Ltd. (39,452c) .—Capital, 
£200,000 in £10 shares. Return dated June 22nd, 1916. AN shares taken up; 
£144,320 paid; £55,680 considered as paid, Mortgages and charges : Nil. 


E. S. Co., Ltd. (139,230).—Capital, £2,000 in £1 shares. 
Return dated July 14th, 1916. 1,401 shares taken up; £503 paid; £898 con- 
sidered as paid. Mortgages and charges: £2,000. 

Flather & Co., Ltd.—A memorandum of satisfaction in 
full on October 27th, 1916, of debs. registered November 96th, 1902, securing 
£600, has been filed. Y 

Northampton Electric "Light & Power Co., Ltd.—lIssue 
on October 31st, 1916, of £1,000 debs., part of a series of which particulars 
have already been filed, 


SR aD 
ET 


. CITY NOTES. 


Mn. C. Lock, presiding at the annual 
meeting on Tuesday, said that they had 


Monte Video 


Telephone | hid over 500 new subscribers during the 
Co., Ltd. year. There was also an increase эп 


yeceipts, and those receipts had been ob- 
tained at somewhat less cost than in the previous year. The 


-working expenses were £558 less than in the previous year, 


partly because they had been singularly free from wind 
storms. They were putting £8,000 to depreciation and £9,000 
to reserve for renewals. That reserve would be a great ‘stand- 
by in the not distant future should they be fortunate enough 
to obtain a concession for the underground plant. Consider- 
able pourparlers had taken place during the year with the 
Minister of [ndustries on the latter point. The company was 
not yet within sight of the granting of the concession, nory 
could he sav that it would be granted, but the atmosphere 
was rather more favourable than for some time past. On the 
other hand, in the present state of war, there was no great 
hurry to incur heavy obligations for putting down a large 
amount of plant. The’ hoped that the grant would be de- 
layed for some Jittle time, and that the terms provided for in 
the draft concession for getting approval of the plans and for : 
commencing operations, and also as to the time allowed for 
raising capital, would be of a 1nore liberal character. In other 
words, while the company was quite ready to take the con- - 
cession when they could get it, they hoped the actual expendi- 
ture of money thereunder might be deferred ав long as pos- 
sible, not only in the interests of the company, but also in 
the interests of the Government. One of the terms of the 
concession was that the Uruguayan Government should have 
the right to expropriate the undertaking at their convenience 
and discretion on terms which, of course, the directors con- 
sidered satisfactory, and the more the company had to pay 
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for the plant, labour, &c., in installing the system the greater 
would be the cost to the Governinent when they came to 
expropriate. 


Cape Electric 
Tramways, Ltd. 


Presiding at the annual meeting in 
London, on November 15th, Mr. ]. 
ВЕШТМЕҮЕВ said that in the operations 

Ea of the year there had been increased 
expenditure in almost every direction. The traffic receipts 
had continued their upward movement, passengers having 
increased by- 797,296 and receipts by 46,669. After March 
list, however, there was a considerable falling off in paseen- 
cers, owing to the military forces from Cape Town leaving 
fa the German East African expedition. No marked expan- 
sion van be expected until the men return to their homes 
and Cape Town resumes its normal aspect. The increase in 
traffic receipts was more than counter-balanced by the heavier 
operating expenditure, owing to rising prices of supplies, 
кајагіеѕ and wages, employés’ war allowances, and special war 
bonuses. Colonial income-tax had also increased by £2,163. 
The London expenses had grown owing to the excess profits 
duty and higher incoine-tax charges. Some of the additional 
amount might be recoverable under the. allowance by the 
Treasury for relief under the double taxation which the com- 
pany was paying here and in the colony. Тһе. chairman 
referred to the very creditable way in which Mr. Long, the 
general manager, had handled the labour troubles at Cape 
Town. The Port Elizabeth svstein maintained its position 
under the able management of Mr. W. Н. Fremantle. The 
board had every confidence in the future of the undertakings 
at Cape Town and Port Elizabeth. They regarded anv. ecet- 
back as of a purely temporary character. They regretted that 
they could not maintain the former rate of dividend. but anv 
reduction in the amount carried forward to next venr would 
not have been prudent, especially as the returns were not 
now so good as for the corresponding months of last year. 


The’ Compagnie Francaise des Cables 


French Télégraphiques, of Paris, proposes to pay 
Electrical. for 1915 а dividend at the rate of 8s. per 
` Companies. share out of net profits of £194,000, as 


compared with 8s. and £91,000 respectively 
in 1914 


The Société des Constructions Electriques, of Nancy, has - 


decided ta.pay a dividend at the rate of £1 4s. per share for 
1914-15, and £1 4s. per share for the past year, being a total 
of £2 8s. for the two years. | 

-The Société Industrielle des.. Téléphones, whose manufac- 
tures are in, special demand for the requirements of the 
national defence, realised net profits of £74,000 in 1914-15, and 
paid a dividend of 12s. per share. The net profits in 1915-16 
are atated to be considerably. greater, and the dividend is to 
be at the rate of £1 4s. per share. 

The accounts of the Société Metallurgie de Dives for 1915-16 
show gross profits amounting to £323,000, as compared with 
£209,000 in the preceding year, the net profits being £231,000 
and £126,000 in the two years respectively. It is proposed to 
pay a dividend of £2 8s. per share, as against £1 8s. in 1914-15, 
and to place £20,000 to the reserve fund, thus increasing the 
fund to.£30,000. ` 

The directors of the Société; L'Eclairage Electrique report 
that new manufactures were embarked upon in 1915-16, and 
the various works experienced a considerable development, 
particularly those at Lyons. The Lorraine Works, at Jar- 
ville, resumed the construction of electric motors, an iron 
foundry and steel plant had been added, and an electric fur- 
nace was in course of erection. The equipment at the Paris 
works in the Rue Lecourbe had been increased, whilst the 
capacity of the wire and cable factory in the Rue Bolivar was 
also to be expanded. A large augmentation in the production 
had taken places at Colombes, where the "manufacture of 
electrical apparatus wag to be undertaken to meet the require- 
ments of customers. The net profits are returned at £146,000, 
and the dividend is at the rate of 10s. per share, as compared 
with 5s. in 1914-15. x 

The accounts of the Telephon Fabrik 


German ALG. vorm. J. Berliner, of Hanorcr, show 
Electrical net profits, after placing £31,000 to depre- 
Companies. ciation in 1915-16 as compared with 


£25,000 in the preceding year, amounting 
to £123,000, as against £100.00. It is proposed to set aside 
£135,000, so as to increase the reserve fund to £50,000. to 
allocate £10,000 to war benevolent funds, and to pay a divi- 
dend of 25 per cent. as contrasted with 18 per cent in 
1914-15. 

The financial statement of the Bergmann  Elcktrizilals 
Unternehmungen A.G., of Berlin, whose development as an 
investment or financing undertaking was suspended three or 
four years ago by the parent company (Bergmann Electricity 
Works Co.). shows profits of £4,900 for 1915-16, as contrasted 
with 224.400 in the preceding усаг. As a consequence, the 
debit balance has been further reduced to £21,000 on a paid- 
up capital of £300,000. 

The report of the Deutsche Gasglullicht A.G. (Auer Co.), 
of Berlin, which is one of the licensees for the manufacture 
of the Osram lamp. apart from its chief branch of producing 
incandescent gas light equipment, states that the principal 
scope of activity in 1915-16 was devoted to the output of peace 
products. The business in Osram lamps experienced an in- 
crease both in the domestic market and in those export 
markets which were open to the company, whilst at the 


same time ап augmentation also took place'in the incandes- 


7 cent gas light department. As net profits, the accounts show 


the sum of £616,000, including . the balance forward, this 
comparing with £269,000 in 1914-15. After defraying the 
interest on. the 5 per cent. preference capital, the director; 
recommend the distribution of 25 per cent. on the ordinary 
shares of £1,155,000, being the same rate as in each of the 
four preceding years, and the amount to be carried forward 
is £118,000, as against £116,000 in 1914-15. . 

The accounts of the Berliner Elektrizitats Werke A.G. have 
just: been issued for the financial year 1915-16, and they in. 
clude for a period of three months.the revenue from the 
working of the Berlin central stations, which were expro- 
priated by the Municipal Council in 1915, together with the 


' whole of the subsidiary works and mains. The net profits 
are returned at £226,000, whereas in the previous year, after 


deducting the share .of the Municipal Council in the profits, 
they amounted to £304,000. It is proposed to pay 41 per 


.cent. on the preference capital of £1,000,000, as in 1914-15, 


and 7 per cent. on the ordinary shares of £2,205,000, this 
comparing with 9 per cent. in the preceding year, leaving 
£14,000, as against £17,000, to be carried forward. The direc- 
tors state in reference to the company's participation in the 
Electro Works Co., that working has commenced, but that 
the production of. lignite is still in course of development 
under difficult conditions. Although not definitely asserted, 
this statement implies that the question of supplying from 
500,000,000 to 750,000,000 xw.-hours per annum to the Gov- 
ernment electrochemical works for the fixation of atmos- 
pheric nitrogen is far from having been solved at the present 
time. The official announcement also states that the supply 
undertakings controlled by the company have not remained 
unaffected by.the unfavourable situation of the times. 


The report of the Maschinen Fabrik 

The Oerlikon Oerlikon, of Oerlikon, for 1915-16 states 
Maschinen that the year was one of intense activity 
Fabrik. which was not always profitable, but, on 

the contrary, was often of an uneconomic 

kind, and had chiefly to be directed. to the overcoming of 
difficulties. Nevertheless, the final results were satisfactory. 
In the department for general electrical machinery and trans- 
formers the requirements of customers were restricted to 
orders for machines which were only unconditionally neces- 
sary, that is to say, almost exclusively to small units. . A 
partial compensation for the unfavourable circumstances was 
afforded through the scarcity of coal, which imparted a great 
impetus to the extension of the use of electric power in in- 
dustrial establishments. The result of this was the delivery 
of a noteworthy number of ‘transformers and motors of 
smaller and medium powers, so that the company gucceeded 
in maintaining the production on a normal level, and even 
in increasing it in the case of small motors. Many orders 
were received in the department for special drives for the 
textile industry, and business in lifting appliances and in 
electro-mechanical applications was also very active. In the 
turbo-generator department the delivery was effected of a 
large number of steam turbines, the forwarding of which 
had been formerly delayed in consequence of interruptions 
in the transport services, and the demand for turbo-generators 
experienced a great improvement as compared with the pre- 
vious year. The stock of orders booked for electrochemical 
apparatus was the largest on record... Concerning the ques- 
tion of electric railways, the report mentions that the elec- 
trical equipment for the Solothurn-Bern railway was delivered 
during the year, whilst orders were received for the new rail- 
ways Biel-Tauffelen-Ins and Solothurn-Niederbipp, the com- 
pletion of which was to be effected next year. The directors 
state that the works produced material for the Swiss military 
authorities, but declined in principle to deliver any war 
material to other countries. After allocating £48,000 to depre- 
ciation, as compared with £34,000 in 1914-15, the accounts 
indicate net profits amounting to £39,000, as against £37,000. 
Tt is proposed to pay a dividend of 7 per cent.-on the ordinary 
share capital, this contrasting with 6 per cent. each in 1914-15 


and 1913-14, and 7 per cent in 1919-18. 


Delabole Electric Lighting & Supply Co., Ltd.—The an- 
nual meeting was held last week. Mr. Morris WELLS no 
tioned that the smaller income was due to the lack of ue 
lighting. The company had entered into a contract a 
Parish Council to light the streets, and it was not their н 
that this was not being carried out. He hoped that 1n a p 
days some settlement would be arrived at. During a 
усаг еге would be a reduction of expenses that would 0° 
favourable to the company. 

Indla.—The Andhra Vallev Power Supply Co. is ne 
of a new undertaking which has lately been Ө m 
Pombay with a capital of 21,000.000 rupees to establish a 
electricity generating station in the Andhra, Valley. 

Edison Swan Electric Co.. Ltd.—At the annual met 
ing, held on Wednesday. the CHAIRMAN referred to a se Ru 
for providing new capital, and at the same time аш m 
the liability upon the ordinary shares. We shall publish o 
report of the proceedings next week. 

Globe Telegraph & Trust Co., Ltd.—Dividend 2 di 
share on the ordinary shares, income-tax already deducted. 
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International Light & Power Co., Ltd.—The report for the 
year to June 30th shows that, after payment of interest on 
debentures and London and Canadian administration charges, 
and setting aside £2,500 as a special reserve, the net profit 
amounts to £7,994, plus £1,831 brought forward, making 
£9,826. During the year 14 per cent. has been paid on the 6 
per cent. preference shares, absorbing £3,082. The balance 
of £6,744 the directors propose to carry forward, so as to con- 
serve the company's resources in the present difficult period. 
Dividends on the preference shares being cumulative, the 
balance due to the shureholders for the past year will be paid 
out of the future net earnings of the company. The subsi- 
diary companies (excepting Mérida) have again placed to 
reserves for renewal and general purposes sums amounting, 
when converted,.to £5,371, bringing up the total of these 
reserves to £32,102.—Financial Times. 


Provincial Tramways Co., Ltd.—The report for the year 
ended September 30th last shows that the net revenue re- 
ceived from the local companies has been £52,288, against 
£48,780 last year and £40,297 in 1914. After setting aside 
£19,000 to the reserve and depreciation account and adding 
£4,000 to the reserve for third-party insurance there is left 
a balance of £27,375. The directors recommend a dividend 
of 10d. per share. and a bonus of 6d., equal to 1s. 4d. per 
share, on the ordinary, making, with Sd. per share paid in 
June last, 2s. per share, being at the rate of 10 per cent. for 
the year. This will absorb £8,304, and leave £19,072 to be 
carried forward, but out of this amount the excess profit duty 
for 1915 and 1916, not yet adjusted, will have to be paid, and 
having regard to the possibility of greatly increased taxation, 
tbe directors consider it prudent to carry forward this eom- 
siderable amount. 


Eomae пак Off the Register.— The following com- 
panies have been struck off the register and are dissolved : — 

Acton Lamp Co. 

Carlsbad Electro-Thermal Baths. 

Flexible Transmission Gears. 

Manchester Exhibition Co. 

New Motive Power. 

Superheated Steam Engine & Generator Syndicate. 

Telephone Duplicating Recorder Co. 

Thermo Insulation & Enginecrs' Supply Co 

Warner International & Overse>s А а Со. 

Whisperphone Syndicate. 

Woodhouse Steel Casing Co. 


The Constantinople Tramways Co.—It is announced that 
the Constantinople Tramways Co. (Tramways et Electricité de 
Constantinople), of Brussels, has convened an extraórdinary 
meeting to authorise an increase in the share capital by the 
issue of 36,000 £10 capital shares. At the &une time the meet. 
In is asked to sanction the acquisition. of the tramways, 
railway, and electricity and gas works taken over by the Con. 
stantinople syndicate. | 


Russia.—It is proposed to increase the Russian General 
Electrical Co.’s capital from 12,000,000 roubles to 24,000,000 
roubles. е 

The Electrostal, а new Russian company, began work on 
September 99th. Its head offices are at Moscow. 

The Russian Electrical Enterprises Co. is being formed 
with a capital of 606,000 roubles. 


Amazon Telegraph Co., Ltd.—The gross revenue for the 


past year amounted to £61,587, and the working expenses to 
£31,707. After providing £13,255 for debenture interest and 
£9,578 for the sinking fund, the directors reconnnend a divi- 
dend of 3 per cent., less income-tax, leaving £6806 to be 
carried forward. 


Electric Construction Co., Ltd.—Interim dividend at the 
rate of 7 per cent. per annuin on the preference shares for 
the half-year ended September, less income-tax at 5s. in 
the £. s 


British Ever-Ready Co., Ltd.—Dividend at the rate of 10 
per cent. per annum on the preference and ordinary. shares 
for the half.year to September 30th. 


Power:Gas Corporation. Ltd.—Dividend of 6 per cent., 
less tax, on the ordinary. shares. 


STOCKS AND SHARES, 


e Turspay EVENING. 


We suppose. that the next thing which the Stock Exchange 
will advance as a reason for its slackness'of business is the 
coming of Christmas. Speculation as to the advent of the 
new loan has rather died down, on the assumption that the 
Treasury is not likely to take any active steps until the year 
is turned. Nevertheless, business is verv quiet, and the re- 
fusal of the Stock Exchange Committee to close the House on 
Saturdays is accepted in a spirit of resignation by members 


who regard the keeping open as an ordinance of self-sacrifice 


rather than of necessity. 


The feature of the markets with which we are concerned 
is the remarkable strength of Underground Electric Railways 
bonds and shares. We have dwelt too often upon the attrac- 
tions of the 6 per cent. income bonds for the big rise of the 
past three weeks to -cause any particular surprise to those 
who read these notes. The price has risen steadily from 75 
until now it stands at 914; while the £10 shares have jumped 
to 2, after touching 45s. The shilling shares hold most of 
their recent improvement at бв. 9d. 

Rumour has revived as to a probable raising of the fares 
on the company's systems. Of course, the Underground Elec- 
tric Railways has little or no competition worth mentioning; 
and 1f the fares were advanced, both on tubes and 'buses, this 
would not be likely to make much difference to the number 
of passengers carried. We see no particular reason to counsel 
a sale to those holders of the bonds who can now take sub- 
stantial profits. 

_Concurrently with this big improvement in Underground 
Electric Railways has come a fresh forward movement in 
Metropolitans and in Districts, the rise in these two being 
hung upon that in the former. There is more business doin 
in them, too, than there has been for a long time past; ind 
the prospects of other electrified companies are being studied 
by those who have derived no advantage from the rise in 
Undergrounds. North London ordinary has risen a point to 
60. The various Central London stocks are steady. Brighton 
Railway deferred, after a break to 614, recovered to 622. But 
the Home Railway market as a whole is not a good one; and 
there is too much uncertainty felt with regard to the Labour 
outlook for the ordinary investor to take a hand in Home 
Railways at present. 

The electricity supply companies’ shares keep fairly steady, 
in view of the approach of dividend-time and the possibility 
which it foreshadows of further reduction in the distributions. 
How the companies are likely to fare in respect of the cur- 
rent six months it is somewhat difficult to prophesy, and some 
of the Stock Exchange authorities decline to commit them- 
se]jves to any advance guesses which the results may falsify. 
On the whole, the tendency is still towards lower figures, 
though this disposition is more in tone than in anything else. 
Falls have -taken place in County shares, in City preference, 
and in Charing Cross of both kinds. 

Brazilian Tractions experienced another abrupt fall by 
reason of the unfavourable rate of exchange and the conse- 
quent unpopularity of most things connected with the Re- 
public, weakness being noticeable in Brazilian , Government, 
railway, and industrial issues of various kinds. In spite of 
the recent indignant denial that the Brazilian moratorium 
may have to he extended beyond the date of its original inten- 
tion—that is to say, hevond July, 1917—a certain amount of 
uneasiness lurks in the minds of those interested, and this 
js reflected in Brazil Tractions as well as in other Brazilian 
ор The price of the preferred shares keeps fairly 
steady. 

On the other hand, an enormous business is being trans- 
acted in Wall Street in the shares of industrial companies 
which have апу connection at all with the war, the iron and 
steel group being particularly buoyant àt the moment. New 
Yorkers have abandoned railway shares in favour of indus- 
trials as media for investment and speculation; апа, е turn- 
чы amounted last week to the huge total of 92 millions 
shares. . 

The activity and strength are dimly reflected over here in 
such shares as those of the electric power companies operatin 
in the States and in Canada. Consolidated Baltimore Gas an 
Electric common rose to 135, Canadian General to 1961, and 
the preference to 113. Shawinigan common is firm at 140. 
Vancouver Power 4} per cent. debenture stock, however, 
although nominally quoted at 66, ia really nearer 63, sympa- 
thising with the 41 per cent. debenture of the British 
Columbia Electric Railway Co., which has dropped. to 61. 
The Argentine list is dullish. 

Marconis have been a lively market in the neighbourhood 
of 3, Americans being 17s. 3d. and Canadians 9s. 6d. The 
next dividend on the parent shares is not due untileJanuary ; 
and this vear the company has paid 2s. a share, in two divi- 
dends of 1s. each. The present strength is attributed, as 
before, to expectations of what the Government will give 
the company in return for its service since the outbreak of 
war, аз to which nothing definite is known yet. 

Cable shares as a whole are a steady market. The chief 
rise of the week is one of 3/16 in West India & Panama Tele- 
graphs, the shares jumping to 23s. 9d. ^ West Coast of 
America wer2 raised to the same level, the improvement in 
their case being 7s. Gd. per share.. Nobody seemed able to 
explain adequately why these rises took place. A. certain 
House tip went round; and when the would-be buyers 
tried to get the shares, they found no supply available. 

The Eastern group is firm, and. Anglo-American Telegraph 
preferred is } better. West Coast of America 4 per cent. 
debenture stock attracted a little attention by reason of the 
rise in the shares; but as the price stands at 98, there is, of 
course, not much scope for improvement; in fact, the deben- 
tures seem to be fully valued, even allowing for redemption. 
West India and Panama first preference are a trifle better at 
72, but the second preference remain at £6, and in the 6 per 
cent. debentures no business has been done since the stock 
changed hands at 96 three months ago. 

Mexican issues are very flat. Heavv falls have occurred 
during the past few days im several of the Government bonds, 


while the railway stocks also developed weakness, In these 
circumstances, of course it is impossible tó suppose that the 
industrials will be anything but depressed. Reference to the 
prices will show falls ranging from 94 to 83 points. 

Para Electric ordinary remain at 3}, and the preference at 
4, the 5 per cent. debenture stock being quoted at 72, ex the 
dividend paid a few days ago. British, Columbia Electric 
Railway stocks, so far from showing reeovery, have further 
declined. The preferred ordinary has dropped to 49, and the 
deferred to 47. 

Home industrial shares are the market of the moment. The 
iron, coal, and steel group is particularly strong. Disappoint- 


ing dividends count for nothing; they have a transitory effect | 


upon prices, but in the course of a day or two this is wiped 
out, and quotations improve again. One of the lively shares 
during the past few, days has been British Aluminium ordi- 


пагу, the price rising ls. 9d. to 99s. 9d. on optimistic divi- 


dend anticipations. British Insulated went back ӧз. after. 
their recent rise; and General Electric ordinary shed 10s. to 
14. On the other hand, Callenders are better at 12%. Elec- 
tric Constructions have risen to 14. The Edison & Swan 
group is good, and most of the other shares connected with 
the electrical industry are difficult to buy. 

Rubber shares, too, are on the up-grade. The price cf the 
raw material has spurted, and with this has come another 
strong buying movement on the part of the public. Copper, 
the metal, has been soaring, taking with it the prices of most 
of the copper shares.. Armament. and ammunition shares are 
a good ,market.. Otis Steel rose 20 points in the course of 
three days, then.reacted 8; but money has been made in 
London out of these meteoric movements. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Home Execraicrry Companies, 


Dividend Price ` 
Nov. +1, Rise or fall Yield 
| 1914. 1915, 1916. this week, — p.c. « 
Brompton Ordinary ..  .. 10 10 08 С — £711 0 
Charing Cross Ordinary S 6 b 8? — h 7839 
do. do. do. 44 Pref. 44 4i By5 -È 611 0 
Chelsea... piss Mas .. 5 4 8 - 619 4 
City of London  .. zò .. 9 8 112 - 616 2 
do. do. ô percent. Pref. 6 6 10 — 1 600 
County of London .. Не 7 1 103 —1 6 13 4 
do. 6 per cent. Pref. 6 6 10 — à боо 
Kensington Ordinary .. S 9 7 И — 6 46 
London Electric .. .... .. 4 8 1 — 61. 5 
Metropolitan c-—— 4 8 23 — 6 6 4 
do. 43 per cent. Pref. 4 8} - q 30 
St. James’ and Pall Mall .. 10 8 — 680 
South London  .. T es b Б 2 — 618 1 
South Metropolitan Pref. „1,1 lw — 8 7.8 
Westminster Ordinary .. га 9 1 625 — 518 0 
TELEGRAPHS AND TELEPHONES, j 
Anglo-Am. Tel. Pref. oe oe 6 6 954 + 6 ` 6 8 
do. i Det. ee oe 80]. 88/6 281 T 7 19 8 
Chile Telephone .. ға e 8 8 74 +è 612 8 
Cuba Вор. Ота. .. .. . б 5 — 8 3686 
Eastern Extension PPP | 8 154 — 65 15 6 
- Eastern Tel. Ord. icu Wo 48 ма ! = 513 1 
Globe Tel. and T. Ord. .. s. 6 7 124 +3 6 1: 0 
do. Pret, ER 6 6 101 — i 617 1 
Great Northern Tel, .. .. 92 22 874 - 51714 
Indo-Europeaf .. vs .. 13 18 Б1 — 8 18 
Marconi  .. is ee ^10 10 2) + 2 B 8 0 
New York Tel. 43 o 77 — | 44 98 — 410 0 
Oriental Telephone Ога, .. 10 10 245 — : 468 
United R. Plate Tel. .. œ. 8 8 64 +3 516 5 
West India and Pan. .. .. 1 — ln + А - 
Western Telegraph e a q 8 14i — i © 9 4 
Homer Ralts, 
Central London, Ord. Assented- 4 4 654 _ 63223 
Metropolitan ae ss не 1 1 P IPS 413 426 
do. District ..  .. Nil Nil 16 +1" Nil 
Underground Electric Ordinary Nil Nil 2 + т Nil 
do. do, "A" .. Nil Nil 69 4 8d. Nil 
do, do, Income 6 6 911 +14 *6 11 4 
FonREiGN Trams, &0, 
Adelaide Sup. 6 per cent. Pref. 6 .8 4H e = 616 
Anglo-Arg. Trams, First Pret. 5) б 8r = 89 3 
do. " 2nd Pref. .. " 0 af _ = 
Я до. P 5 Deb. ee 5 5 68 -l 7 7 0 
Brazil! Tractions .. s æ. 4 4 524 -1j 114 6 
Bombay Electric Pref... .. 6 6 14 — 517 8 
British Columbia Elec. Rly. Pfce. 5 Б 69 MS 750 
do. © до, Preferred — Nil 49 — Nil 
do. do, Deferred — Nil 47 —8 . Nil 
до. до. Deb. 4$ 4 © el -1 1) t 
Mexico Trams 6 per cent. Bonds — Ni 3) —6 Nil 
, do. 6 per eent. Bonds — d —9 Nil 
Mexican Light Common .. Nil Ni 1" —% Nil 
do. Pref. .. .. Nil Ni а —8 Nil 
— M MANCFACTURING COMPANIES. - 
abooc ilcox oe oo 14 14 : 
British Aluminium Ord. |) 6 7 3 hB 6174 
British Insulated Ord. .. 106 17 113 - і 7 510 
British Westinghouse Pref, .. 74 7 9r Ea. 6 8v 
enders.. is - . 16 20 191 + d 715 4 
do. 5 Pref. Ae vs 6 6 4 - Б1 
Castner-Kellner .. xi - 929 —- Hi — b Н 8 
Edison & Swan, £3 paid .. Ni — 8/8 ME Nil 8 
do. до. fulypaid .. Nil — ly = Nil 
do. _ до. 4 percent. Deb. 5 5 624 — 800 
Electric Construction .. zë 6 1% 14 Td 6 18 
Gen. Elec. Pret. oe ee ee 6 6 10 7 = Е 6 0 0 
Н до. Ord. .. T .. 0 10 14 — 4 7 910 
Bo.” 44 Bret ee ee ae " ya na — E 7 16 3 
India-Rubber .. 1  .. 10 10 12; т 
Telegraph Con... .. .. 90 9 884 = *6 4 7 


м Dividends paid free of income-tax, 
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IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only generai 
and they may vary according to quantities and other circumstances. 
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MARKET QUOTATIONS, 


Wednesday, November 22nd. 


Latest 


CHEMICALS, &c. 


4 


a Acid, Oxalic .. 

a pisse iud ia TS T 
a monis, Muriate ge crystal) 
a Bisulphide of Carbon pai is 
a Вогах ae ee ee oe ee 
a Copper Sulphate .. ре ET 
a Potash, Chlorate .. os - 
a » Perchlorate э» А 
а Shellac е vs is 

a Sulphate of Magnesia. 

a Sulphur, Sublimed Flowers 

a » Lump .. a 


а » ` Crystals ` ae ae 
a Sodium Bichromate, casks vis 


METALS, &c. 


c Brass (rolled metal 2* to 12° basis) 
с » Tubes (solid drawn) T 
с Wire, basis ee ee 


” ** 

c Copper Tubes (solid drawn) .. 

g »  Bars(besíselected) .. 

sS T] Sheet oe oe ee 

g ” Rod oe 2t en ее 

d ,  (Rlectrolytic) Bars 

d [11 " [1] Sheets ee 

d 5 " Rods ^ .. 

d $3 : 93 H.C. Wire 

f Ebonite Rod .. P és X 

f [Ty Sheet oe oe ee 

n German Silver Wire eiu Cele 

h Gutta-percha, fine .. ee ee 

h India-rubber, Para fine .. A 

i Iron Pig (Cleveland warrants) .. N 

| , Wire, galv. No. 8, Р.О. qual. £86 

g Lead, English Pig .. sis АМ £81 6 

g Mercury . ee ae 2n 

e Mica (in original cases) amall .. d. to 8/ 

е » ” » medium 8/6 [ 

е ». »c э” large 

d Silicium Bronze Wire ..  .. im 4 

r Steel, Magnet, in bars .. р б 

ГА Тіп, Block (English) os oe 

n yn Wire, Nos. 1 to 16 oe oe 2/1 
БО Таз S ОСЛА И р Е СЕЕ 


Quotations supplied by— 


g James & Shakespeare, 

h Edward Till & Co 

i Bolling & Lowe. 

1 Richard Johnson & Ne hew, Lid. 
n P. Ormiston & Sons 

r W. F. Dennis & Co. 


a G. Boor & Co. 
. e Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co. 
e F. Wiggins & Sons. 
f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd, 


* е у ati 
2 л 
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Entertaining Wounded  Soldiers.—A party of 30" 
wounded soldiers was entertained by the employés of Siemen 
Dalston Lamp Works on Saturday last. The Charrington Hall. №. 
Pancras, was kindly lent for the occasion by Mr. Hopkins. Nine 
motor-buses were provided to convey the men from the varion: 
hospitals to the hall. The entertainment, which consisted of à 
concert, tea, and dancing, commenced at 2 p.m., and we understand 
that each wounded soldier had the attentions of a lady from 
the Wotan Lamp Works. A good proportion of the talent for the 
concert was drawn from the Dalston Works staff,but several ph 
fessional friends readily gave their assistance. All the item 
provided were highly appreciated by the audience, and ten Ma 
served at 4 p.m., after which the hall was cleared for dancing. 
At about 6.45 the soldiers were conveyed back to their respective 
hóspitals: incidentally, 200 of the party were from the s 
George's Hospital. It is hoped that this function will be x 
a series of similar entertainments; it was undertaken at b 
initiative of the workpeople themselves. The arrangemen 
were in the hands of a Special Committee, with Mr. D. Woollon 7: 
secretary. ; 


Electric Steel Furnaces.—4A lecture on ^ pi i 
Furnace Manipulation " was given by Mr. Harry Etchells to. : 
Sheffield Society of Engineersand Metallurgists.on Monday last. s 
lecturer, dealing with the cost of smelting. remarked that | phe 
the present comparatively high prices. which were cansed p y 
conditions, the electric furnace had proved a good E 
many users and an immense boon in the economy of steel prod 4 
tion and the utilisation of waste. The war had showh us how {0 
make ourselves independent of Swedish Bessemer Hn ERU 
convert into valuable steel the accumulation of nicke and pet 
steel scrap. In spite of difficulties of manipulntion chic ee 
remained to be overcome. the electric furnace had a part © 
own to play, and had come to stay. . ic 

The Provident (Prof. J. О. Arnold) observed that if the d 
furnace had come to stay, they would have to have cheaper cur 
That was one of the greatest obstacles to the de 
electric furnace in Sheffield, and it would have 
some way. 


t 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING OCTOBER, 


AFTER а series of comparatively excellent months, the export 
values of electrical material for October show a considerable 
falling-off, the total of £501,822 comparing with £573,314 in 
September. 

The imports of electrical material, valued at £187,261, were also 
on а considerably reduced scale as compared with the previous 
month, when the total amounted to £237,032, although still a 
trifle above the August total; and similarly with the re-exports. 
кык fell in value from £18,596 in September to £11,763 last 
month. 

The decrease in the export total was mainly due to the falling-off 
in values of cable and machinery exports, the former showing a 
decrease on the month of about £60,000, and the latter of some 
£30,000 ; other branches of electrical business were similarly 


Registered Exports of British and Irish 


|a $9 |» | alg | ЖЕ Fr | 
. | ad. Б . È | 8 | © : ê AIO p 25| о х 
ГЕ Е 353 253 g. |54 | $| 282.8) 28 pa | Seti dea! 
sti i 3 5 1 $ — | GS | = n | 2 -= * | = 
Destination of gs dene country consigning 228 | 283 | F P = | gH E | en B E | ЕРЕ Sas 1 E AE | Eo f | 4 
| Be | Sus 595 $3 | Зза БЕ) „оза $8 | d даз Seb) & 
| 9 = | 228 | 328 a ЫЯ | 9 B Р а В | As | | Seq] ee | 
A BE IF S pes LSS | 
£ £ £ £ | £ £ £ £ £ £ £ £ 
Russia, Sweden, Norway and Denmark .:. | 5,945 | 12,075| 568 889 |1,940 | 2.040 |24,606| 1,562 156 | 878 807/21,153 | 72,619 
German West Africa ... Tr mas 5S d МР с Ы ege T- TR л aes EF res 9? 8 
Netherlands, Java and Dutch Indies e. | 1408 2,883} 773 20 we 30 | 3,358 88 105 | 237 | 1,098 69 | 10,069 
France ... dss ase Viv же i 3,504 12 790| T 283 68 |13,457| 9,568 628 196 |37,146|14,137 | 79,789 
Portugal eve Pss Y vam DA 48 1,172 57 221 398] ssa 16 734| 2,360 5,006 
Spain, Canary Isles and Spanish N. Africa... 42 1,172, 216 16 | 4,728| 965 255 19 18} 162 | 7,593 
Switzerland, Italy and Austria-Hungary ... | 1,027 378) 85 327 | 2,033) .. Б» 171 615| 4,554 9,190 
Greece, Roumania, Turkey and Bulgaria ... 57 ns 75 65| ... 158 , | 5,518 5,873 
Channel Isles, Gibraltar, Malta and Cyprus... 104 51| 28 64 | 38 168 1 25 13| 1,028 1,523 
U.S.A., Philippines and Cuba 852 7| 265| 140 | Р 85 885| ass TT 21 130} 157 | 2,008 
Canada and Newfoundland ... em 443 86, 666) 1,031 | 128 550 | 2,37 267 144 vee | ++ | 9,63 | 8,852 
British West Indies and British Guiana 247 47 39| ... «ә 191| 202 60 11 1 8 866 
Mexico and Central America 50 i 87 - à 73 Е ә К РЕД 210 
Peru and Uruguay 112 Ш с 11 Yr Me 107 a 41 35 ds 226 1,116 
Chile T 164 188 255 39 627 613 731 T а? 553 30 3,200 
Brazil 530 371 237| 441 923 976| 998 102 | 194 118| 206 5,096 
Argentina zm en et et — 815 | 4,930] 529] 662 | 518 | 1,587 | 1,957 114 | 2,062 8 | 1,072 76 | 14,330 
Colombia, Venezuela, Eeuador and Bolivia... 20 | 3,177] 137 52 285 Yom 104 47 | 3,822 
1 | t Гу“ р ^) | == оо n ee | тг - 750 
Egypt, Tunis and Morocco gis 213| 608| 131 10 1,752 28 100 18 1,634 1270 | & T5: 
British West Africa ... T 199 490| ... 101 a 41 2651... 58 #4 612) 296 2,062 
Rhodesia, O.R.C. and Transvaal 1,834 7,616| 2,898| 3,731 38 | 1,515 | 7,698] 509 502 | 328 101 28 27,398 
Cape of Good Hope fis 762 | 2,523] 916] 664 | 854 | 71;630] ... | 1,233 60 36] 695 9,373 
Natal ... - ... e ese ... | 1,083 | 7,818] 1,227] 221 150 | 7,638] 536 | 1,227 | 90|] 464) 153 | 20,607 
Zanzibar, Brit. E. Africa, Mauritius & Aden 114 |  )317| 179| 242 56 535| 1.480 248 : 42| 592 poeni 
Azores, Madeira and Portuguese Africa 145 282| 98 107 31 212) 49 19 44 99: 
French African Colonies and Madagascar... 11 | 20 AA 10 1 - 41 
54. : ETT 90 736 
Persia ... ss pa Pe Sis tes Ө 154| 10 20 $ 460 e eds ais ў : 1 
Spe 5 „дә | 47n0| рос 3g 99 739| 760 452 96 237, 880 | 12,561 
China and Sian 1,582 1,750 628 938 4 1,799 E Р кы ag 1.150 3.837 
Japan and Korea 766 eu 61 BOT (ass 612| 692 66 302 | 13$ А 150 | 3,837 
India 3,675 | 16,763| 4,201| 2,195 | 364 | 1,813 [18,814 2.799 | 6.419 | 428 840| 634 58,945 
Ceylon ... EA "em "e Sie coe | 309 877| 252 195 | 14 106 28] 860| 210 3,104 
Straits Settlements, Fed. Malay States and | | | | " TA. 
uon А, 164 985| 545] 558 | 13| 778| 653 40) 666 | 139 122] 464 | 5,725 
Hong Kong 388 1,368) 1,091| 37 | 170 | 109 799 69 86 | 121 378| 888 5,704 
West Australia 5| 3111 149 501| 118| 414 | 1,615 1,176 | 13| 887| 410 8,99 
South Australia 127 | '918] 261 191 | .. | 93| 1,243] .. | 251 828| ... | 3,912 
Victoria en Zr s.. T 1.274 | 12,602| 3.104 730 | 36 | 1.466 | 9,441) 1,304 O74 4 1,404 80 32,119 
New South Wales | 1,895 | 14.643, 2.350) 774 2.080 |11.463| 3.440 652 929 804 264 | 39,294 
Queensland 150 | 14, 99 195 | | 976} 519 2,063) 1016 
Tasmania 5 Є? iis 245 T 82 54 | afi ox] M9| .. |... 2 «ls 2 
New Zealand and Fiji Islands А | Бро 5.937) 1 PEN 1,540 | 28 | -93 3 | 2 1071 1,899 | 1529 а АЦ 1 vue 21,630 
Total, £ |32,089 1108,500/24.537 16,968 l3.685 118.337 |126,196/27,423 |20.160 4,216 |56,719/62,992 (501,822 
| | | | 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
: 3,70: і | 3.417 636| 3,133 13.376 
Sweden and Denmark  ... 5% sed aes 8.7091. ... 2,488 и А 3.376 
антер "E Ae ans 18,722 | 6,019. ... | 585|  60| 860| .. n 26,246 
paure ОК e. "XM (SE ahaa " | sao| 48 375 | 303| 96 | 6,701 | 1,581 5. 9,601 
S itzerland das one à «ss | 2,973 5% 34 50 2,987 580 228 | 1,650 243 8,745 
Тын ml eee ese see eee m 2,660 n eee s.. m nm eee 1,040 3,700 
Tote yk Cae ow ate vee PEON. ах [0,000 0. 2901. нс [ casts rae | AGEL) de x 13,320 
чэ аң States А 10,048 [14,178 [1,630 | 4,368 | 1,032| 3,065 [14,039 33,930 | 6,195 | 8,967 13,021 111,073 
Total, £ [14,928 [16,838 [3,134 |32,179 111,891 6,427 [17,995 34,086 |18,012 [12,834 17,437 186,061 


Additional imports.—Spain, carbons, £749. 


1916. 


placed, and the falling-off was only partly compensated by 
improved telegraphic, telephonic and lamp exports. It is 
interesting to note that France was by far our best customer, 
although the combined total of business with Russia and the 
Scandinavian countries makes a good second. Business with India 
and Australia was on a reduced scale. м 

A considerably decreased value of electrical machinery was 
imported into this country ; lamp and battery imports remained 
nearly stationary, and the only notable increase was їп telegraphic 
and telephonic imports. With the exception of Japan, all the 
countries importing into this country, and more especially the 
United States. did a reduced business. Dutch lamp imports fell 
off considerably. but the influx of Japanese -lamps practically 
compensated for this. 


Electrical Goods from the United Kingdom. 


Argentina, electrical machinery, £90. 
and accumulators, £286. 


Canada, electrical goods, £75; batteries 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


660 


774 | eee 


Various countries, mainly as above ME 


ToTAL Exports: £501,822 

NoTE.—The amounts appearing under the several he li 
third columns contain many amounts relating to “goods 
materials to those appearing in adjacent columns. 
the country of origin, 


4,616 | 633 


ToTAL RE-EXPORTS: £11,763 
adings are classified according to the Customs returns. The first and 
otherwise unclassified, the latter, doubtless, consisting of similar 
Imports are credited to the country whence consigned which is not necessarily 


| 


138 1,920 11,763 


| 405 2278) i pad 


ToTAL IMPORTS: £187,261 
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POWER STATION DESIGN. 


ONE of the satisfactory features of the present war period 
has been the very striking progress made in electricity 
supply in industrial] areas ; never were the economic advan- 
tages of electric power so much appreciated as during the 
past two years, and, in referring to it, one can only regret 
that so many non-industrial consumers have been turned 
away owing to the prevailing restrictions as to expenditure 
and the supply of material. 

In some cases it has been possible to extend works, and 
even to build new ones, and amongst the fortunate ynder- 
takings in the latter category is the Walsall Electricity 
Department, whose new power station is the subject of a 
brief description in our present issue. 

This station presents several features of interest to the 
‘designer, the most important probably being the arrange- 
ment of the boiler house and coal-handling plant, though 
the whole design has tended to space economy and low cost 
per KW. of plant installed—well under. £8 for the existing 
plant of 8,000-Kw. capacity, and falling to about £7 when 
the complete 12,000 Kw. of equipment is provided. 

Power station design is, at the best, a compromise based 
on the judgment of the engineer, who has to meet efficiently 
both present and future requirements; to a large extent it 
is influenced by the standard types of plant available at 
the time, although local conditions and improvements in 


plant design or arrangement may introduce variations in 


the result. | 

In the new Birchills generating station at Walsall, we 
have as leading features high-speed turbo-generating plant 
running at 8,000 R.P.M. ; self-contained boiler units, which 
include the superheater, a superposed economiser, induced- 
draught plant and stack, occupying small ground space ; 
and outside coal storage, with only miniature coal hoppers 
in the roof holding some 10 hours’ supply per boiler on high 
duty, which arrangement tends to a light boiler house—a 
most desirable feature. 

Daylight means additional cleanliness—even in the boiler 
house—and leads to improved efficiency ; to be consistent, 
we should give more, rather than less, attention to the 


lighting of an inherently dirty place, than to a normally clean ` 


one. In a great many cases, the boilers and coal bunkers 


enclose a gloomy tunnel; the boilers are essentials, but . 


the question arises as to whether the overhead bunker is 
really necessary at all. 

At Walsall, comparatively small roof hoppers are used, 
and a well-known Continental authority has stated that, in 
his opinion, not more than one hour’s bunker coal capacity 
need be provided, because of the reliability of modern 
conveyors. | 

After all, one does not lift thousands of tons of coal up 
into а roof, and provide an expensive large-capaciby storage 
there, merely in order that the coal may gravitate down to 
its original level, unless there is grave doubt as to the 
reliability of the conveyor, which, after all these years of 
use, is a considerable reflection on this type of plant, and 
on our steady, perseverance in installing it. | 

The big boiler plant of the future will be free from 


,cumbrous coaling arrangements, if gas firing is adopted, and 


there are possibilities in pneumatic coal conveying which 
are worth investigation, as it would seem to offer a much 
more compact method of coal handling than that usually 
employed. But so long as existing methods of coal firing 
persist, ав no doubt they will do for some years, coal storage 
in bulk and in proximity to the boiler house will be 
essential; and for obvious reasons such storage—equal to, 
say, two or three months’ requirements—will ‘usually be on 
the ground or in shallow concrete tanks, 

Bunker storage capacity can only represent a small per- 
centage of tlie total, and its relutive value as a reserve 
decreases enormously as the size of the boiler and its coal- 
burning capacity increase, unless the overhead structure is 
developed beyond all reason, во that it would appear well 
worth considering whether the stoker hoppers should be 
enlarged to hold several hours’ supply, and be fed direct, by 
modern crane appliances, from the outeide storage, without 
the intervention of overhead bunkers. 


In our * Notes" last week, we briefly described an 
American arrangement which embodies this idea, though 
the coal storage is under what nominally represents the 
firing floor, and coal trucks run right into the boiler house 
over the latter, thus providing for the direct transfer of 
fuel from truck to stoker hopper or store. "This boiler house 
is also equipped with three self-contained boiler-economiser- 
chimney units of large size to supply an 18,000-Kw. turbine 
unit,and its arrangement presents а considerable contrast 
to the Walsall design. | 

Space economy is not necessarily a virtue in design, 
though desirable if accompanied by equal efficiency and if 
it tends to а reduction in the all-in cost of electricity. For 
instance, in discussing Mr. Lackie's recent I.M.E.À. paper 
on boiler house design, Mr. S, L. Pearce said that in con- 
nection with the proposed Barton station, he had arranged 
the economisers behind the boilers, and found that owing 
to the lighter steel structural work, despite the fact that 
additional ground space was required, there was a saving of 
about £8,000 over the triple-storey arrangement with econo- 
misers above, and that such a boiler house could be erected 
at а cost of about 20 рег cent. less. It would be interesting 
to know what the further saving would amount to were it 
possible or desirable to dispense entirely with overhead 
bunkers. | i ү 

Within the limits imposed by modern practice, the par- 
ticular disposal of plant appears to have only в slight 
influence on the relative areas occupied, the assumption 
being that the most economical arrangement is adopted in 
each case. ' 

Judging by the rough drawings which have been pub- 
lished, the relative areas occupied by the Manchester 
(Barton) and Glasgow (Dalmarnock) plants—in each case 
designed for 160,000-Kw. capacity—taking the engine 
room as unity, are :— | 

. Engine Switch Boiler Coal | 

room. room. house. storage. 
Barton .. ... 1 7 1°85 sat 
Dalmarnock  ... 1 6 20 66 

We believe that in neither of these plants is it contem- 
plated to use cooling towers, sufficient water for condensing 
purposes being available locally, but the rough plans of the 
proposed Nechells plant of the Birmingham Corporation, 
the designed capacity being originally 100,000 xW., show 
the great influence which the necessity of artificially cooling 


the condensing water has on the total space requirements, — 


which are approximately as follows :— 


Engine Boiler Switch Coal  . Cooling 
house. house. house. storage." towers. 
1 1°67 3 51 31 


Needless to add, the space economy resulting when no 
cooling-tower area is required, may be accompanied and 
off-set by considerable expenditure in other directions, as, 
for instance, at Barton, where, we believe, the estimated cost 
of bringing the circulating water to the site is some £60,000. 
A very large :proportion—probably 30 or 40 per cent.—of 
the coal-storage area for a large plant may be utilised for 
the railways and canals required for transport purposes, and. 
altogether, the coal-handling and water-supply problems аге 
the most difficult which the designers of super-stations have 
to incet in this country. | 

The new Walsall plant is, of course, a small one m 
comparison with any of the above, and the provision 
of coal and water is a relatively simple and inexpensive 
matter, as the adjoining canal will provide all the facilities 
required for both services up to the maximum capacity 
of the present station. | 

For comparison, it may be noted that the relative areas 
of engine and boiler houses, and coal storage (no railway ог 
canal accommodation included) are 1 : 1'6 : 2°7, while the 
generating plant at normal rating represents 34 KW. per 
sq. ft. of engine-room floor area, or about half the estimated 
amount in the case of the proposed Barton plant with 
20,000-Kw. generating sets. 

The coal pile end of the central station has always been 
a matter for concern to the engineer, and it seems curious 
that the very considerable amount of heat radiated from 
boilers and steam pipes should have been allowed to escape 

Eu Ud e oM ar E 


* Includes railway sidings, special canal arms, хо. 
+ Coal to be stored in silos ; railway sidings not inoluded. 
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ав а matter of course in the past, when, by enclosing the 
whole of the boiler space behind the firing floor, a reservoir 
of hot air could be made available for use in connection 
with the furnaces, or left as an air jacket for the boilers 
and pipes. 


But if, as we think will be conceded, there is generally _ 


а lack of originality in our boiler-house arrangements, it 
must be admitted that the engine-house design through all 
the vicissitudes of plant design—open type engines, enclosed 
high-speed engines, slow-speed and, finally, high-speed 
turbines—presents a remarkable sameness. Originally, in 
the days of the open-type horizontal or vertical engine, the 
engine room housed the bulk of the running machinery 
" which required attention ; the condenser was, ог, at any 


rate, was considered, a minor item, and was buried away in. 


éhe basement. 

To a large extent, this arrangement is still followed ; the 
turbine, despite the comparatively little attention given to 
it when running, and its tendency to reasonable dimensions 
in spite of increased output, holds the floor of the house in 
almost solitary state, while the condensing plant, most 
essential to the well-being of the turbine and requiring more 
attention, is still either buried or placed in a position of 
doubtful visibility. 

In a very few years we shall have turbines for driving 
the auxiliary plant of large units, equal in power to some 
of the main units in smaller stations, and the question will 
naturally arise as to whether they should not be given as 
much prominence as their big relations above the sacred 
datum line of the engine-room floor. 

The condensing plant even now exercises a ‘controlling 
influence on the area of the engine room, and the disparity 

between its space requirements and those of the actual 
tarbine set will probably become even greater, unless some 
unlooked-for and revolutionary development in condenser 
design takes place. 

So far as one can judge, the surplus engine-room floor 
space is mainly used for dismantling machinery, but is not 
. essential to this purpose, and it would appear that the time 
has come to make our present basement floor the starting 
point for engine-room structures, thus bringing into full 
view the whole of the running plant, which will, no doubt, 
be-supplemented by boiler-feed and other pumps in future 
stations. | 

The necessary attention to a turbine when running сап 
be given from a comparatively narrow platform, and it 
seems questionable whether the huge mono-block foundation 
usually adopted is really necessary. 

It should, for instance, be possible to develop a self- 
contained turbo-condenser of the horizontal pattern on the 
lines of the 10,000-н.р. Ljungstrom turbo-alternator and 
condenser illustrated in our issue of May 12th last, which 
would economise in floor space. 

If the basement floor were to become the engine room 
floor, we should not find recently-installed large turbine sets 
situated, and practically isolated, оп an elevated concrete 
mound in our engine rooms, as the datum line would be 
fixed, and the expensive structural alterations now pre- 
valent would be avoided. The large open well frequently 
provided to contain condenser auxiliary plant is evidence 
that we realise the necessity of keeping running plant in 
sight, but it is only a half measure, and an extension of Ше 
idea to open up from 50 to 75 per cent. of the basement to 
daylight would seem to be a logical development, from an 
engineering, if not from an esthetic, point of view. 


OUR OVERSEAS ELECTRICAL TRADE. 


Soms years before the outbreak of war, we devoted much 
attention and a great deal of space to the need that existed 
for our electrical and engineering firms to cover the various 
important Colonial and foreign markets with very thorough 
business organisations. Our efforts to this end will be well 
within the memory of those who at that time were leaders 
on the commercial side of electrical affairs. We did our 
utmost to keep the trade fully acquainted with the needs of 


those markets, the methods of foreign competitors in those 
countries, and published advice first hand from experts 
who, together with us, were cager that British electrical 
exportation should grow to very large proportions. We 
had very good reason for knowing that our efforts were 
appreciated in the ranks of the industry, and we had con- 
siderable gratification in noting the success that attended 
the schemes of those firms who had both the courage 
and the wherewithal to act with a suitable spirit 
of enterprise. We say now, without any attempt at 
hiding our light under a bushel when we are in the midst 
of all sorts of after-the-war trade discussions, that a 
number of firms owed the establishing of satisfactory export 
trade connections to the ELECTRICAL REview. Some 
of them have been generous enough to acknowledge the 
fact in writing to us, and many others, as our pages show, 
have done so in practical ways which mean so much in 
enabling a trade journal to assist the industry in whose 
interests it exists. After all, actions speak louder than 
words in this department of life as in so many others. 
Sometimes those who “came to scoff remained to pray,” as 
experience showed them that we were In close touch with 
tlie electrical world everywhere, and were able to feel the 
pulse of the buying fraternity abroad. . We were the better 
able to do this because we were read all over the world by 
men who wanted to keep in touch with the progress of the 
whole profession and industry, and not merely of a part. 
And we have plenty of reason for knowing to-day that as an 
electrical trade journal we stand no lower in the esteem 
of those who are potential buyers of electrical machinery ; 
indeed, but for our natural modesty, we could a tale unfold 
of war-time appreciation of our average issues—without 
any earthquake efforts. 

To all who quietly went ahead with their efforts abroad, 
notwithstanding all the difficulties which foreign competi- 
tion produced, the fullest credit for their enlightened policy 
and action should be given to-day when we are discussing 
how in the years to come we are going to secure export 
orders enough to enable us to keep our vastly-extended 
manufacturing capacity and Labour occupied after the war 
is finished. The organisations established in Peace and 
kept in existence during the war will have little difficulty 
in securing business as soon as they are able to execute it 
in the factories at home. It is for each firm to say how its 
organisation will require adaptation or re-adaptation to 
meet the altered conditions consequent upon the war, but 
there will be no lack of knowledge and ability shown in 
that connection. In the main, no doubt, the existing 
machinery will “ carry on” upon the broader basis which 
trade growth after the war will demand, and, in addition, 
we hope to witness the development of co-operative 
schemes to the same end, such as we have, in one or two 
cases, particularised in our pages. In the past, of 
course, the dominating feature in electrical overseas trade 
has been the activity of large electrical manufacturing 
companies canvassing energetically for business in even 
the remotest corners of the earth. The pace is set, so 
to speak, by the American and German electrical combi- 
nations, which have enjoyed protected home markets and 
other advantages not yet granted to British firms, but 
possibly to come before long—we hope so, at any rate. 
Competition under such conditions has not been an easy 
matter, but it has not been found impossible to “ carry òn ” 
in spite of them. Опе of the concerns here which early 
recognised the need for conducting its operations on a 
scale as nearly as practicable comparable with that of 
the chief rivals abroad, was the General Electric Co., 
Ltd4 which set itself many years ago to build up over- 
seas companies capable of supplying the electrical 
demands of all the chief markets.. These companies, 
through their connection with the co-ordinated manufactur- 
ing concerns of the G.E.C. in Great Britain, were able to 
quote for complete electrical installations. They were, more- 
over, provided with staffs capable of erecting the installa- 
tions and putting them into operation. This organisation 
reached such a stage of development that the overseas com- 

ies have not only laid down complete power plants, but 
have actually placed stock orders for electric supply equip- 
ments, including power houses, switchboards, transformers, 
distribution cables, lamps, motors and all accessories. In a 
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word, manufacturing and business-getting facilities have 
been correlated in a steady and vigorous growth. 

While the world-wide selling organisation directly benefits 
the general electrical engineering, the cable, telephone, 
instrument, carbon, lamp and other factories of the parent, 
company, it also.brings a great deal of grist to British 
manufacturers allied with the electrical industry. Orders 
for turbines and other steam-driven engines, for gas, oil and 
other internal-combustion engines, for producer-gas installa- 
tions, for boilers, condensers, pumps, economisers and 
numerous other accessories are involved in contracts for 
complete electric power equipments. Thus the G.E.C. 
organisation acts as a feeder for the. manufacturers of 
non-electrical items, and has been the means of bringing 
orders to British firms from parts of the world where they 
were not represented. 

It may be of timely interest briefly to give some idea 
of the G.E.C. overseas organisation and of the kind of 
plant it supplies :— . e. 

South Africa is covered by the British General Electric Co., 
Ltd., whose headquarters are at Johannesburg, with branches 


at Cape Town, Durban, Bulawayo, and other places. 

А 1,000-k w. '' Witton ” generator located at the power house 
of the Durban Corporation, and driven through gearing by a 
‚ Parsons turbine, is a typical example of plant sent abroad by 

the G.E.C. One of. the special lines of activity of the South 
African Co. consists of complete town lighting schemes— 
Ermelo, Pietersber , and Bethel provide a few examples out 


of many. Underta ing to supply the whole of a power plant 


and distribution system, the South African Co. is able to deal 


with schemes in а manner far more satisfactory than if plant 
and apparatus were ordered piecemeal. Much other impor- 
tant work in South Africa has been undertaken by this com- 


pany, including, for instance, a pumping plant for the Rand 
Water Board. 


are at Brisbane, Melbourne, 
places. ‚ Ав а typical Instance of '' Witton "' plant supplied to 
Australia, it may be mentioned that two 975-k.v.A. alternators 


ave been supplied to Adelaide Cement Works. 
are driven by P 


Benerator supplied to the Melbourne C 
set a repeat order was given after many years of working. 
m addition, considerable work has been done in the smaller 
wns. 
India is covered by the General Electric Co. (India), Ltd., 
with headquarters at Calcutta, and a branch at Madras. 


? 


of which a characteristic example is the plant in the Calcutta 


7 Witton ” €.C. generators driven by Belliss engines; there is, 
in addition, a complete installation of '' Witton ” motors. 
China.—One of the most Important of the G.E.C. overseas 


of Val- 
plants 


A '' Witton ” plant installed nearer home consists of 8 com- 
plete rotary converter Installation supplied for driving the 
Barcelona tram ways. 


nce is covered by the General Electric de Fra , and 
Belgium by the G.E.C. of Belgium. AUR 


he foregoing remarks will give some idea of the overseas 
activities of the ‘When, after the war, the home 


ÅT 


Patent Restoration.—M Essns. HuwTALITE, Lrp., have 
applied for restoration of Patent No. 23,979 of 1911, granted to 


Christopher Harvey for “ Improved incandescent electric lamp 
and holder therefor.” 


TRADE WITH RUSSIA. 


Mn. W. H. BraBLE delivered an address before the Sales 
Managers’ Association, on Thursday last week, on his recent 
visit to Russia, during which he made business investigations 
on behalf of the Anglo-Russian Trade Commission, He 
described the desire of the people of both Britain and Russi; 
to know and understand one another better as amounting 
almost {о а craze on both sides. He devoted his address 


mainly to the subject of commercial relations, and after refer. - 


ring to the greatness of Russia, her vast territories and popu- 
lation, and the magnificent spirit that she is fil g in the 
Allied fight against Prussian tyranny, he referred to t e ques- 
tion of the language. He has made a 15,000-mile hurried trip 
through Russia, and as a result he says that some knowledge 
of the Russian language is absolutely essential, in order to 
travel with апу, degree of economy or comfort. "К isa 
fallacy to sup that either French or German is going 
to be of much use to the business man in Russia. At the 
present moment the speaking of German is prohibited under 
the penalties of £300 fine or three months’ imprisonment; 
and even in normal times, though it may be of some use in 
business conversation in Petrograd and the Baltic Provinces, 
it is of very little service outside of these districts, and no 
use at all in dealing with the ordinary happenings of life— 
the engaging of cabs, buying tickets at the railway stations, 
inquiring one’s way, and dealing with domestic servants. 
French, it is true, is understood Ьу most really educated 
people in Russia, but this confines it largely to Society, and 
not to the business class. It is, however, remarkable with 
how little Russian one can get along very comfortably, and 
the very great and sympathetic pains the Russian takes to 
understand the foreigner trying to speak in the Russian lan- 
guage." Petrograd, the capital of the Empire, has in its 
environs some large factories of cotton, rubber, wire, iron, 
and other manufactures, but tlie trade of the town is almost 
exclusively confined to its own Population. Its trade oppor- 
tunities lie largely in the fact that it is from Petrograd that 
all the Government contracts are given out, and, of course, 
the wants of its population of two millions are by no means 
inconsiderable. Taking the whole of the country north of a 
straight line drawn from Petrograd to Ekaterinburg in the 
Ural mountains, there are very few towns of any importance, 
and the entire district ia very sparsely populated, and covered 
with huge forests which supply the fuel for the northern half 
of Russia. The district has only three towns worth mention- 
ing: Vologda (lace), Viatka (woodwork), and Archangel, the 
only open port to Russia in Е Ekaterinburg is а town 
of about 100,000 inhabitants, and Ње centre of one of the 
richest mining districts in the world. 95 per cent. of the 
world's supply of platinum comes from this district; it has 
gold mines and copper and iron in abundance. The district 
offers a magnificent opportunity for the supply of all kinds 
of machinery, pumps, and mining requisites. It is also a 
splendid centre for almost every kind of article for generi 
use. Siberia, on account of its distance from Moscow an 
Petrograd, or any other great centre of European ва, 
needs special consideration and ireatment in dealing wi 
business matters. There is a strong prejudice against myg 
through agents at so great a distance, and moreover, agen 
at Moscow or Petrograd very seldom do anything like jus- 
tice in promoting trade in Siberia. The author menno р 
Novo Nicolaevsk, at present a little known town, which чо B 
have a great future during the next 90 years, and upon is A 
оп account of its possibilities, a watchful eye should be ps 
Western Siberia promised a rich harvest in the future oF 
those who got in now. Moscow is ‘perhaps the most repre 
sentative city of Russia. With the influx from Poland ance 
the war, its population is now approximately two + 000 
Tt is the centre of a huge manufacturing district of about ‹ 
miles radius, within which are found some 400. neo 
chiefly, but not altogether, devoted to _textile industries. 
Some of these, like the Mozoroff Cotton Mill, employ as ur 
аз 90,000 hands, and Moscow is the chief trading centre od 
this immense district. It is naturally the seat of the T 
ment for the development of Russian industries, and o in 
agitation for high’ protective duties. Most of the large | 
tributing agencies have their centre at Moscow, and ке 
large British firms, especially those engaged Pi tern an 
agricultural machinery, have well-established, улеа be 
Jt is without question the most important district T 
covered by nearly every British manufacturer who wishes 
get & foothold in the Russian market. : 435 
2 hours' railway journey east of Moscow S the 
Nijni Novgorod, the town of the great annual Fair. | ds i 
British manufacturer the Fair offers perhaps little of in АП 
although ап exhibition of British-made goods in the Psi 
section in normal times, when hundreds of thousands o 


sians from all parts of the Empire visit there, might prove 


an иса оше, and even be made to pay its cos 
through the sale of goods.  - | 

From Astrakan one proceeds by the Caspian Sea а m 
miles to Baku, which is very much more than me Melde. 
centre of the Russian petroleum industry and the о ous 
It is э town of about 300,000 population, and is the ih id 
to Persia and the East. Large quantities of воша din 
-orted, including the cheap cotton goods папса E 

ussia, as well as supplies for all parts of the world. Alan 
whole of the Southern Caucasus is perhaps less Russian 


і 
| 
| 
| 
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any part of Russia, and as a rule requires altogether different 
treatment.  , 

Between Rostov and Odessa, and lying a little to the 
north, is the great iron and coal district of Southern Russia 
with Ekaterinoslav as its centre. Here are found blast fur- 
naces and ironworks, employing tens of thousands of men 
and forming whole colonies of themselves. It is one of the 


richest districts, and full of the greatest potentialities for 


British trade. 

The Black Sea ports more particularly consist of Odessa, 
Nikolaev, and Kherson. Odessa is, of course, the largest and 
most important. It is perhaps the most enterprising city in 
Russia, and, at the same time, one with the greatest risks 
in trade. One-third of its population is Jewish. Shipping 
and grain are, of course, it principal industries, and it 18 the 
port of entry for much of the goods that come into Russia 
by way of the Black Sea. Nicolaev and Kherson are by no 
means inconsiderable rivals, and promise to eclipse the larger 
town when the new railway from the west, through the 
Orimea and across the Caucasus, is built, and Odessa will 
then be left off the main line. If, however, as is expected, 
Russia becomes master of Constantinople, and controls the 
Dardanelles, then there will probably be a tremendous deve- 
lopment in all three ports. 

Kharkov is a large city about half way between the Black 
Sea and Moscow, the centre also of a rich agricultural dis- 
trict, and a town from which many agencies could be con- 
ducted with profit.  Kieff is credited with being the hand- 
somest and oldest town in Russia, and is the centre of the 
great sugar refining industry, affording ample opportunity 
for business in the machinery and equipment necessary for 
such, while its population being generally quite wealthy, can 
purchase the highest class of British products. - 

Of the huge factories of Poland and the Baltic Provinces, 
Mr. Beable knows very little, as they are in the war region 
and did not come under his observation. Most of them not 
under German control have already removed further west, 
where iron and coal are more abundant, and the tendency 
in Russian manufacture is to get nearer the source of supplies 
of raw material, rather than nearer the seat of distribution. 
The German-owned factories will probably be entirely sus- 
pended for a long time to come. 

The importations into Russia have been in round figures 
100 millions a year, of which, roughly, 60 per cent. is contri- 
buted by Germany and 10 per cent. by England. The demand 
after the war will be tremendously increased. ‘The most 
pronounced movement in Russia to-day is, and after the war 
will be, the development of Russia’s own manufacturing in- 
dustries. With practically all its ports closed, Russia is 
realising to-day more than ever how much she has been 
dependent upon foreign sources of supply, and how thoroughly 
she has been exploited by Germany. She will never again 
allow herself to be found 1n the position she is in to-day, cut 
off from practically all supplies, except that of food. The 
feeling against Germany is very bitter, but even the friend- 
ship for England and France will not be permitted to allow 
these countries to exploit her as has been done by the enemy. 
The first and greatest demand after the war will therefore 
be the supply of plant, equipment, machinery, belting, and 
everything that goes to the creation and maintenance of 
manufacturing industries. On thes» lines there will be an 
enormous demand, and while, at the moment, manufacturers 
cannot do very much. they can at least begin to make in- 
quiries as to the specific lines that will be wanted, and pre- 
rare catalogues and information for after the war. It will 
be some years before the new manufacturing industries will 


be able to make any appreciable influence, and in the mean- 


time the almost entire depletion of stocks of general mer- 
chandise and the great inarease in population will offer 
opportunities unparalleled for British manufacturers to take 
advantage of now. It should be remembered, however, that 
there are certain lines of goods which Russia is thoroughly 
competent to make herself, and of which she is producing, 
and will produce ample to satisfy all of her own require- 
ments. ere 1s a disposition to think that Russia only buys 
cheap and inferior goods. This is by no means the case. 
While it is true that the vast number of its teeming millions 
belong to the poorer classes, even a small percentage of the 
number represents a rich buying public of some millions. Mr. 
Beable did not pretend that it was possible that we should 
capture the whole of the German trade. А great deal, 
especially of cheaper varieties, will go to Japan; America is 
на р advantage of her position now to supply large quan- 
tities of goods, and is endeavouring to solidify the connec- 
tions already established. He did not think, however, that 
America would make a very great impression upon Russia 
after the war, as the temperament of the American people 
and American methods were not at all appreciated in Russia, 
any more than the Russian temperament and methods were 
adapted to American ideas. 
the Russian character, and it applies to business, as every- 
thing else in Russia, and the bond of sympathy with England, 
created by a common sacrifice, gives this country a great 
opportunity." 
But what we do must he done in the two years immediately 
after the war, and preliminary preparations, at least, must 
be made now. ‘‘I insist most strongly that in time of war 
we should prepare for peace, and that those manufacturers 
who will want plenty of trade after the war to keep their 
factories going should now make some preliminary investiga- 


“Sympathy is the key-note of 


fions, and get into touch with some good people, if they 
would reap the advantages that will present themselves imme- 
diately after the cessation of hostilities. 


(To be concluded.) 


EDINBURGH TRAMWAYS REPORT. 


READERS of our ‘ Tramway Notes” will be aware that a very 
lengthy joint report.on the whole question of the Edinburgh 
tramway system has recently been presented to the Cit 
Council, on its instruction, by Mr. J. A. Brodie, city engi- 
neer, Liverpool; Mr. J. B. Hamilton, general manager of 
tramways, Leeds; and Mr. A. Horsburgh Campbell, burgh 
engineer, Edinburgh, to which latter gentleman we are ‘in- 
debted for a copy of the report. 

Half-a-dozen questions were remitted to the reporters, and 
the reply to Question 1, “ What methods of traction might be 
adopted for the tramways system of Edinburgh, keeping in 
view probable future extensions, with full information as to 
the probable cost of installation and working?” forms the 
gist of the report. The subject is rendered complex due to 
the fact that any works required to bring into operation a 
form of traction—other than cable—must be done without 
interference with the Corporation’s lessees, or with their 
daily car service. А 

Apart from the cable system now in operation, it would 
be pore to use electric traction on the (1) overhead, (2) 
conduit, or (3) surface contact system; self-propelled cars 
driven by (1) petrol or petrol-electric power, or (2) by electric 
battery, or motor ‘buses. 

Dealing with the first system, the report cites the satisfac- 
tory financial results obtained in the case of 17 large under- 
takings comparable with Edinburgh, pointing out that of 
2,704 route miles of tramways in the United Kingdom, 9,475 
are operated on the overhead system. Its supposed dis- 
advantages from an esthetic standpoint are discussed at con- 
siderable length, to show that in practice they are usually 
more imaginary than real, while reference is made to the 
fact that if the desire of the Corporation in 1905 had pre- 
vailed, the Colinton, Broughton, and Claremont Street routes 
would probably now have been equipped with the overhead 
system, and that some of the outlying routes are now 
operated on that system. 

The steepest gradients in the city streets vary from 1 in 12 
to 1 in 17, and are, therefore, less than the gradients already 
negotiated by trolley cars in Leeds (1 in 8.4), Huddersfield 
(1 in 9.3), Sheffield (1 in 9.5), &c. 

The estimated cost of installing the overhead system, for 
permanent way and electrical equipment, is taken at £16,000 
per mile of double track, and this represents some £400,000 


. for the Edinburgh street system. 


The numerous disadvantages of the conduit system (its 
only advantage being the absence of overhead wires) are too 
well known to need recapitulation from the report. The only 
conduit system in the country is that of the L.C.C. (extend- 
ing over about 120 miles), and its heavy cost has led to 
extensions on the overhead system wherever possible. 

The report estimates the cost per route mile for street work 
only of such a system at £34,000, or a total of £850,000 for 
street work in Edinburgh for the existing cable routes. The 
existing cable conduit 18 only half the sectional area of the 
London electric conduit, and the former would probably 
have to be broken up and completely ieconetrücfed with & 
new foundation for the tramway; on the other hand, it is 
suggested that the existing foundation might be largely 
utilised for an overhead system. 

If the existing cable conduit could be used, the problem 
would be simplified, but even this would not enable the Cor- 
poration to start the operation of an electric service in July, 
1919, along the existing cable routes, for its adaptation {о 
electric conduit could not be commenced until after that date, 
and a complete temporary overhead equipment throughout 
the city would be an essential preliminary if the car service 
is to continue. . 

The report deals briefly with the surface-contact system, 
the only existing examples of which are at Wolverhampton 
and Lincoln; it 18 considered unsuited to a complete city ser- 
vice. The self-propelled car is discussed at considerable 
length ; its disadvantages are stated to be 0) its slow accelera- 
tion and low speed on ascending gradients, (2) noise and vibra- 
tion, (3) the relative inefficiency of high-power engines 
(required for Edinburgh) when running on the level, and its 
consequent high cost of operation as compared with the elec- 
tric tramway car, making it uneconomical when applied to 
the complete service of & great and hilly city. No reliable 
working costs of self-propelled cars of the petrol type suited 
to Edinburgh’s conditions are available, but it is surmised 
that the total operating cost would be about 2d. per car mile 
above that of electric overhead traction. 

A self-propelled car would cost about £1,250, as against 
£950 for an ordinary tramway car, and the reporters conclude 
that the extra cost of a fleet of such cars over trolley tram- 
way cars would be £96,250, while as a set-off, £55,000 would 
be saved on overhead equipment. Such a car, it is suggested. 
might be of use for sectional service, or for through working 


6. Motor-'bnu вев 
(over extended 
routes as No. 4) 350,000 283,334 | 602,000| 32 318 
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of traffic. After allowimg for a higher effective speed of the 
motor 'bus, to provide the same carrying capacity at the time 
of maximum Кө as 235 tramway cars, would require 
an increase of about 80 per cent. in the number of motor 
"buses. | | 

Thé working costs are taken as 84d. per 'bus mile, and the 
estimates show a net direct deficit in operation for the first 
years of operation of £15,652 per annum. Supplementing 
this loss by indirect charges due to loss of rates, increased 
highways maintenance, extra wear and tear of roads—for 


Àn appendix to the report contains half-a-dozen estimates 
relating to various possible schemes: it is pointed out that 
in comparing “ balances available," the high balance from 
the cable system leaves the tramway problem unsolved, subse- 
quent reconstruction having still to be undertaken. 

A summary of the estimates is as follows :— 


Form of traction and Revenue Operating 


| Interest | Annual 
| Capital and re- | balance 


short description of per costs рег! expen- demption available. 
areas of operation. annum. | annum. | diture. ^harges in|4- Surplus. 
New debt.| respect of | — Minus. 
new debt.| . 
£ £ £ £ ^£ 


l. Cable (confined to | 

present lines) ... 322,908 228,034 | 256,312 26,655 168,219 
2. Cable (confined to | 

present lines) but | 

two extensions 

operated by self- 

propelled cars ... 
8. Electric overhead 

as in No. 2 1 340,908 | 207,112 836,750 | 66,717 3 67,019 
За. As No. 3 but! | 

with comduit in 

Princes Street ...| 340,908 211,112 | 924,250! 72,747 | +57000 
4. Electric overhead 

throughout (with 

8? miles exten- | p 

sions) ... -..| 356,908 Р 21 7,007 936,500 73,665 + 66,236 
4а. As No. 4 but ` 

with conduit in 

Princes Street ... 356,908 221,007 995,000 65,665 4- 58,000 
5. Electric conduit : 

restricted to 

existing cable | 

Toutes (with | 

Queen Street 

added) ... 


334,908 | 238,130 | 342,550] 35,088 +61,690 


- 328,908 | 211,639 1,335,750 99,305 | +17,964 


pXPIry of the lease, and advise the use of top-deck double 
b 8 seating capacity of 69 to 70 passengers; 


Operation, and íhat it would be inadvisable to retain the 


possible eventually to operate the system in the centre of the 
city without overhead wires, at extra timated 
£65,000 for conduit construction alone for 64 miles of 

and an annual charge of £8,000-£10,000 if Princes Street alone 
were retained as conduit. The report further suggests thai 
as the Princes Street line is common to the whole of the 
city routes, if it were constructed as conduit, an alternative 
route vid Queen Street should be . constructed to provide 


able assets in the rails, foundations, paving setts, the four 
power stations, the land they occupy, and the Power plant, 
and the value of the Ardmillan to Slateford electric line will 
be left intact; these are valued at about £200,000, to be 
deducted from the £400,000 unredeemed at the close of the 


lease. 
Li i n 
NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED), 


Compiled ex ressly for this journal by Messrs. W, p. THOMPSON & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., il 
. Liverpool and Bradford. 


15,824. * Filling and ventilating device for electric accumulators whick 
renders them unspillable.” W. Е. FRETWELL. November (ih. 


15,835. “ Longitudinal Sleepers for railway and tramway tracks.” 0, 
VALERI. November 6th. (Italy, November ‘llth, 1915.) 


15,887. “ Interrupters for igrition magnetos.” E. A. Watson & M.L. 
MacNETO SYNDICATE, November 6th. 


15,858. " Electric lamps." Britis Tuomson-Howston Co. (General Elec. 
tric Co., U.S.A.).. November 6th. 


15,859. '' Combined walking-stick, &c., and clectric torch." M. Barguax. 
November th. 


15,871. '' Electrodes of electric furnaces.” J. О. Bovine.’ November 6th. 
15,90]. “ Magneto-electric machines." G. F, Cooke. November 7th. 


15,906. '' Electric switches.” F, C. Stocks. & Fyre, Witson & Co. Nov. 
ember 7th, 


15,926. ‘* Coin.freed or Prepaid gas meters, electric meters, &с." W, A 
PALMER. November 7th. 
15,932. “ Electrical heating elements." J. F. BARR. November 7th, 


15,934. “ Ignition plugs for internal-combustion engines, &c." A. E. Berr-. 
MAN & Dammer Co. November 7th. 


15,966. “ Electric flashlamps, &c." E, NUTTALL. November 7th, 


15,975. '' Method of supporting electric hot-plates for cooking apparatw;." 
P. FrLETCHER. November 8th, 


16,008. “ Makin magnetic material." — BnrrISsH Тном$ок-Ноцзтон Co. 
(General Electric о., U.S.A). November 8th 


16,032. *' Means for starting engines of petrol.electric vehicles, &p." J. 
SaNKEY & Sons AND W. A. Stevens, November 8th. 


16,041, “ Electric signalling." H. GREEN. November 9th. 


16,065. “ Means for supporting electric lamps.” Benjamin ELgcrRIC, Lo., 
AND E. FowrrR. November Sth. 2s 


16,067.‘ Incandescent electric lamps." H., B. Carp & W. S. Simpson. 
November 9th, 


16,077. “ Electric portable high-speed Ed attachments for lathes and 
shaping, &c., machines.” CANADIAN-AMERICAN ACHINERY Co, (Toronto. Typr 
Foundry Co.) November 9th, 


16,090. “ Electrically-operated striking device for clocks.” M, E. Pues 
November 9th. 


16,106. * Dash-pot retarding and time-limit devices for electric apparatus, 
&c." ELECTRIC CoNTROL, Lrb., & O. ELLEFSEN. November 10th. 
16,144. '' Magneto-electric machines," G, F. Cooks. November 10th. 


16,145. “ Electric contact breakers or interrupters.” G, F. Cooke. Nor 
ember 10th, 


16,155. “ Ignition magnetos for internal-combustion engines.” A, Н. Bou. 
точ & J. Н. BouLrow. November 10th. 


16,157. “ Mechanical arrangement capable of being applied to any eles 


trical meter making it differential." — BnrrIsH WESTINGHOUSE ELECTRIC АЙС, 


MANUFACTURING Со. November 10th. (Italy, December 18th, 1915.) · 


16,159. “ Securing internal-combustion engine sparking plugs." Sm Y. 
Велармове & T. C. W. PuLLINGER. November 10th. 


16,170. ** Manufacture of caps or bases for incandescent lamps and appe- 
ratus therefor." J. A. ScoutLAR, November 10th. 

16,171. " Apparatus for the manufacture of caps or bases for incandeseca* 
electric lamps," J. A Scouar. November 10th. 

16,175. '* Sparking Plugs." J. R. Haves. November Ith. 


16,201. '' Armatures of magneto-electric machines," G. F. Cooks. Now 
ember lith, 


16,202. “ Electric contact breakers or interrupters." С. F. Соокк. Nov 
ember 11th, 


16,206. *' Electrical heating £ppliances." C, F. Luwes. November 11th. 


———S—M———MÁÓ—Óa 
PUBLISHED SPECIFICATIONS. 


1915. 

12,001. APPARATUS FOR CHANGING a SERIES OP SIGNS ОР ANY LENCTH pain 
ANOTHER SERIES ОР SIGNS, THE INDIVIDUAL SIGNS OF WHICH ARE жае 
DISPOSED AS COMPARED ТО THEIR POSITIONS WITHIN A STANDARD SzRrS. А. б. 
Damm. August 19th, | 

13,586. Еиєстнїс TmANswORuERS. C. Н. Thordarson. September Hth. 

15,008. С$узтЕм5 ОР Etgcrric Surp PROPULSION. British Thomson-Houstoa 
Co. (General Electric Co., U.S.A.). October 33rd. Co 

15,124. Resistance THERNONETERS, Cutler-Hammer Manufacturing . 
October 96th. (Gonvention date, November 30th, 1914, U.S.A.) : 

15,186. ALTERNATING-CURRENT E:ectric Morors. British Thomson-Houstoe 
Co. (General Electric Co., U.S.A.), October 97th. Aug: 

15,287. Automatic AND Semi-automatic TELEPHONE SYSTEMS. Relay 
matic Telephone Co. & W, Aitken. October 29th. ird, Nov- 

16,050. MINE-SHAFT SICNALLING AND ANALOGOUS PURPOSES. F. Hird. 

h. 


ber 13t - 
"16,640. DYNAMO-ELECTRIC MACHINERY. Electromotors, Ltd, & E. Grem 
halgh. November 95th. А & E. C. S. 

17,160. ACCESSORIES FOR USE wiru TeLEPHONES. J, G. Statter © 
John. December 7th. 


17,834. System оғ Еиїстис Winpmo, D. Н. Wilson. December ist. 
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ШТ “Britain, 6115. 84.; Canada, £1 3s. 
"i pes Na DAWSON & Sons, LTD., g 
` 7 Telegraphic Address: “Ageekay, 


| wowipEn INSULATORS 


о! all Descriptions. 


* 
, 


LIT 
vy 


| HTHOLITE, Ltd.; 


86. 8n. Hackney Grove, London, N.E 


EM INSTRUMENTS, CIRCUIT-BREAKERS, | 
| ` AUTO-CUT-IN & CUT-OUTS. 


iP f 


DT BROADHEATH, MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM. 


RALPH NEAL, 


= б | 


Press Tools and Punches of every 
gah itn ectrical and Mechanica! Engineers. 


å ‘Washers, Press Piercings, Die a А 
1% Sap oh "Brass, or any Material, for the Trade 
xi C LABELS. & NAME PLATES A SPECIALITY. 
“aes. 746 & 50, PERCIVAL STREET, LONDON, E.C, 
| jhone—4948 Central. 


-Welep 


THE. UNITED ELECTRIC CAR 
' COMPANY, Ltd., | 


3 AFPRESTON, LANCS. 


ye facturéts of Railway Carriages, Tramcare 
Electric. Traction, Moto! Bus Bodies, and all 
kinds of Rolling Stock for Light Railways. 


_———— 
~ BROOK 
MOTORS. 


- See Advertisement, Sup. 42. 


^ SWITCHGEAR. 
ERNEST F. MOY, LTD., 


/ Manufacturing Etectrical Exin Mere and 
_ Government Contractors 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 


1 “EMPIRE” 
AUTOMATIC CONTROL 


Shell. Presses; рК, ЖЩ Machine Tools. 
ELECTRIC CONTROL: LIMITED; GLASGOW. 


™='SAXONIA 


ELECTRICAL WIRE CO., LTD., 
GREENWICH, S.E. 
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| FLEXIBLE CABLES. 
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DECEMBER 1, 1916. 


: PUBLISHING OFFICE, 4, LUDGATE HILL, E.C. SUBSCRIPTION. per annum, Р. 
04. (5,80); Id apio arii D. VAN NOSTRAND CO., 


UY IY T 
CABLES AND WIRES S ГУ 


> 


| ERecord Electrical Co., = | 


Canadian 


am Panis: BOYVEAU & CHEVILLET, 
London.” ABC Code. Telephone 


CHURTON . K 
grt and Po,ypt? 
~ 


© MOTORS. 


T, HARDING CHURTON & CO., LTD., 
Atias Works, Water Lane, LEEDS. 


VICTORIA | 
DYNAMO & 


CRAVEN HOUSE, 
KINGSWAY, 


LONDON. { 


FERGUSON, 
& бо, 


PAILIN 


IWESTERN-ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


See Advertisement this week, p. xii. 


CONNOLLY BROS, 


for 


WIRES AND CABLES. 


Ltd., 


See Advertisement last week, p. iii. 


WIRES & CABLES. 


THE 


WHOLESALE ELECTRICAL C0., LTD., 
54/56, Oxford Street, London, W. 
'Phone: Museum 1897. 


DIES & CUTTERS, 


Press Tools, Punches, Die Stampings, 
Blanks, Checks, Tokens, also Name 
Plates, Instruction Plates, Meter Dials, 
Switch Labels, Advertising Novel- 
ties, Club Badges, Adüress Plates. 


RELIANCE "visis. 


CHISWICK. 
| SEND FOR SAMPLE 
NEW CHEAP. BELL. 
JULIUS. SAX. 
Advertisement Index. see page xxiv. 
Poa idc! V. 
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 Regutered at @.Р,0. аг a Newspaper and 


Magasins rate of postage, 
ostage inclusive, in Great | 
Park Place, New York City, "Товохто, 
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SWITCHBOARDS. 
ARC LAM PS. 


JOHNSON & PHILLIPS, $L 


MAVOR & COULSON, TH ^ 


GLASGOW. 


MOTORS, T DYNAMOS, | 


SWITCHGEAR. 


LIFTS and 
TRANSPORTERS. 


Wm. WADSWORTH & SONS, LTD., 
BOLTON. 


“WHITE STAR” LAMPS 


DRAWN WIRE. 


The “RUGBY” CARBON FILAMENT - 
and RADIATOR LAMPS, 


THE LONDON & RUGBY ENGINEERING CO., LTD., - 


36 & 37, Queen Street, Е.С. 
Telephone: City 6252. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 


LONDON, E. ‘Grams: 
“‘Fulmen, Step, London.” 


tá У 


'Phone : 
EAST 4157, 


PATENT 
Alumino Thermic Welding Process, 


LEA RECORDERS 


for measuring 
Boiler Feed Water. 
and Condensed Steam. 


The LEA RECORDER CO., ца, Deanséate, Manchester, 


М. E. M. 


ys those initials | 


well in mind when’ you're” buying 
IRONCLAD -SWITCHGEAR - 


—they stand a Sure Guarantee of high 
Electrical Efficiency. Writefor List. 
MIDLAND ELECTRIC MFG. CO., LTO., 
Rea Street South, BIRMINGHAM, 
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THE * HINDLEY T VERTICAL GAS ENGINE, 


made in sizes from `8 to 260 H.P., is specially suitable for direct coupling to 
ELECTRIC GEN ERATORS. 
. THE FOLLOWING ARE SOME OF ITS FEATURES. 
САРЕ Б ААА 
E Dependability for long сойдаш running. 
Requires very little attention. 
- Independent of. Foreign Fuels. 
. Occupies minimum floor space. 
. High Efficiency. 
. Lowest Fuel Costs.’ 
. Accessibility for Adjustment. 


rie - ENGINES WORKING IN LONDON AND MANY PARTS OF. ENGLAND. 
Also Vertical Petrol and Oil Engines for Dynamo driving and Н. S. Steam Engines. 


WRITE FOR FURTHER PARTICULARS. 


E 5. Hindley & Sons, 1" MC C London, ЕС 


grams: "Steamport, London." 


“ 
тб гө. 


„Works : Ck. Dorset. 


Centrifugal omg | 
for all duties. 


- Putsometec Engineering С° 1" 


LONDON. Write for List No. 721. READING. 


THE SWISS INSULATING з WORKS, Lo., BRETOMBAG (Soleure) 


Switzerland) 
OLD ESTABLISHED COMPANY with two Factories in Switzer! in Switzerland, employing Swiss Capital and (йө: 


PROMPT DELIVERIES vid FRANCE, CARRIAGE AND ALL RISKS /INCLUDED. 


Micanite for stampings & mouldings. Amberite for Commutators, of Indian and Canadian Mica. 
Micafolium, Micanite Flexible; Mica Paper, Linens, Tapes, Band & Presspan ; Micanite Rings, and 
Parts for all purposes. Tubes & Cylinders for Transformers in Micanite, Paper апа Bakelite; 
Special Micafolium, or Pergamite. Bakelite Sheets, Tubes, Collars, Rings & Moulded Pleces. Varnished 
Insulating Silks, Cloths, Papers & Tapes, straight or bias cut. Papers, varnished one side oF 
both. Oiled Cloths & Papers. Black & Yellow Air Drying & Baking Varnishes. 


PRICES AND FULL DETAILS ON APPLICATION. AGENT FOR GREAT BRITAIN AND ABROAD: 
ARCHIBALD CAMPBELL, suc, 27, Chancery Lane, London, М.С. 721222: ^ Unseboued Melb, Lenton 


«Vs Telephome: Central 7472. 
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BREAKDOWNS OF GERMAN PLANT. 


Tnar in the future German competition with British 
electrical manufacturers, not only in this country, 
but throughout the British Empire, shall be reduced 
to the vanishing point, is a sentiment which is 
cherished by every patriotic Briton; it is impossible 
that anyone of us who has lived through the past 
two years should regard the German nation other- 
wise than as a race of murderers and heartless 
savages, with whom friendly intercourse is incon- 
ceivable. But not only on the grounds of humanity 
and patriotism is German plant taboo—there are 
also important technical and commercial objections 
to it, of which the evidence has lately been rapidly 
accumulating. We have thought it desirable to 
bring together a number of instances in which 
disaster has resulted from its installation, as a warn- 
ing to possible purchasers—for even if our Govern- 
ment summons courage to put in force the "Paris 
Convention and exclude all enemy goods from our 
markets, there will still remain a consideráble num- 
be- of buyers in neutral countries whose orders will 
be eagerly sought by the Germans. | e 
We have already reported the series of misfor- 
tunes suffered by Mr. T. H. U. Aldridge, electrical 
engineer to the Shanghai Municipal Council, as the 
penalty far installing German turbo-alternators on 
the score of quicker delivery.. As Mr. Aldridge has 
frankly made .public more complete particulars 
of the matter than are usually available in such 
cases, we have given, first, a résumé of his experi- 
ence, from which it will be seen that three out of 
four German turbo-alternators, in the short space of 
three years, have come to grief. 
As wé briefly mentioned in our last issue, the 
local agents of the A.E.G. wrote to the Council. 
with regard to Mr. Aldridge's report on the failure 
of the 5,000-Kw. turbo-alternator, endeavouring to 


. discredit his conclusions, and alleging that the tur- 


bine must have been run at an excessive speed, that 


the faults might have been due to defective switch- 


gear, that the supervision was inadequate, that the 
set had been allowed to get out of. balance and. 


adjustment, and that the plant was not kept clean. 


Mr. Aldridge, however, in a detailed reply, pointed 
out that the agents had had nothing whatever to 
do with the contract, and remarked that the stator 
coils were loose in the slots, the switchgear was in 
good order, and the machine was running on the 
test tank with the automatic switches disconnected 
when it broke down. Не stated also that extra- 
ordinarily rapid deterioration had taken place in the 
turbine, and that if the speed had been excessive it 
would have indicated that the emergency governor 
was ineffective; there was, however, no evidence 
that it had ever raced.” In his opinion, the condi- 
tion of the blades was such that their useful life 
could not be more than two or three years at the 
most, and already, owing to their condition, the 
steam consumption of the machine had increased 
above the guarantee. The A.E.G. machines were 
under the supervision of the same staff as the six 
British turbo-alternators, which had done excellent 
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service for five to nine years, and showed not the 


least sign of erosion or deterioration of the blading. ` 


It will be noticed that the majority, of the failures 
and defects described in our later pages took place 
in connection with A.E.G. machines, though other 
makes are also represented; moreover, in most 


cases the faults were due to errors in design, not ` 


so much from a theoretical as from a practical stand- 
point. That is to say, whilst the German designers 
apparently knew what should be aimed at, they did 
not know how to attain the desired ends without 
introducing intricacies and complexities of construc- 
tion which, from the user's point of view, as pointed 
out by Mr. Bernard Price, far more than outweighed 
. the slight gain in efficiency or output that resulted. 
. Now, it is precisely in the possessjon and use of 
"the engineering eye" that the British designer 
excels; he knows how far to go in the direction of 
refinement, and where to draw the line and effect 
. а judicious compromise between the theoretically 
best and the practically expedient, with a bias, per- 
haps, towards durability and simplicity. This trait 
is by no means confined to electrical engineering; 
it is freely manifested also in connection with civil 
and mechanical engineering, and is one of the chief 
factors which have built up the reputation of British 
work as unexcelled in point of longevity, solidity, 
and reliability, But—and this is most important— 
in order to secure these desirable qualities some 
sacrifice of efficiency or rating, or both, and some 
increase in weight and cost, is unavoidable, and 
hence the German machine is enabled, on the face 
of things, to appear the cheaper, whereas, in point 
of fact, the British machine is a far better bargain, 
with a greater margin of temperature rise, reli- 
ability. and accessibility for inspection and repair. 
That there are exceptions we do not deny: not 
every British designer is a heaven-born genius, and 
not every workman is competent and conscientious. 
But we do claim that, taken by and large, British 
plant is the better, and the portentous list tf failures 
of German plant that we have brought together 
supports this contention. We have by no means 
exhausted the possibilities of the subject; engineers 
who have been bitten are not proud of their scars. 
and are apt to conceal them jealously. Mr. Aldridge 
has set a patriotic example, which others might well 
imitate, and we shall be glad to publish additional 
illustrations of the clay feet of the German colossus 
if they are forwarded to us. 


: OWING to, the heavy demands 
made upon the newspaper Press 
by war news, the address of 
| the president of the Institute 
of Bankers, Mr. G. H. Pownall, has not received all 
-the attention that it merits. It is a review of 
"current events of surpassing importance," and. 
deals in the main' with the relation of banking 
institutions to trade and industry. In reply to the 
demand that there should be substituted for our well- 
tried and successful system of banking, which has 
acquitted itself so admirably under the unprece- 
dented conditions of world-war, another contrived 
to meet the dissimilar conditions of Germany, he 
contrasts English and German business methods, 
and shows that the British system has assumed its 
present character and' methods according to the 
development that has been taking place in our local 
and industrial life. The tendency is for all busi- 
nesses to become larger, and larger commercial 
enterprises demand larger banks. Organised com- 
petition, says Mr. Pownall, stands in the way of 
success of the small trader; the banker is not to 
blame. 
processes can only be carried out successfully on a 
large scale. ‘‘ The facts of life compel this, and 
not the banker." He goes on to show, what our 


Banks and 
А New Efficiency. 


-only efficient form of production." 


We have to recognise that manufacturing 


^ 


readers are perfectly familiar with, that іп Germany 
large scale and controlled industry is the accepted 
basis of the business world. He tells us that the 
larger unit in business has come to Stay because 
large-scale foreign competition can only be success. 
fully met by bodies able to afford to resist the costly 
burden of attempts to crush them out of existence. 
“ We,. like Germany and the United States, are 
learning that production on-a large scale is often the 
The German 
bank is in the habit of standing by the companies 
whose shares it has issued, and owing to its close 
connection with the industrial concerns its prosperity 
is bound up with that of industries which must suffer 
natural fluctuations of depression and inflation. It 
is questioned whether English traders and manufac- 
turers would be prepared to submit to supervision. 
With control by the financial interest in Germany, 
the private will of thé controlled establishment is 
gone. Mr. Pownall holds that it is in the interest of 
the community to preserve the huge fund, of 


, bankers' credit intact, liquid, but he goes on to 


show the possibilities that await skilfully handled 


. development companies—not purely finance com- 


panies—to investigate the claims of new enterprises, 
and, without lessening the initiative of individuals, 
to secure that contracts abroad financed by British 


money are executed by British industry. “ Adven- 


twous banking is not banking .... 
it is utterly alien to the English system, or. indeed, 
to any system which involves dealing in deposits 
repayable at short notice." Quite legitimately, the 
president turns his searchlight upon “ our defective 
trade methods," incidentally remarks that '' now is 
the time to ensure the introduction of the metnc 
system,” alludes to our need for better technical 
education, and so on. © | 
The address proceeds to dwell upon the vital 
importance to us of our export trade. '' We must 
export to live. The moral is not despair, but a new 
national efficiency." We have to broaden, our out- 


look. Mr. Pownall says that after the war we shall 


have no German competition to'deal with in ruined 
Europe, but the neutral nations can, and will, com- 
pete everywhere, ''and if our prices are high, thev 
will do it effectively." Asking whether such a thing 
as this ''new efficiency " is possible, and how we 
агг to compete in the neutral markets of the жог) 
with neutrals who do not bear the burdens that we 
do, Mr. Pownall says that in the competitive com- 
merce of the world efficiency not only in material. 
style. terms of payment, mode of touting for orders, 
but also in price, counts. ‘* We can look only to m- 
creased efficiency in production ‚ to such 
improvements as will cheapen cost." Can increased 
production be secured without sacrificing the wer 
fare of the working classes? “* Тһе economic truth 
that the interests of Capital and Labour are iden- 
tical may be accepted as axiomatic." Mr. Pogi 
states that in foreign trade, prices are internationa, 
and in our competition with America, Japan, an 

Scandinavia we shall be hampered by increased cost 
of production while higher cost of production, but 10 
a greater degree, will be true of Germany, France. 
Russia, and, possibly, Italy. ‘‘ We must find a new 
efficiency if we are to compete in the free markets 
of the world." We gather that, in his opinion, per 
haps the greatest service that a Trade Bank, as ^ Nr 
gested by Lord Faringdon's Committee, can геп е 
to the country is to introduce method in our dea 
with our foreign business affairs and to prov 

exact and practical information as to what 15 go 
on in the world outside our coasts. Mr. a z 
naturally looks at the whole matter from the. ae 
ing standpoint. There have been so many а 
of the banks from the traders’ point of view ine 
contributions of the present kind form n ob. 
reading. and those who are studying national рг si 
lems would do well to read the address їп its co 


"plete form. 
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THE CLYDE VALLEY .CO.’S 
NEW CAMBUSLANG POWER STATION. 


Іх a recent issue we referred to the opening of the first 
sxtion of the Clyde Valley Electrical Power Co.’s new 
power station near Cambuslang; the building and equip- 
ment of this plant, which has occupied a very short time, 
in fact, less than nine months, will enable the company to 
cater for the rapidly growing demands of the. industrial 
area which it supplies. It is situated on the south bank 
of the River Clyde,- near the village of Carmyle, the 
company having acquired by feu charter the old Clyde's 
Mill, together with its ancient water rights. Water from 
the river is used for condensing and make-up purposes, 
advantage being taken of the siphonic aetion due to the 
5-ft. fall between the sealed circulating water outlet and 
the river intake to reduce the power required for circulating- 
water purposes to a minimum. 

"The first portion of the generating plant consists of one 
turbo-alternator of 5,000 Kw. output at :80 power factor, 
running at 1,500 в.р.м. The turbine is of the Rateau 
type, supplied by the British Westinghouse Co., who have 
already installel five practically similar machines at the 
. eompany's power stations at Motherwell and Yoker. 


.- 
"s 


BARRHEAD 


CAMBUSLANG 


struction, consisting of one panel with syncroscope, volt- 
meters, power factor meter, ammeter, indicating or recording 
wattmeters. The outgoing feeders consist of *15 sq. in. 
three-core E.H.T. paper-insulated, lead-covered and armoured 
cables. The generator and feeders are controlled by oil- 
break switches, with Merz-Price and overload trips, these 
switches, together with the bus-bars and isolating links, 
being placed in brick cubicles in the basement and close 
the. control switchboard. / 

The engine room bay is served by a 30-ton overhead 
electric travelling crane, supplied. by Messrs. John Grieve 
and Co. The fuel for the plant comes forward on .an 
elevated railway, the loaded wagons being tipped by a 
hydraulic ram into the coal hopper, or by-passed through a - 
crusher. The coal is then delivered into a bucket-conveyor, 
which supplies the bunkers above the boilers. The company ' 
has under consideration a large coal storage scheme, with 
relative coal-handling plant. 

The boiler, economiser and generator house buildings 
are of steel framework filled in with brick, a feature being 


the general effective natural lighting of the entire plant. 


The power company's staff carried out the complete 


‚ railway work, river work, and general building construction. 


The river work, which comprised the building of the 
necessary coffer dams, rebuilding in concrete and extending 


—— 


THE E.H.T. SYSTEM OF THE CLYDE VALLEY ELECTRICAL POWER Co. (OVERHEAD TRANSMISSIONS SHOWN DOTTED.) 


Steam is supplied at 200 lb. pressure from two three- 
drum land-type Babcock & Wilcox boilers, each having an 
evaporation of 33,000 lb. of water per hour. "The boilers 
are equipped with chain-grate stokers, integral superheaters 
and Green economisers. 
plant is also installed, together with two turbine-driven 
centrifugal boiler feed pumps supplied by Messrs. Weir, 
the exhaust being utilised for the heating of the boiler 
feed water in the hot well. Each boiler is fitted with an 
electrically-driven ‘ Sirocco” induced-draught fan, and one 
steel chimney, 80 ft. high, handles the waste gases from the 
two boilers. i 

The turbine set exhausts into a Weir surface condenser, 
operatiùg in conjunction with dual air pumps of the same 
make, the circulating water being furnished by a vertical 
centrifugal pump made by Messrs. Drysdale, and situate in 
a dry well near the river intake, where a mechanically- 
operated water screening plant is provided. 

The main generator is of the two-pole star-wound type 
with rotating field,and generates three-phase currentat 11,000 
volts апі 25 cycles ; a 60-volt exciter is direct coupled to 
the main generator shaft. The star point of the generator 
windings is brought out and connected to Merz-Price 
protective gear. 

An electrically-driven ‘* Sirocco” fan, situated imme- 
diately underneath, supplies cool air to the generator, 
drawing its supply from a “ Sirocco " air washer 

The control switchboard is at present of the simplest con- 


A Lassen-Hjort water-softening . rainfall. 


the.main dam, as also the concrete work in connection with 
the river intake, &c., was carried out under the most 
adverse circumstances, the spring and summer of this year 
having been characterised by heavy floods ahd exceptional 
A successful feature in the carrying out of the 
constructional work was the employment of women labour, 
some 20 per cent. of the labour employed on the railway 
sidings, foundations, and general work being of this nature. 
All the sand required in carrying out the building works 
was obtained from the station excavations, as also the 
puddle clay for the coffer dams; further, any excavated 
material from the foundations was fully utilised on site in 
the construction of the works’ railway tracks. - | 

All the plant and labour-saving devices used during the 
construction were electrically operated from the company's 
distribution system ; „and, to illustrate the low cost of 
operating such intermittent running plànt electrically, it 
may be mentioned that the entire power costs of the 10-ton 
derrick crane used by the structural engineers in the 
erection of the building frame work was under £2 for the 
handling and placing in position of some 250 tons of steel 
work. 

The whole of the work involved in the erection of the 
plant was carried out under the personal supervision of the 
company's general manager, Mr. David A. Starr, assisted 
by the chief engineer, Mr. D. M. Macleod, and staff. 

The new power station is located in the centre of the 
company's E.H.T. distribution system, and approximately 
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halfway between the present generating stations. Already 
the company has derived considerable benefit on its dis- 
tribution circuits through the starting-up of the new 
station, and Mr. Starr and his staff are to be congratulated 
on the rapid putting into commission of this station, and 
its satisfactory attendant results. | 


THE ROYAL DOCKYARD SCHOOLS. 


. [AN Account OF THE ADMIRALTY METHOD OF TRAINING 
DOCKYARD APPRENTICES. | | 


Ву Р. Н. 8. KEMPTON, A.R.C.S., B.Sc. 


‘THE training of apprentices by the Admiralty, a report on 
which has recently been issued by the Board of Education,* 
has been carried on in H.M. Dockyard Schools since 1843. 
Reorganisations have, of course, taken place from time to 


4 


time; changes in detail have been suggested by experience > 


and a clearer realisation of the needs of the future, and 
. to-day the Dockyard Schools are recognised as among the 
"foremost technical institutions in the country. But the 
system of entry of dockyard apprentices by open competi- 
tion and their training in educational subjects in Dockyard 
Schools dates back nearly three-quarters of а century. 

In issuing the report under review, the Board of Educa- 
tion “ realise that among the problems which are at the 
present time engaging the attention of employers, education 
authorities, and teachers, few can compare in importance 


and extent with those relating to the proper training of - 


industrial workers and to the provision of suitable means 


for the development and advancement of workmen of . 


special ability. These objects have been attained with con- 
Spicuous success by the Admiralty scheme, which the 
Board’s Inspectors have found to be too little known in the 
country. The Board are, therefore, glad to be able, with 
the consent of the Admiralty, to issue this descriptive 
account of the 'system." . The report deals successively, 
and in considerable detail, with (1) the aim of the scheme, 


(2) its chief characteristics, (8) entrance examination, (4). 


organisation and curriculum, (5) results attained. It has 
been prepared for the Board of Education by H.M.I., Mr. 
G. A. Baxandall. ' | 


There are at present seven Dockyard Schools established 


in our naval ports: at Portsmouth, Devonport, Chatham, 
Pembroke Dock, Sheerness, Haulbowline and Rosyth. All 
these schools are under the Department of the Director of 


Naval Education (Sir Alfred Ewing, К,С.В.), are staffed - 


by University graduates and. technical experta, and are ade- 


quately equipped for the instruction of. apprentices in ~ 


advanced scientific and mathematical subjects. The schemes 
of training in all the schools are identical, the examinations 
are common to them all, and general lists are issued each 
re ua which promotions, rewards, and appointments are 
ased. 

. From the inception of the scheme to 
main objects of the Dockyard Schools have been, first, to 
provide men qualified for employment as draughtsmen and 
subordinate dockyard officers ; secondly, to train a body of 
men from which to recruit the designers of ships for the 
Royal Navy ; and thirdly, to increase the efficiency of the 
dockyard workmen as a whole. | 

After reviewing the history of the schools from their 
modest. beginnings, through their complete reorganisation 
In 1905, to their present efficient condition, the report 
summarises the chief characteristics of the scheme under 
the following headings :— | 

1. Admission by open competition to six-year apprentice- 
TA choice of trade is dependent on position on entry 

ist. . Е 

. 2. Compulsory 
least one year 


the present day the 


attendance at the Dockyard School for at 


* Educational Pamphlets, No. 39: 
"rns Dockyard Apprentices.” 
av y. 


“The Admiralty Method of 
Board of Edueation. August, 


; Classification into Upper and Lower Schools 


afternoon and two evenings per week. 


by position on entry list, Upper School attending on two 
afternoons and three evenings and Lower School on one 


3. Annual rejection from the school by a weeding-out 
process, which promotes about half the pupils in each year 
to the next year of the course and rejecta the rest. The 
report emphasises the importance of the keen competition 
arising from this weeding-out process, remarking that .— 
“It may safely be assumed that those apprentices in the 
Upper School who survive it represent material of first-rate 
ability.” 5 

4. Admiralty Prizes are awarded for. inter-school com- 
petition, and sets -of valuable text-books are lent to all 
apprentices for their school course, and retained by those 
exceeding half marks in the final examination, 

5. Practical training—each apprentice is placed in the 
charge of а competent workman as instructor, and all 
students who pass into the fourth-year school. course are 
allowed to spend one year of their apprenticeship in the 
drawing offices of their respective departments. ^. . 

_ 6. Prospects open to apprentices—Cadetships in Naval 
Construction to Greenwich Royal Naval College, and sub- 
sequent appointment as Members of the Royal Corps of 
Naval Constructors. . Two or three such awards are made 
each year on the results of the school examinations. | 

^ Apprentices who fail to win Admiralty Scholarships 


usually compete for Royal Scholarships, and Whitworth 


Exhibitions and Scholarships, which are awarded on the 
results of the examinations held by the Board of Education, 
апа in recent years they have been remarkably successful in 
securing these awards. The successful candidates for such 
scholarships obtain; leave from the Admiralty to continue 
their education at approved institutions—such as the 


` Imperial College of Science and Technology, or other institu- 


tions of University rank—where, in virtue of their previous 
training, they are frequently allowed to omit-a considerable 
part of the three or four years’ course. and devote part of 
their time to post-graduate and’ research work. They after- 
wards return to the dockyards, or find posts in other 
Government Departments or private firms ; a few of them 
enter the teaching profession.” eee: 
The organisation and curriculum of the schools is described 
in great detail. A good idea of the scope of the work 
done can be obtained from the table set out below, which 
is taken from the report :— — o 
И SECOND YEAR. 


First YEAR. 

For Apprentices of ail Trades. For Apprentices of all Ti rade. — 
English. . English. . 
Practical Mathematics. Practical Mathematics. | 
Elementary Science. Mechanics. Ооз 

. Mechanics. Heat and Metallurgy. 
Mechanical Drawing. 
THIRD YEAR. FOURTH YEAR. 


- For Apprentices of all Trades. 
Practical Mathematics. 


For Apprentices of all Trades. 
Practical Mathematics. 


Applied Mechanics. Applied Mechanics. - 
Electricity. Electricity. | 
Mechanical Drawing. Mechanical Drawing. 
MT ; Heat and Metallurgy. 
s Professional Subjects. Professional Subjects. | 
For Engine Fitter Apprentices For Engine. Fitter Apprentices 
and those of Kindred Trades, and those of Kindred Trades. 


and Electrical Fitters. 
Steam and Heat Engines. 
For Engine Fitter : Apprentices 
and those of Kindred Trades. 
General Engineering. ` | 
cdi Ed is those af Kindred Trades. 
Naval Architecture. Naval Architecture. 


 Thecourse in English, which covers the first two year, 
occupies an important place in the training of the disi 
engineer or shipwright. Besides developing the Pon e 
expressing ideas clearly in writing, it serves to continue -: 
cultural education of the apprentices (a notable лн 
from many otherwise commendable schemes of fur 
education) The apprentices are introduced to g in 
literature, and by including a special period of edi Š 
the lines of Green's “ Short History of the English P e us 
а thoughtful study and appreciation of the gocial, const 
tutional and intellectual advance of the nation is induced. 


Steam and Heat Engines. 
General Engineering. 


For Electrical Fitter Appren- 
tices only. 


Electrical Engineering. 
For Shipwright Apprentices and 
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. The mathematical work is continued throughout the - 


whole course, and by the end of the-second year consider- 
able progress has been made with the calculus. In the 
third and fourth years, both branches of the calculus, 
co-ordinate geometry of two and three dimensions, and 
differential equations, with applications to physics and 
engineering, are studied. То quote from the report: “ The 
standard attained is exceptionally high, and is probably 
nob exceeded in any existing educational institution, if 
regard is had to the age of the boys and the schools from 
which they are drawn, and to the fact that they are 
receiving a part-time training. There can be little doubt 
that the excellent mathematical training which the 
apprentices receive in the Dockyard Schools accounts for 
the rapid progress which they are able to make in other 
engineering subjects, and for their confidence and power in 
attacking problems." | 
` The scientific work begins in the first year with a 
general course, including physical measurements, heat, 
light, magnetism and electricity, mechanics, and chemistry. 
In the second year the mechanics course is continued, and 
heat and metallurgy are studied in some detail, the latter 
subjects receiving further and practical treatment in the 
fourth-year course. In the third and fourth years, all 
apprentices receive a course in technical electricity, and in 
the case of electrical apprentices this develops into electrical 
engineering in the fourth yéar. All apprentices also receive 
instruction in mechanical drawing from their second year 
onwards, and trial drawings connected with their respective 
trades, and: made in the drawing-offices from their own 


measurements, form part of the final fourth-year examina- - 


tions. x ds S | des. AE atre мы 
The bulk of this instruction is given by the permanent 
staff of the schools, but courses of lectures are also given 
by other dockyard officers on professional subjects—e.j., 
electrical engineering and naval architecture—and in this 
way the instruction-'at-the schools is kept in intimate 
connection with the actual working practice of the yards. 
The school year extends from early in August ‘till the 
middle of June, and, during this time, apprentices attend 
the Upper School on two afternoons a week for three hours, 
and three evenings for two hours. They thus receive 
`19 hours’ school instruction a week: six during working 
hours, and six outside working hours. The Lower 
School. apprentices attend on one afternoon a week 
for three hours, and two evenings for two hours, thus 
receiving seven hours' school instruction a week. The 


complete courses in the Upper and Lower Schools extend. 
over four and three years respectively, and except that the 


Lower School work is of a more elementary character, the 
two courses run practically parallel. Each Upper School 
class spends about two hours a week in the school 
laboratory ; no laboratory instruction is given to Lower 
School apprentices. li 
_ It may be confidently claimed that to our Dockyard 
Schools must be attributed a very considerable measure of 
Britain's present naval pre-eminence. This scheme, which 
is British in origin and democratic in character, has sup- 
plied the nation with a large proportion of its distinguished 
naval architects and engineers; Sir F. H. Biles, D.Sc., 
Sir. A. J. Durston, K.C.B., Frank Elgar, LL.D., F.R.S., 
Sir J. B. Marshall, K.C.B., Sir H. J. Oram, K.C.B., F.R.S., 
Sir Wm. Pearce, Sir Edward Reed, Sir Wm. Smith, Sir 
Philip Watts, K.C.B., F.R.S., and Sir Wm. White, K.C.P., 
were all dockyard apprentices, and have all passed through 
one of H.M. Dockyard Schools. And the system which has 
produced such a galaxy of talent and enterprise is still 
yielding results which augur well for the future. During 
the past few years a remarkable succession of Whitworth, 
Royal, and National. Scholarships has fallen to dockyard. 
apprentices, and it can be prophesied with considerable 
certainty that dockyard apprentices will continue to play an 
important part in maintaining Britain’s supremacy in naval 
and general engineering and shipbuilding. | 
The Board of Education are to be congratulated on 
giving to this highly-successful system a wider publicity, 
and Mr. Baxandall on the production of such a detailed and 
“accurate account of the: scheme. We would heartily 
commend this report to the notice of all who are 
interested in the training of apprentices, and especially to 


. two 2, 


.. British and American ones. 


. a high degree of resonance, a well known danger. 


Education Committees and employers of labour, to whom 
all matters ‘concerning technical education must now appeal 
af urgent and vital. hs | 


BREAKDOWNS OF GERMAN PLANT. 


BrLow we give particulars of a number of failures of German 


plant, to which we refer in our leading columns to-day :—. 
SHANGHAI.—In his report for the year 1915, Mr. Т. H. U.. 
Aldridge, electrical engineer to the Municipal Council, said that 
-Kw. German turbo-alternators that were installed two 
years ago at the Riverside station were accepted because the 
tenders were, on the face of things, the best offers received. 
They turned out, however, a very bad bargain, for serious 


' breakdowns took place, and at one critical period no less than 


two-thirds of the plant was out of commission, owing to the. 
development of serious defects. Unsuitable material had been 
used for the blading, and mechanical defects were also re- 
vealed, and almost simultaneously with the blade troubles 
a serious electrical burn-out took place. On the other hand; 


six British turbo-alternators aggregating 4,200 xw., which 


had been running for five to nine years, had proved to’be so 
good that the average cost of repairs was less than £40 each 
per annum, whereas the two German sets, which had been 
running less than two years, had cost respectively £318 and 
£267 per annum for repairs, in addition to the loss of revenue 
whilst they were under repair. · ` 
German transformers. also showed marked inferiority to 
But worse was to come. 
June last, one of the two 5,000-&w. German turbo-alternators 
which were installed last year broke down very badly. Some 
of the stator coils were short-circuited or earthed, causing a 
very bad burn-out, the copper conductors and iron laminations 
being entirely fused together, whilst the insulation of half of 
the end windings was completely burnt off. The damage 
would require months to make good,. and even then, Mr. 
Aldridge felt, it was doubtful whether the machine could be 
regarded as a reliable piece of apparatus.. Thus three out of 
the four A.E.G. turbo-generators have broken down. While 
the actual cause of the breakdowns is uncertain, there was 
no doubt that rapid deterioration had taken place, both in 
the stator- winding and in the turbine blading, the latter 
being badly eroded. Mr. Aldridge's conclusion was that the 
turbine plant was most unsatisfactory, and that the con- 
tinuity of the public supply was jeopardised thereby. 
Sypyey.—In 1918 the City Council purchased ар A.E.G. 
turbo-alternator through the Australian Metal Co.; it broke 
down in the following year, owing to defects in the turbine. 
MELBOURNE.—A_ 5,000-kw. A.E.G. turbo-alternator was de- 
livered to the Melbourne Electric Supply. Co., Ltd., just 
before the outbreak of war—one of two sets ordered from 
Germany for the sake of quick delivery, the. second of: which 
was not delivered. Within three weeks of the set being put 
in service a shut-down took place, and it was found that the 
second diaphragm had broken away and. fouled the blading 
of the rotor. The set was put to work again without ‘this 
diaphragm and without the blading of one wheel of. the 
rotor, but the third and fourth diaphragms also were found 
to be in a precarious condition, and are being replaced with 
others of English make. The blading was found to be of an 
alloy containing an excessive proportion of nickel—over 31 
per cent.—a material well known to.be unfit for use, espe- 
cially with superheated steam. But this was not the end of the 
trouble; at any load above 3,500 kw. the disks vibrated later- 
ally so far that they fouled the diaphragms on both sides. These © 
disks were extremely thin—thinner than in British turbines— 
and when the machine was standing open they could Бе seen 
to vibrate violently, in sympathy with the imperceptible vibra- 
tion caused by other turbines, thus proving the иеге 
оге- 
over, the rotor of the alternator was found to be perma- 


. nenily earthed, and as it could not be rewound owing to the 


extreme complexity of the winding, it had to be discarded 
and replaced by a spare rotor, which fortunately had been 
purchased. The engineer and manager of the company, Mr. 
Е. W. Clements, states that the behaviour of the set has 
shown it to be very considerably inferior to most machines of 
British or American manufacture. 
Newrort (Mon.).—During the year 1915-16 a 3,000-kw. 
A.E.G. turbo-alternator, running at 3,000 в.р.м., broke down 
and was out.of commission for five weeks. · 
SourH Arrica.—The following notes. on German electric 
power plant in South Africa are taken from a recent address 
on ‘The Power Supply of the Rand," by the President of 
the South African Institution. of Engineers (Mr. Bernard 
Price), а full report of which has appeared in the South 
African Mining Journal :— x vd . 
British engineers, the President said, are no less skilful 
than their German competitors, and, in his experience, the 
merits of German design have often been considerably over- 
rated. It is not uncommon to meet with German plant.in 
Scuth Africa which betrays every evidence of scientific know- 
ledge from а purely theoretical point of view, but it is hope- 
less when viewed from a practical standpoint. The winding 
of a large alternator, for example, is complicated enormously 
merely to gain some slight benefit in rating, but at the sacri- 
fice of features which are infinitely more valuable to those 


— 


` cou 


» 
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. who will opérate and maintain the' finished machine. In 


this connection the following instances, taken from. the experi- 
ence of a large electric power supply company, were citeé to 
show that although two leading German firms were somewhat 
ahead of British firms in developing electrical plant of the 
size and voltage required for large power schemes in South 
а made many mistakes, and had still 
to ‘acquire much experience at the expense of their cus 


` tomers :— 


Six 4,000-k.v.4. alternators made by a German firm had to 
be entirely rewound, and seven 12,000-K.v.A. alternators (in- 
cluding а spare stator) had to be entirely rejointed. The 


smaller machines were originally wound for 10,000 volts, so. 


аз to avoid the use of step-up transformers, and the design 


of these high-tension windings was totally inadequate. Light- 


ning made short work of them, but, in any. event, their life 
fa not have exceeded a few years. 

the joints between slot bars and end connections overheated 
very soon after the machines went into commission, and 
caused a long succession of serious and expensive breakdowns. 
The design of these joints had to be radically modified, in- 


. volving a most tedious and costly programme of work. 


Numbers of sub-station transformers of 1,000 K.v.4. and 
50) K.v.A.-capacity, made Ьу the same firm, proved incapable 


of standing the stresses imposed at times of fault on con-. 


sumers' circuits. The method of clamping the coils had to 
be entirely redesigned. MN ; 

The high-tension switchgear for 40,000, 90,000, and 10,000 
volts proved lamentably deficient when called upon to meet 
working conditions on a system of- this size and type, and 
it would be difficult to exaggerate the seriousness of the con- 
sequences which ensued. No scheme in the world had had 
to face such serious switch trouble, and, when approached, 
the makers could suggest no better remedy than a duplica- 
tion of all important- switches at the expense of the power 
company and to the profit of the makers. Needless to say, 
this course was not pursued. The trouble had been almost 
entirely removed by the application of engineering common- 
sense to the experience gained in practice. It was quite clear 
that in those days this firm knew very little indeed about the 
design of high-tension switchgear for large systems. · They 
were quite satisfied to proportion up the dimensions of a low- 
tension switch.  . | 


When asked to advise on, the problem of lightning protec- 


tion, experts (so-called) were sent out by the German firm to 
report, but, despite all their theoretical argument, nothing of 
practical value was produced. This problem, like many others 
which arise in commercial engineering, had to be solved by 
weighing up experience and avoiding fantastic proposals. 
Although the turbines were a good job in many respects, 
heavy maintenance charges were incurred on account of defec- 


. tive blading. There was no doubt that the firm had but little 


owledge respecting the materials 
peculiar conditions to which turbine blades were subjected. At 
one e accumulation of these blading troubles very nearly 
involved curtailment of supply, but it became clear that some 


`- of the defects which were most pronounced originated from 


faulty design, and these had now been rendered less acute. 
e steam 


job. The flanges on the steam pipes were expanded on with- 


coolers and pipe-work rendered it necessary to dismantle the 
compressor itself before the intercoolers could be cleaned. 


Seven 12,000-K.v.A. 3-phase transformers made by another. 


Germah firm had to be entirely rewound. 'The original wind- 
the copper 


ago we published a description of the 
Hydro-electric Power Supply Co., Ltd., 
000-kw. alternators built by 

ese machines were being 


damage to the 


| Eventually the t 
was overcome by Inserting a thin liner between the ы, 


ring and the spider, and shrinking the ring on afresh 
‚ Зоотн WALES.—At Mesers. D. Davies & Sons’ Ferndale Col- 
an A.E.G. turbo-com- 


one of the generators. 


cu. ft. per min. 
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On the largest sets 


. deal, yet, after all, 
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Since the outbreak of war, four 3,000-kw., 20,000-volt 
3-pbase, 40-cycle A.E.G. transformers, with oil-cooled air blast 
which had, only been in service for a few years, have had to 
Four other A.E.G. transformers 
rated at 3,000 K.v.a., 20,000 volts, 40 cycles, 3-phase, with oj 
cooling by forced circulation through a cooler, though quite 
new, were found to be so badly designed that the purchasers 
decided to have them recons ructed and rewound before even 


‘putting them in service. 


NonTH-EAsT CoasT.—That German plant installed in North. 
country stations has broken down appears to be widely 
known; we have not, however, been able to obtain particulars 
regarding these incidents. As regards cables, however, some 
information is available. The AEG. obtained a contraci 
for a large quantity of 20,000-volt underground cable, which 
it duly supplied, but when the cables were laid the maker; 
were unable to joint them properly. The joints were, in fact, 
made three times over without success, and ‘eventually the 
purchasers’ engineers had to take the work in hand and 
Joint the cables, developing improved methods of jointing for 
the purpose. - | ` | 

METROPOLITAN District RAiLwAY.—Some 12 or 15 miles of 
high-pressure cable were supplied and laid by the A.E.G,, 
but here again the makers were unable to make satisfactory 
joints, and in the end English jointers had to be employed 
for this purpose. A similar trouble occurred when Lahmeyer's 
(now A.E.G.) laid cables in Cardiff some nine years ago, 

Lonpon.—It is well known, though the facts have nst been 
published, that a German company supplied cable and laid 
it through London from Charing Cross’ to Bow; the cable 
proved defective, and had to be entirely replaced. 

EDINBURGH.—A cable supplied by a German company some 
years ago broke down, owing to the use of unsuitable mate- 
rials in its construction. DNE е 

KINGSTON-ON-THAMES.—Four years ago. а number of Diesel 
engines, manufactured by the M.A.N., were installed at the 
generating station of the Kingston-on-Thames Corporation. 
Recently the air-compressor on one of the engines broke down 
and put the set out of commission. It will not be available 
again till February or March next, ‘and in the meantime, 
owing to the necessity of using steam engines, the cost of 
production has seriously increased; a new crankshaft is re- 
quired, the cost of which is estimated at £1,000. 


Р TRADE WITH RUSSIA. 
wo - (Contluded from page 581). 


“There are three things that will operate strongly in our 
favour. First, the discriminating duties that will undoubtedly 
be levied by Russia in favour of the Allies. I quite antici- 
pate that these will be more favourable to the Allies than 
t» the Neutrals, and, of course, very much more во than to 
the enemy nations. In the second place, there will be for 
some time a very strong prejudice against the enemy in 
favour of ourselves. This sentiment will be a very strong 
factor, but it will gradually weaken under the stress of com- 
Petition, and ‘unless it is cemented, will eventually die away 
altogether. In the third place, the competition of Germany 
and Austria will be still further lessened by their inability 


to give the long terms of credit, which has been one of the 


most formidable elements of competition in the past.” ди 
ever much the Government can do, and they can do a gren 
our business relations with Russia, an К 
the success of our efforts, will depend more on таш 
All that the Government can ч 
will be of very little use to any manufacturer who does n 
make his own personal inquiries, and use his own efr. 
“ Who would be free, himself muat strike the blow. w 
‘There is a general feeling in this country that in orde 
to do business with Russia we must slavishly follow German 
methods. It ів thought that we must make inferior goods, 
take enormous risks, give long credits, adopt a spy 878 ie 
in which the Germans are past masters, and generally 0 
many things that are repugnant to the English idea of busi 
ness ethics. After a very exhaustive inquiry, I am convinced 
that these opinions are to a о grent. extent wrong. iati 
place approach Russia in ‘a sympathe 
manner, entering into her aims and aspirations, Em 
her that we only want to do business on permanenti 1 x 
mutually advantageous conditions; that we want (o DEP 
develop her own industries, and to supply her wit ү ^ 
goods as she cannot advantageously manufacture pr dn 
any .rate for the present. There is a sufficient field г с 
lines to satisfy all legitimate aspirations. We must bé da 
pared to meet Russian conditions to some exteni; we it 
be ready to, at any rate, deliver goods to a Russian por» 


instead of f.o.b. England. We must print our ае ы 
the Russian language, and give the equivalents o : 
weights, measures, and currency in Russian terms. в with 


r.anufacturer who insists that he only wants UAR hien 
Russia on his own lines and his own terms, who insis es ві 
quotations in sterling, and English weights, upon ч nir 
factory, with cases and packing extra, with cas Pie ever 
documents in England, I say '" Hands off! You n о 
do business with Russia, and it is better for you rer who 
your energies in other directions." To the manufactu 
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is wiling to meet, even to а reasonable extent, the require- 
ments of Russian trade, I say, that a safe and profitable 
trade can be done, on comparatively short terms of credit, 
if the most elementary precautions are taken in ascertaining 
the bona-fides of agents and purchasers. | 

"'The question of credit has been the greatest stumbling 
block to trade between this country and Russia. During my 
six months’ trip I gave this point closer investigation and 
iore consideration than perhaps any other. It was always 
very grossly exaggerated; in mang, if not most, cases а ques- 
tion of negligence in collecting, and in any event, is alto- 
gether changed by the war. Without wasting time in 
«discussing the pre-war conditions, let me give my impression 
of the present situation. First of all. whatever element of 
competition there has been in the long credit given by Ger- 
many, she will not, for some time at any rate, be able to do 
so, even if she had the opportunity. [t was only possible 
by the local German banks financing the manufacturers, and 
the loeal banks, in turn, getting their money through the 
Deutsehe Bank, which discounted its bills on the London 
inurket. This, I hope, will not be possible again, and the 
Germans will want every penny they сап get for their own 
purposes, without giving credit. Further. for more than two 
years the Russians have now been accustomed to рау in cash 
for all their purchases, not only in England and America, 
but also between one another. A prominent Moscow cotton 
manufacturer told me that after the war practically all busi- 
ness from his factory would be done on much shorter terms 
of credit than before, and that the precedent created now 
would make them only too plad to buy at three or four 
months’ credit. The most effective contribution to shorten 
credit, however, lies in the abolition of vodka. I am 
thoroughly convinced from what I have seen and heard that 
this measure is producing, and will produce, the most mar- 
vellous change that Russia has seen for centuries, changes 
even greater than the influence of the war itself. It is not 
merely a question of roubles and kopecs, although this alone 
is enormous. The vastly increased savings in the banks only 
tell part of the tale: farms are being restocked with the money 
saved from vodka; peasants are demanding and getting more 
of the comforts and luxuries of life, and the productive 
capacity has been increased two or threefold. Money is, and 
will be, plentiful, and the necessity for long credit no longer 
exists, except in certain exceptional cases. Three, four, or 
possibly even in some: cases six, mnontha' credit will be re- 
quired, if only from the fact that the distances are so great 
that it often takes several weeks before the receipt of the 
goods shipped. If possible, bills should be obtained for. pur- 
chases. There is no cheque system in Russian as there is in 
this country; payments even for the largest amounts are 
usually made in cash, and the Russian waits for somebody 
to come and collect the money. І had some accounts to 
collect from 18 months to two years old. 
immediately I asked for them, with the statement that no 
one had previously asked for the money, or it would have 
been paid long ago. Firms having agents in Russia should 
insist upon their prompt collection of accounts, and refuse to 
pay commission until the cash has heen received. If it is 
not considered desirable to trust the agent with the collec- 
tions of moneys to be banked at once to the credit of the 
firm, then it is necessary that someone should go out once or 
twice a year, when, as a rule, he will have no difficulty in 
getting in the money due. A good plan would be for a 
number of firms to combine together, and appoint a respon- 
sible man entirely for the purpose of collecting accounts, 
and I have myself in contemplation the formation of such 
ап organisation in connection with my own general bureau 
of information. 

C The appointment of agents is one in which the greatest 


blunders have been made, and through which the greatest - 


catastrophes have occurred. British inanufacturers seem in 
wany cases to have ignored the most elementary caution in 
the appointment of these agents. "They send out their ceata- 
logues and trade terms to any Tom. Dick, or Harry that 
writes froin Russia for them. This, in itself, compromises 
them at once, as the man goes round immediately, claiming 
to-represent the firn, showing the letter he has received as 
his authority. With German goods out of the market, there 
ar^ thousands of people in Russia who are looking out for 
British agencies, some of them with very high-sounding 
names. The majority of them are utterly irresponsible and 
very dangerous to do business with, while others. of course, 
are тпеп and firms of the highest reputation and integrity. 
The utmost caution should he taken in appointing agents, or 
even in quoting agency terms. Another great mistake is to 


give the agency for the whole of Russia to one person, : 


especially if it is for any definite period of time. It is only 
in very rare cases that any agent can begin to cover so vast 
а country, and a statement that travellers are sent over the 
country. or that there are correspondents in every centre, 
should be taken, as а rule, with a verv considerable amount 
of salt. It is true that in some specific cases, such, for. in- 
stance, aa textile machinery, the ground can be covered fairly 
well fron. Moscow, and in dealing largely with the Govern- 
ment Petrograd would be the natural seat of the agent. 
But ar a rule, for anything like general merchandise. there 
should be- agents at both Petrograd and Moscow, at Kharkov 
or Ekaterinoslav, at one of the Black Sea ports, at Rostov- 
on-Dan, in the Tower Caucasus, at Ekaterinburg, and in 
Siberia. Since a contract giving the agency for Russia, ipso 


These were paid 


facto, includes Siberia, this should be borne in mind. No 
agencies should be given for any period without some 
guarantee of sales, otherwise the firm may find that it is 
simply being nursed for the benefit of German competitors. 
Generally speaking, there are two classes of agents: one is 
the firm with ample financial resources of its own, whieh buys 
and pays for the goods in its own name, selling at its own 
prices, and, of course, reserving the sale of the goods in Russia 
or the distribution allotted to it. The other is the purely com- 
mission agent who sells goods in the name of the firm, which are 
invoiced direct to the customer. In this case, the financial stand- 
ing of the agent is not of so much question as his integrity and 


. ability, for these two elements involve risk and bad debts. 


An agent selling on commission is liable not to take as much 
caution in the financial responsibility of the purchaser as he 
shonld do, unless he is roade responsible for at any rate part 
of the losses that may be sustained. It should, inoreover, be 
a condition that commissions are only paid on accounts for 
which payments have been received. Even in this case. [ 
think it extremely desirable that a representative of the firm 
should go out occasionally, getting into personal touch with 
the customers, looking after the overdue accounts, and gener- 
ally seeing if he is getting the best service from the agent. 
Another excellent pian is to get a bright young fellow trained 
for the purpose, who has at least an elementary know- 
ledge of Russian, and send him to Russia with samples, 
prices, &c. This plan has been worked successfully by com- 
paratively small manufacturers of saddlerv and other goods. 
It is comparatively inexpensive, and a bright man сап soon, 
with a little initiative help from the Consuls, know what һө 
is doing. | 

“Still another plan is to send'out n traveller, or travellers, 
once or twice a vear; and where the business warrants it 
this is, perhaps, the best plan for many trades. Не should. 
of course, have a very fair knowledge of Russian, and should 
be a sympathetic rather than a clever man. In other lines 
of business, local factories can be set up with decided advan- 
tage. us naturally, in this way, the heavy Customa duties 
are avoided. Where possible it is, however, better that these 
factories should be devoted to the manufacture of the heavier 
parts, while the more intricate parts are made in this country, 
and sent out to be assembled in Russia. The Russian Customs 
duties are based almost entirely upon weight, and the heavy 


‘casting would pay as much per lb. as the smallest part with 


a hundred times as much value. The whole question of agencies 
and selling generally is, however, one that haa to be decided 
by, individual circumstances, and there is no golden rule to 
be'adopted. It is one of the most essential of the preliminary 
inquiries to be made, to consider the best way in which any 
particular business can get a foothold in the Russian market, 
and this refers also to the distribution. of territory and the 
methods to be employed.’’ | 

Mr. Beable referred lastly to the needs for improving our 
Consular system in Russia. ''We want more and better 
paid Consuls, we want men of commercial experience, we 
want larger staffs in our chief Consulates, and we want them 
more closely allied to and connected with the Board of Trade, 
rather than the Foreign Office. We want a Commercial 
Attaché or Commissioner independent of the Embassy, and 
with an office of bis own. Even the Canadian Government 
have such an office and representative at Petrograd, whose 
sole business is to investigate and report upon trade possi- 
bilities, responsible directly to his own Governinent. 

"There are possibilities of business in Russia beyond the 
dreams of avarice, and we can get our share if we approach 
the question in the right spirit, and if we adopt the right 
methods.” 
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NEW ELECTRICAL DEVICES, 


AND PLANT. 


Perfecta Boiler Circulator. 


THE PERFECTA BOILER CIRCULATQR, LTD. of 39, Victoria 
Street, S.W., in a recent pamphlet describes its circulating device 
as fitted to an ordinary Lancashire boiler. This apparatus consists 
of a hood or covering over the crowns of the twin furnaces. which. 
when steam is generated beneath it, creates a flow of water towards 
the back of the boiler over the flues, the water then passing down- 
wards and returning along the bottom of the boiler to the furnaces. 
Such a circulation obviously tends to a more uniform water and 
boiler temperature : to the deposit of any sediment near the blow-off 
cock : the elimination of priming over the grates and reduction of 
scale. The fixing of the apparatus does not necessitate the drilling 
of any holes in the boiler or interference with existing fittings, 
and it can be dismantled in a few minutes. It is claimed that 
from 12 per cent. to 15 per cent. increased steam with a minimum 
of saturation can be obtained, and that from 6 per cent. to 8 per 
cent. of fuel is saved. The makers are prepared to prove the 
efficiency of their apparatus by a reasonable trial. 


Simplex Universal Girder Clamps. 


One of the greatest difficulties in present wiring installation 
work is the trouble experienced in negotiating steel girders. 

The Engineering Standards Committee has done excellent work 
by choosing certain girders, for general use, but the number is still 
very great. There are section rolled girders. riveted wirders, also 
channels, angles and Tee-sectjons in great variety. 
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A large number of girder clips are on the market but nearly all 
of them are made for a particular section of girder and even when 
a certain amount of adjustment is embodied in the design it is only 
within small limits that it can be used. A 

The Simplex clip (supplied by MEssns. SIMPLEX CONDUITS, LTD., 
of Garrison Lane, Birmingham) consists of a pair of clamps which 
fasten on to the edges of the girder and hold a wood piece оп to 


FIG. 1.—SIMPLEX GIRDER CLAMPS, 


Which a saddle for the conduit, junction box or other accessory, can 
be fixed by an ordinary wood screw. 

The clamps are made of tough malleable iron in two sizes at 
present, and are provided with a set. screw for drawing the wood 
tight up to the under side of the girder, two or three sharp points 
being arranged to enstire the wood being securely held. 

For angles or odd sections the batten can be placed lengthwise 
and two girder clamps spaced along the free edges to securely hold 
it in position ready for the conduit erector. 


Loop-in Dividing Box and Push-Button Contact Maker 
Combination. 
In some places— for instance, on boiler-house conveyor plant— 


it is required to stop the machinery, in the event of an emergency, 
from several positions. То effect this it is necessary to install a 


ес f£ BA 


Fia. 2, —REYROLLE DIVIDING Box AND CONTACT MAKER. 


cable extending fro n the main switch panel to the several points 
Cf control, and at these points to attach to the cable, contzct 


makers 80 connected that the operation of pressing the button will 
instantaneously release the switch controlling the motor circuits, 
For such work a simple combination of cable dividing box and 
push-button switch, made by MESSRS. A. REYROLLE & 00., LTD. ot 
Hebburn, is illustrated in fig. 2. i 
The dividing box provides for looping-in an armoured two-core 
cable, and for joining the terminals of the press-button contact 
maker to the respective cores. The whole is of armoured construc. 
tion, strongly made and capable of withstanding rough usage, 


б: The Prestwich Fluid Gauge. 


. Àn ingenious device for gauging articles in course of manu- 
facture has been patented by Messrs. J. A. PRESTWICH & Co., of 
Northumberland Park, Tottenham, London, N., and has been used 
with great satisfaction in their own works for three years on 
extremely accurate work. It is not subject to wear, and requires 
no manual skill in use, i 

It consists of a fluid-containing chamber A (fig.-3), having a flexible 
diaphragm B, a glass tube с of fine bore, which is connected with 
the chamber A, means for indicating the dimensions of the piece, 
and means for correcting for variations of temperature. The 
diaphragm B is provided with a hardened-steel anvil p. The article 
to be measured or gauged is passed between this anvil D and the 
fixed anvil Е. Any pressure on the anvil D causes the fluid to rise 
in the glass tube c. 

The chamber А is provided with a thread and micrometer index 
and pointer on the upper surface to indicate thousandths of an 
inch (or hundredths of a millimetre). The carrier F is provided 


Ете. 3.—PnuksTWICH FLUID GAUGE. 


with a scale c and three adjustable pointers H, J, K, the scale being 
divided to indicate ten-thousandths of an inch (or one-thousandth: 
of a millimetre), The two top pointers н, J, indicate the tolerance 
limits it is desired to work to. The carrier F is adjusted by the 
thumb-nut s to keep the bottom pointer K level with the normal 
level of the fluid in the glass tube c, and thus compensates for 
variations of temperature. · 

The instrument is roughly set by rack м and pinion N on the 
pillar 0 to suit the article ; the clamping screw P is then tightened 
up. and the final adjustment is made by the mierometer adjustment 
to а standard gauge or piece of known dimensions. h 

A displacement of the diaphragm B eauses a displacement of the 
level of the fluid in the tube C relative to their respective areas. 
Any variation in the size of pieces passed under the gauge = 
indicated by the difference in the heights to which the liquid rises 
in the glass tube, TET 

Glass tubes of different bores are used to magnify 500 to 1.2 
times, according to the accuracy required. —Ó 

By using suitable anvils or work blocks, a very large variety e 
work can be gauged, and besides extreme accuracy, which is alw ay 
retained, the gauge has the advantage of saving half to three 
quarters of the time required for gauging with the micrometer. 


h—— — 
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The Effect of Temperature upon the Alkaline Stor aer 
Battery.—Tests made by Mr. L. C. Turnock on the Edison batey 
show that the temperature at which the battery is used ir ie 
appreciable effect on its performance and durability. At low. on 
peratures the available capacity is decreased ; the current werd 
increases with rise of temperature up to 50* C., above which i vs 
off rapidly. The best electrical efficiency is obtained by charg 
at a low temperature and discharging at a higher temperature. 


| aga ate 
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CORRESPONDENCE. 


Letters received by us after Б Р.М. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


Wayleaves. 


We read with much interest the article on “ Wayleaves " in your 
issue of November 10th, and had hoped to see further reference last 
week. The article applies, of course, equally to telephone work as 
to power supply ; but we note that the writer is "interested." 

So, too, we think is the writer of this letter, with a decided 
leaning one way, or ought to so lean, after nearly 40 years in the 
trade. At the same time, circumstances alter cases ; and ours is, 
we think, an example. 

At considerable outlay, our property has been acquired. the 
intention being to build on and utilise the surrounding vacant 
ground, which is pretty considerable; in fact, we are beumd to 
build under the terms of the lease. Originally the place was a 
large L.C.C. school, the vacant grounds around forming a play- 
ground for the children ; but we are transforming the premises, 
&c., into a factory—incidentally to capture a special German trade. 

Now, as a children's playground, there was no objection to some 

64 overhead wires, even though they occupy a space some 6 ft. x 6ft., 
about 25 ft. above the ground ; but we want to develop the site (in 
fact, have no option), and these wires are in our way. 
. After months of remonstration the super-intelligent P.O. officials 
write that they are entitled by Act of Parliament to have 
them there, which is equivalent to saying that the tenancy was 
created by the vendors (represented by a well-known and highly 
respectable firm of City solicitors) by misrepresentation, as, accord- 
ing to these same super-intelligent P.O. officials, we are debarred 
from building, and are therefore bound to commit a breach of the 
terms of our lease. 

Anyway, when some 61 telephone subscribers in this district find 
themselves (as they certainly will) all talking to one another at 
once, do you think we are to blame? Weshould much like to hear 
your views. 

The Stanneries Metal Works. 
H.S. 


London, S.E., November 21st, 1916. 


[Our sympathies are with our correspondents. We сап hardly 
doubt that the law is on their side—either against the Post 
Office, which cannot possibly claim free wayleaves in perpetuity 
over private property, or if this incredible condition were found to 
obtain, against the lessors of the site, who cannot maintain the 
terms of the lease. —Eps. ELEC. REv. ] 


Final-Grade Classes in ‘ Electrical Installation " Work. 


Mr. A. P. Trotter says he quite agrees with the Editorial note to 
our letter (issue of 17th inst.); and he goes on to say that 
technical colleges should not concern themselves with handicrafts! 

In your last issue we commented on your Editorial note, and 
pointed out that what some people term handicrafts are, as a 
inatter of fact, dealt with in the London Polytechnics. | 

If they were not, there are very few other places where instruc- 
tion would be obtainable, во we are very sorry to see that Mr. 
Trotter opines that technical colleges should leave “handicrafts " 
alone. 

If we may say so, it is very easy to talk glibly about handicrafts 
and trade schools; but, after all, what is a handicraft, and how 
many trade schools worthy the name are there in London ? 

Such things as fretwork and clay-modelling are pure handi- 
crafts, carpentry and joinery are partly во; but plumbing is half 
handicraft and half a technical subject ; while electrical installation 
work is certainly more of a technical subject than a handicraft. 

Mr. Trotter will, perhaps, allow us to point out that he does not 
вау whether we are to infer, from the remarks of his we quoted in 
our first letter. that final-grade classes are. so far as London js 

concerned. only held at the two London Institutions he mentioned. 
^ We gather that Mr. Trotter is fully alive to the importance of 
electrical installation work ; but we think he has been misled if he 
really thinks that Principals of Polytechnics, &c., are enthusiastic 
about doing justice to the subject. 

If Mr. Trotter desires to see the matter from the point of view 
` of the public, we would respectfully suggest that he should first 
read carefully the City Guilds syllabus of the subject, think of the 
hundreds of thousands of individuals that would welcome tuition 
therein, and visualise the treatment and equipment necessary. If 
after doing this he will take the trouble to walk into the nearest 
Technical Institute or Polytechnic, and ask to see the manner in 
which the subject is dealt with. the chances are that he will be 
considerably disappointed at what he finds. . 

In some places he will possibly find that. though electrical 
engineering is taught, " wiring work," to give it its bad old name, 
has been forgotten. At some big Institutions he will find that 
seekers after knowledge are recommended to attend at some other 
Institution, perhaps two or three miles away. And we have heard 
of instances where the classes have been temporarily dropped 
because of the war, the authorities presumably fearing that they 
might have to pay the teacher his miserable pittance for teaching 
only а few students. 

Speaking of teachers, reminds us of the treatment generally 
meted out to them ; but that is another story. 

We are sorry Mr. Trotter still thinks the demand should precede 


the supply, as this rather plays into the hands of those who do not 
encourage the supply. Thesupply of teaching facilities in a subject 
like this cannot be dealt with like an order for goods. 


A. P. Lundberg & Sons. 
London. N., .Vovember 27th, 1916. 


“ Summation Watt" Capacity of Field Rheostats. 


Referring to Dr. Garrard’s letter of the 20th inst., I would point’ 
out that the various formule advocated by me are in practical 
everyday use. 

For a current range of. вау, l'O to 1:5, or less, both his and my 
formula closely agree with the theoretical basis: however, if a 
designer has available a sufficient range of ohmic values and ampere 
capacity in his choice of resisters, then obviously he can in practice 
closely approach the theoretical size of rheostat required for any 
current variation. If the designer is limited to a small range of 
resistance, then for such wide current variation the maximum. 
radiation possible of the resisters in circuit cannot be made use Of 
throughout the whole range. That is to say, in this respect it is 
inefficient, although it is the best that the designer can do under 


the circumstances, and, of course, is not detrimental in any reapect 


except that the bulk would be greater than another, having a wider 
choice of resister values. This matter of resisters available is the 
whole crux of the question, and as only the individual designers 
know of their limitations in this respect, I submit that my formula, 
based on fundamental principles, is the correct method of deter- 
mining the size of rheostat, the designer applying a correction 
factor, if necessary, to suit individual rheostats, as each manu- 
facturer has a large number of sizes and various types of resisters. 
This question of "summation Watts" is only the preliminary 
factor that enters into the design. | 
With reference to Dr. Garrard's remarks on potentiometer 
rheostats, the following case may be interesting :—A potentiometer 
rheostat was required for a 10-атреге, 20-volt battery-charging 
generator having а hot field resistance of 3,200 ohms, separately 
excited from a 250-volt supply. Obviously 2 to 4 ohms per volt 
wonld not be too high, and alternatively two to four times the field 
resistance would entail either an undesirable very fine gauge wire, 


_or а much larger rheostat than that supplied. 


The moral of all this is (to quote the words of Mr. T. Carter), 
“the use of a formula without care and intelligence is certain to 
lead, sooner or later, to disaster ; a formula is а good angel if а 
servant, but if it becomes master, it is more subtle in temptation 
than Satanus himself." 

L. Boothman. 

Stretford, Vorember 27th, 1916. 


LEGAL. 


JAEGER Bros. т. GREAVES. 


In the Lord Mayor's Court, last week, before the Recorder (Sir 
Forrest Fulton, K.C.), and a jury, a claim was made by plaintiffs, a 
German firm of electrical cable and fittings merchants, Finsbury, 
by Maurice Jenks, chartered accountant, suing under the authority 
of the Board of Trade as controller of the firm, against Mr. T. W. 
Greaves, of Barnes, to recover £201 11s. 8d., the price of electrical 
goods supplied. The defendant set up an arrangement made 
between the plaintiffs’ manager and himself in August, 1914, by 
which he was to have goods of the value of £200 in satisfaction of 
an agreement which he had with the plaintiffs, whereby he'was to 
serve them as sales manager for a period of one year, terminating 
in June, 1915. Alternatively, he said, if that was not the bargain. 
he claimed damages for wrongful dismissal. 

Mr. Moreton Smith was counsel for the plaintiffs and Mr. Louis 
Green for the defendant. 

COUNSEL, for the plaintiffs, said that the firm of Jaeger Bros. 
was owned by Germans resident abroad and inanaged in this 
country by a German. They did business in the sale of electrical 
cables and other electrical fittings. The defendant was employed 
as sales manager in that business. Upon the outbreak of war with 
Germany the business was closed down. Subsequently the Treasury 
sanctioned the business being carried on, the German manager being 
interned. At the time the business was closed down the goods, the 
price of which was now being sued for, were sold by the German 
manager of Jaeger Bros. to the defendant. in order that he should 
start in business, and the terms were that he should have the 
goods at cost price, paying 50 per cent. down and 50 per cent. 
within three months. Defendant made his selection of goods, and 
after getting delivery of them declined to pay. contending that 
having an agreement for service with the plaintiff firm he was 
entitled to compensation. The German manager by whom the 
arrangement was made with the defendant requested the return of 
the goods if the defendant was not satisfied with the arrangement. 
The defendant. however, kept the goods. The defendant had 
started business in Oxford Street аз the Wholesale Electric Sup- 
plies Co., which business had since been turned into a limited com- 
pany. Mr. Maurice Jenks was appointed by the Board of Trade. 
first as inspector and supervisor, and subsequently controller of 
the German business. It was his duty as a public official to collect 
the assets of the firm, and in carrying out his official duties he had 
brougbt that action. The defendant's claim to tbe goods as a set- 


‘off for compensation for breach of agreement was repudiated, 
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Мв. Н. G. M. OSBORN, formerly provincial represehtative of 
Jaeger Bros., gave evidence, and said that upon the outbreak of 
war the business was closed down, the staff receiving a week's 


notice terminating their engagements. On September 18th, 1914, - 


he (witness) was appointed manager of the firm by the German 
ауа = е interned. On Reed 23rd the 
business was allowed to be carried on by the Treasury. In 
February. 1915. Mr. Maurice Jenks, chartered accountant. уаз 
appointed by the "Treasury, inspector. on March 2nd supervisor, 
and on March 9th, 1916, controller of the business. In August, 
1914, upon instructions from the German manager, ап invoice was 
made out to the defendant for £225 6s. 8d., and of that sum £25 
had been paid. Dun 

Mr. Т. W. GREAVES said he had been in the electrical business 
for 23 years, and in March, 1913, he entered the service of Jaeger 
Bros. ; the agreement was afterwards renewed. Upon the out- 
break of war the manager said he came to the conclusion it was 
best to close the business, and he told witness he was entitled to 
some compensation under his agreement, He asked for a cash pay- 
ment, but as that could not be obtained, it was afterwards arranged 
that he should be allowed £200 in goods at the firm's lowest 
selling price in settlement of his claim under his agreement. .He 
was to goon August 15th. The goods he selected came to £225, 
and the £25 had been settled. Afterwards he refused to acknow- 
ledge the receipt of, or return, the goods as requested by the 
German manager, unless he was given some form of security for 
any claim he had against the firm in respect of his agreement. 
He had never agreed with Jaeger Bros. to take £150 worth of 
goods at cost price and discharge them from all liability in respect 
of their contract. The goods were not invoiced at cost price, but 
at lowest selling price. 

The jury found a verdict for the plaintiffs. 

The RECORDER directed the jury to return a verdict for the 
plaintiffs on the counterclaim, holding that the war put an end to 
the defendant's contract of service, and so far as the action for 
wrongful dismissal was concerned, there could be no claim for 
damages. Judgment was accordingly entered for the plaintiffs on 
the claim and counterclaim. А stay of execution for seven days 
was granted. | 


PEARMAIN r. JOHNSON & PHILLIPS, Lro. 


In the City of London Court, on November 24th, before his Honour 
Judge Rentoul, K.C., this case was mentioned. The widow and 
mother of the late Walter Pearmain, electrical engineer. Acton, 
claimed £300" against defendants, electrical engineers, Willesden 
Lane, Acton, as compensation for the death of their husband and 
son respectively. | à. 

Mn. NEWMAN, counsel for the applicants, said that the widow 
was married on September 21st. The husband was killed on 
October 14th by electric shock in an accident at Messrs. 
Johnson & Phillips's works. The firm, recognising their 
liability, paid £300 into Court. The widow and mother of the 
deceased had come to an arrangement whereby the widow was to 
have £200 and the mother £100. Previous to the marriage the 
mother lived’ with her two sons, of whom the deceased was one. 
Both were electricians. The two sons allowed the mother 10s, per 
week each. On the marriage that payment by the deceased was 
still to be paid to her, and intended to be paid. The mother was 
living with the ‘other son, who was married. For the last five years 
the mother had had £100 invested, so she knew how to take care 
of money. The widow was formerly a nurse. 
small boarding house at Eastbourne. Both the applicants had 
decided to start a small boarding house at Eastbourne, апа they 
would like the whole £300 paid out to them. The parties were in 
à different condition to the average workman's relatives, . 


JUDGE RENTOUL granted the application, but warned the appli- | 


cants to be very cautious in 
present circumstances, 
success, 


starting any business during the 
having regard‘ to the uncertainties of 


MINING ELECTRICIAN s APPLICATION. 


Harry YOUNG (Hurlford), a mining electrical engineer, applied 
for a clearance certificate from Ardeer Co., at a Munitions Tribunal 
at Kilmarnock. 

MR. HARRY FLETCHER, secretary of the Electrical Trades Union,, 
Stevenston Branch. appeared for the applicant, and pointed out 
that to obtain munitions they must have coal, and to get the coal 
they must have at the pit a fully qualified mining electrical engi- 
neer, which applicant was. At Nobel's he was only employed as a 
general electrician. He had a definite offer as a mining electrician, 
and then he would be nearer home. He stayed in Hurlford, and 
each morning at 5.10 had to walk to Kilmarnock to get the train 
there for Ardeer. If he got the other job he would only have a 
distance of 5 miles altogether. 

. The Ardeer representative said they had a special train from Kil- 
тагпоск. They were so placed that they could not get sufficient 
men in the surrounding district. 

The application was granted. 


———— M 


MEDLEY г. DINGWALL. 


IN the Shoreditch County Court, on November 25th, before his 
Honour Judge Cluer, the hearing was resumed and concluded of an 
action in which Mr. C. P. Medley, the London Hoist and Machinery 
Co. of 103. Worship Street, E.C., electrical engineers, sued 
Mr. T. б. Dingwall. of 334, City Road. E.C., packing-case makers 
and shippers, to recover £40 Зз. Gd., the balance of an account of 


Her parents hada ^ 


£150 Эв. 6d., for supplying and fitting a second-hand electric gear 
to a lift, together with accessories, 

Mr. Foster appeared for the plaintiff, and Mr. D. Rowland 
Thomas was counsel for the defence. 

Evidence was given for the plaintiffs that they entered into the 
contract for the fitting up of an electric lift, which they carried 
out. The motor, which was fixed on a cast-iron bed, was com. 
plained of, so they put in another, but, to save time, they banked 
it up with blocks of wood on the top of the cast-iron bed. They 
left it in perfect running order. d 

MR. J. SHEARMAN WILKERSON, foreman bale packer, called for 
the defence, said that after the new motor was installed the lift 
worked so badly that he went and implored the plaintiffs to come and 
put things right, but things got no better. One fault was that the 
sheave did not grip, and left the wheel running. and the defects 
were still present. -It was fitted to take 10 cwt., but at times 
would not take 5 cwt. If the rope was pulled for it to go up, it 
would, at times, мо down, and it became dangerous to work it, as 
they never knew when it might deposit the operator and the load 
in the well of the lift. He had told the operatorto put less weirht 
on, which meant that two journeys had to be taken for one, 

MR. Foster: Do you know it is not possible to reverse without 
reversing the armature of the connection ? 

WITNESS : I have seen the rope pulled for it to go up, and it has 
gone down. Е 

Mr. DINGWALL gave evidence, and said that а few hours after 
the new motor was put in he had complaints. "The controller was 
the cause of most of the trouble, as it worked so erratically that 
when pulled one way, it went the other, As an electric lift it was 
quite a failure. 

Four experts, Mr. Ernest Ellison, A.M.I.M.E.. Mr. Bourne, Mr. 
Gallon, and Mr, Percy Н. Arber, A.M.I.M.E., were called, all of whom 
said the lift would not do its work properly as it was. It stopped. 
reversed, would not start with its full load at times, and зо on. 

Мв. BOURNE said that to put it in proper working order as 
an electric lift of good quality would cost £200. 

A witness having said it was dangerous to life, JUDGE CLUER 
said it was lucky for them they had not lost a lot of lives, he suy- 
posed, and the witness agreed. | 

JUDGE CLUER said he went to the factory ; he paid a special 
visit to view the electric lift; it did not reverse while he was 
theré. He thought the fault lay in the human operator beinz 
incompetent, as the plaintiffs could work it quite well. The motor 
had been put on wood blocks instead’ of cast-iron, which might 
cause vibration, so he would allow £2 for that, and give judgment 
for the plaintiffs for £38 3s. 6d. Leave to appeal was granted, on 
the amount of the claim being paid into Court. 


m 
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WAR ITEMS, 


Black Lists.—The “ London Gazette” for November: 
24th contains a further list of persons or bodies with whom 
trading is prohibited in Brazil, Denmark, Greece, Nether- 
lands, Norway, Spain, Sweden, and other countries. 


. Lord Balfour’s Committee.—According to a statement 
made in the House of Commons last week, the interim report 
of Lord Balfour's Gommittee on the resolutions of the Paris 
Economic Conference has been received. 


German Electric Lamps for Italy?—An Exchange dis- 


patch to the Westminster Gazette says it is stated in the К 
Press that half a million German electric lamps have recently 


arrived at a city in Northern Ttaly. 


Sales of Enemy Interests.—The ‘ Times ” states ae 
Messrs. Fuller, Horsey, Sons & Cassell have been im 
by the Board of Trade to realise the assets of the Bose 
Magneto Co.; Ltd., and the London Emery Works, Ltd. 


To be Wound Up.—The Board of Trade has ordered the 
following company to be wound up :— А 4 
Sanitas Electrica] Co., Ltd., 61, New Cavendish Street, 
London, W., dealers in medical electrical apparatus. Con- 
troller: James Fraser, 31, Copthall Avenue, E.C. 
tha 


Women-Workers.—We read in the “Times” tha 
women are to be employed as electric tram drivers in d 
More than 5,000 women are already acting as tram сае t 
there. Our contemporary also states that Saxony n 
permitted the employment of women as stokers for ste: 
engines and boilers. 


Export Prohibitions.—4 Supplement to the “ Board, oí 
Trade Journal" of November 28rd contains complete pr 
of articles which, according to the latest information S hon 
b; the Board of Trade, are prohibited to be exporte ha 
Denmark, France. (including Algeria), Greece, Italy. ine is 
and the Netherlands. This Supplement also CODD o ps 
of articles (complete to date) which are prohibite | 
exported from the United Kingdom. 


s : inted 
War Metals.—The Minister of Munitions has, ane : 
1 Committee, under the chainnanship of Mr. C. W. D 
to advise him upon the steps which can be taken he ШИШ; 
the most economical use of the metals required in E Mr. 
facture of munitions of war. The Times states he past 
Fielding has been chairman of the Rio Tinto Co. for Ше 
12 years. 
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Austrian Copper Shortage.—Having requisitioned the 
church bells.throughout the country a «ripped off the 
copper from the roofs of churches and public buildings, the 
Austrian Ministry of National Defence has now announce 
the confiscation of the copper on private buildings.—Times. 


Air Raids and Electric Flashing.—Major-General Sir 
Francis Lloyd states that from observation made, it is inter- 
esting to note that sparking fron: electric trains and trams 


tends rather to confuse than to assist hostile aircraft in find-: 


ing their way over London. : = 


Glasgow War Bonus.—At а meeting of the Glasgow Elec- 
tricity Committee it was agreed to recommend (1) that all 
meter inspectors and clerks employed in the electricity depart- 
ment, whose salaries are £65 and do not exceed £250 per 
annum, be granted a war bonus at the rate of 4s. per week; 
apd (2) (а) that the female meter inspectors and female 
clerks, and (b) junior male clerks. whose saluries are under 
£65 per annum, be granted a war bonus of 9s. per week. ` 


Entertaining Wounded Soldiers.— Гре wholesale and re- 
tail electrical trades of Bristol on Thursday, last week, gate u 
very enjoyable entertainment to the convalescent soldiers 
who are recovering from their wounds in some of the hos- 
pitals of Bristol. Some 320 disabled warriors. accepted the 


invitation to the Art Gallery (kindly lent for the occasion by . 


the Bristol Corporation, and the musical programme went 
with a good swing, the applause which greeted the various 
items testifying to the appreciation which was felt. Refresh- 
ments were provided, and the arrangeinents for the comforts 
of the men reflect great credit on the committee, who were 
untiring in their energies. Mr. A. H. Dowson (chairman), 
in a few well-chosen words, welcomed the ‘‘ boys,” and said 
it was only a yery small way of showing how they all appre- 
ciated what they had given for those at home. The National 
Anthem concluded а very enjoyable evening. The committee, 
who in conjunction with the Inquiry Bureau had charge of 
the arrangements, were representatives from the Crypto Elec- 
trical Co., Veritys, Ltd., the Ediswan Co., the General Elec- 
tric Co., Ltd., Siemens Bros., and several retail firms. 


An Australian Law Suit.—The '' Melbourne Age ” of 
October 17th contains a report of the case Welsbach Light 
Co. of Australasia, Ltd.. v. the Commonwealth of Australia. 
Plaintiffs’ case was that it was a company, incorporated under 
the law of Great Britain, and was a seller of incandescent 
mantles, and sold such goods in Australia. An injunction was 
claimed restraining the.Conunonwealth Attorney-General froin 
taking further action on a notice in the Government Gazette 
that the company was managed or controlled mainly for the 
benefit of persons of enemy nationality, and £65,000 damages 
were asked for. 

For the defence, a demurrer was-pleaded on behalf of the 
Commonwealth, that the statement of claim was bad in sub- 
stance and not sufficient in law for the plaintiff company to 
maintain the action. 

The Lord Chief Justice, in delivering his judgment, said 
that the statement of claim disclosed no cause of action, and 
there must be judgment for the defendant. Justices Barton, 
Isaacs, Duffy, and Rich agreed. Mr. Justice Higgins was not 
prepared to dissent from the views of his colleagues, though 
he had doubt. Mr. Justice Powers disagreed with the view 
of the majority of the Court. The demurrer, on a majority 
judgment of the Court, was allowed, апа judgment was en- 
tered for the defendant. 


The Use of Electric Torchlights.—In Dumbarton Sheriff 
Court last week, according to the Glasgow Herald, а number 
of prosecutions were made against young men and girls for 
having, during the hours in which lighting is restricted in 
the streets of Dumbarton, displaved a light by means of an 
electric torch, which might act as a signal, guide, or- land- 
mark. George Connor. caulker, Dumbarton, pleaded guilty, 
and it was stated by Mr. Н. L. Yeudall, Procurator-Fiscal, 
that in the opinion of the authorities this torchlight business 
had become a regular danger. In this cuse, besides being a 
real danger, it was a real nuisance. Sheriff Macdiarmid said 
that he thought it would be obvious that the restrictions and 
regulations would not have been made regarding lighting in 
houses if accused and his companions were entitled to walk 
about the street flashing torchlights in the sky and about 
the streets. It was a practice which must be stopped. A 
penalty of 60s., with the alternative of 10 days’ imprisonment, 
was imposed. Penalties of 30s. or 10 days’ imprisonment 
were imposed on William Kennedy. David Cochrane, Joseph 
Quinney, John Hendry, Catherine Drysdale, and Jessie Bon- 
nan, all of Dumbarton. His Lordship said it must be under- 
stood that while a shaded light or faint light. such as was 
used on moving vehicles, if carefully used would not be inter- 
fered with, nothing in tho nature of a bright light would be 
allowed. 


Exemption Applications.—At the Wigan Tribunal, appli- 
cation for exemption was made on behalf of an electrical engi- 
. neer employed at a local picture palace. Exemption was 
granted on the understanding that applicant went to work in 
a coal mine. e" 

At the Bedworth Tribunal, application was made for three 
men on the Tehidy estate, including an electrical engineer 
(aged 41. married). in charge of the electrical plant. water 
supply. &c. The electrical engineer was the only man left 
with the whole of the plant, &c., whereas there were pre- 


viously two. Mr. Shopland said they did not want the man 
so much as a soldier as a skilled mechanic. The Chairman : 
The farms cannot do without water. Thé engineer was ex- 
empted to February 1st. 

At Southwark, Messrs. Н. Dunn & Son, electrica] and 
mechanical engineers, of Newington Causeway, S.E., applied 
for the exemption of an electrical fitter, 25 years of age, and 
an armature winder, 29 years of age, both passed for general 
service. It was stated that the firm was exclusively engaged 
on the repairs and oversight of the electrical plant in a muni- 
tion factory, where over 3,000 workpeople were employed 
on important work. They were also making special machinery 
for this firm. Mr. Т. ‘Haynes, J.P.: The difficulty is that 


they are both young men fit for general service. Mr. Dunn. 


said they could not get old men for electrical work. They 


. had advertised extensively in the technical papers, but got 


no replies. He read a letter from the Auxiliary Army Ord- 
nance Depót stating that the men were indispensable, and 
could not be spared. The fitter was placed in a certified 
occupation, whilst two months’ exemption was granted the 
armature winder. 

At Weston-super-Mare. the Electrical Supply Co., Ltd.. 
appealed for P. W. Paull (27), cable jointer, originally medi- 
cally rejected, and now passed in Class C2. He is the only 
jointer on the staff, and cannot be replaced. The Military" 
Representative assented, and conditional exemption was 
allowed. The company also appealed for F. F. Spearing (38), 
foreman electrician of the installation department, classed in 
C3. after being rejected under the Derby scheme. The Tri- 
bunal allowed conditional exemption, with the assent of the 
Military. Е 

Evesham Tribunal has granted final exemption to March 
3156, with thé Volunteer condition. to A. J. Howard (28), in 
sole charge of the electrical works of the Evesham Motor 
Engineering Co. 

At Chatham, the Tramway Co. appealed for four of the 
staff. and, on their behalf, Mr. F. F. Smith said that some 
time ago arrangements were made by which the working 
май was reduced to an absolute minimum. Captain Reid 
suggested that if the four men were fit for service they 
should be relieved if suitable substitutes were found by the 
Military authorities. Mr. Smith said that Mr. Jensen, the 
manager. would be quite agreeable to this, but he pointed 
out that 12 men who were medically unfit for military service 
had been tried. and they had to give up the work. It was 
arranged that the four men and others on the staff should 
be released when proper substitutes were found and given a 
trial. | 
Rochdale Tribunal has ‘granted conditional exemption to 
Edmund Holden (31). motorman in the service of the Cor- 
poration tramways department. ү 

The Tribunal at Castleton (Yorks.) has granted conditional 
exemption to Mr. J. W. Etherington (36), electric light bulb 
mould manufacturer, who is engaged on Government work, 
and is passed for general service. " . 

At Weymouth. a certificate of conditional exemption has 
been granted to Mr. T. H. Escott (28), electrician and mana- 
ger for Messrs. Brooking & Co. | ‚ 

Before the Northants Appeal Court, Major J. C. Lewis. of 
Derncote Hall. applied for extended exemption for Duncan 
Cameron (31), attendant to the electric light plant at the Hall. 
In reply to a question, he said he thought that a wounded 
soldier would not be competent to do the work. A final two 
months were allowed. f 

At Reigate, on November 21st, it was reported that the 
Surrey Appeal Court had reviewed, the case of С. Morgan 
(29), shift engineer at the Corporation electricity works, and 
had, on the appeal of the Military, made exemption until 
January Ist final. | = . 

At Dover, on. November 22nd, the Military applied for 
withdrawal of conditional exemption allowed to С. Hopkins 
(32), coal and ash trimmer at the Corporation electricity 
works, and recommended a month's exemption only. Mr. 
Vosper said the man was in a certified occupation and. irres- 
pective of age, was exempted. The Mayor suggested that 
the man's services should be retained until a substitute could 
be found by the Military, and this was adopted. Mr. Wood- 
man. for the electricity department, pointed out that the 
trouble was to get the substitutes to stay. He had had seven 
applications from men of between 50 and 60 years of age, 
but the job could only be carried on by a tough man, as he 
had to trim over 10 tons of coal and seven tons of ashes seven 
days per week on an eight-hour day. 

At Romford, seven tramcar drivers, whose ages ranged 
from 31 to 36, were appealed for by Ilford U.D.C. "The Clerk 
to the Council said that the staff had been considerably re- 
duced. Mr. L. Harvey, tramways manager, said that if waa 
impossible to run the present service with a smaller staff. 
Captain Howard suggested that women should be trained as 
drivers, and that women should take the place of conductors, 
but Mr. Harvey replied that the Commissioner of Police 
would not license women drivers. The Chairman said that 
the Tribunal was satisfied that some reduction could be 
made in the present staff; the public might suffer some 1n- 
convenience, but it would not be substantial. Two of the 
men would be allowed two months, and in the case of the 
iE the appeals would be reviewed at the end of the same 
period. . m | 

Before the Stratford-on-Avon Rural Tribunal. Lieutenant 
Crosland, of Ullenhall, asked for leave to appeal for his elec- 
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irician, aged 28, he having failed to get a substitute. The 


Tribunal refused leave; considering that Lieutenant Orosland 
had had time to make arrangements. 


At Eastbourne, an appeal was made by Mr. J. H. Batho, 


of Alfriston; for the. retention of A. N. Gander (29), elec. 
trician, and exemption to December 816$ was granted. 


At Strood (Kent), on November 22nd, Messrs. Martin, Earl 


and Co. appealed for 8. Richardson (27), electric machine 
attendant, and conditional exemption was allowed. 


* 


At the Leeds Appeal Court, an electrical engineer, in apply- ' 
ing for an employé (married), stated that out of 90 men 11 


had joined and four were on munitions. Temporary exemp- 
Шоп was given to January 318. | 


At Buxton, an appellant, aged 35, stated that he was the 


only practical electrical engineer in the town employing 


labour, and if he went his 
exemption was 


was claimed for W. White (35), 


business would stop. Conditional 
ranted. i | 


At Douglas (Isle of Man), on November 15th, exemption 


. and exemption until February 12th was conceded. 


At Douglas (Isle of Man), оп November lóth, exemption 


recently granted until their apprenticeship was finished to 


B. A. Robinson (18) and W. 
neering pupils with the Manx Electric 


A. Cowen (18), electrical engi- 
Railway Co., was 


‘appealed against. The manager of the company, Mr. Edmond- 
Боп, seid they did not wish to keep the lads for the company's 


sake, but thought it would he hetter for 


directed to join when called up, 


tion to C..J. Middleton (36), 
the Opera House. — | : 
At Preston Tribunal, application was made’ 
poration tramcar drivers. Mr. 


the country if they 


were allowed to finish their time. and then join. Robinson was 


and Cowen, passed in Class 
2. was granted time to complete his .apprenticeship. 
Kidderminster Tribunal has given three months’ exemp- 


for 10 Cor- 
Simpson (tramway 


manager) said: he understood the Military Were prepared to 


substitute these men, and all he asked 
until the substitutes were forthcoming. 
taken nt once it would mean stopping nine cars. 
not get men 
with the Labour Exchange 
train. as drivers, but during 
sent hi 
accepted the condition, and it 


was for exemption 
If the men were 
They could 
He had an understanding 
to send him three men a week to 
the past three months they had 
The Military Representative 
was decided to exempt the 


to take their places. 


ь 


him only one man. 


men until February Ist, the men to #0 in the meantime if 


substitutes were available. 


neer, aged 27, applied for exemption. 

Representative: strongly urged that the 
for the Army on account of his age. 
if he were taken the business, in which all his life's savings 


22nd, an -electrical engi- 
The Assistant Military 

man should be taken 
The man’s father said 


At Bolton Tribunal, on November 


ое invested, would be ruined. Exemption until December 
S 


Climpson (37), 
all his other 
would be like а ship without 


Mr. G. H. Baker appealed: at Bexhill-on-Sea for F. W. 
electrician, who attested. Mr. Baker said that 
men had joined up, and without Climpson he 
а rudder. Three months were 


allowed. 


Ld 


Electric and Manufacturing Co., Ltd 


Т. б. Fowler (28), electrician, 
Supply Co., Ltd 


Woking Tribunal has granted two months’ exemption to 


appealed for by the Electric 


At Eastleigh, on November 21st, the British Westinghouse 
.. appealed for six men 


engaged on work at Eastleigh in connection with the electrifi- 
cation of the London & South-Western Railway Co.'s sub- 
urban lines. It was decided that three of the men, who are 


unmarried, should 


join up at once; the other three were 


allowed three months each. 


Wantage Tribunal has granted exemption .to March Ist 


to Mr. W. A. Noble. (41), manager of the Tramway Co.. on 
his joining the: Volunteer Defence Corps: the same term to 


J. R. Wilkins (32), fitter and erector. 
company; and 
conductor. 


facture tungsten filament lamps under 


appealed for by the 
to January 15th to R. Skinner (32), tramway 


| | 
BUSINESS NOTES. 


Lamp Manufacture in the U.S.A.— Licences 


to manu- 


patents are being issued by the General Electric Co., of Schenec- 


tady. owners 


on by the owners of the patent. 


tungsten-filament lamps into the United States. 
World states that the Laco-Phillips Co., 


The effect of the decision is to put an end to the importation of 
The Electrical 
the defendanta in the 


case, who were large importers of lamps from Holland, have gone 


out of business so far as the United States it 
Hecate is Songerned, 


Bet 
appreciable trade in forsignemads lamps, 


moatly of the miniaty Wit) but ia September, 1014, the price 


electrician, by Mr. Fargher, | 


electrical engineer, engaged at ` 


of American lamps was lowered to a valua that vould not be met 
by foreign manufacturers. 


Book Notices.—'* Proceedings of the American Institute 
of Electrical Engineers." Vol. XXXV. No.1l. November, 1916, 
New York: The Institute. $1. | 
“Scientific Papers" of the Bureau of Standards,” 
“Freezing Point of Mercury.” 
Commerce. 
"Spon's Electrical Pocket, Book." 
‘London: E. & F. N. Spon. Price ба. net. 


Trade Announcements.—MssRs. ALBERT DICKINSON, 
LTD. of 19, Upper Mill Hill, Boar Lane, Leeds, have circularised 
their customers, stating that owing to the pressure of military 
neoessity they are compelled temporarily to suspend operations, 
They have arranged with Messrs. Wallis & Watson, of 96, Park 
Row, Leeds, to take over the business pro tem. 

New offices and showrooms for the electricity department, have 
been opened at 1, St. James's Street, by the Taunton T.C. 

To meet the demands of increasing business, the directors of the 
VULCAN BOILER AND GENERAL INSURANCE Co. LTD. hare 
decided upon certain rearrangements of, and additions to, ihe 
official staff at the head office, which will in fnture be con- 
stituted as follows :—C. Bullock, Wh.Sch., A.M. Inst.C.E., managing 
engineer; J. M. Dale, F.C.LS, managing secretary ; Frank Н. 
Bullock, A.M.Inst.C.E.. deputy managing engineer; G. R. Vine. 
assistant .secretary and accountant; R. Quinney. assistant 
secretary and azency superintendent; J. Cauthery. chief boiler 
engineer; E. H. Scholes, departmental chief, consultative depart- 
ment. 

THE INDO-EUROPEAN TELEGRAPH Co., LTD., announce that the 
whole of the radio-telegraphic business hitherto carried on by that 
company has been transferred to Messrs. Creed & Co., Ltd., telegraph 
engineers, East Croydon, to whom should be addressed all communi- 
cations on subjects previously dealt. with by the company. The 
board of directors of Creed & Co., Ltd. (until recently known as 
Creed, B'lle & Co., Ltd.) has been enlarged to accommodate, amongst 
others, two directors of the Indo-European Telegraph Co., Ltd. А 
fuller announcement concerning Messrs. Creed & Co.' developments 
appeared in our issue of November 17th, page 546. 


Dissolutions and — Liquidations.—3HAw WIRELESS, 
LrTD.—According to an Australian paper, this company is winding- 
up voluntarily, with Mr. L. J. D'Antoine, of T. and G. Buildings. 
Elizabeth Street, Sydney, as liquidator. 

GOODENOUGH & SKINNER, motor engineers, electricians, &c.. 62, 
Hampton Road, Redland, Bristol.—Messrs. W. D. Goodenough and 
J. В. Skinner have dissolved partnership. Mr. Goodenough attends 
to debts, &c., and will continue the business. 

LEITNER ELECTRICAL Co., LTD., Maybury, Woking.— December 
14th is the last day for receipt of proofs for dividend. Liquidator. 
Mr. б. E. Corfield, 119, Finsbury Pavement, E.C. 


Patents and Alien Enemies.—Application has been 
made to the Board of Trade by the North British Rubber Co., Ltd. 
for the avoidance or suspension of Patents Nos. 11.530/13 and 
11,615/18, granted to Faibenfabriken vorm. Friedr. Bayer & Co. 
for the vulcanisation of rubber; the. hearing was fixed for 
vesterday. | | 

Applications for the grant of licences in respect of Patents Nos. 
12,777/13 and 12,661/14, granted to Newton on behalf of the same 
alien firm and in respect of the same subject, have also been made 
by the North British Rubber Co., Ltd., and were to be beard 
yesterday. T _ 

The suspension order dated August 17th, 1915, granted to Мез. 
С. Н. Forrester and G. Marsh in respect of Patents Nos. 12,8080, 
12,869/05, and 12,870/05, for the idetinning of tin plates, has been 
revoked. | 


Patent Restoration.—Application has been made b 
L. St. C. Brach for the restoration of Patent No. 18,513 of 191 
for " Improvements in soldering composition paste." 


Catalogues and Lists.—Mtssns. Е. Нуѕвахр, LT». 
Craven House, Kingsway, London, W.C.— Illustrated еш 
giving prices and particulars of Husband-Quead electric fires an 
Ensign electric fires. ‚© base 

THE B.T.H. Co., LTD., of 77, Upper Thames Street, E.C.. Ё 
issued the first of а series of incandescent lamp handbooks. '! 
gives & great deal of information and data regarding Mazda Par 
of both vacuum and half-watt types, suitable for general Шош of 
tion, train lighting, projector work, &c. There is also a ың. е 
technical terms used in connection with glow lamps, as we н 
rules and terms for the sale of Mazda lamps to private CORR 
trade users and re-sellers. The handbook (56 pages) dk 
scale all the forms of standard lighting lamps falling under : m 
heading of Group I, and gives detail of size, type of cap, d ad 
wattage, voltage range, illumihating output in lumens. stan Es 
packing quantities, kc. Readers who have not received copies 
have same on application. 910-212 

THE STERLING TELEPHONE AND ELECTRIC CO., LTD., 21 Же 
Tottenham Court Road, London, W.— Publication No. 254 Sia 
pages) containing a description of their mining bells and r 
specially constructed with parallel windings for use in fiery mine 
in order to comp'y with the new Home Office Regulations. ER 

GENERAL ELECTRIC Co., LTD., 67, Queen Victoria pam 
London, E.C.—A folder (O.S. 2,061) has been issued, giving Bn 
of Osram drawn-wire lamps. It bears the coloured Elep aA 

: design "Osram the Strong,” already referred to in Po г 
суы are pring supplied to the tad, overprinted with their bs 
and eddress, - Th 


pa pled lagued to the trads aA «беин 
window bill (20 in, X $0 in.) of tbe mama бра. 


No. 294. 
Washington: Department of 


By W. H. Molesworth, 


Кызыма -— 2—5 2 
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LIGHTING AND POWER NOTES. 


Australia.—The N.S.W. Public Works Department - is 
making inquiries in connection with the proposed electric lighting 
scheme for Wollongong. The Department has in hand a compre- 
hensive scheme for lighting the towns on the south coast, and on 
the table lands from the power house at Port Kembla, and probably 
‘before long Bowral, Moss Vale, Mittagong. and the mountain towns 
may be lighted from this source.: The price of materials is chiefly 
retarding the negotiations. 

The Melbourne (Victoria) City Council has been advised by the 
Electric Supply Committee that it has been found necessary to 
install an additional 5,000-Kw. generating plant, so that it may be 
in operation during the winter of 1918; the cost is estimated at 
£22,500. The demand for power is increasing at the rate of 20 per 
cent. yearly, and it is expected that the same rate of expansion will 
continue in the future. Tenders are to be invited for the plant.— 
Tenders. 

A deputation recently waited on Mr. H. McKenzie, Minister of 
Water Supply, with a view to securing extended rights to the use 
of the water of the Kiewa River for hydro-electric power. The 
proposal is to establish on the higher reaches of the Kiewa River 


hydro-electric works to distribute electricity in the country districts ' 


and down as far ав Melbourne. Underthe Water Act the syndicate 
could only secure a 15 years’ lease, and it is desired to have this 
extended to 50 years. 

A special Act of Parliament would be necessary, and the deputa- 
tion asked that provision might be made for the Government to 
fix the prices of supply, and for the State to take over the whole 
concern if thought fit. И 


The Minister said the Water Commission had no objection to the . 


syndicate using the water for power production ; he could not hold 
out any hope that a Bill could be introduced this season, but he 
would bring the request before the Cabinet. 

The Brunswick City Council is raising a loan of £7,500, of which 
£5,000 will be devoted to extending the electric lighting throughout 
the municipality.— Melbourne Age. 

A representative deputation has interviewed the Victorian 
Premier to protest against any proposal to compulsorily take over 
the Melbourne City Councils electricity undertaking апа place it 
under the control of a proposed tramway trust. The Premier 
mentioned that a Sub-Committee had been appointed to consider the 
matter and prepare а draft Bill; no decision had been come to. and 
he promised that the representations of the Committee should be 
considered. : | 


Baildon (Yorks.).—PhRov. OrpER.—The В. of T. has 
agreed to extend the powers obtained by the Council in 1913 in 
respect of the supply of electricity ; the matter has arisen owing 
to а recent proposal to supply electricity in the district. 


Bingley.—The D.C. has resolved upon the adoption of 
the maximum demand system as an alternative system of charging 
for energy supplied for lighting ; also to charge for energy sup- 
plied for power £3 per annum per metered H.P. required, plus 
1d. per unit supplied. 


Birmingham.—In order to enable the Electric Supply 
Committee to give the necessary supply of electticity to the tram- 
ways, it is suggested that the power load should be reorganised, 
and if the necessary approval can be obtained, it is hoped that the 
tramway difficulty will be overcome. | 


Вигу.—1л1ХКїХ@-(Р.—'ТПһе chairman and deputy-chair- 
man of the Electricity Committee, the town clerk and the electrical 
engineer have been deputed to attend any conferences which might 
he held on the question of interconnection of electrical under- 
takings in the district, the Committee being in agreement with 
the general idea. p 


Cahirciveen (Co. Kerry).—E.L. SCHEME.—A , public: 


meeting decided to urge the Council to adopt &n electric lighting 
scheme for the town. 


Chile.—Permission has been granted to Senor Victor 
Leon Nunez to utilise the Rio Chillan for the production of power 
required in connection with the electric lighting of the town of 
Chillan.— Board of Trade Journal. 


Colombia.— The Municipal Council of Pensilvania, 
Department of Caldas, has been authorised to raise a loan of £3,000 
for an electric power plant ; the Municipal Council of Angostura, 
Department of Antioquia, to raise а loan of £800 for an electric 
power installation ; and the Municipal Council of Venecin, Depart- 
ment of Antioquia. to raise a loan of £1,000 for en electric. power 
plant and aqueduct’ works.— Board of Trade Journal. 


Continental. AUsTRO-Huncary.—Owing to the serious 
condition of the Buda-Pesth finances. the Municipal Council has 
decided to raise the prices of sas. electric light, and water, hoping 
to raise an additional revenue of £300.000 to £330,000. — Times. 

SpPAIN.—La Sociedad Energia Electrica Cataluna, of Barcelona, 
has applied to the authorities of the Province of Lerida for a con- 
cession to establish a hydro-electric plant of about 4,800 H.P. on 
the River Noguera de Cardos, near Tirvia. 

` PorTUGAL.—Concessions have been granted to Senhor Martinho 
Pinto de Mirande Montenegro, of Castelo de Paiva, to tse the 
Rio Paiva, at two different pointe in ths Aveiro district, for the 
generation of electrical energy. Two hydro-electric power stations 
ате to be established, esoh harias Ee od аз of . turbo-generators | 
each turbise is to be of 9.500 ЕР, of Trede Juurne!, 


. engineer of the Lake 


Cork,—TIhe Trafford Co. Manchester, a branch of the 
Ford motor concern, U.S.A.. is in negotiation for the establish- 
ment of works which it is expected will involve an extension of 
electric lighting and power. 


. Dover.— The T.C. has further postponed the question of 
installing a new turbine set in place of the smaller sets at the elec- 
tricity works. The question was held over a year ago. An addi- 
tionalloan of £3,884 to meet the cost of laying a new cable to 
East Cliff is to be taken up. | | 


Dundee,—PLaNT Exteystons.—The Electricity Com- 
mittee of the T.C. report& that the Scottish Office has sanctioned 
the expenditure of £27,000 for proposed extensions, on condition 
that а contribution of £5,000 towards the cost of the conteinplated 
extension is made out of revenue, and that provision is made for 
reduction of the loans raised under the present sanction by 
setting aside annually to a sinkiug fund not less than 4 per cent. 
of the amount borrowed. ' 


Epsom.—ProvisionaL ORDER.—The South Metro- 
politan Electric Tramways and Lighting Co., Ltd., is applying for 
& provisional order for the supply of current in the parishes of 
Ewell and Cuddington, in the area of the Epsom R.D.C. 


_Exeter.—It was reported to the T.C. that. the present 
stock of electrical materials cannot be increased, and that when 
it was used up no further E.L. connections could be made. 


Falkirk.—PRicE INCREASE.—AÀ proposal to increase the 
price of electricity for power by 10 per cent. is being considered 
by the T.C. | 


" Llandudno.—PRicE or Evectricity.—The Electricity 
Committee has considered the statement showing receipts and 
expenditure during the year ended March 3lst, and also for the 
half-year ended September 30th, and reports that it appears that 
the increasing loss on the undertaking is due to the higher price of 
fuel; it was therefore recommended that the Council raise the 
flat rate for electricity to 8d. per unit. and other rates in propor- 
tion, which, however, the Council declined {о do. 


London.—HaxxEnsMITH. — The Electricity Committee 
reports that it is still in negotiation with the Battersea and Fulham 
B.C.'s upon the proposed linking-up scheme. In the meantime. a 
suggestion has been received from the Fulham B.C. that the Ham- 
mersmith Council should take over some of its load for a period of 
six months or so, pending the carrying out of certain important 
alterations to the Fulham electricity works. The engineer has 
reported that this-can be done in such a way as to form a part of 
the proposed larger and permanent linking-up scheme, by connecting 


- the ordinary high-tension mains at a sub-station in the Fulham area 


near the Hammersmith boundary, the only apparatus to be pur- 
chased being two auto-transformers necessited by the difference in 
the two pressures of the respective undertakings. This will enable 
a temporary bulk supply of approximately 400 Kw. to be given to 
Fulham, and the Committee recommends that it be carried out. 
The Committee reports that the mains laid by the Council's con- 
tractors for the bulk supply to the Chiswick Electricity Supply 
Corporation are now in position and available for supply at any 
time. ` 2 
Application is to be made for sanction to а loan of £2,000 for 
the purchase of cable and apparatus on the termination of the 
contract. " 
STEPNEY.— The B.C. has been recommended that all charges for 


'electricity supplied. including meter rentals, except in cases where 


there are special contracts, should be increased by an additional 
134 per cent., making a total increase on the pre-war rates.of 
331 per cent., to commence with, and, include, the accounts to be 
rendered for the month of November. 


Market Drayton.— The Blore Heath R.D.C. has given its 
consent tg the Market Drayton Electric Light and Power Co. to 
supply electricity to Peatswood, Tyrley Castle and Tern Mill. 


Midlothian.—The electrical plant of the Arniston Oil 
Co. is being duplicated. 

New Zealand.—Mr. Evan Parry, the chief electrical 
Coleridge (Government hydro-electric) 
scheme, in his report on the year's operation to March 31st, 1916. 
states that 4.860,200 units were generated and 3,994,757 units sold : 
the maximum load was 1,328 KW., the average load 555 KW. and 
the load factor 41°8 per cent, while the connected load was 
6.893 kw. Operating expenses amounted to £9,383, making, with 
depreciation and interest (£16,783). a total of £26,166. The 
revenue was only £8,255. resulting in & deficit on. the year's work- 
ing of £17,911. Three generating units were originally installed, 
equal to 6,000 H.P.: 12 months ago the demand for electricity 
warranted the installation of a fourth unit of 2,000 H.P., and the 
expanding business now necessitates the addition of a fifth unit of 
4,000 H.P. Contracts to the extent of 8,000 Н.Р. have already been 
entered into. and when the power under these contracte is supplied 
it is expected that the plant will be earning sufficient to pay 
interest in full, as well as working expenses, and possibly leave a 
small surplus towards sinking fund and depreciation. The total 
capital expended to March 31st, 1916, was £316,797. Cummon- 
wealth Engineer. 

Rawtenstall,—The T.C. has received sanction to the 
borrowing sf R107 for transformers, in connection with the supply 
of electricity to Haslingden, t or diq provision of a brape: 
former in connection with the 5 to в ideal па. 
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Tasmania.—The Government has obtained a loan of 
£150,000, at 6 per cent., from the Commonwealth Bank, for the 
Hydro-Electric Department, to enable it to supply 3,500 H.P. to the 
Hydro-Electric Co.. 4.000 H.P. tothe Amalgamated Zinc (de Baray's) 
Co. and 2,000 H.P. to consumers in and around Hobart. —- 
Commonwealth Engineer, 


West Ham.—The electrical enginecr is to report оп the 
plant capacity at the generating station, and to supply certain data 
in connection with the linking-up proposals. 


Willesden.—It is reported that the Daylight Saving Act 
during the midsummer quarter reduced the private lighting revenue 
by £518 as compared with the previous year. During the two 

summer quarters 2,735,843 units were purchased from the Power 
Co., the average cost being, for the June quarter, '725d. per unit ; 
Michaelmas quarter, ‘717d. per unit, being a reduction as compared 
with the previous year. ae 
Application is to be made to the L.G.B. to sanction the borrowing 
of_£5,000 for mains extensions ; the Board has sanctioned a loan of 
£3,887 for certain urgent work. ` 


~ 


е 


TRAMWAY and RAILWAY NOTES. 


Australia.— Гре q паегу report of the Prahran and 
Malvern Tramways Trust, to September 30th, shows that the 
revenue for the quarter was £33,619 : the passengers carried were 
5.243.875, and the car mileage, 590,515 miles. During the year 
ended September 30th the total number of passengers carried was 
23.095.442, and the total revenue from fares was £150,444. 

Having practically completed arrangements for the borrowing of 
£100,000. the Footscray (Victoria) Tramway Trust has decided to 
make an early start with the construction of four of the five short 
lines in the scheme, each of which has its terminus at the Footscray 


A deputation from the Municipal Tramways Conference recently 


authority not composed of repre- 
strongly objected to 
the proposal to take away from the Municipal Councils the owner- 


Bill of any provision for subsidising the Railway Department out 
of tramway revenue. ; 

The Premier, in reply, said that the Government was fighting for 
municipal ownership as against nationalisation : the real point at 


Ав regards the subsidy, he 
locked at it from а 


been largely developed by the railway system at the expense of the 
people as a whole. 


railway revenue is discussed in the annual report of the Victorian 
Railway Commissioners, who estimate the decrease on the Essenden, 
Prahran-Malvern and Hawthorn-Camberwell lines at £60,945 per 
annum. The Commissioners say :—"So long as the existing 
principle governing the construction of tramways is continued, the 
proposition that the railways should in some way be compensated 
from the tramway receipts for the loss of- revenue resulting from 
though open to criticism, is, 
perbaps, ou the whole. an equitable arrangement, but they con- 
sider that the adoption of such a scheme should not be regarded as 
f | arising from the conflicting 
Interests of the railway and tramway systems.” ` 

express the belief that much of the traffic 


lost will be regained after the suburban lines are electrified.— 
Commonwealth Engineer, 


Bradford.— Ticker BoxEs.— The practice of the Tram- 
way Department of attaching boxes for used tickets to the cars, 
results in the saving of 12 tons of used tickets yearly, which will 
sell for £2 per ton. ч Е 

The Tram ways Committee has decided that the tramway service 
of the city shall be entirely suspended on Christmas Day. 

A Sub-Committee hag been appointed to meet the tramway 


workers in connection with applications by several Sections of the 
staff for advanced waves. 


Continental.—S»Pa1N.— The Gaceta de Madrid publishes 
a notice authorising the Sociedad Tranvia del Este de Madrid to 
undertake the construction and working of an electric tramway in 


Madrid from the Calle de Alcad to the Calle de Di gee 
Board of Trade Journal. е Diego de Léon. 


. Dublin.—The Dublin (Electric) Tramways Co. last, week 
Inaugurated a new service between Westland Row and Fair View, ` 


linking up the Dublin and South-Eastern Railwa А 
Northern Railway termini, у and Great 


Halifax.— The Tramways and Watch Committees hav, 
decided to make representations in the proper quarters for more 
light in the streets and for power to have better head lights on the 
cars, owing to serious nerve strain on the tramcar drivers, . ~ 

The attitude of the Committees in appealing to the lighting 
powers for some moderation of the lighting restrictions, ig 
endorsed throughout the cities and towns of the West Riding, 
where an agitation for better street lighting has recently been 
spreading amongst local authorities, the view being that the 
restrictions are excessive and cause dangers out of all proportion. 

_ to the purposes of the restrictions, | 


[апсаз{ег.——Ёт,кствтс "BUSES.—Two Edison battery 
"buses, each to accommodate 22 passengers, and having a speed of 
12 miles an hour, have been delivered to the Corporation. The 
chassis of a third "bus was lost at sea ; all the bodies were supplied 
by the Brush Co. i 


Newcastle.—As the result of a conference between the 
Tramways Committee and the managers of the amusement houses 
in the city last week, it was decided to stop all cars at 10 o'clock. 
It was explained that the strain upon the tramway omployés һай 
reached breaking: point. f " 

Rawtenstall.—Wacxs.—The T.C. on Thursday decided 
that in future there should be no war bonus for tramway employés, 
and in lieu thereof drivers and conductors will receive $d. an hour 
more than at present and the shedmen 1d. an hour more. 


— 


т 


TELEGRAPH and TELEPHONE NOTES. 


Bolivia.—A radiographic station was inaugurated last 
Saturday at Viacha, which permits of wireless communication 
between Bolivia and Argentina.— Review of the Rirer Plate: 


German Wireless.— lt is reported that during October 
300.000 words were. sent over the German wireless routes to 
America. During ‘the winter, improvements and enlargements of 
the principal stations will enable the service to be still further 
increased. | 

It is reported that а Dutch company їв being formed with the 
support of various big shipowners for the manufacture of apparatus 
for wireless installations on board Dutch and other ships, with a 
view to being independent of the British Marconi Co. and the 
German Telefunken Co.— 74e Times, 


New Zealand.—The N.Z. Government is. negotiating 
with the Eastern Extension Cable Co. with a view to the removal 
of the cable station from Wakapuaka to Wellington. The Auck- 
laud wireless station. which has been closed since May. 1915, has 
been reopened, and the Government has decided to erect a station 
at Rarotonga.—7' and T. Age. 


South America.— The Western Union Telegraph Co. is 
making arrangements to extend its activities to South American 
countries, which at present are connected with the United States 
only through the Central and South American Telegraph Co. 


\ 


_ CONTRACTS OPEN and CLOSED. 


OPEN. ` 


Australia, —SYDNEY.—J anuary 3rd. N.S.W. Railways 
and Tramways Department. 50-ton electric overhead travelling 
crane for Yarra Street power-house, Newcastle.* M 

January 8th. Municipal Council Electric Lighting Mr dera : 
33,000-volt switchgear. E.L. Department, Town Hall. Specifica 
tion 10s. 6d:* - 

January 22nd. Electrical plant (converter, battery, booster. and 
switchboards) for the Castlereagh Street sub-station, for the era 
cipal Council. Specification from E.L. Department, Town um 

QUEENSLAND.—December l2th.  P.M.G.'s Department. | м. 
and lamps for switchboard, covered wire, benders, sleeves а 
tapes. See "Official Notices " to-day. . 3 

Тай. Ist. P.M.G.s Department. Cords. switchboard, jh 
and accessories. measuring instruments and telegraph instruments. 
See “ Official Notices " to-day. : 


Bingley.—D.C. Electric light. installation at Public 
Baths. The Engineer, Council Offices. 


Bradford. — December 5th. Motor-driven or p. 
mechanically propelled road-sweeping machines. W. H. EA 
Superintendent to Street Cleansing Department, Harris Street. 


Cape Town.—J anuary 5th. Electric motors and s 
panels. for the Corporation Electricity Department. Dock Road, 
Cape Town.* 
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Durban.— January 3rd. Corporation. One 3,000-ках. 
steam turbine, alternator, and condensing plant. Specification 
No. 8. 238; drawing No. P. 597, both at the office of the Borough 
Electrical Engineer, Municipal Buildings. Deposit-£2 2s. 


Enniskillen.—December 1st. Sligo, Leitrim & Northern 
Counties Railway Co. Twelve months’ supply of telegraph “mate- 
rials. Mr. J. Duff, Secretary to the Company. 

Electric 


Grenada. — December 31st. Government. 


supply at St. George's and suburbs. Tenders to Colonial Secretary, ' 


Grenada, British West Indies. ` 


Johannesburg. — December ‘9th. Corporation. 1,427 
А.С. and D.C. electricity meters and 100 time-switches. Specification 
(21s. deposit) from Mr. E. T. Price, General Managers Office, 
Electricity Supply and Tramways Department, President Street, 
Johannesburg, W.* , 

December 20th. Corporation. Automatic pressure regulators for 
the A.c. turbo-generators at the power station.* Ў 
January 3rd. Corporation. Iron axles and bushes.* 

London.—L.C.C.— The Stores and Contracts Committee 
recommends that the Committee be authorised to open the tenders 
to be received on December 5th for’ the supply of electric traction 
По ашр for the Tramways Department under Schedule 17 D. 

The Highways Committee recommends that tenders be invited 
for the supply of about 3,000 yards of trolley wire for tramway 
purposes. : 


New Zealand. — DUNEDIN. — January 24th. Motor- 
“generator, accessories and spares. City Electrical Engineer, Market 


Street, Dunedin.* i 
TauvRANGA.— February 12th. Borough Council. Supply of six 
three-phase transformers, 11,000-400 volts. Н. W. Clime & Sons, 


Consulting Engineers, Raetihi.—-.V.Z. Shipping and Commerce. 


Spain,— The municipal authorities of Alberique (Province 
of Valencia) have just invited tenders for the concession for the 
electrip lighting of the town during a period of five years. The 


electrie lighting contract for a period of one year in the town of 


Albarda, in the same province, was also lately up for tender. 


Trimdon Grange (Co. Durham).—December 3rd. Six 
months’ supply of electric fittings. Storekeeper, Trimdon Grange 
Colliery. І . 

Warrington.—December 12th.« Electricity and Tram- 
ways Committee. Twelve months' supply of earthenware conduit. 
See '* Official Notices ` to-day. 


Specifications fur the items marked * can be seen at the Board 
of Trade Commercial [Intelligence Department in London 


- | CLOSED. 


Australia. —P.M.G.'s Department, N.S.W. :— 


12/. miles of paper-insulated lead-covered cable, 100 pairs, £20,189.— 
ВІ. & Helsby Cables, Ltd. : 


P.M.G.'s Department, Victoria :— 
One Wheatstone transmitter and one ditto receiver, £167. —Messrs. Noyes 
Bros. (Sydney), Ltd. 


Trades and Customs Department :— 
Wireless appsraths for use of the lighthouse service, £895.— Messrs. 
G. Weymouth Pty., Ltd. ( 


Home Affairs Department :—- 


Installation of electric lighting plant at North Head quarantine station, 
£426.—Messrs. Sutherland & Ashman Pty., Ltd. 


Glasgow. — The Tramways Committee 
acceptance of the following :— 


Chilled brake-blocks (three months' contract).— Miller & Co., Ltd. 

Glass (three months’ contract).— Pilkington Bros. 

Glass (six months' contract).—Chance Bros., Ltd. 

Car-wheel tires (six months’ contract).—Brown, Bayley's Stee] Works, Ltd. 

Malleable castings (six months’ contracti.—Alex. Shanks & Son, Ltd 

Iron and steel bars (six months’ contracti.—P. & W. MacLellan, Ltd. 

Springs (six months’ contract).—-L. Sterne & Co., Ltd. 

Oils (віх months’ contract).—John Murray & Son, Ltd.; Marks & Johnston; 
and J. & D. Hamilton, Ltd. | 

Paints (six months’ contract).—Blacklock & M'Arthur ; Hird, Hastie & Co. ; 
J. 8. Craig & Co., Ltd. ; and Lewis Berger & Sons. 

Iron апа steel scrap for disposal (six months’ contract). —John Jackson and 
Co.; P. & W. MacLellan, Ltd. ; and David Smith. 


recommends 


Londog.—HawxERsMITH.— The Electricity Committee 
recommends that the Main Colliery Co.. Ltd.. be paid the authorised 
increase of 2s. 6d. per ton for all deliveries subsequent to June Ist, 
1916, under their contract for the supply of Welsh steam coal, with 
the exception of deliveries which should have taken place prior to 
that date; and that their contract for the supply and delivery of 
150 tons weekly of Welsh coal be extended for в further 12 months 
from November let, 1916, at the price of 28s. 2jd. per ton ; and 
that the offer of Messrs. Cory Bros. & Co. to continue the supply of 


100 tons weekly for a further six months from January Ist, 1917, 


of Aberclwyd rough small coal, at 27s. per ton, be accepted. 


Rawtenstall,—Corporation. 4,000 tons of slack for the 


electricity works : J. Morris & Co. 


FORTHCOMING ,EVENTS. 


Salford Technical and Engineering Assdciation.—Saturday, December 
9nd. At З p.m. Visit to Messrs. Lancaster & Tonge, The Lancaster- 
Works, Pendleton. At 6.80 p.m., at the Royal Technica) Institute, annual 
general meeting. | | 

Royal Society of Arts.—Mondsy, December 4th. At5 p.m. At John Street, 


delphi, W.C. Howard Lecture, “ Coal and its Economic Utilisation," by 
Prot. J. 8. Brame. 


Institation of Post Office Electrical Engineers (London Centre).— 
Monday, December 4th. At 6 p.m. At the Institution of Electrical 
Engineers, Victoria Embankment, W.C. Paper on "The Western Electric 
Co.'s Auto-Tele. System," by Mr. В. О. Anson. 

Institution of Civil Engineers of Ireland.—Monday, December 4th. At 
8p.m. At 35, Dawson Street, Dublin. Ordinary meeting. ~ 

Engineers’ Club.—Tuesday, December 5th. At 7.80 p.m. At Albert Square, 
DAR Ше Debate on ** The Decimal System,” to be opened by Mr. E. C. 

arton. . ; 

Greenock Electrical Society.— Tuesday, Decomber 5th. At 7 p.m. Visit 
to Messrs. John Drummond & Sons, Rue-End Street. E 

Institution of Civil Engineers,—Tuesday, December 5th. At 5.30 p.m. At 
Great George Street, Westminster, S.W. Discussion on paper '* Keadb 
Bridge," by Mr. J. B. Ball; and paper on ''Experiments on Eart 

: Pressures,” by Mr. Р. M. Crosthwaite. 

Rontgen Society.—Tuesday, December 5th. At 8.15 p.m. At the Institution 
of Electrical Engineers, Victoria Embankment, W.C. Ordinary meeting. 

Institution of Electrical Engineers (Birmingham Local Section).— 
Wednesday, Deceinber 6th. А 7 p.m. At the University, Edmund Street. 
Tapo оп “The Parallel Operation of Electric Power Stations,” by Mr. 

. З. Peck. 2 

Chemical ‘Society.—Thursday, November 7th. At 8 p.m. At Burlington 

House, Piccadilly. Ordinary scientific meeting. 


NOTES. 


“ Safety First."—2 movement is on foot to carry out a 
"Safety First " campaign for the Londorr area, and a Conference 
will be held at Caxton Hall, Westminster, this afternoon, at 
З o'clock, to explain the objects of the campaign and to elect a 
Council. The notice convening the meeting is signed by Mr. H. E. 
Blain, operating manager of the London General Omnibus Co., 
Ltd. and London Underground Railways, and the main purpose 
of the movement is to reduce the dangers to passengers and 
pedestrians arising from the existing condition of traffic in the 


' streets by organising a scheme for the education of the public and 


the instruction of employés. 


The Marconi and Telefunken Companies.—In reply to 
questions in the House of Commons, on Tuesday and, Wednesday 
last, Mr. J. A. Pease stated that the Government were satisfied that 
there had been no connection between the Marconi and Telefunken 
Companies since the war began. He had seen the agreement which 
existed between them before the war, and found that, as the com- 
pany had stated, it solely regulated rival interests, and did nót 
enable the Germans to obtain information which they could not 
otherwise secure. The operators on British ships were British 
subjects, and in no сазе of enemy parentage. | 


The Coal Trouble in Australia.— The: Times states that 
it is now a punishable offence in Australia for any electric under- 
taking or gas company, without official consent, to supply motive 
power to any unspecified industry. Specified industries are those 
connected with the public services. Coal and coke may not be used 
for industrial purposes except by special permit. 


Sale of Enemy Holdings.—From an advertisement which 
appears in our pages to-day, it will be observed that the Public 
Trustee is inviting tenders for the purchase of 2,099 ordinary 
shares of £1 each in the Flottmann Engineering Co., Ltd.. Cardiff, 
makers of Flottmann compressed-air hammer drills. 


Whist Drive.— The Meter Department of Messrs. Ferranti, 
Ltd., Hollinwood. held а very successful whist drive and dance on 
Saturday. November 25th, at Copster Hal], Oldham. Mr. О. Coupe 
presented the prizes. Refreshments were served, and dancing was 
afterwards enjoyed. Mr. C. Finch conducted the drive. Mr. 
F. Buckley officiated as M.C. Mr. N. Collingon proved a capable 
pianist. The profit is to be handed over to the Soldiers’ Fund. 


Export Prohibitions.—A Supplement to the Board of 
Trade Journal of November 30th contains complete ljsts of articles 
which, according to the latest information received by the Board 
of Trade. are prohibited to be exported from Norway, Portugal, 
Roumania, Russia, Spain. Sweden and Switzerland. This Supple- 
ment also contain a reprint of the United Kingdom Contraband 
List. | 

Fatalities.—An inquest was held at Eston, near Middles- 
brough, last week, into the death of a mechanical engineer named 
Walker, aged 23, who met his death at the steel works of Messrs. 
Bolckow, Vaughan & Co., Ltd. It was stated that deceased was 
called to attend to the coupling on the top ofthe electric crane. 
То do so he had to get into the cabin of thecrane, and he attempted 
to do this by stepping from the platform, as was customary, 
instead of getting in by the steps provided for that purpose. .He 
hung on to a girder, but being short in stature, he was unable to 
reach the box. He swung his body, and the result was that his 
heel came into contact with a live wire, and he fell to the ground, 
a distance of 20 ft. Verdict : " Accidental death." | 

-A workman was killed at the works of Messrs. Thwaites Bros., 
ironfounders, Bradford, on the 22nd inst. His arm came in 
contact with the feed arm of an electric arc furnace on which he 
was engaged, and he died before reaching the infirmary. 
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. High-Temperatare v. Low-Temperature Carbonisation 
of Coal.—Our contemporary, the Iron and Coal Trades Review, 
in the course of some notes on by-product coking and to the 
publicity which has recently been given to low-temperature 
carbonisation of coal, remarks that :—“ As far as the electrical side 
of the matter is concerned, the proposition resolves itself solely 
into one of power-raising, and it can in no sense be regarded as а 
vindication of low-temperature carbonisation plants of this or any 
other system. An array of figures has been put forward purport- 
ing to show that on these lines low-temperature carbonisation will 
solve all our fuel problems, whereas, as a matter of fact. either a 
Mond gas-producer plant or a coke-oven plant will produce equally 
good or better resulte. To the electrical engineers it is merely а 
question of getting в supply of fuel at a rate slightly less than 
they: are compelled to pay at present. All low-temperature 
carbonisation plants suffer from one great drawback. viz., they 
have in themselves no satisfactory outlet for their gas, and hence 
as an alternative to wasting it, they can afford to sell it at a very 
low price. Carbonisation at gasworks and also at coke-oven plants 
is economically a success, but until conditions alter greatly, low- 
temperature carbonisation cannot be. At a gasworks, the revenue 
per ton of coal is derived approximately in the following way : 
From the coke, three-eighths : ftom the gas, a half ; from the by- 
products, one-eighth. On a coke-oven plant, the proportions may 
be taken as—coke, four-fifths ; gas, one thirty-fifth ; by-products, 
six thirty-fifths, the proportion for gas being almost hegligible. 
Now, with a low-temperature-carbonisation plant, the: results 
are not comparable with a gasworks from the point of view 
of revenue, because the gas cannot be sold at anything 
approaching the figüre for town ‘gas. If we allow—and 
this allowance cannot be justified as yet—a higher price 
for the low-temperature coke, and also a slight increase 
from by-products, the total increase by no means balances the 
decrease due to the low value of the gas. Hence, from the revenue 
point of view, gasworks have nothing to gain by substituting low- 
temperature carbonisation for their present system. Again, com- 
paring with coke ovens, low-temperature coke has not nearly the 
same value as coke-oven coke; the gas is worth no more than the 
coke-oven gas, and it is very questicnable if the by-products are 
worth as much as those obtained in a by-product coking plant. It 
will be seen. then. that the balance is against low-temperature 
carbonisation in this connection also. Ав & purely carbonising 
proposition, then, low-temperature carbonisation cannct compete 
with gasworks or coke-ovens." - 

Referring to the Brighton Corporation proposal, it says :—" From 
ihe point of view of the Brighton Corporatiom, the scheme is 
merely oneof gas firing. The whole onus of the carbonisation side 
is thrown on the Coalite Co., and all that the Corporation has to do 
is to utilise the gas. Тһе gas is to be a mixture of coal gas and 
producer gas, and will have a calorific value of approximately 
300 B.TH.U. per cb. ft. Approximately 40-cb. ft. are required to give 
the same heating value as 1 lb. of the coal. According to the 
calculations of Mr. Christie, the Brighton electrical engineer, at the 
price which the Coalite Co. offer the gas, the Corporation will 
obtain for 11s. 3d. the same quantity of heat as they get in a ton 
of coal at 20s. It is estimated that 110 cb. ft. of gas will be 
required per Kw.-lfour, and that. with an annual production of 
74 million Board of Trade units, the cost of fuel per unit will be 
reduced from 0'321d.. when using coal to 0'165d. when using gas. 
There is also a certain saving in other directions, as with gas-firing 
no labour is required for coal-handling, clinkering, &c. The only 
factor necessary for the complete success of the scheme is the 
successful operation of the Coalite plant, and this appears to be the 
weak link in the chain." `` i i 


The Engineers’ Club, Manchester.—In addition to the 
events announced in our last issue, the followir g further debates 
have also: been arranged for [Tuesdays, at 7.30 pm. Dinner 
served from 6 p.m. Price 2s. 6d.] :— zu 

January 9th — The Magneto in Peace and War." Opened by Lieut - 

Commander W. A. Bristow, R.N.V.R 


January 283rd.—'' The Empire's Metals and the German Octopus." Opened 
by T. 8. Bangham. 


February 6th.—''Enemy Influences in Great Britain and their Effect." 


Opened by Stafford Ransome, Secretary, the British Engineers' 
Association. 


February 20th.—* The Engineers’ Club: What It Is, and What it Might 
Be "Opened by Edmund L. Hill. : 
Maren 6th.—“ Engineering and Imperial Production." Opened by T. C. 


er. . 
March 20th.—'* German Banking." Opened by J. Drummond Paton. 


The Edison -Battery.—According to reports from 
America, the Edison Battery Co. is at work on animproved form of 
its nickel-iron-alkali accumulator, which, while being on the 


same lines, generally speaking. will have the advantage of a higher 
voltage per cell. mE : { 


Electric Vehicle Committee.—At the last meeting, Mr. 
E. S. Shrapnell-Smith presiding, Mr. J. A. Priestley. representing 
the Institute of Cleansing Superintendents, took his seat for the 
first time. 

_In the course of an interesting discussion, Mr. Harrison, 
borough engineer of Southwark. explained why he had reported 
recently against the use of electric vehicles for certain work for 
which he proposed using motor traction. This was owing to there 
being no eleotrio vehicle on the market whioh complied with the 
requirement that the loading rail of the body should not be higher 
then 4 ft. 6 in, above the rosd 1070]. The particular purpose in 
view was the quick ond easy removal of atrect aweepinge from the 


& in th 
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the official designation of the Committee in future should be : "The 


' (Newport), Мг. G. H. Thomson (Neath), Mr. J. E. Teasdel (Ponty: 


In connection with the provision of charging facilities on the 
routefrom London to Birmingham, correspondence wasread from the 
electric supply department of the City of Coventry, setting forth 
that they were unable to give any facilities for charging.and from the 
manager of the Northampton Electric Light and Power Co.. promis- 
ing to afford every possible facility for charging vehicles, and stating 
that when the amount of business warrants it they will consider 
putting down a proper charging plant. They have decided to adopt 
the E.V.C. standard tariff. 

The secretary was instructed to lay before the Ministry of 
Munitions the views of the Committee as to permission being 
granted to British electric vehicle maufacturers to continue manu. 
faeturing electric vehicles for commercial purposes. 

It was decided to invite the Institute of Automobile Engineers 
and the British Rubber Tyre. Manufacturers Association to nomi. 
nate a representative upon the Committee ; it was also decided tha! 


Electric Vehicle Committee of Great Britain, formed under the 
auspices of the Incorporated Municipal Electrical Association." 

A communieation was received from the Anderson Electric Car 
Co., of Detroit, stating that they were arranging to fit the E.V.C. 
standard plug to all electric vehicles exported to Great Britain and 
France. | 

It was decided to recommend to the Accumulator Section of the 
B.E.A.M.A. that in the case of lead-plate batteries on electric 
vehicles, the upper and lower limits of sp.g. should be clearly 
marked in raiséd or moulded letters on the battery. | 


Linking-up Electricity Stations.—4n important meeting 
was held on November 21st last at the South Wales Institute of 
Engineers, Cardiff, of representatives of the electricity supply 
undertakings in the district in order to form a Local Committee 
for South Wales and Monmouthshire, and to consider with regard to 
linking-up existing electric power stations, in the national 
interest. The meeting was convened by Mr. W. A. Chamen. of 
Cardiff, chairman of the Joint Committee dealing with this subject 
It was resolved that the Committee should consist of all the repre- 
sentatives invited to the meeting. Mr. Arthur Ellis, Cardiff. was elected 
chairman and Mr. Lewis W. Dixon, Merthyr, vice-chairman and hon. 
secretary, and the following gentlemen were elected members of a 
Sub-Committee :—-Mr. W. A. Chamen (South Wales Power Distri- 
bution Co.), Mr. William Burr (Swansea), Mr. А. Nichols Moore 


pridd). Mr. J. M. Bowman (Porth) and Mr. J. C. Howell (Llanelly). 
The secretary wás instructed to obtain necessary information. &c.. 
and to arrange a meeting of the Sub-Committee as soon 48 the 
information is obtained, in order to consider further steps.. 


Electrolytic Zinc.—Tbe first of five sections, composing 
the new zinc refinery of the Anaconda Copper Mining Co., at rs 
Falls, Montana, was placed in operation on September lith. Er 
first stripping of the plates netted 25 tons of zinc that was sen Ж 
furnaces at Anaconda for transforming into the commercial articie. 
The two new 50-ton furnaces that are to handle the output 
Great Falls are being constructed and, according to the New s 
Engineering and Mining Journal, would be ready for Veios 
about October lst. By that time it was also expected that two 
additional units would be operating at the refinery, and by ne 
ber lst the entire plant, with a capacity of 5,000,000 1b. 
6,000,000 1b. of high-grade zinc per month, should be in operation. 

The first week's trial of the new plant proved most satisfactory. 
The zino is brought in concentrates from the new concentrator 
Anaconda. On arrival at Great Falls it is taken first to the ber 
where it is changed into calcines. This fiue powder ame a 
addition to zino, copper, lead, silver and gold. It is next aral 
buted to leaching tanks having a depth: of 20 ft. and a aman s 
10 ft. In these it is agitated in acid solution by compre hee 
forced in from below. After agitation the -pulp passes ue e 
thickeners. where the lighter solution containing most of the sm 
is drawn off and filtered, the pregnant solution being pum to the 
storage tanks in the refinery proper, and sent пош : 
electrolytic tanks. "These are arranged end to end wit T each 
in each battery, the solution cascading from tank to ten “98 teed 
tank is 5 ft. long, 3 ft. wide and 3 ft. deep, and contains s 
anodes and 27 cathodes consisting of aluminium plates, upor 
the zinc forms. The zinc is 99°9 per cent. рше. — t of this 

Ground for the new plant was broken on January ls ш 
year, and close on $3.000,000 has been expended in the eda ^E 
and equipment of this department. The aluminium ca gene 
the electrolytic tanks alone represent an investment жак аң 
$500,000. Each one contains 14 lb. of aluminium and 16 10.0 ону 
and there аге 20.000 of these in the five sections of the nts А 
The copper metal for each cathode ів worth between $4 gn by ail is 
addition. there is the expense of manufacture. The p Sont 
33,000 H.P. when it.is operating at capacity. - This DP er 
from the Rainbow and Big Falls plants of the Montana m а 
situated within 10 miles of ‘the new refinery. The concen concen’ 
Anaconda is completed, and there will be no lack of inis de ni 
trates for the new refinery as soon as the additional d Rl » 00 
into operation. By November Ist it was estimated s ч көн 
tons of zinc ores per day would bà used for this new cepa 
Financial Times. ENS 


| . MT 
Copper Prices.—THE WEEK'S CHANGES.— MESSI. 


y tic 
Smith & Co. report, Wednesday, November 29th NL DS 
bars rose from £160 to £167; ditto sheets, from £- 


ie - Bà. to 
‘ditto rods, from &169 to £176; ditto H.C, Wite, from lt 


1s, 84d | silicium bronge wire, from 1s, 104d. to 18. 114d: — 
pia topper ian КҮЛӨ н and rods reve irem #1 
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Inquiries.—Makers of the * Rex" electric brush and 
> Barker " electric hair drier, of ball and socket insulating beads, and 
of a wrist light, complete with battery and lamp (for ambulance 
purposes), are asked for. . 


Legal.— WINN v. CLarK.—In the City of London Court, 
on Monday, before Mr. E. B. Tattershall, the Assistant Registrar, 
Mr. Edward Winn, of Copthall House, E.C., sued Mr. John H. 
Clark, of 144-146, Bethnal Green Road. for £17 6s. 9d. for electrical 
work done and material supplied at his place of business. Instrac- 
tions for the work were given by the defendant to the plaintiff's 
foreman, and an estimate was given amounting to £8 15s8., but 
during the carrying-out of the work the defendant gave orders for 
extra work and alterations outside the items of the estimate, which 
necessitated extra labour, time and materials. This increased the 
original quotation from the £8 15s. to the amount now claimed. 
The case had been before the Judge, and the defendant was found 
liable, and the question of the amount had been referred to the 
Assistant Registrar to ascertain what was due to the plaintiff. 
After hearing the evidence, the Assistant Registrar said he thought 
the work was properly done, and he could find -no objection to the 
charges for material, but with regard to the hours of labour and 
the evidence as to the fair number of hours, he was disposed to 
think 100 hours sufficient, instead of the 140 charged, and he would 
find for the plaintiff for that time. He must therefore submit to 
a deduction of £2 10s. for the overcharge of 40 hours. Judgment 
for the plaintiff for £14 16s., and costs. 

LowE т. BLUNDELL.- In the Court of Appeal, November 28th, 
before Lords Justices Swinfen Eady and Bankes, and Mr. Justice 
Lawrence, this case was down for hearing, on the application of 
defendant for judgment or new trial, on appeal from verdict and 
judgment at trial before Mr. Justice -Ridley and a special jury in 
March last. : 

The matter was mentioned to the Court on November 17th, 
when, on a suggestion of the Court, the appeal sivod over with a 
view to settlement. à 

Mr. Parfitt, K.C., now said that since the adjournment of 10 
days granted, the parties had had an opportunity of considering 
the figures which their Lordships had kindly helped them with, 
and the matter had now been settled in terms endorsed on counsel's 
brief. The only order he asked for was for payment out to the 
responden; Lowe of £350, which was part of the £1,000 paid into 
Court, and the balance to be paid out to the appellant, Mr. Weld 
Blundell himself. f - 


Lord Justice Swinfen Eady: Out of the money in Court pay 


£350 to the plaintiff, and the balance of £1,000 to the defendant ; 
no other order. 

Mr: Parfitt: Yes. E 

Mr. Coles Preed$ said he appeared on behalf of Mr. Lowe, who 


was grateful to their Lordships for their suggestion of a sum, which. 


he felt he ought to act upon. Не had no desire to make money. but 
to vindicate his honour, which he hoped he had done by the verdict 
of the jury. | 

Lord Justice Swinfen Eady, in assenting. said it was a wise 
settlem >п on both sides. 


Central-Station Men and Military Service.—At the 
Swindon Tribunal, S. Bowler (29), single, stoker ; Frederick Newey 
(22), married, electrical engineer; George Frederick Lane (22), 
single, electrical engineer ; and H. F. Grimes (22), single, electrical 
engineer, were appealed for by Mr. A. Dimmack, manager of the 
Corporation electricity works. He said he could not spare any 
of them. He had to keep the undertaking going, and it would be 
impossible to do so if they took these men away. They had to run 
the electricity works for 24 hours а day and for seven days a week. 

- His proposal was that the Army should provide substitutes who 
had already been in the electrical trade. and as these men became 
efficient the others would be released. Mrs. Whitworth said that 
women were filling these posts in London. Mr. Dimmack stated 
that in stations where women were employed they would find that 
there were shift engineers. The Swindon station had never been 
over-staffed as compared with other stations. They could not leave 
women in charge of a station by themselves. Mr. Harding said 
that according to the Government instructions issued to Tribunals 
the previous week these men were exempted. Mr. Dimmack offered 
to release Grimes and Lane if substitutes were given. 

The cases were adjourned for a month and referred to the 
Substitution Officer. 


Appointments Vacant.— Applications for the post of 
shift engineer for Reigate should be sent in by Wednesday, Decem- 
ber 13th, not 12th, ав incorrectly printed by us in the advertise- 
ment of last week. ; | 

Boiler house shift engineer (£150), for the City of Birmingham 
electricity supply department; junior assistant engineer (38s.), 
and switchboard attendant, for the Borough of Wimbledon elec- 
tricity department. Вее our advertisement pages to-day. 


Electrochemical Industries for South Africa.—The 
report of a Committee of the South African Institute of Electrical 
Engineers (Inc.) on the possibilities of manufacturing in South 
Africa, by the aid of electrical power, several products of com- 
mercial importance which are necessary for the agricultural and 
mining industries, which was abstracted in our issue of March 

24th, may now be consulted by British firms interested at the 


Offices of the Department of Commercial Intelligence of the Board . 


of Trade. 

The Decimal System.—The Holborn Borough Council, 
on November 32nd, unanimously adopted a resolution that it was 
adtconly desirable, but essential, to adopt а уйш of 


` Hotel, Lol 


coinage, weights, and measures throughout the British Isles; to 
enable our manufacturers and merchants to compete more easily 
and successfully with rival nations.—The Times. 

In October a recommendation of the Finance Committee of the 
Stepney Borough Council. that the Government be urged to take 
immediate steps to adopt the decimal system, was adopted by the 
Council, and similar recommendations were made to the Deptford, 
Hammersmith, Fulham and other Borough Councils. 

The Bradford Chamber of Commerce received а letter from the 
Clayton District Council enclosing a resolution in favour of the adop- 
tion of the decimal system, and on October 31st discussed the subject ; 
no resolution was put forward, but several members strongly advo- 
cated the adoption of the system on the ground that our present 
units hindered the development of our foreign trade, some firme 
abroad declining to do business with British firms unless they 
adopted the decimal system. 

The Council of the Association of Chambers of Commerce 
will consider at the next meeting the question of the adoption of 
the metric system of weights and measures and the decimal system 
of coinage.— The Times. | 

As announced in our last issue, а debate will be held at the 
Engineers’ Club, Manchester, on the evening of Tuesday, Decem- 
ber 5th, at 7.30 p.m., on “ The- Decimal System," at. which many 
members of the recently-formed Manchester and District Decimal 
Association will be present. The debate will be opened by Mr. 
Edward C. Barton. M.LE.E. formerly chief engineer to the 
Brisbane City Council, Australia, who has made а special study of 


decimal coinage and the metric system. 


Parliamentary. Wimbledon Corporation seeks powers 
to supply electricity in the Parish of Cuddington. 

Ripon Corporation seeks powers to supply electricity within the 
City of Ripon and parts of the rural districts of Ripon and 
Knaresborough. — 

The Ebbw Vale U.D.C. is applying for a Bill for various powers, 
including further powers in regard to the supply of electricity. 

Blackpool Corporation is applying for powers to supply elec- 
tricity in certain parts of Carleton and Marton, which it is sought 
to include within the borough. 

Sheffield Corporation seeks powers to appropriate lands for erec- 
tion of new generating station, construct electric lines, &c. 

Ashton-under-Lyne Corporation seeks powers to purchase tram- 
ways authorised by the Oldham, Ashton-under-Lyne, Hyde and 
District Electric Tramways Order of 1896. : 

The Electrical Distribution of Yorkshire, Ltd., seeks supply 
powers for Garforth, Featherstone. Luddenden Foot, and Horbury. 


The Smithfield Co.'s Employes.—At the City of London 
Tribunal, on Tuesday, November 28th, the Smithfield Markets 
Electric Supply, Ltd., appealed on behalf of the following 15 
men :—J. Anthony (29), married, wireman's mate; W. H. Alle- 
mande, shift engineer (22), single ; J. I. Biggam, ghift engineer 
(29), single; Е; A. Copelin, driver (26), married ; W. H. Harper, 
shift engineer (34), married; F. H. Tutt, foreman and meter 
reader (25), single; T. F. Austin, installation and fuse attendant 
(36), married ; T. G. Deller, assistant driver (40), single ; H. J. 
Lazenbury. driver (39), married; -P. F. Roberta. shift engineer 
(27); J. Richardson. wireman's mate (27), married; C. E. J. 
Stevens, wireman (29), married ; E. W. Warren (33), married ; 
S. Hidson (36), married ; and A. E. Fyears. Mr. Powell, the secretary 
of the company, appeared in support of the applications. It will 
be remembered that when the case was last before the Tribunal, it 
was stated that there had been a fire on the company's premises, 
and this had thrown the whole thing into confusion. The station 
had been wrecked, and the men were appealed for because they 
were engaged on work of public utility, every man being absolutely 
necessary for the carrying-on of the business. The claim on 
behalf of H. J. Lazenbury was now withdrawn, as he had been 
rejected by the Navy. and that on behalf of Fyears was also with- 
drawn, as he was now over military age. The Tribunal decided to 
postpone Anthony, Allemande, Biggam, and Copelin to January 1st. 
end then serve; Tutt te January 30th, and serve; and Harper. 
Austin, Deller, Roberts, Richardson, Stevens, Warren, and Hidson 
to March 8th, with the right to renew. Allthe postponements were 
subject to the V.T.C. condition. 


Volunteer Notes.—FiRsT Loxpon ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place.—Orders 
for the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 

Monday, December 4th. — Technical. for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25—8. Lecture, "On Tele- 
phones" 7.900. ^ -— A | 

Tuesday, December 5th.—School of Arms, 6—7. Lecture, 
1.15, The Service of Protection," Company Commander Hynam. 

Wednesday, December 6th.—Instructional Class, 6.15. Platoon 
Drill, Platoon No. 2. 

Thursday, December 7th.—Platoon Drill, Platoon No. 7. Ambu- 
lance Class by M.O., 6. р 

Friday, December 8th.—Technical for Platoon "No. 10, Regency 
Street. Squad and Platoon Drill No. 9. Signalling Class. 
Recruits’ Drill, 6.25—8.25. Lecture, “ On Telephones," 7.30. | 
` Saturday, December 9th.— Inspection by General Sir Desmond 


| O'Callaghan, at 3, in Hyde Park. 


Sunday, December 10¢h.—Entrenching at Otford. Parade at 
Victoria (S.E. & C, Railway Booking-office), 8.45 am. 

Corps кыне Corps Supper will be held at the Queen's 
ter Square, on December Sth, at 7. 


(By order) MACLEOD YXARULEY, Adjutant, 
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Institution and Lecture Notes.—University College, 
London.—Prof. J. A. Fleming commenced his fifth lecture on 
“Long-Distance Telephony “оп F riday last with a demonstration 
of the effect of loading upon the current sent into a 14-mile 44-Ib. 
cable, and the current received at the far end. , Artificial cables 
were employed, and it was shown that on switching over from an 
unloaded to а loaded cable, the current at the sending end dimin- 
ished, but the received current very greatly increased. The high- 
frequency alternator used for the experiment did not yield a pure 
sine wave, but Prof. Fleming showed that the undesired components 
of the wave could be “filtered out" by connecting resonating 
circuits in shunt to the terminals, each such circuit containing a 
- capacity and an inductance in series, such that the frequency with 
which it would resonate equalled 1/2 т / Lc. By winding coils 
upon the inductance coils, as in a transformer, pure sinusoidal 
currents corresponding to the resonating harmonics could | һе 
obtained, having, for instance, frequencies of 1,000, 3.000, or 5,000 
cycles per second respectively. For the study of these high- 
frequency waves the Duddell oscillograph was not suitable, as its 
natural frequency of vibration was not sufficiently great —it should 
he 10 times that of the wave under examination. The Brann 
kathode-ray oscillograph was free from this objection, but the trace 
obtained was not sharp enough. However, а rough practical 
test could be made with а condenser, voltmeter and ammeter ; con- 
necting these with the alternator, if no harmonies were present, 
the current I would be = 2m avc x 1075, or 10° 1l vc = 2 я = 
6°28 : if, however, harmonics were present, the latter ratio would 
always be greater than 6°28, possibly two or three times as great. 


For a true sine wave it was best to use a special machine, such as | 


that designed by Mr. Duddell. NN | 
The measurement оЁ the small alternating currents employed in 
telephony. necessitated the. construction of special instruments, 
usually dependent upon thermal effects. The lecturer described 
such instruments which he had devised, including one using his 
oscillation valve. For determining phase difference between 
current and voltage the Francke machine was deseribed, as well as 
the Drysdale А.С. potentiometer with phase-shifting device. 
Methods of measuring small capacities were also explained. 
Remarking, in connection with the measurement of s/c, that the 
Post Office engineers had discovered that gutta-percha conducted 
alternating currents better than direct current, Prof. Fleming 
described a special capacity bridge which he and his late assistant, 
Mr. G. B. Dyke (killed on active service), had developed for the 
investigation of this effect. and showed the importance of the 
phenomenon in the cases of dry manila paper. gutta-percha, and 
vulcanised: rubber, all of which varied widely in conductivity for 
high-frequency alternating currents with the frequency and the 
temperature. For ordinary р.р. s/C = 100 or 120: for Siemens 
special g.p. sje = 20'or 12. ` The value of R/L could be measured 
with the Hughes bridge. which the lecturer explained in detail. 


Smoke Prevention. -Lecturing at the Leeds Luncheon Club on 
Monday, last week, on “A Smokeless Leeds. with £500.000 a Year 
Profit," Dr. S. F. Dufton. H.M. Inspector of Schools in tho West 
. Riding, said the normal coal consumption in the city in a year, in 

the gas works, electricity works, and households---but not including 
the bulk used in factories апа: workshops—was nearly 850,000 tons. 
Of this amount 80,000 tons was burnt “raw” in the furnaces at 
the municipal electricity works. wasting enormous quantities of 
valuable by-product, in addition to pouring out volumes of harm- 
ful smoke. He urged the distillation of all coal before burning 
it. Everything at the present time combined to make the imme- 
diate adoption of the reform prácticable, and it would effect a 
saving throughout the country of a hundred million pounds a year. 
For the future no gas or electricity profits should go in reduction 
of rates, but should all be applied to the reduction of capital 


charges and reduction to consumers of the cost of light and power, 
the life-blood of industry. ` 


Junior Institution of Engineers. On Monday, December 11th. 
Mr. F. W. Lanchester will deliver his presidential address on 
d Industrial En gineering : Present Position and Post-War Outlook." 
ae Marquis of G-aham, the retiring President, will take the 
chair. | 

Association of Electrical Station Engineers.—The address of 


this Associntion has this week been changed to 26, Little Park. 
Gardens, Enfield. : 


Society of Engineers... On Monday, December 11th. two papers 
will be read on the mineral resources of the United Kingdom and of 


the Empire. by Prof. Үү. G. Fearnsides and Prof С. G. Cullis 
respectively.. , 


Science and Industry.— At Leicester, recently. Professor G. Kapp 
gave a lecture ^on electrical engineering before the Literary and 
Philosophical Society. one of a course of three lectures on "S 


minent a part had been played by British inventors. 

Sir Charles Parsons drew attention to the universal uso of this 
type of engine for small powers to-day, and the importance of its 
educational influence upon the public in mechanics and engineering. 
He mentioned that Dr. Clerk, in the very near future, would 


assume a very important Governmental position in connection with 
developments in this country, 


N 
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“Electricity on the Farm” Campaign.—Accordine lo 
the Electrical World, a systematic co-operative campaign to place 
electricity.on every farm in the United States is now being 
launched by the Western Electric Co. In the past much of the 
farm business has not been transacted through the central station. 
contractor, or electrical dealer, and it is emphasised that this is 
an effort to market equipment through recognised electrical 
channels. At the outset a big advertising campaign is to be under. 
taken with 21 farin papers reaching 33 million subscribers each 
month ; these are intended to bring requests for a ^ Farmers 
Electrical Handbook," thus furnishing a clue to prospeetive 
business, which will be notified to the local trade, and if necessary 
the company will itself endeavour to get the business. The һап. 
book is both a catalogue and working treatise of the subject, The 
company, while pushing its farm-lighting set, urges preference for 
central-station service, if available, and the advisability of con- 
sulting the nearest lighting authority in any case. The independent 
lighting set is rated at 32 volts. but only 110-volt fittings. wiring, 
&c., are supplied, so that the farm can take the central-station 
service when available, only the 32-volt appliances needing to be 
replaced. | 


ere: 
—-—--———— ——————_ 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers uf the 
ELECTRICAL REVIEW posted as to their movements. 
- i 


Central Station and T ramway Officials.—West Ham Cvr- 
[oration has decided that in consideration of the extra res- 
ponsibility placed upon Mr. Hopkins, the chief assistant of 
the tramways, during the change of managers, he be paid 
a gratuity of £20. | | 

Мт. G. H. Dare, late of London. has been appointed mains 


assistant at the Dover Corporation electricity works. 


General.—The Commonwealth Engineer states that Mr. F. 
GOLDING, formerly assistant electrical engineer in the Com- 
monwealth  Postmaster-General's Departinent, New South 
Wales, has been appointed electrical engineer for Victoria, in 
succession to Mr. A. A. Dircks, who has become electrical 
engineer of New South Wales. Mr. Е. FamLEx, formerly 
connected with the electrification scheme of the Victorian 
railways department, has been appointed senior engineer 
assistant in connection with the electrical department of the 
Melbourne City Council. Mr. J. Y. NELSON, formerly ele- 
trical engineer for New South Wales in the postal service, 
was presented with a tea and coffee service and silver salver 
by the staff on the occasion of his retirement after 49 years 
of service. 

Ald. James HraLp, of the firm of Messrs. Calvert & Heald, 
electrical engineers, &c., has been re-elected Chairman of 
the Lancaster Corporation Electricity Committee. 

Hammersmith B.C. Electricity Committee has appointed 
Ald. JOHNSON Chairman, and Coun. CHAMBERLAIN Vice-Chair- 


. man, of the Committee for the current municipal year. 


Roll of Honour.—Sapper W. HEAsMAN, R.B., of Maiden- 
head,.has won the Military Cross. He was on the Reserve 
when: war broke out, in the einploy of the Telephone T 
ol the G.P.O. The award was for special and dangerous wor 
iu connection with the laying of telephone cables. rr 

We are pleased to record the conferment of the Victoria 
Cross upon a former employé of the Westertr Electric Co. 
Ltd., Woolwich—Private F. J. Epwarps, of the ш, 
Regiment, who, at a critical moment when his part of a ч 
was held up by machine-gun fire, all the officers had. x 
pur out of action, and retirement was imminent, on his P e 
initiative dashed out alone and knocked out the mauu n 
with bombs. This gallant act, at the greatest persona 2 
saved the situation. Не joined the Army shortly after 11% 
outbreak of war, and is 91 years óf age.. es po 

Sergeant W. C. STEVENS, Loyal North Lancashire Did 
ment, who enlisted early in the war whilst with Messrs. Lies, 
Kerr & Co., Ltd., of Preston, has been killed in oO 

Private EnNEsT Нам, Scottish Rifles, who is 1 
killed, after being missing since July 16th last, was an 
ployé of Messrs. Dick, Kerr & Co., Ltd.. Preston. йө уф 

Private A. CawrTHRa. West Riding Regiment. е | 
ployed in the Bradford Post Office telephone department. 
been killed at the Front. | ООА" 

Sapper Ernest How ett, Royal Engineers. reporte 
missing, was with Messrs. Siemens, of Stallord. "TT 

Temporary-Lieutenant F. A. RoBINSON. who pent кке 
electrical department of the India-Rubber Co., nk” 
has been awarded the Military Cross for having. as ? бийи. 
officer, displayed great gallantry. After me I rcd 
his Tank became “ditched,” ahd he and his crew ser 
hours under heavy fire until they eventually got He ума 
out and returned with it to the assembling point. кек 
Robinson had previously done fine work of the same n uu 
а! another point. On that occasion his Tank was felv and 
direct shell and damaged, but he got his men out sateli 
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immediately went into the trenches and worked а machine 
gun. Lieutenant Robinson joined the Navy in the November 
following the outbreak of war, entering the R.N.A.S. In 
1915 he got.his commission in the Machine Gun Corps, and 
baving received the necessary training, he went out with the 
first of the Tanks to the Front. Lieutenant Robinson is the 
son of Cominander Robinson, R.N.R. (retired), of the Sub- 
marine Department of the India-Rubber Co., Silvertown. 

Sapper JAMES WALKER, R.E., has been killed in action, aged 
21. Не was employed as an electrical engineer in Glasgow. 

Private Ералк NicHOLLS, East Yorkshires, who has been 
killed in action, was formerly employed.at the Leeds Cor- 
poration electricity works, Whitehall Road. | 

Lieutenant T. J. WEBSTER, formerly third class clerk in the 
electricity department in Willesden U.D.O., has been killed 
in action. Private B. YouNG, formerly a meter reader, is 
reported missing. : 

Private ALBERT Віко, Middlesex Regiment, attached to 
Queen Victoria's Rifles, who has fallen in action, was an elec- 
trician, and prior to the war assisted his father, Mr. A. Е. 
Pird, Hampton, in his business. 

Sergeant J. W. Fisner, R.F.A., awarded the Military 
Medal, was employed by the British Electric Plant Co., of Alloa. 

Second-Lieutenant 'l'HoMaA8 FonsEs WHIMSTER, R.E., re- 
ported killed, was 35 years of age. He was head of the test- 
ing department of the Victoria Falls Electric Power Co., 
Germiston, near Johannesburg. 

Private ALEC MARSHALL, Canadian Highlanders (Vancouver), 
who has fallen in action, belonged to Berwick-on-Tweed, and 
was on the staff of the British Columbia Electric Co., at 
Vancouver. | * 

Captain H. S.. LavERACE, of the Coldstream Guards, an elec- 
trical engineer, has been wounded. | 

Private WALTER JACKSON, of the Loyal North Lancashires. 
reported killed in action, aged 38, was employed at the elec- 
trical works, Preston. | 

The Military Medal for gallant conduct in action has been 
awarded to Sergeant W. Brack, 60th Light Infantry Brigade. 
Headquarters Staff, who was before the war on the staff of 
the British Thomson-Houston Co. Ltd., at Rugby. 

Obituary.—Sm Hiram Maxim.—We regret to record that 
-Sir Hiram S. Maxim passed away on November 24th, at his 
residence in London, aged 76 years. Sir Hiram's world fame 
rested chiefly upon the machine gun, which made his name 
a household word everywhere, and upon his association with 
the famous concern, Vickers, Son & Maxim, of which he was 
a director for 27 years; but he was also one of the earliest in- 
ventors in the electric lighting field, as сап be seen from articles 
published in the pages of this Review 35 years ago. Sir 
Hiram, who. was born in the United States, came to England, 
and made his home here, in 1581. 
in the Telegraphic Journal and Electrical Review for April 
15th of that year. A demonstration of his incandescent car- 
bon filament lamp. using current from a dynamo-electrie 
. machine of his own design, was given in the following May 
at the Albany Works, in Euston Road, and reported in our 
issue of June 15th, 1881. th i 
wonderful- inventive ingenuity, led him to carry his activities 
into many other branches of scientific research and practical 
engineering application. The gas engine, metallurgy, woad- 
turning, and, in recent years, aeronautics, of course, attracted 
him, and with good results. Latterly, like many another, he 
had taken great interest in the finding of means for dealing 
scientifically with the Zeppelin menace. He was knighted 
in 1901. EE 

Sin боков WurTE.—We regret to record the death of Sir 
George White, which occurred suddenly last week at Bristol. 
Sir George, who was 62 years of age, began life in humble 
circumstances. In 1874 he was appointed secretary of, the 
company which opened the first tramway line in Bristol, but 
his interests were transferred to stockbroking, and subse- 
quently to railway enterprises until 1893, when, in conjunc- 
tion with his brother and the late Sir Clifton Robinson, "he 
secured the control of and developed the svstems of the Im- 
perial, Dublin, and Middlesbrough  traniway companies, 
which were electrified on the troley system and extended. 
The interest of the group in the London United Tramways 
followed. With the boldness and enterprise which had char- 
acterised his earlier ventures, Sir George took an interest in 
aviation, and this interest took a very practieal shape in the 
establishment of the first aeroplane faetory in England. He 
was made a baronet in 1904. He was a generous benefactor 
to local infirmary and other similar institutions. 

Mn. В. Е. Mann.—The Daily Telegraph records the death 
of Mr. R. F. Mann. of Harrow, an X-ray operator at the 
Middlesex Hospital for the last 17 years. Mr. Mann was the 
first X-rav operator at the institution, and he was working 
as a time before modern safety appliances were in use. 
Although he was medically advised to give up his work for 
years ago he refused to do so. Since the outbreak of war the 
demand on his knowledge and skill had been so great that it 
hastened his end, for in addition to his position at the Middle- 
sex Hospital he undertook the work of radiographing wounded 
soldiers at the Clacton Brunch, and for the Duchess of Bed- 
ford's Military Hospital at Woburn. Notwithstanding the 
fact that within twelve months he had undergone four serious 
operations, he remained at his post until last July, when an- 
other operation ended his activities, and after manfullv endur- 
ing the pains of X-ray dermatitis, he has died in his 36th year. 


His are lamp is described ` 


His very fertile brain, with its: 


Mr. H. TopHuxTER.—The death is notified of Mr. Hugh 
Todhunter, J.P., for many years partner in the firm of 
Messrs. Todhunter & Elliot, Ltd., electricians, Douglas, Isle 
of Man. ; | 
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NEW COMPANIES REGISTERED. 


Tyne Electric Steel Foundries, Ltd. (145,350) .— This com- 
pany was registered. on November 20th, with a capital of £30,750 in 35,000 
prel. shares of £1 each and 95,000 ord. shares of ls. cach, to take over the 
business of the Electro-Flex Steel Co., Ltd. (incorporated in 1911), to acquire 
any patents and inventions relating to electric furnaces and the electrical 
smelting of ores and refining of metals, or to electric batteries or electro- 
chemical or. electrothermal processes, Xc., and to adopt ап agreement hetween 
W. Swan and R. P. Sloan. The, subscribers are: F. S. Newall, Castle Hill 
Wilkim, chemical. manufacturer, 200 “рге. К. P. Sloan, Royal Exchange 
Buildings, Neweastle-on-Tyne, electrical engineer, 200 pref; W. Н. McAlpine 
Clydebank, contractor, 200 pref; A. D, C. Parsons, Hindley House, Stacks 
field S.O.. engineer, 200 prel; R. E. E. Spencer, Walbottle Hall, Newburn, 
engineer, 209 pref.; H. A. Couves, Royal. Exchange. Buildings, Neweastle-on- 
Tyne, engineer, о; M. Short, Royal Exchange Buildings, Newcastle-on- 
Tyne, company secretary, 1 ord. Minimum cash subscription, £100. The 
first directors (10. number not less than twe or more than seven) аге: F. 
Newall, R. P. Sloan, W. Н, MeAlpine, A. D. C. Parsons, and R. E. 
Spencer. Qualification, £200. Remuneration as fixed by the company. Solti- 
citors : Watson, Burdon & Corder, Pilgrim House, Newcastle-on-Tyne.. Regis- 
tered office: Dunston-on-Tvne, Durham. ` 


з. 
E. 


OFFICIAL RETURNS OF ELECTRICAL | 
COMPANIES; —  & 


Weaverham Electricity Supply Co., Ltd.—Particulars of 
£2,000 debenture stock, created by resolutions of February 19th, 1915, and 
October 26th, 1916, and secured by trust decd dated November 2nd, 1916, 
filed pursuant to Section 93 (3) of the Companies (Consolidation) Act, 1908, 
the whole amount being now issued. Property charged: The; company's 
_undertaking and property, present and future, and power station, plant, and 
machinery in Weaverham, Ches. Trustees: W. Н, Burgess, Rose Cottage, 
ang. б. H. Dean, Beech Hill, both in Weaverham. 


Farad Electrical Co., Ltd.—Debenture dated October 
Hith, 1916, to secure £150, charged on the company's undertaking and pro- 
perty, present and future, including “uncalled capital. Holder: Mrs. F. 
Whitehead, 5, Warwick Road, Worthing. 

Brecknell, Munro & Rogers, Ltd.—A memorandum of 
satisfaction in full on June 29th, 1916, of debentures dated August 9th, 1915, 
securing £2,500, has been filed. Ў 


India:-Rubber, Сина: Регсһа & Telegraph Works Co., Ltd. 


—A memorandum of satisfaction in full on or before August lOth, 1916, of - 
debentures dated March 27th, 1906, securing £400,000, has been filed. 


James Keith & Blackman Co., Ltd.—A memorandum of 
satisfaction in full om November llth, 1916, of debentures dated January 6th 
and December 8th, 1903, and September 24th und November 13th, 1913, secur- 
ing £1,350, has been filed. HER 


Ferguson, Pailin & Co., Ltd.—Mortgage or charge by 
resolution of November 14th, 1916, гапы to deposit of deeds, charged on 
property in Edward Street, Higher Openshaw, Manchester, to secure all 
moneys due or to become duc from company to Williams Deacon Bank, Ltd., 
Mosley Street, Manchester. E 


Baxendale Bros., Ltd.—Second debenture, dated Novem- 
ber 3rd, 1916, to secure £345, charged on the company's undertaking and 
property, present and future, including uncalled capital. Holder: W. L 
Baxendale, 5, Lingdale Road, West Kirby, Ches. 


Pritchett & Gold and Electrical Power Storage Co., Ltd. 
—Jssue оп November 14th, 1916, of £10,000 debentures, part of a series of 


which particulars have already been filed. 
Glantawe Electric Supply Co., Ltd. (112,615).—Capital, 
£15,000 in £10 shares, Return dated June 9th, 1916, АП shares taken up; 


£15,000 paid. Mortgages and charges: Nil. 

Н. T. Boothroyd, Ltd. (99,742).—Capital, £16,000 in 
11,000 ord. and 5,009 pref. shares of £1 each. Return dated Oct. 2nd, 1916. 
10,002 ord. and 2,809 pref. shares taken up; 22,802 paid on 2 ord. and 2,800 
"pref.; 10,000 considered as paid on 10,000 ord. Mortgages and charges : £4,791. 

Halifax & Bermudas Cable Co., Ltd, (28,972).—Capital, 
£50,000 in £5 shares. Return dated October 5th, 1916. АП shares taken up; 
£50,000 considered as paid. Mortgages and charges: Nil. 

New Liverpool Rubber Co., Ltd. (109,933).— Capital, 
£150,000 in 98,000 ord. and 52,000 pref. shares of #1 each. Return dated 
November 3rd, 1916. 58,502 ord. and 51,410 pref. shares taken up; £58,502 
paid. on the ord; £5,410 considered as pail on the pref. Mortgages and 
charges: £25,705. 

Whitchurch and Pangbourne Electric Supply Co., Ltd. 
(75,400).—Capital, £10,000 in 1,700 ord. and 300 pref. shares of £5 vach, 
Return dated October Jh. 1916, 1,006 ord. shares taken up; £5,030 paid. 
Mortgages and charges: Nil. 


CITY NOTES. 


The annual meeting was held on Nov- 

Edisow Swan ember 22nd at the offices, 123-195, Queen 
Electric Co., Ltd. Victoria Street, Е.С. Mr. C. J. Fon», 
who presided, said that the figures in 

the balance sheet ran into much larger amounts than last 
year, and he believed that the turnover had never been on 
such an extensive scale since the company started business. 
Sundry creditors and credit balances had increased from 
£80.00) to £125,000. Stocks showed an increase of from 
£211,000 to £273,000, and amounts due from sundry debtors 
from £89,000 to £108,000. They had expended about £16,000 
on buildings, plant, and machinery, and after providing for de- 
preciation at the usual rates the net increase under those head- 
ings amounted to £7,993. The net profit on trading account 
had increased from £56,000 to £65,000, whilst the general 
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expenses showed a reduction of £2,700. The profit earned 
for the period had been increased from £14,000 to £24,000, 
which he trusted they would consider under all the circum- 
stances satisfactory. The engineering side of the works had 
been almost wholly employed upon Government work at 
moderately remunerative prices. The lamp side of the works 


had been fully employed so far as restricted labour conditions . 


had permitted, and the sale of lamps had been largely in- 
creased. It was pointed out last year that the prices of 
lamps had remained the same as they were previous to the 
war, and had it not been for the increased cost of labour and 
raw materials, which might be safely put'at between 30 and 
40 «рег cent., the company had done very well indeed in this 
department, and the profits would have shown a still further 
improvement. It was only necessary to study the balance 
sheet a little in order to become aware of the fact that the 
company was urgently in need of further capital. He had 
referred to that question at previous meetings, but as the 
trade increased that shortage of capital naturally became 
more acute, and the time had now arrived when the board 
felt that the most serious effort must be made to provide 
further funds. For this reason, it was much to be regretted 
that it had been impossible to recommend the payment of a 
dividend, as, although there was a profit of £24,000, they 
had had to employ £16,000 of it in additional plant and 
machinery to cope with the increased business. If, on the 
other hand, they had: further adequate working capital, it 
would no doubt be possible to distribute a proper portion to 
the shareholders in the shape of dividends. For that -reason 
they "recommended the transference to reserve of £25,000, 
bringing that up to £40,000, and carrying forward £4,025. 
The board had been very seriously considering the question of 
further capital, and had taken an opportunity of consulting 
some of the largest share and debenture stockholders with 
reference thereto. They were, of course, aware that there 
was а sum of £2 per share uncalled upon 99,000 ordinary 
shares, and the usual course for a company with that amount 
of uncalled capital would be to call up the necessary amount 
required. That, however, was denied to them, as the amount 
in question was pledged to the debenture stockholders as part 
of their security, and could not be called up without their 
consent. Undoubtedly that uncalled liability had a very pre- 
judicial effect upon the price of the shares, as otherwise there 
was, to his mind,’ no reason whatever why, with the im- 
po prospects of the company and its profit-earning capa- 


ilities, they should not stand at a higher price, and that : 


reflected itself in great measure undoubtedly upon the price 
in the market of the debenture stocks. The board were in a 
difficult position; standing as they did between the debenture 
stockholders and the shareholders, who had divergent inter- 
ests, and any scheme.for the raising of further capital had 
{о be framed to meet the views of both parties, which was 
not easy. -However, amongst many suggestions, a scheme 
had been discussed with leading representatives of both those 


interests, and he was pleased to be able to inform them that. 


there was now a fair chance of arriving at a solution of the 
difficulty, and, although he could not pledge himself that 
it would finally assume the exact form he was about to refer 
to, he trusted they would be able to achieve something on the 
following lines: That £100,000 7 per cent. preference shares 
be issued, participating in further profits up to a further 3 
per cent. after the ordinary shareholders had received a divi- 
dend, the rate of which had not yet been decided upon. 
The board felt that in any scheme for the provision of fur- 
ther capital, strenuous endeavours should be made to deal 
with the liability upon the ordinary shares, and it had been 
proposed that this should be met in the following way :— 
They to offer to the existing shareholders the right to sub- 
scribe for £1 of preference shares in respect of each ordinary 
share held by them, and if they accepted that offer the 
debenture stockholders would be asked simultaneously to 
agree to the cancellation of the £2 liability in respect of such 
shares held by those parties who availed themselves of the 
option; shareholders who did not so avail themselves of this 
option would be left as they were to-day, with the liability. 
In effect, it amounted to this; that for the payment of £1 
per share, for which a shareholder would receive, a partici- 
pating preference share, he would wipe out the other £1 of 
liability, and it was thought that а large number of share- 
holders would avail themselves of that opportunity. Аз a 
recompense to the debenture stockholders for this concession, 
16 was suggested that the two classes of debenture stocks 
should be amalgamated into one class, and that the interest 
thereon be fixed all round at 5 per cent. per annum; to-day 
the first debenture stock, amounting to £307,000, bore interest 
at 4 per cent., and the second debenture stock, amounting to 
£67.000, at 5 per cent. That would throw an additional 
burden by way of interest upon the company amounting to 
£3,000 per annum, but, under the circumstances, he thought 
16 was entirely warranted. Further, it was suggested that 
after the payment of the preference dividend up to 7 per 
cent., a percentage of the available profits remaining should 
& to a sinking fund for redemption of debenture stock, and 
the balance would be therefore available for dividend upon 
the ordinary shares. In the opinion of the board, apart from 
the profits which the proposed new capital should earn, the 
additional money would enable the company to enter into 
far more advantageous contracts for the purchase of raw 
materials and other goods than had been possible for some 


time past, which naturally would go to increase the profits. 


` became chairman they 


Those were the general lines of the scheme Which 4 
been considering, and he was hopeful that they ме mi 
able to carry it, and if the consent of the debenture stock- 
holders could be obtained, he thought they would agree that 
it was obviously in the interests of the shareholders to su 
port it. They had come to this position in the affairs of the 
company, that unless means could be found to enable them 
to go forward, they must inevitably go backward, and he was 
hopeful that after the cessation of hostilities restrictions 
would be put upon the free import into this country of elec. 
trical goods at the ruinous cut-prices which had hitherto pre- 
vailed, and that, with adequate working capital, they would 
be able to do a largely increased profitable business, partien- 
larly on the export side. To-day they could, had they the 
money, largely increase the sales in Australia, South Africa, 
and India. They had during the past two years greatly ет. 
tended their operations in those countries, and were building 
up a good business there, and it was there they were looking 
to the employment of part of the additional capital they were 
endeavouring to ọbtain. There was one other point to which 
he desired to refer, and that was with regard to the denomi- 
nation of the present £5 shares. A £5 share to-day was 
somewhat unwieldy, and it had been suggested to the board 
by members of the Stock Exchange that if they were split 
into shares of £1 each, they would be far more marketable, 
and with this he (tbe chairman) entirely agreed, and the 
board were ишо to deal with this matter. Of course, 
the partly-paid £5 shares, that was, any shares upon which 
the liability was not cancelled in the manner he had before 
referred to, should their scheme go through, would be 19s. 
paid, with a liability of 8s. thereon. 

Mr. ErLtcE-CLAREE seconded the motion. | 

Mr. RaYMENT said that as an old shareholder, wlio in the 


past had frequently criticised the policy of the board, he 


would like to express his hearty congratulations to the pre- 
sent chairman on the very marked improvement in the com- 


 pany's position. He thought Mr. Ford had more than war- 


ranted the confidence of the shareholders, and they were very 
fortunate in having him at the head of their affairs. As 
shareholders, however, they were keenly disappointed that 
it had again been necessary to allocate all the profits to 
reserve. He did not question the wisdom or the necessity 
of that course, but when it was remembered that since 1906 


' nearly £96,000 of profit had been dealt with in that way it 


made one think that there was not even a remote chance of 
the ordinary shareholders ever getting a dividend. 

The CHAIRMAN, in reply, said that the object of the scheme 
which he had outlined for obtaining further capital was in 
order that the profits in future might be divided among the 
shareholders. It would not be possible to put the profits tc 
reserve and ear-mark them because the debenture holders 
had got a charge upon the whole of the assets. When he 
had a so-called reserve fund of 
£40,000, which had been created by showing profits in the 
past which really never existed; and the whole of that had 
been written off. They must only look at the reserve which 
monn really created since then, which to-day stood at 

40,000. 


The report was then adopted. 
The report of the directors states that 


Société notwithstanding the increase in the 
Francaise ceipts in the trans-Atlantic service in 1914. 
des Cables the results obtained in 1915 exceeded those 


Télégraphiques, in the previous year by 5 per cent., despite 
es the absence of normal conditions in the 
lines, especially in the first half of the year. Several ш 
tures took place in the trans-Atlantic cables, and the inter 
ruption was simultaneous on both conductors for УУ 
weeks owing to the difficulty of carrying out repairs, P 
larly those of breakages localised at depths of 4,700 me On 
which had to be postponed until fine weather prevailed. 
the other hand, the company had assured the DD qe 
free of charge of the official telegrams of the Frenc ro 
United States Governments, without, however, raeng а 
rates for the paying traffic. In the case of the M Р 
the West Indies the receipts experienced a growth o et 
cent. over 1914, and the revenue in the republic of T "p 
was also considerably higher. The land lines in E ba 
republie suffered less from interruptions than in m OU. 
mony with the less troubled political situation in tha Ы 
try, whilst the new cable laid between St. Domine Бо, 
Porto Rico assured communication between the Dd ie 
other countries. Since tha establishment of the A een 
which had permitted of the opening of а new rout : nva 
St. Domingo and Puerto Plata viá Porto Rico, the ns Mice 
difficulties in Venezuela had ceased, and the situs D. ү 
had become regular. The working of the cable be p» went, 
tralia and New Caledonia was normal throughout chen the 
and the receipts increased as compared with 1914, The sl 
cable was interrupted for three months and a SM "ed 
sidies and guarantees received amounted to $ Be (he States 


‘pared with £25,000 in the preceding year. a their subsidy 


of Queensland and New South Wales reduc 
in consequence of the cable between Australia i 
donia having been interrupted for a period ат 1 R rimum 
which was the term fixed by agreement as the Т thanks 
duration of any stoppage. Since then, however, ü ose States 
{о the intervention of the French Government, | үз. vins 
had admitted that the delay in effecting tbe тера! 


and New Gale 


g 30 days, 
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to a case of force majeure, and had agreed to pay that part 


of the subsidy which had been withheld. The subsidy of 
Dutch.Guyana continued to be paid, whilst the litigation con- 
cerning the subsidies of French Guyana, the Martinique, and 
the Guadeloupe was now being settled with the Minister for 
the Colonies. The accounts show net profits amounting to 
£134,000, and a dividend at the rate of 4 per cent., or 8s. 
per share, has been declared on the ordinary capital of 
£537,000, being the same rate as in 1914. It has also been 
possible to apply £71,000 towards the reduction of interest 
guarantees on advances made by the Government, which 
totalled £136,000 at the end of 1914. 


The report of the directors for 1915-16 


Allgemeine states that the increase in the share capital 
Elektricitats which was sanctioned in September, 1915, 
Gesellschaft. had been carried out, and the ordinary . 


capital been advanced by £1,450,000 to 
£9,200,000 by the exchange of new shares of £1,303,750 for 
shares of £1,738,000 in the Berlin Electricity Works Co., 
whilst the balance of £146,250 was subscribed in cash, the 
premium realised having partly served to defray the cost of 
the issue. The company also in the past year placed its 
plant, which had been adapted to war purposes, at disposal 
to a considerable extent for armament works, although the 
situation still prevented any details from being announced. 
Nevertheless, the provisional transformation of the produc- 
tion had rendered its necessary already in 1915-16 to take 
into account the extraordinary expenditure, which was re- 
quired for the resumption of peace manufactures and fresh 
competition. As a consequence, the valuation of the plant 
and stocks, and of property abroad, whether securities, in- 


vestments, or credit, had been so entered that disadvantages* 


could scarcely arise therefrom. The business in manufactures 
for peace purposes, although frequently hindered through 
Government commandeering, had received a new impetus in 
connection with the war requirements, large orders having 
been booked specially for the heavy industries. The branch 
for private installations and connections was active and profit- 
able, but was rendered difficult owing to the lack of labour. 
The turnover in glow lamps, meters, and heating apparatus 
at home and abroad exceeded that which obtained in the pre- 
vious year. Zinc and aluminium windings were introduced 
for machines and transformers, and suitable substitutes were 

rovided for copper and rubber in the case of insulated wires. 
The accounts for the past three years show the following 
figures :— 


1913-14. 1914-15. 1915-16. 
Ordinary share espital ... —£7.750,000 7,750,000 £9,200,000 
8. m T T — 5,364,000 5,320,000 
Gross profits 1,132.000 1,544,000 1,987,000 
General expenses... m . 13.000 72,000 91,000 
War grants to employés... -- 230.000 311.000 
Depreciation $ed ves 44,000 44.000 45,000 
Net profits and balance | 
forward... о... ws 944,000 1.064.000 1,359,000 
Bonuses... 60.000 75,000 100.000 
Pension fund ‘ 50.000 75,000 100,000 
War benevolence ... TN — — 75,000 
Dividend ... : гез 775,000 852,500 1 017,000 
" per cent. € 10 11. 12 


The report proceeds to state that the central station depart- 
ment was able to hand over in working order the Zschorne- 
witz power station to the Elektro Works Co. last December, 
whilst an extension order was received for four turbo-dynamos 
each of 92,500 kw., together with boilers and other equip- 
ment, for the supply of power to the Elektro-Nitrum Co. Ап 
order for a turbo-dynamo of 90,000 kw. and converters of 
1,800 and 1,500 kw. was booked for the City of Berlin, and 
one for a turbo-generator of 21,000 xw. for the Silesian Elec- 
tricity Co. In addition, a contract was obtained from the 
Rhenish-Westphalian Electricity Works Co. for two complete 
steam turbine sets and condensers, each for an output of 
60,000 Kw., as well as for a generator for 60,000 Kw., and two 
transformers for a pressure of 100,000 volts and an output of 
63,000 KW., and two turbo-generators and condensers each 
of 14,000 kw. It is submitted that these orders are of special 
importance because they indicate that the war has not arrested 
the further development of the industry on the one hand, and, 
on the other, that the erection of:power stations has been 
- placed on а new footing. Dealing with the railway depart- 
ment, the report mentions that the works for the A.E.G. 
high-speed railway were advanced, and the tunnel under the 
Spree was approaching completion. Тһе electricity works 
closely associated with the company yielded in general better 
results than in 1914-15; the works at Jassy had been under 
compulsory management since the declaration of war on 
Roumania. In the case of the Berlin Electricity Works Co.. 
whose Berlin undertaking was acquired by the Municipal 
Council in October, 1915, the chief scope of activity was now 
devoted to the developinent of the company’s other works, 
including those in the lignite districts of Bitterfeld, where, 
however, working and production were unfavourably influ- 
enced by the conditions of the times. | 

The accounts purport to show that the credit at the bankers, 
which totalled £4.531,000 in 1914-15, now amounts to 
£6,785,000. and the investments are entered at £2,819.000, as 
compared with £2,843,000 in the previous year; whilst the 
reserve fund remains at £3,678,000, without any change. 


“excess profits tax. 


S-A. Е. Kina presided, on November 


West India  l5th, at the annual ineeting. Не said that 
and Panama the cost of repairs to cables was £7,633 in 
Telegraph excess of that for the half-year to June, 
Co., Ltd. 1915, over £2,300 of the increase being due 


| PN to new cable being used in repairs, which 
was noli, in itself, а matter for much regret because the sys- 
tem was strengthened to that extent. No opportunit 
occurred for letting out their repairing ship during the half-* 
year. The profit for the half-year showed an increase of 
£2,349 over the corresponding half of 1915, and they were 
able to resume paying a dividend on the ordinary shares. 
The traffic receipts, so far, during the current half-year com- 
pared favourably with those for the December period of last 
year. The hurricane season in the West Indies, which usually 
commenced in August, was of special severity this year. In 
that month Jamaica suffered seriously. Their landlines were 
blown down in many places, but communications were 
restored in two or three days. In Dominica telegraphic com- 
munication was cut off for several hours, but for the com- 
pany the most disastrous of the hurricanes struck St. Thomas 
and the adjacent island of St. Croix, on October 9th, causing 
great damage in both islands. Their small house апа shed 
at Krum Bay, St. Thomas, were totally destroyed, and their 
wharf was damaged. The mortgage debentures: issued 25 
years ago would fall due for payment on December 31st. The 
issue was only a small one—namely, £80,000—the share capital 
being £1,275,000. Tt was their intention shortly to issue a 
circular inviting the present holders to renew them for a 
period of ten years. The debentures were a first charge aa a 
floating security upon the whole of the company's property. 
They would be renewed at the same rate of interest —namely, 
5 per cent. -per annum—but, in view of the state of the 
money market, it was felt that the present holders might not 
be eager to renew them at par, at which price they were 
issued, and that some inducement in the form of a cash pay- 
ment must be offered for their renewal. Coupons for a half- 
year's interest, payable on Jure 30th and December 31st in 
each. year, would be attached to each bond, and the bonds 
would be redeemable at the company’s option upon six 
menths’ notice at £105 per bond. Should all the bonds not 
be renewed, some would be available not only for any present 
holders who might wish to increase their holdings, but also 
for shareholders. 20 
The directors do not feel justified in sub- 
Castner.Kellner mitting any accounts for the year to Sep- 
Alkali Cp., Ltd. tember 30th, owing to the fact that they 
are not able to estimate the liability for 
The amount payable for the previous 
firancial year has not been settled. The profits have ex- 
ceeded those of the previous year, and the business, though 
carried on under considerable difficulties, is proceeding satis- 
factorily. As soon as the amount payable for excess profits 
has been ascertained the directors will submit the accounts. 
The auditors have expressed their opinion that the profits аге 
sufficient to warrant the directors recommending that a final 
dividend of 13 per cent. be declared, which, with the interim 
dividend of of 9 per cent. paid in May, makes 92 per cent. 
for the year. 


East India Tramways Co., Ltd.—The gross receipts for 
the year ended July last were £27,104, and the working ex- 
penses £19,408; net receipts, £7,696. Five per cent. dividend 
1з to be paid on the cumulative preference and ordinary 
shares, of which an interim dividend of 24 per cent. was paid 
May 31st, £2,045; 10 per cent. on the deferred shares, of 


which 2} рег cent. was paid May 3lst, £5,000. 


' Venezuela Telephone & Electrical Appliances Co., Ltd.— 
The report for the year ended June 30th shows a profit, in- 
eluding £11,821 brought forward, of £30,076, against £90,401. 
After providing for debenture interest, &c., and £2,399 for 
excess profits duty for the past two years, the directors pro- 
pose to pay a dividend of 30 per cent. on the preference shares 
(thus discharging arrears to September 30th, 1910), to place 
£6,000 to reserve for renewals and depreciation, and to carry 
forward £11,993.—F'inancial Times. 


Calcutta Electric Supply Corporation, Ltd.—The number 
of units sold to consumers during the five weeks ended Sep- 
tember 29th, 1916, were 2,699,816, compared with 2,612,755 in 
the corresponding five weeks of 1915; and during the four 
weeks ended October 27th, 1916, 2,088,767, compared with 
1,889,945 units. | 


France.—La Société Francaise de Métallurgie Electrique 
(Procédés Bourgeot) is the name of a new undertaking which 
has lately been formed in Paris (106, Boulevard Haussmann), 
with a capital of £24,000. | 


British Electric Traction. Co., Ltd.—The directors have 
declared the dividend on the 6 per cent. cumulative partici- 
pating preference stock for the half-year ended September 30th. 


Canadian General Electric Co., Ltd.—Ouarterly dividend 
of 93 per cent. for the three months ending 3lst proximo, 
making 8 per cent. for the year on the common stock. 


Shawinigan Water & Power Co.—Dividend, 13 per cent. 
for the quarter to December 31st on the common shares. 
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STOCKS AND SHARES. 


yet TUESDAY EVENING. 
THE condition of Stock Exchange markets is governed almost 
exclusively for the time being by the state ~of affaire in 
Roumania. Business here is checked, caution has taken the 
place of confidence, and everybody—investor and speculator 
alike—elects to adopt a waiting policy pending something 
inore definite and favourable from Bucharest. Anticipation 
has been general that there would be good news this week. 
The City has been full of vague hints that such might be 
confidently expected. By the bag of two Zeppelins on Tues- 
day morning, men's spirits turned bullish again, and tbe 


“raid” into London aroused surprise more than any other 


feeling. ` ; \ | 

Prices аге mostly dull. There is not much selling; prices 
have drooped by anticipation. In the foreign division, Mexi- 
can issues continue acutely flat. The only market to show 
any animation and resistance to the general feeling of un- 
certainty has been that for miscellaneous industrial shares, 
of which. Edison & Swan and British Aluminium ordinary 
stand out conspicuously.: 

The Home Railway group is dull and-heavy. Talk of 
Labour unrest in the coal districts has chilled any inclination 
to take an interest in IIome Rails on the strength of the 
stocks’ carrying five months’ dividends. The Underground 
group is the firmest, but here, both Districts and Metro- 
politans have gone back substantially, and the buovancy of 
Underground Electric Railways of London issues has given 
way to lower prices as people came in to take their profits. 

Nothing fresh is known as to the possibilitv of fares being 
raised on the Underground and London General Omnibus 
systems. The shilling shares have eased off to 6s. 3d., and 
at £2 the £10 shares show a loss of 2s. 0d. eut of the 6s. 3d. 
that they gained in the previous week. The income bonds 


remain tolerably steady at 91. Steam stocks have weakened. 


‘have been breaking new high 


The United States are threatened with Labour troubles of 
their own, but, notwithstanding this, prices of the American 
and Canadian industriala are mostly better on the week. 
Canadian Generals continue to improve. The company has 
declared a final dividend of 22 per cent., making 8 per cent. 
for the year. Consolidated Сав, Electric & Power of Balti- 
more went up 3 points to 183. e shares of steel companies 

récords. d 

Mexican industrials, however, remain very flat, although 
there has been no such repetition of slump as occurred last 
week, when Mexican Light preferred, for instance, shed 84 
points in a single day. As one of the jobbers in the market 
observed, this sort of thing could not go on for long, for 
obvious reasons. British Columbia Electric stocks are 
steadier, and Brazilian Trations, after dipping to 491, re- 
covered to 9l, still showing a fall of 14 on the week. 

The Argentine Railway market has been infected with 
acute depression, which has found indirect reflection in the 
honds of the country and in the shares of its industrial con- 
cerns. Rather curiously, the 44 per cent. debenture stock of 
the Anglo-Argentine Tramways Co. is quoted at 74, while the 
5 per cent. debenture stock stands 7 points lower. Of course, 


the security of the former is decidedly better than that of the 


latter. There is £1,710,000 of the 41 per cent. stock and six 
million pounds of the Fives. At the outbreak of war the 
respective prices were 984 and 96. In favour of the 4% per 
cent. issue, it ought to be added that 
company's second preference 


poned. The Shawinigan Water & Power Co. has declared ` 


its regular quarterly dividend of 12 per cent. on the common 
shares, the price of which keeps steady at 140. Victoria Falla 
um the р per cent. 

b« | ordinary shares 118. 
„The British Electric Traction Co. „has declared a dividend 
oi 6 per cent. on its cumulative participating preference stock 
for the year ended September 30th last, and the price is ‘a 
The ordinary ere which last June 
] of the previous vear., 
While the debenture stocks are quoted 81 itd 


The Telegraph and Telephone list is very steady. Great 


better, but Wester ; 
are 4 down at 113. The speculation in West India кшн 
hat of the one-day order, 
Beyond these move. 
pales Marconis re- 
І у апу means a bad 
one. have jd.: i 
main pu eased on ta 16s. 6d.; Canadians re- 
umination shares—both electric and ga i 
M ү” of кш е ordinary ‘slipped Lau te iy 
opohitan preference at 34 are 4 down. Bu ire 
из be tempted With. cheap prices to induce them to take 
ares; and the next batch of dividends is awaited, as we 


have previously observed, with a certain amount of anxiety 
The companies are suffering not only from restriction of 
lighting, but also from the complaint common to most indus- 
tries nowadays, to wit, shortage of labour, both as regards 


-the outdoor and the indoor staffs. 


Edison & Swan shares have been up to 10s. as а result of 
the meeting last week. The chairman; Mr. C. J. Ford dwelt 
upon the improved results which the company has been able 
to secure during the past financial year, and indicated that 
the outlook was distinctly bright. He went into an arrange. 
ment for the provision of more money, which would enable 
the company to take better advantage of the business offered 
to it. On the speech, the shares rose from 7s. 6d. to 10s., but 
subsequently eased off to 8s. 9d., leaving them with a rise of 
ls 3d. on the week. ‘The fully-paid shares remain at IH 

British Aluminium ordinary are another good spot at Sis 
The rise is no more than a few pence, but there is noticeable 
activity in the market; and if general conditions were more 
favourable, the price would probably stand higher. The 
Castner-Kellner Co. has declared a balance dividend of Iz 
per cent., making 22 per cent. for the year—an increase af 


.2 per cent. as compared with the previous 12 months, and 


the best performance since three years ago. The company 
pays £32,000 on the quarter of a million shares allotted six 
months ago to Brunner, Mond & Co., and receives £25,000 in 
exchange. This, however, is likely to, be rectified when 
Brunner, Mond’s final dividend for the year is declared. No 
change has occurred in Castners. Babcock & Wilcox are 
steady at 2 15/16, although the market for iron and steel 
shares has developed a certain amount of irregularity-- 
natural enough in view of the progressive character of the 


movements that have been taking place lately.’ 


. за пешае | 
SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELEOTRIOITY COMPANIES, 


: Dividend Price ~ 
| Аа Nov. 28, Rise ог fall Yield 
i 1914. 1915, 1916. this week, — p.c. 
Brompton Ordina T „ 10 10 — nuo 
Charing Cross Ordinary S 6 8 — 1823 
do. do. do. 44Pref..  4à 4) By = 8110 
Chelsea oe ee °з ee „Б 4 8 — 6 18 4 

do. do. 6percent. Pref. 6 6 10 — 6 00 
County of London э» we 1 7 105 — £13 4 
Kensington Ordinary .. .. 9 3 t — 8 16 
London Electric .. sa æ. 4 В 1 == 810 5 

‚ Metropolitan 2 2 a А a = 661 
0. per cent. Pref, — 
Bt. James’ and Pall Mall .. 10 8 — 680 
South London ee ee ee Б 6 2 Ae 6 16 1 
South Metropolitan Pret, .. 1 9 1 - бтз 
Westminster Ordinary .. .. 9 7 6 – 613 0 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Tel. Pref. e 6 6 954 — 8 638 
- — 40; Det. ..  .. 80- 88/6 a — ТЮ 8 
Chile Telephone .. 4. 8 8 % = 512 3 
Cuba Sub. Ord. ... .. ... б B - 616 
Eastern Extension — .. .. 7 8 134 — *615 6 
Eastern Tel. Ord. æ. æ- 1 8 142 -— ИІ 
Globe Tel. and Т. Ога... .. 6 ° 7 194 ~ %110 
do. Pref. eo 6 6 10 иек, b n 1 
Great Northern Tel... 29 88 +4 651 
Indo-European ..  .. .. 18 18 61 . — 61 i 
Marconi .. .. .. .. 10 10 ру — 88 
New York Tel. 44 S e 4545 4 98 — 110 0 
Oriente! Telephone Ord. .. 10 .10 25 = 466 
United R. Plate Tel, .. .. 8 8 61 — *516 6 
West India and Pan, . 1 = 14 — д Ра 
Western Telegraph 7 8 143 = i bis 
: Home Ratts, 
Central London, Ord. Assented 4 4 65} -— 6 1 : 
Metropolitan — .. ... .. l} 1 21 — 43 
do. District ..  .. Nil Nil 16 — n 
Underground Electric Ordinary Nil Nil . 9 = п 
0, do. "A" ., Nil Nil 68 Че т 
do, . do, Income 6 6 91 —à 9"! 

Ф Forricn Trams, &0, А 
Adelaide Sup. 6 per cent, Pref, 6 6 4 =, БЕ 
Anglo-Arg. Trams, First Pref, b Bt - 8 * 

do. 3nd Pref, .. 31 = 91 

Brazil Tractions.. e vis 4 4 БІ -1} 1 1 8 

Bombay Electric Pret. .. . 6 6 10} – 254 
British Columbia Eleo. Rly. Píce. Б 6 69 E 
do, do. Preferred — Nil 49 = Nil 

do, do, Deferred — Nil 47 = 6.11 i 
do. o. Deb. 43 s 6% +1 Nil 
Mexico Trams 5 percent. Bonds — МЇ 324 . = Nil 

_ do. 6регсеп{.Вопйз — Nil 21% = Nil 

Mexican Light Common .. Nil Nil 12 = Nil 

о, Pref. .. ... ми Nil ni a = 

do, Ist Bonds .. Nil Nil 8i тз 

MANUFACTURING COMPANTES. 9 0 
Babcock & Wiloox ..  .. 14 15 а — рев 
British Aluminium Ord. e 5 1 80:- +84. 1 610 
British Insulated Ord, .. ee 26 17 113 u 6580 
British Westinghouse Pref: .. 1 3 as 716 4 
Calenders.. —..  .. |; 16° 90 wp - — 

do. 5 Pref, ee ‘ee 6 Б : кре 6 6 8 
Castner-Kellner .. -— ,. 20 23 af т Nil 
Edison & Swan, £8 paid Ni — тің + owl 

do. do. fullypaid ., Nil — 1 = 800 

do. do. 4percent. Deb. 6 6 624 a 613 4 
Electric Construction .. .. 6 7% 1i a 600 
Gen. Elec. Pref... .. ,, 6 6 10, PER q 210 

до. Ога, ee ee be 10 10 14 p 1 16 $ 
Henley .. sa > .. W 95 16 22 6189 6 

do, 4à Pre... .. 1. G 4 4 = 120 
India-Ruübber .,  ..  .. 10 10 1g = 41 
Telegraph Ооп. ., or . 90 B8 = 
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PUMPING. PLANT AT PORT ARTHUR, 
| CANADA. ` 


IN a paper before the Canadian Society of Civil Engineers, 
Мг. L. M. Jones recently described the new water supply 
works of the city of Port Arthur. | 

The intake consists-of duplicate pipes, 24 іп. in diameter, 


extending a distance of 9,350 ft. into the lake, and connected. 


to a pump well at the shore end. 
The swell is 25 ft. in diameter, and 25 ft. deep. 


INTERIOR OF THE PORT ARTHUR PUMPING STATION. 


The three main pumping units are Escher-Wyss centrifugal, 
two-stage, single-suction pumps, having a 12-in. suction 
branch and a 12-in. delivery branch, the horizontal lines of 
these branches being at the same elevation. They are de- 
signed for 2,000 imperial gallons per minute when pumping 
against a head of 300 ft., the speed being: 
1,200 n.P.M., and a guaranteed efficiency 
of 76 per cent. with a 2 per cent. margin. 
The impellers, guide apparatus, and all 
parts coming in contact with the water 
are of special bronze, a nickel steel shaft 
covered with bronze,  self-lubricating 
bearings of the ring type, and a patent 
balancing device are fitted. There 1s 
no necessity “to disconnect piping to 
gain access fo the internal parts. The 
pumps operate in parallel or in series, as 
may be desired, and when working in 
series wil deliver the capacity of one 
pump at twice the head, or a pressure 
equal to a head of 600 ft. can be obtained 
if necessary, or à range between 300 and 
600 ft. is available by throttling. They 
will discharge their rated capacity with a 
suction lift between 19 and 20 ft., and 
the power required for the stated condi- 
tion is 244 B.H.P. 

The motors are of the Siemens self- 
starting synchronous type direct con- 
nected to the pump shaft, have a power 
output of 275 H.P., and are capable of sus- 
taining a 25 per cent. overload for a period 
of two hours. 

Electrical energy is supplied from the 
Current River station at 2,200 volts and the 
Hydro-electric station, the latter at 25,000 
volts, to a sub-station adjoining the pump- 
house, where it is stepped down to 2,200 
volts. ` 
On the gallery the switchboard and 
apparatus is located, there being a panel. 
for each motor, exciter motors, exciters, 
power line from Current River and the 
transformers, while alongside the board is the panel for con- 
trolling the 25,000-volt line. At the rear of the board the 
switch and bus compartments are constructed of concrete 
slabs, there being duplicate sets of bus-bars. 

When changing from one source of power to the other, the 
400-K.v.A. transformers are paralleled with the Current River 
line, thus enabling the load to be changed without interrup- 
tion to the service. 

In the transformer station is located a bank of three 400- 
K.V.A. transformers with one spare, making four in all. They 
are “star” connected on the high-tension side and '' delta "' 
in the low-tension side, being oil and water cooled, and 
mounted on castors. The switching apparatus is placed on a 


` ment to flow between the generators. 


ARRANGEMENT OF PLANT FOR SERIES OR PARALLEL PUMPING, PORT ARTHUR. 


floor above the transformers, all switches being located in cells 
made of concrete slabs. 

A booster pump, consisting of a motor-driven Allen single- 
stage pump for 1,000 gallons per minute against: a head of 
20) ft. is also installed in another part of the system toe 
supply the hill section. : 


THE PARALLEL OPERATION OF ELECTRIC 
POWER STATIONS. | 


By J. S. PECK, M.I.E.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS.) 


Iv is not proposed in this paper to discuss the commercial 


questions involved in linking up, but to point out some of the 
engineering problems and to indicate what types of apparatus : 
are ше, and the conditions under which they may be 
used. 

Fortunately the great.majority of stations in this country 
generate 3-phase current at 50 periods, so that the problem 
of interconnecting is relatively simple; but there are a number 
of large systems which generate at other frequencies. Тһе 
problem of linking-up systems of different frequencies is 
much more complicated than that of linking-up systems of 
the same frequency, and each particular case requires careful 
consideration in order to determine the best method to adopt. 

When two alternating-current generators having the same 
number of poles and the same rating are operated in parallel, 
they must, of course, run at exactly the same speed, and, if 
they are to divide the load equally, 1t is essential that the two 
engines (or turbines) driving them should have the same 
speed regulation, i.e., the same drop in speed from no load to 
full load. If one engine should have a regulation of 2 per 
cent. and the other of 4 per cent., then (assuming the regula- 
tion curve to b» a straight line) with full load on one gene- 
rator there would be only half load on the other. Any two 
machines may be made to divide the load in any desired pro- 
portion by proper adjustment of the steam ‘supply, while. 
adjustments of the field rheostats simply cause wattless cur- 
The effect of this cur- 
rent is to strengthen the field of the under-excited generator 


TRANSFORMER HOUSE 


THREE 400-K.V.A. TRANSFORMERS 
my ONE SPARE 


— —— ——— —— € 


and to weaken that of the over-excited generator; thus the 
voltage across the two remains equal. . 
The operation of two or more stations in parallel is simply 
the operation of two or more groups of generators in parallel, 
and the conditions are similar to those involved in operating 
two single generators in parallel, except for the fact that 
the interconnecting line possesses inductance and resistance. 
For all ordinary cases the resistance and inductance may be 
neglected. | " 
When the stations to be linked up have the same frequency, 
voltage, and phase, the only interconnecting link réquired is 
a cable with the necessary switches, &c., for connecting 
together the bus-bars of the two stations. It frequently 
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happens, however, that the voltages of the two stations are 
not exactly equal, and it may be required to vary the voltage 
of either station independently of that of the other. For this 
reason it is desirable to have some form of voltage regulator 
in at least one of the stations; otherwise, when voltage adjust- 
‘ments are attempted, heavy wattless currents will flow be- 
_ tween the stations and the voltages on the two systems will 
remain equal, except for the difference due to the drop ef 
pressure in the cable. , , | 

The regulator may be either of the step-by-step or of the 
induction type. 

Fig. 1 shows а diagram of connections which may be used 
when а step-by-step regulator is. adopted. А, A, are series 
transformers for raising or lowering the voltage of the feeders; 
B, B, are shunt transformers, the secondaries of which are 
provided with-tappings to give different voltages for applying 


Bus-bars 


Interconnector 


Fic. 1.—DIAGRAM OF CONNECTIONS FOR VOLTAGE REGULATOR IN 
INTERCONNECTOR BETWEEN TWO 3-PHASE SYSTEMS. 


to transformers A, A; О; С, are regulating dials; and р, р, are 
reversing switches.. It will be noticed that only two regulators. 
are required for the three phases. | 

In order to determine the sizes of cable, transformers, and 
regulator required to interconnect two systems, it is necessary 
to know the maximum load which will have to be transmitted 
: between them, and as this is the most important feature in 
parallel operation it will be considered in some detail. 

It wil be assumed first that the speed regulation of the 
iwo systems is identical, so that each will carry its proper 
proportion of the total load on both systems. This is a justifi- 
able assumption, since the engine governor can usually be 
adjusted to give approximately this condition. 


or: 
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Regulating transformer 
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ey the connecting feeder must carry half the difference in 
lad. - i | -> 
2. This case will be similar to the preceding one, except 


. that instead of the total load being divided equally between 


the two stations it will be divided in proportion to their capa- 
cities. Knowing the load on the bus-bars and on the genera- 
tors of each system, the load on the interconnector is known 
at once. 

If the load conditions are known, it is a very simple matter 
to calculate the load on the interconnecting line. If the loads 
are steady the engine governors may be adjusted by hand 
to give the minimum or any other desired load on the inter. 
connector, but where violent fluctuations occur manual ad- 
justments of the governor are impossible, and account must 
be taken of this fact when designing the interconnecting line. 

Where the engine governors of two systems are set for 
different speed regulations, they will divide the total load not 
in proportion to their generating: capacities, but im direct 
proportion to their ratings and in inverse proportion to their 
speed regulation, assuming a straight-line speed drop. Thus, 
if station A has a rated capacity.of 10,000 xw. and B 5,0% 
KW., while A drops 2 per cent. and B 4 per cent. in speed 
from no load to full load, the two -stations will share the 
total load in the proportion of (10/5) х (4/2) = 4, i.e., A will 
deliver four times the load of B. If the regulation of À is 4 

er cent. and that of B 2 per cent. then the proportion wauld 

e (10/5) x (2/4) = 1, ié., the two stations would deliver 
equal loads. This would be a very dangerous condition, as B 
would be heavily overloaded before full load- was reached on 
A. This simply confirms what is well known in operating 
machines in parallel, namely, that when the regulation cannot 
be made equal on two machines, the larger one should have 
the closer regulation. | 

The same methods may be used where there are several 
stations in parallel, and as soon as the loads on the different 
stations have been determined the loads on the different inter- 
connectors may be found. = 

In the actual parallel operation of alternators in a station, 


the loads are seldom divided -exactly in proportien to the 


ratings of the different machines, but shift from one set to 
arother with variations in the external load, depending on the 
governor adjustments. This causes, however, no trouble in 
the station so long as the sets share their loads properly at the 
full output of the station, and hand adjustment of the gover- 
nors is necessary from time to time. In the operation of sta- 
tions in parallel exactly the same problems are involved, and 
there should be no more trouble than'in operating different 
generators in the same station in parallel, provided that the 
interconnecting. link is made of sufficient capacity to take 
care of any discrepancies in load adjustments due to governor 
peculiarities. ' | : 

It is becoming standard practice in all large generating sta- 
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Ето. 2.—DIAGRAM OF CONNECTIONS OF TRANSFORMERS AND REGULATORS IN 4,000-kw. INTERCONNECTOR BETWEEN 2,200-VOLT 
2-PHASE SYSTEM AND 11,000-vo_T 3-РНАЅЕ SYSTEM IN LONDON. 


With two stations A апа В, the following cases will be 
considered :— 


1. A and B of equal capacity. 
Unequal loads on the two stations. 
е, greater capacity. than B. 
d on B greater than its proportion of the total а 
city of the stations. n jipicy 


Load on B less than.its proportion of the total : 
of the stations. propo al capacity 


l. Since A and B have equal capacities and must run in 
synchronism they will deliver at all times equal loads. There- 
fore, if the load on B's bus-bars is greater than that on A's 
bus-bars, half this difference will be supplied by each station 


tions to earth the neutral point of the system. Where ve 
bus-bars of two earthed systems are directly coupled together 
there may be heavy high-frequency currents flowing throug 
earth between the stations, and these currents may a 
trouble in telephone and telegraph circuits. There are sever? 
ways of overcoming this difficulty :— . ч 

(a) One station only may be earthed. In this case аы : 
ments could be made so that when the interconnector 
opened the unearthed system would be earthed. iem 

(b) An insulated earth cable could be run from one Y^? 
to the earth on the other system, i.e., both systems WO 
have а common earthed point. / ting 
а (с) Transformers could be inserted in the interconnec 
ine. 


x; 


either of the following two types:— 


Val. 79. No. Tm DECEMBER 1, 1916.] THE ELECTRICAL - REVIEW. 


613 


(d) Reactances or resistances could be placed in the earth 
connection to limit the earth currents to a negligible value. 

Where the stations are of the same frequency but of dif- 
ferent phase or voltage, it is necessary to introduce trans- 
formers into the interconnector. The voltage and phase 
transformation is made, where such is required. in the same 
transformers. . 

Fig. 2 shows the diagram of connections used for the trans- 
formers of а 4,000-kw. Anterconnector between two stations 
in London, one generating 2,200 volts 2-phase and the other 
11,000 volts 3-phase. For varying the voltage between the 
two stations step-by-step regulators are used. drum-type 
ei-immersed regulator is used for changing from tap to tap 

Apart from the introduction of transformers, the’ operating 
conditions for stations having different voltages or phases are 
exactly the same as when the stations have the same voltage 
and phase; except where it is required to link up a single- 
phase system with a 2 or 3-phase system. If it is desired 
to. distribute the load equally on' all phases of the 3-phase 
or 2-phase system, rotating apparatus is required. This may 
take the form of a motor-generator or of what is known as 


а phase converter. А 


Several designs of phase converters have been proposed, 
but they all utilise the well-known fact that if one phase of 
a 2- or 3-phase machine be supplied with current and the 
rotor be brought up to speed, then 2-phase or 3-phase current 
can be supplied from the terminals of the motor. 

This type of converting plant is used on the Norfolk апі 
Western Railway in America for converting the single-phase 
trolley current into 3-phase current for the motors on the 
Iccomotives. When running down grade the 3-phase motors 
regenerate and supply single-phase current to the trolley 
through the converter. Similar plant is being installed in 
the sub-stations of а single-phase railway system for convert- 
ing uon 3-phase to single-phase for supplying the trolley 
circuit. i 

When two stations of different frequencies are to be linked 
up it is necessary to use a frequency changer of the rotating 
type. This wil usually take the form of a motor-generator, 
but in certain cases where continuous current is required ii 
may be advantageous to use a rotary converter for changing 
from one frequency to continuous current, and another to 
change from continuous current to the other frequency. 
Under this condition it is, of course, possible to use both 
rotary converters for süpplying continuous-current load from 
Ше two different systems. This condition will be considered 
oter on. 

The cost of a motor-generator is comparatively high, and 
while it is desirable to keep down its size to correspond to 
the load which it is desired to transmit from one station to 
the other, its capacity must also be chosen with reference to 
the load it may have to transmit under abnormal conditions, 
and the choice of the type of converting plant will be governed 
largely by this consideration. 

The motor-generator for frequency transformation may be 

Synchronous motor and synchronous  generator—called 
“ synchronous motor-generator.'' 

Induction motor and synchronous generator—called “‘ in- 
duction motor-generator.”’ 

Each set has certain advantages and disadvantages. 

In the case of a synchronous motor-generator, since each 
machine of the set must run in synchronism with the system 
to which it is connected, the two systems must run at speeds 
which are definitely fixed with reference to each other. In 
other words, the two systems are locked together through the 
motor-generator, which acts as & perfectly rigid coupling, and 
it is the strength of this coupling "with reference to the loads 
likely to be thrown on it which requires careful consideration 
in all cases. - AUS 

Bince the synchronous set locks the two systems in step, the 
transfer of energy from one system to the other will be 
governed by the same conditions as when the systems are of 
the same frequency and paralleled by a direct cable connec- 
tion. Thus the loads likely to be thrown on the converting 
set may be calculated in the same way as described above for 
systems of the same frequency. 


Advantages of Synchronous Set. 


1. It is reversible and can supply energy in either direction 
without change from the normal speed ratio. 

2. The motoring machine can be run at unity power factor, 
or even with a leading power factor, and thus assist in im- 
proving the power factor of the system. The generating 
machine may be run with an over-excited field, and so reduce 
the lagging current carried by other generators on the system. 


Disadvantages. 


1. The set, acting as a rigid coupling, forces the two sys- 
tems to run at a fixed speed ratio, and-is therefore subject 
to heavy overloads under certain conditions. 

д. Each machine must be synchronised with its own sys- 
ўеш, an operation requiring some skill, especially with certain 
ratios between the numbers of poles. 

3. Where two motor-generators are operated in parallel. 
special arrangements are required ір order to synchronise an 
unloaded set with one under load. 

Where an induction motor and a synchronous generator are 
peed, the induction motor does not run in synchronism with 
жа sapply system, but runs slightly below synchronous speed. 


. age of the rotary converters, and means must be provid 


The slip varies directly with the load transmitted; further- 
more, it may be regulated by adjusting the amount of resist- 
ance in series with the secondary member. The induction set 
may be likened to a slipping coupling between two prime 
movers, where the amount of slip depends on the load trans- 
mitted, so that they are not required to operate at exactly the 
same speed. :. .. . | - 

The inductjog, eynehronous set is a much.more flexible link 


for coupling-up two power systems than is the synchronous . 


set, and it is possible to use a set of comparatively small 
capacity for linking-up two large systeme, for by making 
the slip fairly large it becomes almost impossible seriously 
to overload the set; also it requires a large variation jn speeds 
to give a considerable transfer of energy from one system to 
the other. On the other hand, the induction machine always 
takes a wattless current and does not permit any adjustment 
of power factor on the system to which it is connected. 


Advantages of Induction Motor-generator. 


1. It is a flexible link and permits a small set to be used 
between two large systems. . | 

2. It is easier to start and put into operation. "e 

3. By using an adjustable secondary resistance, it 18 pos- 
sible manually to control over a considerable range the 
amount of energy transmitted by the set, though this in- 
volves a certain loss in efficiency. | 


т 


Disadvantages. Я 
1. А comparatively large difference in speed between the 


two systems is required in order that it may transfer its 
rated output from one to the other. This large difference in 
speed often limits the induction set to transmitting in one 
direction: only. | | ‚ 

9. The induction machine requires a considerable lagging 
current, and no power-factor control is possible on 
machine without introducing some form of phase advancer. 

The great advantages which the synchronous set possesses, ' 


of permitting power-factor control and of transmitting energy 


in either direction. without change in speed ratio between the 
two systems, make it desirable: to use the synchronous set 
in preference to the induction set whenever possible. The 
great danger in its adoption is the possibility of overloading it 
and pulling it out of step. Of course, it is possible to protect 
the fnachines from excessive overload by means of an over- 
load circuit-breaker; but, "when the breaker opens, the 
machine must be synchronised again, and for a time there is 
no interconnecting link between the two systems. 


AC.&C.C.station _ 


A.C. station 


C.C.bus-bars 


Fic. 3.—A METHOD OF INTERCONNECTING AN A.C. SYSTEM WITH 
A COMBINED A.C. AND С.О. SYSTEM. ^ 


In general, a synchronous set should not be used unless its 
capacity is reaéonably large with reference to the smaller of 
the two stations which it couples together. Where the sta- 
tions are large and the changes in load comparatively small} 
and not very sudden, it would probably be satisfactory to use 
a synchronous set having а rated capacity as low as 20 per 
cent. of the capacity of the smaller station. Under. less 
favourable conditions it might not be advisable to use a capa- 
city less than 40 to 50 per cent. of that of the smaller station. 
But where the synchronous set is as small as 20 per cent. of 
the capacity of the smaller station, overload protection must 
be provided and o@casional shut-downs may be expected. 

Interconnecting two systems of different frequency. by 
means of rotary converters, in general, 1s only commercially 
feasible where continuous current is required in at least one 
of the stations. Fig. 9 shows two alternating-current stations 
of different frequency interconnected in this way. From the 
continuous-current side of the two rotary converters а con- 
nection is taken to the continuous-current bua-bars in one of 
the stations. With this arrangement it is possible to feed the 
continuous-current bus-bars from either or both alternating. 
current stations, or to supply alternating current from the 
continuous-current bus-bara to either or both stations; also it 
is possible to supply alternating current from either station 
io the other. 

When rotary converters are used the transfer of energy 
from one station to the other does not depend upon the speed 
of the generators, but is controlled by manipulating the Че 

ог 
accomplishing this result. This may be done by synchronous 
boosters or by transformer tappings, but, in general, react- 
ance control will permit sufficient voltage variation to give 
the desired results. 
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In many large continuous-current stations extensions are 
made at présent with turbo plant. Where the units are of 
considerable size it is customary to use а high-speed turbine 
and to gear it to а moderate-speed continuous-current gene 
rator, or else to use a high-speed turbo-alternator and to con- 
vert to continuous current through a rotary converter. The 
latter arrangement offers a ready means of linking up with 
an alternating-current station should it ever be desired to 

2 BO. ; Е = 

With an arrangement such as that shown in fig. 4 it is 
evident that there are a large number of possibilities with 
regard to linking-up alternating and continuous current sta- 
tions. 3 | 


It is common ‘practice to operate electro-hydraulic systems 


of the same frequency in parallel, and on the Continént and - 


Turbo-altemator 


Switches, 


AC station 


Fic. 4.—A METHOD ОР INTERCONNECTING A.C. AND C.C. SYSTEMS. 


in America many large transmission networks are supplied 
from stations located long distances apart. In Great Britain 
an increasing number of systems of the same frequency are 
being operated in parallel; ] 
towards linking-up systems of different frequencies. 

In South Wales а 40-cycle &ystem 18 operating in parallel 
with a 50-cycle system through two 500-&w. induction motor- 
generators. One set.has a 40-cycle induction motor and a 50- 
cycle synchronous generator. The other has a 50-cycle induc- 
tion motor and a 40-cycle synchronous generator. These sets 
have worked very well in service, except that the heavy 
wattless currents taken by the induction motors linfit the 
output of the stations and cables. A synchronous condenser 
is being installed which may werk on either system. 

In France and in Italy there are 
ferent frequencies connected through motor-generators, and 
the author is indebted to Mr. 3I. Prinetti, of the Società 
Elettrica Riviera di Ponente, Savona, Italy, for some parti- 
culars of à very interesting installation where a synchronous 
set is used for linking up two. very large systems—one of 163 
periods and the other of 50 periods. The synchronous: set 
consists of two 10,000-k.v.4. generators, one having 2 poles 
and giving a frequency of 103 cycles, and the other 6 poles 
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"^ cp 
and giving a frequency of 50 cycles. 
of connections, 

е seen. 
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Fig. 5 shows a diagram 


easy. Only from time to time is it necessa tel 
to other stations to adjust the Speed. 13:89 ele phone 


‘It was not necessary to apply any. special device to the 
regulators of the water-wheels. The regulators are of the 


or both systems, bodie Aue 
price in Tealy at an almost prohibitive 


Service as a frequ 
changer. quency 


In two appendices the author shows how to calculat th 
effect of resistance and reactance upon the parallel peratia 
of alternating-current generators, and the method of calcu- 


lati i 
a E load on ‘an induction-synchronous frequency- 


but there has been very little done - 


some large systems of dif- ` 


h the magnitude of the system may | 


. Stations working at 


ГА 


` Various: points along the interconnector, which wou 


саве of interchange between two systems 


local load, 4,450 K.V.A.; 
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| Discussion. 

Mr. WILLIAM WOoODHOUSE, in opening the discussio i 
thanking the author for introducing the subject, md he d 
that he had. passed over altogether. too lightly the Inost im. 
portant condition, namely, the regulation of power factor. The 
practical problem was the parallel operation of stations 
situated some distance apart, usually beyond the economical 
limit of their present distribution voltage. The justification 
for'interconnection was the added Security given to each 
station or system of distribution and. the ability to transfer 
load at will. The problem, therefore, was almost entirely 

and the governing conditions were volt. 

age and power-factor regulation; hunting, surges, faults, and 
conditions must also be considered» The 

: systems of different fre. 
quency was likely to be of decreasing importance because a 
difference of frequency between two stations in the same 
area implied that one was non-standard, and, therefore, as 
development took place the transfer of load would be all in 
one direction, the non-standard frequency being eventually 
supplied as a consumer. The condition of most general in. 
terest was, therefore, the interconnection of two. or тоге 
Ше same frequency, and-he took the 
author's first example of two systems each with a normal 
load of 10,000 kw. and with provision for an interchange of 
5,000 xw. If each station was dealing with the full local 
load, the station voltages would be equal, and the (wo ends 
of the interconnecting main would be at the same voltage. 
On the assumption that each load was of the same power 
factor no current would flow through the interconnector. 
Assuming that it- was desired to transfer from B to А а load 
of 5,000 kw. and of a power factor of 0.75, and that the 


‘impedance voltage of the interconnector was equivalent to 


10 per cent. of the line voltage : If B. possessed no power of 
regulating the station pressure and transmission was by means 
of a main of -negligible reactance, the result would be that 
B’s consumers’ voltage would drop 10 per cent. This was 
obviously not permissible, as a necessary condition of the 
problem was that the consumers’ voltage on both systems 
was kept constant. The voltage of station B must therefore 
be raised to the normal, which would produce a result depen- 
dent entirely on. the nature of the transmission line: if the 
interconnector was without appreciable reactance, the flow 
of energy would cease: if the interconnector possessed react- 
ance, as in the case of an overhead line, they had an interest- 
ing condition, which was that power would only be trans- 
mitted from A to B in exchange for idle current from B to А; 
station B, calling for power, would have to supply (1) Idle 
current for the load generated by B; (2) idle current for the 
load supplied by A; (3) idle current for the regulation of the 
transmission line. Assuming that A supplied half the load on 
system B, and that the reactance and resistance of the trans- 
mission line were equal, the power factor of the load being 
0.75, B would require steam power to supply 5,000 Kw., and 
alternator capacity to supply the following wattless K.V.A. = 
First, for half its local load, 4,450 K.v.a.; Second, for half A's 
third, for transmission line regula- 
tion, 5,000 K.v.4., or 13,950 K.v.a. of idle current in all, equiva- 
lent to à power factor on the generators at the receiving sta- 
tion B of 0.33, a figure not only beyond the rating of the 
machines in use to supply the power load, but beyond that 
necessary to ensure parallelism. Incidentally, station А would 
benefit by being relieved of 9,450 wattless K.v.A., and if K 
output was originally equal to that of B, the power factor 0 
the load carried by A's generators would become practically 
unity. This condition of affairs was equally as unpractical 
аз the first assumed, and they must consider again from the 
transmission point of view what practical steps could be taken 
to correct it. There were several ways: First, the ips 
of the percentage voltage drop in the transmission line, by 
increasing either the amount of copper or the transmission 
voltage; second, the use of regulating transformers or o 
boosters; third, the use of synchronous condensers. There was 


a’ definite limit to the improvement effected by increasing 


the amount of copper, as it only dealt with resistance E 
and not at all with the inefficiency of transmitting зана 
К.Ү.А. from опе centre to another. Furthermore, if the oe 
connection was by means of cables, the use of тер 
transformers or boosters or the introduction of reactance S 
came essential. The increase of the transmission voltage m 
another matter which should be considered „in connection 
with the proposed use of existing 6,000-volt mains for ШШ 
up. The use of regulating transformers presented cer io 
practical disadvantages if frequent changes of load were 


be met; to return to the case just considered, a regulating 


transformer at station A giving a 10 per cent. boost, а 
reduce the call on B for idle current, but would still 1n* ihe 
transmission at a low power factor: that was to ea than 
energy lost in transmission would be 62 per cent. grea 'urtber- 
if the load was transmitted at unity power factor. S pande 
more, unless the transformer was automatic, the inte 

of idle current on large variations of load such as n jugos 
regularly. in power supply might be unsatisfactory. b " recom- 
loads regulating transformers were not strongly to be tercon- 
mended. If existing networks were to bè used ord at 
nection, it was probable that load would -be distribu mit” 
: с ` ly re- 
the amount of boosting permissible, and would probably ri 
quire a transformer it each end. Synchronous boosters 1 
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conjunction with synchronous condensers might form an 
advantageous alternative to regulating transformers, Syn- 
chronous condensers as з means of regulation dealt with 
power factor and voltage; it was important to remember that 
if the voltages at the two ends of a transmission line were 
adjusted to be constant and equal at any load, they would 
remain so at all loads, and the power factor would be con- 
stant also. Obviously, if station B was being aided, the 
synchronous converter should be at B, dealing with the idle 
current near its source; if A was being aided, the synchronous 
converter should be at A,. so that for mutual aid of, say, 
5,000 K.v.A. at 0.75 power factor, they would require two 
machines each of 3, К.Ү.А., & somewhat substantial addi- 
tional cost to- that of interconnecting mains. Their power 
consumption must also be borne in mind, as though efficient 
at full load, a synchronous motor had rather high no-load 
lcsses; the running arrangements had, therefore, to be studied 
carefully. As an off-set, however, it must be remembered 
that the use of synchronous converters would reduce the 
К.У.А. loading on the generators, thus not only enabling 
smaller generators to be used for a given KW. output, but 


reducing the stresses on them in the case of faults; further, - 


such machines helped to balance unequally-loaded pbases. 
Broadly speaking, so far as voltage regulation was concerned 
the first condition for a satisfactory solution of the problem 
wa8 a high transmission pressure; when national intercon- 
nection eame, they might look for a transmission system of, 
say, 60,000 volts, a power distribution voltage of anything 
between 10 and 30,000 volts, and the relegation of the 6,000- 
volt systems to domestic supply. Ав to power factor, а satis-, 
factory voltage at the consumers' terminals made auto-regu- 
lation at each station в necessity. The use of auto-pressure 
regulators for power factor control presented no practical diffi- 
culty, as the relationship between power factor and pressure 
drop in an inductive line was almost а straight line. On the 
Yorkshire system, as a case in point, they had two stations 14 
- iniles apart running in parallel, each fitted with auto-pressure 
control, which effected the desired result for power factor 
also. Obviously, the interchange of power between any sta- 
: tions should be at as high power factor as possible, Bo as to 

reduce transmission losses; with fixed setting of the regu- 
lators i$ was possible to arrange for this within practical 
limite. the case mentioned, the normal condition was that 
little power was interchanged, the interconnectors acting also 
as distributors. Ав a large interchange was infrequent, the 
comparative value of low line losses was small and, therefore, 
the necessary transfer of power was carried out by power 
factor alteration at the expense of the wattless K.v.A. on the 
receiving station; failing the provision of a synchronous con- 
verter, this could be dealt with by running a generator as a 
motor. Finally, in this country the case to be met was that 
of a number of stations interconnected for the sake of security 
and load transfer, but under separate control. No system of 
operation would prove satisfactory which involved communi- 
cating instructions to all the stations when a change of load 
occurred, and the simplest possible alternative was automatic 
pressure regulation, station output controlled by steam pres- 
sure, and either central or sectional regulation of wattless 
-К.У.А. by means of synchronous condensers and boosters. 
. Mr. PARTRIDGE said he had anticipated that the paper. would 
have dealt at greater length on the apparatus which might 
be used. 1% was impossible to say what would be the prime 
mover .of the future, but it must be designed for parallel 
working. As regarded transmission, he saw no difficulty in 
working up to 50,000 volts with underground cables. "The 
most important question was as to the periodicity to adopt, 


M 


~. and this should be settled once for all. It appeared to him 


that it would be better to adopt something lower than 50; a 
low periodicity meant less inductance, less chance of coming 
out of step, the regulation was much better, and capacity 
currents would be less; pressure rises would also be smaller, 
and switching would be easier if oil switches were used owing 
to the zero remaining longer. It was necessary to have plenty 
of copper in the interconnecting cable. He much preferred 
the induction regulator for voltage adjustment, and regretted 
that the paper said so little about phase converters. The 
induction motor-generator was preferable to the synchronous 
machine; his experience of a large set for coupling a 3-phase, 
25-cycle, 7,000-volt system to а single-phase, 85-cycle, 10,000. 
volt system was most satisfactory despite heavy distarbances 
on one or two occasions. He pointed out that while it was 
easy to synchronise the first induction machine, there was a 
difficulty with the second incoming machine on account of 
the difference in slip. and a somewhat similar difficulty arose 
with the second synchronous motor generator. : 
Mr. А. M. TAYLOR agreed with Mr. Woodhouse as to link- 
ing-up being more complex than appeared. on the surface. 
In Birmingham, the old generating station, run with auto- 
matic regulation, was coupled to в new plant without such 
regulation, and the preliminary difficulties had been over- 
come, but he thought the author rather under-estimated the 
difficulty of synchronising two large stations, and that he 
should have included reactance. The capacity of switchgear 
was very much governed by it, and it was possible that with 
two 30,000-kw. stations near and connected that an unsafe 
amount of plant would come on to one system unless react- 
ance was employed. In regard to the possibility of paralleling 


stations through static frequency changers, he was quite pre- , 


pared to design frequency changers of at least 300 x w. capacity. 
A “bank” of, say, 10 such frequency changers, representing a 


total of 3,000 Kw., could be suddenly switched in as a big 
unit. It would not be necessary to synchronise nearly во 
closely as with synchronous frequency changers, and probably 
‘an error of 60 deg. ‘‘lag’’ or “lead,” or, at a pinch, even 
9) deg., would not be attended with serious trouble. For 
this reason 16 might be possible to put in a 3,000-kw. “bank” 
of static transformers, where а 6,000 or 9,000-kw. set would 
be necessary with rotating frequency changers. Within cer- 
tain limits the apparatus would be reversible, possibly to the 
extent of the capacity of the apparatus. The large ‘‘ lagging " 
current, which was the worst feature of the static transformer, 
could be compensated by phase advancers аё the station, as 
proposed for the induction motor-generator scheme. The 
static frequency changer took a perfectly balanced current 
from the three mains, and delivered it to a single-phase system 
on the higher frequency. All the above remarks related to 


step-up transformation from 25 periods to 75 (or from 16.6. 


to 50) periods, but he had also obtained entirely satisfactory 
experimental results with a -step-up from 25 cycles to 50 


. cycles, for which, however, direct-current excitation would be 


required. Не had experimentally performed the stepping. 
down of the frequency from 75 to 25 (or 50 to 16.6) periods, 
and probably the same could be done with stepping down. 
from 50 to 25. If, however, the apparatus was found to be 
sufficiently reversible (so long as the 25-period supply did 


' not entirely give in), there seemed to be no object in 


employing special transformers to act independently of that 
supply. He thought that the simplicity of the static frequency 


changer, and the ease with which it could be switched into. 


circuit under almost all sorts of conditions, and the fact that 
46 practically required no attention when once switched in, 
being capable of very heavy ‘overloads, and being self-proteo; 
tive against rises of pressure on either side or short circuite 
rendered it almost ideal for use as a piece of interlinkirig 
apparatus. ` А 
Sir CHARLES Parsons, who said he had not intended to 
speak, referred to the great interest of the paper in view of 


the necessity of facilitating electricity supply for industrial . 


purposes. He wished the author had said more about Ameri- 
can developments, although, probably due to our restricted 
area, more linking-up was in prospect here. He went on to 
refer to possible developments in prime movers, pointing out 
the limitations of the gas engine ìn this respect. - 

Mr. BnaziL said it was important to consider safety as well 
aa efficiency in choosing apparatus for interconnecting sources 
of electricity supply. He strongly favoured the synchronous 
motor-generator because of the importance of being able ta 
transmit in both directions. The induction motor-generator 
would do this under certain conditions, but not unless there 
was synchronous plant running. Rotary converters were more 
efficient, but the question of safety came in with them. As 
regarded earthing the neutral (a) involved using apparatus 
likely to go wrong, (b) was ideal, but expensive, and (d)—the 
use of resistances, &c., to limit earth currents—was, he 
thought, the best arrangement. 

Mr. A. P. TROTTER said there were three points of view in 
regard to earthing: That of the supply engineer, who :con- 
sidered the triple-frequency currents if earthing was carried 
out at more than one point; that of the Post Office engineers, 


: who had charge of telegraph and telephone circuits; and the 


question of safety. They must have sufficient current to 

trip an overload circuit breaker, or, better atill, a protective 

device. The frequencies at present in use in this country were 

as follows :— 
ELECTRICAL SUPPLY UNDERTAKINGS. 


Frequency. Stations. Thousands 

of kw 
083 он 10 о 93 
407. — ees NE. а 156 

505 е 161 ............ T60 
60. ы Ө т: 17 
ТОЛОТ "DE л 35 
100 | | ........ 1D? uses 45 
33, 68, 75 : ' 
77, 80, 90, B ............ 10 usato: 1 

ELECTRICAL Power COMPANIES. 

25 2 usw ds a erties 78 
40 ы "c 317 
50. уны B. ыйды: 117 
60 РРЛ Ре 86 


^ The commonest frequency in the case of electrical supply 


undertakings was 50, and the Kw. so supplied exceeded twice 
the whole of the remainder. In the case of power companies, 
a frequency of 50 was used by eight out of 16, but more 
power was supplied at 40 tham all the rest put together. This 
was no argument for the extension of & frequency of 40 out- 
side the district known as the North-East Coast; if this were 
excluded, 50 was the most common. It was undesirable that 
tees or sub-stations should be connected in linking mains; 
these should ultimately form a network, and a frequency of 
25 seemed suitable. Regulation В.Ф of the Extra-high-pressure 
Regulations of the Board of Trade had, for more than 10 
years, restricted frequencies to 25 or 50, except in the North- 
East Coast district. 

Мг. W. M. Morpey said there was no greater bugbear in 
power supply work than low power factor, and he had looked 
for some improvement in this by the use of the static condenser, 
to the advantages of which, including decreased loss, lower 
cost, and stationary construction, he had drawn the attention 
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of the Institution some eight years previously. He was much ' 


disappointed to find that they had not come into greater use, 


and suggested that they were worth consideration by engi- | 


P Mr. E. T. WILLIAMS said a great deal had been said about 


interconnection, but he agreed that the matter would require - 


careful handling, or it would lead to a waste of money. He 
felt that they should settle now what should be the standard 
frequencies. It was easy to imagine a district trunk main 
system with & standard frequency, to which adjacent stations 
would be connected, and it was important to fix the fre- 
quency and preme now rather than later. Ж 

Мт. J. S. Peck, in replying to some of the points raised, 
said he felt that Mr. Woodhouse had over-estimated the difi- 
culties of parallel operation; many stations were operating 
successfully in parallel in ordinary work. In regard to the 
Manchester district, it had nob been considered necessary. yet 
{о use more than 6,000 volts for interconnecting service. 
Low- frequency was an advantage as regards . transmission, 
but the difficulty arose in regard to large generating sets 
which were restricted in speed. It was probable that larger 
sets would be built for a speed of 3,000 R.P.M. Gute а small 
current was sufficient to trip the protective gear for earthing. 
If very large systems were interconnected, it would probably 
be necessary for the sake of: the switchgear to use reactance, 
and -he did-not anticipate any great difficulty in parallel 
working. The difficulties in linking-up were over-estimated. 
SSS DO NEN ERE d UT TU LER um: 


. FOREIGN AND COLONIAL TARIFFS ON 
| - ELECTRICAL GOODS. 


UNITED STATES OF AMERICA.—In the United States 
Bevenue Act, which has recently been passed by Congress, 
provision is made for the creation and establishment of a 
Commission, to be-known as the United States Tariff. Com- 
mission, which is to be charged with the duty of investigat- 


ing the administration and fiscal and industrial effects of the 
U.S. Customs Laws, the relations between the rates of duty 
on raw materials and finished or partly finished products, the 
effects of ad valorem and specific duties and of compound 
specific and ad valorem duties, all questions relative to the 
- arrangement of schedules and classification of ‘articles in the 
several schedules:of the Customs law, and, in general, to 
investigate the operation of Customs laws, including their 
relation to the federal revenues, their effect upon the indus- 
tries and labour of the country, and.to submit reports of 
its investigations. : TE 
The Commission is to have power. to investigate the tariff 
relations between the United States and foreign countries, 
commercial treaties, preferential provisions, economic alli- 
ances, the effect of export bounties and preferential transport 
rates, the volume of importations compared with domestic 
production and consumption, and conditions, causes, and 
effects relating to competition of foreign industries with those 
of the United States, including dumping and cost of produc- 
tion. The Commission is also to have power to investigate the 
Paris Economy Pact and similar organisations and ‘arrange- 
ments in Europe. . . 
The Revenue Act also contains provisions dealing with “ un- 
fair competition," of which the following may be worthy of 
mention :— | m 
„ex. Section 801.—‘ That it shall be unlawful for any person 
ба which term аге included partnerships, corporations, and 
associations] importing or assisting in importing any articles 
from any foreign country into the United States, commonly 
and systematically to import, sell or cause to be imported or 
sold such articles within the United States at a price sub- 
stantially less than the actual market value or wholesale price 
of such articles, at the time of exportation to the United 
States, in the principal markets of the country of their pro- 
duction, or of other foreign countries to which they are com- 
monly exported, after adding to such market value or whole- 
sale price, Íreight, duty, and other charges and expenses 
necessarily incident to the importation and sale thereof in the 
United States : Provided, That such act or acts be done with 
the intent of destroying or injuring an industry in the United 

tates, or of preventing the establishment of an industry’ in 
the United States, or of restraining or monopolising any part 
of trade and commerce in such articles in the United States.” 
‚ Section 802.—'' That if any article produced in a foreign 
country is imported into the United States under any agree- 
ment, understanding, or condition that the importer thereof 
or any other person in the United States shall not use, pur- 
chase, or deal in, or shall be restricted in his using, purchas- 
ing, or dealing in, the articles of any other person, there shall 
be levied, collected, and paid thereon, in addition to the duty 
otherwise imposed by law, a special duty equal to double the 
amount of such duty: Provided, That the above shall not be 
interpreted to prevent the establishing in this country on the 
part of.a foreign producer of an exclusive agency for the sale 
in the United States of the products of said foreign producer 
or merchant, nor to prevent such exclusive agent from agree- 
Ing not to use, purchase, or deal in the article of any other 
person, but this proviso shall not be censtrued to exempt 
from the provisions of this Section any article imported by 


. British, THomson-Hovston Со. 
13th, 


November 15th. 


such exclusive agent if such agent is required by the forei 


producer or if it is agreed between such agent and such 

foreign producer that any agreement, understanding or condi. 

tion set out in this Section shall be imposed by such agent 

upon the sale or other disposition of such article to. any person 

in the ‘United States.” . | E 
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NEW PATENTS APPLIED FOR, 
И (NOT YET PUBLISHED), 


Compiled expressly for this journal by Messrs. W. Р. 
lectrical Patent Agents, 285, 
Liverpool and Bradford. 


1916, 


y . THoMPSON & Co, 
igh Holborn, London, W.C., and at 


16215. “ Sparking. plugs for internal-combustion engines." W, A. CLARK, 
Ѕрнінх Myrc. Co., Н. С. Loncrorp & W. W. LowGPORD. November 13th. 


16,248. “ Sparking plugs." Soc. CLsRoEr, BLIN ЕТ Cir. November 18th. 
(France, November 13th, 1915.) j 


16,250. *' Regulating mechanism ‘for controlling speed of induction motore.” 
(General Electric Co., U.S.A.). November 


H. LEITNER. 
“ Electrical connections and terminals." 


16,272. “ Electric regulators, &c."' 


16,284. 
ber 14th. 


:16,291. “ Reversing  €witch."' 
November 14th. 


16,294. “ Packing boxes for electric lamp bulbs." А. Astrgy. November 
14th. c 


November 14th. . 
Н. M. Ackery. Norem- 


IGRANIC Exectric Co. & Е, Вевсилнч. 


3 à sd i 
16,808. *' Secondary electric batteries." Т. A. D. Lawton. November 
14th. ' E i 


“16,332. “ Contact breakers of magnetos." A. Cox & Егєстиїс 1онтпон Co. 
November 15th. р MK 

:16,248. “ Electric wire gas-lighting appliance," J. Н. T.. RomERTS. Nov- 
ember 15th. . 7 | 


‚16,359 & 16,360. *“© Electrical contacts, and mounting or supporting, same." 
A. Crawrorp, W. Preston AND W. Sànpers & Co. | November 15th. 
16,370.. ' Telegraphy." W. M. Bruce. November 15th. 
16,982, “ Electric switchgear.” H. W. Сіотнікв AND A, Reyrour & Co. 


'16,898. “ Electric heaters." T. BüRNEv. November 16th. 
-16,395. '' Electric furnaces." V. Srosre. November’ 16th. à 
: 16,413. * Manufacture of switchboards." W. N. RiNGROSE. November 16th. - 
. 16,423. “Sparking plugs." R. Henry & E. HERRMANN. November 16th. 


` (France, December 2nd, 1915.) 


ў 


16,427. “ Electric arc devices and method of operating same." Бан 
Tnomson-Houston Co. (General Electric Co., U.S.A.). ovember 16. 

16,434. ''Signalling by electric lamps." W. S. С. Baker, МеКкнпк, Hor- 
LAND & WzsriNGHOUSE Powsr Sicna Co. November 16th. a 

16,452. '' Mercury breaks or interrupters.". Е. В. Burr & Co. амр F. R. 
Burr & Н. F. Biccs. November 16th. А 

16,453. '* Protective devices for electric circuits." W. J. MzLLERSH-JACKSON 
(Baruch Electric Controller Corporation) ^ November 16th, 

16,457. “ Reflectors for high-speed submarine cable telegraphy.” T. B. 


Dixon. November 16th. (U.S,A., July 19th, 1915.) N 
.16,461. '' Attachment ‘for trolley poles of electric cars," W. Jauss. Now 
ember 17th. . { 


` 16,492. “ Spark gaps." L. A. KuNzMAN. November 17th. 

16,512. “ Ignition dynamos." С. T. Mason. November 17th., (U.S.A. 
June 19th, 1915.) US 
“16,513. “ Ignition dynamos." С. T. Mason... November 17th. (USA, 
June 19th, 1915.) ^ - 


C. T. Mason. November 17th. ~ (U.S.A. 


- 16,514. ‘Ignition dynamos." 

June 19th, 1915) — А | U:S.A 
16,518. “ Ignition dynamos." С. T. Mason. November 17th. (05А. 

June 19th, 195.) ; 


‚ 16,521.- “ Sparking plugs." Н. Бивквиск (Thierry & Со.). uae Ча 
` 16,536. ‘‘ Miners’ electric safety lamps." О. OLDHAM. November as 
' 16,540. “ Brush-lifting and short-circuiting device оп шше. Pr 
&c." Вкоѕн ELecrricaL ENGINEERING Co. & T. Н. nd ed ag 
16,542, '' Method of generating. combustive forces by electrolysis ND. 
for изе in internal-ombustion- engines." С. C. COLONA & D. Mame 
November 18th, NE. ow Co. 
` 16,63. '' Wireless signalling systems." BritisH THOMSON-HOUSTON | 
(General Electric Co., U.S.A.). November эп ПЕРЕС сг 
16,566. ‘‘ Apparatus for producing perforated’ strip by th. 
impulses.” He Н. Harrison . AND Creep, Bure & Co. November 18 um 
- 16,567. | by electrical cur 
impulses,” Н. HaRRISON AND CREED, Bute & Co. November . 


x Hoe өрт for producing perforated strip 
portable electric lamps." E. Bicuore & w R. Curtis. 


. 16,575. ** Pocket or 
November 18th. 


PUBLISHED SPECIFICATIONS. 


| | ' 1915. 

‚ 13,852. MEASURING INSTRUMENTS, RELAYS, AND THE LIKE. 

less Telegraph Co. & Н. A. Ewen. September 29th. (Cognate ap 

3,233/16 and 3,789/16.) К i 25th 
15,092. ` Рктозвік Токрерокѕ. Н. А. Von Post. October : ИЕ 
15,094. ATTACHMENT FOR Miners’ ELECTRIC SAFETY EAM e t. 

FIREDAMP AND OTHER Сомвоѕтів Е Gases. Т. J: Thomas. aaa 2: 
15,237. WiRELEss  SiGNALLING. Systems. British Thomson- 

(General Electric Co., U.S.A.) October 28th. к prom PORTABLE 
15,261. AUTOMATIC APPARATUS FOR EXTINGUISHING THE LIGHT S. Dow. 

ELECTRIC Lamps IN PREDETERMINED Directions. L. Gaster | 

October 29th. ` “November 

` 15,870. Ешшстїс CLocks. Н. E. Warren. November 181. (№ 

30th, 1914.) ' M : i А гу Both, 
15,759. Сатноре кок ELrcrROLYTIC Сиш. Е. G. Wheeler. (Januar) 

1915.) November 8th. | UENCY 
EUN METHOD AND MEANS OF INDICATING OR кешш THE FREQ 

or Periopic Currents. М. C. F. Jensen. December : 


arconi ü Wire- 
М plications, 


1916. mE be 
The numbers in brackets are those under which те sp Aiken: 
prirted and abridged, and all subsequent proceedings W 1916. 


" 8rd, 
18. VisRATORY Massace APPARATUS, Е. Peckham. January 


[101,890.] | April 10%, 
869. ExxctricaL RELAY Systems. Siemens & Halske Akt. Ges. АР 


1915. (Patent Мо, 100,262.) 


| LONDON: m A Reus OFFICE. 


Britain, £1 15, Rd.: Canada, £1 3s. 10d. ($5.80); 


— G.P.O, as a Naispapar ond and 
. Зиа талы йт oe of postage, 


Onr.: Wm. Dawson & Sons, LED., Manning Chambers. PARIS; Ботас & Маа А 
Toora hic Address: “Ag London." AE 


SÉ Lyra Nos. City City 997 


| FOURPENCE. | да | 


es ed гт 
eund Tem] 


Оа only)... PSU TUUS | 


Е. MOULDED INSULATORS CHURTON  . [CABLES AND. MIRES: | 
— з Of all Descriptions. > | Ve and Pp, M di SWITCHBOARDE. 
xd LITHOLITE, Ltd., | è MOTORS. 


Д E а VAC. PUMPS, | at a v LIFTS and - Mia BELTING _ 
21 [| Desiccators a. WU caio | TRANSPORTERS. . 
UE] Sets , sor , Ритрэ & i id E^ xe o REN I 
m wu Impregnators. | Wm. WADSWORTH & SONS, LTD., . DERMATINE TORRE 
iss FS 25, Victoria St., e gar . | BOLTON. - .Neat^ St. .London,S.E. -~ 
a | RALPH NEAL, “ EMPIRE » LARGE STOCK KEPT F FOR QUICK DELIVERY | 
| E ий ө М cree АЫ Mechanical Enggon AUTOMATIC CONTROL SHUNT REGULATORS, й 
" E. Blanks, V rene ac. Li acre a riter a pte s MOTOR STARTERS and all-classes of Resistance Work. — 
2B IR LABELS & NAME PLATES A SPECIALITY. | Shell Presses, Compressors, Machine Tools. | The SOLENOID REGULATOR Co.! Hi hgate LU 
ай p^ tide аера риат di ELECTRIC CONTROL, LIMITED, GLASGOW. | Хеерһопе:. BIRMINGHAM PAS or рза 
T | BLANKS. PIERCING, 
; WIRES. CABLE | WESTERN- ELECTRIC sP Т 
E T EN со., LTD» COMPANY, ЫМІТЕ, Ре y 
bankment, W. 
а NUFACTURIMG aon М Works: NORTH WOOLWICH, LONDON, E. METAL. | 
m Se e. А hes 
a imperial Ноле: R TE pa TELEPHONES & CABLES. HAROLD, HARLEY а со бу 
a] 1 LI See Advertisement last week, p. xii. 92 London,E. "Phone: Bast 1900. е 
А STONE'S ELECTRICAL INSTALLATIONS 
21 BROOK CONNOLLY BROS., Ltd» | for RAILWAY CARRIAGES. 
A 50,000 COACHES EQUIPPED ALL OVER 
ud MOTORS. WIRES AND CABLES. THE WORLD. | 
{р See Advertisement, Sup, 42. See Advertisement this week, p. fii, y PE Ltd 
"n : — 
d SWITCHGEAR. WHITE THERMIT, LIMITED, 
ERNEST EUM OY, LTD Electrical Instrument Со, 675, COMMERCIAL ROAD, ^ 
p "| 2,4, & 6, GLOUCESTER ST., ‘phone: LONDON, Е. ups; 
е pr s Mee Ба т повга an CLERKENWELL, LONDON, B.C. д а 1197, "Fulmen, Step, London.” 
ү GREENLAND PLACE, CAMDEN TOWN, LONDON. Жакын; London, City, 8660, Alumino Thermic Welding Process. 
om TUS аталчу сеге лагат айта: T M QN ———-——— 
ч TAYLOR & CO. |MAVOR & COULSON, Ltd., | VICTORIA | 
d | EOT AHE EGA GLASGOW. DYNAMO & 
d MICA & MICANITE IRAS CRAVEN HOUSE, MOTOR 
, INSULATION. MOTORS, DYNAMOS, арба CO 
| TELEPHONE :—CENTRAL 4575. ON. B 
кё 40. HATTON GARDEN, LONDON. Е.С. SWITCHGEAR. Send for Stock List of Molors ready for nd cie 
P COOPER INSULATING INGLEBY & CO., 
` | ELLAND ROAD, : 
и? s BEADS - - MOTORS LEEDS. 


-+ 85-57, Hackney Grove, London, N.E, 


AIR COMPRESSORS . 1 2 


LIGH T. 


а hours’ daylight. Write for List No; 213, 


n Sian hae aee COOPER md Co., Іар, 
F0, York Road. London. N 


T: HARDING CHURTON & CO., LTD., 
Atlas Works. Water Lane, LEEDS. . 


immediate Delivery. 


 NOLDER-HARRIDEN LTD. ret 


e. ae ne, 


& PHILLIPS, Lm, | 


CHARLTON, LONDON. S. уз 
Better than Rabber, Leather ала, саста. 


FOR DIRECT AND 
ALTERNATING CURRENT 


Delivery from Stock up to 50 H.P. 


Tel, 878 


ds Im | . Advertisement Index, see page xxiv 


pi Yn 


"Т 
КАМ —" ERI <, a с т і 
EZ E M É › 


"UR THE ELECTRICAL REVIEW. [December 8, 4946, 


ENGLISH 
EDISWAN 
EVERYTHING 
ELECTRICAL 


Has given 
Universal 


ADVANCE 
Satisiaction. IN 
PRICES, 
: Ø 
The house of Ediswan is - a 
the best equipped to deal Low Price, 
with all. enquiries for Robust, DELIVERY 
^ Cheery, from 
Everything Economical. 


Electrical. 


ENTIRELY BRITISH. 


ети ROSA TE LEMP асар аас FON CES вадгаавеь дейс на корана гал 


The Edison Swan Electric Co., Ltd. 
PONDERS END, MIDDLESEX. 


London and Provincial Depots. 


Write for List E (Fires and Cookers) 
to Sole Manufacturers: 


THE ARORA CO., Loughborough. 


dk Ррорнастааатавроравновеаоно ра абай ёеанаавеявтаясвоьбаза с бё аЬ ЫЬ 


Producer Gas Engine, 
65 B.H.P. at 500 Revs, 


Telegraphic Address :—" THEOREM, PATRICROFT." 


GARDNER 
Gas and Oii Engines 


Vertical High-Speed Type for 
coupling direct to. Dynamos. 


From 5 B.H.P, to 120 B.H.P. 


L. GARDNER б SONS, Lt, | 
Barton Hill Engine Works, 
PATRICROFT, MANCHESTER. 


i E 3, NORRIS, HENTY & GARDNER'S, Ltd, | 

Ea eee о. ENSEM ES 87, Queen Victoria Street, London, E.C. | 

aS SF nema ti Telephone No. 9702 City. | 
alos; Telegraphic ( NogNopEsTE, Cannon, LoNDoN (charged 

ddress: { as two words ошу). ~ ' 

{ 


Giasgow Showroom: 45, BOTHWELL ST; | 


BASTIAN METERS 
FOR DIRECT CURRENT ONLY. 
Made In ENGLAND with BRITISH CAPITAL & BRITISH LABOUR. 


Buy the cheapest and most eficient meter on the market Jrom : 


THE BASTIAN METER CO,, Ltd., à 


Bartholomew Works, Kentish Town, N.W. 


ALF°GRAHAM:-C°, 
CROFTON PRRK.S.E. 


VULCANISED FIBRE. 


In Sheets, Rods, Tubes, and Special Shapes. 
АЛ 
Ае) 
VB 


Horn Fibre, Diamond Insulation Press Board, Fuller Board, &c. 


——— | MAT | E^ 
“a DIAMOND STATE FIBRE GO., =. ow sr. uM — 


- a ЭН 


NIC 


THE 


ELECTRICAL REVIEW. 


DECEMBER 8, 1916. 


No. 2,087. 


Vor. LXXIX. 
ELECTRICAL REVIEW. 
Yol. LXXIX.] CONTENTS: December 8, 1916. (No. 2,097. 
Page 


Enlighten the Buyer Abroad... + m idR .. 617 
The Ministry of Munitions and Controlled Firms  ... .. 618 
Central-Station Service... — -— ste T e. 618 
Some Chiefs —Verb. Sap. by “Tramp Royal" ... e. o» 619 
- The Bonding and Anchoring of Electric Cables, by S. G. (illus). 619 


Fuel Economy (lus.) ааа аве -— awe 621 
The Internal-Combustion Engine iis si sis .. 622 
Correspondence— 

Economics and Trade... gis dvs T es. 623 


Between Two Stools ... ios EM Sus е .. 623 
¥inal-Grade Classes in Electrical Installation Work  ... 623 


Paralleling of Electric Power Stations .. 628 
Power Station Design ... des бда m .. 623 
" Surümation-Watt " Capacity of Field Rheostata... .. 623 
Breakdowns of German Plant aes Р sis .. 623 


How Electricity is Stolen in Shanghai ш.  ..  .. 6924 
al | НЕ 


Legal... és ave e vis e. 624 
War Items ... uis as € m sis Js ew 626 
Consumers’ Complaints, by A. T. Bullen an m .. 627 
Business Notes wee ane m T avs - .. 628 
Notes... TA РРА $us ex d “is = .. 632 


City Notes ese eee вое eve ао 200 636 
Stocks and Shares ... e. 637 


Electric Tramway and Railway Traffic Returns "i .. 638 
Market Quotations ... S ae see $us ТА .. 638 
Metal Market —Fluctuations in November is p ... . 639 


The Faraday Society s Vis S "E see © e 639 
Piston and Small-End Lubrication in Diesel Engines, by G. B. . 

Vickers... s 689 ss gs - .. 640 
Scientific and Industrial Research 641 
Telephone Troubles дак gs Wie us ae S. 643 
‘Trade Statistics of Siam ... Vis Zi si vis e. 643 


New Patents Applied for, 1916  ... Pi hes $e ... 644 
Abetracts of Published Specifications... T oes we 644 
Contractors’ Column si sš .. Advertisement page Xx 


THE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. | 
The Oldest Weekly Electrical Faper. Established 1872. 
TO BE OBTAINED BY ORDER FROM ANY NEWSAGENT IN TOWN OR COUNTRY, 


OFFIOE 1—4, LUDGATE HILL, LONDON, Е.О. 


Telegraphic Address: '" AomzxAY, Гоирок." Code, А В С, 
Telephone Nos.: City 997 ; Central 4425 (Editorial enly). | 
“Electrical Review " is the recognised medi [ the Electrical Trades. and has 
тее pete diee of any Electrical Industriel Paper in Great Britain. 


Subscription Rates,— Per annum, postage inclusive, in Great Britain, 


£1 is. ed. ; Canada, £1 8s. 10d. ($5.80). To all other countries, £1 10s, 


FOREIGN 
ADELAIDE: Messrs. Atkinson & Co., 
Gresham Btreet. 3 
AuckLAND N.Z : Gordon & Gotch, 
Albert Street; The Mining and' 
Engineering Review, 814, Strand 
Arcade, Queen Street. ; 


Brissane: Gordon & Gotch, Queen St. 


OnmnisrCcHUROCH, N.Z.: Gordon and 
Gotch, Manchester Street. 


Dunepm, N Z.: Gordon & Gotch, 
Princes Street. 


JOHANNESBURG, CAPETOWN, BLOEM- 
FONTEIN, DoRBAN, Port  ELiza- 
PETH, &o.: Central News Agency, 
L а 


Launceston: Gordon & Gotch, 
Cimitiere Street. 


AGENTS: 

Мегвосвме: The Mining & Engi 
neering Review, 90, William Street, 
Gordon & Gotch, Queen Btreet. 

Minas: Fratelli Treves. 

New Yonx : D. Van Nostrand, 25, Park 
Place. : 

: Boyveau & Chevillet, 22, Rue 


de la Banque. 
Gordon & Gotoh, 


Рквтн, W.A.: 
William Street. 

Loescher & Co., Corso 
Umberto 1? 307. 

Sypxzy: The Mining & Engineering 
Review, 273, George Street; Gordon 
and Gotch, Pitt Street. 

Toronto, ONT.: Wm. Dawson & Sons, 
Ltd.. Manning Chambers; Gordon 
and Gotch, 132, Bay Street. 

WELLINGTON, N.Z. Gordon & Gotch, 
Cuba Street. 


| d Postal Orders (on Chief Office, London) to be made payable to 
тир. мые мерей) Revæw, and crossed "London City and Mi Bank, 


Newgate Btreet Branch." 


THE UNIVERSAL ELECTRICAL DIRECTORY 


(J. A. Berly’s) 


1916 EDITION. 


H. ALABASTER, GATEHOUSE & { CO., 
4, Ludgate Hill, London, E.C. 


[617] 


ENLIGHTEN THE BUYER ABROAD. 


From our reading of the criticisms and warnings that are 
being published in some of the distant markets, we judge 
that it is high time for the British electrical manufacturer 
to break silence and remove an unfortunate impression that. 
has obtained currency. We refer to the impression of 
anxious would-be purchasers that we in this country are 
indifferent regarding the future effect upon our trade of the 
hold that neutral nations are gaining while we are waging 
war for all we are worth on the battlefields of Europe. 
We must make due allowance for the fact that. some of 
the markets that we have in mind are far removed from the 
great war zone ; whatever traders there may read regarding 
the state of things cannot convey to their minds exactly 
the same impression as that made upon the minds of those 
who are right “in the thick of things” at home. We 
have by the pressure of our blockade cut off their supplies 
of enemy manufactures ; we are only able to handle a small 
part of the export orders that are available, though that 
small part, as our foreign trade statistics show, amounts to a 
very respectable total value every month ; our continued pre- 
occupation with munitions manufacturing as well as the 
tonnage position and the necessity for Governmental 
regulation in respect of essential materials, prevents us 
from doing all that we desire ; and these would-be buyers in. 
distant lands are apt, as they contemplate their empty stores 
or depleted stocks, to charge us with indifference to their 
needs. They are imbued with a burning zeal for British 
trade progress, are eager to utilise or sell British products, 
and only under the sheerest necessity can they compel 
themselves to avail themselves of supplies that other 
nations are able to offer. They have, іп many cases, 
tried to persuade clients—public and otherwise—to defer 
their orders until after the war; but sometimes that 
cannot be done. We believe that the warnings that they 
offer regarding the after-the-war effects of the prevailing 
favourable opportunity of neutrals are sincerely. offered, 
and are evidence of a true patriotism ;. any irritation or 


feelings of annoyance, or any suspicions that they entertain 


regarding apparent indifference, will be better understood if 
we ungrudgingly recognise that fact. Weare waging a war 
for the freedom of the whole world from the powers of 
darkness, and our friends know that we are anxious to 
maintain our exports to assist our operations on the financial 
side, but they are prevented from “doing their bit” in that 


‚ important connection, and incidentally, perhaps primarily, 


they are obliged to offer, or see somebody else offer, neutral 


. substitutes to clients many of whom they have previously 


supplied with British goods. This aspect of the need for 


maintaining our export trade is an important one, but our 


friends abroad must not think that it has been lost sight of, 
either by the Government or by the industry. The diffi- 
culty, when the demand is so heavy upon us for all kinds of 
material and activity, is to reasonably reconcile all these 
different. requirements, assuring the attainment of efficient 
national organisation without in the process causing too 
serious a disorganisation of export industry. "What seems 
to be needed at the present time is some action, whether ` 
united or individual is for the trade to say, to impress the 
foreign "markets with the fact that we are not leaving 
things to take care of themselves until after the war; to 
assure them that we shall have almost infinite export 
trade capacity when we can devote our greatly increased 
energies to it; and.that we are, or shall be, able to supply 
from British factories many lines that before the war 
they could not obtain here. We do not know how far 
Teutonic competition will count in foreign electrical trade 
in days to come, but the neutral nations’ position. may be 
strong, though there will be an abundant demand in and 
from all countries, which we confidently believe will occupy 
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all the manufacturing nations with electrical and 
engineering work for some years. But while we 
believe, taking into account everything as far as we 
can see it, that our advisers abroad are inclined to take 
a somewhat exaggerated and pessimistic view of the outlook, 
we think that it would be as well if organised -electrical 
manufacturers were to weigh up the situation, and 
see whether they cannot do something impressive, and 
that immediately, to dispel wrong impressions as to their 
own goodwill, good intentions, and prospective ability. 

If in the early days of the war there was a feeling in some 
quarters that economic conditions would decide the state 
of things after the war, and that, therefore, no organised 
effort was necessary, we can certainly say that no such 
feeling exists in the electrical trade to-day. The weakness 
now is rather that we are tempted to conceal what we are 
doing, what preparations we are making, and to hide our 
light under a bushel. Surely there is room for an impres- 
_sive and effective publicity, without playing into the hands 
of either enemy or neutral traders. We have good reason 
for knowing that the reader abroad is often a far closer 
student of his trade journal than are some readers at home. 
In our own case our pages have dealt practically continuously 


with such subjects for nearly two and a-half years, and the - 


schemes for the organisation of the engineering and 
electrical industries have been frequently dealt with. It 
would appear, however, that while this organisation move- 
ment at home is proceeding, there is a need for some 
speeding-up in the local British organisation efforts suited 
to each particular market. But it may be that the light 
is hidden from even us at home. | 


_ THE recent substantial concessions 
The Ministry of granted by the Ministry of Munitions to 


Munitions ee Е 
and Controlled the application made some time ago by 


Firms. 
.  ., advances in wages rates, ranking of women 
workers at the same rates as would be paid to men for doing 
the same class of work, and other important points, have 
resulted in по small amount of criticism from employers in 
the electrical and allied industries. | 
To arrive at a fair and impartial judgment of a matter 
of such far-reaching importance, a great variety of interests 
and considerations must be carefully reviewed. The heavy 
increase in the cost of living obviously necessitated an 
increase in the income of the working man. Whether the 
increased wages have more than covered, or only partly 
covered, the increased cost of living, we can only judge 
from official figures, which, in cases of this nature, do not 
always present a correct reflex of the situation. . In most 


cases, however, it may be fairly said that the increase in ` 


wages has not yet exceeded the increased cost of living. 
It is not to be supposed; however, that the one considera- 


tion should be expected to regulate the other, since it would | 
be obviously quite impossible to raise or lower the rate of. 


wages with every rise or fall in the cost of living. The 
demands of the workers during the war period for increased 
wages to meet the increased cost of living have, we think, 
with some exceptions, been generously met by employers, in 


consideration of the fact that; for the most part, the 


employers have obtained increased prices for their goods. 
The point of just grievance among employers is not that 
the workers' demands for more money have been unreason- 
able, but that too often the increased wages paid have not 
resulted in a corresponding increase in output by the 
workers. Indeed, it has been asserted frequently that the 
output-per man in some controlled firms has actually been 
less since the increases in wages rates were granted. 
Recently several important firms controlled by the 
Ministry of Munitions received instructions from Whitehall 
to increase further the rates of pay, include the war bonus, 
which had been paid as a purely separate item, in the rate 
of pay, and pay all women considered to be doing a man’s 
job a man's rate of pay, regardless of whether or not the 
job had ever at any time been done by a man, or whether, 
аз was more frequently the case than not, it had always 
been done by a woman or a girl. The result of the latter 
provision is that the employer has been compelled to pay at 


the Trade Union officials for considerable - 


one stroke increases of 50 to 60 per cent. for the same clas 
of work as was done previous to the control of the Ministry, 
or equivalent to about 75 per cent. on pre-war rates, ctu 

It has also to be borne in mind that whereas the Ministry 
of Munitions was, we believe, reluctantly persuaded by 
the Trade Union officials into granting these concessions, no 
satisfactory safeguards against bad time-keeping, ca’ canny, 


‚&с., appear to have been secured by the Ministry. То thoe 


employers who have felt the bad effect of the disrespect, 
almost contempt, of some workers for the authority of the 
Ministry, this further omission to grasp the opportunity to 
tighten up the loose parts which are so greatly impeding 
the full effectiveness of the vast war machine is far from 
reassuring. 

The imposition of fines for bad time-keeping, &c., appears 
to have resulted only in benefiting the funds of the Muni- 
tions Tribunals ; indeed, we are of the opinion that the 
questionable system of wholesale fining in munition shoe, 
&c., which has been going on for some time past, is far too 
prevalent throughout the country. | 

The result of this somewhat accommodating attitude of 
the Ministry of Munitions to the Trade Unions will be felt 
more forcibly after the war, when the Ministry releases its 
control of the establishments. Then the employers will be 
faced with the serious question of wages adjustment. In 
consideration, therefore, of the recent important changes 
effected by the Ministry of Munitions for its own immediate 
needs, it becomes a matter of vital importance to employers 
and all concerned to be assured that the Ministry of Muni- 


. tions is fully prepared to accept joint responsibility with 


the employers for the readjustment after the war of the 
changes made by the Ministry during the period of its control. 

- To leave the employers and workmen to settle this qnes- 
tion among themselves after the war would be tantamount 
to precipitating the most grave industrial conflicts, and. 
moreover, it would be equivalent to a serious breach of 
trust on the part of the Ministry. 


No one can call in question the 
patriotism of the men who, whether as 
managers or subordinates, are responsible 
for the maintenance of public electricity supply in this 
country ; many of them have made the great sacrifice which 
marks the very acme of human devotion, many others ar 
fighting in the trenches—góod luck to them !—and their 
colleagues who are prevented by age or public service from 
joining them, are working long hours and doing double 
duty to keep the mains alive. But there are limite evel 
to their elastic capabilities, and now that the “comb” Б 
being applied more vigorously, but not always more wisely. 
the strain in some cases has approached the breaking-pomt- 
The supply of electricity is a highly technical undertaking. 
which cannot possibly be carried on without an adequate 
number of fully trained men; for such men substitutes 
cannot be found, and in their absence there is по alternative 
but to shut down the plant. | , ad: 

The case of Diesel engine stations is particularly batt: 
the Diesel engine is of comparatively recent а 
into electricity supply, and the number of шеп who ni 
stand the niceties of its working is extremely uona 
moreover, almost all of them are young, and, there e 
greatly to be desired of the military authorities. Кү 
we have heard of one Diesel station losing 18 : ii 
engineer, and we know of another which is faced wit af 
prospect of an inevitable shut-down if one more of ue 
be taken. Surely such men come within the clause o a 
circular issued to the Tribunals last week, which we 
that “ Ше exceptions to the 26 years of age Mee 
include men urgently required for work of essenbin ‚з the 
importance for whom the demand is greater al 
supply "—for the work that these men are doing aC : 
includes the supply of electricity for national P 
the highest importance, and there is no supply of ви 
to draw upon at all. -o of the 

It is not for us, however, to direct the policy le an 
Government; we only wish to emphasise” this SIMPY 
incontrovertible fact—that if the Diesel experts are? aul 
from Diesel-engine-driven stations. those stations 
inevitably shut down, 


Central-Station 
Service. 
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SOME CHIEFS—VERB. SAP. 
By “TRAMP ROYAL.” 


Іт was the way І was addressed that made me take the job. 
Not & well-paid offer and not attractive work. The 
moment the chief entered at the interview I was on his 
side ; and I stuck there, going seven years through dismal 
days amidst figures, and sunny days amidst manholes and 
lattice masts. There was candour and justice written on 


the stern face, and the greyish eyes were humanely sympa- . 


thetic. There was no suggestion of the usual chilling remark 
warning one that “it will depend upon your own efforts 
whether we keep you,” before one has had a chance to play 
a single card. I always think that remark could be saved 
for the day of delinquency. Year in and year out there 
were many discouragements when the “firm” did foolish 
things, but the anchor at the head always held fast. 

Often in trying times an invisible thread will hold us to 
the bench, board, or desk, and yet it is but a slight trait of 
the chief that will, under perhaps more favourable con- 
ditions, snap the cord of enthusiasm. 

There were other chiefs before and since the erect, gray- 
haired gentleman just introduced. My first, after shaking 
the filings of the loco. shop off my feet, was a smart, keen 
business man, always on the alert, and from whom I received 
many useful hints of a diplomatic nature. I might have 
been with him to this day, lulled by the whirr—r of Belliss’ 
and Willans’ creations, but for the fact that he went to 
the rescue of a seaside corporation. The replacement of 


the “old crocks” by modern machinery made breakdowns . 


an almost unknown quantity, so my grip was packed, and 1 
crossed to the land of sauerkraut and helmets, to study other 
characters and, incidentally, three-phase mysteries. I had 
a succession of three chiefs here before the Moltke took me to 
New York ; but I won’t use up scarce paper in describing 
their excitable ways and close adherence to rules and 
regulations. My ears still tingle with “ Ach, mein Gott ! 
dass dürfen Sie nicht, weil es nicht regelmässig ist "—an 
there you are ! as Dan Leno so often said. | : 
A big American trust or corporation offers little oppor- 
tunity for опе “ to get a line " on his boss. The man who 
+ makes use of you” is but the shadow of a chief. It is he 
who guides your erring footsteps through the labyrinth of 
card indexes, files, code lists, and vault records. Hang on to 
him, and he soon “ puts you wise. to. the right dope." He 
initiates you into those effort-saving devices that, husband 
the gray matter and prevent the headache of a London 
office. You learn that strenuousness is not efficiency, and 
that England is the home of the “ hustler,” regardless of 
who coined the word. | | Ан 
‘Two visits to the Pacific Slope, with a 13 years’ interval 
"between, give a mental picture of two chiefs, framed in 
palms and pepper trees, eucalyptus and mimosa, sunshine 
and earthquake. Snapshot No. 1 is of Southern California, 
living .with the chief in his ingenious bungalow, on the 
bluff, overlooking the Pacific Ocean with its gorgeous sunsets. 
He was a Canadian branded with the Yankee spirit, for he 
had a keen appreciation of quick methods, jigs, templates, 


and other “stunts.” We had happy evenings together, and . 


he did not wear out his welcome by visiting the work con- 
tinually. In fact, through that winter I was left for weeks 
on end to revel in a continuous blaze of sunshine (O ye 
English winters and defective cables !) what time my little 
gang wrestled with tees, channels, and trifurcating boxes, or 


balanced tons of machinery on primitive jacks and “* horses,” 


some miles way back from civilisation. We improved the 
shining hours until the evening train was flagged and bore 
us home. | 

The -other American, with his gaunt figure, long hair, 
and keen hatchet face, was of quite another type, and ruled 
with a shrill voice in the city of the great 1915 Exposition. 
“He was a wise guy, and some boss, believe me.” He 
permeated the routine of the office with the methods of the 
old school. One slid along in cycles of laissez faire, and 
being pulled up with a jerk, and team work was out of the 
question. 

Then the war came. and one's own country called 


Two other portraits must be placed in the gallery. We | 


. meet many engineers of the type which seems to have been 


weaned with extract of machinery. The cold, phlegmatic 
temperament, choking-coil demeanour, and studious appear- 
ance are often supplemented by a woeful lack of the 
understanding of human nature and applied psyehology. 


Just such a man was the chief who managed with annoying - 


persistency to mail me a letter on Fridays, detailing work 
for the week-end. How his staff blessed him, and how they 
“ played him up” over and over again, need no labouring 
here. At the close of the contract I returned to the 
London office, and eventually my enthusiasm oozed out 
and left an aching void, во for the peace of my conscience 
I quit. : 

The tramway manager with the heavy moustache and 
firm, square jaw was a good leader of men, and knew how 
to work:the gang up to ** He's a jolly good fellow” ; but he 
had the fear of the Councillors in his soul, and a habit of 
interfering at breakdowns while the music was played to 
z = L аа + b). His sense of humour was the balm that 
goothed the chafed and jaded spirit. 

Chiefs embody every phase and type of human nature, 
and therefore these few reminiscences make but a fringe. 


THE BONDING AND ANCHORING OF. 
ELECTRIC CABLES. 


By 5. G. 


'THE bonding and anchoring of electric cables did not, until 
a few years ago, receive much consideration; but since 
then the matter has been engaging the special attention of 
cable engineers, particularly mining engineers. 

To the mind of the engineer who deals with “larger 
things," such as engines, generators, &c., this bonding and 
anchoring of cables would appear a very trifling matter ; 
but experience on. cable work has proved that it is a 
subject which requires very careful. attention, especially 


. when the cost of the cable is taken into consideration. 


Many are the designs put forward on paper, but few are 
adopted. It is not the writer's intention in this article to 
boom any particular design as being the most practicable, 
neither is it intended to state which manufacturer brings 
out the best design. The subject is one on which very 
little has, up to the present, been published, and the 
illustrations, with their accompanying comments, are for 


/ 


the benefit of designers, manufacturers, and users alike. - 


'The figures, of course, do not represent every possible 
design, but only a number of selected examples. i: 

It would be well to point out that when getting out 
designs of this particular class of gear, the designer should 
always bear in mind that, for “armour grips" especially, 
strength is one of the main requirements to provide for, 
and, whatever method is adopted, he should make certain 
that the armouring will be * gripped " properly and a solid 
job made of it—not only an electrical job, but a good 
mechanical one, in the very essence of the word—otherwise 
serious trouble will be the outcome. 

With regard to mining work, one often hears the yarn 
about the collier venting his spite on électrical apparatus 
and driving his pick into anything electrical that he comes 
across. "This yarn has almost had its day, and is very often 
* pitched " by persons who like to give one to understand 
that they are fully acquainted with “ underground ". con- 
ditions of working, yet have never even been in close 
proximity to a colliery. The writer has known of several 
instances where this tale has been pushed down the throats 
of draughtsmen, and would suggest that the actual designers 
should have opportunities, which are at present mostly 
denied to them, of going to the job and ascertaining what is 
required. 

'The writer's experience in mining work is that the con- 
ditions are not quite so black as they are painted ; at the 
same time, he would emphasise the fact that everything 


Es 


,037, DECEMBER 8, 1916, 


620 | THE ELECTRICAL REVIEW, гуа. No? 


used in the workings must be designed for strength, and 


only the best materials must be used. 


Fic. 1.—TIllustrates, perhaps, the oldest method, and one 
which is used a great deal at present, of bonding the lead 
sheathing of the cable to the cast-iron box. The lead or 
copper tape is secured to the box between two brass washers 
by. means of a:brass screw. The tape is soldered to the lead 


‘sheathing of the cable. This method of bonding is simple 


and cheap, but care must be taken to solder it properly. 


Fia. 1, 


Fie. 9.—Illustrates an improvement on fig. 1, the bonding 


tape being wrapped around the cable and secured at both 


sides of the box. a ; 
Ета. 3.—Illustrates how the lead sheathing of the cable is 
bonded by means of a cast lead or alloy bush fixed between 
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the two halves of the box. This method of bonding ‘is also 
cheap, and is effective provided the lead bush fits the cable 
properly and the two halves grip the cable tightly when the 
parts of the box are bolted together. 

Fic. 4.—Illustrates an improvement on fig. 8. A cast lead 
or alloy bush is provided for both the inner and outer wall 


‘of the box. 


Fic. 5.—Illustrates а very cheap method of bonding. The 
holes in the glands of the box are a little larger than the lead 
of the cable, and are made up with lead tape, as in fig. 6 


FIG. 5. 


Fic. 6.—Illustrates how the lead sheathing of the cable 18 
bonded by means of a pair of malleable ог gun-metal cast- 
ings. The hole in these "grips" or “bonds” is slightly 
larger in diameter than the lead of the cable. Lead tape 
about 1/16 in. thick is Wrapped around the cable to such a 


for rubber cables. This gland can be used for lead-sh 

"s Е ене, ape pacing material ы load sr A 
. 8.—Illustra 

M hee ме сз ar gland to fig. 7, but two glands 


IG. 9.—Illustrates imila 
adapter helaa hast a similar gland to figs. 7 and 8, an 


Fro. 10.—Illustrates how the lead of the cable is plumbed 
on to a brass wiping gland, the gland in question being 
secured to the box by means of Set-screws. ` 

Ета. 11.—Illustrates a similar gland to fig. 10, with the 
exception that it is screwed into the box in order to make it 
watertight. 

Fic. 12.—Tllustrates a- similar gland to fig. 11, but suitable 
for either steel tape or wire armouring, the bulb on the 
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FIG. 10. Fig. 11. Fie. 12. - Ж: 


gland being an extra precaution for preventing the armour- 
ing from being pulled out of position. { , 
Fie. 13.—Illustrates a wire armour grip made of either cast- 


iron or malleable iron. The wires are gripped between the 
male and female cones. This method is a very good one pro- 
vided the cones fit the armour wires properly. 


Fic. 14.—Illustrates a similar gland to fig. 13, but the end 


Оро. 14. . 


of the gland which fits into the box is arranged for a packed 
joint, spun yarn. or other suitable material being used for 
bitumen cables and lead wool for lead-covered cables. This 
type of grip is often used in mining work. 

Fic. 15.—Illustrates an improvement on fig. 13. The lead 
sheathing is bonded by means of a lead cone bond, and the 
armouring is gripped between the male and female cones. 
If desired, the lead cone grip could be cast solid with the 
male wire armour grip. 


Fic. 19. 


Ета. 16.—Illustrates how the armouring is gripped on юз 


trumpet cast on the end of the box by means of a pair 0 
cast-iron or malleable iron clamps. With this arrangement 
there is a tendency for the armouring to pull out ө as to 
Fic. 17.—Illustrates how the armouring is grippe 16 
steel ferrule or tube by means of clamps, as in fig. 16. 
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Fic. 18.—Illustrates how the lead sheathing is bonded to 


{һе box by means of a lead cone gripped with a strong cast- . 


iron grip. This is a very effective bond. 

Fic. 19.—Illustrates how the armour wires are gripped to 
the box by means of a cast-iron ring. With this arrangement 
it is not necessary to remove the outer serving of the cable 
very far. - 

, Fie. 20.—Illustrates how the end of the cable can be gripped 
in the case of a cable which has to be suspended at the pit 
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~ Fra. 21. 


head. It will be observed in this design that the cable is 
suspended by its own armour wires, the wires being bent 
over the loose cone piece. 

Fie. 21.—Illustrates an improvement on fig. 20. The eye- 
bolts can be fairly long to allow for tightening up. 


—————Á 


—————a 


FUEL ECONOMY. 


IN the Sheffield Daily Telegraph. of November'l5th the subject of 
electric power supply to meet the city’s enormously increasing 
demand was discussed, with special reference to the question 
whether the generating station should be situated in Sheffield or 
in the neighbourhood of the collieries. 

Prof. W. G. Fearnsides, of the University of Sheffield, who is 
engaged on a study of the coal measures of the district, has devoted 
special attention to this problem, and has 
suggested two schemes for a central station. 

At a meeting of the Sheffield Society of 
Engineers and Metallurgists, last April, he 
distributed copies of a map (which we re- 
produce) showing the location of the 
collieries, marking especially those possess- 
ing by-product coke ovens of a modern type, 
and suggesting a site between Wombwell 
and Wath as a very suitable one for а 
generating station. He now goes further 
than this, and suggests, for the future, the 
erection of a great generating station near 
Doneaster, which would make its electricity 
from the second-grade portion of the Barns- 
ley coal which is now left unworked in the 

its. 

Р In ап interview with a representative of 
the newspaper. the Professor went fully into 
the matter. "Sheffield," he said, " is the 
capital of the main fuel-producing area of 
the North Midlands. It is not in the centre Р 
of that area, but on the western edge. The 
direction in which the coal field is being 
depleted is from west to east. The zone 
of maximum production has now got east- 
wards, about as far as Mexborough, and it 
is progressing further in that direction 
year by year. j 

“To transport fuel by truck, in my 
opinion, costs more than to carry by cable 
the electricity which that fuel can be made WE Та 
to produce. The half-crown which is re- Yo kauh #0 | 
quired to bring each ton of coal up from 
the centre—say, Mexborough—into Shef- — 
field, were better devoted to paying interest " 
on the capital required to build the trunk 
cable line. 

“There are at present two great un- 
utilised sources of fuel which ought to 
be converted into power. The source with 
which I dealt in April, the distribution of which is illustrated on 
the map, is the surplus gas produced by coke ovens. The coke- 
oven industry is especially active in the district where the Park- 
gate seam is worked, and there are half a score coke-oven plants, 


Railways 
© · Collury Sites. 
ө Ж, Collieries with by— product coke ovens of modern Lybe 


Fue, RESOURCES IN THE SHEFFIELD DISTRICT. 


each representing a group of collieries, situated within a five-mile 
radius of the ‘starred’ site between Wombwell and Wath. 

“ Wherever by-product coke ovens are worked, there is an evolu- 
tion of gas averaging 12,000 cb. ft. per ton of coal carbonised. 
That gas is equal in calorific value to the best Sheffield town gas. 
In ovens of the regenerative type, half of the gas is required to 
carbonise another ton of coal, and half is surplus. 

" My suggestion was that this surplus gas should be conveyed in 
pipes from the ovens to the central power station, where electric 
power could be produced from it. Iestimate that there are more than 
20,000 Kw. immediately available from that source. I quite 
recognise, however, that that is not big enough for Sheffield. If 
linked up with the Yorkshire Power Co. station at Barugh, near 
Barnsley, the two. together with the present Sheffield supply, 
might meet immediate needs. But the growth of the use of 
electricity is enormous. I anticipate that the demand in Sheffield 
may rise to a quarter of million Kw. within the next decade. 

“Ty order further to meet this demand, I suggest the use of the 
inferior portions of the Barnsley seam, which at its maximum 
rate of production is worked further to the eastward. “Owing to 
roof requirements, liability to spontaneous combustion, low selling 
price, and other disabilities, this second-class coal, which overlies 
the ‘ hards,’ often to a thickness of 4 ft. and more, is seldom won, 
and, under present conditions, broken by the accidents inseparable 
from deep mining,.is allowed to remain and become buried in the 
goaf. 

* A characteristic of this coal is that if it is brought up and piled 
in a heap at the pit-top. it always heats. If. however, it could be . 
screened and washed, and then put straight into trucks and taken 
to some big central generating station, where it could be used the 
same day, it would give almost as great а nufnber of units of heat 
per ton of coal burnt as will the best fuel that comes to Sheffield. 

“There is in this district, easily accessible, enough coal of this 
class to generate electricity in large stations to the extent of 
hundreds of thousands of kilowatts. It is not worth while to 
mine the coal now, because it cannot be got rid of without a great 
deal of trouble to the selling departments of the mines. Any big 
quantity of it could only be raised by co-operation between the 
very large collieries which are working in the area nearer to Don- 
caster than to Sheffield. The line of maximum produetion now 
passes about north and south between Conisborough and Mex- 
borough. The production east of that line is increasing, and will 
continue to increase. West of that line, production is diminishing, 
and cannot be increased. "Therefore, a central power station to use 
this supply of fuel should be located not nearer to Sheffield than 
the line of maximum production which we have mentioned, and the 
current could be sent, at no great cost per unit, from that station 
to Sheffield. ; 

“For the generation of electricity in large units by the only 
method which has yet been proved to be perfectly satisfactory on a 
large scale—boilers to raise steam which is used through turbo- 
generators—much water is required. For generating sets making 
hundreds of thousands of kilowatts, the quantity of water flowing 
over the Wicker weir in dry weather is insufficient, and it does 
seem necessary that, for the purpose of condensers, a site down 


P4 
= Soare or Mires `: 


(C Suggesld approximate site for Сена! Power Stalin ¥ 
to supply "he Sheffield & South Yorkshire district. — 


_ stream, below the confluence of the Don and the Rother, should be 


found. The further we go down stream, the more water becomes 
available, and when units grow, this is a matter which will have to 
be carefully considered. 
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“ lly efficient scheme for utilising the Barnsley coal M. Alph. Beau de Rochas, a brilliant Frenchman, in а ге. 
oa a the use of ‘producers,’ which make gas for firing markably clever pamphlet published in Paris In. 1862, described 
the boilers, and this system has a great deal to recommend it from four conditions as necessary in order to obtain ihe maximum 
the point of view of national economy. · The ammonium sulphate economy in & compression explosion engine ; — 


which is recoverable by washing raw gas with acid before it goes l. The greatest possible cylinder volume with least possible 
to the boiler is sufficient to defray the costs which the utilisation of cooling surface; . M | 

producers will demand. Gas also is a material which can be fired 2. The greatest possible rapidity of expansion; | 

in the place where it is wanted,.which travels in pipes under 9. The greatest possible expansion ; and 

pressure, and which needs neither a shovel to feed the fire nor а cart .. 4. The greatest possible pressure at the commencement of 
to take away the ashes. The time has come for the use of gas and the expansion. : d 

the application of electricity to take its proper share in the economic . Beau de Rochas’ proposal had to wait for 14 years before 
life of our manufacturing community." 16 was put into successful practice by the late Dr. N. А, Otto, 


of Cologne, in the year 1876, when he produced the first 
commercially successful gas engine utilising the idea of com. 


———S -pression before ignition, first proposed 38 years before by the 
- , Еген ше саи, oppned by the means of the cycle 

of operations due to Beau de Rochas. | 
THE INTERNAL-COMBUSTION ENGINE. , Although in 1861, Schmidt in Germany and Million in 
| rance described compression engines with Separate com. 
By DUGALD CLERK, F.R.S. pressing pumps, no two-stroke engine appeared їп public till 


1579, when I exhibited my first compression gas engine at the 


; Kilburn Show of the Royal Agricultural Society of England. 
(Abstract of paper read before the ROYAL SOCIETY OF ARTS.) At the time when I was experimenting with two-stroke 


IN the development of internal-combustion engines we have” $PBines in Glasgow, a Northumberland man, the late Mr. 
borne our full share of pioneer work. The subject is one to James Robson, was busily at work on compression in this 
which I have devoted much attention for the past 40 years, district. ean patent is dated 1877, No. 2,334. Tt describes 
. Which have seeri а marvellous development of the gas engine, an engine of the non-compression type; but he produced a 
and an extension of the use of different fuels has caused the two-stroke engine with compression, under patents dated 1879 
old title “ gas engine” to disappear in favour of the more 8nd 1880. Messrs. Tangye, of „Birmingham, produced an 
general term ''internal-combüstion motor," lately shortened engine with Mr. on Which was first exhibited in public 
to "combustion motor," which includes all engines known by them at the end of 1880. 


as gas, petrol, and oil motors. Messrs., Sterne & Co., engineers, Glasgow, built and sold 
the total power generated by internal combustion in the large numbers of Clerk type two-siroke engines, and Messrs, 
United Kingdom in 1907 was:— Tangye, of Birmingham, a large number of Robson engines. 


orse-power. The test of use and time, however, proved the four-stroke 


In factories, stationary gas, oil, and Б ergine. to be best adapted for most purposes, and by far the 


engines i ns n A ‚. „. 680177 largest numbers of internal-combustion engines in existence 
For agriculture, stationary gas, oil, and petrol operate according to this cycle. —— 
engines e en EN n f .. 98.785 Many of the larger gas engines in Germany and America ` 
For motor-cars and cycles |... M 2... 750,000 . operate upon the Clerk modification of _ two-stroke compres- 
| : sion engine as adopted by Messrs. Koerting, of Hanover, and 
1,598,962 their licensees. In the inquiry made in Germany referred to 


already, it was proved that 260,000 brake H.P. was produced 


In Germany at the same time the total power generated i | i 
by internal combustion was:- s р genet | а QU country in the year 1907 by four-stroke engines, and 


Horse Sow" доа EE ее engines. " | Р 

; , | j 5 s -A modification of the son two-stroke engine: was made 

In а ‘Stationary gas, oil, and petrol 951.000 in England by Mr. Day їп 1891, in which a Пи сазе ue 

e8 HON ТЫ озш зы e] чоо Used as the pumping chamber, and the piston, by means o 

For motor-cars and cycles ... ET MS .. 180,000 three cylinder porta, performed all the necessary valve opera- 

: | "8l . tons. This form of engine is largely adopted in America for 

| 531,000 launch propulsion; some motor-cars also used it. " 

The census of production of the United States of America Five reports have been published by the British Association 
for 1909 shows that there were in use 1,299,021 н.р. of gas summarising investigations on the gas engine. 

and gasoline engines for the stationary work ef manufactures Germany has also carried out some investigations, and most 

and mines. | valuable French work has been also done; some American 


Nearly 115,000 motor-cars were produced in that year; this, Work has also been performed, but undoubtedly the Eng. 
with the vehicles in use, required engines of a total of about lish work on the nature of gaseous- explosions has proved of 
1.2 million H.P., so that thé total combustion power for the vital importance to the science of this subject. 

United States was certainly not short of 2.5 million н.р. While in Germany engineers paid great attention to larger 

Allowing for the increase of Britain and Germany from 1907 cylinder engines, England was busy developing the smaller 
to 1909, a probable value ‘for the total combustion power of types" adapted to use heavier oils, such as kerosene and 


the three nations in 1909 is five million HL paraffin. The first engi i k or 
adi . ngine to attain success as a kerosene 

EH 1909 France had 46,000 motor-cars in use of ап average paraffin engine was produced by Messrs. Priestman, of Hull, 

о! about 13 H.P., or a total of 598,000 H.P. in 1885. Mr. Stuart Akroyd, in his patents of 1896 and 18%, 


e power of stationary. combustion engines in France is described an engine which, in the hands of Messrs. Hornsby, 
not available, but the four countries show a total of at least has taken a most important position. 
This 3 909. . | | à One set of experimenta made by me at Messrs. Tangyes 
us ügure does not include oil and petrol engines used for works in Birmingham possesses special interest. No gas was 
e Purposes, which probably brings the total up to six added to the air until compression was complete. The engine 
In 1909. th aa . ee | was a flame-injection engine in which explosion was is 
tei еп, we Und at least six million н.р. of gas, oil, altogether; it ran for six months and many tests were made. 
an petro engines in the world, a truly great development Five years later Dr. Diesel, the distinguished German im 
TI addit P . . Е ventor, began work on an engine in which he injected a fine 
Eon 1 100 to internal combustion, all these engines have ^ oil spray into highly compressed hot air. The spray at once 
те er feature in common—all compress the working fluid ignited, and a diagram very similar to the early Clerk diagram 
nd fre jübustion; some compress T шараре mixture was produced, but at а much higher pressure with greater 
\ : 4 1 9, Producing а mild explosion expansion, and therefore much greater economy. . 
ns цен limited. Possible rise of pressure ; Some compress The Diesel type of engine, with its high compression and 
-— d in en mix at the temperature of compression the automatic ignition, used for the first time very heavy as 
сш th gas p vapour and ignite as before ; and some  in.a most effective way. Although it has taken an importan 
o] feel 8 the here charge во highly that on the injection of place, and will continue to occupy an_ honourable position, 
п а State of very fine spray the heat of compression its advocates have rather exaggerated its possibilities. For 
| stationary purposes undoubtedly gaseous fuel prepared from 
; the pressure зар ool or carbonaceous matter will maintain the leading posi- 
| ) ] compression or the ion. А 
ое of the compressed air sometimes used to pulverise or Had coal gas been the only fuel possible for the internal. 
Gale elis : . | ccmbustion engine, it could not have attained its porn 
piston and evi; aoe piss In general use: in one the motor to-day. In providing other gases for this purpose Englan 
that four single st alternately act as Pump and motor, во led the way. Mr. J. E. Dowson constructed a gas producer, 
our single strokes are necessary; in the other these с: anthracite, which he first exhibited кенг AM 
I ; ; ine i | rk meetin l 
alr or the charge, however, has to be pumped and lightly Brith reor КИЕ 
ront of  — England, too, led in the use of bituminous fuel producers: 
ihe late br. Ludwig Mond devoted much EQ duas 
Е ; roduction of large plants capable o asurymg t 
explosion ide an xm оше 10156 expanding the gaseg of fuels, In the Mer plants Ер were included for x 
time produein fend VE e manner, and at the same chemical recovery of ammonia and the production of sulpha н 
eae was described Het бог small bul - This mode of of ammonia; and many large installations of gas engines АЧ 
1638. клн канн Нә Т pla а operation up to about 3,000 н.р. using gas from Мо 
ant. 
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An English inventor, the late Mr. B. H. Thwaite, in 1895 
made an important experiment in the application of the waste 
blast-furnace gas to the purpose of power production. His 
first plants were installed at the Glasgow Iron Works and at 
Barrow-in-Furness, and the idea was soon taken up at the 
great Belginn works of Messrs. Cockerill There the large 
cylinder gas engine was first developed. The large cylinder 
movement has undoubtedly prospered more on the Continent 


and in America than in this country. The extent of the trade, 


however, is not very great compared to the trade in small 
cylinder engines. ia 

f the German inventors, Daimler's merit consisted in his 
appreciation of the high-speed four-stroke engine of small 
dimensions, and his little petrol motors were rapidly adapted 
by Germans, French, and Belgians to the purpose of motor- 
car propulsion. England, unfortunately, was hampered by 
an absurd law, which was not repealed until 1896, so that 
after that date Britain rapidly gained headway in the con- 
-struction of the very small cylinder petrol engine, and its 
designers and scientific investigators shared fully in the 
modern development of the motor-car and the aeroplane. The 
aeroplane became practicable by the genius of the brothers 
Wilbur and Orville Wright in the United States in the year 
1906. They were the first to successfully apply a petrol engine 
to a mechanical glider. | 


CORRESPONDENCE. 


Letters received by us after 6 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession. 


Economics and Trade. 


In your issue of November 17th you referred in your Editorial 
to Mr. James Swinburne's lecture on “ Science and Industry," and 
expressed surprise at his belief in " thetruth and virtue of economic 
theory." I have read with pleasure from time to time your 
Editorials on the necessity for a new spirit after the war, but how 
is this to be realised unless the economic question is squarely faced ! 

Free Trade, the great fiscal fallacy of last century, is the fetish 
of a chosen few in our country. The rest of the world, and many 
of our best here, believe that wealth is due to production, and that 
to buy from abroad what you could produce at home at the same, 
or approximately the same, price under similar conditions, means 
the enriching of a few importers and some manufacturers to the 
detriment of the country generally. 

The Free Traders’ explanation of our inability to meet unfair 
competition is lack of education, but rather does this lack of edu- 
cation explain the foolishness of the electorate in allowing Free 
Traders to dictate the country’s policy. 

Producer. 


Final-Grade Classes in Electrical Installation Work. 


In the middle of our letter in last week's issue your compositor 
made us say that there were " Aundreds of thousands" of individuals 


waiting for tuition. Our typed letter said " hundreds or thousands.” > 


This unfortunate slip converts our true statement into one of 
gross exaggeration, and affects the rest of our communication : 80 


we should be obliged if yon would insert this correction. zi 


A. P. Lundberg & Sons. 
December 1st, 1916, London, N. 


[We regret the mistake, a typical “ printers error." but hope 
that it was obvious to the reader.—Eps. ELEC. REV. | 


Paralleling of Electric Power Stations. 
I really am at a loss to understand the necessity of papers being 


read on the enormous difficulties in the way of station engineers 
+ 


who are suggesting linking-up. 


Paralleling of power stations has been in vogue in America for 


very many years without any very terrible disasters having 
eccurred. For the last 12 years I have been running power 
stations in Sheffield paralleled at 2,200 volts, two-phase, and 
for the last five or six years I have paralleled with these а 
power station at 11,200 volts, three-phase. The only thing I have 
sei necessary has been to put in a booster which operates either 
positive or negative on the interconnecter between the power 
stations,.and there has never been any trouble whatever. 


S. E. Fedden, 

: General Manager. 

Electric Supply Department, Sheffield, 
December 2nd, 1916. : 


Between Two Stools. 


" Victimus " is not the only one suffering under " The Defence of 
the Realm Act." I myself was hauled up before the superintendent 
of a tramway company, for whom I had worked for 17 years, and 
told to my face that he took me for a German spy, and that I looked 
like a German. I retorted that I looked like what I ащ —а British 


e 


North countryman. I produced a copy of my birth certificate, and 
he’ said that was, to him, merely a piece of paper. The superin- 
tendant of police was satisfied with my credentials, and wrote him 
to that effect. Several influential gentlemen in the town inter- 
viewed him on my behalf, but he would not withdraw his state- 
ment. I was discharged without notice. I have now been shift 
engineer at the municipal electricity works, in the same town, for 
the last 12 months, badged "On War Service" my employers 
knowing why I was discharged from the tramway company. It is 
evident that he (the tramway superintendent) has been made a tool 
of by some unscrupulous person. 

у Dunelmian. . 


X 


Power Station Design. 


Referring to your article of November 24th, suggesting the 
direct supply of coal to stoker hoppers from outside storaye, this 
has long been practised in small and medium-sized boiler houses. 

A simple monorail runs around the boiler house, carrying а 
series of suspended buckets, which are filled either from the coal 
pile or from outside bunkers, and discharged by gravity to stoker 
hoppers of the normal size ; there is no power cost and no obstruc- 
tion, and where headroom for overhead coal bunkers is lacking. 
this monorail system is both cheap and convenient. 

The three-boiler plant illustrated in your " Notes” for November 


` 17th, and shown more fully in Power, September 19th, 1916. has 


plenty of space for overhead bunkers holding several hours’ supply. 
and thus giving continuous gravity-feed to normal-sized hoppers of, 
stokers. ' | 

Instead of following this highly-desirable practice, the method 
adopted for this three-boiler plant is to use a bulky travelling 
crane, transporting back and forwards a single 2 cb. yard coal 
bucket, which probably holds only about one ton of small coal, 
and this one bucket has to discharge the coal to three gigantic 
hoppers, said to hold 55 tons of coal each. "These huge hoppers are 
really bunkers in a very undesirable position, close to the fronts 
of boilers, with intermittent instead of continuous supply. 

Apart from the undesirability of bunkers in such a position, it 
is clear that the great majority of boilers need front access to 
the tubes, and could not possibly store coal in bunkers obstructing 
the tube doors. | [ 

A. | Scrutator. 

November 30th, 1916, | ; 

[The American plant referred to was quoted by us as an example 
of modern désign by such well-known engineers as Messrs. Sargent 
and Lundy ; if the boiler type had been such as to necessitate front 


- access to the tubes, no doubt the crane would have facilitated the 


dismantling of the hoppers, the arrangement of which was pre- 
sumably adopted with good renson.—Eps. E.R. ] 


f 


“ Summation-watt" Capacity of Field Rheostats. 


I heartily agree with the last paragraph of Mr. Boothman's 
letter in your current issue. in which he quotes words used by Mr. 
Carter, that ` The use of a formula without саге and intelligence is 
certain to lead, sooner or later. to disaster." . My contention all 
along has been in accéfdance with this principle. 

I note that for а 10-mnpere, 20-volt machine the figures given by 
Mr. Boothman work out right ; I quite agree with this. hut would 
point out that such a machine is rather an extreme case. 1 hadin 
mind, however, a potentiometer resistance used, for example, in 
conjunction with rotary converters. 

I think if Mr Boothman will check my figures for such a 
rheostat, he will agree that they are correct. 

| Charles C. Garrard. 

Birmingham. December 24d, 1916. : 


Breakdowns of German Plant. 


With reference to your leader and the article in the current issue 
under the above heading, as you invite additional illustrations of 
the failure of German plant, we have pleasure in giving you the 
following. This also relates to the Shanghai Municipal Council. 
but Mr. Aldridge evidently dealt in detail only with the turbo- 
alternators in making his report :—- . 

In November, 1913, we secured an extensive contract for the 
installation of the extra-high-tension three-core cables (w.r. 11,000 
volts) against very .keen German competition. The actual 
installation of that cable was carried out between April, 1914. and 
December of that year, and during the progress of the work we 
had to withdraw and re-lay a considerable quantity of German 
cable which had given trouble. The principal cause of the trouble 
was the very inferior method of jointing extra-high-tension cables 
adopted by the Germans, and-not owing to the construction of the 
cables. However. our engineer in charge of the contract, having 
an opportunity of examining the German cables, was of the opinion 
that the insulation was greatly inferior to that of British cables. 
and that the "life оѓ the German cables was not likely to prove 
anything near so long as а cable manufactured to the usual British 
standard. The jointing of the German cables was carried out solely 
with the object of getting the work through cheaply and quickly. 
The joints were made with aclamp fitting and grub screws, and the 
sweating of the joint, which British manufacturers consider to be 
essential, was entirely absent. The joints were not properly insu- 
lated or finished. They were not “ staggered,” and there was very 
little clearance between the cores. The German joints were merely 
encased in a cast-iron box of a very inferior design, which was 
filled with compound. Consequently the lead sheathing of the 
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cable was only dependent upon the stickiness of the compound for 
holding it in place against the strains of expansion or contraction 
or the movement of ground. The amount of work and skill 
required in the construction of such a joint as compared with the 
British-made joint is very small. 

` The following is a description of the usual method adopted by 
. the British manufacturer :— 

^ The conductor is first joined on the telescopic principle, by 
which the various layers of wires making up the conductor are cut 
to different lengths, On one length of cable the centre wire is cut 
shorter than the next layer, the wires in each succeeding layer to 
the outer layer being longer than the layer underneath them. On 
the other piece of cable the wires are cut in exactly the opposite 
manner, 80 that the centre wire is longer than the layers above it, 
and each succeeding layer is correspondingly shorter. Thus the 
conductors fit into each other in the manner of a plug and socket. 
The conductor is then tightly bound with fine wire, and the whole 
joint made solid with molten metal, After the conductors have 
been joined they are insulated with special tape to a thickness 
greater than-the original diameter of the insulated cores. 

Before commencing to make the joints in the conductors a 
sufficient length of the sheathing is cut away to permit of the 
joints being “ staggered.’—i.e., made in different positions, so that 
no joint is directly alongside another. This, of course, entails more 
work in freeing the insulated conductors, and more material to 
re-sheathe the joint. After the joints have been thoroughly insu- 
lated, a lead sleeve, which must be of the correct diameter, and 
‘which has been previously slipped over one length of cable, is 
brought into position and properly joined by a plumber to the 
original lead sheathin: by means of a wiped joint. Insulating com- 


peund is then poured into the lead sleeve through a hole left for 


the purpose, the hole being afterwards properly plugged and the 
joint further protected by means of an iron protecting box. This 
box is, of course, much bigger than the German box, owing to the 
much greater length of joint produced by the British method of 
“staggering " the joint. 

We think that you are doing a good service to-the British elec- 
trical industry by giving wide publicity to the flaws that 
undoubtedly exist in German plant. The principle of “good 
enough " is one which the Germans evidently adopt towards their 
customers, particularly . customers abroad, so Jong as that principle 
will enable them to cut their prices low enough to get the order, 
and also make a much larger profit than their scrupulous British 
competitor. The general run of reputable British firms believe in 
giving their customers only that which would be good enough for 
themselves; and when buyers are tempted by an offer of somc- 
thing cheaper from abroad, it would be well for them if they 
remembered this fact. | 

W. T. Henley's Telegraph Works Co., Ltd. 
W. BISHOP, Manager, Sules Department. 
London, E.C., December 4th, 1916. 
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How Electricity is Stolen іп Shanghai. 


I enclose the following letter, which is rather a gem in its way. 
-It is written by an informant notifying thjs; department that the 
man referred to їп the letter has been stealing electricity for a 
‘number of years. Investigations proved that the consumer had, by 
an ingenious contrivance fixed on the door of his house, so connected 
the shunt-wire leading to the meter, that when the door was open 
the shunt would be in circuit and the meter registering, s0 that 
whenever the meter inspector called to examine the meter it 
would appear to be working in order. When. however, the door was 
shut, the shunt circuit was broken, and so the meter would cease 
to register. He had carefully concealed the connection where he 
had broken the, shunt-wire behind a partition, and the two ends of 
ae Wire were connected on to a spring contact fixed behind the 

oor. : 
In the past I had considerable difficulty and trouble with the 
older type of meters with the separate shunt connection, as the 
Chinese soon learnt that by cutting the shunt wire the meter would 
cease to register, but for several years now all the meters have had 
both main leads taken in and out of the meter with the shunt 
‘connection made inside the meter, which is sealed, consequently 
the opportunities for interfering with the registration of the meter 
have been reduced toa minimum. The case in point to which the 
enclosed letter refers was effected in an installation where the old 
type of meter, having an external shunt wire, was installed. 


T. H. U. Aldridge, 
| Engiueer-in- Chief and Manager. 
Electricity Department, Shanghai, 
Verember. 13th, 1910. 


[copy] 
- "Shanghai, Norember Ath, 1916. 
" Mrs. S. M. E. Dept. 
"To whom it may concern. 


" Gentlemen, —Beiny informed truly that a Chinese named F. M. 
Tseou Who, who have had stolen your electricity for last 15 years 
in his house (F47, Bubbling Road); during that time the lamp of 
his house, about 14 lamps at 100 c.l. each lamp. They were per- 
fectly whole. steal and the wires hid in the cealing : afterwords he 
krew somebody against him, thus made him fear to be caught, so 
he at once change all the 100 c.l. lumps into 50 c.1., and asked 
you put a watch, but still the lamps of his bedroom (dcwn stairs 
east side) without throught pass the watch. 

"Every day when night has came the dweeller will light the 
lamp and open the watch cork that was in vain, because he has 


put another cork in his sleeping bed (the wire from cealing) must 
open steal-cork first then ;rot light. You will find and count his 
payment fee agree the watch or not. They are 14 lamps of 50 c.l. 
each, and every lamp lighting at sun sits time to next morning : 
this is you may inquir the dweellers, Ts 
" I am quite sure, he still in in stealing. I hope you vill go and 

catch it as, soon ns possible. ` 

"T am very true, 

| " Your faithfully servant, 

" RICHPOSMANN,” 


LEGAL. 


THE Клтіха or ELECTRIC Tramway, 
APPEAL BY THE L.C.C. 
(Continued from page 569.) 


Ат the County of London Quarter Sessions, at Clerkenwell, Mr, 
А. P. Lawrie, K.C. (Deputy-Chairman), and another magistrate 
resumed the hearing of the appeal by the London County Counci! 
against the quinquennial assessment by the Assessment Committee 
of the Holbórn Union of tramway lines in the Boroughs of Holborn 
and Finsbury. The thoroughfares in which the lines are situated 
include Clerkenwell Road, City Road, Gray's Inn Road, Rosebery 
Avenue, and Old Street. 

Mr. Walter Ryde, K.C., and Mr. E. M. Konstam appeared for 
the County Council, while Mr. Clavell Salter, K.C., M.P., and Mr. 


. W. J. Jeeves represented the Assessment Committee. 


The facts showed that the rateable value fixed by the Overscers 
was £16,932, which was reduced by the Assessment, Committee on 
appeal to- £13,818, and the County Council now claimed that it 
should be further reduced to £6,960. This sum included £310, 
which had been agreed by the parties as the value of the Holborn 
electrical sub-station. The gross value had been fixed at £32,055. 
and the Council claimed that it should be reduced to £25,197. 

Evidence was now given by MR. Н. VORLEY, accountant for the 
tramways, who admitted, in cross-examination by MR. CLAVELL 


SALTER, that in the first six months of the current acconnt year. 


down to the end of last September, the receipts showed an increase 
over the six months ended Michaelmas, 1915, of £131,937. The 
1915 figures, however, included the strike period, during which the 
Council lost £100,000 in receipts. E ; 
Mr. JosHUA K. Bruce, deputy chief officer of tramways, said 
the receipts per car-mile were lower in the Holborn Union than 
over London generally. The costs outside would probably be lower. 
Slow speed increased the cost of operating cars, and in consequence 
of the speed being much lower in the Holborn Union than on the 
remainder of the system, 17 more cars were required. It was the 


-almost universal experience that as a company or public authority 


improved a tram route the more money was taken. The longer 
the route the better value per car-mile. | 

Mr. DoxaLD Dinwippy, president of the Rating Surveyors 
Association, giving evidence in support of the appeal, said that in 
the recent quinquennial valuation he advised the Assessment vom: 
mittees of the Boroughs of Stepney, Bermondsey, Camberwel:. 
Deptford, Greenwich, Lewisham and Woolwich, and ngreed the 
aggregate rateable value of the lines in those boroughs at £51041. 
The receipts in those seven boroughs, according to returns given to 
him by the County Council, were just over a halfpenny per «ar 


. mile in excess of the average of the whole system. Witness pre 


ceeded on that basis, and he thought that any departure from it 
would lead to unutterable confusion. In regard to the receipts w 
the seven boroughs, he allowed a prosp2ctive increase of 5 per cent. 
because of the réduced ‘bus competition. In his valuation of the 
lines in the Holborn Union, he took the total car-mileage $ 
1914-15 at 3,444,331, and the total receipts at £131,712. He adde: 
to the receipts а prospective increase of 5 per cent. oquil ty 
£6,586, making a total of £138,298. He calculated working 
expenses— power, traffic, general war bonus, &c., repairs К en 
renewals—at 7°153d, per car-mile. and deducted ‘049d. for M 
tisement receipts, leaving 7'404d. per car-mile, which gu 
deduction of £106,258. He made other deductions, usual in suc d 
case, and arrived at a rateable value of lines of £1,562. NI 
added that on the principle he had adopted there was no dar. А 
a part of the system being rated at a greater value than the w! и 
Departure from the principle would mean that the Council кн 
be rated at a greater sum for the whole than the valuation of tt 
whole showed. 

This coneluded the case for the County Council. rud 

On behalf of the Assessment Committee, MR. CLAVELL * ALT 1 
submitted that the parochial receipts іп the parishes in e 
must be assumed to be considerably in excess of the average or i 
system, which was 9'5d. per car-mile, He would call evidence | 
show that these routes were more lucrative at their London UM 
than at their northern and north-eastern ends. No rating a 
was ever excused from making the best estimate it could by dena 
of the fact that the materials before it were scanty пош 
factory. Rating. he believed, meant estimating : the oe к 
of the thing was estimate ; and he sug:rested that the Court 8 ie iv 
make such an addition to the figures arrived at by the Vna 
Council as would give what the Court considered to be the act 
receipts in each parish. | дешсе 

Mn. W. Н. Eve, surveyor, of Union Court, E.C., gave ev! pn 
in support of the assessment, and arrived at a rateable value ге 
siderably in excess of that fixed by the Assessment Comm! 
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He had added 134. per car-mile to the average receipts of each 
route, and applied the amount thus reached to the parishes in 
question, on the ground that the earnings of the tramways in the 
Holborn Union were greater than on the routes outside, "There 


were many halfpenny fares in the union on a basis of a higher . 


rate than outaide. 

The DEPUTY-CHAIRMAN : I think it is an important point that 
higher fares are paid where passengers are scarce. : 

MR. E. M. LACEY, consulting engineer, of Westminster, also gave 
evidence on behalf of the Assessment Committee. Їп cross- 


examination, he said he thought £70 or £80 would be a fair figure © 


to allow for the repair of a car on the conduit system. The Man- 
chester and Salford systems were the nearest parallel in this 
country to the London cars. 

Mr. RYDE: Your renewal fund is much below what the Council 
has actually spent. Here we have raila which have only been down 
three or four years, and yet we have largely exceeded your 
estimate. | i 

Мк. LACEY: Some years you spend more than in others in 
renewals. Most of the rails have some years of life yet. The 
witness added that he did not think there was much difference on 
. the question of lives between him and Mr. Welling, the permanent 
way engineer of the tramways. 

Mr. RYDE : Have you fixed your renewal fund on the basis that 
you can renew в{ее] rails at £7 per ton? 

Mr. LACEY : £7 а ton was much above the average of the pre- 
vious seven or eight years, and much above the average the County 
Council have paid for their rails. I am prepared to admit that 
steel prices may not go back to the normal for some considerable 
time after the war ; on the other hand, they may. Owing to the 
better organisation of our works generally throughout the country, 
we may be able to produce at a cheaper rate in spite of increased 
wages. А 

In further cross-examination, MR. LACEY said he thought the 
average life of the rails in the Holborn Union would be about 14 


ейгэ. 

Мв. RYDE : Mr. Welling's figure is 10°6 years. Do you know 
that 53 miles out of the 279 miles of track have already been 
renewed ? 

Mr. Lacey: I don't know whether it is во or not. If qne-fifth 
has been renewed in 11 years, it rather supports my average. 

Mn. RYDE : You know all the lines were not laid at the same 
time. Е 
. The WITNESS said he had taken the life of the cables as 35 
уеатв, though he had not had a cable lasting that length of time 
‘in his experience, and probably few people had. Не did not know 
the age of the oldest electrjcal cable now in existence, but some he 
laid in 1891 were still in éxistence. 

Мв. RYDE : Then that must be a real estimate on your part. 

Mr. Lacey: It is an estimate based on this: Tramway cable 
laid, as this is, in ducts, is laid under the best possible conditions. 
We are in the habit of taking 25 and 30 years for ordinary electric 
light cables. If it is fair to do that, it is certainly fair to take 35 
- years for a tramway cable laid under these conditions. 

Мв. RYDE: Has a cable laid solid a longer life than if laid in 
ducts ? 

MR. LACEY : Not necessarily. 
a longer life. 

MR. Бүре: Isn't the installation much more perfect when laid 
solid ? 

MR. Lacey: Certainly. 

After sitting for n further three-days. the Court adjourned the 
hearin: of the case till December 12th. 


I should give a cable laid in ducts 


FRASER X CHALMERS, LTD., r. WHiTECROSs. Co., Lro. 


Mr. Justice ROWLATT had before him this adjourned case, which 
involved a claim by the plaintiffs for £4,186. as the price of a No. 3 
Bettington boiler. two pulverisers (one driven electrically and the 
other by steam turbine), and auxiliary parts sold to the defendants 
under contracts of 1913 and 19114. and erected at the defendants’ 
wire-drawing works in Lancashire. There was a big counterclaim 
against Fraser & Chalmers, Ltd., by the defendants for £8,000 by 
reason of allegred delay and failure by the boiler to produce the 
guaranteed results. The case was begun on July 3rd and adjourned. 
the arrangement being that the boiler should be removed pending 
the resumed hearing. and it was now announced that the boiler had 
in the interim been sold for £3.000, of which sum £750 was agreed 
to be the minimum profit of the plaintiffs. The plaintiffs now 
proceeded to call technical evidence in support of the claim. The 
case was of a very technical character. but it appeared, broadly. that 
the plaintiffs.supplied the boiler to be used in conjunction with a 
Green's economiser to evaporate 10.000 lb, of steam per hour, and 
there were detailed stipulations аз to efficiency. There were many 
accidents and difficulties incidental to the experimenting with the 
plant, and Fraser & Chalmers said that ultimately the defendants 
declined to allow them to proceed further in regard to putting the 
boiler into fit working order, and rejected the plant, ind called on 
the plaintiffs to remove it. The defendants alleged substantially 
that the boiler never produced the guaranteed results, and was 
useless for their purposes. 

Mr. Colefax, KiC., and Mr. Moritz were for the plaintiffs, and 
Mr. Leslie Scott, K.C., and Mr. Podden represented the defendants. 

Mr. CHAPMAN, of the plaintiff firm, said he had had a great deal 
of experience with Bettington boilers, and had held a position for 
the firm at Johannesburg. Mr. Chapman subsequently described 
in detail the experiments with the boiler after its erection at 
Warrington. 

A large body of expert evidence was called on both sides, 


Eventually, after a hearing covering several days, MR. .JUsTICE 
ROWLATT gave judgment in favour of the plaintiffs. He held 
that the plaintiffs were entitled to recover as damages the differ- 
ence between the contract price and the net sum received by them 
for the sale of the boiler, deducting therefrom the cost of erection, 
if it fell on them, and there was also s sum of ££ 145. 6d. that was 
not in dispute. The parties must agree with the tigures, nnd he 
gave the plaintiffs judgment, for the sum determined, with costs. 


м 


MUNITIONS CASES, 


Ar a Munitions Tribunal, held at Stockton-on-Tees last Friday 
(December Ist), two electricians, John Harkness and Hubert Sidg- 
wick, employed at a local ironworks, were charged with having. 
refused to obey the orders of their foreman. Т. E. Brannigan, a 
foreman electrician, said that on November 25th the two defendants 
refused to go into the sulphuric acid plant, stating that they had 
received instructions from their society not todo so. He asked 
them if they would do the work under protest, but Harkness said 
they had complained on many occasions, and they were willing to 
take the consequences, as they had their Union behind them. 
Brannigan, in reply toa Trade Union representative, denied that 
the men would come into contact with the acid or the fumes. He 
also denied that he had received complaints from the men about 
their boots and clothing being burnt by the acid. The defendants 
said the grounds for their refusal were that they asked for a special 
allowance for damaged clothes and the dangerous nature of the 
work as regards health. The Trade Union representative said the 
men had not received any instructions from the Union to: refuse to 
do the work, and the Tribunal decided that the men had refused to 
comply with a reasonable order. and would have to pay 158. each. 

At Edinburgh and District Munitions Tribunal a boiler-house fire- 
man employed in Leith Corporation Electricity Supply Works was 
charged with having, on November 3rd, at 11.30 p.m.. left his 
work in defiance of instructions. It was submitted that the man's 
action might have resulted in the total or partial stoppage of the 
steam supply for the generating plant. The man said he left his 
work because he had too much to do. A fine of £1 was imposed, — 
Glasgow Herald, 


BRITISH Power, Traction, &0., Co., LTD., v; HODGSON. 


Mr. JusTICE PETERSON, iu the Chancery Division, had before him, 
өп Monday last, the summons in this action, by which the plain- 
tiffs sought to enforce a finding of the Master that the defendant 
was liable for a sum of £7,000 odd. | 

MR. HucuHes, K.C., for the plaintiffs, reminded his Lordship that 
by a judgment of November 6th it was directed that the liability 
was incurred by fraud or fraudulent breach of trust, and was, 
therefore, not liquidated by the defendant’s bankruptcy, but 
directed that the order should not be drawn up, os there was a 
pending summons to extend the time for applying to vary the 
Master's certificate. The defendant had decided not to proceed 
with the summons, and he (counsel) therefore asked that an order 
should go in aecordance with his Lordship's judgment, that the 
defendant should pay into Court a sum of £7,653, with interest at 
i per cent. from June 25th, 1909, the date of the Master's certifi- 
cate. He also asked that the defendant should be ordered to pay 
the costs of the summons. ; 

Mr. Томілм, K.C., for the defendaft, said that the plaintiff 
company was in liquidation, and the action was really by creditors, 
and the defendant had issued a summons in the winding-up to set 
aside the judgment. The defendant was also intending to appeal 
against his Lordship's judgment on the present summons and he. 
asked for indulgence. It was a matter that had been in suspense 
for nine years, and he asked for & stay pending the appeal, at any 
rate. Notice of appeal would be given as soon as the order was 
drawn up. : | 

Mr. JUsTICE PETERSON suggested that some security for pay- 
ment of the money should be given. 

Mn. ToMLIN said he was not prepared to give security. АП he 
asked for now was n little time. It was impossible for his client 
at the moment to put his hand on nearly £8,000. 

His LorpsH1P asked whether the defendant was prepared to pay 
a substantial sum into Court. 

Mr. ToMLtn said he could not make any offer of the kind, and 
must place himself in his Lordship's hands without prejudice to any 
application he might make to the Court of Appeal. 

His LORDSHIP said that, under the circumstances, he would give 
the defendant six weeks. There would be an order upon the 
defendant to pay the «um found due on the Master's certificate into 
Court within six weeks, with interest, and an order on the defendant 
to pay the eosts of the summons, 


urrisH THomsox-Houston Co. Lro, r. ровам. 170. 
TUNGSTEN WIRE PATENT. LITIGATION. І 


Мн. JUSTICE ÁsrBURY in the Chancery Division commenced on 
Monday the hearing of an action by the British Thomson-Houston 
Co., Ltd., against Duram, Ltd., for an injunction to restrain the 
defendants from infringing the plaintiffs’ patent No. 21,513 of 1906, 
for the invention of a " Process and apparatus for the treatment of 
metallic tungsten, and for the manufacture of electric lamp 
filaments therefrom," and also their patent No. 17,722 of 1911. 
which was granted to John Thomas Henry Dempster for an inven- 
tion of improvements in methods of wire drawing. It was alleged 
in the сазе that the defendants had manufactured wire in accord- 
ance with these inventions, and sold three spools of pladuram made 
according to the same to the General Electric Co., Ltd. Defendants 
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said the patents were invalid, and denied infringement, and said 
the processes and manufacture had, since the patent of 1906, been 
carried pn mainly outside the United Kingdom—namely, by com- 
panies in America, Germany and Holland. | 

Мт. A. J. Walter, K.C., Mr. Colefax, K.C., and Mr. J. H. Gray 
appeared for the plaintiffs, and Mr. Tom Terrell, K.C., Mr. Kerby, 
K.C., and Mr. С. Terrell for the defendants. | 

‚Мв. WALTER said the patent of 1906 was generally known as 
. relating to tungsten drawn-wire, and that of 1911 related to 


improvements in the drawing of the wire. It had been suggested. 


that if tungsten could be drawn into the form of wire it would be 
of great value, but, until the patent in question in this case 
was developed, nobody knew how to do it at all, He claimed for 
the plaintiffs’ invention that it treated coherent tungsten by heat 
during its working process.  - | 

Ми. JAMES SWINBURNE, the well-known expert. gave evidence. 
, The case is proceeding. i 


К АССІрЕХТ CLAIM. 


4 
AT the Manchéster Assizes, on November 28th, John Clifford Seddon, 
electrician, Great Lever, Bolton, obtained £318 damages for injuries 
received in an accident at Worsley, near Manchester, when a steam 
motor-lorry belonging to William Hesford, carrier, knocked him 
off his bicycle and broke one of his legs. 
Е 2 


WAR ITEMS. 


Controlled Establishments.—The number of establish- 
ments now controlled by the Ministry of Munitions is 4,512. ` 
Exports to China.—The ** London Gazette ” for Decem- 


ber lst contains a number of additions to the list of those to 
whom exports to China and Siam may be consigned. 


Lightin Prosecution.—According to the “ Westminster 
Gazette," Mr. J. К. Brydges, the borough electrical engineer, 
was fined at Eastbourne on December Ist for having a brilliant 


light at his residence. The Mayor reprimanded the defendant. 


Flashlamps and Air Raids.—The public ih the Keighley 
and Bingley district are being warned by the police that the 
use of electric flashlamps in the streets after it has become 
known that an air raid is in progress in the country is illegal. 


Lost Time.—We read in a Manchester paper that Sir 
William Clegg, in reviewing the doings of the Sheffield Muni- 
tions Tribunal, deplored that during November the number 
of hours lost by workmen who had been before the Tribunal 
was 30,923, as compared with 93,412 "in October. me 


Disabled Soldiers and the Post Office.—Thc Postmaster- 
General says that the number of disabled soldiers anxious to 
obtain situations in the Post Office is likely to be greatly 
in excess of the vacancies, and he is bound to reserve places 
foe Post Office servants now with е Colours.—The Times. 


To be Wound Up.—The Board of Trade has ordered the 
following to be wound wp :— 

Vineit Co., Ltd., Abollo Works, 21, South Road, New 
Southgate, London, N., agents for the sale of carborundum 
and electrite machinery. Controller: С. Eves, 62, New Broad 
Street, London, E.C. 


/ 

Canadian Trade.—The “ Morning Post ” states that the 
Canadian Government is appointing a Commission to con- 
duct an investigation into the methods of scientific develop- 
ment of Canadian industries after the war. The matter is in 
the hands of Sir George Foster, the Minister of Trade and 
Commerce, who has given considerable attention latelv to the 
arparent need of scientific co-operation in many of the prin- 
cipal Canadian industries. ‘The Commission consists of nine 
members. 

Schaffer. &-Budenberg.—Mr. Barnes havin 
Parliament whether the firm of Schaffer & Budenberg, with 
headquarters in Nuremberg and в small works in Manchester, 
are on the list of Government contractors,. and whether the 
agent, "a full-blooded German,” is allowed to go in and out 
of the Clyde shipyards in pursuit of his business, Mr. Tennant 
answers: I am informed that the affairs of this firm have 
been investigated by the Board of Trade, that the shares have 
been vested in the Public Trustee under the Trading With 
the Enemy Amendment Act, 1914, and that they are still on 
the list of Government contractors. The second part of the 
question probably refers to the Glasgow manager of the firm, 
who is of German origin, but was naturalised as a British 
subject nearly 40 years ago.—Morning. Post. 

The Armorduct Manufacturing Co.—In the Parliament- 
агу answers last week, says the Hardware Trade Journal, 

r. Pretyman said the business of the Armorduot Manufac- 
turing Co., Ltd., had not been wound up, because the Advi- 
sory Committee recommended that, having regard to the 
character of the work being carried on by the company, that 
course was inexpedient. Efforts were being made to negotiate 
a sale by private treaty to some British purchaser who would 
continue the work satisfactorily, and, pending the result of 
the steps which were now being taken to find a purchaser 
of the business, he was not prepared to say what conditions 
of sale would be imposed. An offer had been made by Mr. 
Small, but it had not been accepted. 


inquired in 


From the Times Parliamentary columns we learn that Mr. 
Pretyman, replying to questions asked by Mr. Nieid con- 
cerning "the German firm trading as the Armorduct Manu- 
facturing Co.” and an offer made by *' Mr. Small or Schmahl, 
the former manager and nominee óf the German owners,” 
виа :—The supervisor of the Armorduct Manufacturing Co 
is at present in communication with several British finns 
with the view of obtaining offers for the business, and pend- 
ing the result of the negotiations I am unable to say what 
consideration will be given to the offer made by Mr. Small, 
The difficulty in offering the business for sale by auction is 
that it is necessary that the purchaser should continue the 
business satisfactorily. The Armorduct Co. is manufacturing 
articles which are required by the War Office and Ministry 
of Munitions of War in the national interest, and the supply 
of which might be diminished by closing the company’s 
business. Mr. Butcher asked that care should be taken that 
the business should be sold to a British-born subject. Mr. 
Prétyman said that consideration would be borne in mind. 
The business would be dealt with under the usual regulations, 
which provided that any portion of the profits of the under. 
taking which would accrue to enemies would be vested in the 
Public Trustee. | 

Exemption Applications.—The Aldershot Tribunal, on 
November 29th, reviewed cases of employés of the Traction 
Co., the Military Representative ‘applying for withdrawal of 
certificates of conditional exemption. In 10 cases exemption 
was allowed to stand; in another three months’ exemption 
was substituted; three. were granted to January Ist for sub- 
stitution; and in another case two months were conceded. 
The company made other appeals, with the result that condi- 
tional exemption was allowed to an inspector on the ground 
of certified occupation; three months to a foreman ehgine 

: fitter, one month each to two drivers for substitution, and to 
у Ist to a fitter and two drivers for substitutes to be 
found, 

Southend T.C. appealed for four tram drivers, aged resper- 
tively 33, 35, 37, and 40, and a conductor and pointsman (40), 
it being said that it was impossible to fill the places. Col. 
Newitt intimated that he could not consent to the men being 
markéd as in certified occupations. Two of the drivers were 
thus classed by the Tribunal, and the others were given 
ccnditional exemption. bree s 

The County Tribunal has given exemption to March 314 
to a charge engineer at the city electricity works at Glon- 
cester, passed for general service, and stated to be absolutely 
indispensable and impossible to be replaced. | 

At Swinton (Lancs.), an electrician, aged 41, passed for СІ, 
appealed, and stated that he did work for a munitions finu; 
two of his men had joined the Army. Two months' exemp- 
tion was conceded, | : 

Mirfield (Yorks.) Tribunal has given six months' exemption 
to the manager of a local electric motor works (40). 

At Windermere, an appeal for absolute exemption was made 
by Mr. J. K. Thornborough (34), electrical engineer, who said 
that the whole of the permanent staff, and the junior partner, 
had been called to the Colours. The Military Representative 
consented to three months' temporary exemption, but the 
appeal was respited for a medical examination. . e 

At Barnsley, on November 30th, the Barnsley & District 
Electric Traction Co. appealed for a clerk and cashier (29), a 
fitter (31), an armature winder (24), and a tram driver (22). 
The latter, the manager said, had left the company's pudet 
and he had returned the man's exemption card. The cleri 
and cashier and the armature winder were conditionally ех 
ешр еа; and іп the case of the fitter, the matter was deferre: 
.for two months for the Military Representative to endeavour 
to find a substitute. M 

Exemption fo the end of the year has been granted to Mr. 
A. Howard (32), electrician, of Chingford (Essex). \ 

Bromley.(Kent) Tribunal has refused exemption to Mi > 
C. Edwards, on of Мао Parade, who failed t 
appear in support of his appeal. " 
"kd Gillingham (Kent), Mr. A. C. Chalmers, borough T 
trical engineer, appealed for C. W. Wharby (28), engine 
fitter’s assistant, and three months were granted. КО 
- Herts Tribunal has refused exemption to Mr. W. v 
(35), electrical engineer, of Potten End, Berkhamsted, ар 
pealed for by Mr. A. E. Barron. Tri- 

At the request of the Recruiting Officer, the Torquay с 
bunal has unstarred Mr. С. A. Binnie, an electrician, Pin 
for general service, and who has been engaged on mun 
work. " e 

- Before the City Tribunal, the Worcester Electric Ten 
Co. appealed for two switchboard attendants, 8. А. dears 
(18) and A. Bullock (38), on the ground that they sed to 
certified occupation. The Advisory Committee assente К 

збх rov a condition 
one being exempted, and Bullock was given 

certificate and Stallard until December 3186 final. , fel 

At Oxford, further exemption until a ШАН Maps 
was appealed for by Mrs. Elizabeth Storey. a H husband 
neer, for S. A. Stock (24). Mrs. Storey stated that е her stall 
died six months after the outbreak of war, and all hc 


А ad five 
had enlisted with the exception of Stock, who i n Tri- 
months' exemption. Lieutenant Whatcont informe eG 


bunal that there was not much chance of getting а su Tt 
if Stock was an electrician. Mrs. Storev had n 
months, and it was not fair to ask the зинаа not claim 
moment to get a substitute. Stock said that Run Lien- 
to be an engineer, but he could do most electrica 5 
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tenant Whatcoat said the man would be most useful either 
їп munitions or in the Army. The Chairman: The facts 
are that the lady's husband died after the war and this was 
the only man left to carry on the business. It was really 
an employer's application, and was а hard case. Lieutenant 
Whatcoat said that they were nearly all hard cases now. Un- 
fortunately this man was skilled. and would be useful in 
either munition works or the Army. 
allowed. | 
At Deal, Messrs. T. L. Tapper, Ltd., appealed for M. С. 
Strevens (28), electrician, the only skilled man left. The 
appeal was out of time, but it was urged thaf,as Mr. Tapper 
had been away on service from the beginning of the war the 
firm had а reasonable excuse for not applying before. The 
Tribunal decided that the appeal was too late, and that on 
its merits they would not entertain it. И 
. Тһе Birkdale (Southport) Electric Supply Co. appealed to 
the Liverpool Appeal Tribunal against the decision of the 
Local Tribunal in the case of D. C. Reilly, aged 20, single. 
and described as a switchboard attendant. The Southport 
Tribunal had allowed to December Ist only, and the Appeal 
Tribunal, in extending the time for one month, refused leave 
for a further appeal, 


Six months were 


—— 
CONSUMERS’ COMPLAINTS. 
By A. T. BULLEN. - 


IN a recent issue of the Daily Mail, the writer was surprised 
to find a letter from a well-known society lady, complaining 
that, in spite of the “ Daylight Saving " Act, her consump- 
tion of electricity for lighting had increased—or, perhaps, 
it would be more correct to say that her bill for electricity 
consumed had increased—and she invoked the aid of the 
Ру Mail, first, to expose this incredible state of 


affairs : and, secondly, to search for some cause for the 


increase, zx 

The only advice that the paper could possibly give, was 
that the lady in question should forward her complaint to 
the supply authority concerned, when no doubt an excellent 
reason could be given for this increased charge ; or if, on 
the other hand, the bill proved to be unfair to the con- 
sumer, the matter would speedily be adjusted to the 
satisfaction of all the parties concerned. 

Consumers, however, as a whole, do not appear to have 
such faith in the officials of the supply corporation or com- 
pany as seems desirable. One of the first principles of 
business seems to be to cultivate distrust of everyone.with 
whom you have dealings, and that is why a dissatisfied 
consumer will complain to anyone and everyone except only 
those persons appointed specifically for the purpose of giving 
him the satisfaction he seeks. | 

Naturally one searches for an explanation for so curious a 
condition, and wonders if the real reason is that those 
who have the settling of complaints do not, by their mode 
of action, ability, and manner of address, inspire confidence. 
Certain it is that it is quite impossible to deal satisfactorily 
with any consumer unless he or she is confident that the 
advice you are giving is sound, and that. your knowledge of 
the subject is complete. | 

Perhaps more dissatisfaction and distrust is created һу 
advice given by incompetent persons, the results of which 
have afterwards to be rectified, than by any other cause. 

Generally speaking, people do not mind paying for a 
thing if they know that they are getting the genuine article, 
but no consumer likes paying for a quantitv of electricity 
until he is quite sure that he has used it. For this reason 
the minimum charge enforced in some . places, quite legiti- 
mately and even of necessity, never was, and never will be, 
popular, and so long as consumers feel that it is possible for 
an electricity meter to go wrong, or for a meter reader to 
make a mistake, just so long shall we have complaints. 

It is quite possible that the society lady mentioned above 
had just cause for complaint, but it is equally probable that 
some satisfactory explanation of the increased charge could 
have been given had she sent her complaint to the proper 
quarter. First, it is more than probable that, owing to war 
conditions and an increased cost of production, the price of 
electricity had been raised by 20 per cent. Secondly, it is 
likely that this lady’s house is usually closed for the greater 
part of the summer, but this year being an exceptional yenr, 


` find that his light was poor. 


may have kept the consumer, or her servants, in residence 


` for a longer period than usual. 


Again, there is the possibility of alterations in the exist- 


. ing installation : the substitution of lamps of higher 


candle power, for instance. The dates between meter read- 
ings may not have covered similar periods last year and 
this year, giving in the first case a relatively short quarter 
and the second a comparatively much longer quarter. ‘The 
system of charging may have had an effect, the maximum 
demand, perhaps, being higher, or there may previously 
have been in circuit a defective meter, and finally the meter 
reader may have made the mistake now of over-reading, or. 
at the corresponding time last year,.the error of under- 
reading, or the meter may have been over-registering. ` 

Surely out of all these possibilities something definite 
might have been gathered, but it could only be done by an 
official on the spot, who would have made a personal 
investigation. | 

The investigating official, however, must be very tactful 
in his researches, and must be careful to give only such 
information as is necessary and advisable. For instance, 
you might get a complaint over a trifling occurrence which 
may happen once in a thousand times, but it would be fatal 
to divulge the exact nature or cause of the failure, for you 
would immediately be overwhelmed by dozens of others 
anxiously inquiring lest a similar accident might befall 
them. M v9 

Here is а case in point. A certain consumer who has a 
thermal maximum-demand indicator on his motor circuit, 
noticed one day that after the meter reader had tipped his 
indicator it did not commence again at zero, hecause at the 
time of tipping the motor was actually working. — He 
immediately made a complaint to the effect that his indicator 
was out of order. The cause of the complaint was, of 
course, obvious, but the investigating official could hardly 
explain the nmtter, for he would then have had to make 
special arrangements for tipping the indicators on every 
motor circuit in the town. Ei how often would the 
meter reader drop оп a motor which was running at its 
maximum load ? 

Here is another instance which also concerns the 
maximum-demand indicator. .In a certain town in the 
South of England an organist at one church was appointed 
to another in a different part of the town. The organs in 
both churches were blown electrically, but the first was on 


~ a direct current and the second on an alternating supply. 


The organist was surprised ito find that it cost him much 
more to blow his new organ than it did the old one. Both 
circuits had maximum-demand indicators, and the explana- 
tion was, of course, the fact that on the a.c. circuit the 
thermal-demand indicator did not allow for power factor. 
Consequently the proportion of high-prieed units was much 
more than in the case of the D.C. circuit. Yet it was hardly 
possible to explain this to the organist. 

The remedies adopted in settling some complaints ure 
amusing, yet these amusing methods are usually the out 
come of delicate handling and often a keen sense of humour. 
which, by the way, is a very great asset in any consumers’ 
department. The following is a really good incident. In 
the early days of the metal-filament lamps many consumers 
were advised to install small transformers to bring their 
voltages down to useful proportions. Some supply autho- 
rities went a step further than advising, and themselves 
installed these transformers. This was done in the present 


.. instance, but one night for some reason the voltage on one 
particular circuit was very low, and an old gentleman, who 


himself knew a little of electrical matters, was distressed to 
After that night he was con- 
tinually complaining to this effect, and he fixed the respon- 
sibility on the transformer which had been installed. Teste 
were taken.on several nights which proved that the voltage 
at the consumers’ terminals was well up to standard, but 
nothing would convince the consumer that this was so. 
Не was therefore advised to do away with the transformer, 
but when he realised that this meant purchasing new lamps, 
he would not think of it. “ Тһе transformer," he said, 
“ belonged to the company, and they must supply him with 
a satisfactory one." 

The difficulty was solved by a near neighbour of bje ` 


removing when the company's inspector adopted the ruse of 


628 


changing the. dissatisfied consumers transformer for an 


identical one which was installed in the now empty house. 
From that day to this no complaint of bad light has been 
received from this quarter, and even the chief engineer of the 
company does not. know the ultimate means adopted to 
satisfy this hitherto dissatisfied consumer. | 

Most complaints originate out of the charges made for 
electricity consumed, and most supply authorities now have 
properly equipped testing departments, under the super- 
vision of a competent апа experienced official, in order that 
the number of defeotive meters, and consequently the 
number of complaints, may be kept at а minimum. It is 
not sufficient, however, for the supervising official to con- 
fine his attention to the test-room. He must move among 
the consumers, and learn the conditions under which each 
one-is using electricity. 

In dealing with complaints he must be sympathetic, and 
ready to hear the consumer's whole story. He cannot settle 
things if he is in possession of only half the facts; but, on 
the other hand, his sympathy with the consumer must be 


tempered with common sense, so that he will not raise false 


hopes, which will be immediately dashed to the ground 
when his report reaches the chief engineer. 

He should have a sound technical knowledge, but he 
should not air it to the consumer, except in such a manner 
as is likely to inspire confidence. “It is of no value to talk. 
over the head of the consumer ; you must rather come down 
to his level, and try to explain things to him in language 
‚ ће can understand. At the same time, you must let him 
see that you have the knowledge to apply at the right time 
and in the proper place. 

Remember, it is easy to presume upon the electrical 
ignorance of the consumer, but it does not pay in the end. 

Above all, it is necessary to be fair. If the supply 
authority is in the wrong, the point should be gracefully con- 
ceded, and the matter immediately rectified. . Mistakes will 
always occur—it cannot be helped ; but’ the method of 
correction of these mistakes may mean much for the future 
welfare of electrical undertakings. 

The officials of a consumers’ department are, in one 
respect, unlike most other men, for they can serve two 
masters. They owe one duty to. their employers, the supply 
authority:; but they owe another duty to the consumers, 
for they are the guardians of their interests, Let them 
take care that they are just-stewards, _ І | 


`- BUSINESS. NOTES. 


Industrial Developments in Russia.—Some notes on this 
subject, prepared by the British Vice-Consul at Moscow, appear in 
the Board of Trade Journal. He states that the war has compelled 
Russia tó develop her own chemical industry, and acertain number 


of works have already been erected while many are projected. The 


and other supplies for optical instruments, thermometer tubing, &с. 

Fair progress was made in the. manufacture of insulating glasses 
for electrical purposes. There is a great demand for microscopes. 
scientific apparatus, field glasses. &c. 
duets i8 undeveloped as there.are no specialists or experienced hands 
available. Surgical instruments form quite a new industry in Russia, 
andits development has been greatly handicapped by the shortage of 
instrument steel and suitable machines and appliances. t 
have a great. future in Russia, and after the war there should be an 
excellent demand for refrigerating machinery. There is also ox- 
pected to be & good opening for peat-pressing machinery, The 
motor-car business is being developed and large orders have been 
placed with Russian works to assist to that end. So far the balk 
of motor-cars in use in Russia has been imported, imports in 1913-14 
being valued at, roughly. £ 1,300,000, | ad Mab 


. Electrical Industry in India.—We quote ihé following 


ищ comments. from a recent issuc of Indian Industries and 
Pinney + | 


пеон; Osmanitation, which, works on the basic principle of, mutual 
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co-operation. Organisation that is real and capable of subordinat. 
ing private interests to general ends. As far as we are concerned 
organisation that is able to evolve an understanding of the needs 
of India, who is to-day ready to buy what she wants, but not 
always ready to take just what the manufacturers have to sell, 


One of the first problems that an association, founded on the above 
principles, would have to tackle is the question of ' standardisation,” 
Electrical engineers in India have long watched, not without im. 
patience, the pathetic and half-hearted attempts made in the ры 
to handle this proposition. If a firm grip of the market is to be 
obtained this indispensable condition must be achieved, - for 
'standardisation: is the very soul of ‘organisation. Tf, as is most 
probable, private and immediate interests have to suffer, then they 
must go. Nothing shonld be allowed to stand in the way of the 
accomplishment of this end, which can only be attained by col: 
lective co-operation. There are many other points in this con. 
neotion that will readily present. themselves to those who are 
interested in the electrical industry, not the least. important of 
whieh is the question of internal discipline. Pressure should he 
brought to bear on manufacturers who go out of their way to 
ignore trade standards, and spend considerable time in evolving 
means of getting behind regulations, avoiding control. and adopting 
illegitimate means of getting business. Stern measures must be 
adopted to force these men into line, for their operations not only 
have an adverse influence on the market, but tend to &tultify the 
natural development of trade. Although attempts have been made 
in the past in India to bring electrical engineers and contractors 
into line, no real progress has been made, and what may be termed 
cut-throat methods have not infrequently been resorted to. This 
is good neither for the individual contractor nor for the trade, It ia, 
perhaps, too much to expect celestial conditions to obtain in India 
but if some such cohesive measure as that indicated could be 
adopted by British contractors in India the benefit would soon be 
apparent. The Americans and the Japanese are watching develop- 
mente very closely, Апа although the imports from Japan are very 


inferior to the electrical exports of the United Kingdom, they are. 


finding markets in India by virtue of the pushtulness and thorough. 
ness of the methods employed by the Japanese agents here. Neither 
Japan пог the United States can hope to hold all the customer 
they are now securing, but the British firms will find that it will 
be an uphill fight before they can effectively oust them from the 
market. It seems to us that we ure too prone to excuse our inac- 
tivity by that ready reference to the war and the procrastinating 
cry: ‘Wait till the war is over.’ The present ме 
e have 
now to realise that old conditions have gone, never to return. 
What the future holds, none can foresee. We are for the moment 
concerned with the present, for from our present action future 
prospects will be determined. In order to keep and increase our 
hold on the sale of* electrical machinery and accessories, we need 
primarily to focus all our energy on one object, the most powerful 
factor in our armamentarium of trade resource--organisation. 


Catalogues and Lists,—BritisH WESTINGHOUSE ELEC- 


. TRIC' AND MANUFACTURING Co., LTD, Trafford Park.—-New 


Christmas Gift Catalogue, entitled “Domestic Helps.” We 


. Suppose that, in keeping with the economical spirit of war-time. а 


far higher percentage than usual of the Christmas and New Year 
gifts of the coming month will be of a useful character. Every- 
thing that is in any way wasteful must be very definitely at a 
discount in these times. Therefore this catalogue of goods, which 
make, both for economy, ‘efficiency, convenience. and utility. M 
well as, in some measure, making their response to the desire 
for novelty, should be very acceptable. It consists of 10 
pages of illustrations, prices, and brief particulars of electric 
cóoking appliances, from the small disk stove to the large cooker. 
hot-bar fires and electric irons, shaving pots, kettles, stoneware 
utensils, the Westinghouse Utility motor, fans and hair dyers, and 
vacuum cleaners, also electric lamps and table standards. 

MESSRS. JENSON & NICHOLSON, LTD., Goswell Works, Stratford. 
London. E.—New pamphlet giving particulars of " Lacwatt ` and 
"Coilac" insulating varnishes, compositions, enamels, and other 
electrical specialties made at their works at Stratford. The firm 
have made a special study of the subject of electro-insulation. 

THE ELECTRICAL ALLOY Co., Morristown, New Jersey, Uba 
Circulars relating to their resistance materials, Monel metal. an 
Spark Point nickel. І 


Trade Announcements,—M Essns. James GORDON & Co. 
water-power engineers, having had their offices in Canada Hous. 
Kingsway, requisitioned by the War Office, have removed to о 
porary offices at Queen's House, Kingsway. Their telephone number 
and telegraphic address remain the same. 

The address of Messrs. Henry Faia & Co., Portland Cement 
Testing Works and Chemical Laboratories, is 6, Earl Street, West- 
minster, S.W.. Though notice of the change was issued a year 
ago. letters continue to go to the old address. 


Bankruptcy Proceedings, —Е. W. Barton Wr n 
electrical therapeutic export, Acton and Oxford Strect. --ecorvinz 
order made аё Breatford, November 21th, on a creditor's petition. 


Australian. Inquiries.—The Board of Trade Department 
- Commercial Tütelligence reports the following inquirie 
received. :— Mas i : m sang 
СА a dealing in electrical goods seeks agencies for British firms 
for such goods other than wires and cables, telephones, hells. &«. 
instruments, circuit breakers, accumulators, and switchgear, — of 
A manufacturers agent wants to represent Rritish makere 
electrical fittings and accessories. | 


i 


ар 1 


| 


“ 
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Dissolutions and Liquidations.—loEsu BATTERY Co., 
manufacturers of dry batteries and electrical appliances, М ursery 
Rond, Mitcham, Surrey.— Messrs. B. Pearse. А. M. Foster and A. R. 
Harwood have dissolved partnership. .Mr. Harwood attends to 
debts, ке. | 

TURNER х BURGER, 149, Farringdon Road. London. E.C. 
(Creditors must send particulars of debts. &c.. to the Controller, 
Mr. J. E. Percival. 6. Old Jewry. E.C., by January 6th. 

FELD Bros. & Co. LTD.. 326. Goswell Road. London. Е.С... 
Creditors must send particulars of debts, &e.. to the Controller, Mr. 
J, E. Percival. as above, by January 6th. | | 

"Dac" ACCUMULATOR SYNDICATE, Ltp.—This company is 
winding up voluntarily, with Mr. Н. C. Bound, 61 and 62, Lincoln's 
Inn Fields, London, W.C.. as liquidator. A meeting of creditors is 
called for December 15th. 

BACHELET FLYING TRAIN SYNDICATE, LTD., BACHELET SHIP- 
BUILDING, ENGINEERING AND ORDNANCE Co., LTD., BACHELET 
LEVITATED RAILWAY SYNDICATE. LTD.. AND BACHELET SHUTTLE 
AND Loom Co., LrD.—Creditors of these companies must send 
particulars of their debts, &c.. to the liquidator, Sir W. В. Peat, 
11, Ironmonger Lane, E.C., by January 3rd. · 

QUARZ-LAMPEN GESELLSCHAFT, M.C.H. (original Quartz Lamp 
Co.) 62, Red Lion Street, E.C.--Claims must be sent to the Con- 
troller (Mr. R. W. Brown, 12, Old Square, Lincoln's Inn, W.C.) 
by December 16th. | 


Private Arrangements.—THt TYLER Apranatus Co., 
LTD. Banister Road, North Kensington. London, W., electrical 
engineers, &c.—A circular has been issued to the creditors of the 
above, dated November 22nd last, by Messrs. Corfield & Cripwell, 
accountants and auditors, of Balfour House. Finsbury Pavement. 
E.C., which states that the potition presented’ by n creditor 
for the winding up of the company was withdrawn under an Order 
made by the Judge. and the course is thus clear now for the com- 
pany to proceed with the reorganisation as suggested. At the 


meeting of creditors of the company, on November 3rd, 1916. аф. 


the Institute of Chartered Accountants. a scheme for the reorgan- 
isation of the company's affairs and for the payment of its debts 
in full, was laid before the creditors an1 approved. This has been 
further elaborated and laid before the Court of Chancery in 
Chambers, and has been allowed by the Court, in so far that.the 
Judge ordered a formal meeting to be called under the terms of 
the Companies Consolidation Act, 1908, to formally consider and 
adopt the above scheme. and this was held on Tuesday last. 

THE ELECTRICAL STORES will, on December 19th. remove to 
35/37 and 39, South Sherwood Street. Nottingham. 

Book Notices.— lir is the title of the official organ of the 
Aeronautical Institute of Great Britain, of which the first number 
has just come to hand; its purpose is to arouse public interest in 
aerial questione. to stimulate study and research, and to help the 
development of " British. Imperial Aeronautics," without adhesion 
{о any clique or party. It is controlled by a council. with Mr. 
L. Blin Desbleds as director and hon. secretary. and will appear 
monthly. The issue contains articles on the Air Board. our pre-war 
neglect of aerial possibilities. the steel construction of aeroplanes, 


&c.. and details of the membership, and constitution of the Aera-- 


nautical Institute of Great Britain. We cannot see far into the 
future : who can ray thatthe Institute may not eventually rival in 
importance the great engineering institutions of which we are ко 
proud ? 

~ "Manual of Electrical Undertakings and Directory." 
Vol. XX. London: Electrical Press, Ltd. 218. net. 


A.E.G. Electric Co., Ltd.: Sale.—Messrs. WHEATLEY 
Kirk, PRICE & Co. by order of the Controller in this сазе, are 
offering for sale the stock of electric motors, instruments. fittings 
and electrical accessories. in one lot by publie tender. An 
announcement appears in our advertisement pages to-day. 


1916-17, 


For Sale.—Messrs. Р. HUDDLESTON & Co. will setl by 


auction, on Friday. December 15th, at Hammersmith, a quantity of 
electrical apparatus. Full particulars are given in our ddvertise- 
ment pages to-day. | 


LIGHTING AND POWER NOTES. 


Accrindton.—NEw PLanxt.—Ald. Higham (chairman of 
the Electricity Committee) recently stated that the Electricity Depart- 
ment had now obtained delivery of the new turbo and alternator, 


and the only things they were waiting for were the pumps: they” 


hoped to be running by the end of the month. If matters turned 
out as successfully as was anticipated. they were quite certain to 
have a diminution of the troubles they had had for several months, 
due to various conditions. 5 | 
Argentina.—In . September Jast the. Pedro Mendoza 
central power station. Buenos Aires. of the Compania Italo- 
Argentina de Electricidad. was formally inaugurated. this com- 
pleting the present system of the company. which was founded in 
1911. The work has been carried out with the industrial and 
financial assistance of Messre. Franco Tosi. Pirelli. and Brown 
Boveri. the capital involved being 49 million francs. The steam 


plant at the main station consists of four batteries. each consisting . 


of two boilers. with economiser, forced-draucht plant. and steel 
chimney. . Liquid fuel is principally used, and а large storage is 
provided. fed by tank wagons of road or railway typo. Special 
шше, pumping plant is installed јог the oi} fuel. ‘Three 
6,000-Kw. Í 


н з .. Lia 


turbines seta are ínktalled. gemerating three phare. 


current at 6,600-7,000 volts. 50 cycles, and each fitted with a 
direct-driven exciter. A further installation of turbine plant has 
been contracted for, bringing up the total plant capacity to about. 
30,000 Kw. From the main station, energy is transmitted to five, 
sub.stations. which distribute direct current within a specified. 
central zone of the city : these sub-stations are equipped with the. 
necessary transforming plant. some 10,500 KW. in capacity. and, in. 
addition, with independent Diesel engine generators— 13 in all—. 
consisting of 800-H.P. engines driving 500-Kw. generators. For a 
year and a half this Diesel plant has been supplying consumere 
pending the completion of the main plant. For some time 1,600 
public are lamps have been supplied, also about 1,000 arcs in the 
port. while 12,000 private installations were also being supplied at. 
the end of September.— Review of the River Plate. EPA 
Barrow.—Thie electrical engineer (Mr. Н. R. Burnett) 
has been authorised to assist the Joint Committee in connection 
with the proposals for interconnection and joint working of electric 
supply undertakinys. : 
Belfast, — PRoPosEp EXxTENSIONS.— Àt the monthly 
meeting of the Corporation the question of extending the electricity: 
plant was considered. The Committee now proposed to place the 
matter in the hands of experts, and it was decided to obtain the. 
advice of Sir John Snell as to any modifientions being made in his. 
report of August, 1914. on the extension question. During the 
discussion it transpired that recent applications were very nearly. 
refused —so narrow was the margin—and that with the exception 
of one other town іп the United Kingdom. Belfast had the lowest : 
reserve of plant. It was decided to confirm the proposals of the 
Electricity und Tramways Committee in view of the seriopsness of. 
the situation. The proposed new generating station may cost up 
to £100.000. х 
Birmingham.—PRicE IwcnxaAsE.— The Electric Supply: 
/'ommittee reports that on March 7th, 1916. it increased the 
charges to consumers supplied with low-tension electric current, 


.by 15 per cent.to lighting consumers and 20 per cent. to power 


consumers. The Committee has had before it the returns for the 
first six months of the present financial year, and it is evident that. 


the expenses will be even heavier proportionately during the forth- 


coming winter. The high-tension consumers, under the Coal Clause 
in their agreements, automatically pay an increased rate. The 
low-tension lighting and power consumers pay a fixed rate. and the: 
Committee considers a further increase should be made in these 
rates. In conclusion, the Committee stated that it had decided 
that the increase of 15 per cent. to lighting customers previously 
sanctioned in March be raised to 30 per cent., and that the 20 per 
cent. increase for power. heating and cooking made in March, be 
raised to 30 per cent., and that these additional increases take 
effect from the December reading of the meters; at the City 
Council meeting on Tuesday an amendment was carried, increasing 
the price for power. heating. &c.. by 40 per cent. on pre-war prices. 
The Finance Committce has reported having obtained the sanction 
of the L.G.B. to a loan of £7,530 for additional cooling towers-and . 
pipe line in connection with the alteration of the scheme for the 
extension of the temporary electricity generating staton at Nechells. 

Blackpool.—The Finance Committee has agreed фо 
supply electric light for the soldiers’ rest clubs and recreation- 
rooms at a 50 per cent. reduced cost. so long as the consumption 
does not exceed that of the 1914-15 winter, when concessions of - 
this kind were first granted : any electricity used in excess of thi 
amount will have to be paid for in full. 

Bolton.— LIN&ING-UP.—At a meeting of the Electricity 
Committee, consideration was again given to the report on the 
interconneetion of the Lancashire and Cheshire electricity supply 
systems. and the principles of the scheme were àpproved. 


Christchurch.— The Bournemouth and Poole Electricity 
Supply Co. has refused the offer of the B. of G. to pay five per cent. 
increase on the contract price for current from January let, and 
the offer has been withdrawn. ‘The Guardians take the view tbat. 
they are liable for the contract price only. 

Deal and Walmer.—The В. of T. has granted а vear's 


extension to the Gas and Electricity Co. for laying electric dis- 


tributing mains in the &cheduled area. 

Dublin,—The Electricity Committee has issued a report 
protesting against the methods adopted by the Special Committee 
of Investigation. which, it says. did not consult the former Com- 
mittee or the officials, did not permit the officials to be present at 
its meetings. has not made a report as a Committee on any one of 
the seven heads of its instructions. and has expressed no opinion 
of its own on any of these points. The Electricity Committee 
claims to have overcome the very serious difficulties of the present 
situation, and to have made arrangeinents which guarantee the 
maintenance of the supply in the future, and demands that the 
Special Committee's report be referred to it for investigation, with 
the same powers as were conferred-upon the latter Committee. 

At the monthly meeting of the Corporation, this week, it 
was decided, on the suggestion of Mr. L. Sherlock. ex-chairman of 


. the Electricity Supply Committee, that consideration of the Elec- 


tricity Special Inquiry Cammittee's report. Mr. D'Alton's expert 
report, the Committee's recommendations. the officials replying 
reports. and the Supply Committee's report in reply and protest, 
should stand over pending the summoning of a special mecting. 
YEARS WORKING—-The Electricity Supply Committec's state- 
ment of accounts for the year ended March 31st last. shows 
that the. total income from the sales of electricity. meter, 
rentals, public lighting. gnd miscellaneous sources was £154,555. 


. ry 


and the expenditure £70,134. leaving a balance to te carried to 
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net revenue account of £64,121. The total capital expenditure at 
the end of the year was £857,350, an increase of £22,594 on the 
previous year. The total income for the year was £124,883, as 
against ‘£105,440 in the previous year; and the working costs 
were £60,461, as against £50,444. The total surplus to be carried 
to next account is £16,443. A sum of £337 has been transferred 
to renewal account. The surplus for the year is given at £8,840, 
as compared with £1.116 in the previous year The total units 
sold increased from 9.519.545 in 1915 to 10,338,558. The cost 
per unit sold increased from 2'264d. to 2'G9d. Against this is the 
fact that the average price obtained increased from 2'56d. to 2'80d. 
The total maximum supply demanded during the year was 

“ 1,288 KW., against 7,486 Kw. in 1915. -The capacity of the dynamos 
at the end of the year was 12,000 Kw. 

The Committee announced that owing to the new restrictions 
on the purchase of electrical material, it was not in a position just 
now to deal with applications for new supplies to ordinary 
consumers. 


Dundalk.—PRoroskn Loan.—The Urban Council is 


applying to the L.G,B. for а loan of £5,000 to enable it to carry 
out such improvements as will allow the Diesel engines in the 


electric lighting department to consume tar oil instead of petroleum - 


fuel. 


Eccles.—PRick — INCREASE.— The Electricity Supply 


Committee has decided to further increase the charges for elec- 


tricity from January 1st as follows :—Private and public lighting, 
15 per cent. to each account, making 25 per cent. in all; general 
power, heating and cooking, 5 per cent. to each account, making 
25 per cent. in all. | 


Edinburgh. — The Electric Lighting Committee has 
decided not to insist on the payment of the minimum charge of 
10s. by consumers who are on active service. 


circumstances should be reported to the convener, 


Ennis (Co. Ciare), —E.L. SCHEME.—À publie electric 
lighting scheme has been suggested, and it is thought probable that 
steps will soon be takén in the matter. 


Faversham.— The T.C. has decided not. to increase the 


price of current at present. 


Finchley.—A resolution from the East Finchley Rate- 
payers’ Association upon the subject of ici 


abolition of the minimum electric light charge, and that the 20 per ` 
cent. addition recently made be only upon units consumed. An. 


equitable flat rate, power rato, and 
Increase and decrense of each to be governed by the conditions 
prevailing from time to time, are asked for, ' 


‚ Grantown.—Pnick INCREASE.—There was considerable 
discussion at a meeting of the T.C. оп the explanation by Мү. 
Anderson, electric light contractor, of his action in raising the 


Hàrrow.—SrREET LiGgTING.— lhrough the discon- 


tinuance of street lighting, the U.D.C. has saved £520 during the 
past six months. 


stituted an undue preterence he communication was referre 
в . ad 3 a : ed 
to the Electricity Supply and Finance Committees, 


Kendal.—The manager of the ele-tricity, undertaking 
has been Instructed to procure samples of electrical heating 
а advertisement. The charge for clectricity for power 
purposes to consumers of 8.000 units per annum and u wards 
been fixed at a flat rate of 19d. per unit. 4 а 


Leyton.— For the destructor works a 30 to 10-H.p. motor 
is to be purchased, at a cost of from £100 to £120, to drive the air- 
compressor by electricity when steam is low, instead of burning 
coal. 

London.—W vou wict.—Paxr EXTENSIONS.— Details of 
a further extension of turbine plant and mains. estimated to cost 
= £21,000, have been approved, and sanction is to be asked for the 


НАСКХЕҮ.—Тһе accounts of the Council's electric; i 
| Ticity undert 
for the year ended March 3186 last show a deficit of Een 
Owing to increased price and poor quality of fuel, the cost of 


. loan. charges also increased hy 


The Committee. 
agreed that before any action was taken іп regard to arrears, the 


£4,165, and allowances to employés on active service amounted to 
£1,986. Owing to the lighting . restrictions, the revenue from 
private lighting dropped £3,878, in addition to £516 from public 
lirhting : the revenue from power showed an increase of £3,739, 


, The sales department made a profit -of £772, us compared with 


£120 in the previous year. The balance standing to reserve 
amounts to £23,981, after making allowance for last year's deficit. 


Plymouth, — QuARTER'S WORKING. — The engineer's 
report of the working of the electricity undertaking for. the 


Five representatives of the Electricity 
Committee have been appointed to attend a conference of electricity 


Sevenoaks.—The U.D.C. has given consent to the Elec- 
tricity Co. to place outside cables for the supply of current to 
houses in Mount Harry Road. 


Sunderland, — PLANT EXTENSIONS.— At the- annual 
meeting of the Corporation Electricity and Lighting Committee on 
Friday last, the chairman said they had passed through a busy 
year. during which they had added to their list of consumers a 
number of works and a steel furnace. 
for the purchase of a new turbine for the Hylton Road extensions, 
Which were estimated to cost £45,000, and the L.G.B. had autho- 
rised the borrowing of the money. Tenders were now being 
advertised for, 

Woking.—FrhE.—Damage estimated at about £1,000 
was done by a fire which occurred on the premises of the Electric 
Supply Co. at midnight on Sunday. It is believed that the fire 


originated in the overheating of some stored slack. The damage 
largely represents burnt cable, which was insured. | 


Wrexham.—Price | NCREASE.—The charges for energy 
have been advanced by 10 per cent., as from J anuary Ist, by the Т.С, 


York.—LiNKING-UP.— Reporting on this question to the 
Elettricity and Tramways Committee, Mr. J. W. Hame, the city 
electrical engineer, stated that York was so far from Leeds, Hull, 
or Harrogate, where supply stations of importance were situated. 


. TRAMWAY and RAILWAY NOTES. - 


. Blackburn.—Turoucy RUNNING.—As a result of the 
discussio with the Accrington Corporation Electricity and Tram- 
ways Committee on the question of future through running, the 
two Corporations have decided to enter into an agreement for the 
future on the basis of an equal car-mileage being run by each Cor- 
poration’s cats over the other Corporation's lines. The agreement 


Blackpool.—The Т.С. has agreed Lo a recommendation 
from the Tramways Sub-Committee that the last cars should leave 
the town centre not later than 10.30 p-m. The aggregate reyenue 
for the year to date on the Blaekpool-Kleetwood cars is £42,715. 


|" eompared with £37,309 a year ago. ~ 


Bolton.—The Tramways Committee has decided not to 
accede to an application by the Amalgamated Association of Tr am- 
Way Workers for alterations and increases in- the wages of various 
classes of tramway workers. 


Burnley.—The Tram ways Committee has decided not to 
entertain the suggestion of the Amalgamated Association of 
Tramway and Vehicle Workers that tramway traffic should he 
Suspended on Christmas Day, and the wages paid to the employes 
for the day. 


Ilford.—Casur BrEakpown.—The tramway manager 
reported that on October 21st feeder cable No. 4 broke down. It 
was laid in 1912, nearly four years ago, being supplied by the 
Standard Cable Co., an entirely German firm. As the cable had to 
be replaced immediately, a tender was accepted from Messrs. 
to ley t £138 for 410 yards of cable. to be delivered within 

ays, - 


' : 


Vol.79. No. 2,037, Decemser 8, 1916] THE ELECTRICAL REVIEW. 


. 681 


1 


Keighley.—A statement issued to the Corporation last - 


week shows that the tramway receipts from April lst to November 
23rd gaye an increase of £145, but there was a decrease on the rail- 


fa 


Jess trolley vehicles of £378. a 
Women tramcear drivers are now in training in the town. and have 
appeared on the streets in company with a male supervisor. The 
Keighley routes are amongst the easiest to be found anywhere in 
i 


the country. . 2 i 


Leyton.— W ас Es.—Increases of wages are to be made to 
the employés of the tramway department, at an estimated net cost 
of £1.100 per year. The tramway manager reported difficulty in 
purchase of rails and tires; the matter has been referred to the 
Committee's chairman and the tramway manager to deal with. 


London.—1n a brief résumé of electric railway work 
round London, the Railway (ra:ette mentions: that the Central 
London extension to Ealing is well under way, though the Gunners- 
bury extension is held up. Experimental runs have been made 
with Bakerloo tube trains on the Watford section of the North- 
Western line, in connection with the future through service ; the diffi- 
culty to be met is the question of platform height, owing to the 
tube train floors being considerably lower than the normal railway 
coach floors. 


Land has been purchased for the Hampstead Railway extension. 


to Hendon, and on the City and South London Tube an experi- 
mental section of the larger normal diameter has been inserted. 
This tube is to be extended from Euston to Camden Town, where a 


junction will be made with the Hampstead and Highgate Tube | 


Railways. 


Amongst the lines held up by the war are the Wimbledon and 


Sutton Railway, the Piccadilly Railway extension to Gunnersbury 


‘and Richmond, in connection with which a new station is to be 
built beneath Hammersmith Broadway, while the further scheme 
for providing. a deep level line below the District Railway to 
relieve rush traffic is stated to have not been abandoned altogether. 


L.C.C.--The Surveyor draws attention to the excellent manner in . 


which the Councils tramway service was maintained during a 
recent dense for. adding that it certainly appears that the tramcars 
scored on this occasion at any rate. not in spite of, but because of, 
the necessity for their travelling along.a fixed line of rails. 
WooLwICH.—The doubling of the tramway track in Plumstead 
‚ Road has been urged on the B.C.,and it has been suggested that 
the L.C.C. should carry out the work as a temporary measure, but 
apparently the local Council refuses consent to the work being 
done unless certain road widening is also done at the same time. 


Manchester.— The Workmen's Special Committee ої tlie 
Council reported that, having regard to the privileges the Cor- 
poration grant to its employés as regards holidays and otherwise, 
it cannot recommend the Tramways Committee to comply with 
the application of the Electrical Trades’ Union for treble pay in 
respect of Christmas Day апа Good Friday for electricians and 
wiremen in its employ who work on those'days. 


_ Mexico.—According to the Meriran Review, a novel 
- feature of the excellent electric car system of Mexico City and its 
suburbs is the provision made for carrying freight of all kinds, 
including live animals, on the same cars with passengers. Each 
train is made up of two large cars—the опе in front being for first- 
class passengers and the one in the rear for second-class, the fare in 
the first being exactly double that in the latter. One end of the 
second-class car is partitioned off for freight, and here one can see 
ehickens, goats, turkeys. pigs. calves and other live stock, veget- 
ables, flowers, fruit, wood. and all manner of rural products, all of 
which агг conveyed to the heart of the city from distances of 5 to 
10 miles and more in the country. This is а very profitable portion 
of the company's business. 


The electric car lines of Mexico City have been placed in first- P 


class order again, having been seriously crippled during the 
Zapatista occupation in the early part of 1915. and it having been 
difficult to secure the necessary machinery and supplies owing to 
the situation in Europe. This has been remedied. however. and 
now the service is being re-established upon the former very 
efficient basis. Prior to the revolution the local transportation 
system of Mexico City and its suburbs was noted as one of the best 
and most extensive in the world. 


Nelson.— Arrangements have been made between the 
Nelson and Colne Corporations for a curtailed tramway service. 
During the winter months it has been decided to discontinue the 
last hour service, except on Saturdays. 

Rossendale.—ARBrrTRaATION. — The inquiry regarding 
the rearrangement of fares and stages, as between the Rawtenstall 
and Bacup authorities, which has been conducted by Mr. J. M. 
McElroy, of Manchester, on behalf of the B. of T., was concluded 
last week. 

Salford.— Evecrric VEHiCLE.— The Electricity Com- 
mittee has ordered an “ Orwell" tipping wagon. at a cost of £795, 
the amount to be taken from the renewals fund. 


Stockton. — Prorosep Tramway PurcHase. — With 


regard to the proposed purchase of the tramway system in the 
borough. a letter has been received by the T.C. from the Middles- 
brough Corporation, stating that that body had appointed a Com- 
mittee to consider the question of the purchase of its local tramway 
system, and suggesting a conference between the two authorities, 
together with a representative from Thornaby. The Stockton Т.С. 
has appointed a deputation accordingly to ‘meet thé. Middlesbrough 
Committee. 


4 


Walsall.—The Corporation Tramways Committee recently 
decided to run a restricted service on Christmas Day ; the employés 
have been agitating for the discontinuance of the service on that 
day, and threaten not to operate the cars. 


TELEGRAPH and TELEPHONE NOTES. 


France.— The telegraph and telephone tariffs have been 
raised by levying a tax of 24d. per telegram up to 50 words. in 
addition to the normal chérge*of id. a word, and increasing the 
annual payment for a private telephone from £16 to £20. 


India.— Between April, 1912, and March, 1915, the 
‘telegraphic network of British India increased. by 12,833 km. of 
line and 56,183 km. of wire, the totals being 135,489 and 
531,353 km. respectively. The number of offices open to public . 
service increased by 7,710 to 8,438, and the number of telegrams 
handled from 13:84 to 14:92 millions (internal), but, the inter- 
national traffic, which rose to 1°66 millions in 1913-14, fell to 
127 millions in. 1914-15. "The revenue from the telegraphic . 
service rose from [7°68 million francs in 1912-13 to, 20779 millions. 
in 1914-15. The number of telephone exchanges et the end of 
1914 was 186, with 15,476 connections.—Journal Télégraphique. 


Mauretania.— Two wireless stations have been opened at 


Atar and Chinguetti, in communication with the station at Port 
Etienne.—Journal Télégraphique: . 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SYDNEY.—Januasry 22nd. «Electrical plant 
(converter, battery, booster, and switchboards)for the Castlereagh 
Street sub-station, for the Municipal Council. Specification from 
E.L. Department, Town Hall.* 


- QUEENSLAND.—December 12th.  P.M.G.s Department. Caps 


` and lamps for switchboard, covered wire, benders, sleeves, and 


tapes. See "Official Notices" December Ist. — , 

January Ist. P.M.G.’s Department. Cords, switchboard, parts 
and accessories. measuring instruments and telegraph instruments. 
See “ Official Notices " December 1st. 


Aylesbury.— December 16th. U.D.C. Electricity Depart- 
ment. Paraffin oil for one year (800 gallons) ; Diesel lubricating 
oil for one year (500 gallons) See “Oficial Notices " to-day. 


Bridgend.—December 15th. Hospital Committee. Elec- . 
trical wiring at the Isolation Hospital, Cefn Hirgoed. Mr. D. R. 
Jones, Clerk, 10, Wyndham Street. E 


Cape Town.—January 5th. Electric motors and starting 
panels, for the Corporation Electricity Department. Dock Road. 
Cape Town.* ч 


Durban.— January 3rd. Corporation. One 3,000-Kw. 
steam turbine, alternator, and condensing plant. Specification 
No. S. 238; drawing Хо. Р. 597, both at the office of the Borough 
Electrical Engineer, Municipal Buildings. Deposit £2 2s. 


Johannesburg.— December 20th. Corporation. Auto- 
matic pressure regulators for the А.С. turbo-generators at the power 


station.” 
January 3rd. Corporation. lron axles and bushes.* . 


London.— ENFrELn.—- Electric light installation, Ponder's 
End Congregational Church. Rev. J. Н. Bennett, pastor. 

December 16th. H.M. Office of Works. Materials for electric 
bell wiring. See "Official Notices” to-day. 

L.C.C.—December 19th. 325 tons of rolled-steel bars for mag- 


netic brake shoes. Chief Officer, L.C.C. Tramways, 62, Finsbury 
Pavement. | 
New Zealand.— DUNEDIN. — January 24th. Motor- 


generator, accessories and spares. 
Street, Dunedin.* 
TAURANGA.—February 12th. Borough Council. Supply of six 
three-phase transformers. 11,000-400 volts. Mesars. Н. W. Clime 
and Sons, Consulting Engineers, Raetihi.— V.Z. Shipping and 
Commerce. i 


City Electrical Engineer, Market 


Salford.—December 13th. Two electric passenger lifts 
(push-button system) at Union Infirmary, Hope, Pendleton. for 
the Salford B. of G. Specifications, &c., from Mr. E. H. Inchley 
Clerk to B. of G., Poor Law Offices, Eccles New Road. ; 


Spain.— Тһе municipal authorities of Soria, in the 
province of that name, have lately invited tenders for the conces- 
sion for the electric lighting of the town during a period of four 
years. ` The electric lighting contract for the town of Alcoy 
(Province of Alicante) has also lately been up for tender : no period 
was, however, in this case mentioned, | | 
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Sunderland.— December 9th. Steam turbine, alternator, 
and condensing plant, at Hylton Road electricity works. Specifica- 
tions and forms of tender (£3 3s.) from. Mr. A. S. Blackman, 
General Manager, Electricity Offices, Dunning ‘Street. 


Warrington.— December 12th. Electricity and Tram- 
ways Committee. Twelve months’ supply of earthenware conduit. 
See “ Official Notices” December Ist. t 

December 12th. 7.000 tons of slack coal for the electricity 
works, Howley. Specifications (£1 18.) from Mr. F. V. Е. Mathias, 
Borough Electrical and Tramways Engineer. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


i—i 
| CLOSED. 
Blackpool.—Motor-generator for testing purposes, for 


the Electricity Department: Electric .& Ordnance Accessories 
Co., Ltd. 


Luton.—T.C. Electricity Department. Accepted tenders : 

British Vacuum Cleaner Co.—Fiue-cleaning suction plant, £280. - 

J. Facer & Son.—5,400 tons of South Leicester slack coal, at 17s. 5d. pe 
ton (16s. 5d. in Corporation wagons) during the winter months, and 
17s. 11d. (16s. 11d, in Corporation wagons) during the summer months 
(same prices ns in the previous year). і 

Newbold & Murtell.—7,000 tons of Whitwick Deep nutty slack coal, at 

` . 188. 0d. per ton (178. 3d. in Corporation wagons) (same prices as in the 
previous year). ; 

J. Facer & Son.—6,000 tons of Hucknall Main bright slack, at 17s. 11d. per 
ton (16s. 11d. in Corporation wagons) (samo prices as in current year). 

W. Н. Bowater, Ltd.—6,000 tons of Ibstock D.S. nuts, at 20s. 7 d. per ton 
(19s. n in Corporation wagons), and 2,000 tons of peas, at 19s. 14d. per 

з. 744. in Corporation wagons). Messrs. Bowater's tender 
showed an increase on the nuts of 14d. on the current year's prices, and 
on the peas of 73d. on the 19s. На. per ton, and lid. on the 178. 74d. 


Manchester.— Electricity Committee :— 

Low-pressure pipes and supports.—Aiton & Co., Ltd. 

Lea recorder.—Lea Recorder Co., Ltd. LEAN 

High and low-pressure pipework.—Stewarts & Lloyds, Ltd. 

Valves.—Blakeborough & Sons. 

Cables.—Pirelli-General Cable Co.; Western Electric Co.; В.1. & Helsby 
Cables, Ltd.: W. Т, Glover & Co., Ltd. 


Reigate. В. of G. Electric cable for the laundry at 
£175, and for a motor at £20 : Tamplin & Makovski. 


Salford.—Tra mways Committee :— 


Installation of electric light, &c., at the Permanent-way Dept, Broughton, 
£100 108.—J. Lomax, Kendal & Co. ` 


Electricity Committee :— - 


Various Goethe steam piping at the electricity station.—Newall’s Installa- 
tion Co. | . 


Orwell tipping wagon, £795.—Mossay & Co., Ltd. 


Woolwich, — D.C. Accepted tender :— Rees Roturbo 
Manufacturing Co., Lt... 6,000-gal. pump for cleaning the hoilers 


at Globe Lane Works, £73 10s. 


a 


FORTHCOMING EVENTS. 


Junior Institution of Englneers,—Friday, December 8th. At 8 p.m. Paper 
on “* Paraffin and the Internal-Combustion Motor," by Mr. 8. C. Sanders. 
Saturday, December Ith. At 2.30 p.m. Visit of inspection of the: 
mechanical plant for lighting, ventilating, cooking, and heating services at 
* the Holborn Restaurant, Kingsway, W.C. Е 
Monday, December llith. At 8 P.m. At the Institution of Electrical 
Engineers, Victoria Embankment, W.C. Presidential address, ‘ Industrial 


Engineering : Present Position and Post-War Outlook," by Mr. F. W. 
Lanchester. | ' 


Chief Technical Assistants’ Association.—Saturday, December 9th. At 
3 p.m. At the Tavistock Hotel, Covent Garden. Discussion on “ Coal and 
Ash-Handling Plant,” А 

Society of Engineers. —Monday, December llth. At 3 

: .House, Piccadilly, Papers on “Тһе Sources of the Minerals r 


“The Mineral Resources of the British Em 
of Non-ferrous Industrial Metals," by Prot. C. Gilbert Cullis. 
Royal Society of Arts.—Monday, December llth. At5 p.m. At John Street, 
; Adelphi. “Howard Jecture, * Coal and ita Economic Utilisation," by 
Prof. J. S. S. Brame, ў QU M : е 
"Wednesday, December 19th. At 1.30 p.m. Аё John. Street, Adelphi. . 
Paper on ' The Development of Imperial Resources,” by Mr. H. Wilson Fox, 


азосанод er Supervising tiene glans, - Tuesday, December 12th. At 
- 7.15 p.m. D» Bride's Institute, Bride Lane CC. P “ 1 
Meters," by Mr. J. Rennie. E - : iin i Regnis 


Liverpool Engineering - Soclety.— Wednesday, - December l3th. “At the 


Royal Institution, Colquitt Street. Pa per on ‘* Works Costi Syste M 
' by Mr: H, Shephard. . EN i T t ng ystems," 


Association of Engineers-in-Charge ‚ Wednesday, December 13th. At 


Р.т. At St. Bride’s Institute, Bride Lane, E.C. Pay э Soli 
Fuels," by Mr. 8. G. Martlew. T0405. Каро OUR воа 


Institution of Electrical Engineers.-—Thursday, December 14th. 
: t Victoria Embankment. Paper on 

phones," by Mr. R. W. Weightman. 

(Western Local Section), —Mondax December 1th. Ato p.m. At 

the South Wales Institute of Engineers, Park Place, Cardiff. Kelvin 

Lecture, “ Some Aspects of Lord Kelvin's Life and Work," by Dr, Russel, 


(Manchester Local Section).— Tuesday, December 12th. At 7.30 Т 
. At th Engineers’ Club. Illustrated lecture, “Some Aspects of Judaei 
Research, with Special reference to American Research Activities,” by 
- Mr. А.Р. M. Fleming. 3 о AES 


(Scottish Local Section).—Tuesday December 12th. At 7.90 ns 
At 207, Bath Stroct, Glagcow. "on “ | Operation ay 
Electrice Power ratione, ру Mr e он The Paru Ореу ор e 


| At H8 pan. 
** Colonial Telegraphs and Tele. 


. J. 8. Peek, 


Greenock Electrical Soclety.— Thursday, December lith. Ai 7.45 pm. 4 
22, West Stewart Street, Paper on ‘The Art of Wiring," by Mr, J. Niche! 


Institution of Mechanical Engineers, —Friday, December 13th, Абра 
At the Institution of Civil Engineers, Great George Street, Westmins,. 
dh: Paper on * Variable-speed Gears for Motor Road Vehicles," i: 

т. R. E. Phillips. | 


Hlluminating Engineering Society.—F riday, December 15th. 
the Royal Society of Arts, John Street, Adelphi, W.C. 
regarding War Economies In Lighting," by Mr. L. Gaster, 

Association of Mining. Electrical Engineers (West of бсо 


Branch).—Saturday, ecember 16th. 30 p.m. At the Royal Technics! 
College, Glasgow. Social evening. 


Ati pwn. 4, 
" Suggesti::; 


$ 
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The Motor-Ship “ Glenamoy."— This ship, recently сөп. 
pleted by Messrs. Harland & Wolff, is equipped with two si. 
cylinder Burmeister & Wain Diesel engines, giving a total of 35 
H.P.: a large electrical plant is provided, all the auxiliaries beinu 
electrically operated, and including 19 electrical winches of Far 
4 tons capacity, electric steering gear and electric cooking. 


United Kingdom Manufacturers Represented in 0,5,4, 
—H.M. Consul-General ín New York (Mr. C. Clive Bayley) requests 
United Kingdom manufacturers who have branches, agents or other 
representatives in the United States to forward to him the addresses 

` of such representatives, as these will be of great assistance to hin 
in dealing with the frequent. inquiries he receives from Americas 
merchants.-—Buard of Trade Journal. 


Essay Competition.—The Dorset Field Club is offering 
the " Cecil " Medal and prize of £10, to be awarded next May, fw 
the best paper on “The More Recent Applications of Electricity in 

‘the Present War; Especially in the Treatment of Diseases and 
Wounds Arising . Therefrom.” An announcement appears in our 
advertisement pages to-day. І 
The “ Dacia” Torpedoed.—A Press dispatch from 

Lisbon states that the British ship Dacia has been torpedoed and 
sunk. Her tonnaze was 1,473 net and J,856 gross. She was built 
in 1868, and was owned by the India-Rubber, Gutta-Percha аш] 
Telegraph Works Co.. Ltd. German submarines have тае! 
Funchal, Madeira, their bombardment being specially directe! 
against the English submarine cable station. 2 


Central Station Меп and Military Service—At a 
meeting of the Heston and Isleworth U.D.C., on Tuesday evening. 
Mr. Palmer said that one of the local Tribunals had publicis 
attacked the Council’s electricity department for refusing ta 
release some of its men of military age and fitness. The Elec- 
tricity Committee had tried hard to get men to replace them. 
without success. at which he did not wonder, secing how valuable 
the services of electricians were just now. 

Mr. Bonnett said they had 13- шеп fit for the Army. and the 
Council ought to release them: The engineer got them badge 
but he did not know that the Council had ever sanctioned such s 
proceeding. The Council was being -attacked on all sides for 
‘keeping its employés from doing their duty to the country, and it 
was nothing but a scandal. - | | 

Mr. Heath said that he waa astounded to hear there were “a 
many men still retained, for he had always been fighting to get 
them into the Army. The engineer had never received o 10 
keep the men out of the Army. They were all married, and t i 
ages were from 25 to 39, and it was quite possible to FE 
them by women. They knew that women were Ka 
switchboards and doing lots of duties that men used to do. i 

- would move that the names of the men he sent to the Ministry М 
Munitions and the military representative, who would soon see 
which of the men could be retained. ‘toliboard 

Lieut. Chapman pointed out that meter reading and switehlx a 

X work could be done by women. As the street lamips were ont. 
there was no need for a public lighting attendant. ЕТ" 

Mr. Meyers, chairman of the Committee, assured the Counci p 
the engineer had done all in his power to find substitutes e 
men. They were willing to go. but there must be other: E ini 
their places. The Council could not get the roadmen or S a 
to do their work, which was technical. and required а grea uin 
of knowledge. The engineer had to keep the works pomy 0 onld 
contracts and supply the public demands ; but if the сша 
exonerate him from blame. he would dislodge the men ү us 
next day. The engines were running day and night, and iil hs 
worked in three shifts of four each. and though andi hal 
boasted.they. could save four of these men. neyer a one of t yw to 
shown how it could bé done. They must have technical pero 
send out at any moment to see to faults or to pus jun 
calls, and in a district where there was much work depending 
both the day and night Idad. the staff must be kept up. 

The discussion then dropped. ы НЗ 

The Local Government Board has forwarded to ие 
throughout the country a memorandum prepared by tie ^U 
Office and Board of Trade dealing with the substitution od 
for men in municipal services particularly in electricity | 
takings. | 5. Va xs „ы horities the 

It is stated that at the request of the military ant e йш: 
Ministry of Munitions has reviewed the certificates n К 
nection with war-servico badges by employes at the Bat E 
Light Works, arid as a result has Фра three men 
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American Capital in Norway.—American capital is em- 
ployed in building a factory for the produetion of calcium carbide 
at Saude in the district of Stavanger, where there are falls suitable 
for the generation of large amounts of electrical power. Other 
electrochemical products are to be turned out by this faetory. for 
shipment to New York and sale in the American market. First ship- 
ments should be ready early in 1918, as the contract calls for the 
finishing of the plant by January Ist of that year. The new com- 
pany is registered in Canada, and is called the Electric Furnace 
Products Co., Ltd. Edgar F. Price, an officer of the Union Carbide 
Co., of New York, is president of the organisation. The power for the 
factory is to be supplied by the Saude Falls Co., a Norwegian cor- 
poration financed by Norwegian capital. A lease of 40 to 50 years 
for the use of the power has been taken from this corporation by 
the Canadian €o., and the Norwegian corporation already has more 
than 250 men at work. There are three sources for the power now 
to be used, each of which will come from a 1,000-ft. head. In all 
they will generate а total of 40,000 H.P. Later the tail water will 
he carried іп а tunnel nearly 5 miles through the mountains toa 
place where it will fall into the salt water of the fjord. This will 
generate another 40,000 or 45,000 H.P. Although this end of the 
fjord is about 70 miles from the sea, the water is so deep that 
large ocean steamers can come direct to the company's docks and 
take the goods for shipment to the United States. The Saude 
plant will be one of the largest in Norway.— Electrical World. 


Vehicle Charging in Sydney, N.S.W.—The number of 
electric vehicles in Australia at the present time is not very large, 
but continual progress is being made. In Sydney a garage has been 
established by the City Council at Palmer Street.and the charging 
station (our view of which is reproduced from the Commonwealth 
Engineer) is the first of its kind in Australia. The plant consists 
of two motor-generator sets together with a charging switchboard. 
Included in the vehicles that are regularly charged and maintained 
at the station aretwo 5-ton. two 2-ton, two JU-cwt.. two 15-ewt. 


VEHICLE BATTERY-CHARGING STATION OF THE SYDNEY COUNCIL. 


one 10-cwt.. and ten electric broughams; a number of 
The brougham and runabout are stated to 
to b» popular in Sydney : and an exceedingly light runabout has 
recently been introduced—the Milburn light vehiele. which has 
travelled a distance of 70 miles on one charge. The City Council's 
charging station possesses all the necessary facilities for the care 
and maintenance of eleetric vehicles. 


Carbon Electrodes in Germany,— One of the results of 
war conditions in Germany has been the standardisation of carbons 
for electric furnaces. According to the new rules. round carbons 
for steel furnaces are to be made in sizes varying in thickness from 
100 mm. upwards, by steps of 25 mm.. to 250 mm. diámeter 
and by steps of 50 mm. for larger sizes, thetolerance varying from 
3 mm. to 6 mm.. according to size. For rectangular electrodes 
used with other kinds of furnaces the standard size has been fixed 
at 500 mm. square. The standard length may ultimately be raised to 
24 m. but for the time being is fixed at 2 m. All lengths, 
however. may be varied in multiples of 20 mm., and the tolerance 
is to be 20 mm. А table has been published giving the standard 
dimensions to be adopted for upper holders with cylindrical 
threads screwed into the earbons.— ron a nd Coal Trades Меге. 


Hydro-Electric Works іп France.— During the past 
20 years many efforts have been made in the French : Chamber of 
Deputies with the object of securing the passage of а Legislative 
measure which would ensure the methodical utilisation of the 
hvdraulic forces of the country in connection with the production 
of electricity. All these schemes, however, have failed to mature, 
ghiefly in consequence of the difficulty of finding a just interpre- 
tation of the right of granting concessions by the State. When 
the question concerned waterways under the control of the Govern- 
ment no disagreement arose, but when the interests of private 
owners were affected the harmomy suddenly disappeared. The war, 


one l-ton, 
others are also on order. 


LJ 
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however, has demonstrated the necessity for utilising to a much 
greater extent the extensive water powers with which the country 
has been richly endowed by nature. Just. as the French cannot 
possess too many guns and too much ammunition for the successful 
prosecution of the war, so can they not have tóo many water 
powers in use for the production of electrical energy, because the 
country is poor in coal resources as compared with its industrial 
progress. Prior to the war France was cempelled to import 
20,000,000 tons of coal and coke per annum, and when peace is 
restored. and even if the German coal basin of the Saar, with its 
annual output of 15,000,000 tons of coal should be annexed, it is 
considered that the industrial expansion would still render it 
essential for the French to obtain from 10,000,000 tons to 15,000,000 
tons of coal per year from abroad, unless the existing water powers 
are drawn upon in a considerably greater measure than is the case 
at present. 

According to a report prepared a few years ago by M. Pinot, 
general secretary of the Comité des Forces Hydro-Electriques, the 
water powers capable of being utilised’ in France represent 
5,850,000 H.P. This power compares with 7,500,000 H.P. іп the 
case of Norway, 6,750,000 н.р. in Sweden, 6,460,000 H.P. in Austria- 
Hungary, 5,500,000 н.р. in Italy, 1,500.000 H.P. each in Spain and 
Switzerland, 1,425,000 H.P. in Germany, and about 1,000,000 H.P. 
in England. Yet. with such considerable resources at disposal, it 
was shown by M. Ader that only 10 per cent. had been brought 
into useful s2rvice by 1911. Since that time good progress has 
been made, partieularly during the course of the present war, and 
further works are still being carried out. It is estimated that a 
total of £60,000,000 has been invested in hydro-electric works 
throughout the country. Nevertheless, it is believed that falls 
representing a further 1,500,000 H.P. could be profitably used, and 
that the State should intervene and render assistance in the develop- 
ment of the resources. 

A Bill has now been introduced in the French Chamber by four 
private members, with the object of attempting to reach a solution 
of the problem. The Bill proposes a form 
of nationalisation of electrical energy in the 
sense that the right of granting concessions 
should be vested in the State. The under- 
takings are classified as works of 500 KW. 
which do not sell energy, and works of 
from 500 Kw. to 10,000 Kw. The former 
would be subject to State sanction, and 
powers in regard to waterways not owned 
by the State would be granted for a period 
of 50 years, and be capable of extension for 
a similar term. In the case of large works 
the concessions would only be given to 
limited companies after inquiry by the: 
Minister of Public Works, in conjunction 
with the Ministries of Agriculture and 
Home Affairs, and provision is made 
whereby concessionaires would be able to 
overcome obstacles improperly placed in the 
way of their undertaking. It is suggested 
that the State should participate in the 
profits realised by the first-mentioned class 
of works without intervening in the manage- 
ment: whilst two representatives of the 
State would be appointed to the adminis- 
trative couneil of the large works. The 
Bill further exempts existing works, having 
no title previous to the edict of 1566, fiom 
the proposed law for а period of 75 years, 
and until then no extensions would be 
possible without authority or submission to 
! thelaw. 'Тһе owners of those works pos- 
sessing the title in question would not be liable to the law unless 
their undertakings were redeemed by the State: but they would 
have to pay a tax in order to establish equilibrium with the other 
works. Excepting the latter class, all the works would revert to 
the State on the expiration of the concessions, which could be ex- 
propriated by the State after the ordinary period of 30 years. 16 
is finally suggested .that a Government Committee for hydraulic 
powers should be created. and formed of officials for one-half of 
the members, and of representatives of the electrical manufactur- 
ing. electrochemical and electrometallurgical industries, and of 
agriculture for the other half. to work in conjunction with the 
Ministry for Public Works. А 


Leeds Engineers’ Wages.—An award made by the Com- 
mittee on Production in connection with an application for an 
advance of wages made by the Leeds and District Engineering and 
Allied Trades Joint Committee to the Leeds and District Employers' 
Association, provides for the time rates of the men concerned. other 
than the ironfounders, being advanced 3s. a week. The advances 
are to be regarded as war wages, and recognised as due to and 
dependent on the existence of the abnormal conditions now pre- 
vailing in consequence of the war.— Leeds Mercury. 


Aluminium as War Material.—The Ministry of Muni- 
tions has issued an Order including various classes of aluminium 
and alloys of aluminium as war material, and cancelling the pre- 
vious Order dated July 21st last. The classes and descriptions are 
as follows :— Aluminium and alloys of aluminium, unwrought and 
partly wrought, including ingots, notched bars, slabs, billets. bars, 
rods, tubes, wire. strand, cable, plates, sheets, circles. strip ; alu- 
minium scrap and swarf, aluminium alloy scrap and swarf, 
remelted aluminium scrap and remelted aluminium alloy scrap and 
swarf; granulated aluminium, aluminium powder, “ bronze,” 
* fake.” and " ffitter." — Morning Prt. | 
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А New Triangulation Signal Lamp.— Though the general 
principle employed in geodetic surveys is the same as in the survey of 
a railroad, a farm, &c., the great distance between the points, varying 
between 10 and 100 miles, or over. requires not only the use of 
specially large and refined instruments, but also а special means of 
making the point visible to the observer. 
time by reflecting sunlight to the observer from a mirror placed 
accurately over the point. and at night by means of a specially 
constructed acetylene lamp. Distances of the magnitude mentioned 
can be penetrated by either means only under favourable weather 
conditions, and many days during a season are lost even when the 
atmosphere is only slightly clouded by smoke, fog, &c. 

The storage cell was studied by the United States Coast and 
Geodetic Survey with the view of using electricity as a source of 
light. Its cost and weight, and the difficulties connected with its 
maintenance, were found to be too great. Electric generators. with 
the necessary prime motor, were found to be too heavy for 
transporting to difficult stations. 

The result of a series of tests of dry cells, which are readily. 
divisible into loads suitable for climbing different ascents, however, 


warranted the design and construction ef a new type of lamp. the, 


use of which will increase the. number of observing nights per 
month by at least 25 per cent. . ‹ 

The main part, an ordinary automobile head light, is suitably 
mounted for directing in horizontal and vertical planes ; the lamp is 
provided with an ammeter, a small rheostat, and a switch. The 
whole, packed in a strong case, weighs 234 Ib. | 

In order to obtain most nearly the maximum intensity of the 
light, it was necessary that the lamp should be provided with a 
filament concentrated to & degree not found in those on the market. 
А lamp manufacturer was induced to make the necessary designs 
and experimental teats, and submitted a number for trial. 

The use of the dry cell was found practicable, and not too costly, 
on the assumption that the proposed lamp was to be kept burning 
throughout the night. 'The trial of the newly-designed lamp, by 
comparison with the present acetylene lamp. however, proved the 
former so much superior, that it was decided to have the lights 
shown only on signal, flashed with one of the new lamps by the 
observer. for the few minutes each time it is observed upon. This 
reduces very materially the consumption of current and battery 
cost. The lamp, after being provided with two additional bulbs, one 
for medium and one for short distances, was tested by the Bureau 
of Standards, with the following results :— 


Apparent candle-power, at a distance of 100 ft. 
Lamp with specially concentrated filament. gas 


filled, G volts, 2°5 amperes gde . 250,000 
Automobile lamp, 6 volta, 1'8 amper 50,000 
Flash-light lamp, 2°7 volts, ‘34 ampere 6,000 


The candle-power of the acetylene lamp now used in the 
triangulation carried on by the Survey, measured under the same 
conditions, is 1,500.— E. G. FISCHER, in Science. 


Glass Manufacture.—A department of glass technology 
at the University of Sheffield has been organised with the financial 
support of the Advisory Committee of the Privy Council for 
Industrial Research, of the Ministry of Munitions, and of the glass 
manufacturers of South Yorkshire. An actual glass factory will 
be established, in which operations will be done on a large, semi- 
commercial scale. The model factory will be equipped with pot 
furnaces and а small tank furnace and a series of experimental 
furnaces, including a number of electrically-heated bnes and some 
heated by gas.—-Zhe Times. 


The Coal Trouble in Australia.—4A Reuter dispatch from 
Melbourne, dated December 2nd, stated that manufacturers 
throughout Australia were to be supplied with motive power, as 
from Monday last, thus enabling the factories to re-open, condi- 
tionally on their closing down for 10 days for the Christmas and 
New Year holidays. The full train and tramcar services were being 
restored. 


Electrical Trades Union.— The address of the secretary 
of the London Station Engineers’ branch is 7. Levendale Road, 
Forest Hill, S.E. 


Volunteer Notes.—First LONDON ENGINEER VoLUN- 
TEERS.—-Headquarters, Chester House, Eccleston Place. - Orders 
for the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 


Monday, December 111. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nailing Class. Recruits’ Drill, 6.25—8. Lecture, “On Tele- 
phones," 7.30. -> 

Tuesday, December 12th.—School of Arms, 6—7. Lecture, 
7.15, “ The Service of Protection," Company Commander Hynam. 

Wednesday, December 13th.—Instructional Class, 6.15. Platoon 
Drill, Platoon No. 1. 

Thursday, December 14th.—Platoon Drill, Platoon Nos. 5 and 6. 
Ambulance Class by M.O., 6 o'clock. 

Friday, December Y5th.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. 
Recruits’ Drill, 6.25—8.25. Lecture, " On Telephones," 7.30. 

Saturday, December \6th,-N.C.O.’s Class, 2.30, Company Com- 
mander Hynam. 

Sunday, Devember \ith.—Entrenching at Otford. Parade at 
Victoria (S.E. & C. ‘Railway Booking-office), 8.45 a.m. 


(By order) MACLEOD YEARBSLEy, Adiutant, 


This is now done in day . 


New Finnish Hydro-Electric Company.—4A pplication has 
been made to the Ministry of Trade and Industry for the approval 


- of the statutes of a new company formed in order to construct and 


exploit electrotechnical works at Imatra-Volchoff-under the name 
of "Vodopad." The founders are two share companies : the Petro- 
grad Electricity Transmission Co. and the Finland Power Co. The 
object of the new company is to exploit the Imatra and Volchoff 
waterfalls, and to transmit the power generated to Petrograd, to be 
distributed to local factories and for illuminating the capital. 
The founders are asking power to expropriate land, and permission, 
with an original capital of 5,000.000 roubles, to issue Government- 
guaranteed bonds to the extent of nine times the capital named — 
that is, 72,000,000 roubles—to bearer. The project has been care- 
fully examined by a special Conference, and has now been sent to 
the Finland Senate for a decision. ' 


[| 

British-made  Tungsten.— The shortage of tungsten 
following the outbreak of war— owing to our former dependence 
on Germany for supplies—rendered it essential to produce the 
metal in this country, for uso in the manufacture of high-speed 
steel, and a Committee of steel manufacturers representing some 
3U firms erected a factory in Lancashire for the purpose early in 
1915. Since July last year the work has been carried on con- 
tinuously day and night, and an average output of 3 tons a day Has 
been obtained. The tungsten powder has averazed 984 per cent. 


"pure, and much of it over 99 per cent, compared with about 


974 per cent. for the German product. The company, which is 
known as High-Spoed Steel Alloys, Ltd., has purchased a wolfram 
mine in Burma, and is improving ite plant to deal with all kinds of 
low-grade ores. So there is no fear of a shortage of metal 
filaments : x 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—Mr. J.. A. Тнатм, charge engi- 
neer at the Bridlington Corporation electricity works, has 
resigned, having secured an appointment at Swansea. 

À proposal by the Barrow Corporation Electrivity Commit- 
tee that the salary of Mr. H. R. BURNETT, borough electrical 
engineer, be increased from £550 to £600 per annum as from 
January Ist last, has been referred to the General Purposes 
Committee of the Town Council for consideration. 

The Aberdeen Electricity Committee has agreed to an ad- 
vance of £25 in the salary of the chief clerk at the electricity 
works. The wages of many employés at the works are to be 
advanced as from the date of their applications in October. 

The Erith U.D.C. has advanced the salary of Mr. J. C. 
WiLLIAMS, the engineer and manager, by £50 per annum; 
that of Mr. L: Н. Saynor, departmental electrical engineer, 
by £25; that of the chief clerk (Mr. H. A. Munpay), by £16; 
and other officials by £10 and under. 


General.—M»r. WM. STAPLETON, assistant electrician at the 
power house, Clonmel Asyluin, has been appointed to the 
charge of the Fethard (Co. Tipperary) electric lighting plant. 

The Manchester Daily Dispatch states that Mr. F. A. Car- 
MICHAEL has been appointed Chief Superintendent of Tele- 
graphs in Manchester, and Mr. J. WADSWORTH superinten- 
dent. Mr.. C. BippoLrH has been promoted to the position 
of Assistant Superintendent, Class I: ў 

London Саге Не Notice.—Territorial Force: Royal Engi- 
neers. Tyne Electrical Engineers. Staff-Sergeant.G. T. B.. 
ScruLARD and Staff-Sergeant P. TuowrsoN to be Second-Lieu- 
tenants (on probation). te 

Мг. ALAS WirLLIAMS, M.I.E.E., has been appointed term- 
porary lieutenant, R.N.V.R., for special electrical engineer- 
ing duties. | 

Coun. W. Н. Dawson has been appointed Chairman of the 
Woolwieh B.C. Electricity Committee. *. 

Mr. G. W. Eyre has been reappointed Chairman, and Mr. 
A G. Crowe Vice-Chairman, of the Plymouth Corporation 
Electricity and Strect Lighting Committee. 

Coun. лама, has been elected Chairman, and Ald. 
Waker Deputy-Chairman, of the Manchester Corporation 
Electricity Committee; and Ald. Bowes Chairman, and Ald. 
CuaPMaN Deputy-Chairman, of the Tramways Committee. 

Coun. МАҮХЕ has been re-elected Chairman of the New- 
castle Corporation Tramways Committee,’ and Coun. A. 
MUNRO SUTHERLAND Vice-Chairman. 

Mr. H. SELLERS has been appointed Chairman of the Keigh- 
ley Electricity Committee, and Mr. J. McLLEN Chairman of 
the Tramways Committee. 

Ald. J. P. SwirH has been appointed Chairman and Col. 
WaDHAM Vice-Chairman of the Barrow Electricity Committee. 


Roll of Honovr.—ILance-Corporal Cuantgs Ramsey, Royal 
Engineers, who at the time of enlisting was an electrical 
engineer with the Palmer Iron and Steel Shipbuilding Co., 
Jarrow, has been awarded the Military Medal for bravery 
on the field. M 

Private Јонч NuaENT, R.M.L.I., killed on active service. 
чаа fitter at the British Westinghouse Works, Trafford 

ark, 


Ea 
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Gordon Harvie, R.N.V.R., killed 
was, according ‘ta the 


Sub-Lieutenant E. A. 
on November 13th, aged 30 years, 


Times, educated at Winchester, and trained as an electrical 


engineer at the Central Technical College, South Kensington. 
arge numbers of electrical men will desire to tender their 
sympathy with Mr. T. P. WILMsHURST, borough electrical 


engineer at Derby, on the death of his second son, Lieutenant | 


Epwin Roy WirnMsnutnsT, Royal Fusiliers, who died of 
wounds on December Ist, aged 21. According to the Times, 
he was one of three brothers who enlisted when war broke 
out. They were all wounded, and afterwards obtained enn. 
missions, 

The Barrow electrical engineer, Mr. H. R. Burnett, recently 
reported the death in action of another member 'of his 
staff, Mr. J), McKEcHNIr, a switchboard attendant, and that 
Mr. R. WILLIAMS, jointer in the mains department, had been 
awarded the Military Cross. 

Sergeant W. J, BENNETT, of the Royal Engineers, wounded, 
was before enlistment a wireless telegraph, instructor in Liver. 
200]. : А | 
Sapper W. G. ScowENs, R.E., who has been wounded for 
the second time, is the eldest son of Mr. J. R. Scowens, of 
the Folkestone electrieity supply works, He was first. on 
the staff of the Electricity Supply Со. at Hythe, and later 
electrical engineer at the Hotel Metropole, at Folkestone, 

Private Lewis HENRY Horse, who belongs to Exmouth, 
and was an electrician in Canada, is reported missing since 
an engagement on September 13th last. 

Private B. BownrrcH, Hants Cyclists, attached to the 
Dorset Regiment, who was with Messrs, Aish & Co., elec- 
tricians, Bournemouth, has fallen in action. - 

Rifleman Harry ARCHER, Qneéen’s Westminsters, who en. 
listed fronr the staff of Mr. Morton Crouch, electrical engi- 
neer, Bromley (Kent). has died from blood poisoning follow- 
ing wounds received in action. 

Lance-Corporal R. CouPE, Loyal North Laneashire Regi- 
ment, attached to the Manchester Regiment, reported wounded 
and missing since July, was with Messrs. Dick, Kerr & Co., 
Ltd., of Preston. 


Lance-Corporal B. Mus, Lancashire Fusiliers, assistant 


electrician at the Acme Spinning Mill, Pendlebury, has died 
in France. aged 22. of wounds received in. action. 

The Military Medal for bravery in action has been awarded 
to Private A. Drace, R.A.M.C » Who enlisted whilst on the 
Hull Gorparation tramway staff. . 


Private F. W. PETERSON, Royal West Kent Regiment, who 
has fallen in action, was a charge engineer at the L.C.C. 
generating station at Forest Hill. 

The following is a list of casunlties, promotions, &c.. of the 
staff of the County of London Electrie Supply Co., Ltd., with 
the Forces : — 

Килкр,—ЁШстап A. Decth, 21st 
ment, “ wounded and missing.” 

Lance-Corporal А. Rose, Sth Royal Be 
missing. | 

Lance-Corporal C. Wilson, K.R.R.. mains department, killed on the Somni. 

Private E. Alexander, 3rd East Surrey Regiment, ge 
killed in action. 

Private W. Amey, Middlesex Regiment, killed in асбап. 

Sccond-Lieutenant D. A. Lardner, 9th 
department, killed in action. . 

Lance-Corporal G. Tebby, Queen's Royal West Surrey Regiment, diel of 
wounds on the Somme. 

Кїйетап A. В, Watkins, L.R.B., mains department, 

The following have been wounded :— 

Lance-Corporal С. F, Ayling, of the secretarial department, wounded and 
prisoner of war in Germany. : 

Rifleman W. Е. Dossett, mains department, wounded. 

Corporal W, Goldsmith, mains department, gassed. ` 

Private J. Lindfield, mains departinent, wounded, 

Sergeant H. Clarke, mains department, wounded, 

Lance-Corporal E. Goodyear, maias department, severcly wounded, 

Rifleman T. E. Maylam, mains departinent, wounded, 

Rifleman s, Perry, mains denartment, wounded, 

Private J. Pulham, jun., mains department, wounded. 

The following have received commissions : — 

Н. F. Gill, secretarial department, as Second Lieutenant, RoE, (Wireless 
Section), 

N. A. Dunk, secretarial department, as Lieutenant, Royal Ordnance Carps 

J. J. Lightfoot, secretarial department, as Second-Licutenant, ROE. (Wire- 
less. Section). | 

The Military Cross has been awarded to ТЇ. [. 
of the secretarial departinent. 


Co, of London Regiment, mains depart. 


rkshire Regiment, mains department, 
nerating department, 


Bedfordshire Regiment, secretarial 


killed in action. 


Cull, R.E., 


Obituary.—Mr. W. A. WALTON .— The. death ig reported, at 
the age of 52 years, of Mr. William A. Walton. electrical 
engineer to the Gloucester Railway Carriage & Wagon Co., 
Who had been with the company for over 30 vears, 


NEW COMPANIES REGISTERED. 


T 1S E EN 


Woli Safety Lamp Co. (Wm. Maurice), Ltd. (145,428) 

" Company was revistered on November 30th, wih 
in 2.00 pret, shares of £1 cach and BUUUD. ord 
the business of the Wolf Satety Lamp Co. and to carry on the business of 
manufacturers of and dealers in lamps of all kinds, manufacturers of, agents 
for, and dealers in ?ccumulators and other bases for incandescent clectrie 
lamna, electric lamp httings, electrodes, batteries, dynamos, motors, trains. 
Mission systems, and electrical plant &c. The subscribers. (with one share 
each) аге; W. Maurice, Goldthorpe, Mushroom Lane, Sheffield, mining engi- 
neers P. J. Conway, 9], Upper Albert Road, Mecrsbrook, Sheffield, mechanical 
engineer, Private company. The number of directors is not to be less than 
three or more than five. W., Maurice is permanent governing and managing 


director and chairman, Qualification, £50.. Registered office - Star Works, 
Oston Street, Shi field. 


4 enpital of £6,000 
Shares of 15, each, to acquire 


DECEMBER & 15), 


Woods-Gilbert (British) Rail Grinding & Milling со 
Ltd. (145,417).—This company was registered on November Эй}, 
capital of £10,000 in #1 shares (5.000 10 per cent. cum. Рге[.), to take ys, 
the business and undertaking, and all or any of the assets, contracts : 
liabilities in Great Britain or elsewhere of the Woods-Gilbert Rail Plan; (o 
Ltd. (incorporated in Victoria, Australia) and to carry оп ghe busine: 
contractors, electrical and mechanical engineers, patentes, and талу. 
turers of rail grinding, milling, and planing Machines, tool makers, four je. 
Хе. The subscribers (with оре Share each) are: Н. R Collings, cj; 4. 
Colonial Bank of Australasia, Ltd., 33, Bishopsgate, E.C., Gentleman: i 
Cameron, Colonial House, Tooley Street, S.E., agent, Private company, 1, 
first directors (to number not less than three or more than five) are; j: 
Поп. Sir John Taverner, K.C.M.G., J. Cameron, and H, M. Collins, «: 
may hold office until 1919 unless previously removed therefrom with Ше. 
sent of the Woods-Gilbert Rail Planer Co., Ltd., of Melbourne, Qualifi ji; 
100 preference shares. Remuncration (except managing director), two guns. 
vach per board meeting attended. - Solicitors : Blyth, Dutton, Hartley & Bi. 
112, Gresham House, E.C, І І 


wi 
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OFFICIAL RETURNS OF ELECTRICAL 


COMPANIES. | 


Micanite .& Insulators Co., Ltd.—Particulars of £325.00 
debs., created by resolutions of March 18th, 1908, March 20th, 1912, aii 
November 20th, 1916, filed pursuant to Section 93 (3) of the Companivs iCar- 
solidation) Act, 1908, the amount of the present issue being £10,000. Pr. 
perty charged: The company's undertaking and Property, present and futur, 
including uncalled capital, No trustees. 


Cutting Bros., Ltd.—Issue on November 10th, 1916, o! 


£1,550 dcbs., part of a series of whith particulars have already bren file 


Wakelins, Ltd.—Moemorandum of deposit dated Novem. 
ber 17th, 1916, charged on moncys payable under certain contracts, to setare 
all moneys due, or to become due, from the campany to London & Sour. 
Western Bank, Ltd., 170, Fenchurch Street, E.C. 


Bankfoot Power Co., Ltd.—A memorandum of satisfac- 
tion to the extent of £5,600 on September 30th, 1916, of debs, dated М, 
12th, 1911, securing £350,000, has been filed: 


James Keith & Blackman Co., Ltd.—A memorandum of 
satisfaction in full on November 13th, 1916, of charge dated August Iht, 
1909, securing £2,000 has been filed, 


Liverpool Electric Cable Co., Ltd. (71,099).—Capital, 
20,000 in £1 shares. Return dated July 27th, 1916. АП shares taken up; 
£7,833 paid; £12,167 considered as paid. Mortgages and charges: Nil. 


General Accessories Co., Ltd. (104,464) .— Capital, on 
in 1,580 6 per cent. pref., 920 5 per cent. ord., and 500 ord. 2s ai zl 
each, Return dated August 7th, 1916. . All shares taken up; £1,580 pii; 
£1,420 considered as paid. Mortgages and charges: Nil. 


| 
Salford Electrical Instruments, Ltd. (112,599) .— Capital, | 


a 


М A ated September 
£20,000 in £1 shares (10,000 pref. and 10,000 ord.) Return dated ш! 
27th, 1916. All shares Leer up. £10,000 paid on the pref; £1000 cin 
sidered as paid on the ord. Mortgages and charges: Nil. 
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ан а а рын акк ы MEE RD MEMD 


CITY NOTES. 


Mr. О. W. PARISH presided at the met 


| He frs 
Amazon img, held on November 20th. Не | 
Telegraph referred to the death of Mr. б. Keith, s 
Co., Lid. chairman and managing director. For 


past.two years he had had to o ps 
serious falling off in the Amazon rubber crop. In A 
twelve months there had been a slight пара da | 
rubber production being increased by 1,365 tons, am diea 
lluctuations in the price had tended to increase ү pu * 
business, The trafic receipts increased by VOR E eut 
improvement in business during the last half ом den 
year aud to an increase of 10 per cent. in loca ra ihe " 
automatically came into force on April Ist, 1916, ni rum | 
the fall in traffic during 1915. Expenses at Han зш H 
by $1,201, partly due to the lower rates of ех Mn : mi | 
maintenance of cables decreased by £1,929. The ms ME 
was £29,880, as against £92,994. Mr. Nosworthy. h of Mr. 
been elected to fill the vacancy caused by the deat Pes 
Keith, and had been appointed managing oe ert i 
everything about the company's business аш uu Jel 
reason of his control of the system on the Amazon, ЧЕ 
th. adoption of the report, In the course of | | ый 
reported in the Financial Times, he recalled ie + beeame | 
cable worked a very short time before parts | ү months — | 
interrupted; half its length had to be relaid та | repeate 
alterwards, and the new eable also was subject abil thori 
interruption. The experience thus gained had ona Tan 
to overcome many difficulties, and to-day a very E һу the 
was maintained. The service was much Sa SU үш 
duplication in J906 of. the uppermost section, sae Experieno 
long, which was most subject to mterruption. satisfactory 
showed that the only means of maintaining а tween Рата 
service Was to have two cables the whole мау san cürvevs 
and Manaos, and in 1907 he was instructed MUN aho шаш 
l^ find, if possible, a new ronte entirely apart e re spent on 
river, or as nearly so-as could be. Two CU lo new cable 
the survey, and à suitable route was found. ; les were in 
had a length of 1.091 miles. of which only 116 Pai rivers 
the main river, the remainder being in lakes ап‹ ind. next t 
Where there was shallow water. perfect оода was laid, 
no current; and some 98 miles of underground cab 


> 
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mostly through virgin forest. Many of the streams were 
never used, except perhaps by canoes, and had become com- 
pletely blocked with floating islands; through which they had 
to cut their way. 
interrupted 28 tines. Of this total, five were due to damage 
by natives and five oceurred in the cable of the 1906 upper 
section duplication, part of which was incorporated in the 
main duplication. Consequently in six years there had been 
only 18 breaks in the 1910 duplication, which was an exceed- 


ingly small average, so that the route selected might be con- . 


sidered successful. It was very rare for through communica. 
tion to be interrupted. As to their prospects, he thought the 
worst was passed. 
tive, was remunerative. The States Governments were en- 
couraging agriculture, and Brazil generally appeared to be 
making some recovery from its financial crisis. 


Electrical Securities Trust, Ltd.—The report for the year 


to November 14th states that the results for the period, after 
charging all expenses and the interest due and accrued on 
the debentures, amounting to £2,276, show a loss of £564. 
No credit has been taken in the accounts for interests or 
dividends which may have accrhed and which have not been 
paid within the period of the accounts. "The directors regret 
that they have been unable to dispose of any of the invest- 
ments held by the Trust during the past year, but out of 
cash in hand the trustees, on December Brd, 1915, made a 


further distribution of 5 per cent. on the debentures.-—Finan- | 


ctal Times. 


Companies to be Struck Off.—The following companies 
are to be struck off the Register unless cause to the contrary 
is shown within three months :— 


Electric Stores, Ltd. 

Hammersmith Welding, Engineering & Electrical Co., Ltd. 
New Electric. Rifle & Target Co., Ltd. 

Panama Electric. Light, Power & Traction Co., Ltd. 
Telephone Instalment System Co., Ltd. : 


United Wire Works, Ltd.—The report for the year to 
September 30th states that, after providing for depreciation, 


bad debts, and excess profits duty, the profit is £13,702.~ 


Dividend, 7} per cent. on the ordinary shares, free of tax; 
£1,500 to general reserve fund, leaving £3,302 to carry forward. 


Callenders’ Share & Investment Co., Ltd.—The accounts 
for the year show, after providing for debenture stock interest 
&c., and including £3,010 brought forward, £11,292 avail- 
able, as compared with £10,876: A further dividend of 24 
per cent. is recommended, making 5 per cent. for the year, 
transferring £500 to reserve, and carrying forward £4,175. 


Adelaide Electric Supply Co., Ltd.—Final dividend of 5 
per cent., making 10 per cent. for the year, together with a 
bonus of 2 per cent., both free of income-tax, on the ordinary 
shares for the year ended August 3lst. 


Dartmoor Electric Supply Co., Ltd.—Notice appears in 
the London Gazette of December Ist respecting the reduction 
of capital of this company from £4,000 to £2,000. 

Brazilian. Traction, Light & Power Co.—lhe directors 
have declared a quarterly dividend of 1}- per cent. on the 
fully-paid cumulative preference shares. 

United Electric Tramways of Monte Video, Ltd.— 
Interim dividend on the pref. shares for the half-year ended 
September, 1916, at the rate of 6 per cent. per annum. less 
tax at 5s. in the £. No interim dividend on the ordinary 
shares for the half-year. | 

Power Gas Corporation, Ltd.—Profit for the vear ended 
September 30th, 1916, £21,192, plus £9.105 brought forward. 
Dividend, 6 per cent. on the ordinary shares. less income-tax. 
£11,190 is to be carried forward, out of which excess profits 
duty, if any, will be inet. 

Chloride Electrical Storage Co., Ltd.—Interim dividend, 
1з. per share, free of tax, on the ordinary shares. 


Melbourne Electric Supply Co., Ltd.—Final dividend of 
5 per cent., making 10 per cent. for the year, free of incame- 
tax, on the consolidated ordinary stock. 


Western Telegraph Co., Ltd.—First quarterly dividend, ` 


9s. per share, free of tax, for the year ending June, 1917, 
being at the rate of 6 per cent. per annum. 


STOCKS AND SHARES. 

| ML E Turspay EVENING. 
Tug political crisis has had a slightly. enervating effect upon 
prices in the Stock Exchange, although, as business men, 
members of the House would welcome any sort of change 
that is likely to expedite the conduct of the war and hasten 
its termination. The most inmediate influence is still the 
pesition of affairs in Greece and Roumania. Having regard 


to the uncertainty which still exists at the time of writing 
in both theatres, it is not very surprising that there should 
be a pronounced disinelination on the part of the public in 
the direction of .investinent and speculation alike. 

This disposition is accentuated by the usual Deceinber 


desire to indulge in mild window-dressing, which leads capi- 


Since its completion this cable had been - 


The price of rubber, present and prospec- - 


talists, large and small, to postpone investment of surplus 
funds until the year is turned. This time they have the addi- 
tional excuse that they are waiting for the advent of the new 
war loan. The sarcasin that the Government is likely to defer 
the next loan till such time as the news is much more than 
it is now, carries more acid than point, because, although 
it,is unfortunately true that the Government missed its 
market badly in the autumn, it is equally true that to float 
а big loan during the last weeks of the year would be to crab 
.pretty much its chances of success. 

The Home Railway market continues in a sagging condi- 
tion, and day by day the prices of the Steam stocks dwindle. 
This tendency has spread to the Undergrounds, where: prices 
are scarcely so firm as they appear. Recent buyers of the £10 
shares of the Underground Electric Railways are doing their 
best to snatch what profit remains to them; and the price, 
which was 9 5/16 ten days ago, is once more a trifle under 2, 
while in the shilling shares, which now stand at 6s., there 
is very little doing. 'lhe advanee in wages conceded to the 
miners, and the threat that even this is not sufficient to 
satisfy the demand of those gentlemen, is the latest restraint 
laid upon hopefulness in this department. ^.^ ^ ^-^ 

The electric lighting market is quiet. What little pressure 
to sell was noticeable Inst week has been relaxed to some 
extent, and the. assumption is that holders of illumination 
securities are looking with subdued expectation upon the 
campaign which is being carried out with a view to increas- 
ing the lights of London. Having regard to the alarming 
number of street accidents, the strong probability that the 
Zeppelin raiders are not likely to repeat their costly visits 
for some time, and the sentimental feeling that there is some- 
thing undignified in London's still sheltering under its pall 
of darkness, it is hoped that the authorities may see their 
way to modify the stringent regulations at present in force. 
Westminsters are 1/16 down; so are South Londons. City of 
London brdinary are offered about 11$. But on the whole, 
the approach of the end of the year is an inducement to 
proprietors to retain their shares rather than to try to sell 
them at low prices so shortly before the next batch of divi- 
dend announcements. | 

Last week's meeting of Reuters shareholders confirmed the 
sale of the company's shares at-£11 per share, which is just 
double the price at which Reuters were standing not so very 
long ago. The lowest touched this year waa £4, and last 


` year the price fell to З. The last dividend paid by the com- 


pany was 8s. a share, in May, 1914; so that, taking every- 
thing into account, it seems to us that the shareholders may 
heartilv congratulate themselves upon having such an excel- 
lent price offered them. When the last 10 per cent. dividend 
was paid, in 1919, a certain amount of criticism was launched 
at a distribution of profits which looked rather extravagant 
at the time. However, this is now a matter of history; and 
proprietors are lucky to get out so comfortably. 

Brazilian Tractions again broke severely upon a fall in the 
Brazilian rate of exchange to a small fraction below 1s. The 
price touched 451, showing a drop of 5 points in less than a 
week. Support forthcame at this level, and a recovery ensued 
to 47, which still leaves Tractions substantially lower on bal- 
ance. The preferred have fallen 3 to 86. Rio exchange firmed 
up to ls., but most of the things connected with ‘Brazil are 
dull and depressed. 

Other issues in the Latin-Canadian group are mostly: better. 
An extraordinary rise in the price of Otis Steel carried the 
shares to 100, as compared with the low-water mark of 26 
this year and 10 in 1915. The rise is associated with rumours 
to the effect that the company is to be taken over by one of 
the big corporations in America. Consolidated Саз & Electric 
of Baltimore shares have risen to 134, and from the look of 
the market it would seem to be wrong to sell them now. 
No recovery has occurred in British. Coluinbia Electric stocks, 
and the Mexican group remains very flat, Government, rail-, 
way, and industrial issues all being unfavourably affected. 
Mexican Light & Power preferred shares are 5 points down. 

The telegraph market is heavy. Westerns receded to 14, 
and the Eastern group is dull with a 2-point fall in Eastern 
Telegraph ordinary. The strength.of industrials in New York 
helps to maintain the prices of the Anglo-American division. 
Marconis moved narrowly between 9j and 3, the flicker of 
excitement which put the price up to 34 last month having 
died out. Great Northern Telegraphs lost their rise of a week 
ago. Globe Preference eased off to 105. Telegraph Construc- 
tions show a loss of 103. at 38. 

The feature of the miscellaneous group is a rise of 7s. 64. 
in the price of. India-Rubber shares, taking them to 13i, at 
which the return on the 1noney is still over 73 per cent., with 
dividends paid free of income-tax. General Electric ordinary 
fell 5s. to 133. Callenders are good at 13. British Alumi- 
mums are active, although there was a little profit-taking in 
the neighbourhood of 30s. The prior lien bonds of the 
British Westinghouse Co. drooped a trifle to 100, but the 
preference shares remain firm ot 9 7/10. Castner-Kellners 
keep strong on the increase in the dividend; and Edison and 
Swan shares, after their activity about Ss. 6d., have settled 
down to a quiet time again. in 

Armament shares are easier, the report of the Armstrong 
Co. apparently causing a little dissatisfaction, 1n spite of the 
big figures which it disclosed. In the rubber market, a rise 
to Зх. per Ib. in the' price of the raw material had virtually 
no effect upon the quotations of shares, so slack has business 
become. Further improvements in the price of copper, break- 
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ing all records for recent years, had little influence, In conse- 
quence of the feeling that the metal market is being manipu- 
lated from America, which is taking the fullest advantage of 
the needs of the Allies in the matter of munitions. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Home ELEOTRICITY COMPANIES, 


á Dividend Price 
| —— Dec.5, Віве ог fall Yield 
1914. 1916, 1916. this week, ^ p.c. 


| 


Charing Cross Ordinary Бе Б b 8} — тва 
до. е до, do. 4àPref, 43 43 855 - 811.0 
Chelsea =e. ee ee ee b 4 3 — 6 18 4 
City of London ^ E 9 8 118 ~ 617 8 
` do. do. 6 percent, Pref. 6 6 10 — 6 00 
County of London wa T 7 7 104 — 6 18 4 
do. 6 percent. Pref, 6 6 10 — 6 0 0 
Kensington Ordinary .. . 9 7 t — 6 46 
London Electric .. ds F 4 B 1 — 610 5 
do. do. 6 per cent, Pref, 6 6 ГРА — . 61b 4 
Metropolitan A "t^ а 4 8 2 — 6 6 4 
0. : 44 per cent. Pref, 45 8à — 740 
8t. James’ and Pall Mall 10 8. — 6 80 
South London 1 ae o б b 9 — h 617 6 
South Metropolitan Pref, aS 7 7 1 — 678 
Westminster Ordinary... | 9 4 6 =A 516 8 
R TELEGRAPHS AND TELEPHONES, 
An lo-Am. Tel, Pref, ee ee 6 . 6 953 — 6 b a8 
Е до. e ee ee 80/- 83/6 28 — " 10 Б] 
Chile Telephone .. a af 8 8 7 — b12 8 
Cuba Sub.Ord. .. + e D Б. в} — 6 86 
Eastern Extension bs “з 7 8 18 —% *516 6 
Eastern Tel. Ord. Vx at 7 8 14 -2 *5 14 0 
Globe Tel. and Т. Ord. .. iS 6 7 12 — *b13 0 
. о. Pref. T 6 6 1 — & 518 65 
Great Northern Tel, .. . 22 9 874 —4 617 4 
Indo-European .. ES - 18 18 51 — 678 
oni s.. oes ee ee 10 10 28 wem 8 9 6 
New York Tel. 44 me А dh 43 10 +8 490 
Oriental Telephone Ord, Š 10 10 2 — 466 
United Б. Plate Tel, .. i. B 8 6 — *5 16 6 
West India and Pan, .. des 1 6d. ljxd — 2 4 0 
Western Telegraph s тү. 1 14 — 3 *514 4 
Home Rais, 
Central London, Ord. Assented 4 4 E — 6 2 3 
Metropalitan va л js 1 1 — 3 16 0 
do. District  .. GUN Nil 16 — Nil 
Underground Electric Ordinary Nil Nil 11 — jy Nil 
0. do. “А” ,. Nil Nil 6/- —8Bd. Nil 
do, ‚ do. Income 6 6 91 — *6 11 10 
s FOREIGN Trams, &o, З 
Adelaide Sup. 6 per cent. Pref, 6 6 418 — 616 
Anglo-Arg. Trams, First Pref, 5 5 8 _ 89 39 
do. 2nd Pref, ., ag — — 
` йо, 5 Deb. .. 5 b 67 — 7938 
Brazil Tractions.. г, NE 4 4 47 —-4 810 2 
Bombay Electrio Pref, |’ TOME 6 104 — 517 8 
British Columbia Elec. Rly. Рїсе, 5 b ' 69 — 75 0 
о, do, Preferred — Nil 49 — Nil 
do, do, Deferred — Nil 47 — Nil 
do, do. Deb. 4] 4 62 — 6 17 4 
Mexico Trams 5 percent. Bonds — Ni 82 — Nil 
do. 6 percent, Bonds — Nil 27: —- Nil 
Mexican Light Common ar Nil Nil 12; — Nil 
о. Pref. ee se Nil Nil 174 — 65 Nil 
do, lst Bonds Nil Nil 324 — — 
MaNvrAOTURING COMPANIES, 
Babcock & Wilcox os ** 14 15 213 — 520 
British Aluminium Ord. Es b 7 .. B0j- — 5 6 8 
British Insulated Ord. is “+ l5 17 11 — 7 610 
British Westinghouse Pref, .. % "1 24 — 6 8 0 
Callenders .. ae m „ 1% 390 13 tà 7 18 10 
do. 5 Pref, is an b b — 617 8 
Castner-Kellner .. ee .. 20 293 8 — 6 6 8 
Edison & Swan, £8 paid a Ni — ^ — Nil 
do. до. fully paid ., Nil — 1 — Nil 
do, do. 4 percent. Deb, 5 5 6 — 800 
Electric Construction oe А 6 1% 1 — 618 4 
Gen. Elec. Pref, .. ss “a 6 6 10 — боро 
do. Ord. as ee ee 10 10 183 4 i 7 b 6 
Henley .. s ve « 20 95 16 — 716 3 
do. 45 Pref, .. af „ 4 4 4 — 612 6 
India-Rubber se ec « 10 10 184 +3 *7 12 4 
"Telegraph Con. SN ee 20 90 88 — 4 '6 550 
* Dividends paid free of income-tax, 
m———— 
ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 
| Month Receipts for ls © Rou 
Locality, ended the la'9| Total to date, miles 
| (4 wks.) month, Z E open, 
Sree Í ы mca —: ————M— —— — 
& & 9 
И E 


18,941 |— 277 || 47 | 281,047 |+ 9,613 180-5 


Bristol (Trams) .. | Ncv. 24 
Dublin у „^ 


i "o өр m 94 | 24290 |+1,767 || an 5841+ 715 |5425] 7 
Hastings „у |” ш 8,134 |+ "208 || 47 | 49,958 | © 8,174 | 19:8 | °° 
Lancashire шей B 2 7,059 |+ 812 | 47| 86,893 |. 4,876 | 42 | °° 
e О . , p " 

Mynk Os x " bus t 98 | б14| 18,510 | + 1,221 | 6-5 | .. 
Anglo-Argentine .: | <° 95 lani igg + 452 || 47 |2,401,981/4 1898 | | °° 
Auckland ..  :. | ost, 20 91,498 | - 697 || 16 84,288 |+ 1160 |26 t9|'.. 
Calcutta  .. ** | Nov. 25 | 18,862 *2,191 || .. “э t 11,137 os 
Kalgoorlie, MN. As... [б "ES EN 39 | 293,967 2% 20.5] . 

as I Ov. 1 2,10 1 2 
Montevideo Nov. | 98401 | 148 vi TOM j aA ae o 
Dublin-Lucan Rly, | Nov. 24 496 |+ 68 | 391 3,566 |+ 291 | 4 T 


| 
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* Two weeks, 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearice 
in the following list, that in some cases the prices are only тере 
and they may vary according to quantities and other cireumstanos 


Wednesday, December 6th. 


Latest Fortn 

CHEMICALS, &c. Price, Ino, oh 
a ИТР ee |e 
a Acid, Oxalic .. ac "^ .. perlb. 1/8 : 
a Ammoniac Sal Je > +. рег ton £75 А 
a Ammonia, Muriate (large crystal) n, £54 3 
a Bisulphide of Carbon... Ы А £28 A 
a Borax.. ... i» £94 Ea 
a Copper Sulphate .. "X ә $s £63 £3 inc, 
a Potash, Ohlorate .. es +. per lb, 2/6 4 
a 5 Perchlorate а n " С ТА 
a Shellac x d. .. perecwt, 143J. 
a Sulphate of Magnesia  .. per ton £16 
a Sulphur, Sublimed Flowers $i £18 
a » Lump .,. se EM ў #16 
а Бода, Chlorate ee Tm" ee per lb. $ 

C Oper ton 120/ 


a "n. rystals ee ee ee 
a Sodium Bichromate;.casks  .. per Ib, 


METALS, &c. 


c Brass (rolled metal 2 to 12" basis) per lb, i to 1/52 ld. ine, 


с ». Tubes (solid drawn) V " to l/7 4.10 inc 
c ,» Wire, basis .. p НА a 1/5 to 1/6 14, ine, 
c Copper Tubes (solid drawn) ;.  ” 1/104 to lll ha-a is. 
E » Bars (best selected) .. per ton £189 £11 ine, 
E 5 Sheet Ae i 2s $$ £189 £11 ine, 
€ » Rol.. T T ae » £189 £11 ine, 
ad is (Electrolytic) Bars oie 9j #110 £10 ine, 
d i A Sheets .. 5 £188 £10 ine, 
d » ” Rods e » £178 £10 ine 
d. is эз H.C, Wire per lb, 1/9 ld, inc 
f Ebonite Rod .. LE ee se э 3/- e 
” Sheet se . ee ” 2/6 bs 

n German Silver Wire as n 2/3 ; 
h Gutta-percha, fine АА is 6/10 - 
h India-rubber, Para fine .. 7" i С> 8/5; 4d. ine 
i Iron Pig (Cleveland warrants) .. per ton Nom, 4 

» Wire, galv. No, 8, P.O, qual, у: £86 e 
g Lead, English Pig oe se . ” £33 6 ee 
g Mercury P - 5% ++ рег bot. |218 19 60 £18 15) £Linc. 
e Mica (in original cases) small .. per Ib, 6d. to 8/- T 
e n» бозу » Medium » 8/6 to ys 
e , ” ” large os n 716 to 14/- & up t 
d Silicium Bronze Wire .. .. per lb. ll. 1d. ine, 
r Steel, Magnet, in bars ra .. per ton £9 


5 T 
Tin, Block (English) у i £190t0 2191 | £4 der 
DT ' Wire, Nos. 1 to 16 ' ап 5 


n y oe ee per lb. 
СРБИ. SÉ RR PE 


Quotations supplied by— 
a G. Boor & Co. 


g James & Shakespeare, 
c Thos. Bolton & Sons, Ltd, h Edward Till & Co 
d Frederick Smith & Со. i Bolling & Lowe. Lud 
e F. Wiggins & Sons. - l Richard Johnson & Nephew, Lid. 
f India-Rubber, Gutta-Percha and n P. Ormiston & Sons 
Telegraph Works Co., Ltd, 


т W. F, Dennis & Co. 
 _—-—— —— 


U.S.A. Turbine Business.—Since the beginning of 1016 
the demand for steam turbines has far outstripped anything in the 
past. A compilation made by the Electrical World from аз 
furnished by the steam-turbine manufacturers discloses the fact 
that the volume of steam-turbine business already handled эе 
the beginning of the current year exceeds 2,000,000 KW. in ipn 
capacity. At this rate the total 1916 business should reac 
3,000,000 Kw, in turbine capacity, z TAE 

At present the best deliveries that it is possible to obtain n 
eight months for some of the smaller sizes for pump and wien 
use, a year to a year and a half on large industrial and om er 
central-station sizes, and two. years for the very large sizes. ia 
now on hand are sufficient to keep the entire manufacturinz 
facilities in operation for considerably more than а year, 2 

It has been roughly estimated that approximately 65 pua 
of the present business is for central-station equipment, ee 
cent. for industria] plants, including marine installations, чык 
300-500 KW.. and 10 per cent. for pumping stations averagmg 
50 H.P. $ à quee of the 

Many large units have been ordered since the beginning ity 
year, the tendency being towards machines of very large ERA 
Notable in this respect have been orders for a Моана 
60,000-H.P. unit, and an order for two cross-compound unit: 
total rating of 95.000 Kw. ——M 

Both labour and material have been hard to obtain, in satis during 
quantity and price, and both have greatly increased in price od 
the year. Turbine prices have, therefore, necessarily advanced. 


Russia. — THE 1886 Company LIQUIDATION Pt aces 
According to the Voroie Vremya, in the opinion of V. P. L there 
who has returned to Moscow from Petrograd after башын оны 
on the liquidation of the 1886 company. the iu tion has 
definitely decided. It is said that if hitherto the liqui T " 
not been proceeded with, it is because of the great 1mpo for the 
the concern and its close connection with work being Uses aris 
national defence. so that great care must be taken in han w- being 
question of liquidation. ^ The details of a scheme ure 1 divisio nf 
Worked out. It is denied that there are Hier Generics and it i 
of opinion as to how the liquidation should be effec 5 a matter 
clearly stated that the liquidation of the 1886 company із 
of the near future, 
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METAL MARKET. 


Fluctuations in November. 


Nov. 12367 8 91018141516172021222324 27 282939 
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Electricity Supply in Germany.—In l'Industrie Elec- 
trique is given а summary of a scheme put forward by Prof. 
Klingenberg, President of the German Society of Electrical 
Engineers, for the development on the largest scale of the pro- 
duction and use of electrical energy and for the discouragement of 
the use of gas, by taxation, in order to further the adoption of 
electric motive power. He proposes to build а number of large, 
well-situated generating stations, which would distribute energy 
to existing stations at a pressure of 100,000 volts, these becoming, 
therefore. sub-stations ; competition between the new and the old 
stations, however, must be avoided, as the latter represented in 
1913 a capital of not less than 100 millions sterling. The State 
works would cost about 40 millions, and their output in 1926 

- would reach 400 million KW., while the net annual profit would 
rise to about 1'6 million pounds. The State would derive a revenue 
of more than 4°4 millions sterling from taxes imposed upon electric 
lighting, gas, hydraulic power, and coal, these taxes being specially 
calculated to encourage the use of electricity and to discourage the 
use of rival sources of motive power. The author estimates that 

-after paying capital charges and taxes, there’ would still remain 
nearly two-thirds of the gross profit, which he believes would 
exceed 14 millions sterling per annum. 


s 

Inefficiency of Labour in the U.S.A.—According to 
the Electrical World, although wages in the electrical manu- 
facturing industry are about 25 per cent. higher than before the 
war, about 20 per cent. less work is obtained per man, or for the 
same cost only 64°2 per cent. as much work is done. This is the 
result of an extraordinary demand for labour, leading to constant 
changes of situation on the part of the workmen, as well as to the 
employment of inexperienced and partially trained hands. Manu- 
facturers who had had the foresight to establish pension and bonus 
systems have been more fortunate in keeping their shops full than 
their competitors. A company which requires 250 men for full output 
has employed 2,250 men during the past 10 months, yet it recently 
had only 220 men at work. - 
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THE FARADAY SOCIETY. 


GENERAL DISCUSSION ON REFRACTORY MATERIALS. 


Тнк Faraday Society opened its session on November 8th 
with a remarkable symposium and general discussion on 
Refractory Materials." The President, Sır Rosert HAD- 
FIELD, F.R.S., who presided over the meeting, said ite justifi- 
cation was the vital importance of refractories to so many 
national industries and the little attention the subject had 
received in recent years, as & result of which the scientific 
foundation required for healthy development was. lacking. 
This view is evidently general, for the meeting attracted a 
very large audience from all parts of the country, representa- 
live of every interest concerned, whether geologists, makers 
of firebricks, iron and steel metallurgists, gas engineers or 
chemists. A comprehensive collection of exhibits, native and 
colonial minerals, and home-made refractory products, such 
as bricks, ‘crucibles, furnace tubes, and laboratory ware, added 
to the attractions of the meeting, the sustained interest of 
which may be gauged by the fact of its extending over two 
sessions, from 5.30 to 11.80 p.m. It will be impossible here 
to do more than indicate in a very general way the nature 
of the discussion, for the number of contributions to it, in the 
form of papers, speeches, and written communications, ex- 
ceeded 30, and the material when printed will fill a fair-aized 
volume. | 
The keynote of the meeting was co-ordination, both as 
regards workers and as regards knowledge; closer co-opera- 
tion between the collector of raw material, the maker, and 
the user on the one hand, closer co-ordination between science 
and practice, between the research laboratory and the brick- 
maker and steel-maker on the other. A beginning of such 
co-ordination was made some years ago when a Joint Com- 
mittee on Refractory Matherials was formed by the Institu- 


tion of Gas Engineers and the Society of British ‚Сав Indus- 


tries. Dr. Н. С. Cotman, Chairman of this Committee, gave 
a short account of its work, which has consisted in draw- 
ing up most useful specifications relating to fire-resisting 
goods used in gas works, and also in carrying out investiga- 
tions likely to help in improving the materials in the market. 
But the reference has been too limited to be of general value, 
and the means for carrying out research have been far too 
small for the end in view, although what has been done, 
under the skilled direction of Dr. J. W. Mellor, of Stoke-on- 
Trent, is known the world over for its accuracy, thorough- 
ness, and value. There is hope now that in both these direc- 
tions the meeting will have given a great impulse to more 
rapid progress. 2 | 

Most useful, because most fundamental, was the informa- 
tion given by Mr. J. ALLEN Howe on the recent work of the 
Geological Survey in refractory materials, by Dr. А. Strahan, 
the Director of the Survey, and by Mr. T. Crook, of the Im- 
perial Institute. These speakers made it clear that not only 
is this country well provided with most of the ordinary 
raw materials—silica, fireclay, refractory sands, and dolomite 
—required by the furnace-brick maker, but that the Empire, 
although perhaps not entirely self-contained, is well provided 
with resources in the less common refractories, such as 
graphite, chromite, magnesite, bauxite, and zircon. All this 
information—accompanied by exhibited specimens—was both 
helpful and timely, and the promised reports of the Geolo 
gical Survey, containing not only details of the locality and 
nature of the deposits that have been surveyed, but also the 
results of the chemical, petrological, mineralogical, and tex- 
tural examinations that have been made of 1,500 or more 
samples collected, will be awaited by firebrick, crucible, and 
retort makers with keen interest. . 

The group of papers with which the symposium opened 
dealt largely with the question of the nature and composi- 
tion of firebricks and the relation between refractoriness on 
the one side and texture and chemical content on the other. 
Three aspects of this side of the subject were discussed : First, 
the importance of analysis; secondly, the necessity for 
“ mechanical” analysis, that is, dividing up the material 
into its physical constituent parts before proceeding to chemi- 
cal analysis; and thirdly, the value of an examination into the 
texture of firebricks, either microscopically or in other 
ways. With regard to the first, mention must be made of 
the most useful series of tables, giving complete analyses of 
most of the refractories in common use, which Sir Robert 
Hadfield appended to his opening address. On the second 
point, we would only mention Dr. R. LessING's very lucid 
explanation of how he electriates refractory mixtures into 
their component parts іп a simple apparatus by means of а 
gentle current of water. Mr. A. B. SEARLE (Sheffield) empha- 
sised the secondary importance of chemical analysis to 
physical and microscopical tests. Dr. J. W. Мемов spoke 
chiefly on the texture of firebricks. He showed how this can 
be controlled by the manufacturer, and what texture should 
be arrived at for the different purposes in view. To exhibit 
the various tvpes of texture, he showed a set of firebricks 
cut transversely, and with their exposed faces polished. Prof. 
W. G. FrAnNsiDES, of the University of Sheffield, in an ex- 
tremely interesting speech, described how he ''slices'"" bricks 
for microscopical - examination of texture, and how much 
can be learned from such study, whether before the brick 
has been used or after it has completed its life's run in, the 
lining of a furnace. Mr. Cosmo Jonws (Sheffield) in a 
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speech of exceptional importance, also spoke on this ques- culty was the attainment of.a uniform temperature over the 

tion, particularly as it bears on the silica bricks used by the hot face of the irregular sample, and this wag OYercome by 

steel maker, urging the study of the effect of texture by the use of a shallow bath of molten metal heated electrically. 
varying grain-size, and correlating it with refractoriness and A special thermometer for exploring the temperature had ај 
other properties. He also discussed the changes bricks under- to be devised, and with these precautions extre 

- go under furnace conditions. | results for a very difficult measurement have been attained. 

Several speakers dealt with the classification of refractory The values of the thermal conductivity and its Variation with 
materials. Mr. C. P. Page in particular discussed this from temperature as given in the paper suggested to sey 
the point of view of their behaviour under furnace conditions. sent the desirability of saving much waste heat in 

The usual classification into acid, basic, and neutral materials by lagging them with a highly-insulating substance, just as 

is convenient, but arbitrary and inaccurate. The refractory steam pipes are lagged. It appears that Hutton and Beard 
ав two conditions to contend against, heat and chemical suggested this, also, strangely enough, in а paper read to the 

action, and refractoriness towards the one has no relation Faraday Society as far back as 1905, and yet the ides has 
to that against the other. So-called acid refractories not been adopted. It may be hoped that this interesting 

. are used where it is а case of refractoriness towards Meeting—one visitor said, over his cup of tea at 11.30 p.m., 
heat because they are plentiful and cheap; basic and neutral that it was the most interesting scientific meeting he ever had 

materials are less widely distributed, and are often difficult attended—will be fruitful in this matter also, as it assuredly 

of application. Classification was also one of the themes of will be fruitful in many other directions i 

the very interesting speech of Dr. P. С. Н. BoswELL, of the industrial products of such vital importance to the nation. 

Geological Department, Imperial College of Science and Tech- 

nology, particularly with regard to refractory sands, our re- n : 

Sources in which were indicated by him. It appears that the _. rem QN 

high silica sands (carrying over -99 per cent. SiO,) and the | m 

aluminous sands (70-80 per cent. SiO up to 15 per cent. ALO,), - E 

although largely imported from abroad, are yet plentiful | 

апа кыш, їп iis pountry. Р for the gren md. or PISTON AND SMALL-END LUBRICATION 

moulding sands, use or casting steel, we must still rely on ТИК | TAN 

oversea supplies—largely because we do not at present know IN DIESEL ENGINES, 

d ee n aae, Е subject оп which Dr. 
osweil himself is, fortunately, working. І , 
The point of view of the manufacturer was ably put by Mr. By GEORGE B. VICKERS. 

ALBERT CLIFF, of Stamford, and, by correspondence, by Mr. Be cee 

оороо (Olney x ug ан (Dudley), Pep er (Abstract. of paper read before the Diese ENGINE Users’ 

as to the directions in which improvements in manufacture 3 ASSOCIATION.) Кы: 

were possible. One was in the working-up of old material ^ For the lubrication of Diesel engines pure mineral or hydro- 

Some of the present shortage of supply he was overcoming carbon oils are undoubtedly the best; „they contain a 


Young people, and so accelerate a rise of specialised intelli- ^^ excessive. Average liner wear is .010 in. to .019 in. per 1,000 
gence. Both Prof. Fearnsides and Mr. Cosmo Johns told of hours’ run, when the engine is heavily taxed. For pistons, 
the valuable information. locked up in works in the skill and an oil with a moderate viscosity of, say, 130 to 180 at 140 deg. 


knowledge of the foremen. The men of science should go › ives good results, whilst an oil with a good viscosity of, 
through the works and translate this knowledge into their зау, 400 to 500 at 140 deg. Е., is best for small end lubrication. 
own more universal language. Mr. Donald told how he was For enclosed-type engines thicker oil is required than with 
endeavouring to approximate the pure Greek magnesite to е open type, as the temperature inside the crank case is 
Austrian magnesite by adding a small percentage of Ее,О, ; much higher than on open-type engines. In experiments on 
tion with magnesite in basic steel furnaces, ani he attri- Ltd., difficulty was experienced in using thin oil which had 
buted to, this cause much of the trouble in these furnaces. @ viscosity of 110 at 140 deg. F. Thicker oil was used, having 
Incidentally, he mentioned the possibilities of Serbia with à viscosity of 140 at 140 deg. F., in place of the thin oil, and 
lis minerals and plentiful water-power, as an electrometallur- the fuel consumption, which previously had never been lower 


he also criticised the present use of dolomite in conjunc- enclosed engines made by Messrs. Hick, Hargreaves & Co., 


years to realise. ‚Мт. Deansfield raised an important problem . On average engines the quantity of lubricating oil used is 
in the conservation of national resources in drawing atten- ‘kept as lów as possible by using new oil on the small ends 
tion to the enormous loss of refractory clays lying under only, and filtered oil on the other parts. This filtered oil has 
coal seams due to the winning of the coal only. Some inter- advantages, as after running and filtering, the bituminous 
esting points of Practice were given by Mr. ALLEYNE Rey- matter in the oil is eliminated. Filtered oil should not be 
NOLDS 1n his communication. Mr. Reynolds, as did Dr. "used too often on the pistons, ав its viscosity gets too low for 
Mellor before him, threw Scorn on the possession of во- this work. The original method of lubricating the piston by 
calle trade secrets," which impeded progress and, in the & single stem leading to a belt encircling the Tier and from 
end, were most harmful to any industry. The plea for co- thence through small holes in -the liner, is a poor method. l 


ordination was also strongly urged by Mr. W. J. Jones, of the . The belt should be flushed out with paraffin every time that 
ашу of Munitions, and Mr. A. A. Мсросвли, DucxnaM, the pistons are withdrawn, or perhaps even once a week. 

of the same Ministry, emphasised how much the output of .The usual method of piston lubrication is through four or 
munitions depended on refractories. Six stems or quills leading through the water jacket to the 


nally, several papers and Speakers touched on certain liner d : d pi ast a back- 
Specific researches in which they were engaged, and which ваше valve, to the anae шоп feed pipe, р 


promised Valuable results in improving the properties of old 


В ; lor tion -are j e majori iven from the cam 
Physical Laboratory, spoke about the ров В of highte lubrication .are in the Majority of cases driven fr 


: : » . : ] shaft, and so are placed much higher than the quill line. 
pond zirconia. Bricks made of this materia] were being The result is that, ater a short Ыр, the feed piping has 
use Dur optical purposes, and they did not grit until well been drained, and the piston does not receive any lubrication 
if fing econ p J. А. НАВКЕВ mentioned that zirconia, fo: a few minutes after starting. А better plan is to have the 


n stand being plunged into water at a lubricators fixed well bel the lubricating belt line and 
Mone temperature. Dr. R., 8. Hutton (Sheffield) and worked off the шого "ar tlie endi shaft, thus i 
кыта iue und CE vi completely shrunk ensuring that the pipes are always charged. The chak valve { 

| E : ‚ Which Һа e done at а ve i i i igned, and репой- 

igh temperature, could now be economically effected in ihe a оо | 


j : Í cally examined to ensure that there is no bituminous matter 
irie tube тсе Properties and n fey ul holding the valve up and interfering with the supply. - 
: , У useful refrac ту alundum, ° 33 4^ : „Ње caus 
were described by Mr. С.В. D ARLING. Dr. W. Н. Hiep The method of securing the quill is sometimes 


( T in the liner. 
effield) pointed out how research in many directions s trouble. Some makers prepare a tapered hole i 


Instruments through a tapped hole in the water jacket. When the parts 
о т high temperatures. Dr C. HANCOCK, who is get Каш and. expand, these quills ауе been found to ac 
2 па ot Conjunction with Prof. Bone at South Kensing- as struts, and have caused piston seizures. Ап improve 
on piss ош tebrieks, spoke of the application of cer- method is to have the quill screwed énto the liner, a plain 
sine уе to etc Ps factory materials as a means hole in the water jacket, and an external joint. 
А aR Hi d е ure. . : е Some makers have not adopted quills in the liner, but io 
adu t T one other portion of the discussion only, relied on the splash system. This system is really only suit: 
2 Dd e paper e a Ezer СЕтЕРТТН5, of the National able for small engines, and its chief drawbacks are VW 
fully tho bea who has devised a new and most care- lubrication cannot be regulated, is most uncertain, and ther 
Hub ps jon пешоб or measuring the therma] condnc. is а tendency to wastage. | к | 
y rickS and tiles of commercial sizes. e great diffi- Phosphor-bronze bearings are usually adopted for the tp 


[3 
ki 
^] zi | 
Piu Жазы. 
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end bearings. The wear on phosphor-bronze bearings is 
seldom more than .001 in.. per annum, whilst white metal 
bearings, according to the quality, may show more wear than 
this in one week. When a phosphor-bronze split bush is 
used, the average clearance is .003 in. vertically and .006 in. 
at each side. If the bush is solid, more clearance is required, 
usually .006 in. to .008 in. vertically and .008 in. at the sides. 


The gudgeon pins should be fully case-hardened, at the ends 


as well as on the bearing surface. : 

À good long skirt is advisable to act as a guide and to 
reduce the pressure per unit area due to thrust. The length 
of guiding surface on the piston should be 1.4 to 1.6 times 
its diameter for low-speed engines, but may be reduced to 1.2 
times the diameter for high-speed engines. The scraper 
method for lubricating the’ top end bearings, depending on 
collecting the oil remaining on the liner walls after the rings 
have scraped the bulk off, seems a very haphazard method, 
but it is quite effective for pistons up to 24 in. in diameter. 

the banjo system, the oil is led into a banjo on the side 
of the erank, and the centrifugal force causes the oil to flow 


into a small receiver and pass up the pipe leading to the top 


end. ‘Without a knowledge of the effectiveness of this sys- 
tem, any engineer would be justified in expecting that at 
least a special quality of oil, of the '" monkey " brand, which 


would climb up the pipe, would be necessary for this system. 


The most general method of lubrication is to have one or 
two slots in the piston which pass over the leads from the 


oil supply pipes and holes leading from the bottom of the, 
slots through the piston to the centre hole in the gudgeon . 
pin. Several holes lead from this central hole in the pin to the 


bearing surface. Itis preferable to have two slots in the piston, 
one midway between the crankshaft centre line and the cross 
centre line on the front side of the piston, and one directly 


opposite, so that whichever side of the liner the piston is 


thrust against, one of the slots is able to scrape the maximum 
quantity of oil from the liner. The slot is best when V-shape 
in section, and the top and bottom should be under-cut at 
about 45 deg., the scraping edges being left moderately sharp; 
a sluicé should also be cut to connect the top of the slot to 
the circular scraper groove cut in the piston to take advantage 
of the oil scraped off the walls by this groove. The hole in 
the centre of the pin should be at least 14 in. dia. for a 6-in. 
pin, as 16 acts as a reservoir for the oil. Two. holes at least 
should be drilled from the top of the pin to the centre, one 
close to each end of the bearing surface at 30 deg. to vertical 
centre line. These holes should lead into longitudinal grooves 


. on the top surface of the pin, with well-rounded edges to 


assist the oil to escape. 

On medium- and high-speed engines а complete service of 
forced lubrication solves lubrication difficulties. Of course, 
this means having the engine fully enclosed. The practice of 
fitting a lubricating pipe leading from the bottom to the top 
end is to be deprecated; it is much better to have the oil paa- 
sage up the centre of the connecting rod. When a priming 
system of lubrication is not provided, a small ball valve fitted 
in a cage in the hole at the bottom end of the connecting-rod 
acts as a retaining valve when the engine is shut down and 
prevents the oil from draining away from the top end. 

Forced lubricition has disadvantages. Unless manufac- 
turers have taken special precautions, it is probable that the 

iston will receive too much lubrication. The oil is thrown 
rom the bottom-end bearings on to the liner walls, and when 
the piston is on its suction stroke, the slight pressure in the 
crank chamber tends to force the oil past the relaxed rings, 
the result being that the lubricating oil is burnt and very 
peaky indicators cards are obtained, showing а maximum pres- 
sure frequently 100 to 150 lb. above compression pressure. 


The high consumption of lubricating oil has retarded the pro-- 


gress of the enclosed type of engine. ` We have overcome the 
difficulties, first by guarding the bottom-end bearings to 
avoid splash on to the liners; secondly, by preventing the oil 


.from creeping from the top-end bearing along- the «udgeon 


pin keyway on to the piston surface; thirdly, by providing 
scraper grooves on the piston with return ducts to the inside; 
fourthly, by dissipating the vapour in the crank chamber, 
this vapour tending to get past the rings on the suction stroke. 

The common method of withdrawing the oil vapour is to 
take the air compressor suction, or the main cylinder suction, 
from the chamber. This causes dirty valves, is wasteful, and 
has proved to be dangerous. We find that the vapour is most 
effectively withdrawn by а belt-driven extraction fan, and 
we lead the gases to a baffle box where they are condensed, 
thus recovering the oil which, by other methods. is burnt. 
The vapour is mainly caused by the oil being splashed on the 
inside of the piston crown, and if the crown has an oil guard 
fitted the vapour is considerably reduced. 

A discussion followed, and Mr. W. FENNELL referred to the 
increased sulphur contents of certain fuel oils which were now 
being used: it was found that these reacted on the lubricating 
oil, especially if this was compounded with vegetable oils, 
causing a sticky deposit, analogous to vulcanised bitumen, 
which destroyed the lubricating properties of the oil. Com- 
pounded oils should not be used for cylinder lubrication, but 
only pure mineral oil. He expressed the opinion that the 
most successful Diesel engine of the future would have & 
cross-head. He also strongly advocated separate lubricators 
for each point to be lubricated. 

In his reply. Mr. Vickers agreed that sulphur would cer- 
tainly have a bad effect on most compounded oils, but said 
that it would have no effect on a pure mineral oil. 


"SCIENTIFIC AND INDUSTRIAL RESEARCH. 


On Friday last, at the Institution of Civil Engineers, Lord 
Crewe received a deputation from the Conjoint Board of 
Scientific Societies with regard to the financial provision for . 
research and allied purposes. He was accompanied by mem- 
bers of the Committee of the Privy Council for Scientific and 
Industrial Research and the Advisory Council, while the depu- 
tation numbered over 120 gentlemen, including many of the 
по noted representatives of the scientific and industrial 
worlds. 

As President of the Royal Society, Sir J. J. THOMSON, in an 
opening speech, stated that the object of the deputation was 
tc urge the necessity of increased grants for scientific and 
industrial research, on the utilitarian ground that it would 
be an excellent investment. Such grants should not be with. 
held from pure scientific investigations; many discoveries 
most important to the world had been made in the course 
of researches of the most abstract character—such as the 
X-rays, for example, which had proved of incalculable. value 
to the nation during the war in surgical work, but were 
really а by-product of research, and. would never have been 
discovered by beginning at the other end and seeking for. 
means to facilitate surgical operations. It was useless to 
grant sums of money {о individuals, who would feel bound 
to turn out some practical result or other every year, instead 
of patiently pursuing an apparently unremunerative investi- 
gation without regard to appearances; the money should be 
allotted to the universities. The cost of pure scientific re- 
search, however, was trivial compared with that of industrial 
research on the full-size scale. The finances of the National 
Physical Laboratory were also in a very unsatisfactory condi- 
tion, and it could not pay such salaries to its junior trained . 
acsistants as would enable it to retain their services. 

Sir M. Frrzmaurice said that the research scheme put 
forward by the Advisory Council was essential to the indus- 
tries of the country, and should have far-reaching effects. He 
had never presided over a more enthusiastic committee than 
the Standing Committee on Engineering; but to get the 
scheme into a healthy working condition money was indis- 
pensable, and that without delay. ОК 

Prof. Н В. Baxer, advocating the prosecution of chemical 
industrial research, pointed out that sulphuric acid, a funda- 
mental necessity to industry, was still made by a process 
invented by а quack doctor at the end of the eighteenth cen- 
tury. Surely improved methods could be found, and there 
were numerous minor problems awaiting solution. Not only 
was research required with specific aims in view, but also 
pure scientific research. Since the war began academic and 
manufacturing chemists had come together, and their colla- 
boration would lead to enormous advantages. | 

Replying to the deputation, Lord CREWE said that a great 
part of the work in question was of. immediate value in con- 
nection with the war, and after the war; the fruition of the 
schemes for scientific and industrial research was deperident 
upon the attainment of a full and complete victory. The 
Government had decided to establish a separate Department 
of Scientific and Industrial Research for Great Britain and 
Ireland under the Lord President of the Council, with the 
President of the Board of Education as vice-president. They 
had also decided, subject to the consent of Parliament, to 
place a Jarge sum of money at the disposal of the new depart- 
ment, to be used as a fund for the conduct of research for 
the benefit of the national industries on a co-operative basis. 
The Board of Inland Revenue had decided, with the approval 
of the Chancellor of the Exchequer, that no objection should 
be offered by their surveyors of taxes to the allowance as a 
“working expense'' for income-tax purposes. of contribu- · 
tions by traders to industrial associations which might be 
formed for the sole purpose of scientific research for the 
benefit of the various trades; and the allowance would be 


. equally applicable as regarded traders’ contributions specifi- 


eally ear-marked to the sole purpose of the research section 
of an adapted existing association. In both cases the allow- 
ance would be subject to certain conditions, e.g., the associa- 
tion or the research section to be under Government super- 
vision, and the trader's contribution to be an out-and-out 
payment, made from his trade profits, and giving him no 
proprietary interest in the property of the association, &c. 
In order to enable the Department to hold the new fund and 
any other money or property for research purposes, a Royal 


.Charter had been granted to the official members of the Com- 


mittee of ће. Privy Council for Scientific and Industrial Re- 
search under the title of the ''Imperial Trust for the 
Encouragement of Scientific and Industrial Research. A 
substantial gift had already been made to the Trust by two 
members of the Institution of Mechanical Engineers for the 
conduct of a research in mechanical engineering to be approved 
by the Department, in the hone that this example would be 
followed by other members of the Institution. The Govern- 
ment had been impressed by the need of further assistance to 
research. Systematic co-operation between the leaders of in- 
dustry and the Advisory Council was necessary. As it was 
impossible to make a close estimate of the annual cost of the 
work, which might vary widely, the Chancellor of the Ex- 
chequer was prepared to devote to it a very large sum, esti- 
mated to cover the needs of the next five years. on & scale 
which would enable them to spend four or five times as much 


‘on industrial research alone as the whole scheme had pre- 
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viously received. It was of no use to deal with individual 
firms or persons; he hoped to see the creation of new trade 
associations on & large scale, or. the formation of branches of 
existing associations to deal with these purposes. with separate 

accounts, These associations should be controlled by small 
. committees composed of representatives not only of industry 
and science, but also of the skilled workers., With regard to 
technical training, the present regulations under which tech- 
nical schools received public money were not up-to-date; 
local authorities and governors of schools would be consulted, 
and more help would be given from the national funds. Sub- 
stantial additions would be made to the annual grants ‘to 
train technical teachers and provide scholarships to univer- 
sities. Besides the lump sum above-mentioned, an annual 
vote would be provided to cover the expenses of the Depart- 
ment, to assist researchers and societies that were carrying out 
researches, and .non-remunerative research. 
owed а great debt to the National Physical Laboratory and 
its director, Dr. Glazebrook, and its future would be the 
subject of anxious consideration on the part of the Advisory 
Council. The Coal Conservation Committee was working in 
close touch with the Advisory Council, and a series of re- 
searches was to be put in hand, to establish on a scientific 
basis systematic economy in the use of fuel. 
survey would be made of all the coal measures of the United 
Kingdom, and the qualities of the different kinds of coal 
would be investigated. | 


Notice has been given in the London Gazette of the crea- 
Members for the time 
being. of the Committee of the Privy Council for Scientific 
and Industrial Research a Body Corporate for the purposes of 
the said Committee, under the title of “ The Imperial Trust 
for the Encouragement of Scientific and Industrial Research." 


In an address delivered to -the BIRMINGHAM AND MIDLAND 
R. T. GLAZEBROOK, F.R.S., 


. The object of its foundation: was “ to bring scientific know- 
ledge to bear practically upon our everyday industrial and 
In this process three distinct stages might 


tory. 


` 2. The investigations which go on in an industrial research 


laboratory, developing new processes or introducing new 
products. 


had its foundations in purely scientific work, and we must 


our roll of great discoverers had been a glorious one. The 
‘endowment of pure science was essential; without it the 
iled. ) 


could be carried on entirely Бу rul i 
skill of trained workmen. е нш rusiing to the 


could be investigated in the works laborato 
‹ „һе. ‚ and th 
investigations and tests must ДО on in the works (БАЕ Ро, 


under the eyes of men familiar with the process of manufac-: 


ture in its every síage. 


etween these two—the man of science researching in hj 
: : in hi 
untversity or college, and the works chemist tailing in his 


should hold a prominent place. 
function to fulfil: it was a great standardising and testing 


i h involved a laborat 
different from the usual works laboratory, and alo Шешу. 


For the industrial research laboratory the Plant, &c., must 


be so planned that it was possible to carry out the n 
operations on a scale comparable with that аш in works, 


advances in his subject, but must know What was possible 
Іп Works, and must mould his solution: of the problem to- 
harmonise with these possibilities. The undertaking was 
often more complex than that of the pure scientist. [t was 
one which needed a special laboratory, a special equipment, 


their life-work. The juniors retained their posts for some 


а conundrum which he desired to have answered for his own 
private benefit, he must pay; but if a competent committe 
controlling an industrial research laboratory concluded that 
а research was of importance and likely to lead to knowledge 
of benefit to the whole industry with which it waa con 


The needs of the nation at the present time were ио 
serious, the danger of delay too pressing, and the State might 
well devote large sums to industrial research without minute 
Inquiry as 60 whether the research was going to benefit 

essrs. A.B. specially and what share, therefore, of the ex- 


‚ Dr. Glazebrook then gave an account of the N.P.L. and 
its work during the past 15 years, and outlined the task that 
lay before it in the future. He said that there must be more 
than one such laboratory; in many cases an industry could 
be best served by а laboratory near its principal centre. 
large firms, again, might each prefer to have their own 
trade secrets, but a private laboratory on a really sufficient 
scale wus expensive, and for the smaller firms, at least, the 
only way to secure the full advantage of scientific advance 
was by co-operation—co-operation in the laboratory, c 
operation, with specialisation in production, in the works 
themselves. rx 

‘Increased funds must be provided, and it was only through 
ihe aid of the manufacturers, and of those who from experi 
ence had profited by the work of the Laboratory, that the 
authorities could be induced to do all that was needed to 
establish the Laboratory in a secure position. __. il 

On Friday last, Lord Crewe, President of the Privy Com 
Committee, had announced that a large sum was to be at t е 
disposal of the Committee during the next five yum n 
outlined the scheme for its expenditure. The Lord Presiden 
spoke in generous terms of the work of the Laboratory 0 
the past, and indicated a sphere of wider usefulness under 
less difficult conditions in the future. { 

In many cases, no doubt, the researches contemplated mus 
go on in special laboratories arranged and equipped for t 
purpose—laboratories closely connected with the industry i 
was desired to help, situated at the great manufacturing 
centres; but there were many other researches of wide in- 
terest and great importance for which a central о 
was the proper house, a laboratory fitted and equip pida 
ample manner, with a trained and competent staff anima A 
with a love for science, and yet with a keen hase a 
the practical side of the question discussed and a те pd 
to help our country by the application of science to in uen 

The body controlling industrial science research must, any 
access to a laboratory in which might be studied the ma d 
Problems which did not require for their elucidation sppr 
ances of the more specialised ‘ works” character or оре 
tunities only to be found in particular localities; where ils der 
was available, able and experienced, ready to кш Жее 
the advice of men skilled in industry the technical di Male 
met in applying new discoveries on a manufacturing 
or to develop ideas which promised future success. hould be 

Such a róle the National Physical Laboratory 8 d might 
prepared to play; such was the future which he truste 

e 10 store for it. 
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TELEPHONE TROUBLES. 


WE have just been re-reading a small booklet issued by the 
Telephone Department, which gives suggestions to the public 
as to how they can assist in facilitating the working of the 
telephone. : 

We think it will be generally admitted that the working 
of the system is still far from smooth, but if the suggestions 
contained in this little booklet were followed there can be 
no doubt that great improvement would result. А great many 
of them are summed up in the injunction to be courteous to 
the operator. The booklet adds: ''She has a difficult, nerve- 
racking job, and, apart from chivalry, your consideration will 
improve her work.” 

In calling for а number, many people forget that they 
ought to give the name of the Exchange first and the number 
afterwards. Subscribers are also advised to be sparing 
in the use of the word ‘‘ Hullo.’’ It is certainly a little oper- 
worked by most telephone users. ` | 

It is pointed out that the times of greatest pressure on the 
telephone are from 10 to 11.30, from 2 to 3.30, and from 4.30 
to 5.30. If these periods are avoided a subscriber is more 
likely to get through quickly than if he selects the busiest 
time of day. | | 

A paragraph headed ''Etiquette"" says that the ringér-up 
should never keep the rung-up waiting. The ''Hold-the- 
line" nuisance is perennial and exasperating. 

The booklet concludes with particulars of the facilities, for 
dispatching telegrams by telephone, and calls public attention 
to the fact that if the fire brigade, police or ambulance, or 
salvage are required in a hurry there is no need to look up a 
number, but all that is necessary is to ask the exchange for 
"fire," “police,” "ambulance," or “salvage” as the case 
may be. | 

The greatest curse in connection with the use of the tele- 
phone by the public is, however, not sufficiently dwelt upon 
in this booklet, and that is the habit which many firms, 
especially the larger ones, have of entrusting their telephone 
business to the smallest and cheekiest boy on the premises. 
To rng up some of the larger firms in London means the 
loss of one's temper, the loss of half-an-hour, and the loss of 
all respect for the telephone organisation of ihe firms in 
question. | 

In answer to the call, the impudent small boy aforesaid 
begins by saying ''Hullo." The inquirer asks if Mr. John 


Smith is in. The small boy, instead of answering the ques-: 


tion, says ' Who are you?” and after failing to listen for 
the reply, presently says '' What's your name? " After this 
information is given he says, ‘‘ What's the name of your 
firm? " and finishes up by asking what you want. 

If your language is by this time sufficiently strong to drive 
away the smallest boy, the next size of boy kept by the firm 
comes to the telephone and repeats the whole perform- 
ance. After that he calla a head clerk, and without giving 
him any of the information already elicited, leaves the exas- 
perated caller {о explain all these particulars again to the 
head clerk. If by this time Mr. John Smith has not gone 
out to lunch, the caller may eventually get through to him; 
but, unless his temper is extraordinarily even, he will hardly 
be in & fit condition to talk about business. : 

It is surely time that business firms, however important 
they may be, should realise that business worthy of their 
attention may arrive over the telephone just as often as 
through the post. It is an extraordinary thing that managers 
of large establishments, who would never dream of neglecting 
a polite letter, should leave a telephone inquiry to be dealt 
with in the manner described. . 

Troubles enough there are, undoubtedly, in the working of 
the system itself, but, in our opinion, these are minor matters 
compared with the difficulties due to the failure of business 
People to give intelligent attention to their telephone arrange- 
ments. : 


TRADE STATISTICS OF SIAM. 


Tus following figures, showing the imports of electrical and 
similar goods into the port of Bangkok during the year ended 
March, 1916, are taken from the recently-issued official trade 
statistics; the figures for the year ended March, 1915, are 
included for purposes of comparison, and notes of any in- 
creases Gp Шаг are given. Imports stated to be from 
Singapore and Hong-Kong are for the -most part the products 
of other countries shipped vid these two рогів :— 


1914-15. 1915-16. Inc. or dec. 
Parts of lamps.— Ticals. . Ticals. Ticals. 
From Singapore 9,000 7,000 - 2,000 
„ Hong-Kong .. p 7,000 6,000 - 1,000 
>» United Kingdom  .. 11,000 24,000 + 18,000 
,, Germany ver T 5,000 — – 5,000 
, United States 7,000 5,000 — 2,000 
» Other countries 7,000 5,000* — 2,000 
Total £a nt 46,000 47,000 + 100 

А * Japan 


1914-15. 

Lamps.— Ticals. 
From Singapore 49,000 
„ Hong-Kong .. 104,000 

„ United Kingdom ,000 
» Germany т 15,000 

„ United States 10,000 
» Japan ids 70,000 
» Other countries 9,000 
Total 310,000 


Electrical goods and apparatus.— 
From United Kingdom 112,000 


» Germany m 67,000 
» United States 64,000 
» Singapore 12,000 
», Sweden 8,000 
» Italy 9,000 
» Austria 11,000 
» Holland 7,000 
» France 6,000 
„ Japan m 70,000 
» Other countries 1,000 

Total 473,000 

Manufactures of brass.— 

From Hong-Kong .. ... 483,000 
„ United Kingdom ... 48,000 
» China To i 76,000 
» Germany m ut 5,000 
» Japan bap m 8,000 
» Other countries... 41,000 

Total 661,000 

Manufactures of copper.— 

From Hong-Kong .. xs 1,000 
», United Kingdom .. 36,000 
», Other countries i 7,000* 

Total 44,000 


*Singapore Tis. 4,000. tItaly 


Scientific instrumenta and apparatus.— 


From United Kingdom ... 43,000 
» Germany ... ne 24,000 
„ France " б 26,000 
», Other countries... 29,000 

' Total 122, 


Rail locomotives.— 
From Singapore m si 4 
» United Kingdom .. 1,000 
» Germany o ae 1 
у United States 


Total 


and agricultural machinery.— 
From United Kingdom ... 


» - United States 1,000 

» Germany "m 2,000 

» Other countries 3,000* 
Total 33,000 


| Prime movers other than road locos, marine, milling, 


*Sweden Tls. 2,000. tFrance Tis. 21,000. 


. Machinery unenumerated, including detached parts, 


and not including textile or sewing machines.— 


From United Kingdom 480,000 
, Germany "s 63,000 

;, United States 388,000 
;, Other countries 33,000* 
Total 964,000 


"Italy Tis. 7,000. 
Machine belting.— 


From United Kingdom 62,000 
» Germany ix 13,000 
,, Other countries ut 1,000 

. Total 82,000 


*Japan Tls. 3,000. 


Iron and steel wire manufactures.— 


From United Kingdom 48,000 
» Germany E 12,000 
» Belgium Е 10,000 
,, Other countries... 8,000 

Total 78,000 


tDenmark Tis. 226,000. 


643 
1915-16. Inc. or dec. 
Ticals. Ticals. 
13,000 - 86,000 
39,000 – ,000 
17,000 - 36,000 
— — 15,000 
16,000 + 6,000 
83,000 + 18,000 
4,000 — 5,000: 
172,000 — 188.000 
146,000 + 34,000 
5,000 — 162,000 
197,000 + 63,000 
500 — 7,000 
22000 + 14,000 
98,006 + 19,000 
— — . 11,000 
91,000 + 14,000 
5,000 — 1,000 
97,000 — 43,000 
95,000 + 18,000 
411,000 — 62,000 
452,000 — 31,000 
‚00 + 6,000 
59,000 — 94,000 
. — – 5,000 
49,000 + 34,000 
32,000 — 9,000: 
632,000 — 29,000 

1,000 as 
7,000 - 99,000 
5,000+ — 2,000 
13,000 - 31,000 

Tis. 2,000. 

18,000 - 30,000: 
,000 r= 22.000 
10,000 —- 16,000 
27,000 – 2,000 
52,000 — 70,000 
— - 4,000 
230,000 +. 929,000 
— — 61,00 
12,000 + 12,000 
242,000 + 176,000 
41,000 
5,000 + 4,000 
== - 2,000 
24,000t + 21,000 
97,000 + 64,000 
240,000 — 240,000 
8,000 - 60,000 
118,000 - 270,000 
258,000* + 225,000 
619,000 — 345,000 
116,000 + 54,000 
2000 — 11,000 
15,000* +1 8,000 
133,000 + 51,000 
79,000 + 31,000 
1,000 - 11,000 
с = 10,000 
65,000* + 57,000 
145,000 + 67,000 


*United States Tis. 46,000. 


1914-15. 1915-16. Inc. or dec. PUBLISHED SPECIFICATIONS, _; 
Railway material.— Ticals. ^ Ticals. Ticals. | 8 
From United Kingdom .. 599.000 201,000 — 398,000 1915. 
j Germany ess sse 230,000 — = 230,000 14,111. ELECTRO-MACNETIC POWER TRANSMISSION GEARING. Н. Zoelly, Otis 
/ Belgium: " "n 234,000 2 — 984.000 ber 5th. (Convention date, October 6th, 1914, Switzerland.) BEL 
И United States .. 988,000 70,000. — 918,000 (ni dad. oer EXCHANGE AND LIKE PiUGs, A. Marr. October. д, 
» Other countries Ses 3,000 62,000 T 59,000 15,448. Crreurr CONNECTIONS or ELECTRON DISCHARGR ArPARATUS, .. йд dán. 
| EEIN риа Thomson-Houston Co. (General Electric Co., U.S.A.. November 9nd. ae 
Total ls xx 1,284,000 333,000 = 951,000 poe Co OR E aT PARATUS, LUE Mellersh-Jackson (Western Unie 
А | elegrap о., U.S.A.). ovember 4th. i 73 
*India Tis. 30,000. 715,769, ELECTRICALLY-CONTROLLED CLurCcHES. Үү, Langdon-Davies, A, Soana 
' : and Naamlooze Vennootschap de Nederlandsche Thermo-Telephoon Ма. 
Cars от trucks. for ‘railways or tramways.— chappij. November 8th. | ER 
From Germanv 4.000 ER = 4.000 (d oe Pe fer oe es CLACTRIC SYSrEMS, M. Rosebourne 
г any ——.. Zn , , ormerly Rosenbaum : A. Couse. Novem th. ayo 
m, United Kingdom rs 233,000 357,000 + 124,000 16,056. LIGHTNING ÁRRESTERS. E. C. R. Marks (Bancken). November 19%. 
» United States e 5,000 = = 5,000 16,058. Exectric Surry MereRs. Н. O. Merriman &.Т, Speirs. Norm. 
» Other countries ` 40,000 —  -— 40000 ber 13th: | ^ 
: — РЕНЕ OPES 16,290. PonranLE ELECTRIC BATTERY Lamps. B. Pordes. November 18th, 
Total T in 282,000 357,000 + 75,000 ace DYNAMO-ELECTRIC MACHINES ОР тнк CouuUrATOR Түрк. M, Walker, 
. . d 17,060. Connection BETWEEN ELECTRIC INCANDESCENT Lamps anp Hi 
Caoutchouc manufactures, other than ttres.— S. Fildes. Decor di ч, 
From Singapore 55,000 75,000 20, 17,128. ELECTRICALLY-DRIVEN VEHICLES. — British Thomson-Houston Co, 


(General Electric Co., U.S.A.) December 6th. 
17,166. ELECTRIC REGULATING Systems, D. Е, Campbell. December Tth. 


17,570. ReversisLe Егестиїс SrEP;hY-sTgP ЮАТСНЕТ MECHANISM, · 1, OH 
Parsons & A. F. J. Ball. December l6th. 


» United Kingdom 2 28,000 30,000 
» Germany a dus 11,000 1,000 
+» Other countries ` 7,000 13,000 


+ +144 
E 


Total  .. .. 10L00 119009 ‚ 18,000 1916. 
Note: £1 = about 13 ticale. | The numbers in brackets are those under which the specification will be 


printed and abridged, and all subsequent proceedings will be taken,- 
358. ELzcrRIC LISHTING System or Circuits. Н. Wrigley. January 6h, 


| 1916. [101,985.] 
— M —— 951. EL&CTRIC INDICATORS. P.:M. Lincoln. January 20th, 1916, [101,88] 


1,116. FLUID-PRESSURE-CONTROLLED COLLECTORS FOR ELECTRICITY, Vacuum 
Brake Co., H. J. Dover & W. P. Walker. January 24th, 1916. [101397] 


1,628. EtzcrROLYTIC APPARATUS FOR LAUNDRY AND OTHER HYGIENIC PURPOGIS, 
NEW PATENTS APPLIED FOR, 1916. ` E. Reuss & V. Roberts. February 3rd. (Patent No. 10 820.) ‚Ё 
2,242. TELEPHONIC RECEIVER. А. Williams & L. D. Williams. Febre] 
(NOT YET PUBLISHED), 15th, 1916. [101,996.] | 


"Published expressly for this journal by Messrs. W. 
Electrical Patent Agents, 285, High Holborn, 
— Liverpool and Bradford, 


P. Tuowrson & Co., 1 oie DiscHARGE Vacuum Tusgs. Sg. Dushman. February fh, 
ndon, WiC and at 2,552. Miners’ ELECTRIC HAND Laurs, A. H. Railing & A. E, Angold. 


e February 21st, 1916. [102,001.] 

16,588. *' Electric flashlamps or torches.” w. FENTON. November 90th. 2,584. Etectric Furnace. W, J. righ ton. February 19th, 1905, pme] 

16,591. “ Two-way master switches for actuating sets of contactor switches 2, Evecrric SuPPLy М * Landis & Gyr Soc. Anon, Е ebruary Bini, 
for reversing motors of Planing machines, &с,” J. С. Stirk. November 20th, Ey i-e x т O. Callend d Callender's Cable k Con 

“ "4 : " p ‚986. ECTRIC CABLES. T. О. Callender and Callender ' 

ere Portable «есше battery torchlights," E, NurrALL. November struction Co. February 28th, 1916. [00914] . i 

16,609. “ Speed regulating mechanism for electric motors." British Тном 3,062. SrARKING PLUGS rom INTERNAL-COMBUSTION ENcines. A. T. gustin. 
5SON-HousTON Co, (General Fleece. Co. U.S.A). November 20th. March 1st, 1916. (Patent No 101,828.) E 


i E . Deutsche Gold 
Nob и мне switchgear.” F. BERGMANN (Igranic Electric Со.). and Silber Sch ы сепс PRODUCTION Sd ME “10th 1915. [100,158] 

ovember t ) d з * 

| : : . М. Donovan. 
niger, “ Overhead trolleys Ku tramways and railways.” С. Н. Moore, Мука. Р [163,015 T LAMPHOLDERS AND SwiTCHES К 

OORE. November ; , . Az. 
; PARTICULARLY APPLIC 

16,633. :“ Means for signalling with electric lamps," A, J- Casuuons, ed A Meee Pantie Tezde A T, ‘Dizon, April S804, 
November 20th. . 1915. (100,908 "i 

16,636. * Electric lampholders, adapters, &c." J. С. Wuite. November 5 750 Бозе тогел REFINING ов ExrRacrING PROCESS. United States 
“м. й " . Я EM ы . Metals Refining Со. · April 20th, 1915. [100,318.] | 

16;641. Sparking plugs for high-compression engines." W. A. LEBETER. 6,260. TRoucGHING OR TRAYS FOR ELEcrRIC Conpuctors, Conpurrs, Pins, 
November 21st, "T | : AND THE LIKE. May 2nd, 1916. [102,015] - 

16,648. .'' Sparking plugs for internal-combustion engines." А. S. FLETCHER 7,975. ELECTRIC HEATING ArPARATUS. Е, Erichsen. May Q2nd, 1916. 
AND S. SMITH & Sons. ovember 21st., [102,020.] 


16,652. “ Method of supplying power to electricall -propelled trains with- В MzCHANI OR USE WITH ELECTRIC TRANSFORMER 
out continuous conductors.” A. Burns. November Sie, See AEDEM EN Е Ww. Barraclough, June 29th, 1916. (Patent No. 
16,661. “ Electrodes for welding." M. M. Irvine. November? 915. - — 101853.) = and 
16,695. '' Electric signalling." H. Gren. November 22nd. - | 9,826. TrwE-LIMIT ELECTRIC Relays. British Westinghouse Electric 
16,696.” “ Tram rails." M. E. Morcan & W. A. Morcan. November 22nd, Manufacturing Co. July 12th, 1915. (Patent No. 100,892.) иш 
16,708. « Electric device for stopping railway trains that have run past 10,099. Мллїрүв ConrRoL APPARATUS ids tenn ки | 
signa." W. H. Wurrzsipe. November 28nd. P Brown, Boveri et Cie. July 29th, 1915. [101,023] | E 
NL: gy Combined pocket and suspension electric lamp." C, R. Hau. TE 
ovember nd. Ж E - - . 
‚16,731. “ i igh с.” А and ingenious 
Di Rotter ий ae aa" "EDM A Metric System Ready Reckoner.—A handy and ingenious 
en;ber 28nd. à ds. г ready reckoner for use їп converting British into SIDE gd 
г ibe Nowe on electric tramears, &с.” R. H. WILKINSON & W. H. and vice versa, has been issued by d ped = rudi ot “The 
VINER. November 29nd. | of. Dock House, Billiter Street, E.C., under the tit : 
16,760, * Dynamo-clectric machines for starting and lightin systems, &c." Combination ” Metric Ready Reckoner. The copyright is attributed 
pdt (U.S. т & Heat Corporation). ° November 2nd. to Mr. C. T Evennette. The tables provide for the conversion of 
#99. eans for attachi i Н " , eY. L. . C Е | 
WORTH. Мое (OF а aching and securing electric lamps." H. M. MINE the units of length, area, volume, and weight in common buie 
16,800 “ Ohmmeter," В, p. Romain. November 23rd. well as а variety of compound units, and are conveniently рну 
16835. "Relays" W, H, Davis. November 94th for rapid aq »putation, advantage г 20 е Кари 
- к | * L3 А . . an re * 
16,839. “ Trolley-wheel Guide for tramcars," G. Askty. November 24th. colours and two ро Бы, деру e оош the values 
16,841. " Meth хі. of attaching circuit " . 6 Apart from minor discrepancies, such as that e t c for 
battery, torch, &e.” F. С, Tamon &Е. R TAE раа Pm given for 1 lb. and 10 Ib. in kg. and the E RH to the 
ires ha Apparatus for preventing inverse currents in Secondary discharge cm., our main criticism, eo топ; CASER ав pace for 
of in шепай coils.” C. E. S, Puurs. November 24th. illogical treatment of significant figures. The eq to3 
0, Л Electric reflectors,” A. Sutter. November 24th. inches, 8q. inches and cb. inches are Per ов Eu fon dde 
6,835. Cooling sparking plugs of internal-combustion engines," A. F` figures, in others to 5; for feet, from 3 to 7 ; for yards, fro to 
p еа math, | 7; for Ib. tokg., and for gallons to litres, 5 to 6, but for tons $6 
; EL t " а К . M Ы M è 10h 
machines," Ae Nese NE жы oip dE of commutators of electrical kg., 8 figures ; on the other hand, in the short tables for оне E 
i И 1 1 эз п ic i un m * 
н мСоблесбоп а electric leads.” р, CLERGET & Soc, CLERGET, Buin fures aep gah measures, ha a Fick ү significant 
16,867. *' Dynamo-electric machines," Brrtisn WESTINGHOUSE EL fi i i i f l rsions involved in - 
А ECTR ures are quite sufficient for almost all conve Em: 
de NE Co. November 4th. (U.S.A., December 8th, 1915.) RP commercial Бесе at least four should always be given 
А S aang and measuring small electric currents.” even if sonie of them are ciphers ; if the дү үп "The point 7 
16,892. * Telephone instruments," ] might with advantage be in smaller type, or subscript. бе? 
Roose. November at 8 NTERNATIONAL ELECTRIC Co. & H. Е. may be thought of little moment ; it is, however, of denies я ! 
ко жы for automatically rendering defective telegraph signals not only as embodying correct ideas of Воо in the ~ | 
AND Eas аскат пет ир preparatory to transmission,” FRASER but also because an array of 6 to 8 figures alarms the RE 
er б e PRAE Co. November 94th, street, who naturally nasociates it with the metric syatem, legs cH 
"9. Searchlight, &c., rati d ism ” В M n à 2 wi Ii 
лхо W. “Сн, November pre, gear or mechanism.” W, CiapsurN In fact it has nothing to do with the latter | aie 139 к ое = 
16,907. “ Connection of electric cables to ; use of four-figure logarithm tables, and of the slide-rule, in 
e Junction boxes, &с.” Б E : Е , һҺ fow 
E Е HerLsay Caries, Lin., AND К, W. Buapes. November ath nse the degree of accuracy which is necessary and сааса 
О G Attachment of electric lamp to holders.” 5. Berry, C. Н. Taytor exceptions. In a foot-note the value of the litre ie gl 
/— 16944 VER oo EN to no fewer than 10 figures! It cannot possibly be measu H 
А Ic switch." G. Markt. November 25th. more than 7. with the utmost refinements. | i 
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Britain, £1 1s. Rd. ; 
ONT.: Wot. Dawson & Sons, rem 2 
Telegraphic Address: 


Of all-Descriptions. 


| LITHOLITE, Ltd., 


- 55-57, Hackney Grove, London, N.E. 


INSTRUMENTS, CIRCUIT-BREAKERS, 
AUTO-CUT-IN & CUT-OUTS. 


= Record Electrical Co., = 


BROADHEATH. MANCHESTER. 
TELEPHONE: 164 ALTRINCHAM, 


and other Ring Lamps. 


GRAY’S INN ROAD, 
London, W.C. 
Telephone : HOLBORN 2794. 


THE UNITED ELECTRIC CAR 


COMPANY, Ltd., 
PRESTON, LANCS. 


женнен of Railway Ca , Tramcars, 
Elec tion, Motor Bus lies, and all 
kinds of Roling Stock for Light Railways. 


BROOK 
MOTORS. 


Bee Advertisement, Sup. 46. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing Electrical Бие апа 
Government Contractors 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 


* EMPIRE ” 
AUTOMATIC CONTROL 


For 


Shell Presses, Compressors, Machine Tools. 


ELECTRIC CONTROL, LIMITED, GLASGOW. 


™ SAXONIA 


ELECTRICAL WIRE CO., LTD., 
| еа OH В.Е, 


ALAS 


EL EXIBLI 


7525 28 


DECEMBER 15, 1916. 


LONDON: PUBLISHING OFFICE, 4, LUDGATE HILL, Е.С. ScubsoRIPTION per annum, Postage inclusive, in Great — ^ 

К 80); to all other countries, 30s — NEW YORK: D. VAN NOSTRAND Co., 25, Par 
hambers. Panis: BorvkAU & CHEVILLET, Librairie, Etrangére 
“Ageekny, London.” A B € Code. Telephone Nos, City 997; Ce 


| MOULDED INSULATORS |CHURTON — 4 


| CABLES. | ES. · 


en Me РО үр" 
` MOTORS. 


T. HARDING CHURTON & CO., LTD. 
Atlas Works, Water Lane, LEEDS. | 


VICTORIA — 
DYNAMO & 


CRAVEN HOUSE, 
KINGSWAY, 
LONDON. 


FERGUSON, 


Im а.о, ШОЛ 7 


“=. -PRIGE ^75 
FOURPENCE. . 


deca New York City, 'ToRoNTO, ` 


reg de la Ban ert cate) 3d 
| CABLES AND WIRES. 


SWITCHBOARDS. | 
ARC LAMPS. 


JOHNSON & PHILLIPS, Hs 
FL co MEARETONCIONDON, SE. A А 


A MAVOR & COULSON, T 


PAILIN & Co., 
LIMITED, GLASGOYY. 
MOTORS, DYNAMOS, 
| SWITCHGEAR. 


WESTERN- ELECTRIC 


COMPANY, LIMITED, 


Norfolk House, Victoria Embankment, W.C. 
Works: NORTH WOOLWICH, LONDON, E. 


TELEPHONES & CABLES. 


Bee Advertisement this week. Sup. 35. 


CONNOLLY BROS., Ltd., 


for 


WIRES AND CABLES. 


See Advertisement last week, p. iii. 


WIRES & CABLES. 


THE 


WHOLESALE ELECTRICAL C0., LTD., 
54/56, Oxford Street, London, W. 
'Phone: Museum 1897. 


CABLE LABELS. 


Switchboard Labels, Name Plates, In- 
struction und Aüdress Plates, Adver- 
tising Novelties, Club Badges, Checks, 
Tokens, Blanks, Die Stampings, Dies, 
Press Tools, Punches, and Cutters. 


RELIANC ' Engraving Co., Ltd... 


CHISWICK. 


BRITISH MADE 
BELL & LIGHTING 

ACCESSORIES. | 
Julius SAX & Co., Ltd., 


; 24а, High St, New Oxford St, 
. LONDON, W.C. | 


LIFTS and - - - 
TRANSPORTERS. 


Wm. WADSWORTH & SONS, xis 
BOLTON. 


“WHITE STAR” LAMPS 


DRAWN WIRE. 


The “RUGBY” CARBON FILAMENT 
and RADIATOR LAMPS, 


THE LONDON & RUGBY ENGINEERING CO., LTO., 


36 & 37, Queen Street, Е.С. 
Telephone: City 6252. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 


“Phone : LONDON, E. "Grams: 
EAST 4157. ‘Fulmen, Step, London.” 


PATENT 


Alumino Thermic Welding Process. 


LEA RECORDERS 


for measuring ^. 
Boiler Feed Water 
and Condensed .Steam. 


The LEA RECORDER CO. Ltd., Deansgate, Manchester, 


| M.E.M. „. 


those initials 
well in mind when you're buying 
IRONCLAD SWITCHGEAR 


—they standa Sure Guarantee of high 
Electrical Efficiency. Write for List. 


MIDLAND ELECTRIC MFG. CO.. LTD., 
Street South, BIRMINGHAM. 
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тне HINDLEY” VERTICAL GAS ENGINE, 


made in sizes from 8 to 360 H.P., is specially suitable for direct coupling to 
ELECTRIC GENERATORS. 
THE FOLLOWING ARE SOME OF ITS FEATURES :— 


. Dependability for long continuous running. ` 
Requires very little attention. 

. Independent of Foreign Fuels. | 
. Occupies minimum floor space. | 
. High Efficiency. | 
. Lowest Fuel Costs. | 
. Accessibility for Adjustment. 


ENGINES WORKING IN LONDON AND MANY PARTS OF. ENGLAND. 
Also Vertical Petrol and ОЙ Engines for Dynamo driving and H.S. Steam Engines. 


WRITE FOR FURTHER PARTICULARS. 


L 3. Hindley & Sons, ^ SR ооб ЕС 


*Steamport, Londoa." 
Works : AN Dorset. 


йе фе фе бе фе бе бє фр бё 


Centrifugal Pumps 
| for all duties. 


фы _Юшвотеїег Engineering С? ]- 


LONDON. We for List No. 721. READING. 


MO ул Боко; 


— Ee -———————————— 


BOOTHROYD 


DIRECT CURRENT 
MOTORS Ань DYNAMOS. 


ILLUSTRATION OF “B” TYPE ENCLOSED VENTILATED MOTOR. 
LATEST DESIGN FITTED WITH ROLLER AND BALL BEARINGS. 


2 B.H.P. to 10 B.H.P. DELIVERY FROM STOCK. 


15 B.H.P. to 60 B.H.P. DELIVERY 3 to 4 WEEKS. 
DYNAMOS AND MOTORS UP TO 150 B.H.P, 


Write for Particulars to— 


H. T. BOOTHROYD, Ltd., 
BOOTLE, LIVERPOOL. 


Telegrams: " Commutator, Liverpool.” 


DELIVERY ON APPLICATION. 


Telephone : 420 Bootle. 


THE 


HLEACTRICAL, REVIEW. 


VoL. LXXIX. DECEMBER 15, 1916. No. 2,088. 
ELECTRICAL 1 REVIEW. DEMOBILISATION AND 
Yel. LXXIX.) CONTENTS: December 15, 1916. (No. 2,088 RECONSTRUCTION. 
Demobilisation and Reconstruction... .. «e s 845 = 
Mob fen буда у as, ыу му шо copa Wins there are indications that we are on the eve 
Institution Notes ... вт Of great events in respect of further national organi- 
Resistance Stepping of Motor Accelerating Rheostats, by L. sation е 
Boca: Уа » эл edd | of our resources for the successful prose 
The Alexanderson Magnetic Amplifier Gillus) .. U^ 69  Cutiom of the war, there is no disposition to leave 
Linking-Up—and Falling out, by “Rover” .. ^ .. «e 651 such matters as demobilisation and reconstruction 
The Sperry Searchlight (illus.) . e 652 after the w The pri - 
The Parallel Operation of, Electric Power Btations T .. 653 В аро Өе ает , ре р 
Dorrespod denas-- ness in hand at the moment is the determined prose- 
Breakdowns of German Plant ... «..  ..  .. 654 cution of the war to complete victory over the 
‘Trade with Italy — ... e 0m o 656 pcwers that were mainly responsible for the world 
The Recruiting of Skilled epimers: Kis ive ... 654 3 у Po 9 
The Armorduct Manufacturing Co, Ltd, ... — ... — .. 654 holocaust begun in August, 1914. But we shall 
" imer inem Postal Contracts .. + 655 остті a graver disaster than perhaps even the 
Tem : een 55 
Saati крй (Unemployment) Act Acta, тэп 1816 i poe war itself unless we prepare, as far as practicable, 
War Items .. .. nce, .. ш 0 0 з. 6560 immediately for some of the things which will in- 
Business Notes .. .. .. se .. wee o 008 evitably ensue when Peace can be definitely relied 
Notes... ase eee eee eee eee еза eee ese 663 u on Therefo th bli it hi h h be 
Oi Noe... sea. дї. e cns qu. де: ча к ЖОРО ек ое, е роону маса es eee 
Stocks and Shares .. Lue wo Qu que 666 given during the past ten days to reports on de- 
The Use of Low-Grade Fuel Gillus.) as „.. 667 mobilisation roblems nd reco 1 
Economic Power Generation &nd Distribution Gus) .. 668 P and Teconstnucuon proposals 


New Electrical Devices, Fittings and Plant (iius) ... .. 670 
The Determination of Тара Losses, by Р. A. Borden 


(illus.) ... is E 670 
Trade Statistics of Japan, 1915 2а га T és .. 671 
New Patents Applied for, 1916 ... ss svi es, ә. 672 

‘Abstracts of Published Specifications... ise Vis 672 
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THE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. 
The Oldest Weekly Electrical Paper. Established 1872. 
Ф0 BE OBTAINED BY ORDER FROM ANY REWSAGENRT IN TOWN OR COUNTRY. 


"Pelegraphio Address: '" Acusxar, Lonpox.” Code, A BO, 
Telephone Nos. : City 907 ; Contral 4425 (Editorial enly). 
Electrical Review " is the recognised medi f the Electrical Trades, and has 
ber the Largest бем и of any Electrics Electrical Industrial Paper in Great Britain. 


qam inclusive, in Great Britain, 


Subscription Hates, — Per annum 


#1 1s. cd. ; Canada, £1 8e. 10d. ($5. 80). To all other countries, £1 10s. 
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ApELAIDE: Messrs. Atkinson & Co., | MELBouRNE: The Mining & Engi 
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cannot be considered ill-timed merely because we 
are passing through re-arrangements of the Cabinet 
and the dull days of the third winter of the war. 
The report of the Joint Labour Committee on 
Labour Problems expresses the studied conclusions 
of a sub-committee representing various Labour 
organisations. It is estimated, as far as it is pos- 
sible to foresee matters at the moment, that any- 
where between 6,000,000 and 8,000,000 persons, 
seven-eighths of whom are men, will be discharged 


or, may we be allowed to say, removed or trans- 


ferred, from their present employment. Some mil- 
lions of them are exclusively engaged making what 
are comprehensively described as munitions of war; 
many of these will, we suppose, find plenty of other 
business awaiting them їп the same works as soon 
as material is available. Other millions are prob- 
ably doing more or less ordinary work now in place 
of men who will expect to return to their former 
positions. If ever it were necessary to prepare for 
an event in advance in order to avoid calamitous 
consequences, it surely is so in respect of this “colos- 
sa! general post in industry," as it has been aptly 
described. It is considered by the Joint Committee 
that demobilisation will extend over two or three 
ycars, and a number of detailed suggestions are 
advanced as to provision that should temporarily be 
made available both for the changing munition | 
worker and for the returning soldier, disabled or 
otherwise. These details will form parts of a policy 
which will have to be nationally elaborated in order 
that the burden may be spread as equally as possible, 
and the State will necessarily have to bear a con- 
siderable share in the inevitable cost, for it is as 
much a war expense as is the cost of mobilisation. 


| 
| 
| 
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There will be need for the greatest possible con- 
sideration, tact, and diplomacy if we are to avoid 
widespread grievances, for already the soldier does 
not hesitate to show how keenly he feels the un- 
equal sharing of burdens which deprives him of his 
all in order that he may fight, while his next-door 
munitions-working neighbour battens fat оп war 
earnings. Whether and what unemployment com- 
pensation shall be granted, and the precise nature 
of the machinery to be set up for finding occupations 
for workless men and women, these and many other 
like points will require before long to be taken 
seriously in hand by the new Government, but for 
the present the one really pressing and important 
thing is for the most efficient possible organisation 
to be established. For some time past there has 
been a Reconstruction Committee of the Cabinet 
receiving and considering all sorts of proposals con- 
cerning ''after the war," but we opine that the 


late Cabinet made little advance, its wheels being 


heavily clogged with the conduct of the war. We 


have so many committees at work that it re- - 


quires a master mind to remember exactly how all 
their different duties are co-ordinated, but the new 
Government will find it necessary to settle seriously 
down to consider these reconstruction problems 
while the War Council wages war without undue 
waste of time in controversial questions. 

But while the Joint Committee of Labour has 
studied its own special questions, and while the 
Cabinet Reconstruction Committee has “ received "' 


Proposals, the Labour Adviser's Department and 


the Pensions Schemes have not. neglected certain 
very definite aspects of the anticipated situation. 
And beyond all these, and by no means the least 
important, the great Federation of British. Indus- 
tries has been assiduously at work. This magnifi- 
cent organisation, a more powerful industrial fede- 
ration, we believe, than has ever before been brought 
into being here, counts among its members most 
of the great British engineering and industrial com- 
panies and works.  Formed with many worthy 
objects, all of which will réceive their share of 
attention in due course, it has, and we think rightly, 
first concentrated its combined experience and 
strength upon certain aspects of internal industry 
аз they must occur after the war. It has, at a 
meeting held in London, of which reports have been 
published in the daily Press, adopted а number of 
proposals. In the belief that these proposals form 
a reasonable basis for timely and profitable reflec- 
tion and discussión, we print them in full below : — 


l. That the cordial and Whole-hearted co-operation of em- 


war, and for handling any subsequent problem of unemploy- 
ment or labour dislocation. 
2. That no machinery now in existence can adequately 


deal with the reinstatement in civil employment of the pre- 
sent Forces, 


4. That not less than two-thirds of the members of thi 
Central Statutory Board should be representatives of euis 
ployers and employed in equal numbers, such members being 
appointed by the Crown from associations of employers and 


 sary to assist the Central Board. Such Local Boards to har, 


which comprises among its members numerous large 


from the Trade Unions of the United Kingdom r ively 
the remaining members of the Board to elude ne : 
tives of Government Departments, &c. | 
5. That where a Trade Union, by arrangement with en. 
ployers' associations, is capable of placing its members in ег. 
ployment, it should be competent for the Central Board ifi 
deems it to be in the national interest, to delegate to th. 
Trade Union in question the responsibility of dealing with 
the reinstatement of its own members. | 
_ 6. That Local Boards should be established Wherever news. 


the same proportionate representation as is provided for the 
Central Board. 


7. All expenses properly incurred by the Central and Loi] 
Boards should be paid out of moneys provided by Parliament 
The Secretary of the Federation, Mr, R. T 
Nugent, has writteri to the Press stating that these 
are the proposals of the most important and.repre. 
sentative industrial organisation in the country, 


firms and over 40 associations in the iron, steel, 
engineering, shipbuilding, textile, dyeing, brewing. 
electrical, chemical, and other industries. These 
proposals, he states, constitute the first attempt of 
a representative body of employers and Trade Union 
leaders to make suggestions for the solution of one 
of the great post-war problems on definite and prac- 
tical lines. The organisation sees, as do most 
others who have studied the position of Labour as 
it has developed in war-time, that unless there can 
be far greater agreement between Capital and 
Labour in future than there has been in the past, 
we cannot “* carry on’’- prosperously and efficiently 
as an industrial nation after the war. And we can- 
not possibly expect to reach any state of after-the- 
war co-operation of Capital and Labour unless we 
strain every nerve to secure the redistribution of 
Labour in the process of demobilisation with the 
absolute minimum of grievance and friction. We 
must all agree that “ the cordial and whole-hearted 
co-operation of employers and employed will be the 
most important ‘element in the sticcess of any 
scheme ” bearing on that matter. The movement 
to secure industrial harmony, or an “industrial 
truce” is, to our minds, one of the most important 
next to the conduct of the war itself; another, of 
course, to which it is closely related is after-the-war 
trade- organisation and national policy in regard 
thereto. We trust that the Federation and the Joint 
Labour Committee will be' able to so influence the 
new Government that the very necessary organist 
tion, fully representative of both employers an 
employés, which the situation demands, shall get d 
work without delay. In our new efforts at nae 
reorganisation let us mobilise the right men for this 
Particular national service. 


MORALS FROM GERMANY! 


WE suppose that few men in the City of London 
will be credited with a shrewder insight into financial 
and general commercial affairs than Mr. C. J 
Stewart, the Public Trustee. Prior to the war | 
had been his duty to investigate the affairs of many 
a business which had fallen upon bad days, and un 
large concerns it was his privilege to оз 
take in hand and pilot into happier times. We : 
lieve that there is nothing but admiration d 
excellent way in which he organised and contro 
the Public Trustee's Department for the Lu 
which came under its peculiar care in pre-war 
With the European war, and the necessity for e 
deal with German-owned holdings in pee 
operating here, Mr. Stewart’s duties naturally 
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on an even; more complex character when certain res- 
ponsibility in that connection was relegated to him. 
Whereas before the war he had occasion to investi- 
gate the operations of many a British concern, dis- 
covering points of weakness which had occasioned 
failure, he has during the war had to go most 
minutely into the doings of successful companies and 
businesses in which German capital and German 
influence have been important factors. Не could 
tell us a great many things to interest us did he feel 
free to speak the manifold details that are in his 
mind, and we hope that in due course he, as 
well as those who have had to do with the 
supervision, control, and winding up of com- 
panies, under the Trading with the Enemy Acts, 
will be free to unburden himself in the interests 
of the future welfare of British and Allied com- 
merce and industry. Не has, we are elad to say, 
already delivered an address to the City of London 
Tradesmen's Club on '' The Pyblic Trustee and the 


War," and those who have a mind to criticise every- , 


tbing that is done by public departments which have 
to handle the war-time difficulties of enemy trade 
connections, finance and influence, might do worse 
than read that speech in order to understand how 
great some of those difficulties and problems are. 
Compelled to avoid the detail, we fasten upon two 
pieces of counsel that he has given us as the result 
of his unique experience. He says that it is no 
exaggeration to say that 85 per cent. of the enemy 
companies dealt with by his Department were pay- 
ing companies. In this respect he felt obliged to 
give the enemy his due. But why did they pay? 
Partly because it had been the custom of most of 
these companies '' to write everything down to the 
bcne." Goodwill was always written off. as were 
big depreciations also. '' These companies were in 
a very strong position,. and it was really a lesson 
to some of our own joint stock companies to see 
how the German companies acted in this respect.” 
We do not forget that Mr. Pownall, the President 
of the Institute of Bankers, was careful in his ad- 
dress, referred to here a few weeks ago. to point 
out that there were no company promoters in Ger- 
many. When we are inclined to sit in reflective 
mood remembering some of our modest efforts to 
ensure the’ soundness and stability of British elec- 
trical industry, we recall many an occasion when 
the ErEcrRICAL Review referred to the readiness 
of some British companies to carry the pro- 
mcter's legacy of goodwill, or to allow patents to 
stand at what seemed to us extravagant figures, or 
to fail to provide properly for depreciation—who 
dces not remember glaring cases of failure to write 
down huge stocks to their proper figure, and the 
consequences of such short-sightedness? It is to 
be hoped that engineering and electrical companies 
who are making war profits will use a fair propor- 
tion of such funds as are left, after '' Excess 
Profits " taxes have been taken, to rendering their 
balance sheets as clean and healthy as possible. 
Mr. Stewart, at any rate, holds up the German con- 
cerns as examples as a result of his personal 
irvestigations, and our readers will have learned 
from our pages what has been the practice of the 
great Teutonic Electrical Trusts. There are some 
excellent examples of the same sort of thing where 
goodwil and patents have practically disappeared 
from British electrical manufacturing balance sheets, 
but there are others which may not be free from the 
influence of the past so soon as one would wish for 
their good. We can quite believe that a student of 
the past would blame some of our electrical finance, 
as strongly as others blame some of our legislation, 
for the shortcomings of the electrical industry. 
Another point referred to by Mr. Stewart, and 
one upon which we have frequently laid emphasis, 
is the generosity which these German-owned com- 
panies displayed in dealing with their staffs. We do 
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not, of course, say that it is general for British 


concerns to be ungenerous, but there are businesses 
which are frequently described to us as ‘‘notoriously 


bad payers." In our opinion, this must inevitably 
prove in the long run a “penny wise and pound 
fcolish " policy. Englishmen who have worked for 
German, or partly German, electrical concerns here 
have told us again and again that they certainly had 
no sentimental preference for working for foreign 
companies, but German firms, knowing the value of 
a good man to them, and observing the British 
indisposition to pay electrical men a reasonable 
remuneration, did not fail to take advantage of the 
situation. They have undoubtedly, in certain well- 
known exceptional cases, paid very high figures in 
order to get a British commercial engineer to con- 
duct their operations at home or in the British 
Cclonies. Mr. Stewart says: ‘‘ They seemed to 
think it paid well to give the best treatment to their 
rien. 

There is a growing conviction that skilled and 
other factory labour must be better paid if it is to 
yield the best results in industry. Is there no room 
for improvement in dealing with the man who does 


. not perform the manual labour of the works, but is 


the brains, or the business-getter of the organisa- 
tion? We are not suggesting that, taken as a whole, 
Germany pays her own engineers better than Britain 
dces hers, but she certainly has shown a better 
appreciation of the value of the men to whom she 
looks to develop her industrial operations, and Mr. 
Stewart's remarks will not be wasted if they serve 
to remind British traders and manufacturers of this 
one detail of German organisation, in which the 
Teuton has undoubtedly reaped an advantage. 


Тнк current issue of the Journal of the 
Institution of Electrical Engineers affords 
further evidence of reform in procedure on the part of the 
Council, which will be welcomed by all who have the best . 
interests of the Institution at heart. Very little is known 
by the general body of members regarding the work that is 
done by the Council, its numerous Committees, and its 
official representatives on other bodies ; hitherto, apparently, 
it has been the policy of the Council to do good by stealth, 
and only those who are enabled to obtain a glimpse of its 
inner workings can form an adequate or just idea of the 
really enormous amount of work that is performed by the 
self-sacrificing Members of Council and their nominees— 
not even the personnel of the various Committees, as a rule, 
being divulged. However, & long step has now been made 
towards a reasonable measure of publicity, by the publica- 
tion of a list of representatives of the Institution on 11 
external Committees, Boards, &c., that are engaged on 
* work of national importance," and of a list of members of 
11 Institution Committees (with numerous Sub-Committees), 
together with the names of representatives of other bodies 
who are not necessarily members of the Institution. The 
publication of these names cannot fail to strengthen public 
confidence in the recommendations of the Committees, or to 
reassure members аз to the activity of their leaders, and will, 
we feel sure, prove beneficial to the Institution. 

Nevertheless, we are not yet satisfied. To ask for details 
of the proceedings of the 21 Committees, Sub-Committees, 
and Panels would obviously be unreasonable, but need the 
Council carry on its deliberations always behind an im- 
penetrable veil of secrecy? We hope that we may yet see 
in the Journal at least a précis of the Council’s proceedings 
and conclusions, and that it will take the members more 
fully into its confidence, and concern itself more intimately 
with their personal welfare. | 

In conclusion, our congratulations are due to the Insti- 
tution on the fourth list of military honours, the ninth list 
of members on active service, and the fifth list of promotions, 
&c., all of which show how nobly the members of the elec- 
trical ptofession have responded to their country's call. 


Institution Notes. 


648 | THE ELECTRICAL REVIEW. (ус. то. No. 203, DECEMBER 15, 1916 


| RESISTANCE STEPPING OF MOTOR 
ACCELERATING RHEOSTATS. 


By L. BOOTHMAN. 


Тнів is rather a hackneyed subject, but the following, culled 
from practical experience, outlines some points not mentioned 
in the many articles that have been written on this matter. 
Incidentally, it tends to simplify the determination of the 
necessary data for the greater number of motor applications 
with equally good results to those more elaborately 
calculated. 

An ideal starting rheostat, from a smooth acceleration 
and current stability point of view, would give a straight 
line acceleration, i.e, the resistance is decreased uniformly 
at a uniform rate. This is so, regardless of the type of motor 
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or its characteristics, and is practically fulfilled by the liquid 
rheostat. 

The larger number of rheostats used, however, cut out the 
resistance in a definite number of steps, so that a straight 
line acceleration is not desirable solely on account of the 


variable current, torque, and consequent acceleration 


and, in addition, also the saturation curve of the machine, 
should be known, because in all commercial motors some 
degree of saturation is present, and the increase in field 
current strength does not give a proportional increase in 


Assume a rheostat that, is theoretically correct] y designed. 
Now if the operator does hot pause sufficiently on any contact 
to allow the motor to attain its maximum speed for that, 
step, the current rush on the succeeding step will be higher ; 
also if the actual load on the motor is less than the assumed 
load taken into account when calculating, then after the 
first current increment the remainder are of less amplitude, 

he ` momentary starting torque and current of a motor 
under load are almost necessarily greater, owing to 
inertia, than when accelerating. Where the load torque 
increases with the speed, as with centrifugal pumps and 
ventilating fans, and during the accelerating period of 
hydroextractors, the current increases with increasi 
and, therefore, the increments are damped. With motors 
possessing a series field, the self-induction of the field wind- 
Ing helps to damp these increments, and the increase in field 


strength raises the torque more than in the case of a shunt- . 


motor, therefore the motor accelerates at a quic 

With 4.c. motors the choking effect of The pas ding 
greater than for p.c. motors, and therefore the current in- 
crements are still less. Especially is this the case with 
small А.С, slip-ring motors having a large numbe 
on the windings, and caleulations based оп open-circuit 
slip-ring voltage and current, with the rotor Stationary апа 


full voltage on the stator, will not allow the assumed current 
to flow. 


À point sometimes overlooked is that, in the case of 
constant-torque machines the time required for acceleration 
is in proportion of the total time to the amount of resistance 
cut out at each step ; the capacity of the resistance should 
be designed accordingly. On cutting out a section of resist- 
ance the rate of acceleration is increased, and as the motor 
gains in speed, gradually decreases, but the average rate 
can be taken as constant. 

In the actual manufacture of rheostats, use has to te 

made of an available range of standardised resistance unii 
which have fixed and definite steps, and which are con. 
mercially very good if accurate within а 5 per cent. ohmic 
variation. Cast alloy resisters vary as much as 20 per cent, 
in ohmic value from their designed standard, due to varia. 
tions in material, &c. Carbon resistances vary in their 
ohmic value from time to time, due to humidity, contact 
pressure, and other causes depending on their design, in 
addition to the inherent negative temperature coefficient 
of carbon, while some metals in use have a positive 
temperature coefficient, and thus by the time the 
later steps are reached their resistance has already 
changed. This alteration is again a variable quantity, 
depending on the temperature attained. Even when the 
resistance steps are carefully calculated, especially where a 
standard line of starters is developed and kept in stock, a 
theoretical source of error occurs immediately if the 
machine resistance assumed differs from that of the actual 
motor that the rheostat controls. All this tends to nullify 
the nice calculations that have been made, and only in 
exceptional cases is there any need for them. Users of 
electrical apparatus are more concerned with their practical 
immunity from breakdown than with any supposedly 
theoretical accuracy in design. 

In general, the number of starting steps is already fixed, 
depending on the type of controller, and the stepping can 
be quickly made by means of the curves here shown, select- 
ing one according to the acceleration and type of rheostat 
required. The curves are plotted to percentages of total 
rheostat ohms and steps, and preclude any necessity for 
knowing armature resistance, &c. It is immaterial whether 
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the motor is started under load, as the total resistance 15 
determined by the torque, i.e., current required at re 
The straight line in fig. 1 is drawn for comparison. vi 
curves represent the rate of motor acceleration. PY 
motors exerting a constant torque they also in Эту 
approximately the speed of the motor in R.P.M. at any Pio 
during starting (assuming the motor has been allowed 
attain its maximum speed for that step), the time dada 
to reach that speed, and the voltage drop across the nor 
This is all expressed in percentage of the normal. dius 
given conditions the total energy dissipated in resis 
during starting is practically the same for all те. ; 
Curve A ів a typical geometric ratio stepping. Fo 
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faceplate type of rheostat, I do not recommend this, as the 
comparatively large voltage drop between the first contacts 
is liable to create arcing. 

Curve B is preferable, and with series motors it gives a 
more uniform acceleration with less current variation than 
would Curve A 

Many “ slow-motion " or * step-by-step ” rheostats, either 
hand or automatically operated,.give an equal time interval 
on each step. If geometric stepping is used for these, and 
the motor is accelerated to its corresponding speed on the 
first contact, then the succeeding time intervals are in an 
increasingly greater ratio than necessary, increasing the 
amount of resisters required, and lengthening the total time 
for acceleration, with greater energy loss in the resistance. 
In practice a-compromise is often made between this and 
equal stepping, as per Curve C. The current increments 
that ensue, it is found, present no difficulty, and it is often 
more important with starters possessing only a few steps to 
have a more uniform acceleration than to have regard to 
these increments. Compare this with the auto-transformer, 
star-delta, and series-parallel starting of A.C. motors. 

For starting large motors it is difficult to utilise to the 
best advantage the large capacity, with low ohmic value, 
- required if using resistance that is first of all in series, and 
then cut out in steps. The best plan is to insert a section 
of resistance, and then parallel the others with it successively. 
The curves shown in fig. 2 for D.C. motors are for a five- 
step starter, allowing normal full-load current at starting, 
and a six-step, allowing 60 per cent. on the first contact, 
and attaining full load on the second, using parallel resist- 
ances throughout. The resultant resistance in circuit, with 
the motor at each step, is identical with Curve C in fig, 1. 
The actual ohms (expressed as a percentage of supply 
voltage/fall load current) for each @ection of resisters is 
shown. It will be noticed that the resistance curves for the 
five and six-step starters coincide from one point, and that 
the current curve for the first section of resisters in the five- 
step is exactly the same as the resistance Curve C in fig. 1. 
The amperes for sections 1 and 2 in the six-step starter, 
added together on the various steps, also coincide with 
Curve C. Of course, the actual currenta on each step, when 
added, total 100 per cent. of normal, i.e., current incre- 
ments are neglected. By these curves it is easy to obtain 
the capacity of resisters required for any motor and starting 
conditions where these numbers of steps and this acceleration 
are suitable, and similar curves (or, preferably, tables), can 
he made to cover a range of apparatus. 


THE ALEXANDERSON 
AMPLIFIER. 


MAGNETIC 


Tus two fundamental difficulties met with in radiotele- 
phony, but not in radiotelegraphy, are: the necessity of 
generating & uniform series of continuous or undamped 
electrical oscillations at an exceedingly high frequency, and 
of adequate power; and the fact that the carbon micro- 
phone, which is still the" most convenient and efficient 
instrument for the reproduction of atmospheric vibrations 
in the form of fluctuations in an electric circuit, can deal 
only with very moderate currents and small power. The 
problem of generation has been solved in various ways, 
including the construction of alternators of very high fre- 
quency to the design of Mr. E. F. W. Alexanderson, of the 
General Electric Co., U.S.A.; the same inventor has also 
devised an extremely ingenious method of enabling the 
small variations of electric power produced by a microphone 
to be enormously magnified, so as to control power of any 
desired magnitude, and to reproduce faithfully the vibra- 
tions set up by the human voice, on a vastly greater scale. 
An account of this invention was given in the General 
Electric Review, and as Dr. J. A. Fleming, in his recent 
course of lectures on “ Long-Distance Telephony," referred 
to it as of considerable promise, the following description 
may be interesting. The article from which we derive the 
particulars was a reproduction of a paper read before the 
Institute of Radio-Engineers, U.S.A., in February last, by 
Mr. Alexanderson and Mr. S. P. Nixdorff. 


The fundamental principle of varying ап inductance by 
changing the permeability of an iron соге was suggested in 
the early work of Fessenden, as a means of changing the 
tuning of a radio antenna; the magnetic amplifier shown 
in its simplest form in fig. 1 was, on the other hand, deve- 
loped as an accessory to an alternator, in order to take 
advantage of the better mechanical construction of а solid 
Steel rotor, and yet produce the resulta that could be obtained 
by field control in a machine with a completely laminated 
magnetic circuit. The combination of the constant-field 


 alternator with the stationary controlling device produces 


the same effect ав а machine with variable field excitation, 


BN CONTROLLING ож, 
EXCINMG Winarno 


HGN FREQUENCY 
AaTERNATOR 


Fig. l.—CoNNECTIONS OF SIMPLEST FORM OF AMPLIFIER, 


as regards not only the proportionality between excitation 


and electromotive force, but also such phenomena ав self- 
excitation and instability. 

If two windings are related to one another and a common 
magnetic structure, as shown in fig. 1, it is evident that 
there can be no direct transformation from one winding to 
the other; for each turn in the controlling or exciting 
winding B includes both the positive and the negative 
branch of the flux produced by the a.c. winding А, and 
hence no resultant electromotive force is induced in wind- 
ing в. On the other hand, the current in either winding- 
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Fic. 2.—CHARACTERISTICS OF AMPLIFIER CONTROLLED BY 
VARIABLE SHUNT. 


influences the permeability of the common magnetic 
material, and therefore changes the inductance of the other 
winding. 

If a current flows in either winding of sufficient intensity 
to saturate the iron, the latter is thereby rendered practi- 
cally non-magnetic, and the inductance of the other 
winding is reduced to the value it would have if the coil 
included only air. If,on the other hand, a current flows 
in the other winding which gives a magnetomotive force 
equal and opposite to the first, the iron is rendered magnetic 


650 - THE ELECTRICAL REVIEW. [vol. 79. No. 2,038, DECEMBER 15, 1915. 


again. As the two branches of winding А are relatively 
opposite to winding B, one branch will oppose the ampere- 
turns of winding B on one half-cycle and the other branch 
during the next half-cycle. In order to have any large 
flux variation in winding 4, the opposing ampere-turns 
must be at least equal to the ampere-turns in winding в. 
The relation of currents is substantially the same as in a 
transformer between the primary and secondary currents, 

though in this case one is an alternating and the other ü 
direct current, or a current of different frequency. It. is 


М Fig. 3.—AMPLIFIER USE» For TESTS, 


thus obvious how current flow in winding А can be 
regulated proportionately to a controlling current in wind- 
ing B. When the magnetic amplifier is used in shunt to the 
alternator, as in fig. 1, it has the immediate object of 
controlling the voltage rather than the current; the com- 
bined characteristics can be derived from the characteristics 
of the alternator when operating on an antenna and at the 
Same time controlled by a variable shunt across its. 
terminals, as shown in fig. 2. It is also possible to connect 
the amplifier in series with the alternator and the antenna, 
but the shunt connection is preferable, because its effect is 
the same as if the E.M.rF. of the alternator in the antenna 


tuning of the antenna, and the working conditions are less 
satisfactory. The two д.с, windings can also be connected 
either in series or in parallel ; this will be referred to 
later. Fig. 3 shows an amplifier used for tests with an 
alternator of 72 xw. 

While the power expended in the controling circuit in 
varying the antenna circuit is very small, there is a large 
amount of magnetic inertia to be overcome, which is equal 
to the energy stored by the change of the magnetic field, or 
the integrated area of the saturation curye between the 
points where the changes take place, and calls for a wattless 


number of times per second the energy must be delivered 


able length, 

The parallel Connection of the Ao. wi 
preferable to the Series connection, havi 
tiveness, and being able to carry large 
Causing instability, In this case the fl 
two branches of the core must be id 


ndings is found 
ng greater sensi- 
currents without 
ux variations in the 
entical, because they 


produce the same terminal voltage in the two Windings, 
which are connected together; but the currents in the 
windings are indeterminate, because a cross-current of 
unknown strength may circulate between the two coils, 
This induced current tends to Oppose any change in the 
average flux, and thus a telephone current in the controlling 
winding would simply cause a corresponding short-cireuj; 
current between the two “А.с. coils without producing thi 
desired flux variations. But as the АС. Winding need 
operate only at “ radio” frequencies, which are very much 
higher than tlie. frequency of the telephone current, it is 
possible to find a value of а condenser such that it acts aS a 
short-circuit for the radio-currents, and an open circuit for 
the telephone current. Hence a condenser is introduced in 
series with each of the А.С. coils as shown in fig. 4, 
Without the condenser shown in series with the amplifier, 
the upper curve in fig. 4 shows the relation between alter- 
nator volts and amplifier excitation ; this: curve approaches 
the axis of ordinates asymptotically with increasing excita- 
tion of the amplifier, and the voltage can be reduced to zero 
without-using an excessive excitation current, so that the 
amplifier can be used as ‘a controlling device for radio- 
telegraphy. In this form it ig not suitable for telephony, 
on account of the departure from proportionality. ` This is 
remedied by inserting a series condenser аз shown in fig. 4, 
the sensitiveness of the amplifier" being at the same time 
greatly increased, so that a much smaller control current 
is needed, but a limit is set to the latter effect by the intro- 
duction of appreciable: core loss due to hysteresis and eddy 
currents. The lower curves in fig. 4 show the variations 
of alternator voltage that can be obtained by using 
different values of Series capacity, and the corre 
ponding increases in the sensitiveness of the am- 
plifier, as represen by the steepness of the 
curves, which also indicate that the increased sensitiveness 
is gained at the expense ‘of range of control, or difference 
between maximum and minimum voltage. АП the curves 
show a practically linear proportionality between excitation 
and voltage over almost the whole range available, The 
effect of departure from linear proportionality, and the con- 
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AMPLIFIER D.C. Вхсгттттогу 


TOR 
FIG. 4.—CunvEs SHOWING SENSITIVENESS OF НРА 
VOLTAGE CONTROL WITH DIFFERENT SERIES Co^ 


sequent distortion of wave sha , is shown in the oscillo- 
rams of fig. 5. - i , 
à The amplification ratio is defined as the pier 
between the maximum and minimum kilowatts em de 
divided by the effective alternating volt-amperes eus ^B 
the controlling winding, and for operation sui 
telephone control ranges from 100 :1t0350: a ый 
A further improvement in sensitiveness pet dur 
by using a combination of shunt and series con = a : 
shunt condenser being so proportioned as to aped 
amplifier take leading, instead of lagging, s its fal 
excitation, and allowing the alternator to assum ipis 
maximum voltage. Fig. 6 shows an alternator bi in : 
72 KW. controlled by telephone ; the two curv 
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oscillograms, which are relatively upside down, show that 
the variation of the alternator voltage is in all details an 
almost exact reproduction of the controlling telephone 
current, 

Apart from telephony, the magnetic amplifier is expected 
to prové^of value аз a non-arcing key for telegraphy, and 
particularly to make possible high-speed telegraphy at the 
same rate and with the same means as high- -speed automatic 
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Fig. 5.—EFFECT or LACK OF PROPORTIONALITY UPON THE? 
WAVE SHAPE, 


Еа. 6.—OSCILLOGRAM SHOWING TELEPHONE CONTROL. 


telegraphy on land lines. Oscillograph records have been 
taken of telegraphic control from 500 to 1,500 words per 
minute. There appears to be no limit to the power that 
might be controlled in this way with apparatus of suitable 
` dimensions. 


LINKING-UP—AND FALLING OUT. 


€ ROY ER." 


ТнЕ article, * Linking-up Electrie Power Stations," in the 
issue of November 17th, reminds me of some operating 
experiences in America, in cases where two or three stations 
were connected. There was no question of different 
phases or frequencies, these being merely cases of power 
houses of similar systems of supply working conjointly. 
In all instances there was a three-phase system driven by 
water power. 

In the first case three power houses were interconnected— 
one of 6,600 KW., one of 3,000 KW., and one of 200 Kw. 
The largest station generated at 4,400 volts, stepped up to 
t4, 000 voltson the transmission line, and was 25 miles away 
from the distributing sub-station. The second and third 
generated at 11,000 volts direct on to a transmission line, 
and were respectively 7 and 10 miles away from the point 
of distribution. Previously the big station had been 
supplying an area by itself, but at times of peak load it was 
over-loaded, whereas the peak load in the other area happened 
at a different time of the day, so it was decided to link-up 
the two areas. Both systems had a frequency of 60. 

The interconnecting was done by means of static trans- 
formers, 44,000—11,000 volts, with a synchroscope and 
oil switeh, all situated in a sub-station in the main dis- 
tributing area. It should be emphasised that in the big 
station there was no opportunity for speed regulation, as 
the governors were set for 60 cycles at full load, and locked 
in that position. In station No. 2 a certain amount of hand 


y 


. pleasant memories, was also in a mining camp. 


regulation of the governors was possible. There was no 
automatic voltage regulator on the system. 

All regulation for synchronising was, therefore, done at 
station "No. 2 , the operator at station No. 3 being merely 
told to stand by i in case of a bad shot. To further « mpli-. 
cate matters, the load on the-area supplied by stations Nos. 2 
and 3 comprised a good deal of mining machinery, includ- 
ig various hoists, a 500-H.P. pump liable to start or stop 
at any moment, and a 400-H.P. compressor which caused a 
variation of load of about 250 kw. every 35 sec. Add to this 
the fact that the governors at station No. 2 acted rather 
sluggishly, and you will then be able to gauge the state of 
mind of the operator in the sub-station trying to get a 
phase, 7 miles from the nearest power house, The "tele- 
phone wires were strung on the same poles as the trans- 
mission lines, and hearing was not always distinct. . Some- 
times the operation took a quarter, sometimes half-an honr, 
but always the staff were worked up to such a pitch of irri- 
tation and profanity that it was only the long distances. 
between stations which prevented bloodshed. 

The connection once made, things went fairly smoothly, 
although a short circuit in the distributing area—no 
uncommon occurrence in a mining camp when surfaee 
blasting is being carried on close to trangmission lines— 
was liable to shut down all three stations: the connecting 
oil-switch, too, had a maximum relay set for about 1,000 
KW., which occasionally opened when the sub-station 
operator's back was turned, giving stations Nos. 2 and 3 a 
pretty nasty jar, and temporarily spoiling the harmony 
between operating staffs. 

Another supply system, of which I have more or less 
There was 
also a load of 5,500 Kw. divided between two power houses 
25 miles apart, one station of 5,000-Kw. capacity, supplying 
4,000 KW., and a smaller station of 1,800 KW., supplying 
1,500 KW., both stations directly coupled to the same trans- 
mission line. The daily load factor was in the region of 
90 per cent., and the work of operating consisted chiefly of 
booking the hourly readings and cursing the mosquitoes, 
whieh made even that slight task hard work. When the 
inevitable short occurred—caused by lightning, violent 
wind storms, or air concussion due to blasting—both 
stations: were brought out. The bigger station went back 
on the line first, after five minutes’ interval to allow all 
workmen to get clear, and then when the oncoming load 
had steadied а bit, station No. 2 would connect up, 
switching in one machine after another. 

On this system fairly cordial relations existed between the 
staffs of the two power houses, except for the usual mutual 
complaint that the other station was running at an unfairly 
high power factor. On one occasion, however, relations 
got very much strained owing to shortness of water. 
Low water at the larger station forced the manage- 


-ment to disconnect some of the load in the camp, and 


to run only one 2,500-Kw. set instead of the usual two. 
The smaller power house, being situated further down on 
the same river, had perforce to shut down a set as well, 
and it was arranged that the larger station should carry 
full load on its one set, leaving the smaller station, with a 
much less load, to do the voltage regulation. This the 
smaller station either could not or would not do, and 
station No. 1 was accordingly sometimes carrying 25 per 
cent. overload, and sometimes running at three-quarter 
load. The.superintendent of the larger power house there- 
upon decided that No. 2 should be forced to do the regula- 
tion, and he had his machine taken off the governor and 
placed on hand control, with the gate opened to. the full- 
load mark. He ran in this condition for about a week. 

The poor operators at No. 2 did not get a moment's rest 
during that week, and had to call in assistance to book 
their hourly readings. This state of things produced a 
good deal of friction between the two stations—No. 1 com- 
plaining of the inadequacy of the regulation by No. 2, and 
No. 2 cursing at having to attempt to regulate a very 
variable load on such a small machine. 

Providence, however, straightened things out rather 
quickly, by, sending some heavy rainstorms and increasing the 
water supply. But in the meantime our largest consumer 
had done ha best to stir up further strife by developing a 
faulty main switch, This consumer was demanding about 
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1,000 KW., and occasionally his switch "opened without 
warning. Then there was a lively time. in both power 
houses—one on hand control with the gate wide open, 
and the other carrying about 400 KW. Station No. 2 lost 
their load completely, and both machines speeded up to a 
‘terrific extent. Station No. 1 had to close down on their 
water-wheel gate—not a very quick or easy operation when 
on hand control—and got everything nicely steadied down 
when the consumer started up again, and they had to open 
their gate once more, At the end of the week No. 2 
declared their governor had broken down under the strain, 
but by this time the water level had risen sufficiently to run 
two machines at the larger station, and peace was restored. 
I think, therefore, that while the development of the 
linking-up of the 38—or is it 138 ?— London stations will 
prove highly interesting from a teclinical point of view, asa 
psychological problem it should he of absolutely absorbing 
uS profit to those operators most closely con- 
“cerned, 1 : | 
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THE SPERRY SEARCHLIGHT. 


Bv the courtesy of the Sperry Gyroscope Co., Ltd., 
we were recently enabled to witness the operation of 
the Sperry searchlight, which was described at some 
length in our issue of September 8th (page 256). 
At the present time, searchlight work is of more 
than ordinary interest, and the Sperry lamp particu- 
larly so, on account of the enormous advance which 
it represents on current practice using the pure 
carbon arc. | УУ, 

This advance is not only shown in the more 
pcwerful beam of projected light, but in the in- 
Benious mechanism and adjustments provided. 

The lamp, which we believe is the only complete 


THE Sprrry SEARCHLIGHT: Sipe: View. 


one which has been shown in. this country, was the 
90 cm. size, giving a maximum С.Р. of from 105,000 
to 112,000, with a wide angle of high intensity, this 
comparing with a maximum c.p. Of 44,000 over a 
small angle in the case of the ordinary pure-carbon 
ATO YO от: затоа, "+s уз: 

The greater brilliancy of the Sperry are has been 
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obtained by making use, in addition to the heate; 
crater surface, of .superheated vapour produced in 
the arc, which burns in a flame above the latter 


This result is due to the use of а specially impreg. | 


nated positive carbon, the core béing so propo. 
tioned that it burns away faster than the caro; 
Shell, thus producing a deep crater, 

Owing to the small size of the carbons 
hurning of the positive carbon is necessary to 


rapid 
secure 
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Tur Srerry бкапсшлант; Frost View. 


the necessary supply of vapour, and in the 00-с, 
lamp, the positive cárbon is 110.cm. long and i 
mm. in diameter, burning at the rate of 18 cm. per 
hour, with a normal current of 150 amps. The negá- 
tive carbon is 30 cm. long and 11 mm. in diameter, 
of solid carbon, copper coated, ; 

The intrinsic brilliancy of the bright vappur in 
the positive crater is about 500 C.P. per sq. mm., 
and the distribution curve is much more uniform 


than in the pure-carbon arc. 


While the reader is referred to our previous 


article on September 8th for a. detailed description 


of the: lamp mechanism, we may briefly indicate 
some of its features here. _ 

To prevent the carbons being burned in such à 
Way as to interfere with the formation of a prope 


crater, and to protect the feeding mechanism fron 
the intense heat of the arc, a current of air 1s Mise 
up through the electrode supports, which are narro 


rectangular tubes designed to offer a minimum Hi 
struction to the light. The air escaping round t 
positive holder is.so directed as to shield the latter 
from direct radiation and cool it, and also serves 
hold the arc flame in position and carry off was 
gases. | m 
The electrode supports are carried on a T : 
angular control box, situated underneath the e 
and containing all the essential mechanism 


i “trodes 
operating the arc; the cooling air for the electr | 


>, : го 
15 Supplied by a small motor-driven fan in ук н Ра 
box, and the latter box, with the elec {оте 
&c., can be removed bodily from the drum. 
quired, in a few seconds. А т 
The small fan motor, by means of yg 
train. and mechanism: in.the positive head, feeds 
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positive carbon forward; the same motor also slowly 
rotates this carbon in order to maintain the sym- 
metry of the crater and prevent the escape of the 
bright vapour. . 

The positive crater is Kept at the focal point of 
the mirror either by hand control or automatically 
by means of a thermostat and solenoid, its actual 
position being ascertained by means of an image of 
the arc thrown on to a ground glass screen, on 
which a line is drawn to indicate the correct posi- 
tion of the positive tip. 
~- The automatic control is a most interesting fea- 
ture; a small focusing mirror inside the drum is so 
placed as to direct a beam of light through a slit on 
one side of the latter, on to the expansion strip of a 
small thermostat attached outside the drum, when- 
ever the crater moves from its correct position, by 
the carbon burning back. This causes the thermo- 
stat contacts to open, de-energising the solenoid in 
the control box, and enabling a clutch mechanism 
to advance the carbon the correct amount. This 
control system gives satisfactory results, the regu- 
lation being closer than that obtained by manual 
control. ' | i 

The negative carbon is also fed through its holder 
(but is not rotated), the movement being effected by 
the small fan motor, previously mentioned, under 
the control of a shunt solenoid connected directly 
across the arc, and also placed in the control box. 
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DIAGRAMMATIC VIEW OF THE SPERRY ARC. 


The voltage across the arc can be varied by adjust- 
ing a tension spring which opposes the shunt sole- 
noid. | 
` The negative carbon is inclined at an angle of 14 
deg. to the horizontal, the design of the holder 
being such as tp cast the minimum shadow on the 
mirror; the negative holder and its support can be 
swivelled round sufficiently to permit the insertion 
of a new carbon from the front, the turning move- 
ment automatically relaxing the grip of the holder 
in order to facilitate this. 

The negative holder and support are mounted on 
a sliding carriage on the control box, and when the 
current is off are drawn into'striking position by a 
spring; when the arc is struck they are drawn back 
into the running position by a series solenoid. 

In order to rapidly disperse the gases produced by 
the arc, which would otherwise form dense clouds 
in the drum, thus obstructing the light, and leave a 
possibly corrosive deposit on the mirror, and for 
other purposes, forced ventilation of the drum is 
necessary. 

It is also necessary, especially with a short focal 
length mirror, to cool the mirror and its supports in 


order to prevent it from being cracked by the in-- 


tense heat of the arc. For this purpose, a small 
motor-driven extractor fan is mounted in a little 
casing on the top of the drum; this draws air down 


over the back of the mirror and up across its face 
to the exit situated over the arc. It has been found 
that large currents of air can be drawn through the 
drum without affecting the arc, which is shielded by 
its own ventilating system, and that fume extraction 


апа ventilation can be effectively combined by the 


arrangement adopted. 

The projector lamp is suspended in trunnions 
mounted on a turntable on the base, in the usual 
way, and arranged for either hand or power train- 
ing. the training motors and the series resistances 
for stabilising the arc being mounted In ые base. 

It may be noted that the arc strikes up imme- 
diately it is switched on, and on switching off a red 
glow continues for a short period, during which the 
intensely hot carbon tips are cooling; an iris shutter 
is, however, fitted by means of which the light can 
be instantly controlled or obscured. | 

The Sperry searchlight is built in three sizes, for 
бо cm., 90 cm., and 150 cm. projectors; when re- 
quired a remote control system can be provided to 
enable it to be operated from a distance. 

Turning to our views, it will be noted that th 
long positive carbon projects, in a holder, through 
the glass front of the drum; on the operating side 
of the drum ‘аге mounted a small case containing a 
combined volt and ammeter, also further back the. 
thermostat in its case, and above it the ground glass 
observauon screen for the arc. Observation holes 
with dark glasses are also provided on either side 
of the drum, also a variable resistance to control the 
speed of the fan motor in the control box. The 
main switch for operating the arc is situated under 
the front of the drum, with a projecting handle, and 
the current passes through the two tubular electrode 
supports—which are insulated from the control box 
—to the carbons, silver brushes being pre-ided ‘or 
this purpose in the case of the rotating positive 
carbon. 

In conclusion, it will be seen that the Sperry 
searchlight represents a great increase in range and 
target illumination, two factors of great importance 
in warfare, where ability to pick up an enemy and, 
at the same time, to blind him, at the earliest 
moment is essential. 


THE PARALLEL OPERATION OF ELECTRIC 
POWER STATIONS. 


THE paper by Mr. J. S. Peck on this subject was discussed by 
the BIRMINGHAM LOCAL SECTION OF THE INSTITUTION OF ELEC- 
TRICAL ENGINEERS on December 6th. An abstract of the paper 
appeared in our issue of December Ist. i 

Mr. R. A. CHATTOCK, in opening the discussion, spoke of 
the advisability of linking-up generating stations, as this con- 
tributed to greater over-all efficiency of the stations and in- 
creased the reliability of general supply. He thought the 
case for linking-up was quite made out by such considerations, 
and the practical difficulties were not insuperable. 

Mr. A. M. TaxLon explained by the aid of diagrams that 
ihe use of Tirrill regulators was inadvisable in linked-up 
systems owing to'their inability to permit the voltage of one 
station to adjust itself to variations of conditions in another 
station. | 

Mr. К. OnsETTICH referred to two great difficulties im the 
linking-up of stations, namely, that of the switchgear, which 
must be capable of standing the current of the combined 
systems, and the possibility of heavier surges than would 
occur in the systems when operated separately. 

Dr. С. КАРР said he was not able to agree with the 
author's definition of “total synchronising power." Appar- 
ently the author took this to be the sum of the excess power 
given out by the leading machine and the deficiency of power 
in the lagging machine. He thought synchronising power 
should be defined separately for each machine. It was con- 
venient to give the synchronising power in KW. per unit 
electrical degree phase difference between the two machines. 
Dr. Kapp also explained a diagram which he had devised for 
finding the total inductance for any ampere load on the 
machine. In conclusion, he added that when dealing with 
the induction motor and synchronising generator the author 
had pointed out that by making the slip fairly large it was 
almost impossible to overload the link between two stations, 
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and that а smaller set might be used than if both machines ` burnt ont its stator, the trouble being bad stator joints which & 


were synchronous. The two disadvantages mentioned were 
lie differen cas in speed and a bad power factor. These, to 
Dr, Kapp, did not seem to be very serious, whilst the flexi- 
bility of the system and the freedom from dangerous over- 
loading were very important advantages. 

r. C. C. GARRARD said that it was probable that the 
linking-up of the existing generating stations was the most 
immediate and practical step which the electric supply in- 
dustry might take in the campaign of national economy which 
4 prolongation of the war would entail. The success of such 
linking-up .proposala would in a large measure depend upon 
the control gear, which must be chosen with regard to the 
maximum value of the short-circuit current which could 
occur in the place where the switches were situated. Even 
with the existing supply stations 1t was very doubtful 
whether the breaking capacity of the oil switches which were 
available had kept pace with the growth of the generating 


had probably been developed in America for overhead lines 
having comparatively large reactance values; it did nof neces- 
sarily follow that the same switches would give satisfaction 
when used with underground cables, as would be largely the 
case with us. 
supply systems waa one which should be given special atten- 
The American Institute had a 


high-tension work. The Swiss Society of Electrical Engineers 
also did the same kind of thing, and he suggested that the 
Institution of Electrical Engineers should take this matter 
25 No action of the Institution could be more helpful in the 
advance of British electrical engineering than this. The pre- 
sent haphazard method of leaving it to the individual manu- 
facturers and supply companies and corporations was very 
unsatisfactory, and a co-operative and co-ordinated effort was 
required. The V.D.E. had already issued a report upon this 


very question, but as far as he was aware nothing had been . 


done in this country. It was essentially a question of re- 
search. Both manufacturers and users would heartily wel- 
come any information on this subject. He suggested, there- 
fore, that the Institution be asked to form such a committee 
with instructions to report, say, every six months. 
committee would have to be thoroughly representative, and 
would not have to consist simply of a. few worthy past-presi- 
dents and vice-presidents nominated in London. 
also have to spend 


would have to be organised, &c.; moreover, in order to make . 


announcements by ihe Government, it was very likely, if 
proper representalions were made, that a grant of money 
A the Government for such a research might be procur- 
able. 


Mr. С. Jones, in a communication, wrote of the improve- 
ment he had been able to obtain in the power factor by the 
use of static condensers, In the particular system with which 

е was concerned three sets had heen installed of 340, 400, 
.and 600 microfarads capacity. These had been in use for 
twelve months without giving the slightest trouble. 


cations at the earliest possible moment No letter can be і 
| ; ublished 
unless we have the writer's name and address in our Uim. 


Breakdowns of German Plant. 


The articles on German plant contained in icati 

your publication ] 
week have sent me to certain old lettere filed eee and almot 
forgotten, and as these deal in some of their paragraphs with the 
matter you are now discussing, they may be of interest to you. 


strictly retaining the sense of the originals whilst doi 
i g t і g oing во. 
At the beginning of August we were informed that no more 
breakdowng should occur, 80 No. 5 generator burnt out ita rotor that 
evening ; a fortnight later it was running again and No. 3 generator 


the insulation on fire. When No. 3- generator was repaired X,- 
generator broke down again with a burnt-out stator and the e 
had to be rebuilt; No. 5 generator was back at work again only; 
few days when No.1 generator broke down, owing to the rj. 
banding coming adrift. The air pumps have also given a Jo: y 
trouble, probably owing to light shafts. The five generator: y. | 
built by » 10,000 KW., 1,000 R.P.M., 5,000 volta? "| 
* We have had a good deal of trouble on the cable system. the , 
switches blowing up, and scattering the burning oil. | 
“At sub-station a transformer broke down and was handa; 
to the maintenance men ; four of them were working on it, oper; 
"p, when there was an explosion and the men were enveloped iy 


" À few days ago an oil switch burst at the same sub-station, ani 
two men were injured.” 

The plant referred to has all been installed tn a British colony ar] 
paid for by good British gold, and the whole of it was of Germ 
manufacture. The various breakdowns referred to in the letter 
were reported during a period of only a few months, 


J. Shepherd. 
Leeds, December Ath, 1916. 


Trade with Italy. 


During the last month we have received many catalogues an: 
price lists from British engineering and electrical manufactures. 
several of them mention that they had our address from page ist 
of your ELECTRICAL REVIEW of November 3rd, 1916. 

We have pleasure in thanking you very much for your kindness. 
and we can assure you that we, since 1883, have done all we cx 
to have machinery from England. 

Cav. Alexander Hamilton & Sons. 
JOHN 4, HAMILTON, 
Messina, November 28th, 1916. 


i The Recruiting of Skilled Engineers. 


In one of the leading articles of your issue of December 8th you 
dealt with the calling-up of engineers skilled in the handling of 
Diesel engines. In the early days of the war the recruiting of 
trained men placed the nation in &.very awkward position, and. in 
& number of instances, it was necessary to bring them hack intocivilian 
life. There seems to be a danger of these grave errors being 
repeated. Last week, before the City Tribupal.two engineers on 
the staff of a large insurance company, one an electrical surveyor, 
the other on the technical office. staff, had their appeals for 
exemption rejected, apparently without any evidence being taken. 

The importance of electrical work in the war is recognised even 
by the layman, and there is no class of men doing better service to the 
nation than the engineering staffs of insurance companies. They 
must have a wide technical and practical experience, be acquainted 
with every make and type of apparatus, and have a unique know- 
ledge of power plants. Large numbers of controlled establish- 
ments, and thousands of firms doing work of national importance, 
are covered with insurance companies, and surveyors spend most 
of their time in getting these works out of trouble and preventing 
them from getting into it. As a matter of fact, even people m 
do not insure often retain these companies simply for the value 0 
their inspections, tests and advice. In addition, the staffs do 2 
of good work in the testing of machinery, both new and second: 
hand, previous to purchase, and also get out the plans nnd ar 
out the complete electrification of works. It must further 
borne in mind that the companies themselves are not getting ed 
extra premium, although large numbers of machines are workine 
day and night, resulting in an increased number of gp 
in addition, the prices of repairs are more than doubled, and a” 
nearly all class А or B. 7 

f these men are to be taken away they should at lenat be p | 
into positions where their services could be properly utilised. ed 
doubt if this was the case as far as the two engineers mention 
were concerned. Jaques 


The Armorduc Manufacturing Co., Ltd. 


Mr. Nield, in his question in the House Commons on pnl 
last, of which you give an account in your last issue, refers "iat 
as the nominee of the German shareholders. I desire to state 
I am not, and never have been, their nominee. ita develop 
- I founded this business (at the age of 21), and when А i ed A 
ment required capital took it from Germany when I fa rime. 
obtain it here, and your readers will hardly regard that as Taglish 
I tried repeatedly to replace this German. capital by dustrial 
capital, and failed owing to the antipathy with which indus 
investments were regarded in this country prior to the ee fal 

The Board of Trade Parliamentary Committee, with | i make 
knowledge of all the facta and of my history, invited me ade this 
an offer for the alien interests of the company : I have m acted 
offer, and, whether it is accepted or rejected, I x en 
throughout in the best interests of the country of my adoption. 

W. Ratcliffe-Small. 


London, E.C., December 12/5, 1916, . 
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Australian Postal Contracts. 


| Referring to the paragraph under this heading which appeared 
in your issue of September,lst, I beg to advise you that although, 
alter three months’ delay, the Postmaster-General's Department 
replied to & communication dated October, 1915, giving reasons 
why an arbitration clause, or its equivalent, should be inserted in 


contracts, intimating that it had been decided not to vary the ` 


conditions of contract in regard to the rejection of material by 
making provision {ог the appointment of a Survey Board, 
Clause 10, which provides for a Survey Board, has been inserted in 
а large number of contracts entered into by the Department with 
members of my Committee since this date. 


Ы В. H. Butler, 
Secretary, the Australian Electrical aud Allied 


Contractors’ Committee, 
Melbourne, October 20th, 1916. 


BREAKDOWNS OF GERMAN PLANT.—If our other correspondent 
in Leeds will forward his address, in accordance with the rule 
at the head of thig section, we shall be pleased to insert his 
letter on this subject.—Enps. ELEC. REV. 


EE MER GEEERAD 


NATIONAL INSURANCE (UNEMPLOYMENT) 
ACTS, 1911—1916. 


UNEMPLOYMENT INSURANCE. 


Decisions by the Umpire. 


A. THE Umpire has decided that contributions are payable in 
respect of :~- 

2,072 X. Pointsmen,.signalmen and other workmen engaged in 
regulating traffic at factories engaged wholly or mainly in muni- 
tions work. or in any trade insured under the National Insurance 
(Part II) (Munition Workers) Act, 1916. - 

2,076 X. Workmen engaged in the preparation of slate for elec- 
trical appliances, tanks, or vats for use in the manufacture of 
munitions of war. 

2.078 X. Workmen (including stranders and coverers) ehgag 
wholly or mainly in making telephone corda. i 

2.079 X. Workmen engaged wholly or mainly in covering metal 
wire with silk, cotton or other material. 

B. The Umpire has decided that contributions are xot payable 
in respect of :— Р 

2,077. Workmen (other than those insurable under Part II of 
the National Insurance Act, 1911) engaged in the repair of bridges 
which are built up on the site. 


LEGAL. 


BRITISH-THOMSON-HousTON Co.. LTD.. r. DURAM, LTD. 
TUNGSTEN WIRE PATENT LITIGATION, 


(Continued from page 626.) 


Mn. SWINBURNE said he had made himself acquainted with the speci- 
fications in the case. With regard to Siemens's German specifica- 
tion of 1902, that dealt with tantalum, niobium and vanadium. Any 
knowledge about those mctals would tell them nothing as regarded 
the working of tungsten. The same applied to the Abel specifica- 
tion of 1900, which also dealt with these metals. The specification 
of the British Thomson-Houston Co. of 1906 stated that " difficulty 
has been encountered in drawing or rolling filaments from tungsten, 
because of its non-ductile character as ordinarily obtained." “We 
have discovered that when tungsten is heated it undergoes remark- 
able molecular changes, апа, in fact, becomes so ductile that it may 
beeasily worked when hot." " The metal becomes во ductile that 
it may be hammered into bars, rolled into sheete, or drawn through 
dies into wire.” The process was described in the specification, 
and he had seen the process actually carried out. It was an 
important process for lamp filaments, and was practically replacing 
all the others, and the metal was coming into use for other purposes 
as well, such as making electric spark contacts. He һай not found 
in any of the earlier documents pleaded in this case instructions 
which would enable him to work tungsten. 

Witness was cross-examined by MR. TERRELL, K.C.. with reference 
to the meaning of malleability in metallurgy, and also with regard 
to the ductility of certain metals. Counsel suggested to witness 
that it was found impossible to make tungsten for a lamp unless it 


was got coherent. Mr. Swinburne agreed, and also assented to - 


counsel’s remark that when it was first made coherent it was by the 
same process as osmium. The built-up tungsten filament first got 
on to the market about 1907, and the drawn-wire filament much 
later. 

Can you account for the fact that it was not brought on to the 
market between 1906 and 1911-12?—From 1906 to 1911 is five 
years and that is not out of the way for developing a process like 


this into commercial work. І is not that you have to draw the wire 
and make a new lamp, to compete with gas, or something of that 
sort, you have to compete with an existing lamp ; you cannot get 
it into commercial ‘use till you are better than the existing lamp. 
On December 6th MR. SWINBURNE continued his evidence for 
the plaintiffs. | 
Mn. T. TERRELL, K.C., in further cross-examination, suggested 
that there was a difference between ductility and malleability. 
WITNESS said, in his opinion, ductility involved malleability plus 
tensile strength. This specification did not talk of malleability. 
When you heat the metal and start hammering it, there is no more 
ductility in the metal than there was before you began in the sense 
of differentiating it from malleability ?—I think there is ; I think 
the hammering generates ductility. Mr. Swinburne also said that, 


-in his opinion, the word "ductility " was used loosely to mean 


workable. 

Prof. C. V. Bors, F.R.S., said he had read and considered the speci- 
fication of the plaintiffs, and took part in certain experimente with 
reference to the subject matter of the patent. The information on 
the subject of tungsten at September, 1906, the date of plaintiffs’ 
patent, consisted of Moissan's experiments. Tungsten powder was 
well known at that time, and possibly the squirted filaments of 
tungsten ; but he was not sure that they were on the market then. 


_ Asked as to the possibility of investigating the malleability and 


ductility of tungsten from the then known materials available for 
research, witness said it was possible to repeat the experiments of 
Moissan, and to get his result. As to the filaments, they were a 
finished product, and owing to its brittleness and hardness he 
would never think of drawing it. He did not know of any tungsten — 
which could be put into the form of rods. Dealing with the 
Siemens specification, Counsel asked if there was anything in that 
document which would be helpful to a man who was facing the 
problem of making tungsten ?>—Witness said they could gather 
nothing about tungsten from other metals. The document told 
them nothing in words and nothing by inference. 

His LORDSHIP : Suppose you take a fritted tungsten rod and 
expose it to further prolonged heating, do you increase its malle- 
ability apart from any subsequent working or heating ?—I think 
that is the case : the greater the temperature and the greater the 
length of time you maintain it, the more coherent and compact the 
metal becomes. - 

Cross-examined by Mr. Кьквү, K.C., for defendants, who asked 
what directions the specification of plaintiffs gave for working 
tungsten for other purposes than wire drawing, WITNESS said they 
could roll it into sheets. 

You have seen experiments : do you think it can be hammered 
into bars, proceeding according to the specification /—I believe I 
can hammer it, working very carefully ; but I think rolling is 
vastly better and quicker. | 

In September, 1906, if: you had wanted to get a piece of tungsten 
rod, it was the obvious thing to get it from the powder by the 
squirting process ?—If you wanted to do it, you could try the -/ 
squirting process with tungsten. | | 

In September, 1906, was there в difficulty in producing a built-up 
tungsten rod /|—I do not know of its being done; but, if it had 
been tried, it would have succeeded. 

Ав to the patent in question, at what stage in the process of 
rolling or drawing do you say the slug becomes ductile ?—It may 
be that it is ductile before you roll it at all ; I have not tried that ; 
but as ductility requires a greater degree of strength and 
coherence than mere malleability, and you roll before you can 
draw, the process may be a gradual one. | 

On December 7th, MR. SWINBURNE was re-examined, his 


: evidence having been interrupted on the previous day by an 


Admiralty engagement. 

MR. WALTER, K.C.: From.all the literature you knew until the 
instructions that were contained in this specification, did you 
know of any coherent form of tungsten )—No. 

In the treatment of the powder which haa been carried up to 1,000 
degrees in the manner indicated in the .specification, does that 
produce a different physical condition in the rod ?—It does. 

What is the general character of the change that has taken 
place ?-—A reduction of the dimensions of the body ; that is to say, 
it gets smaller. and the particles come together so that they &ppear 
to be quite solid. : 

Do you know of any method by which tungsten can be obtained 
in а molten form. so that it could be formed into rods ?—No. 

Ав regards the nature of the operations, rolling, hammering. and 
во оп. what is the preliminary to work such as Mr. Terrell spoke 
of ?—In modern days all the metals used have been melted first. 

Could such experiments have been carried out with tungsten up 
to thc date of this specification )—No: you could not get tungsten. 
to start with, into the regular condition. Witness further stated — 
that the prior specifications relied on by the defendants, dealing with 
the treatment of other metals, afforded no instruction as to the 
treatment of tungsten. 

His LorpsHIp: Having read plaintiffs specification from a 
scientific point of view, does it convey to you as а metallurgist that 
he is disclosing a method for dealing with a molten tungsten ?!— 
No; it conveys this idea, that you can take a powder and make it 
into a sufficiently coherent and solid form for working. 

DB. PASSMOBE, the well-known chemist, gave evidence as to 
experimenting with tungsten according to the process of hammer- 
ing described in the specification. He satisfied himself, he said, 
that the coherent product as described when heated to a red heat 
only oxidised to the extent of bluing on the surface. All the 
tungsten he had hitherto worked with immediately on heating 
long below red heat oxidised. That was then his knowledge 
of tungsten. Ав to the effect of hammering, he took a slug made 
from the coherent process, and put it on a sheet of thin 
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‘flat iron, resting it om'a sheet of asbestos, and he was able to 
flatten it out. He tried to work tantalum by the process indicated 
for the working of tungsten ; he took the tantalum in the con- 
dition of powder, mixed it with glutinose. made it into a rod, 
'heated it to 1,000°, or thereabout, and then, hanging it ир, 
tried to pass an electric current through it, and could not do it, 
the reason being that the metal contained some oxide. Dr. Pass- 
more next gave his views on the methods described by Moissan 
with regard to tungsten. : 

The plaintiffs' case was closed, and МЕ. COLEFAX, K.C., summed 
up the evidence on this side. . : 

On December 8th, Mr. Tom TERRELL, K.C., opening the defen- 
‘danta’ case, seid the fair reading of the evidence was that there 
had never been made a tungsten rod of anything like three-sixteenths 
diameter. hi ; 

His LORDSHIP said he was not prepared on the evidence to say 
that making that was not an invented novelty. -` | 

MR. TERRELL said they presented their case on this footing, that 
the patentees only put into practice a discovery, which discovery it 
was the business of the ordinary metallurgist to make in connection 
with either a new alloy or a new metal. That being so, and there 
being no difficulty and no suggested invention in carrying it into 
operation, there being no special &pparatus necessary to do it, the 


only invention could be the bare application of the discovery that 


was alleged to be made: That discovery was the business of the 


ordinary metallurgist and was not invention. The evidence of Mr. 


Swinburne established this, that given & chunk of tungsten, & 


. metallurgiat engineer being told to investigate its properties would, 


as a matter of ordinary business, try it cold and try it hot to find 
out its properties. He might be deceived about the tungsten, but 
he would find out, as part of his business, that it was malleable hot. 
There was no subject matter in the patent, because a so-called dis- 
covery could not be subject matter, and there was no invention or 
pretended invention in the application of a discovery. All that 
was snid to flow from the discovery was that which flowed 
admittedly from the same fact in other metals. - 

On December 11th, Mr. BALLANTYNE, expert chemist, examined 
by Mr. Kersy,. K.C., for defendants, said he had been in 2 number 
of these wire cases, and he had read the specification in this case. 
He remembered the proposal for the tungsten filament lamp. 
Before that, во far as he was aware, there was no use for tungsten 
except in the form of powder. : | 

Was it known before the success of the filament lamp that wire 


believed up to 1904, and in 1904 we knew it when the built-up 
filament was a success. The patent became known in 1905. In 


‘September, 1906, he published in the Journal of Chemistry a précis 


of & communication in a German paper describing the lamps 
generally. · , 

What to you, as а chemist and practical scientific man. does the 
specification in this action suggest as an invention ?—I had a little 


‘difficulty at first in understanding what the point of the inventor 


was. At first I understood it was in order to get ductility by a 


process of heating, but I gathered afterwards that it was the 


had tested the slugs which were made according to the patentees’ 
process, and found the density to be in one test 167 апа in the 
second test 16.  . 


(To be continued.) 
Mec A 


HENDON ELECTRIC SUPPLY Co., LTD., v. COLLINS. 


AT the Hendon Petty Sessions, on November 30th, Miss M G 
Collins, of Hampstead Garden Suburb, was fined £5, and £2 28. 
expenses; for stealing electric current, value. 5s., the property of 
the defendants. The company charges 13d. per unit for heating 


— 
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ELECTRICITY WoRKs EMPLOYES' LEAvING CERTIFICATES. 
Two electrical engineers employed by i Bor 
Г electi ene. p employed by the Islington Borou zh 
Council, who appeared before the London - Munitions Tribunal, 
said that they had asked for their leaving certificates because they 
had been refused the 3s. war rate granted to engineers on November 
‘th. "Unless they obtained the extra 3s. or left the employ of the 


Council they would be turned out of their T ii е 
vues dd А oule , ө] trade Unions. Я 
“Saint Stated that each man was getting ап. aver а Ald 


£2 10s. per ‘week, and the Council desired to pay fair wages. - The 


order that the represen ativas of the nion da TA na 
calia Diy zh A | he nien s Trade Unión might Be 


very large and complete plant, and they desir 


that was submitted to them. They also desired 


Corporation 


MAYLE т. HOBART MANUFACTURING Co. 


IN the King’s Bench Division, on December 6th, before Mr, Justi. 
Rowlatt and @ special jury, plaintiff, a perk butcher, of Harring:; 
sued the Hobart Manufacturing Co., of Charterhouse Stra: 
City, to recover damages for injury to his right hand, caused, y 
he alleged, by the negligence of the defendants Servant, | 
appeared that on December 7th, 1915, plaintiff visited the Cait: 
Show at the Royal Agricultural Hall, Islington. The defendan 
.who are manufacturers of sausage-making machines, had astani 
The plaintiff, on going round the stalls, was invited by one of th 
defendants' servants to examine the sausage-making machine ay- 
the plaintiff put his right hand into it, being unaware of the f: 
that the machine was actually working. The result was that the 
top portion of the index finger and part of the second finger on t 
right hand were cut off. He claimed damages, alleging thai т; 
warning was given to him that the machine was working. and th: 
he should not place his hand inside it. The plaintiff, as a peri 
butcher. was permanently disabled in the use of his right hang 
and he had lost the situation he was engaged in at the time, Th: 
plaintiff claimed damages and loss of Salary. The defendar: 
denied that the plaintiff was invited to examine the machine, ani 
they said that the plaintiff was negligent in putting his hand inte 
the machine. The defendants denied negligence. 

Мв. MARRIOTT, in opening the case, said that the machine i 
question was worked by electric power, started by a switch on top, 
and counsel suggested that the defendants’ servant must hare 
turned on the switch just as the plaintiff put in hia fingers, 

The PLAINTIFF, who is 30 years of age. gave evidence in supper 
of his case. He said he was definitely invited by the defendant; 
servant to enter the. stàll and inspect the machine. He was pe 
ceeding. to inspect the “ worm " to see if it was tight ; the machine 
was not working at the moment, ,but suddenly it started, and of 
came his fingers. — "n : 

Evidence having been called for the defence, the jury award 
the plaintiff a. total of £60 -158., and judgment was entere 
accordingly, with costs. f 


A. P. LUNDBERG & Co. v. WITTING & PARTNERS. 


In the King’s Bench Divisional Court, on Thuraday, December ‘tb. 
Justices Ridley and Avory heard an appeal by the defendants 
against a decision of the Judge at Clerkenwell County Court is 
respect of a disputed contract for 180,000 mild steel grub Screws. 
Mr. FORTESCUE, for the appellants, said the appeal lir: n 
respect of an action respecting an order for 180,000 screws } I. 
long—4-in. Whitworth thread—to, be delivered by plaintiffs 1 
defendants at the rate of 22,000 weekly. The action was brought 
to recover £42 5s., the price of certain of the screws. In the o 
below the defence was that the screws were not in accordance wit 
thé contract, and defendants contended that they were eatitlal t 
regard them as worthless. There was a counterclaim for an F 
profits and costs of stacking up machinery. The Judge found thst 
there was a breach of contract; and that the screws were not in 


‘accordance with the sample. But he held that in the circum 


stances the people to whom the screws were to be delivered did ss 

reject them within a reasonable time, and, therefore, Ше, 

pay the full purchase price of the screws. He also dism ^ 

counterclaim. = + ж : бый 
MR. PALMER, for the respondents, argued in favour of the 

by the Judge. 

"The Court allowed the appeal, with costs, and ordered ae 
trial. There was no doubt the screws were to be made tos The 
pattern, and that they were- not-according to that emg бур 
Court. said the learned Judge was right in his first finding, bu 
not correct in the second. 


Epison Swan ELECTRIC Co., LTD. 


| Е | the 

ON Tuesday, a petition by this company, for the cgit 
Court to special resolutions altering the objects of the ; 
was heard Бу Mr. Justice Neville in the Chanoery ne netta dd 
Mz. JENKINS, K.C. (for the petitioners) said d i extend the 

: T t on 

powers -by entering into arrangements with the Governmen k 


T | жел ‘doing any engineering werk 
municipal and other authorities. and doing any SON er to aoquile 


ё ae ia b : ; ineerins. 
patents. for. inventions relating to mechanical eng 


E uy. r Te racter 
chemistry, chemical engineering, and anything of a like cha 
in addition to their electrical patents. 
His LoRDsHIP granted the petition. 


ў THE RATING OF ELECTRIC TRAMWAYS. — 
THE assessment appeal of the L.C.C. was further heard o Ls 


` я br [] Ц y 1 -j n 
and the Court announced its intention to deliver judgme 


December 21st. 


m E | E Award Mila: 
Electrical Engineer Sentenced.— William A 
(ЗЭ), formerly "holding а prominent position aiy an обе! 
Ylectric -Supply- Department, and р cem: at the 

the R.N.V.R., has been sentenced to six months’ har assoultin? 


Grown- Coùrt of Birmingham. Assizes, on a charge of arg 


Violet, Curtis, aged 


both ыы Be 


а А. 
А dor 
2 "s 


rd et ther 
tand to a:simílar sentence Ор о | 
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‚ Appreciation.—A correspondent with the British Expedi- 
tionary Force, writing under date December 5th, 1916, says :— 

The weekly copy of the Review still reaches me regularly, 
and I am duly grateful for your kindness in sending it.. Ав 
the means of keeping one in touch with everything that is 
going on in the electrical world, it.is a truly valuable and 
welcome link.” ' | ME 

Munitions Priority Branch.—The Priority Branch of the 
| Ministry. of Munitions, whose offices are at St. Ermins Hotel, 
with Mr. Edgar Jones, M.P., at the head, will have charge of 
machinery for controlling the use and distribution of metals 
under the new committees that have been recently appointed 
for effecting economies in metals. = . 


< A Copper Committee.—It is announced. that the Ministry 
of Munitions has appointed Mr. Cecil Budd, of Messrs. Vivian 


Younger & Co., London, and Mr. В. Н. Rucker, of Messrs. . 


Henry Rodgers, Sons & Co., London, as a Committee to 
. advise the Ministry on the purchase and distribution of 
copper. Mr. Budd is chairman of directors of the London 
Metal Exchange, and Mr. Rucker is chairman of the Metal 
Exchange. Mr. Stroud, of Messrs: Charles. Tennant & Co., 
will act as secretary to the Committee. 


An Example to Follow.—The employés of the Birming- 
ham Corporation Electric Supply Department at. the outbreak 
of the war instituted a war relief fund, to which they have 
contributed over £1,000. Each Christmas they have sent to 
the men on service a Christmas present, and are doing ‘ the 
some this year. The men abroad will receive a parcel con- 
taining some dainties, and the men on home service will 
receive 5s. each. The wives of each of the men: will also 
receive 5s., and 1з. for each child over 12, and а toy for each 
child under that age.—Birmingham Post:- ET 


Walther Rathenau Again.—An Exchange dispatch from 


Paris quotes the Journal's special correspondent at Zurich 


to the effect that in the course of the general meeting of the 


Allgemeine Elektricitats Gesellschaft, at Berlin, the chairman, 
Herr Walther Rathenau, known as the chief organiser of raw 
materials during the. war, sald:— — 

“ Even those who make no mistake about the reality of the 
political and military situation have.now the impression that 
for the first time for a very long while a distant glimmer of 
peace appears, but no hope should turn us from our duty. 
We must continue to extend our war factories, and build 
new ones, in order to increage our production. You, know. that 
Hindenburg's strong programme calls for the entire forces of 
the country, and the immense tension of these forces should 
turn Germany into one great arsenal. It is no longer a war 
of one army against another, i& is a war of material. Our 
adversaries say that time works for them: No. ‘Time’ works 
for no one; time fights against all." EUM 

Coal Supplies Held Up in France.— While the price of 
coal in France, writes the Financial Times París correspon- 
dent, ranges from £6'to £8 per ton, thousands óf tons of. coal 
continue to lie idle in French ports for lack of available trans- 
port. According to the Petit Parisien there are 800 barges 
containing 300,000 tons of imported British coal, unable to 
move for want of tugs. At the pit mouths of French collieries 
500,000 tons lie waiting for transport, and a further 300,000 
tons lie at various seaports. Meanwhile a number of impor- 
tant munition factories are working short hours owing to the 
lack of coal. The trouble arises in great part from the mili- 
tary control of the railways, the military authorities unneces- 
sarily holding up large numbers of empty trucks for several 
weeks at а time. Speculators are taking advantage of this 
disagreeable—and, under existing cireumstances, dangerous— 
condition of affairs, and quite recently a large coal dealer was 
able to exact the price of £9 1s. per ton for an immediate 
supply of 250 tons of coal. This price constitutes `a record, 
even for France. А MAD. 

Germany and After-the-War Trade.—Mr. Gerard, the 
US: Ambassador to Germany, before leaving America on 
his retum to Germany, delivered at a- New York 
dinner an interesting speech ‘on enemy" after-the-war 
plans. - According to Reuter, he said that in Germany, 
after the war, probably no one will be permitted to 
purchase anything made outside of Germany. There will 
be, in all probability, a central buying committee. which will 
do the purchasing from foreign countries: for the Empire. 
This will permit the Germans to enter the markets in a posi- 
tion to say to a certain extent what prices they will pay for 
that which they wish to purchase... . If our peace and 
prosperity are to continue commercially, permission to com- 
bine for the foreign export trade should be given. Mr. Gerard 
thought that in every foreign nation after the war there 
would be similar central bodies for commercial protection and 
to reap commercial advantages, and these were the matters 
the States had to meet. At anóther point in his speech Mr. 
. Gerard said that if America was to give the eight-hour day 
. they had got to give the manufacturers apd the working men 
some measure of defence against those countries where the 
. working man worked 10 bours or more, and where во many 
women worked and had assistance furnished them. - · 
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. Tribunal, Messrs. 


` düce 


\ 


the’ London Gazette for December 12th. 


‘out any threat of the 


—-— n 


Defence (Mr. Pearce) said that they could not continue put- 
ting steel ànd iron into ornamental work when it was required 
for guns and shells. | 
. War Bonus.—It was announced on the Yth inst. that. a 
further war bonus of Эв. a weelt is to be granted to Sheffield 
Corporation women car conductors and other tramway em- 
ployes receiving less than 48s. per week, at an annual cost of 
£15,000. - War. bonuses will now cost the tramways depart- 
ment £36,610 per year. 7 
| Profits Duty.—The Board of' 
Referees, in response to an application by Auckland Electric 
Tramways Co., Ltd., have increased the statutory percentage 
in their case to 74 per.ccnt: in the case of a trade or busi- 
ness carried оп or owned by a company or other body cor- 
pose and to 8} per cent. m the case of any other trade or 
usiness. М | 


Export” Prohibitions.—The list of export prohibitions has 
heen amended, and particulars of the alterations appear ‘in 
the | The following head- 
ings are to be deleted from the schedule :— 


Tramways and Excess 


(B) Electric lamps, except carbon-filament lamps and arc 
lamps for street lighting. ae | 

(C) Pocket lamp cases and cases fitted with bulbs but not 
containing batteries. : 

(B) Lead, pipe, scrap or sheet, and solder containing lead. 

(A) Valves, gas, steam, and water. |, — 

(A) Wood screws, made of brass, iron or steel. 

(A) Peroxide of manganese. ~ | 

The following headings are to be added:— _ ‚ 

(A) Manganese, peroxide оѓ, and mixtures and preparations 
thereof.  — dA | za 

‚ (Ay Zirconium. compounds. Í : | . 

(B) Electric lamps, except carbon-filament lamps, arc lamps 
for street lighting, and pocket electric lamps and their com- 
ponent parts. ^-^ | PM tod Pr І е 

(C) Electric lamps. pocket, and their component parts. 
(А) Fuel economisers constructed of. cast iron.pipes, used as 
auxiliary heating apparatus in connection with land ór marine 
steam boilers. : 

Metals and oreg as follows :— 

* t€) Iridium, osmium, palladium, 


rhodium, ruthenium, and 

(B) Lead (except pig lead). alloys of lead, solder containing 
lead. and шиша of lead or its. alloys, not ‘otherwise 
prohibited. -> 2 

(A) Thorium and its alloys. 

(A) Zirconium and its alloys. 

(A) Thermometers. | 

(C) Valves, gas, steam. and water. | 

(С). Wood screws, made ‘of brass, iron сог steel. 

(B) Zirconium minerals. ; 


Exeniption Applications.—aAt the- Aberdeen City Military 
Bell .& Lyon requested exemption for 
apprentice engineer. It was suggested that 
inight be got for the work being ‘done 
Mr. Bell said they could not get 
a man in the city. Mr. McDonald said he was told the 
Electrical Union was very severe. Mr. Bell said there was to 
be a deputation meeting this week about that. because there 
were one or two men engaged in Aberdeen who were not in - 
the Union; and. they were threatening to call out the rest of 
the men. The Chairman: I hope you will make а represen- 
tation to the Ministry of Munitions if they-attempt to carry 
kind. They will not stand any nonsense 
of that sort just now. | Mr. Bell: We are entirely in their 
hands at the present time. Temporary exemption for two 
months was granted. : i MEN 
kt Stoke-on-Trent, on December 6th, Мг. W: Thorn, mana- 
дег of the Potteries Electric Traction 'Co., asked for recon- 
sideration of an order that the company should surrender 38 


John . Torn, 
a handyman imi 
by the apprentice. 


men, in two instalments of 19 each, The first 19 had been 


released: and if the others had to go it would be impossible 
to maintain the whole of the services now running. To pro- 

“the other 19 men would mean drawing з very large 
number from running shed repair staffs, which were already 
depleted. He added that а high percentage of the passengers 
were workpeople and munition workers. The Tribunal decided 
to refer Mr. Thorn to the Military authorities, stating that 
the Tribunal had no objection to the retention of the men by 
the company if the Military were of opinion that they should 
be retained in their present occupation. —— 

Certificates of conditional exemption have. been granted to, 
Messrs. A. A. Gates (26), managing clerk, and H. J. Russell 
(25), engineer's turner, appealed for by Messrs. Christy Bros. 
and Co., Ltd.. electrical engineers, of Chelmsford. 

At East Grinstead (Sussex), an appeal was made by Mr. 
J. H. Novis, electrical engineer. now engaged 1n making aero- 
plane fittings. The Tribunal decided to ascertain from the 
Ministry of Munitions whether a place could be found for 


` appellant in munition works, or whether he could be allowed 
1o remain in the district. provided he. continues his present 


work. : | . 
Beforé thé Romford Rural Tribunal, on December 5th, Mr. 
J.W. Millar (89); electrical engineer to the Barking Chemical 
Со„ appealed on the ound of national рае and certified 
odcupation. The appeal was supported by the company, avd 
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the Tribunal allowed appellent l4 days in which to find work 
1 nt national importance. | . 

M rris on December 5th, Mr. Vertue (36), electrical 

engineer and contractor, passed for general service, renewed 

his appeal for exemption. * He said that the cireumstances 
were similar to when he last appealed, except that he had 
now only one of his original staff left, who had been rejected. 

He had considerably more plant to look after personally, and 

he had practically to confine his work to the_ maintenance of 

motors in order that the machinery of various firms might 
e kept running. He contended that it was in the national 
interest that he should continue in the business. Exemption 

Was renewed. f 

The Southampton Tribunal has refused exemption to the 
electrical engineer at a local gunpowder factory, it being 
ascertained that the firm were solely making gunpowder for 
sporting purposes. | m - 

. The Southampton Corporation Tramway Committee ap- 

pealed for the retention of four married motormen, all of 

whom had been previously rejected. The Chairman : Are the 

Committee considering women as drivers? It is being done 

in other places. Ald. Dunsford: We do not want to do it. 

It is not women's work, especially through the streets of 

Southampton at the present time. Each of the men was 

exempted for three months. | f 

The Salisbury Electric Light Co. appealed for a chief clerk 

. and accountant. The manager said that he had made efforts 
to find a substitute, but without success. Exemption to 

March Ist was conceded.  . | 

Watford Tribunal has granted exemption to February 1st 
to С. Wall (30), foreman for the British Battery Co., Ltd., 
who appealed for his retention. IN 

At Watford, the U.D.C. appealed for W. E. Field (30), 

“stoker at the refuse destructor. The Military Representative 
said ve man ought to be replaced. Three months were 

granted. | l 

At Berkhamsted, Mr. A. Е. Barren appealed for W. M eager 

: (85), electrical engineer, of Potten End. who superintends the 
oilers and electrical arrangements at the house. Exemption 
was refused. 

The Driffield. Tribunal has granted exemption to March 1st 
to the electrician at a local picture palace. - 

Before the West Kent Tribunal. the Erith U.D.C. defended 

sıx mouths’ exemption to E. С. Papp (93), motorman on the 

tramways, opposed by the Military Representative, who said 
that a single man in Class В1 should not be left out of tho 

Army. The tramway manager (Mr. Williams) said that the 

police would not licence & man under 20 or women as drivers. 

The tramway department had been certified as of importance 

for carrying on munition work; 75° per cent. of the 18,000 

daily passengers were munition workers. The Chairman : 

Why don’t they badge hese men? Mr. Atkinson 
: I think there is a scheme on foot. 
d the appeal, and directed that the man should 
not be called up before December 31st. - 

At Rochdale, Mr. G. L. Adamson, electrical engineer, with- 
drew an appeal for J . Heywood, aged 36, an electrical wire- 
man, who had been badged. 

At the Tramways Committee appealed for W., 
married, coac 
tramway traffic clerk, both passed for general 


practically engaged in repairing lifeguards, and 
Travis was the senior traffic clerk; all the men in this parti- 
Mr. Webster said that, on 


] 
were refused, i appeals 


During the 
wen. a member 
Іп the town. 


for two Corporation Clerks at Dar- 
women were doing work 
department who was making 
st month you said we had 
women on the cars. Jumped from a car when 
16 was in „motion, with the result that we have to pay com- 
pensation. ne clerk’ was exempted, and the other allowed 
until the end of January. | 

At Oxford, the Electric Light Co. appealed for te rar 
non for F. Е т! (27), chief el | de Б 
vi e company for 13 years, and wa ] ; indis- 
pensable. Tt was stated that ay ka 0 De indis 
keep men out of the 
mud rob and 
‘our of the clerical five entered the r - 
break of War, and Talbot himself was cL eon 
Was starred. The Substitution Office bad frankly owned that 
they could not find a substitute. Captain Fox said that 
exemption till February meant a waste of three months 
that was all very well if the war was for ever; but 
if they Were going to finish jt ree months 
was а serious matter. Talbot was a skilled man, and since 
the development of the air service skilled men wer 


> sh re required 
ae . Gray (for the company) : This man is not a mechanic 
aptain Fox: I'm sorry ; Т thought he was. Cannot hig work 
э done by a woman? Talbot: Not very well. Mr. E 


secretary to the company, said that Talbot was · : 
male clerk left. Ag he was starred they thought ier ODE. 

ave him to tha end of the war, and that - 
thev had not trained anvone to take his place. 
that Talbot should have temporary exemption to 


Phe West. Rent Armen] Court, on December 5th. granted 


Ф 


. nof replace him. Exemption to March Ist. 


exemption until December 31st to Mr. Н. Somers (86), elec. 
trical engineer, of Anerley. TAS 

Before the East Kent Appeal Court, 
T successfully appealed against 
Mr. 
auxiliary fireman, but he is not to be called up until Febry. 
ary 6th. 

At Weymouth, the T.C. appealed for the retention of twa 
skilled labourers at the refuse destructor. The eldest үз; 
given until March 81st, and the other to the end of the year 

Reading ‘Tribunal granted six months’ exemption, on his 
taking up munition work, to J. Picket (38), electrical fitter 


With 

at Epsom applied, on November 
on the ground of business hard- 
C2, and stated that every effort 
had been made to dispose of the business, but without suc- 
cess. Two months were conceded. ` 

At Mansfield, the Tramway Co. sought conditional exemp- 
tion for a motorman named Walter j 
driver on a difficult route, and the appeal was assented to. 

Before the Droitwich Rural Tribunal, Mr. Bruce Ward, of 
Westwood Park, claimed the retention of his electrician, G. 
M. Trigg (32), passed for general service, and he wag given 
until January 1st. 

An appeal by W. J. Watkins. (93), engaged at the London 
Electrical Wire Works, has been respited by the Esséx Tr- 
bunal for 14 days to allow him to obtain substitution work, 
failing which he must join up. 

At Southport Tribunal, Mr. A. S. Black, the Corporation 
electrical engineer, appealed for a Wireman, aged 40, mar- 
ried. Mr. Black, in reply to the 


Military Representative, si] 
that he had seventeen who, had special certificates from the 
Minister of Munitions; seven were over military age. The 

filitary Representative 


said a strong case would require to 
зе shown why this man should not go. Mr. Black said that 
if the staff were further reduced, the undertaking would get 
into a dangerous condition. The man applied for was kept 
for the maintenance of consumers’ installations, and he could 


on December 6th, th 


exemption allowed i 


‚ W. Board (93), electrician, of Ramsgate, who is a 


BUSINESS NOTES. 


for December 29th.—l: 


The “Electrical Review” 


‚ Consequence of the Christmas Holidays our Advertisement Depart- 


ment requests advertisers to send in their new advertisement copy 
and alterations to existing displayed advertisements intended for 
the issue of the ELECTRICAL REVIEW for December 29th, by 
Friday, December 22nd. We shall be glad if our correspondent: 
and other contributors will also send in their matter at the earliest 
possible moment. à 


Export Prohibitions.—The London Gazette for December 
8th contains further lists of bodies and persons with whom trading 
is prohibited in Argentina and Uruguay, Brazil, Chile, Denmark. 
Netherlands, Portugal, Spain, Greece, and other countries. 


` Business Prospects in China.—Some notes from a recent 


‘report by H.M. Consul-General at Hankow, appearing in the Beard 


of Trade Journal, show that the value of imports of electrical 
materials and fittings declined by 97,000 Hk, taels in 1915. as com- 
pared with 1914. This decline was not due toa falling off in the 
demand for up-to-date lighting, but to the diffculty in getting 
orders filled as well as to the increased cost. When Qe 
return to normal there is sure to bea great expansion in the deman 
for all kinds of electrical materials ffom all over China. i 
in the importation of machinery to the value of 700.000 Hk. E 
was also due to the abnormal conditions, and not to a lack o 
demand. Many new enterprises in Hankow are contemplated m 
the near future, but the present time is not considered propitious 
for making purchases, and deals are being put off to a ad 
favourable Opportunity. There is a good demand for electrica te 
other machinery, but the high prices ruling, and the impossibili 7 
of guarantecing early delivery, prevent much actual business Bd 
done. Before the war a large proportion of these and other g а 
were imported from Germany or Austria. Supplies are at prese 
being obtained mainly from Japan and the United States. 


Book Notices.—.Manwal af Electrical Undertakings i 
Directory of Officials. Ву E. Garcke. Vol. XX. 1916-17. igni 
Electrical Press, Ltd. 216. net. Owing to war bra 
production of this work has been delayed beyond the. usual the 
but in regard to its contents there is practically no change ‘ble to 
main features, excepting that the delay has made it p be tha: 
include later financial information, which is something to r æ the 
ful for. Nearly all the customary statistical tables саша а 
progress of the industry are iifcluded, and the " $ ate punt 
indicates the very highly-increased service which the T Iri 
industry has been able to render under war conditions, The 
only a moderate amount of fresh capital has been introduced. Sand 
increase in kilowatts connected by both supply comp hee has 
municipalities is less than in the preceding year, but x Da (000 

п ап increase in output among the companies of s The 
units as compared with an increase of 33,000,000 а year ag Ге 
municipalities also show ап increase of 183,000,000 a E the 
pared with 25,000,000 3. vear neo These Apure ак 
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extent to which the marginal capacity of supply undertakings has 
been eneroached upon by the necessities of war. In regard to 
electrical manufacturing, the statistics given show that the 
average return of all the undertakings of which returns are avail- 
able has fallen from 6°73 per cent. to 6'15 per cent. ; the companies 
included are, of course, in some cases engaged also in non-electrical 
work. во that the revenue is derived from both electrical and non- 
electrical sources.  Particulars are given of 2,650 electrical and 
allied undertakings representing capital amounting to 481 millions 
Sterling. There is a large map of the United Kingdom showing 
all the traction. light and power undertakings. The account of 
the progress of the year occupies 100 pages, and among other 
matters dealt with are imports and exports, prices of investments, 
and financial information concerning German electrical and allied 
companies such as have formed a regular feature of our City 
columns for many years past, and of which a word later. The 
largest section (1,000 pages) of the volume is that giving statistical 
and general records of lighting, power and traction undertakings ; 
telegraph and telephone concerns, manufacturing and mis- 
cellaneous, Colonial and British possessions, are also usefully 
covered in separate sections; and, finally. there is the usual 
directory of names and addresses of 20,000 officials. The twentieth 
edition, as a whole, well maintains the high reputation that 
previous volumes of the Manual have won for it. We have, of 
course, not examined the contents in detail, but in regard to the 
tabular information relating to German electrical and allied com- 
panies, which is reprinted by permission of the Export Department 
of the B.E.A.M.A., who compiled it, it might not have been bad 
policy to have asked the Association to revise the proofs ; however, 
the names are sometimes rendered correctly. Obviously, as the 
publishers themselves say, the difficulties attending the production 
of statistical records have been abnormally great during the past 
year. : 

General Cargo: an Introduction to Salesmanship. By R. E. 


Goddard. London: Constable & Co., Ltd. 4s. 6d. net. The author 


of this book is foreign sales manager to Messrs. Humber, Ltd., of 
Coventry, and as the result of experience gained in the principal 
countries of the world, he has collected the information here im- 
parted for the assistance of those who desire to make an effort, 
after the war, to get back some of the losses caused by the war. 
After discussing the universality of trade, he shows, in а chapter 
on the factory, that behind all our foreign trade preparations we 
must have a thoroughly efficient factory organisation. The only 
way to bring money into the country is by seeking fresh outlets 
for foreign trade ; the only way to restore our credit is to redouble 
our exports. The manufacturer must not regard his foreign orders 
as a windfall, but should make definite plans as to how much of a 
given output he intends for export, and should modify the export 
portion, во as to produce goods suited for particular markets. This 
leads the author on to a consideration, in two chapters, of many 
points in regard to the export department. Five chapters discuss 
the following markets, and their requirements :—Europe, Asia, 
Australia. Africa, South America, the West Indies and the Pacific. 
Later the qualffications of the foreign representative are discussed, 
also the manner in which he should conduct himself, and his opera- 
tions when following his occupation among many very different 
nationalities. It goes without saying that any man before trying 
to establish connections with races whose manners and customs 
and tastes are во different from those of Home. should educate 
himself as thoroughly as the available means allow in regard to 
these and other local characteristics. The best modus operandi for 
the permanent representative or agent who is sent out from home 
to live abroad receives attention, and in a final summary three 
methods of procedure in obtaining foreign trade are stated. First, 
foreign traders may be circularised, advertisements may be placed 
in foreign journals, and the resulta awaited ; secondly, arrange- 
ments may be made with some recognised house of export agents 
at home: but lastly, and best, is the sending out of one of the 
manufacturing beads, or a good representative, armed with samples, 
to study the markets and fix up agencies direct. This method is, 
of course, the most expensive. and in our opinion it requires to be 
preceded by the first-named method in order that the way may be 
prepared in advance, but the ultimate gain from such personal 
efficient study of markets will be found to be far greater than in 
the case of either method one or two alone. The book isa timely 
one, and those who contemplate launching out may find in it many 
useful pointers. 

* Journal of the Institution of Electrical Engineers." Vol. XLV, 
No. 261. London: E. & F. N. Spon, Ltd. Price 7s.—The issue for 
December contains the following lectures and papers :-—-" Some 
Aspects of Lord Kelvin's Life and Work," by Dr. A. Russell: 
“Theory of Armature Windings,” by Dr. S. P. Smith. and the 


inaugural addresses by Prof. D. Robertson and Messrs. Н. A.- 


Nevill. А. E. McKenzie. and J. К. Stothert: also a ninth list of 
the names of 119 members on military service. 

* Handbook of Machine Shop Electricity." 
London: Hill Publishing Co. Price 128. 6d. net. 

" Applied Electricity for Practical Men." By A. J. Rowland. 
London: Hil] Publishing Co. Price 8s. 4d. net. 

" Electrical Engineering." By E. J. Berg. 
Publishing Co. Price 15s. net. 

“Science Abstracts." Vol. XIX. Part11. (A and B.) November 
25th. 1916. London: E. & F. N. Spon, Ltd. Price 1s. 6d. each net. 

Rotary Converfers. Issued by the British Thomson-Houston Co., 
Ltd., Rugby.—We have often pointed out the educational value of 
the publications of manufacturing firms, including both catalogues 
and descriptive pamphlets under this head; our attention has 
again been drawn to this subject by the receipt of a brochure on 
rotary converters from the B.T.H. Со., which is really a technical 


By C. E. Clewell. 


-London : Hill 


treatise, in short compass, of great interest and value, representing 
a considerable advance upon its predecessor. The principles upon 
which the converter depends, the conditions as regards heating in 
the armature winding, the behaviour of the machine when running, 
&c., are lucidly discussed, and, in addition, new matter has 
been inserted dealing fully with the very important question of 
variation in voltage ratio by reactance control, boosters, induction 
regulators, and the split-pole system. The starting of rotary con- 
verters by various methods, including the convenient self- 
synchronising system, is explained, and the details of construction 
of the makers' converters are described at some length, the whole 
being fully illustrated. The brochure is entitled ‘ Descriptive List 
No. 2420 A " ; but this is a misleading title’ and does less than 
justice to the contents, which contain nothing in the nature of а 
catalogue or price list, but are purely technical, and will prove of 
the greatest value to engineers who use this type of plant. 

We have received a list of new electrical books which have been 
added to the excellent library of electrical works issued by the Hill 
Publishing Co., including a comprehensive treatise on “ Hydro- 
Electric Power," by Lamar Lyndon ; “Pole and Tower Lines," by 
R. D. Coombs, and & number of works which we have recently 
reviewed, 

Messrs. Constable & Co. will shortly publish an authorised 
translation by Mr. J. H. Johnson of "The Range of Electric 
Searchlight Projectors,’ by M. Jean Rey, in order to meet the 
urgent demand for reliable information concerning the theory апа 
practical application of searchlight projectors, their range and 
resultant illumination. The whole subject is exhaustively dealt 
with, and embodies records of the author's original investigations 
and tests, carried out in various parts of the world under actual 
working conditions. 

Openings in Italy.—The following are selections from 
lists of- openings for British articles in Italia markets. The 
lists are issued by the British Chamber of Commerce for Italy. 
Genoa :— | 

Ко. 1,159.—Agent at Taranto would sell on commission or buy for own 


account, electrical articles, ironmongery. T.P.P. 

No. 1,163.—Spezia firm wishes to get into touch with manufacturer of elec- 
trical and engineering materials. S.U.C. d y 

No. 1,164.—Merchants at Genoa wish to represent manufacturers and 
shippers of industrial and marine engineering articles. 

No. 1,170.—Agents at Spezia would represent on commission manufac- 
facturers of engineering articles, machinery for industries, belting, 
wire ropes, &c. S.C.B.F. Й 

No, 1,187.—Monza agent would represent manufacturers aud shippers of 
engineering articles (leather belting, &c.). M.D.C 


No. 1,189.--Florenee firm wishes to get in touch with manufacturer of 
electric lamps, machinery for same, and vacuum pumps. F.A.R.D.E. 

No. 1,192.—Genoa importers wish to purchase grindstones, emery wheels, 
steel files, tools, machinery. G.A.P. & C. . Mer 

No.1,201.—Merchants at Genoa would handle machinery, electrical 
sundries, &c. G.G.H. & C. , 

No. 1,206.--Genoa merchants wish to be put in touch with manufacturer of 
engineering articles and supplies, lubricating oils and greases, cotton 
waste, leather belting, wire ropes, engine е machinery and 
tools (wood, iron nnd tinworking), &. G.F.M. & C. 

е е М ДЪ : 
Commercial Electric Trucks.— THE BRITISH MINIATURE 
ELECTRIC VEHICLE Co., LTD., have started business at 10, Hoghton 
Street, Southport, for the manufacture of 500 lb. commercial 
trucks for use in warehouses and works, provided that orders are 


accompanied by a certificate from the Ministry of Munitions. 


Bankruptcy Proceedings.—CHaRLESs HERMAN LIEB- 
BRAND, described as an author, lately residing at Llangolle n, 
Felixstowe, who was largely interested in a scheme for supplying 
electricity to Suffolk.—At the London Bankruptcy Court, on 
December 7th. before Mr. Registrar Brougham, this public exam- 
ination was held. The debtor, who is confined in the Stratford 
Camp as an alien enemy. was brought to the Court by a military 
escort. He has lodged necounts showing liabilities of £1,080 and 
assets valued at # 6.638, and consisting for the most part of various 
claims under agreements. In the course of his evidence the debtor 
stated that in or about January. 1913, he obtained an option 
for the purchase of the undertaking and assets of the Suffolk Elec- 
tricity Supply Co., but owing to the outbreak of war he was 
unable to arrange the formation of a new company to take over 
the option. In fact, he attributed his failure to inability to carry 
through his various echemes in consequence of the war, and. the 

- collapse of promises from people upon whom he had relied to help 
him through.—The Official Receiver: But. surely, the option for 
purchase of the Suffolk electricity scheme expired some consider- 
able time before war was declared /— The debtor thought it was in 
June, or perhaps in September, 1913, that the option lapsed. He 
agreed that until the outbreak of war he was living at the rate of 
£1,000 per annum. He expended over £1.000 in connection with 
the electricity scheme. but. was unable to give details of the expen- 
diture beyond the items in his bank book. It was not his custom 
to keep books of accounts, and not being a trader he was not bound 
to do so. The examination was concluded. 

THOMAS BROOKES. electrician at munition works, late picture 
house proprietor. Halesowen.— December 27th is the last day for 
the receipt of proofs for dividend. Trustee, A. M. Fairbairn, 
1, Priory Street, Dudley. | 

CONNOLD, R. E., late electrician, now R.N.A.&., Canterbury.-- 
Second and final dividend, 1s. 1d. in the £. payable December 30th, 
at the offices of Corfield & Cripwell, 119, Finsbury Pavement, E.C. 


. Trade Announcements.—Messrs. BELco, LTD., Windsor 
House, Kingsway, London, W.C., have issued & circular letter con- 
tradicting a statement which is in circulation to the effect that 
the company numbers among its shareholders certain persons of 
enemy origin, and has on its board German representatives, We 
are informed that all the shares once so held have been acquired 
by holders British by birth and extraction, and that the 
board of directors as now constituted is wholly British. Further, 


a m Aa да: 


'the charges for outside electric lamps used by shopkee 


the articles of association have been so altered that. all aliens are 
debarred from obtaining any interest in the company, direct or 
‘indirect, now or at any future time, without the special authority 
of the Board of Trade. 

ELECTRIC SUPPLIES AND ENGINEERING, LTD., is the name of a 
company formed to carry on the business of Haes & Eggers, Ltd., 
at 163, Clarence Street, Sydney, N.S.W:— Zendere, 


Catalogues and Lists.—BasriAN ELECTRIC Co., Lrp., 
185, Wardour Street, London. W.— Fourteen-page abridged list in 
а warm attractive cover giving illustrated particulars relating to 
their electric heating apparatus. A special system of numbering 
is employed whereby the ordering of any particular voltage or 
type of ylower is simplified. In the case of replacements, the 
customer merely compares with the catalogue number the voltage 
‘stamped on the terminals of the zlowers in his heater. The A and 
В type heaters, also “Lantern,” " Admiralty,” “ Pygmy,” " Pyro- 
"ring," and “ Pyro-stove " appliances are included. 
IGRANIC ELECTRIC Co., LTD. 147, Queen Victoria Street, 
‘London, E.C.--Pamphlet No. 607 contains an illustrated description 
of their new push-button control system. 


LIGHTING AND POWER NOTES. - 


Aberdeen.—Ex rENSIONS.— The Corporation . Electricity 
Committee has authorised Mr. Bell, the electrical engineer, to 
obtain tenders fer the proposed extension of the power station build- 
ings. The estimated cost is about £3,700. 


Bath.—PmrcE — INcREASE.— The City Council has 


‚ increased the price of electricity for lighting by 4d. per unit. 


Batley.—The T ramways and Electricity Committee last 
week decided to recommend the appointment by the Corporation 
General Purposes Committee of a Street-Lighting Committee. | 

The engineer has been instructed to report, at the next meeting, 


on the value of the steam from the destructor used at the electricity 
works. ' | | 


~ Birmingham.— The Electricity Supply Committee has 
' been requested to furnish the Council with a summary of the advice 
given it by the officials of the department since November, 1911, 
as to the probable necessities for extending the generating plant, 
and its action thereon.— Birmingham Rvening Despateh, ` 


Blackpool, —The Town Council has passed a resolution 


in favour of extending the borough boundary, so as to include the 
Bispham U.D.C. and the latter's electricity undertaking. | 


city’s big séwage undertaking. The site in Valley Road offers 


little room for further extension, there being practically only 
.Space for one more 10,600-kw. machine. At Esholt there is almost 
limitless space.and plenty of water. It із regarded ав likely that 


"the proposal will -figure amongst local contemplated after-the-war 
_ works. | E» =: 


Colombia.—The Municipal Council of Remedios, Depart- 


` ment of Antoquia, has been authorised to raise a loan of £5,360, to 


be devoted to electric lighting and water works in the district ; the 
Municipal Council of San Jeronimo, to raise a loan of £800, for the 


` installation of an electric power plant; and the Municipal Council 


of Quibdó,- the capital of Choco Intendency, to raise a loan of 
£2,000, for electric lighting wor -— Board of Trade Journal, 


and the tramway services are also to be reduced. 


Darlington.— Hiring CHARGES.—The report of the 
electricity department shows an increase of 23 per cent. in the 


. number. оЁ units. sold- for lighting and power during the period 


from April last as compared with the previous year. -In regard to 
Committee has decided that the present annual 

lamp shall be suspended after the twelfth quarter] 
vided the hirer signs an agreement to hire the lamp for a further 
three years. Where no agreemeut is entered into, the charge is 
to be 14s. per annum until the restrictions are removed ar for a 
maximum period of six years from the date of the installation of 


. the lamps.— North- Eastern Gazette. 


Deal and: Walmer.—The Board of Trade has extended 


the time under the Deal and Walmer Gas and Electricity Co. for 


laying mains by one year. 


Derby.— Loans SANCTIONED.— The Т.С. has received 
sanction td Товуз of £3,000 fdr mains and £4,000 for motors.. | 
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Elland (Yorks.).—SrREET LiGHTING,— Efforis are being 
made to secure better street lighting. The streets are very largely 
lighted by electricity, and councillors find difficulty in seeing any 
objection to electric lighting, in view of the ease with which ji 
can he extinguished at a moment's notice. 


Farnham.—PRicE INCREASE.— The Gas and Electricity 
Co. has increased the price of electricity for lighting to 84, per 
unit, and for purposes other than lighting to.4d. per unit, except 
for four hours per day, during which period the charge will be 
8d. per unit. | 


India,—Evectric HEATING.— Indian Engineering sigtes 
that thc Simla Municipal Corporation has decided to offer special 
cheap rates for electricity used for heating and cooking purposes 
during the winter months--November to March. In hill station 
in India the maximum demand on the power station in the summer 
is considerably higher than that in the winter, and if special оо. 
cessions in the way of cheaper rates are given tothe winter resi. 
dents, it is hoped to bring the winter demand up to that af the 
summer. As the system is a hydro-electric one, with fixed charges 
for maintenance, &c., and no fuel charges, there are no financial 
difficulties. The demand for electric heating in Simla this winter 
is considerably in excess of what it was last year, and when the 
cheap rates are made public it is anticipated there will be a 
greatly increased demand. P nd 

It has been found that eleetricity at half an anna a unit com. 
pares very favourably in cost with coal and wood fires for general 
heating purposes and charcoal for cooking purposes. _ 6 


т London. — Hackney, — The Finance Committee ha 
reported on the excess expenditure, beyond. the original „estimates, 
on the generating station extensions, and recommends that appii- 
cation be made to the L.C.C. for sanction. to a loan of £10,833 to 


cover the additional expenditure. The original estimate was 


~ £140,650, which included work not yet ,carried out, and the total 


cost has been £144,516, while „е. loans sanctioned were for 
£134,050. The estimated cost of the buildings, £16,400, incressal 
to £27,233, due to delay and increased price of materials, &c. 


Malvern.—STAND-BY SuPPLY.— The Electricity Com- 


mittee has had under consideration the question of the charge to 
be made where the supply of electricity is required only aa 


stand-by, and has recommended that a charge of 10 per cent. per 


annum be made on the last full year's consumption in respect of 
the premises; in cases where a full years consumption is not 
available, a charge is to be made proportionate to the size of the 
plant. such charge to be exclusive of any charge for electricity 
supplied » ND i 


- Oulton Broad.—The U.D.O. has consented to Lowestoft 
T.C. supplying electricity to the new works of Mesaré. J, W. Brooke 
and Co., Lowestoft having made arran gements to supply energy. 


 Ripon.—E.L. ScHEME.—The B.. of T. hás refused to 
vary its order not to allow the City Council to take further steps 
for obtaining a provisional order for the supply of d 
to Ripon and adjoining parishes. At a meeting of the "i "A 
specially called last week, it was, however, decided SE t the 
approach the B. of T. with a view to its reconsideration 0 | 
question. О 007 


Rochdale.—The Gas and Electricity Committee Вы ls 
instructed to report on the causes of the unsatisfactory s 5 | 
in relation to the supply of electricity; and its proposals for x 
ing immediate and future demands for supply. | 


‘Sheffield. — Prospective Extensions. — The H 
mentary Committee of the City Council has passed 5 roe parli 
favour of promoting а Bill in the present Session 0 ШШ. 
ment to enable the Council to provide a new igiene "rithia 
also to extend the city boundaries so as to inclu A land. 
the city the site proposed to be utilised and certain eee a sab. 
In accordance with: instructions, the general manager 


- mitted to the Electric Supply Committee a statement of estima 


income and expenditure on revenue account for the n жаы 
March 25th, 1917, and 1918. He put the revenue for the pied 
at £131,000 and for the latter at £525,250, while the Mur 1918 
for the year ended March, 1917, would be £228,527 Л үй 
£293,812, leaving gross profits of £202,473 and ue be. laid 
tively. Two. extra-high-tension feeder cables are distance of 
between Neepsend station, and Carbrook sub-station, & extensions 
5,920 yards, at an estimated cost of £23,770. Other d Rolling 
include the following. :—To Effingham Steam Works a illa бо. 
Co., estimated cost £567 ; to Sheffield Forge and Rolling + wi 
estimated cost £547; to Spartan Steel Co., estimated Mest Y, 
to Messrs. J. Bedford & Sons, estimated cost £237 ; m ner & См 
Atkins & Co., estimated cost £125; to Messrs. W. Tur | 
estimated cost £121. | i i | 


| i ^s Worxtng.—The Urban 
--St. Annes-on-the-Sea.— YEAR'S WonkING.—1he а 


іпс 
Council's electricity works for the past year ay private lighting 


. ive- power 
being more than made up for by the increase іп moe 
süpply. .. bo M NU xu cetur Oa ces in Na i d 
| ` | | f , € ps r-e ' 
.St. Helens.—Price Increase.—The M © ; 
tricity for power purposes are to be increase a 
instead d? 10 per čdnt.; as from Janay Ist, 1917. os 
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Stockton-on-Tees.— Under the title of the Corporation 
Lighting Committee, a Committee has been appointed to take over 
the work until recently carried out by the Electricity Committee 
and the Gas Committee. 


Torquay.—The Tramway Co. has offered to purchase 
the Corporation's electricity undertakiny, but the Council has 
replied that it does not contemplate selling the undertaking. 


Walsall.— SHORTAGE оғ PLaNT.—The Electricity Supply 
Committee reports that the delay in petting the plant at the 
Birchills station into commission has increased the difficulty of 
maintaining the heavy winter loads with the plant at the Wolver- 
hampton Street station, and during the past month several break- 
downs have occurred. If necessary, the tramway supply will be 
shut down or curtailed, to enable the supply to factories to be 
maintained. * 


Wimbledon.—A special meeting of the Council is to con- 
sider the proposed application for a prov. order to supply energy in 
Cuddington, which has been favourably considered by the B. of T. 
"The L.G.B. has sanctioned the borrowing of £727, excess expendi- 
ture, in connection with the Malden and Coombe supply. 


Yeadon.—PRov. Оврев.—Тһе Electrical Distribution 
of Yorkshire, Ltd., has notified its intention to apply for a prov. 
order for the supply of electricity in Yeadon. 


- ' 


TRAMWAY and RAILWAY NOTES. . 


Accrington.— W AGES.— The Corporation has sanctioned 
the proposal of the Electricity and Tramways Committee to increase 
the wages of car drivers, conductors, and cleaners by 4d. per hour. 
The drivers. who are at present receiving 7 14. per hour, will only 
accept the advance as а war bonus, pending a settlement as to 
their claim for 8d. per hour. : 


Ashton-under-Lyne.—TRaMWway PuRcHASE.—The T.C. 
has decided to promote a Bill in Parliament to take over the tram- 
way system of the Oldham, Ashton. and Hyde Tramways Co. 
within the borough, which will link-up with the tramway systems 
of Oldham, thus providing for through running. 


Australia,— Messrs. McCarty. Underwood & Co., con- 
sulting engineers, have submitted a report to the Richmond (Vic.) 
Council on the proposed electric tramway from Prahran, rid Rich- 
mond, to Clifton Hill, a distance of 3'9 miles. The cost is estimated 
at £173,367, the proportional eosts to the interested municipalities 
being : Collingwood, £65,934: Richmond, £65,820; Prahran, 
£41,623. А new bridge over the Yarra river to carry a double- 
track tramway has also b'en suggested. 

An Order in Council has been granted by the Victorian Govern- 
ment for the construction of two miles of electric tramway 
traversing the municipalities of Fitzroy. Northcote, and Preston. 

The Prahran and Malvern Tramway Trust (Vic.), which has 
hitherto had its cars manufactured in Adelaide, has now com- 
menced construction on its own account. The side frames of the 
trucks will be of cast, instead of forged, steel. 


_ Bolton.—Evectric’ VEHICLES.— The Electricity Com- 
mittee has appointed a Sub-Committee to consider and report upon 
the question of purchasing an electrically-propelled vehicle for the 
use of the electricity department, and also, if thought desirable, to 
confer with the several Committees of the Corporation using ‘horse 
or other vehicles as to the desirability of obtaining electrically- 
driven vehicles. | | : 

WAGES.— The Tramways Committee has received a letter from the 
Lancashire District Council of the Amalgamated Association of 
Tramway Workers, giving 21 days’ notice on behalf of members of 
the Association in the employ of the Corporation Tramways Depart- 
ment, to withdraw their labour unless their recent application for 
an advance of wages and better conditions of labour is agreed to by 
the Corporstion. It was decided that the terms of the letter should 
be reported to the Board of Trade Committee on Production. 

Bradford.—W AcEs.— The Tramways Committee is in 
negotiation with the workers in respect of an application for 
increased wages, which. if granted according to the men's requests, 
will cost about £21.000 per year. The men also ask for a revision 
of working conditions. It is understood that the Sub-Committee 
proposes to offer payment of time-and-a-half for the seventh day of 
work, in lieu of the men's request for time-and-a-half on Sunday— 
the Sub-Committee preferring not to specify Sunday as necessarily 
the seventh day. The Sub-Committce also offers to pay time-and- 
a-half for time worked beyond the normal day, which may be 
114 hours, in lieu of time-and-a-half for all above the 94-hours’ 
day asked for by the men. In regard to rates of pay, the Sub-Com- 
mittee considered only the drivers and certain shed workers, who, 
it is believed, were offered an increase equivalent to half the savings 
which might be effected by them in the consumption of energy 
during the next six months. It should be mentioned. however, 

"that similar proposals to these were. so far as can be gathered, 
rejected by the men a week previously. It is understood thatthe full 
Tramways Committee approved the Sub-Committees action by а 
small majority. | ' | 

Roan MAINTENANCE.—The Corporation Tramways Committee 
and the Finance and General Purposes Committee have, subject to 
&pal approval, come to terms in regard to the.diviejon of responsi- 
bility and vost for tHe tevin, оор, antl Гра df tHe tram- 


. ride. 


way permanent way. The staff and workmen employed and paid 
by the Tramways Committee, but at present under the control of 
the city engineer, are to be transferred to the control of the tram- 
way manager. The foundations and paving work of roads over 
which the tramways run will be under the Street and Works Com- 
mittee,an agreed sum per annum being paid Ky the Tramways 
Committee for this work. so far as it Applies within the rails, and 
for 18 in. on each side. This sum would have regard to the present 
mileage, and be subject to reconsideration at the end of threc years, 
and would cover all repairs and renewals, which have now become 
tolerably uniform year by year. In the construction of new lines, 


` the cost of foundations and paving to be the subject of a special 


agreement between the two Committees, or fixed as before men- 
tioned. All work in connection with the specifying, purchasing. 
and laying of metals. either for new work, renewals, or repairs, to 
be carried out by the Tramways Committee. 

The Tramways Committee has passed a resolution recommending 
adequate lighting on tramway routes where electric street lighting 
is installed. 

No cars are to be run on Christmas Day, us last year. 


Burnley.—SeRVICE CURTAILED.—The T.C. has decided 
that the last cars on the Padiham and Nelson routes shall leave 
the Town Centre not later than 10 p.m., and on other routes not 
later than 10.15 p.m. The change commences on Monday next. 


Continental.—Spary.—A new company has just been 
formed at Aviles (Asturias) with a capital of £50,000 and the title 
‘La Compania del Tranvia Electrico de Villalegre à Castrillon, 
to construct and work an electric tramway between the towns 
named. 


Darlington.—Far«s.— At a meeting of the T.C. last week, 
the Electricity and Light Railway Committee recommended that 
the jd. fares be suspended temporarily on Saturdays after 1 o'clock. 
Ald. Starmer, who moved the report, said that at present they 
were unable to deal with the traffic, and the fairest way was to 
give those who were going the longest distance the chance of a 
The recommendation was agreed to. j 


Edinburgh.—Trauway FERRY.—Possibilities of tram- 
way extension from the city to Queensferry in connection with 
the development of Rosyth have been discussed by the Tramway 
Committee of the Town Council. It is suggested that an electric 
system from the city could be extended to Queensferry, and linked 
with the Rosyth area and Fife towns by means of ferry boats, on 
which the cars could be taken across the Forth. The matter will 
be further considered. 

Glas$ow.—lHaArr-vEAR's Trarrics.—The traffic returns 
for the T.C. tramways to the evening of December 2nd, which is 
two days more than the six months of the financial half-year, show 
that the total receipts during that period have been £623.016. as 
compared with £574,254 in the corresponding period of last year, 
an increase of £48,791. The number of passengers carried has been 
193,800,839, as compared with 179,590,102, an increase of 
14,210,737. Last week the receipts were £23,346, an increase of 
£2,349 as compared with the corresponding week of last year, 
while the number of passengers was 7,485,148, an increase of 
711,061. 


Keighley.—Etectric VEkHICLE.— The T.C. has given 
sanction for the purchase of an electric vehicle for the removal 
of ashes. The cost, about £1,100, is to be met by the savings on 
the estimates last year and this. 


Leeds.— NEW Вогт. Ву the opening of a new tram- 
way route, the residents of the thickly-populated district of Stoney 
Rock will be enabled to get right to the centre of the district, 
instead of to the fringe. The route was opened on Tuesday. the 
5th inst. 


Liverpool.—Mr. Mallins, the general manager of the 
Corporation tramways, is experimenting with an apparatus for 
solving the question of calling out stations. The device. which is 
a gramophone arrangement connected with an electromagnetic 
route indicator, will announce the names of stations automatically, 
and it has been attached to one of the cars fgrexperimental pur- 
poses, & demonstration being given last week-end. | 


Newcastle-on-Tyne.— EXTENSIONS.—At a meeting of 
the City Council on the 6th inst.. a recommendation of the Tram- 
ways Committee was adopted that. in order to deal adequately 
with the traffic in Unión Road and Miller's Lane at the east end of 
the city, a junction be constructed between the lines in the two 
roads named, and the rails leading out of the south end of the sheds 
in Millers Lane be joined up with the raila in Shields Road. The 
total cost, including land. is estimated at £6,000. | 

The City Council has approved (December 6th) of a recommend- 
ation by the Tramways Committee that land two acres in extent 
near the Scotswood Suspension Bridge be purchased for tramway 
purposes for £3,500. ` 

Beginning last Monday, the last cars on all routes leave the city 


at 10 p.m. 


‚ Rochdale.— The Tramways Committee has reported 
against the application of the Rawtenstall electrical engineer that. 


‘in view of the greatly increased cost of coal. it should consent to 


an increase of 10 per cent. on the price of energy supplied for 
tramway purposes on part of the Bacup section. 

The Committee has declined the request of the men's Union that 
tMere should be a cessation of the service on Christmas Day, but 
with phe usual payment. Applications, for increased wages are to 


be referred td the Committde Оп Production. 
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Scarborough.—DiviDEND.—At the annual meeting of 
the Scarborough Central Tramway Co., last week, pleased surprise 
was expressed that. under the considerable difficulties which it 
had had to face, it was enabled to pay a dividend of 1s. 6d. per 
share. 


' Sheffield. Employes in the tramway and motor depart- 
ment are to receive additional allowances estimated to cost £ 15,120 
а year, making the total estimated cost of war allowances granted 
£30,610 per annum. The total estimated receipts from the tram- 
ways for the year ended March 25th, 1917, are £509,857, and for 


the year ending March, 1918, £523,683. - The total estimated ` 


expenditure for the two years is £473.632 and £505,938. 


‚ Southport.— Year's WonkrNG.— The annual report. of 
the manager of the Corporation tramways shows that the traffic 
receipts created a record for the undertaking, being £20,005. the 
total revenue being £400 more, and practically the same as last 
year. Considering the war, and that 12,244 car-miles less were 
run, Mr. Kendrew considers the results very good indeed. 


Swansea.—The electrical engineer reports that the whole 


of the energy for.the Tramways Co. is now supplied from the Cor-. 


poration generating station. . 
The list of work to be undertaken after the war includes 
tramway extensions estimated to cost £54,000, - 


е А * t 
Wolverhampton, — The Tramway Committee proposed 
to pay £15 royalty to the Manager for each car fitted with the 
" Silvers’ Dynamic Pickup," provided the T.C. had the option of 


fitting any number of cars for £7 50, less royalties already paid. - 


he recommendation was referred back by the Т.С. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—The Postal authorities have decided to intro- 
duce into Australia, on trial for 12 months. at the central 
exchanges in the capital cities, a system whereby if any telephone 
subscriber is out of call. the telephone operator will take a message 


and telephone it to the subscriber ав soon as he may be available, — 
Melbourne Age. 


Greece.—It is announced .that wireless communication 
has been re-established between Athens end Constan tinople. 


Italy.— Italian steamers and sailing vessels having more 
than 50 persons on board (ineluding the crew) are now required to 
carry wireless telegraph apparatus. 


DIRE нын аныны Ц 
U————— Mun 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia, —SYDNEY.— January 22nd. Electrical plaut 
(converter, battery, booster, and switchboards) for the Castlereagh 
Street sub-station, for the Municipal Council. Specification from 
E.L. Department, Town Hall.* 

February 19th. Municipal Council. 
indicators, feeder regulators, 
Town Hall. 

QUEENSLAND.—December 12th. P.M.G.'s Department. Caps 
and lamps for switchboard, covered wire, benders, sleeves, and 
tapes. See "Official Notices” December 1st. 

January Ist. P.M.G.'s Department. Cords, switchboard, parts 
and accessories, measuring instruments and telegraph instruments. 
See “ Official Notices " December Ist. : | 
| PERTH. — January lOth. P.M.G.’s Department. 
instruments and parts. See “ Official Notices" to-day. 


Aylesbury.— December 16th. U.D.C. Electricity Depart- 


ment. Paraffin oil for one year (800 gallons) ; Diesel lubricating 
oil for one year (500 gallons). See“ Official Notices " December sth. 


Bridgend.— December 15th. Hospital Committee, Elec- 


trical wiring at the Isolation Hospital, Cefn Hirgoed. Mr. D. В. 
Jones, Clerk, 10, Wyndham Street, 


Саре Town.—J anuary 5th. Electric motors and starting 


pauels, for the Corporation Electricity Department. Dock Road. 
Cape Town.* 


Meters, maximum demand 
Specification from E.L, Department, 


Telephone 


Durban.— January 3rd. Corporation. 
steam turbine, alternator, and condensing plant. 
No. S 238 and drawing No. P 597. both at the office of 
Electrical Engineer, Municipal Buildings, 


Johannesburg.—December 90th. Corporation. Auto. 


matic pressure regulators for the А.С, turbo-generators at the power 
station.* |. 


January 9rd. Corporation, 


Specification 
the Borough 
Deposit £2 92s. 


Tron axles and bushes, * 


` 250 tons), 


London.— ExrrELD.— Electric light installation, Ponder's 
End Congregational Church. Rev. J. H. Bennett, pastor, 

December 16th. Н.М. Office of Works. Materials for electric 
bell wiring. See "Official Notices " December 8th. 

L.C.C.—December 19th. 325 tons of rolled-steel.bars for mag- 
netic brake shoes. Chief Officer, L.C.C. Tramways, 62, Finsbury 
Pavement. | 


New Zealand. — DUNEDIN. — January 24th. Мог. 
generator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin.* 

TAURANGA.—February 12th. Borough Council. Supply of six 
three-phase transformers, 11,000-400 volts. Messrs, H. W. Clime 
and Sons,. Consulting Engineers, Raetihi.— V.Z Shipping and 
Commerce, | 


Sleaford.— December 22nd. Best hard steam coal (about 
for the U.D.C. electricity works. Mr. G. Horry, 
Electrical Engineer. 


Spain.—The municipal authorities of ‘Santisteban de 


_Puerto (Province of Jaen) have just invited tenders for the con- 


cession for the electric lighting of the town during a period of 
10 years. з 


Specifications fur the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. | 


CLOSED. . 


Accrington.—The Corporation has accepted the tender of 
Messrs. W. T. Glover & Co. for 220 yards of 7/20 S.W.G. cable. 


Ardsley.—The U.D.C. has accepted the terms of the 
electrical supply company for putting down electrical plant at 
the Brodilley sewage works. ' 


Australia.—The following contracts have been placed :— 
Commonwealth Railways :— | 
1,2200 yards 19/12 S.W.G. stranded copper cables, £180.—B.I. & Helsby 
Cables, Ltd. 
One 25-xw. generating set for Darwin Jetty, £973.—A. Н. McDonald & Co. 
Victorian Railways Department :— 
 Electrically-opernted hoist for Jolimont car-shed, £310.—Noyes Bros. 
(Melbourne) Pty., Ltd. : 
P.M.G.’s Department, W. Australia :— 
Automatic telephone material, £108.—Automatic Telephones (Australasia), 
Ltd 


1,949 ft. paper-insulated, lead-covered telephone cable, 600 pairs, £680.— 
J. R. W. Gardam. 2 irs, £4,362: 
7,915 ft. paper-insulated, lead-covered telephone cable, 800 pairs, Е 
672 ft. ditto, 400 pairs, £940; 2,470 ft. ditto, 800 pairs, £661; 1, ШШ 
ditto,.200 pairs, £227 ; 8,200 ft. ditto, 150 pairs, £391 ; 600 ft. п 
pairs, 257; 1,920 ft. ditto, 35 pairs, £56; 2,640 ft. ditto, 95 pum d 
22 sounders, Morse American pony pattern, £21.—B.I. & Helsby 


Cables, Ltd. A \ 

2,000 dry cells, rectangular, £858.—Diamond Engineering & Trading 
Pty., Ltd. | 

8 miles ot copper distributing wire, £103.—W. T. Henley's Telegraph 
Works Co., Ltd. 


N.S.W. Public Works Department:— . u : 
Sixteen p.c. motors and equipment, £2,688.—Harvey & Phillips, и! rig 
Electrical Co. А x 


© 


Bath.—Messrs. Chamberlain & Hookham, Ltd., a 
received the Corporation contract for electricity meters for the 
coming year. 


Bradford.—Tramways Committee :— 

Hadfields, Ltd.—12 sets of manganese-steel points, £588. ‚_, af 
Electricity Committee (subject to certificates of the Ministry 
Munitions being obtained) :— eod 
Brush Electrical Engineering Co., Ltd.—One 50-K.v.a. and two S 

transformers. . 
Ferranti, Ltd.—Qne 50-к.у.л. and two 800-к.у.А. transformers. 


> 


Bury.— Тһе Corporation has entered into an agreement 
with the Electrical Power Storage Co., Ltd., for the d 
of the storage battery at the electricity works for a further per! 
of five years. 


Canada.—The Toronto. Hydro-Electric System т 
awarded to Eugene F. Phillips Electrical Works, Mey a A | 
treal, а contract covering approximately eight miles of. gren 
circular mils, three-conduetor, paper-insulated and plain ber 
covered cable for a working pressure of 13,200 volts, at a th nee 
approximately $100,000, this being the fourth large gs extra- 
has placed with the Phillips Co. in the last two years for 
high-tension cables. 


| : s the 
Glasgow.— The Tramways Committee recommends 
acceptance of the following :— 
Scrap copper.—P. & W. MacLellan, Ltd. А г 
отав ишан coils, brass, brass turnings and borings. de aa e pe 
and mica turnings, rubber cables, dry cells.—R. M. Eas 
Scrap Ісай, lead-covered cables.— Trainer & Allison. 
к rubber.—Pegler Bros. 
Rubber-insulated cables,—W. Т. Henley's Co. 


Newport (Mon.).—T.C. Accepted tenders :— 


i lant, £ 
British Westinghouse Electric & Mfg. Co., Ltd.—Convertng раг, P lo 
British "'homson-Houston Co., Ltd.— Low-tension В.С. switchgear 
imd extra-high-tension switchgear, £127 $8 


a 
a 


1,40. 
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Sheffield.—City Council. Accepted tenders :— 


A. Reyrolle & Со., Ltd.—Twelve. 100-ampere, E.H.T., oil-break furnace 
Switches, £520. P 4 
R. White & Sons.—Taking up and relaying train-road track, £487. 
A. Reyrolle & Co., Ltd.—30 panels of three-phase, E.H.T. sub-station 
switchgear, £5,156. 
` Brush Electrical Engineering Co. 
tramcars without electrical equipment, £1,060 per car, plus 5 per cent. 
for contingencies. . 


Walsall.— T.C. British "Thomson-Houston Co., Ltd., 


E.H,T. switchgear, £315. 
Wolverhampton, — Electricity) Committee. 
tenders :— ^ » | 
ваш Thomson- Houstan Co.—Steam-turbine-driven boiler feed pump, 


Accepted 


Ransomes, Sims & Jefferies.—24-ton “ Orwell" electric lorry, £630. 


FORTHCOMING EVENTS. 


Institution of Mechanical ineers.—Friday, December 15th. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, Westminster, 
S.W. Paper on ''Variable-speed Gears for Motor Road Vehicles," by 
Mr. R. E. Phillips. i 


Illuminating Engineering Society.— Friday, December 15th. Át 5 р.п. At 
the Royal Society of Arts, John Street, Adelphi, W.C. “Suggestions 
regarding War Economies in Lighting," by Mr. L. Gaster. 


Electro-Barmonic Soclety.—Friday, December 15th. At 8 p.m. At Holborn 
Restaurant (King's Hall). Smoking concert. š 


Association оѓ Mining Electrica] Engineers (West of Scotland 
Branch).—Saturday, December 16th. At 4.30 p.m. At the Royal Technical 
College, Glasgow. Social evening. ° 

(Midland Branch).—Ssturday, December 16th. А+ 3.90 p.m. At the 
Midland Hotel, Mansfield. Discussion on the Report on “ Electric Signal- 
ling with Bare Wires." b 


Faraday Society.—Monday, December 18th. At 8 p.m. At the Institution of 
Electrical Engineers, Victoria Embankment, W.C. Ordinary meeting. 
Institution of Civil Engineers.—Tuesday, December 19th. At 5.80 p.m. At 
Great George Street, Westminster, S.W. Paper on *'' Experiments оп 
Earth-Pressures,’”’ by Mr. P. M. Crosthwaite. 

Royal Society of Arts.—Wednesday, December 20th. At 4 p.m. Paper on 
“Classical and Scientific Education,” by Mr. A. C. Benson, Master of 
Magdalen College, Cambridge. 


Chemical Society.—Thursday, December 21st. At.8 p.m. 
House, Piccadilly, W. Ordinary scientific meeting. 


Greenock Electrical Society.—Thursday, December 2ist. At 7.45 p.m. At 
22, West Stewart Street. ding of papers submitted by junior members. 


Belfast Association of eers.—Thursday, December 21st. At 7.45 p.m. 
At Municipal Technical Institute, -College Square. Paper on “ Water 
Power in Ireland," by Mr. A. W. Brown. 


At Burlington 


NOTES. 


U.S.A. Central Station Output.—In August last, says 
the Electrical World, the output of U.S. electricity supply stations 
was larger than in any previous month оп record, being 
1,880,000,000 Kw.-hours—300 millions in excess of that of August, 
1915. The income was well over six millions sterling. 


Foreign Trade.— THE NOVEMBER FIGURES. — The official 
returns of imports and exports during last month contain the 
following electrical and machinery figures :— ; 


Nov., Ine. or Eleven months, 1916 
IMPORTS :— 1916. dec. Inc. or dec. 
Electrical goods, &c. £133,648 + £2,314 + £470,116. 
Machinery ... 628,200 —— 124,398 — 675,170 
EXPORTS :— : 
Electrical goods, Кє. 309,769 — 96,141 + 947,420 
Machinery ... .. 1,889,431 + 286.868 + 854,448 9 


Christmas Fire Risks.—The British Fire Prevention 
Committee has issued a free “Warning” regarding the dangers 
incidental to Christmas entertainments, due to the use of inflam- 
mable materials for decorations, kc. Copies may be obtained from 
the Committee (8. Waterloo Place, Pall Mall, S.W.), on written 
application, with the necessary return postage enclosed. 


Sentence.—On December 7th, at the Central Criminal 
Court, Thomas Absalom Jackson was sentenced to three years 
penal servitude on a charge of having demanded money with 
menaces from Marconi's Wireless Telegraph Co., Ltd., and Mr. 
Godfrey Isaacs, and with offering to prevent the publication of 
certain matters (in the Financial News) with intent to extort 
money. . 


Fatalities, — On November 25th, as Ше result of a 


" practical joke," G. L. March, aged 22, was killed at a workman's: 


cabin on the L. & N.W. Railway, near Loudoun Road Station, South 
Hampstead. At the inquest it was stated that someone had fixed 
an electric wire to the door-handle: the deceased was going to 
enter the hut, received an electric shock, and died almost at once. 
He was found, on post-mortem examination, to have heart disease 
and tuberculosis, so that a slight shock would suffice to kill him. 
Percy Brown, aged 15, confessed to having connected the door- 
handle tothe lighting circuit. Such pranks are worse than foolish, 
and should be severely punished. ` 


Ltd.—95 double-decked, top-covered . 


. decided to give the lamp a trial. 


, 


Volunteer Notes.—Fmst Гохрох ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place.— Orders 
for the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 

Monday, December 18th. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 


nalling Class. Recruits’ Drill, 6.25—8. Lecture, "On Tele- 
phones," 7.30. Я 

Tuesday, December 19th.—School of Arms, 6—7. Lecture, 
7.15, “ Bridging," Company Commander E. J. Castell. 

Wednesday, December 20t^.—EInstruetional Class, 6.15. Platoon 


Drill, Platoon Nos. 1-2. А 
Thursday, December 21st. to Thursday, December. 28th, inclusive. 
— Headquarters closed. i 
е 


(By order) MACLEOD YEARSLEY, Adjutant. 


Absenteeism at Electricity Works.—The case of a man 
employed at Neepsend generating stationof the Sheffield Corpora- 
tion electricity department, who had been summoned for being 
absent from work without leave, was mentioned in the Sheffield 
Police Court by the Deputy Town Clerk. The man. he said, had 
paid the money into Court. and therefore nothing more could be 
said in that case. But he was instructed to put before the Bench 
certain unpleasant facts concerning absenteeism at the generating 
station. There was now ‘more time lost by workmen than ever 
before, and the man whose case had been mentioned, although he 
had only been summoned on account of one day, had been absent 
on other occasions. He asked the Bench to give public expression 
in reference to what was a serious state of affairs.. 

Mr. J. C. Clegg said that abserrteeism was a matter of regret and 
serious consideration by all in authority. It was undoubtedly of 
the highest importance that regular attendance at work must be 
ensured. It was the duty of those responsible to take such steps 
as would bring about an improvement in the matter, and he hoped 
this public reference to the matter would make the men realise 
to the fullest extent what their responsibilities were.— Sheffield 
Telegraph. 


Manchester and District Decimal Association.—At the 
debate on the decimal system at the Engineers’ Club on the evening 
of Tuesday, last week, the Lord Mayor of Manchester (the first _ 
president of the Manchester and District Decimal Association) was 
in the chair, and the debate was very effectively opened by Mr. 
Е. С. Barton, M.LE.E. An animated discussion ensued, and Mr. 
Barton replied briefly to the principal points raised 1n the course of 
the debate. At the close of the meeting a practically unanimous 
vote (there being only two dissentients in a large meeting), was 
given in favour of :— 

(a) The early adoption of a decimal system of British coinage. 

(5) The compulsory use, after a suitable transition period. of the 
metric system of weights and measures throughout the British 
Empire. | 


Police Flash Lamps.—A Huddersfield police constable, 
Albert J. Cashmore, has invented an electric signalling flash lamp 
for constables on point duty, and the Watch Committee last week 
The apparatus has two lights, 
one red and the other green. The red bulb is attached to the inside 


' of one hand and the green bulb to the outside of the other hand, 


both being connected with an accumulator on the constable's belt. 
The lights do not show until the constable raises his arms. The 
inventor claims that this will be a great boon in the darkened 
streets, in which the point policemen can scarcely be seen. 


America's Electrical Week.—Whilst we grope in dark- 
ness that may almost be felt, our friends in the United States have 
just been celebrating their great ^ Electrical Week" with a perfect 
orgy of electric lighting. The " Week " opened on December 2nd, 
and ended last Saturday ; the principal event, by way of inaugura- 
tion, was а reception to President Wilson, who witnessed the 
turning-on of the permanent “ flood-lighting” illumination of the 
statue of Liberty, and took part in a parade of electric vehicles. 
The route was brilliantly illuminated and decorated, and was 
expected to " present an illumination spectacle unparalleled in the 
annals of lighting in America.” Elaborate arrangements were also 
made for the celebration of the " Week" in all the principal 
cities of the States. 


British Trade Bank.—lnformation will be eagerly a waited 
as to the action to be taken by the new Government in regard to 
the British Trade Bank scheme advocated by Lord Faringdon’s 
Committee. The Central Executive of the Employers’ Parlia- 
mentary Committee last week passed a resolution urging the 
Government to take immediate steps to establish such а bank, and 
expressing the opinion that the proposed capital, £10,000,000, 
would be quite inadequate. 


Educational Notes.—The Bradford Technical Education 
Sub-Committee has resolved that the arrangement made last session 
for assisting the Leeds University in the matter of tuition in 
electrical engineering be again authorised for the present session. 

THE Russian LanuvaGe.—The Daily Chrenicle states that 
Captain Н. баштап, a shipper, has given £10,000 to found 
scholarships for teaching Russian to Hull students, his object 
being to encourage commercial and other relations between Hull 
and Russia. The Hull Chamber of Commerce ia to formulate the 
scheme. The excellent idea of establishing travelling scholarships, 
such as we have already referred to in respect of the textile, elec- 
trical, and engineering trades is also likely to be adopted. 


Appointments Vacant.—Shift engineer (£104) for the 
Watford U.D.C. Electricity Works; two shift engineers (40s. to 
50s.) for the Chesham Electric Light & Power Co: electrical 
engineer (clerk of works) for the Royal Engineers’ Office at Ash ford, 
Kent (63s.) бее our advertisement pages to-day. 


Conference of Electrical Engineers in India,— The 
Public Works Department, Government of Bengal, announces that 
the annual Conference of Electrical Inspectors will be held in 
December this year, in Calcutta, at the Indian Museum. Repre- 
sentatives of the Bengal Chamber of Commerce, the Indian Mining 
Association, and the Calcutta Trades Assooiation have been invited 
to attend. — Indian Engineering. i 


-© 

Tramcar Passenger Fined. —At Doncaster Police Court, 
on Tuesday, John Wilkinson, a filler employed at а colliery, was 
summoned for interfering with the electrical equipment of a 
tramcar. It was said that on the night of November 26th 
defendant was standing on the footboard of a crowded tramcar, 
and whilst the conductor was inside taking fares, the defendant 
noticed a woman running after the car, and deliberately pulled out 
the main controller switch, which cut off the current and stopped 


‚ the car. Mr. Allen. prosecuting, said that this was a most 


dangerous thing to do. In defence, the defendant said the car 
jerked, and he put his hand up and accidentally knocked out the 
&witch. Не was fined 15s. | _ 


Copper “ Permits.” —The Minister of Munitions has 
issued the following order :— ' | | 
' 1. No person shall as from the date hereof buy, sell, or, except 
for the purpose of carrying out a contract in writing existing prior 
to such date, enter into апу transactión or negotiation in relation 
to the sale or purchase of copper of any class. whether wrought or 
unwrought. situated outside the United Kingdom unless such per- 
son is authorised by a Special Permit from the Minister of Munitions 
to purchase or sell the same. ` 
All applications for Special Permits shall be made to the Director 
of Materials, Armament Buildings, Whitehall Place, London, S.W., 
and marked “Copper Permit,” and all persons to whom suck per- 
mits are granted shall observe and perform all the conditions sub- 


. ject to which such permits may be granted. 


2. All persons shall, except as below mentioned, not later than 
the 16th day of December, 1916, send in to the Director of Materials, 
Armament Buildings, Whitehall Plece, London, S.W., returns 
of :— E l 
(2) All unwrought copper at the date hereof held by them 
in stock or otherwise under their control. 

(4) All unwrought copper due at the date hereof for future 
delivery to them.- 7 

(с) АП contracts existing at the date hereof for the sale to or 
purchase by them of unwrought copper. 

Notwithstanding the above, no return is required from (1) any 
manufacturer or smelter of stock in hand or due for future delivery 
for the sole purpose of manufacture or smelting at his works ; (2) 
any person whose total stock in hand and due for future delivery 
does not exceed 2 tons. - 


The Minister of Munitions has prohibited as from December 8th - 


the use of copper, whether wrought or unwrought, in any kind of 
manufacture except for the purposes of a contract or order for the 
time being in existence, certified to be within Classes “А” and 
“Bof Circular L33 as to control of output dated March 31st, 
1916. The order of November 6th relating to the manufacture 
of copper wire and cable containing copper is hereby cancelled. 


< Institution and Lecture Notes.—The Institution of 
Electrical tngineers.- On November 8th, the Chairman of the 
YORKSHIRE LOCAL SECTION, Mr. H. A. NEVILL, read his inaugural 


Shortage of labour, which he expected to continue after the war, 
he.stated that whereas the average l'oss of time for the wholé of 


10 per cent. per annum, mainly in Scotland, where the seams were 
thinner; the over-all efficiency .of electrically-operated machines 
was as high as 70 per cent., compared with 20 to 25 per cent. for 
compressed air. Present-day legislation favoured the use of com- 
pressed-air machines, and therefore retarded the adoption of 
machinery owing to the low efficiency and small power available. 
Given à sufficiently high selling price or a cheaper system of 
working, more coal would be produeed, even to the working of 
scams only two or three inches in thickness. He thought that 
modified regulations and more rapid development in the use of 
electrically-operated machinery below ground would tend to solve 
to some extent the present and future difficulty in the sufficient 
production of fuel. It did not seem likely that the cost of coal 
would come down to pre-war prices, and therefore station engineers 
would have to resort to more efficient plant, co-operation, or more 
economical methods of coal consumption than direct combustion. 
Ankinjr-up would aid, where it could be adopted, but at first 
sight the saving did not seem sufficient. to warrant the very heavy 
expenditure that would be necessary to carry it out. It would 
Increase reliability of supply. and thus hasten the scrapping of 
isolated power plants in favour of publie supply. The centralisa- 
tion of power generation under skilled control] would lead to 
economy. but he did not approve of very large stations. Waste 
heat and coke-oven gas should be utilised. Where towns were too 
far apart for linking-up. carbonisation plant with by-product 
recovery apparatus should be installed. Ав the economy schemes 
would involve heavy expenditure, the Government &hould make 


some provision for granting money on easy terms to electricity 
supply authorities ; this could be done by way of a small tax оп 
exported coal. , | 

А fund is being raised to putchase the very valuahle scientific 
library of the late Dr. Thompson, and to present it to the Ixsrj- 
TUTION OF ELECTRICAL ENGINEERS as a memorial of his life аш 
work, the library to be accessible to the public on the same cop. 
ditions as the Ronalds Library. Information regarding it can te 
obtained from Mr. W. M. Mordey, 82, Victoria Street, London, S.W, 

The I.E.E. Journal for December announces the election of Prof. 
G. Carey Foster, F.R.S., to be an Honorary Member, and the ele. 
tion of Sir W. Slingo as a member of Council, to fill the vacanor 
caused by the resignation of Captain R. J. Wallis-Jones, 

At the monthly meeting of the "BcóTTISH LOCAL SECTION in 
Glasgów, on Tuesday evening. last, Mr. John 8. Peck's paper on 
“ The Parallel Operation of Electric Power Stations” was read and 
discussed. т 

The second meeting of the session: of- the- WESTERN Loca 
SECTION was held on Monday last at the Institute of the South 
Wales Mechanical Engineers, Cardiff. Dr. Alex. Russell delivered 
the Kelvin lecture Оп “The Life and Work of Lord Kelvin, 
punctuating the same with numerous blackboard diagrams, The 
lecturer's propounding of Thomson's formule in connection with 
“Vortex Motion " was followed very closely, and would have been 
productive of discussion had this been in order. Principal Griffiths 
(University of Cardiff) in seconding the vote of thanks to Dr. 


Russell for his able leeture, alluded to some very interesting per. 


sonal reminiscences which he could recall in connection with Sir 
William Thomson's visit to him at Cambridge. The anecdotes 
forcibly illustrated Lord Kelvin's kindness of heart and sympathy 
towards his fellow scientists. 

Tramways and Light Railways Assoclation and the Incorpo- 
rated Association of Electric Power Companies. -The Gover- 
ment having taken over the greater part of Caxton House, these 
Associations have removed their offices to Sanctuary House. 
33, Tothill Street, Westminster (facing Caxton House). 


Wages of Electricity Supply Employes.—Marylebone - 


Borough Council is calling a conference of Iocal authorities to dis- 
cuss the conditions of labour and rates of wages paid to employé 
in electricity supply undertakings.— Pall Mall Gazette. 


Б“ ЙН! 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


м 


Central Station Officials.—Mr. W. G. Prokvaxce, borough 
electrical engineer of W rexham, was injured іп а motor-car 
collision on Monday last week. Both cars were damaged and 
all the occupants more or less injured. MEN : 

Ihe Newport Council has granted the following increases 
of salary upon the recommendation of the borough electrical 
engineer :—Mr. A. FELTON, works superintendent, £166 
to £175; Mr. W. H. CLARKE, installations assistant, £140 to 
£150; Mr. E. С. ILLINGWORTH, sub-stations engineer, a 
to £140; Mr. F. B. Bricas, senior engineer-in-charge, £l 
10з. to £185; Mr. W. A. BORROWDALE, senior engineer-D- 
charge, £193 10s. to £136. ra: sity 

Mr. А. W. Оваа, acting manager of Accrington oue 
works, was one of four candidates. selected for the UN 
electrical engineer to a Cheshire chemical firm. Аз t * 
result of an interview, on Monday, between the Electric j 
Committee and Mr. Clegg, arrangements were made where! 
Mr. Olegg's services will be retained by the Corporation. 


General.—Ald. Duncan Watson has been re-elected С 
) of the St. Marylebone В.О. Electricity Committee. id 
has accepted the position with reluctance, agreeing to c 
until the new and enlarged Committee has gained experience 
of the working of the undertaking. - | d Ald 
Colonel A. ©тксгАтв has been re-elected Chairman, and anl 
G. COLWILL Vice-Chairman, of the Swansea Lighting 
Tramways Committee. bury, on 
- The marriage took place, by licence, at Canter ACS 
December 7th, of Mr. Frank Wiirrip Јокрах, B.Sc., А ШЫ 
(Electrical Engineers), and Miss Fanny Bentley, only daug 
ter of the late Mr. J. G. Wood, of Chartham (Kent). me 
By public advertisement it is announced that MARK / Ше 
ATHAN, carrying on business as an electrical and E ew. 
instrument manufacturer as Albert Mason, at ra are ЫШ 
Hackney, London, has abandoned the name of Nathan, 
will henceforth be known as Mark Albert Mason. Board of 
Sir ALBERT Н. Stanury, the new President of п TA 
Trade, is managing director of the Unner aroni Lon don 
Railways Co. of London, Ltd., also of the District, me n Rail- 
Electric, the Central London, and City & South E от омей 
ways, as well as being a director of the Lon eee E 
Tramways, Ltd., and the London & Suburban True ано 
Itd. His unique experience of tbe problems of transp ture 


will be of great value to the nation at the present juncture.. 


An article on Sir Albert, together with a photoaraph, "f 
Feared in the ELrcrRICAL Review for June 26 КОП отте 
the occasion of the honour of knighthood being 

upon him. ° 


C Г 
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Кон of Honour.—The current issue of the Journal of the 
Institution of Electrical Engineers contains a list of 97 more 
jn the different classes of membership who have made the 
great sacrifice for their country. A further list of military 
honours awarded includes the following :— | 

D.S.0.—Bt. Major B. C. Battve, R.E.; Major R. A. Mc- 
Clymont, R.F.A.; Major A. Robertson, R.E.; Captain H. C. 
Sparks, M.C., London Regiment. : Я 
. Military Cross.—Sec.-Lieut. W. П. C. Coates, R.F.A.; Lieut. 
R.. Н. Covernton, South African Engineers; Capt. J. M. 
Donaldson, K.R.R.C.; Sec.-Lieut. К. E. Keclan, R.E.; Sec.- 
làeut. 1°. A. Menzies, Indian Infantry; Capt. S. M. Mohr, 
Notts. and Derby Regiment; Sec.-Lieut. B. J. Moore, Roynl 
Flying Corps; Capt. E. H. E. Woodward, Gloucestershire 
Regiment. : 

Dar to' Military Cross.—Capt. H. R. L. Groom, M.C., Royal 
Warwickshire Regiment. 


Distinguished Service Cross.—lLieut. T. N. Riley, Divisional ` 


Engineers, R.N.D. - : 

Distinguished Conduct Medal.—Sergt.-Major Н. M. Kirkby, 
london Regiment. 

Croiz de Guerre (avec Palme).—Capt. H. C. Sparks, D.S.O., 
M.C., London Regiment. s 

Seventeen others have been mentioned in dispatches. 

-Lance-Corporal H. Mayers, Oxford and Bucks Light In- 
fantry, who was with the British Thomson-Houston Co., Ltd., 
has for the second time been wounded in action. 

Lance-Corporal H. Jarvis, Grenadier Guards, who has 
fallen in action, was for 12 years engaged at Silvertown with 
the India-rubber, Gutta-percha & Telegraph Works Co., Ltd. 

Sapper F. HanoLp Moors, R.E., who was with the Marconi 
Telegraph Co., has died in, а military hospital at Bristol. 

Private JAMES Watson, South African Infantry, aged 43. 
reported missing in France, was with the Transvaal Electric 
Power Co. in Germiston for 14 years, and- hia post was being 
kept open. It is stated that when last seen he was carrying 
а wounded man to the dressing station. | . 

Battery Sergeant-Major С. F. HuxTER, R.F.A., an employée 
of .the India-rubber Co., Silvertown, has been awarded 
the- D.C.M. for gallantry in France. <A fire had been 
started bv the enemy’s shells іп a gun-pit containing about 
500 rounds of ammunition, the charges of- some of which were 
burning, and with great presence of mind and risk to him- 
self. Sergeant-Major Hunter extinguished the fire. 

Sergeant G. W. Н. Beckett, R.F.A., also an employé of 
the India-rubber Co., Silvertown, has been awarded the 
Military Medal for repairing telephone wires under fire, and 
for continued good work in connection with keeping up 
communications. He had previously been mentioned in dis- 

atches. Sergeant Beckett was a reservist, and went to 

rance with the original Expeditionary Force. 

The following employés of: the Edison Swan Electric Co., 
Itd., have been killed in action. all in France :— 


Private Ernest A. Fassum, 4th Batt. Middlesex Regiment, joinery shop. 

Private John Edward March, 13th Batt. Middlesex Regiment, joinery shop. 

Private Bert Pennington, Machine Gun Corps, brass shop. 

Private Albert Cooper, 1st Batt. Gloucestershire Regiment, brass shop. 

Lance-Corporal Harry Finch, Ist Batt. Middlesex Regiment, lamp depart- 
ment, stoker. 


. CITY NOTES. 


The profit on trading for the year ended 
June, 1916, was £54,377, and after credit- 
ing transfer fees, and deducting general 
establishment charges, repairs and renewals, legal expenses, 
income-tax, bad debts, directors' and trustees' fees, there re- 
mains £21,563, plus £1,028 the amount at credit at June 30th, 


. Ferranti Ltd. 


> 1915. From the total, £22,591, there have been deducted :— 


Interest on first mortgage debenture stock £4,281, interest on 
five-year notes £2,076, interest on bank loans £1,660, depre- 
ciation reserve account £10,000, leaving to be carried forward 
£4,574. The results for the year show a satisfactory im- 
rovement both in output and profit. notwithstanding the 
inerease in cost of materials, labour, freights, and other ex- 
penses. Arrangements are being made to increase the output 
of the works. During the year £2800 first mortgage deben- 
tures and £800 five-year notes have been redeemed, and loans 
against five-year notes and second mortgage debentures have 
been further reduced. Mr. О. Winder has been elected a 
director. Annual meeting: December 19th, in London. `` 


| . We read in a Birmingham newspaper 
United Electric that Messrs. Dick, Kerr & Co., Ltd.. have 
Car Co., Ltd. circularised the shareholders in the United 

Sew Electric Car Co., Ltd., offering to acquire 
th» preference and ordinary shares of the latter company, by 
transferring one 6 per cent. cumulative preference share of 
£1 each, fully paid in D.K. & Co., in exchange for each pre- 
ference share in the U.E.C. Co., the preference shares in D.K. 
and Co. given in exchange to rank for the full six months’ 
dividend payable April. 1917, or in the alternative they will 
pay 20s. cash. As regards ordinary shares, the price will be 
15s. in cash for each grdinary share. А meeting is to be 
called to deal with the position, and it is agreed to pay £3,000 
fo'the directors retiring, as compensation for loss of office; 
this payment will not be made out of the assets of the U.E.C. 


ГА 


- able. balance of £127,716, 


ness has to be imported and paid for in gold, while the 


Co. The U.E.C. Co. has also issued a circular stating that 
the terms are fair, and recommending shareholders who wish 
to dispose of their shares to accept the olfer. 


"For the year ended September ЗОБ, 


India-rubber, 1916, the net profit, after providing for 
Gutta:percha, — doubtful debts, was £133,770. . After add- 


and Telegraph ing £185,938 brought forward, deducting 
Works Co., Ltd. £12,5000 the dividend on the preference 

: shares, and £12,500 the interim dividend 
oy the ordinary shares paid in July, there remains a dispos- 
Tbe directors have restored to the 
reserve fund the £50,000 which was taken from it to meet. 
the losses sustained by Persan and the foreign branches, and 
recommend that the half-vearly dividend of 5s. per share, or 
at the rate of 5 per cent. per annum, be paid to the preference 
shareholders, and that-a dividend of 155. per share, free of 
jneome-tax, amounting to £37.500, making with the interim 
dividend a total of 10 per cent. for the year, be paid on the 
ordinary shares, leaving £40,216 to be carried forward. No 
satisfactory estimate ean be given as to the war taxation 
which the company will have to pay in respect of the profits 


made during the year, but the position is amply safe- 
guarded. Тһе debentures became due for repayment in 


March last, and under the existing state of the money market 
tbey could only be replaced at £93, and at 5 per cent. instead 
of 4 per cent. interest. This entailed an expenditure in cash 
of £28,000, and an extra liability in interest of £4,000 for 
10 years. The directors took the opportunity of the great 
demand for tonnage to sell the cable ship Silvertown, which 
had little prospect of cable work during the war. The Dacia, 
after an absence of more than four months abroad, has been 
sunk Ъу а torpedo, but all hands have been saved. ‘She was 
fully covered. by insurance. Col. Weston Jarvis has been 
serving with Н.М. Forces in Gallipoli and Egypt since April, 
1915, and is now: home. Mr. Hanbury joined the Army, and ` 
is with his regiment in France. | 

[The net profit for the previous vear was £80,404, and the 
disposable balance £56,438. ] 

Annual meeting: December 20th. 


For the vear ending June, 1916, the net 
earnings in Costa Rica, after charging all 
expenses incurred, amount to £19,211, as 
compared with £21,662 for the previous 
year, а decrease of £9,451. The net sur- 
plus profit is £2,790; this is to be carried 
to the credit of discount and commission on debenture issue 
account. The power plant at El Brazil has worked well 
throughout the year. In common with other countries, Costa 
Rica is suffering severely from the European war, and the 
business of this company haa continued to be prejudicially 


Costa Кіса. 
Electric Light 
and Traction 

Co., Ltd. 


` affected by the interruption of exports and the general upset 


of trade relations. Not only has its income been curtailed 
by the lower purchasing power of the people, but the cost of 
all stores and material has greatly increased by reason of war 
prices and the high exchange. Everything used in the busi- 
earn- 
ings are ifi а temporarily depreciated national currency. The 
general manager in Costa Rica, Mr. W. N. Brand, was com- 
pelled to resign his nosition' in. July last through ill-health. 
The chief engineer, Mr. T. E. Zink, haa been appointed to 
succeed him. Mr. Zink has been in the company's employ 
almost from its inception. During the year the gold premium 
has averaged 140 per cent., as against 150 per cent. for the 
previous year. | i 


. Victoria Falls & Transvaal Power Co., Ltd.—Dividend 
for the year on the preference shares at the rate of 6 per cent. 
per annum, less income-tax, thereby making the cumulative 
dividend paid up to December, 1916. ' - 


Manx Electric Railway Co.—Gross receipts for year 
ended September, 1916, £8,150; expenditure, £5,865; loss, 
£734. Adding £9,436 last year's debit balance, and £9,000 for 


debenture interest, the debit balance is £19,170. 


Isle of Thanet Electric Tramways & Lighting Co., Ltd.— 
Profit for the vear ended September, 1916, £9,742. The work- 
ing expenses fell hy £2,445. The available balance will cover 
all interest charges and leave £3589 to carry forward. 


Stock Exchange Notice.— Application has been made to 
the Committee to allow the following to be quoted in the 
Official List :— | 2 

India-rubber, Gutta-percha & Telegraph Works Co., Ltd.— 
£400,000 5 per cent. debentures. | : 


J. G. White & Co., Ltd.—The “ Financial Times ” states 
that no interim dividend will be paid on the preference shares. 


on lst proximo. | 


Yorkshire MS Riding) Electric Tramways Co., Ltd.— 
Final dividend, 3 per cent. (being at the rate of 6 per cent. 
per annum) on account of the dividend accrued on the 6 per 
cent. preference shares. à 


Manila Electric Railroad & Lishting Corporation.—Divi- 
dend of 1} per cent. (1.50 dol. per share) for the quarter to 
December 31st on the common stock. | 


East London Railway Co.—8s. 9d. per coht., less tax, on 
“B” debenture stock for the year. 


. STOCKS AND SHARES, 


. . TUESDAY EvENING. 
CABINET-MAKING and other home politics have furnished the 
Stock Exchange with more topics for discussion than has 
business, the latter being extremely» quiet. The changes in 
the Cabinet have done a good deal to help confidence, but their 
effect so far hag been more sentimental than practical, except 
that they produced improvements in the Consol market and, 


therefore, had a strengthening influence upon gilt-edged and ` 


other investment markets. 
. . The nearer the approath of the new vear, the greater grows 
the disinclination on the part of the investor to spend money 
that will denude his bank balance at the time when he likes 
to see the latter on a comfortable basis. One of the minor 
features has been a revival in the prices of Victoria Falls 
shares; the ordinary and preference have both improved, 
although the best prices were searcely maintained. - 

The electric lighting market is dull and Jumpish. West- 
minster ordinary receded to 6,` Metropolitans to 24, Counties 
and Cities to 10} and 114 respectively, and South Londons to 
23. There is some little disappointment at the official silence 
in regard to the hope that something might be done to turn 
up the lights of London, at all events during the Christmas 
week—which, if it had been permitted, might have proved the 
prelude to a relaxing of the lighting restrictiong generally. - 

As we have pointed out before, there is in every 
market a certain supply -of shares always coming in from 
deceased accounts, and also from people who, for one reason 
or another, are obliged to sell. Accordingly, when it happens 
that demand proves unusually coy or limited, the shares 
Which the anxious sellers want to dispose of have an undue 
effect upon prices. This is what is happening at the present 
time in the. electric lighting section; and the market looks as 


though it were going to wind up the year in about as dulla- 


state as it has experienced during the whole of the twelve 
months. a, 28 
Gossip runs in the City that one of the directions in which 
the vigour of the new Cabinet will manifest itself is an 
increase in the income-tax, 6s. 8d. in the £ being already 
mentioned as a possible next step. This rumour is accom- 
panied by another to the effect that the excess profits tax is 
likely to be raised to 75 per cent.; and reports of this sort 


obviously do not lend strength or stabilitv to markets at a ` 


time when fresh investment shows itself shy. | 
Practically every day sees further declines in the list of 

Home Railway stocks. The Board of Trade warnings as to 

the strong desirability of curtailing Christmas travel, with 


the rider that private journeys are likely to be made hs difficult ` 


as possible, is the latest bear point put forward. The pro- 
рова] to increase season-ticket and other rates would no doubt 
have had a strengthening effect in the railway market in the 
ordinary way; but when it comes on top of such announce- 
ments from the Board of Trade as those already quoted, it 
acts in the opposite direction. 

In the Underground group, Districts went back fo 153 and 
Metropolitans to 23; but Underground Electric Railways issues 
zeep finn, the price of the income bonds ‘being well main- 
tained at 91 bid. The falls in Steam stocks are spread over 
all the various classes of Home Railways, and those with 
electrified systems have weakened with the rest. 
ot preference and other pre-ordinary securities are lower, and 
the whole of the market is in a. friendless condition. 

British Columbia Electric Railway stocks moved down on 


of the next report has something to do with the steady de- 
| At any rate, there is considerable interest, tinged 
with anxietv, as to what that document is likely to show. 
The Brazilian exchange is in a.more hopeful state, having 
The i- 
ness had a partial effect in checking the drop in Brasilien 
raction shares, but the usual quarterly nervousness expressed 
with regard to the maintenance of the 4 per cent. dividend 
ed to a further fall In the common. The preferred remain 
abaut sh EI 
ritis ectric Traction ordinary is changin hands , 
basis of 34, and business was marked the pu day in i 
Шины" preference stock gt 76; while a buver of 
E : 


Metropolitan Tramwavs 5 

) y8 9 per cent. debentur 
ше оп ps basis of 20) during the Diet week. 

ecovery has occurred in the Mexican ind trial: 
i ares and bonds of the Mexico Tramways and the Мене 
rit t Power Companies being extremely weak. Pachuca 
d i ‚Р ‚ 9 per cent. bonds, which are guaranteed by 

exican Light & Power Co., have fallen 8 points to 273, 


The Telegraph market continues to find more sellers than 
buyers, and Easterns dropped a point to 139}. Аз а Whole, 
however, the market is a little steadier than it was United 
River Plate Telephones eased off to 63. Marconis have gone 
back 3 to 23, Americans and Canadians being sympathetically 

d 9s. 6d. respectively. Globe ordinary and 
preference are a firmer market, and the Industrial shares in 
the group are unchanged on the week. American Telephone 
4 per cent. bonds fell 6 points to 105, and the 41 per cents, are 
7 lower at 111. hee a a 2 d 

Edison & Swan fully-paid shares reacted to 1$, and Electric 
Constructions at_1 1/16 are the fraction down. The industrial 
market goes softly. British Aluminium remain active nnd 
firm at 30s. The iron and steel group 1s heavy, consequent 
upon the increase of wages granted to the miners in South 
Wales, and the uncertainty felt with regatd to the effect of 
the Government's taking over the control of the field. 4 
Severe shake-out in the shipping market has not passed m. 


noticed by holders in other industrial companies the shares 


^in which have recently been run up to high prices. 


The rubber market is well maintained, in consequence of 
the strength. of the rax material. The copper group experi- 
enced something of a flurry in New York by reason of the 
action of the British Government in restricting copper im- 
ports, but little effect was produced upon the prices of shares 
in British companies. Speculative enterprise here, aa in 
other parts, is at a low ebb just at present. 


т 


SHARE LIST ОР ELECTRICAL COMPANIES, 
‘Home ELEOTRIOrTY Companres, 


pat hee Rise or fall Yield 
А А ec, 12, or 
d i 1914. 1915, 1916, this week. pe 
Brompton Ordina ae i. 0 10 68 - 41110 
Charing Cross Ordinary js b 6 8$ — 781 
Chelsea ee . ae еә. b sg 4 7 8 — 6 18 4 
City of London .. i: vs. 9 8 114 – 3 619 9 
do. do. 6 percent. Pref, 6 6 10 — 6 00 
County of London ж, эз T 7 10} —} 6167 
до. 6 percent. Pref. 6 6 10. — 600 
Kensington Ordinary ..  .. 9 7 6 - i s : 
London Electrio .. E Se 4 8 1 — 
до. do. 6 percent. Pref. 6 6 4 — 6 Т { 
Metropolitan "UP CEP 2 8 21. -į 61 ; 
о. 44 per cent, Pref, 4 34 — 1 | ; 
8t. James' and Pall Mall . 10 8 — 6 zi 
South London ..  .. 5 6 -i 7 i 
South Metropolitan Pref, «9 1 1 - $ Н i 
Westminster Ordinary .. .. 9 7 6 —-i 5 
TELEGRAPHS AND TELEPHONES, T 
Ang lo-Am, Te), Pref, ee ee 6 т 8 TER 
В до. Det. eo А oe 80}. 88/6 ы | м н 
Chile Telephone .. ve s. 8 В 7 _ 686 
Cuba Sub. Ord. ., ve "m b b m 616 6 
Eastern Extension ve OF 8 18 ~ «$1 6 
Eastern Tel. Ord. M œ. 7 8 18 -1 619 0 
Globe Tel. and Т, Ord. , we 6 7 1 — “BiB В 
do. t 5 6 46 1 - ОШ, 
Great Northern Tel, .. 2 n - 818 
Indo-European ... os . IB 18 51 = 819 9 
Marco .. .. . . 10 10 ag — 3 190 
New York Tel. 44 m - 4 4 101 . ~ 16 6 
Oriental Telephone Ord, -- 10 10 24 2 e$ 18 5 
United R. Plate Tel, .. : 8 8 63 —i 341 
West India and Pan, .. s 1 6d. 1 = ич 
Western Telegraph ,, , ¥ 8 1 - 
Home Rais, T 
Central London, Ord. Assented 4 4 654 - ; 14 
Metropolitan НА x TS | 1 98 —1 Nil 
do. District... .. Nil Nil 15 —4 , Ni 
Underground Electrio Ordinary Nil Nil 138 — Nil 
EA do, " A" os Nil Nil 6/- чл % п 10 
do, do. Income 6 8 91 — 
Forrien Trams, &c, 616 
Adelaide cup: 6 per cent. Pref. 6 6 4iá = 899 
Anglo-Arg. Trams, First Pref, a = ae 
do. 2nd Pref. .. 9 — 198 
Brazil Tractions .. ss P гө cd 4 45 -} 517 8 
Bombay Electrio Pref... ! 6 6 1 = 193 
British Columbia Elec. Rly. Рїсе. 6 6 61 —2 Nil 
0, do, Preferred — Nil ^ 46 = Nil 
do, do. Deferred — Nil 43) — 34 ent 
do. do. Deb. в 4} 4 62 Я — Nil 
Mexico Trams 5 per cent. Bonds — N 824- = Nil 
о. 6 percent, Bonds — Nil ET Nil 
Mexican Light Common .. Nil Nil 12 = Nil 
do, Pref, .. эө Nil Nil 17 e уң 
do, lat Bonds .. Nil Nil 82 = 
MANCFACTURING COMPANIES, 620 
Babcock & Wilcox — .. „‚ 4 15 218 T 6588 
British Aluminiam Ord, "EIE: 80/- Bs 7 610 
British Insulated Ord. .. æ. 15 17 1 A "680 
British Westinghouse Pref, |: 7% 5 = 7 18 10 
allenders oe ee oe es 16 20 13 S 6 17 8 
do.  5Pref, КЕ Va Б = 668 
Castner-Kellner .. v ... 20 22 = Nil 
Edison & Swan, £8 paid S Nl — me Nil 
do. do. fulypaid |) Nil — 1 -È g'00 
do. до, 4percent. Deb. б b 62. ку 71143 
Electric Construction A s 6 7% 1 -Å 600 
Gen. Elec. Pref, .. e m 8 6 10 S 156 
до. Ога. ee oe ee 10 10 182 тт q 16 8 
Henley .. „‚ .. N 90 2 16 zi 14 6 
do. 4 Pret... na a 4$ 4&4 4 = (119 4 
India-Ru ber ee ee ee 10 10 . 184 ЕК .6 5 Ü 
Telegraph Соп... .. 1; 9 90 88 = 


* Dividends paid free of incomo-tax. 
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THE USE OF LOW-GRADE FUEL. 


As the result of investigations by the U.S. Bureau of Mines 
into the use of low-grade fuels some interesting, though, of 
course, not entirely new, particulars of work carried out 
along these lines were recently published in one of the official 
publications of the department. The subject is of some 


interest in this country, as was indicated in Prof. Fearnsides' 
Attention is 


remarks quoted on page 621 of our last issue. 
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drawn to the successful use of certain fuels in Europe and 


the complete indifference to the possibilities of similar fuels - 


in the United States. 

Information was sought in regard to (a) the utilisation of 
high-ash coals, (b) the use of wood refuse, (c) recovery of 
by-products, (d) recent developments in the preparation and 
use of peat, (e) results of low temperature distillation of fuels, 
(f) possibilities of the slagging type of gas producer, and (g) 
use of powdered coal. Excessive clinkering with high-ash 
fuel, leading to interruptions and failure to develop rated 
capacity, is the main objection to the use of such fuel. 

'To handle this and other classes of fuel the revolving eccen- 
tric grate producer has been developed in Europe. With it 
the ash is automatically removed, operation can be con- 
tinuous, the output per unit area is increased, and a more 
uniform quality of gas is claimed. | 

The degree of eccentricity can be varied to suit the fuel, 
the tendency being to grind the coarse ash and prevent 
clogging; the speed is also variable to suit conditions of fuel 
and output, and usually runs from $ to 1} revs. per hour, with 
1- or 9-H.P. driving motors. 

Experience has shown that an important factor in over- 
coming clinkering and fusing of the ash with the producer 
lining, is water Jacketing the }art of the producer shell sur- 
rounding the hot zone. In certain designs a variation 1s 
made in the height of the grate to correspond to the clinker- 
ing tendency of the fuels. : 

Either dry or wet bottoms are used, the former being some- 
times regarded as desirable for extremely fine fuels burned 
with high air pressure, because of the depth of water neces- 
sary with the wet-bottom type. 

The revolving grate producer is said to gasify two or three 
times as much fuel per sq. ft. of fuel bed as the fixed type; 
low percentage of carbon in the ash is also claimed, while 
the steam requirements are placed at about a fourth of those 
of the fixed grate jacketless type of producer. The total cost 
of а complete plant is said to be in favour of the revolving 
grate producer, which is claimed to handle 45 to 55 per cent. 
of ash with ease. An example is quoted of an English colliery 


and ironworks using an installation of eccentric grate pro-- 


ducers, for which fuel is obtained by crushing and washing 
material from colliery refuse heaps, the fuel as used in the 
producers containing about 25 per cent. of ash 

Reference is made to the use of refuse fuel in gas producers, 
such as wood refuse, husks, nut shells, tan bark, &c. 


3 | 


REVOLVING ECCENTRIC-GRATE PRODUCER INSTALLATION. 


We illustrate an up-draught producer with mechanical tar 
extractor, and а down-draught producer; this ty of plant 
has given good results, particularly with wood retuse. 

‚ Reference is also made to the use of by-product gas installa- 
tions to utilise low-grade materials and colliery refuse, but 
in England it is considered that the tendency is always to 
use the material giving the largest by-product return, even 
though the plant was specifically intended to use only refuse 
material with a view to selling all high-grade fuel. 

The subject of low-temperature distilation is discussed at 

some length, but it is remarked that 

ие disinterested information was avail- 
able. 

The original intention of this process was 
to obtain a smokeless fuel for domestic use, 
and at the same time recover oil, motor 
spirit, and ammonia. Cannel coal, shale, 
-high-ash coals, peat, and even briquetted 
sewage sludge were tésted as fuels, but the 
results are not obtainable. 

In a University lecture before a Man 
chester gas association, Mr. F. D. Mar- 
shall, referring to the subject of low- 
temperature carbonisation in vacuo, said 
that low-temperature distillation could not 
bé completely successful if carried out 
under pressure, as with a temperature of 
only 900 deg. to 1,000 deg. F. the time of 
distillation would be too long, and the 
valuable oil constituent and the coke would 
be ruined. But low temperature, plus a 
complete, or nearly complete, vacuum in 
the retorts, enabled them to carbonise in 
three or four hours, and so save the light 
oils, and at the same time produce a hard, 
dense, easily ignitable coke or fuel contain- 
ing’ 5 to 10 per cent. of volatile matter 
(probably methane) and over 80 per cent.. 
of carbon free from all tarry and condens- 
able matter. 

The density of the coke was due to the 
compression of the coal between the annu- 
lar spaces—a density which would effectu- 

. ally prevent the quick evolution of the - 
gases were it not for the extreme vacuum 
employed. | 

By the time the gases had passed the 
vacuum pump, everything  condensable 
under atmospheric and impact conditions 

: had been removed; but tailing on to the 
& i vaeuum pump was a compressor, in which 
the entire gas was compressed under a 
pressure of 50 to 60 Ib. to the sq. in. 
By a mechanical arrangement the pres- 
sure was suddenly released, the result 
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Two TYPES ОЕ REVOLVING ECCENTRIC-GRATE. 


being that the gas parted with a vapour which, on speedily 
condensing, proved to be a spirit of high value. The yield 
from this portion of the plant was approximately one gallon 


-——— — 
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of spirit (specific gravity 0.818) per ton of bituminous slack. 
Pasang hin the ңы plant, the gas, at this stage 
of approximately 750 B.TH.U., passed through a strippin 
plant, which reduced it to about 300 в.тн.о. The choice o 
the crude oil for stripping purposes was important. The 
spirits must not be confused with benzols, as they were prac- 
tically paraffins, or paraffinoids, and their homologues. 

The yield of gas per ton of coal was approximately 5,000 
cu. ft. from slack and 7,000 cu. ft. from cannel, and was 


UP-DRAUGHT Түрр WooD-REFUSE GAS PRODUCER AND MECHANICAL ТАВ EXTRACTOR. 


partially consumed under the retorts and for running the 


works plant after it had been stripped of its valuable pro- 
ucts. | 

т. Young, in a report, is said to have described the process 
as one of destructive distillation of coal at low temperature 
(900 deg. to 1,000 d 


the amounts in which they were obtained varied with the 
class of coal, consisting generally of 70 per cent. of coke or 


gas, with the great advantage of yielding a gas entirely free 
rom tarry matters. 


oils lay between shale oil and gas-works tar, to the former 
of which they were much more closely related in their 
chemical nature, consisting- of paraffinoid compounds and un- 
saturated derivatives. The benzenoid hydrocarbons, includ- 


DowN-pRAUGHT Gas PRODUCER FOR Woop RErvsr. 


ing. the volatile solids, such as napthalene and anthracene, 


Which formed such a large proportion of gas tar, were 
ertirely absent. i i 


Mr. Marshall suggested instead of charging gene 
with the crude coal direct from the collieries, frar to po 
it by a low-temperature plant, recovering the oils, gas, and 
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what ammonia was produced by such a process, and 
rs the generators with the resultant clean and discs 
coke. 

The Bureau of Mines investigator finally refers to the ns 
of the slagging gas producer and the use of powdered fuel, in 
regard to which several articles have already appeared in опг 
pages. 

In a paper read before the American Peat Society, Mr. 


B. F. HAANEL discussed the Subject of peat for power produc- 


tion. He pointed out that peat in the bog 
contains usually 87 per cent. water, 7 per 
cent. combustible matter, and а varyin 
percentage of ash, so that more than 10 

b. of raw material must be handled ip 
various ways before 10 lb. of combustible 
matter is available. The moisture can be 
separated by the application of artificial 
heat, hydraulic pressing, or sun heating. 
The first method of reducing moisture is 
shown to be impossible: all efforts to reduce 
the moisture below 75 per cent. by means 
of presses alone have not met with econo- 
mic results, and a change in the chemical 
constitution of the peat is required before 
a further reduction of moisture can be 
obtained. The Ekenburg wet carbonising 
process was devised for this, but has not 
up to the present proved feasible. The only 
successful system has been sun and wind 
drying, and several million tons of peat fuel 
are manufactured annually in Europe by 
this method. 

When by-product recovery in connection 
with the gasification of fuel is considered 
many important factors arise. Peat fuel 
cannot compete with reasonably priced coil 
for steam generation by means of boilers. 
The only large plant of the kind is at Wies- 
moor, in Germany, of which the author 
gives some data. It is stated that with 
peat fuel costing 5s. per ton, the plant 
generates steam more cheaply than from 
coal costing 14s. 6d. per ton. 

In actual service, about 6 to 6} Jb. of peat (30 per cent. 
moisture) per kKw.-hour is required, which represents prac- 
tically the same fuel cost as if coal were used. With peat 
fuel used in a well designed gas producer plant, it has been 
found that 1 B.H.P.-hour can be produced from 2 Ib. of peat 
containing 25 per cent. moisture; this compared with 1} lb. 
of coal. The value of peat as a fuel depends on the nearness 
to the plant of the raw fuel and the availability of ample 
storage. 


SS 


ECONOMIC POWER GENERATION AND 
DISTRIBUTION. 


In an address delivered under the auspices of the American 
Society of Mechanical Engineers, early in the present year, 
Mr. SAMUEL INSULL dealt at length with the above subject, 
taking as an example the progress made in electrical generi- 
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tion and distribution in Chicago. Ав showing r diven 
of demand, he pointed out that in Нота, wer busi 
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ness took 147,900 Kw.; the railways took 190,600 xw., giving 
a combined total of 387,900 kw. The non-coincident maxima 
for the winter came on December 22nd, in the light and 
power business which then took 155,670 kw. For railway busi- 
ness the non-coincident maximum was 203,560 xw. on January 
6th, 1916, so that they took care of the non-coincident 
maxima of the two branches of business (359,930 xw.) with 
a tota! coincident maxima of 337,900 xw., showing a diversity 
of 21,330 kw. Chicago doing a wholesale and retail business 
combined showed a 43 per cent. load factor in 1915; the 
street and elevated railway demand was 35 per cent. greater 
in winter than summer. 

Next to the inventions of the original D.c. distribution 
system and А.С. system, the development of the large turbine 
had had the greatest influence on the industry. 

‚ But it did look as though many managers were installing 
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turbines of a size out of all proportion to their requirements 
and having no relation to the load to be dealt with. He did 
not think it safe to order a unit for much more than 10 to 13, 
or, at the extreme, 15 per cent. of the total demand on any 
one System. This referred to existing systems, and new 
undertakings were in a different situation. 

At the present time about 35,000 to 40,000 ку. was the 
largest size obtainable: 50,000 kw. had been mentioned, but 
before this size was adopted they would need higher boiler 
pressures and many experiments with apparatus. 

The progress of the next few years would be better made 
if it was slower made. . | 

The total business in Chicago in 1915 was almost $21,000,000; 
light aecounted for $11,000,000, and power and transport 
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halved the remainder. The wel ne of energy for trans- 
portation showed a steady income; as the business developed 
the price dropped in 1906, and that price had continued up 
to the present; it was on & lower basis than it was possible 
for the local transportation companies of Chicago to produce 
energy themselves. 

An interesting chart shows the steam economy tests of 
various sized turbines installed by the company during past 
years; the curve for the 25,000 Kw. relates to a '' reaction” 
type machine (which may be recognised by English readers). 

Ав regards future possibilities, the light and power business 
of the Common wealth Edison Co. was approximately 338,000 
EW., that of isolated plants was 264,500 x w., and that of the 
steam railroads was 125,700 Kw., making а total of 728,200 kw. 


Pounds Steam per Kw-hour 


It was estimated that the company was doing about 46 per 
cent. of the total possible business; if it had the entire 
business, instead of a load factor of 40 or 41 cent., it 
would probably have a 50 or 60 per cent. load factor. That 
meant that the cost of carrying the necessary investment for 
a city of two and a half million people, that was the interest 
and depreciation cost, if all the energy was produced by one 
organisation would be reduced approximately 883 per cent. 
. That indicated that it was an economic waete for the 
individual to spend money in producing energy in а small 
way, and that the true function of the large electric light and 
power companies was to produce all the energy required in 
the community. 

He was inclined to think that the day would come when 
one of the regulating bodies would step in, insist on all 
energy being produced from central generating plants, and 
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Fic. 3.—STEAM ECONOMY Tests OF STEAM TURBINES. 


tell people who were guilty of economic waste that they 
must stop it. "E 

If equipment was employed unneceesarily, if fuel and labour 
were used wastefully, all these things must be harmful to the 
general wealth оѓ. ће State. 

If they took all the settled areas of the United States 
wherever there was a great density of population, and worked 
out the data on the same basis as it was worked out for the 
city of Chicago, and assumed that the electricity supply busi- : 
ness was all put under a series of central organisations, the 
found that it took about 68 to 70 million Н.Р. of non-coinci- 
dent demand; that the coincident demand would be about 
47 million H.P., and that the diversity would be upwards of 
20 million H.P. Capitalising the labour and fuel saved and 
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AND MISCELLANEOUS 


Fic. 5.—Divgnsirx ОЕ LARGE OR WHOLESALE LIGHT AND Power 
NSUMERS. г 


the investment cost on 20 million н.р. would ‘result in 
staggering savings. 

Some people would tell them that such & system would 
produce à combination that might be dangerous to the State. 
It was not dangerous to the State to let ita money go to 
waste, lo waste its resources and its capital, but it was said 
to be dangerous to the State to allow an organisation to double 
its size, even though that organisation was regulated by а 
Commission of the State appointed or approved by the State 
Legislature. . | 

He thought that that kind of danger was to the highest 
possible advantage to the State; that it was a real 
сш {о the better management of the country's 
affairs. i 


670 THE ELECTRICAL REVIEW. [Vol. 79. No. 2,038, DECEMBER " 1918. 


NEW ELECTRICAL DEVICES, FITTINGS, 
| | AND PLANT. 


" Overseas" Small Lighting Sets. 


THE OVERSEAS ENGINEERING Co., LTD., of 75, Curtain Road, 
E.C., is introducing a small self-contained, automatic electric 
lighting plant for supplying thirty 20-c.P. lamps, shown in fig. 1. 
‘€ It consists of a 3-in. bore, 41-in. stroke, four-cycle, water-cooled 
petrol engine, coupled direct to a 750-watt, 32-volt motor-generator 
on а 22in. by 32 in. base, together with switch box and a 12-cell 
storage battery. The plant is arranged to operate either auto- 
matically or non-automatically ; in the former case the withdrawal 


of energy from the battery, due to lamps being switched on, &е.,. 


Fic, 1.—" OVERSEAS ” AUTOMATIC ELECTRIC LIGHTING PLANT, 


automatically starts up the engine (the generator functioning as a 
motor until the engine begins to fire) and the recharging of the 
battery commences. 

With the switching-out of the lamps the plant comes to rest, 
ignition circuit open, oil feeding stopped, compression release 
latched, &c., and battery completely charged, provided the set has 
been working 15 minutes or so. 

This particular plant is standardised and known as the “ Home 
size, being most in demand ; it is especially suitable for houses, 
farms, workshops, &c. 


Another Mazda Revolving Shade. 


About a year ago THE BRITISH THOMSON-HoUsTON Co., LTD., 
introduced an ingenious advertising novelty in the form of a 
revolving shade. This was intended for use with table, desk, and 
other fittings in which the lampholder was in an upright position. 
When the lamp was switched on, the shade rotated owing to an 
upward current of air, heated by the lamp, impinging upon a fan 
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Fic. 2,~Mazpa PENDANT REVOLVING SHADE. 


disk attached to the upper part of the coned shade and ivoted 
lon me tip Br Fw lamp. The company has now кен ап 
Aptation of the design that rmits of i tt i 
BO Reg g pe of its attachment to plain 
From the accompanying illustration it will be seen h 
Д ow ith 
revolving shade appears when in position, Any existing shade 


nates the coloured shade, which immediatély commences to revolve, 
the effect being both striking and attractive. If the adapted 


Department, The British Thomson-Houston Co., Ltd., Mazda House, 


Mining Bells and Relays. 


Mining bells and safety relays with parallel-wound coils, made 
by the STERLING TELEPHONE AND ELECTRIC Co., LTD., of 210-219 


practical and efficient of those suggested, and have put on the 
market a series of bells and relays of this type, which comply with 
the new requirements of the Home Office. We illustrate in fig. 3 
the relay, which is enclosed in a separate compartment in a cast- 
iron case, with a machined-surface flame-proof covet ; the terminals 


FIG. 3.— STERLING SAFETY RELAY. 


are ‘fixed in a lower compartment with a separate cover. which can 
be removed for wiring without exposing the relay to damp and 
dirt, and the wires connecting the relay to the terminals pass 
through a trough in which they are sealed with bitumen before 
leaving the makers’ works. The relays are made with resistances 
of 20, 100, and 500 ohms, and, as an example, the 100-ohm relay 
with 15 volts works well through an external resistance of 280 
ohms. The safety bell is also enclosed in a cast-iron case, gas and 
watertight, the motion of the armature being transmitted to the 
hammer through a metal diaphragm. 
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THE DETERMINATION OF TRANSFORMER 
LOSSES.* 


By PERRY A. BORDEN. 


WHEN determining the efficiency of a transformer by the 


method of direct loading, it is usual to read the input ч 
output on separate wattmeters, the ratio of these mr od 
iffering quantities being the efficiency of the apparatus. of 
actual losses are thus represented by а very small gener 
the scale, and the difference of two quantities both subject 
to the errors of the instruments used. 4 n the total 
In what follows, a method is described wherein Ше dont 
losses taken collectively are directly read on an Ed 
wattmeter. The apparatus for making the measurem 
includes :— A asure 

1. A single-phase wattmeter of suitable scale to me 
the losses (say 100 volts, 0.5 amp.). meter type 

2. A Hats load, shen ty of the potentiometer type, 
to give full scale on this meter. 

ГА polyphase wattmeter or watt-hour meter free s 
interference troubles, carefully adjusted to '" buck on 2d g 
i.e., to have zero torque when the two elements are moari nite 
quantities of equal and opposite magnitude. Dm 
of the polyphase meter will be (usually) 100 volts, get 


* From the Electrical World. 
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The accompanying diagram shows the arrangement for 
measuring total losses in a 10-xw. 2,200/110-volt transformer. 
The instrument transformers are so chosen that the con- 
stunts of the two elements of the polyphase meter are equal. 
In this case the primary voltage is measured with a 2,000/100 
potential transformer, while the secondary current passes 


through a 100/5 series transformer, the constant of each phase - 


of the meter being 20. The polyphase instrument is con- 
nected in such a way that while the input gives а positive 
deflection, the output tends to oppose it. 

The single-phase meter is then placed in circuit as shown, 
receiving its potential from the same source as the output 
element of the polyphase meter, and its current from any 
scurce approximately in phase with the potential. If the 
scurce of supply for the auxiliary current be not electrically 
connected to the main supply, the auxiliary meter А may, if 
desired, be connected to the input element of the wattmeter в. 
The adjustable current of meter А passes with the load cur- 
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DIAGRAM OF CONNECTIONS FOR DIRECT MEASUREMENT OF 
TRANSFORMER LOSSES. 


rent through the polyphase instrument in such a direction 
аз to give a small additional negative torque. It is, of 
course, understood that suffcient grounding or interconnec- 
tion will be made to prevent dangerous voltage between parts 
of the polyphase wattmeter. | 

The method of operation is as follows: With switches D and 
E open, the transformer is loaded until the desired input is 
read on the scale of meter А. Switch D is then closed, and 
the indication falls to the small value representing the differ- 
ence between input and output (i.e., losses) Switch E is 
then closed and the auxiliary current is carefully adjusted 
until meter B indicates exactly zero. The reading of the 


acxiliary meter mulüplied.by the metering constant repre- . 


sents then the total losses in the transformer under test, and 
the efficiency may be accurately determined by the usual 
formula. f 

This method is particularly suitable to the testing of large 
numbers of similar transformers, and will be found suited 
not only to transformers, but to any class of electric apparatus 
in which both the incoming and outgoing energy are carried 
on two-wire circuits. 


TRADE STATISTICS OF JAPAN, 1915. - 


Tue following statement, showing the imports into and the 
exports from Japan of electrical and similar goods during the 
year 1915, is taken from the recently-issued official trade 
statistics; the figures for 1914 are given for purposes of com- 
parison, and notes of any increases or decreases are added :— 


1914. 1915. Inc. or dec. 
Galvanised iron wire.— Yen. Yen. Yen. 
From Great Britain 962,000 146,000 — 116,000 
», Germany Я 1,486,000 39,000 — 1,447,000 
, Belgium n m 66,000 — — 66,000 
, Austria zu 8,000 — — 8,000 
, United States 304,000 2,969,000 + 2,665,000 
, Other countries 2,000 21,000 + 19,000 
Total PP .. 9,198,000 3,175,000 + 1,047,000 

Posts and materials for electric lines.— 
From Great Britain 2,000 — а 2,000 
, Germany "T 24,000 — —  -94,000 
United States 580,000 9000 – 578,000 
,, Other countries 6,000 Rr ER 6,000 
Total " .. 619,000 2,000 — 610,000 


1914. 
Copper (pipes and tubes).— Yen. 
From Great Britain 105,000 

» Germany ad 31,000 

» Other countries 16,000 

Total 152,000 


* United States. 


Insulated eleciric wire.— 


From Great Britain 160,000 
», Germany m 235,000 
;, United States 48,000 
», Other countries 1,000 

Total | 444,000 .—. 

Steam turbines.— 

From Great Britain ,000 
» Germany we wee: 189,000 . 
» United States e 2,000 

Total 163,000 

Cranes.— 

From Great Britain 150,000 
, Germany sis 124,000 
» United States 35,000 
» Sweden : ,000 

Total 333,000 

Pumps.— | 

From Great Britain 209,000 
», Germany S 240,000 
» United States 182,000 
,, Other countries ,000 

Total 665,000 


4 " 
Gas engines, petroleum engines, апа hot 


From Great Britain 114,000 
» Germany 118,000 
, Sweden Sus iis 31,000 
» United States as 88,000 
» France ee ке 2,000 
„ Italy КУ 2,000 
„ Other countries 11,000 

Total 366,000 

Steam engines.— 

From Great Britain 244,000 
» Germany i 181,000 
„ United. States 17,000 
» Belgium А 10,000 
„ Other countries 1,000 

Total 453,000 

Steam boilers.— 

From Great Britain 654,000 
» Germany . ... 192,000 
,, United States 13,000 
„ Belgium К a 2,000 

Total 861,000 

Dynamos, electric motors, dc.— 

From Great Britain 667,000 
,, Germany 808,000 
„ Switzerland ... 56,000 
, United States 1,911,000 
, Sweden m UM 91,000 
,, Other countries  .. 10, 

Total . 2,843,000 

Water turbines and Pelton wheels.— 

From Great Britain As 9,000 

| , Germany 206,000 
,  Prance — 
„ Switzerland 14,000 
», Sweden T bd 81,000 
„ Belgium aO ш 7,000 
» United States К = 
, Italy sae Pus 5,000 

Total 322,000 


Incandescent electric lamps.— 


From Great Britain 4,000 
© , Germany iiy .. 319,000 
„ United States - 8,000 
,; Other countries ... — 
Total "T ut 391,000 А 


1915. Inc. ог dec. 
Yen. Yen. 
37,000 ~ 68,000 
— ~ 31,000 
1,000* — 15,000 
38,000 — 114,000 
6,000 — 154, 
94,000 — 141,000 
18,000 — 35,000 
СЕ Бетә 1,000 
113,000 — 381,000 
— — 22,000 
— — 139,000 
24,000 + ,000 
24,000 — 139,000 
20,000 — 180,000 
— — 194,000 
21,000 – 14,000 
= = 24,000 
41,000 — 292,000 
182,000 – 27,000 
9,000 — 931,000 
57,000 — 195,000 
19,000 — 15,000 . 
267,000 — 398,000 © 
air engines.— 
49,000 — 72,000 
— — 118,000 
85,000 + 54,000 
35,000 - 53,000 
— - 2,000 
— — 2,000 
1,000 - 10,000 
163,000 — 203,000 
51,000 — 198,000 
— — 181,000 
3,000 — 14,000 
— - 10,000 
— — 1,000 
54,000 — 899,000 
499,000 — 155,000 
17,000 — 5,000 
52,000 + 39,000 
2,000 — 
570,000 — 291,000 - 
316,000 — 351,000 
32,000 — 776,000 
8,000 -— 53,000 
390,000 — 821,000 
7,000 — 84,000 
1,000 - 9,000 
749,000 — 2,094,000 
24,000 + 15,000 
18,000 — 188,000 
15,000 + 15,000 
10,000 m 4,00? 
30,000 — 51,000 
M — 7,000 
21,000 + 21,000 
— - 5,000 
118,000 md 204,000 
2000 — 2,000 
23,000 e 356,000 
6,000 a 2,000 
11,000 + 11,000 
42.000 — 349,000 
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1914. 1915. Inc. or dec. 


Wattmeters.— Yen. Yen. Yen. ` 


itain 28 29,000 8,000 — 21,000 
Fm N .. 117,000 5,000 — 112,000 
" United States .. 86,000 62,000 + 26,000 
Other countries ... 11,000 48,000* +: 82,000 


Total ... 2. 198,000 118,000 - 15,000 
* Switzerland, Yen 42,000. 


Ampere meters and voltmeters.— 


itai . 1000 9,000 - 500 
Mes оо ius 13,000 — — 13,000 
" United States .. 57,000 


Total T i2 71,000 


ээ 


Accumulators.— | 
| & Britai NT 93,000 89,000 — 54,000 
T emu S 1500 — -— - 18000 


United States see 4,000 1,000 – 3,000 


33 


» Hong-Kong bos ae 9 
» British India — ... 
‚„ Dutch India 


Ф 


S| sees. eee 
2 388333338 


ex 
Co toro c1 


| EGET. 
ы 


Total |... .. 115,00 40,000 — 175,000 
India-rubber and gutta-percha, crude.— 
From British India .. 447,000 941,000 + 494,000 
, Straits Settlements .. 1,357,000 1,727,000 + 370,000 
„ Dutch India 5s 8,000 226,000 + 923,000 
„ .Great Britain .. 819000 394,000 + 75,000 
», Germany МЕ we 2,000 1,000 — | 1,000 
„ United States са 16,000 118,000 + 102,000 
,; Other countries 3,000 95,000 + 99,000 
Total ...  .. 9,147,000 3,432,000 + 1,985,000 
EXPORTS. 
Electric machines and paris thereof.— 
‘To China Уз - .. 268,000 255,000 — 13,000 
„ Kwantung Province ... 180,000 150,000 + 20,000 
» Philippine Islands 2,000 . 4,000 + 2,000 
, Siam ES em 1,000 5,000 + 4,000 
, Australia e 15,000 65,000 + 50,000 
», Hong-Kon io 13,000 31,000 + 18,000 
, British India... 9,000 25,000 + 16,000 
» Straits Settlements 4,000 6,000 + 2,000 
, Germany x 6,000 — — 6,000 
„ Other countries 4,000 41,000 + 37,000 
. Total xs .. 459,000 582,000 + 130,000 
Insulated electric wire.— 
То China И 25 .. . 389,000 ; 267,000 
„ Kwantung Province .. 191,000 : ,000 
000 000 
— 000 
— 000 
», Asiatic Russia — 43,000 
» Great Britain... ; 160,000 
» France... m m" — , 13,000 
» Other countries m 62,000 , 50,000 

Total ..  .. 894000 ,000 + 506.000 


NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED). 


Published expressly for this journal by Messrs. W. P. Тномрзон & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


16,957. “ Telephone systems and apparatus." . W. Dunc С 
Kerstinc. November 27th. tii Б : Уи 


16,969. “ Electrically-operated bells." F. G. Bett anp Tue STERLING 
Tzr.xrHONE & Exvecrric Co. November 27th. 


16,990, *' Electric tractors.” E. C. R. M N i E 
Ж кечын ы ARKS (Mercury Manufacturing Co.). 


16,992. '' Electrical controller." E. С. R. Marks (M 1 
Co). November Sih. ks (Mercury Manufacturing 


17,001. “ Evacuated electric discharge devices." Britisn 'THOMSON-Hovts- 
TON Co. & W. T. Munro. November" 97th. e 


17,003. “ High-frequency signalling." Western Exectric Co. — Novembe 
27th. (U.S.A., November 29th, 1915.) d 
17,011. “ Automatic control ti 'ctri & iS 
анаа rol apparatus for electric motors." Н. V. James. 
17,048. “ Electric heating and gas heating apparatus," J. Н, FARTHING 
M. J. Raino & F. WINSTANLEY. November Osh. ) í | 
17,060. ''Latching devices for alternating-current electromagnets." Акт. 
Ges. BROWN, Boveri ET Cre. November 28th. (Switzerland, January 10th.) 
Zo Je шеше кү alteraating-current magnet and its 
А KT. Ges. Brown, | LT . Nove 'itzer- 
jon. Jandan QUU OVER! Er Cre. November 28th. (Switzer 
17,068. '' Electric resistances." Н. Ѕмомрон. November 28th. 
17,074. '' Electric battery lamp." J. E. Hamicton,. November 28th. 
17,087. '' Electric switches." V. Hore, November 29th. 


и ы. ды 


17,095. ''Coat for protection of X-ray workers." 
November 29th. р | Кусы EGR 
17,111. “Solenoid motor." J. Lang & G. Henwoop. Novem 
17,161. “ Electric incandescent lamps." D. Lev, L. HAMBURGS 
LOOZE VENNOOTSCHAP PuiLiPS' GLORILAMPENFABRIEKEN. November- 
17,170. " High-frequency signalling." Western ELECTR Ж 
30th. (U.S.A., December Ist, 1915)" ° сой 
17,189. “ Protection of electric supply or distribution вуйетай 
lit or parallel conductors are employed." J. О, Carrenper, {Ж 
ix & Construction Co. AND ELECTRICAL Improvements, Lro. $ 


Y 
M 
х 


17,206. “ Circuit interrupting systems." Ватіѕн WzsrINGHO i 
pelle gh a ace Co. (Westinghouse Electric & Manufacturing . 
em th. j 


60277209. " Electric switches.” H. H. Berry & W. J. Мавкнлиј 


17,912. ''System for controlling electric apparatus Бу wirel 
sion." E. Н. Wip&cREN & К, WIDEGREN. ovember 30th. ( 
cember 20th, 1915.) 5 


17,291. “ Trolley pole heads for electric cars, &c." H. 
December Ist. 


17,242. '' Holders for arc lamp carbons, Kc." D. C. Миц 
cember Ist. 


17,244. “ Non-flashing electric trolley arm." D. Branson. De 
17,260. '' Portable telephone and signalling apparatus." Н. 
December -Ist. i 


17,261. '' Method of controlling electrically governors, valves, Й 
steering gears, &c." Т. B. CauPBELL, A. J. САМРВЕН. & А, MI 
cember Ist. ^ 


17.971. “ Electric switchee." L. J. Norron. December Ist. - 

17,273. *'* Cells for secondary batteries." G. Pearson. Decem 

17,275. '' Flashlamps." H. J. CLoake (C. S. Cloake) Decem 

17,277. ‘ Electric switches." Н. C. WipLa4kE. December Ist. 

ir “ Make-and-break switch for electric circuits." Јоння 
LIPS E. A. Leoparp. Décember Ist. 

17,286. '' Appliance for attaching shades to holders of elec 
tings.” W. Casson & J. Dose. December Ist. 

17,292. '' Electric motors." 'Т. L. R. Coorsr. December 2nd 

17,921. “ Electrical contacts." British WEzsTINGHOUSE ELECTRA 
FACIURING Co. December 2nd. (U.S.A., January 215.) 

17,934. ** Time-limit relays." Акт. Ges. Brown, Boveri er C 
ber па, (Germany, January 3rd.) 

17,840. “ Polarised relays." М. B. Ropricurz. December Ax 

17,947. '' Treating marble so as to impact electric insulating a 
resisting properties to it." W. E. Wiwpson-RicHARDs. Decembe 


PUBLISHED SPECIFICATIONS.. 


1918. | 


8,480. TELEPHONE TRANSMITTERS AND TRANSMISSION.. W. А. Ye 
8th. (November 9th, 1915.) P 

11,832. INCANDESCENT ELECTRIC LAMPS OR/AND IN THE METHOD @ 
TURING SAME, ESPECIALLY APPLICABLE TO THE MANUFACTURE OF SO 
watt Lawes oR Gas-FILLED Grow Lamps. C. O. Bastian. Aug 

11,560. APPARATUS FOR DISPLAYING ADVERTISEMENTS, SIGNS, Nog 
LINE MoviNG PICTURES, OR THE LIKE, OR FOR COMMUNICATING ME 
SIGNALLING BOTH DURING LiGHT AND Darkness. J. P. Naylor & 
Ltd. August 10th. | 

15,849. ELECTRICALLY-DRIVEN ADDING AND Listino MACHINEN 
MACHINES, TYPEWRITING MACHINES, ADDRESSING MACHINES, OR OTHER 
HAVING KEYBOARDS. J. Dracquer. November 10th. А | 

15,878. Exectric SwricHEs. British Thomson-Houston Co. (G8 
tric Co., U.S.A.). November 10th, 

15,930. Exectric Сип. C. Frey. November 11th. 

15,985. Exectric LauPHOLDERS FOR VEHICLE Heap Lamps. F.3 
W. A. Shepherd and Powell & Hanmer, Ltd. November 12th. 

15,986. ELECTRICAL CONNECTIONS FOR USB IN THE ЕГЕСТЕЇС 1 
Automosites. F. E. Wilson, W. A. Shepherd and Powell & Hg 
November 12th. | 

16,112. OHMMETERS AND LIKE ELECTRICAL MEASURING INSTRUMEN 
Trent. November 13th. 

17,902. ELECTRIC LAwPHOLDERS. E. A. Welch. December 9thg 
application, 6,867 /16.) Mus S 

17,475. Влималү SicNALLING. W. К. Sykes Interlocking Signali 
Harper & F. J. Sykes. December 14th. . 

18,166. ExectricaL Relays. S. G. Brown. December 30th. 


i 
. 


1916. | 
‘The numbers in brackets are those under which the $ ecificag 
printed and abridged, and all subsequent proccedings wil be 
139. MICROPHONES FOR USE AS TRANSMITTERS OR RELAYS FOR f 
AND SIMILAR PURPOSES. Н. Smith. January 4th, 1916. (102,067. 8 
. 495. Exvectrica. Heare Arraratus. А. H. Taylor (H. Burgess 
llth, 1916. (102,070.) 2 
1,596. Exectric Heat Rapiarors. А. F. Berry. February 
[102,077.] = 
9.615. Exectric HzATING Arearatus. M. J. Railing & J. 
February 22nd, 1916. [102,084.] ? "m 
2,915. Raiway SicNALLING. W. R. Sykes Interlocking Co. &; 
rant. February 26th, 1916. [102,087.) ре 
3,099. ELzcrRoLvric Propucrion оғ SODIUM Pernatan ( 
and Silber-Scheidenstalt vorm. Roessler. March Ist, 1916. 
3,084/16.) [102,089.] p3 
5,606. ELectRICAL MEANS FOR INDICATING OR TRANSMITTING 3 
Н. R. Wright. April 17th, 1916. [102,104.] 
6,031. Exectric Devices FOR AUTOMATICALLY TURNING 1лситз | 
E. Steiger. April 28th, 1915. [100,365.] "T 
7.009. Comuinyp ELECTRIC LAMPHOLDER AND LAMPLOCK. 4. 7. 
17th, 1916. [102,111] Nc 
9,111. METHODS AND APPARATUS FOR HEATING Ligue e 798.) 
house Electric & Manufacturing Co. June 30th, 1915. [ " 1716 
10.34. Те еРНОМЕ Directory. W. Н. Aston. July 20: м 
10.297. Devices FOR ATTACHMENT ТО SPARKING БЕЗЕТ п. 
CLEANING AND COOLING THEIR SrARKING Pornts. А. E. 
1916. (Addition to 8,470/16.) {102,128.) Wet 
19,160. Vapour Exectric Converters. British Westing o | 
Manufacturing Co. August 98th, 1915. (101,346.] dcs } 
15,419. FzgRRULE OR SLeEvE ror BRAIDkD WIRE со, 
Cables. F. E. Wilson, W. A. Shepherd and Powell * 137 )Ё 
ember 12th, 1915. (Divided application оп 15,986/19.) 00% 
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organisation as it presents itself to us in considering the 
requirements of the future. Whatever may have been the 
faults and failings arising from the conditions of the past, 
we have now to face a totally new set of conditions, and if 
while we try to secure harmony between employers and em- 
ployed we can also attain to something like workable harmony 
in the:troubled ranks of employers, we shall pave the way for 
a better state of things. But we must remove grounds for 
suspicion and friction, and be rid of all thoughts of a style 
of Prussian domination and interference in our methods of 
dealing with each other, or our efforts will not be successful, 
and any element in or connected with associations which 
gives rise to suspicion as to motives is harmful, and should 


not be permitted. We have repeatedly asserted our convic- 


tion that in these days strong and discreetly-managed trade 
associations are essential, and in this issue we publish a full 
contribution which serves to emphasise some of the points that 
must be considered by the electrical industry if it desires to 
maintain a world-wide reputation for quality, and to secure 
reasonable return on the capital invested. It is not 
suggested by us that the writer covers the whole ground, 
but we think that only good can ensue from a serious study 
of his arguments. 

"Organisation at home, however, will not secure the 
future success that we all desire unless we also look to 
organisation and methods for bringing into line with 
present-day requirements the machinery which assures a 
free and constant inflow of business from abroad. It 
might be imagined that this matter had been worn thread- 
bare in our pages during the last 10 years, but the case is 
one that has to be restated again and again. It has been sum- 
marised anew for us in a series of recommendations that have 


mbi 
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been issued by the Federation of British Industries, already 
named, in regard to “The Promotion of British Trade 
in Foreign Countries." We welcome this statement of 16 
foolscap pages, because it is opportune to the present situa- 
Шоп, and because we agree with the Coüncil of the 
Association that it deals with a matter of “ urgent and 
vital importance to the future prosperity of the country." 
Accompanying it we find a list of the membership of this 
powerful] Federation. We confess that, from our study of its 
development, we had expected to find electrical and engi- 
neering organisations in greater number and strength. The 
wisdom of classing big associations of firms and private 
firms side by side as members may not be quite apparent 
—that is by the way— but the only electrical Associations 
that we find in the list of * association" members are the 
British Electrical Federation, Ltd., which we believe does 
not stand on all fours with the other associations, being a 
group of connected concerns, really one undertaking, and 
the “Electric Detonator Fuse Trade Associations.” 
Neither the British Engineers’ Association nor the 
B.E.A.M.A. appears.. In the list of « firms and in- 


dividuals" we find the names of a considerable number ' 


of the best known electrical manufacturing concerns, 
so possibly those two Associations have left it for their own: 
members to decide for themselves whether or not they will 
link up in this Federation. The recommendations advanced 
by the Federation are those of its Council, on which there 
are only two electrical names of any weight, but the value 
of the conclusions is not lessened by reason of their being 
advanced by some 40 representatives of all kinds of indus- 
tries, for the case that they set out to study was that of all 
British industry rather than that of any specialised section. 

. We have not space to spare this week to do justice to the 
recommendations. At е moment we must be content with 
briefly indicating their general purport. It is proposed 
that all Government activities in connection with the pro- 
motion of trade abroad should be concentrated in one 
Department—the Foreign Office. The Commercial duties 


of this department should direct all services abroad, collect 


and distribute suitable foreign industrial information, 
promptly and vigorously support British efforts to secure 
contracts, &c. А large increase in funds for foreign trade 
expansion will be needed, and the Council sets out a scheme . 
for the establishment of a large commercial branch of the 
Foreign: Office which will keep in close and intelligent 


touch in various ways with the industrial and. commercial 


community. Commercial Counsellors are suggested for 


the Commercial Organisation Service advocated shall be 
natural-born British subjects, are al] parts of the Federa- 


Seeing that this programme is so largely in accord with 
the spirit and character of suggestions that we have made 
in these columns during the past ten or fifteen years, we 
profoundly hope that the Federation Will be able to secure 
the sympathetic ear of the new National Government for 


its trade expansion propositions, and that suitable action 
will not be long deferred. i 


——— 


APART from the compulsory closing of 


ata shops throughout France at б p-m., except 
їй Prance, In the case of pharmacies and of shops 


dealing in food products, further measures 
have been adopted hy the Government to Secure a fresh 
reduction in the consumption of electrical enerey, In 


the first place, a decree was issued at the end of November 
which practically vested in the State the control of the 
electricity supply works. The first clause prohibited, wit). 
out the sanction of the Minister for War, the conclusi; 
of a new contract for supply or an increase in an existinr 
contract for supply, in connection with all distributing 
networks which serve either Government establishments or 
establishments, works, and undertakings Working for nation] 
defence. The second clause provided that, in the cay af 
a network being Inadequate to assure the simultaneous 
supply of energy ‘necessary for works engaged on national 
defence, thé public services, and private consumption, di. 
Minister should be empowered to impose upon the supply 
company or undertaking an order of priority among thes 
classes of customers, either continuously or only for certaiy 
hours of the day. In the event of the Minister bein: 
induced to requisition one or several of the Sectors con- 


 cerned, all consumers will have to рау a price on the basis 


of the cost price to the State and pro rata to the amount vi 
energy consumed by them. | 

As we go to press we read in the Times that; at Paris m 
Tuesday a Council of Ministers decided, in connection with 


. its measures for meeting the scarcity of coal, to introditce a 


sweeping change in private and public lighting throughout 
France. It is stipulated now that. all municipalities must 
effect а two-thirds reduction on the normal consumption of 
the winter of 1913-14. Previous measures restricting 
private consumption of gas and electricity are now cancelled 
and each individual will be allowed his normal consumption. 
provided it does not exceed daily а cubic metre (854 cubic 
feet) of gas and three hectowatt-hours (300 watt-hours) of 
electricity. Beyond this minimum the consumption is 
restricted according to a progressive table. 


- Тнк discussions which have taken place 
in the I.E.E. on Mr. Peck's timely paper 
have revealed the existence of two distinct schools of 
opinion, consisting respectively of those who doubt whether 
it can be:done, and those who know it can—the latter 


Linking-up. 


-being fortified in their opinion by the fact that it is. Tet 


it be granted at once and freely that there are difficulties to 
be overcome in operating stations of different frequencies. 
voltages, and phase in parallel ; it is equally indisputable 
that there are material advantages to.be gained by linking- 
up, and we decline to accept the view that the existence of 
difficulties is a serious argument ; rather, it should act a 
an incentive to accomplishment, and stimulate electrical 
engineers, who are always achieving the impossible, once 
more to demonstrate their capabilities. Let them take 
their cue from the national movement, which has abolished 


‚Ше ** Wait and see” policy in high quarters and substituted 


for it the policy of “Push and go," with results which 
already becoming manifest. These may be but Tar 
catch-phrases—they are full of significance for all that, E 
there is a weighty moral to be drawn from them. Te 
who “ wait " will surely be left behind by those who "ge 
ahead. " 
We have no sympathy with the idea that the DE ч 
the smaller stations will suffer any detriment from el ^l 
the adoption of parallel operation or the шои : 
bulk supply. Which is the better, to be at the h is 
one-horse undertaking barely keeping its head above odd 
perhaps even showing a margin on the wrong gide, P je 
inadequate salaries, and unable to develop beyond He "which 
limits, or to be in charge of a thriving concel ue ч 
thanks to a cheap supply of electrical energy, gena) ae 
offer an attractive tariff, double the number of ee 
and quadruple its output within a few years, whilst s ЫЕ 
а substantial annual profit which admits of the pum Soil 
good. salaries to the staff ? Surely there is here jin 
for doubt, and those who endeavour to persuade the ee 
station men to stand aloof are doing them an ill service. 
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NATIONAL INDUSTRIAL ORGANISATION. 
By O. N. LOOKER. 


THE war has served to direct our attention to the 
marked differences in the methods adopted by the 


leaders of public policy in Britait and Germany 
respectively. 


On the one hand we have seen a chivalrous desire, 


scrupulously to observe the requirements of human- 
ity and of international law (even to our own detri- 
ment), while on the other we have learned to expect 
the callous adoption of any measures—no matter 
how reprehensible—which have appeared likely to 
give our enemies a chance of securing even.a tem- 
porary advantage. 

This difference of outlook appears to be funda- 
mental, since its effects are as marked in our com- 
mercial as in our military rivalry, although evidence 
of Germany’s unscrupulousness in her trade cam- 
paign is naturally less strikingly apparent than in 
the activities of her army and navy. 

It will be admitted, for instance, that whereas all 
the world instantaneously recoiled in horror from 
the authors of the Lusitania and other crimes, it has 
taken years for us to begin to appreciate at its 
proper value the insidious nature of Germany’s 
* peaceful penetration" (!) into our commercial 
markets. , 

Yet it should have been obvious that both these 
classes of outrage are but the natural result of a 
fixed policy having a common origin in Germany's 
sinister materialism, although the fact that we are 
constantly urged to introduce German methods into 
our business life proves that, even now, there is no 
widespread recognition of the dangers inseparable 
frcm such a course. - 

In common fairness to those, who advocate our 


adoption of German business standards, it must be. 


admitted that they frequently do so, not so much 
from any profound belief. that German methods are 
the best methods, but rather from an acute recogni- 
tion of the defects in our own trading habits, which 
they rightly assume would benefit from an infusion 
of more scientific control and organisation. 

This awakening to our own shortcomings as a 
trading nation is of distinct national benefit, and it 
is reassuring to find that, in contrast to our former 
apathy, many able minds are to-day focused on 
problems connected with trade development and 
security. 


One of the immediate results of this mental 


activity has been the formation of a variety of trade 
associations and federations of manufacturers, all 
of which base their proposals on a candid recogni- 
tion of the axiom that a united industry can achieve 
much more as a body than could possibly result 
from the individyal and unorganised efforts of its 
u;embers. 

In some quarters there is a tendency to direct 
attention to the possibly pernicious effects of com- 
bined action by manufacturers, but, however much 
or little foundation there may be for such fears, 
there is certainly insufficient appreciation of the 
benefits which accrue to the consumer as well as to 
the producer from the co-operation of manufacturers 
for the maintenance of the quality of their goods. 

It must be remembered that from the commence- 
rient of competitive industrialism, t.e., ever since 
there existed more than a single source for any one 
class of goods, all manufacturers have been con- 
trolled by the inevitable law which has forced them 
to seek the favour of the potential buyer by con- 
stantly reducing their selling prices. 

The operation of this law in its early stages is 
always highly beneficial to the community, in so far 
as it compels the manufacturer to adopt all avail- 
able means of cheapening the cost of production; 


but, after exhausting all legitimate methods—such 
as the reduction of profits to the minimum and the 
introduction of improved designs and processes— 
some hard-pressed manufacturers succumb to the 
temptation to achieve their object by employing in- 
ferior or insufficient materials in the manufacture 
of their goods, and at that stage the public suffers. 

With uneurbed competition this parting of the 
ways occurs, and will continue to occur, in every. 
industry. There comes a time when the manufac- 
turer of any article has to recognise that he cannot 
further reduce the selling price of his goods except 
by reducing their quality. — . 

He has to make ир his mind whether he will 
maintain the quality and demand a comparatively 
high price, or reduce the price and the quality of his 
gcods to those of his competitors. 

The former course is only possible in very few 
trades, and the result is so difficult to foresee that 
an incorrect decision would generally mean ruin. 

The difficulties inherent to the alternative course 
can only be overcome by all manufacturers in a 
particular trade recognising these inflexible laws and 
mutually undertaking that the quality of their manu- 
factures shall not fall below an agreed standard. 

Such arrangements generaly lead to agreed 
prices, which have been so much feared in the past, 
but it is now recognised that such agreed prices, if 
honestly arrived at, are am advantage to the whole 
community. | | 

Cut-throat competition, with its attendant deterio- 
rating influence on quality, is the only alternative, 
and such a policy not only ruins the producer and 
disgusts the consumer, but also necessarily throttles 
prcgress. Uncontrolled manufacturers become de- 

ioralised and, in time, lose the art of making reli- 
able goods. They, furthermore, have no funds. for 
the prosecution of research, which is admittedly 
more prolific of early results if carried on in the 
manufacturers’ laboratories than in any purely 
scholastic institution yet conceived. - | 

Parenthetically, it may be noted that the question 


| of research is now receiving attention at the hands 


of the Government. The President of the Privy 
Ccuncil, when recently announcing the formation of ` 
the Imperial Trust for the Encouragement of Scien- 
tific and Industrial Research, laid great stress on the 
necessity for the creation of large industrial asso- 
ciations, on the ground that it was futile to attempt 
to forward this important matter by negotiation 
with individual firms. | | 
Bearing in mind our opening reference to the 
fundamental difference of outlook held by British 
and German people respectively, it is not surprising 
that British manufacturers have characteristically 
striven for quality, whereas their German compe- 
titors have striven for cheapness, which—considered 
apart from any assistance given them by tariffs, 
subsidies, financial co-operation, &c.—can only be 
achieved by lowering the quality of their goods. 
Trade contro! has indeed become a ste qua non 
of successful British industry, and it may be said 
that no experienced capitalist would to-day enter 
into a competitive manufacturing business without 
scme assurance that, by co-operation with his com- 
petitors, such trade would be controlled. 
Consequently, we have to-day in England manu- 
facturers’ associations arising on all sides for the 
maintenance of the quality of every kind of goods. 
e.g., boots, bedsteads, tubes, rivets, nails, machinc 
tools, motor-cars, tires, saddlery, tanks, wire net 
ting, ironmongery, jewellery. paints and varnishes, 
brushes, dynamos, incandescent electric lamps, elec- 
tric cables, accumulators, cast-iron pipes, bird cages, 
chains, tinned sheets, steel rails, carriage lamps, 
garden rollers, glazed tiles, sporting guns, ordnance 
guns, plate-glass, oil, files, &c. Е 
By way of illustrating the widespread recognition 
of the good work accomplished by such trade asso- 
ciations in maintaining quality and general control, 


а аа, 


E 
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it may be mentioned that impartial bodies, such as 
the Engineering Standards Committee, turn to these 
associations (and not to individual firms) for infor- 
mation and guidance before setting up standard 
specifications for the various goods they describe. 

Mr. Asquith, in the House of Commons on 
August 2nd, 1916, when dealing with the White 
Paper on the proceedings of the Paris Economic 
Conference, drew special attention to the extra- 
ordinary enterprise and resourcefulness shown by 
a large number of British industries since the war 
broke out, and laid Particular emphasis on two ten- 
dencies, saying : — 


The first is the development of trade associations for com- 
mon action at home and abroad, raising the average standard 


‘of production. 


The second is the recognition of the leeway which we have 


encouragement of the “association "' movement 
amongst all British manufacturers. 

Again, the Institution of Electrical Engineers, 
when recently giving evidence before the Electrica] 
Trades Committee appointed by the Board of Trade. 


industry, which, it is generally acknowledged, has 
never experienced Prosperity adequate to the capi- 
tal enterprise, and ingenuity expended проп it, 
reached the lowest stage of its depression, in which 


It seemed as if the legislation of this country and 
the competition from abroad would prevent it from 
ever again holding up its head. 


Any manufacturer desirous of improving the 
quality of his goods was further hampered by the 
i superior, and 
) goods differed ` jx 
appearance very slightly from those of his less 
scrupulous competitor, whose object was. to make 
immediate profits rather than an enduring reputa- 
tion. 

A striking demonstration of the disastrous effects 
of this policy occurred some years ago in the dynamo 
and electro-motor trade, when, it will be remem- 
bered, the competing manufacturers were tempted 


at the manufacturers 
Were brought to the verge of ruin by their cut- 


consumers slowly came 
to realise that the policy of accepting the lowes 
price was not free from serious drawbacks, 

No arguments or experience can prevent such 
result. It occurs time after time, to-day in one 
trade and to-morrow in another. As long as сол. 
sumers demand the cheapest, it is only human 
nature for manufacturers to reduce the quality in 
order to reduce the price. 

Latterly, the general situation in the electrical 
industry has been improved, owing largely to the 
efforts of the British Electrical < Allied Manufac. 
turers’ Association (B.E.A.M.A.), whose members 
have learned that, while competition in quality 
benefits the maker and user alike, unrestrained com. 
petition in price must be disastrous to both. 

In addition to its achievements in the above direc- 
tion, this Association has done much towards estab- 
lishing the electrical trade om an equitable basis by 
setting up standard “ Conditions of Contract,” 
which have been formally approved by the Institu- 
tion of Electrical Engineers and accepted by all the 
principal municipalities and other large consumers 
throughout the country. 

The B.E.A.M.A. has further provided, in many 
instances, for Parliamentary representation for the 
redress of different evils, and to-day it is most 
active in making preparations for trading after the 
War. 4 

So broad are its views in such matters that it is 
not working solely in the interests of its particular 


members, but on behalf of all British traders. 


Valuable pioneering by way of maintaining 
quality was years ago accomplished by the cable 
makers of Great Britain, who were, perhaps, the 
first of all English manufacturers to realise that the 
control of quality was absolutely essential to the 
welfare of the nation. 

In fact, it may be said that the success of the 
B.E.A.M.A. is largely due to its appreciation oi 
the value of the principles laid down by the Cable 
Makers' Association many years earlier. —— 

The cable makers were particularly susceptible to 


the inevitable law referred to above (regarding cost- 


reducing expedients) in the manufacture of their 
goods, since the quality of a cable is so obscured 
that the difference between a cheap and a costly 
cable is only ascertained by the life test, i.e., a good 
cable, of course, lasts longer than a poor cable, but 
there may be no appreciable difference in their 
appearance to guide the consumer when they are 
both new. Indeed, under some circumstances, it 
so happens that the inferior cable, when new, has а 
better appearance than the more costly article. 

On the broad question of the relationship between 
quality and price, it may be said that once standards 
of quality are set up,’ the adoption of standards of 
price is an obvious and necessary sequel, and the 
public, accordingly, has for years been able to rely 
upon buying goods from any member of the Cable 
Makers’ Association, at the same price, and of at 
least the same minimum and sufficient standard of 
quality. 

To-day, thanks to such initiative, there are no 
cables to be found throughout the world to com- 
pare in quality with those manufactured in Great 
Britain, and the expression “ Association Grade 
is universally accepted as the hall-mark of quality. 

By first organising each section of the engineer- 
ing industry on the above lines, and then co-ordi- 
nating all these sections in one central associques 
it should be possible to bring the combined weig 
of the whole engineering industry to bear on any 
problem affecting its interests. 

Similarly, other industries might form their Ex 
tional trade associations and thus pave the way = 
the creation of a Federation of United British M 
dustries, on whose governing council reprend 
tives from all such organised British induna 
could meet and determine whatever joint action they 


| 
| 
| 
| 
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might deem advisable in the general interests of 
British trade. 
‚ It is admitted that the welfare of the British nation 
is dependent upon the prosperity of her principal 
industries, and all reasonable measures for fostering 
and safeguarding the interests of her producers are 
accordingly deserving of whole-hearted support. 
Once our industries are thoroughly organised and 
alive to the urgent needs of the time, we need have 
no fear that '' Trade After the Wan" problems will 
find us unprepared. 


COAL MINING AND ELECTRICAL 
ACCIDENTS IN MINES FOR 1915. 


THE annual report of the Chief Inspector of Mines for 1915, 
which has just recently been issued, also includes the 
reporte of the Divisional Inspectors, which hitherto formed 
separate reporte, and which are very considerably reduced 


owing to the war, and hence we are unable to give any. 


figures bearing upon the use of electricity in mines, or the 
amount of coal obtained by machine mining. 

In view, however, of the vast importance of mining to 
the country to-day, and the very unsatisfactory attitude of 
the miners, it is interesting to note the results for the year 
1915. In the first place, the total output of minerals is 
less by 14,588,210 tons, the amount for the different 
districts being :— 


All minerals, Total output of 
including minerals for year 
Coal. coal. 1914. 
Scotland Division ... 35,596,856 39,690,127 43,686,414 
Northern  ,, .. 47,030,285 52,122,007 58,431,037 
York. and North Mid- 
land Division ... 67,504,130 67,983,983 67,374,083 
Lancashire and Nort 
ales TT wee 24,923,976 ^ 25,110,278 26,445,277 
Ireland .. ... 84,577 84,579 93,04 
South Wales... .. 50,452,600 50,587,907 54,037,576 
^ MidlandandSouthern 27,587,042 28,918,382 29,018,107 
Total tons ... 253,179.446 264,479,263 279,085,473 


The total output of coal for the year 1914 was 265,643,080. 


tons. (These figures do not include coal obtained in open 
quarries, which for 1915 was 26,635 tons), so that the 
reduction in the coal output is 12,463,584 tons. 

Turning next to the number of persons employed, we find 
in 1914 there were 1,133,746 up to the end of July, but in 
December of that year this was reduced to 981,264, or 
152,482 less. For the year 1915 there were 958,642 
persons employed, or only 27,622 less than in December of 
1914, or approximately 2$ per cent. less, yet the output 
was 14,588,210 tons less, which is more than 5 per cent. 
reduction of output for a 23 per cent. reduction of personnel. 
There have been many serious complaints—and we regret 
there are yet—of slackness on the part of the miners, South 


Wales, the North of England and Scotland being the worst . 


in this respect. Ап examination of the foregoing figures 
. shows a reduction in output of approximately four million 
tons for Scotland, six million tons for the North of England, 
one million for Lancashire, and three and a-half million 
for South Wales, whilst Yorkshire and the North Midland 
Counties have actually increased their output, and the 
Midland and Southern have very nearly maintained the same 
output as for 1914. The pity of it is, there is no sign of 
any improvement in those four areas, although every effort 
has been made both by the Government and the labour 
leaders themselves. à 

In regard to accidents, we regret to note there was an 
increase of 78 in the total number of accidents in coal 
mines over the number in 1914, although a less number of 
persons were employed. We also regret that 12 persons 
met their death through the use of electricity. Of these, 
8 occurred underground and 4 on the surface. "There were 
3 fatal accidents underground in the Scotland Division ; 
2 underground and 1 on the surface in the Northem 
Division ; 2 underground and 2 on the surface in South 
Wales Division ; and 1 underground and 1 on the surface 
in the Midland and Southern Division. 


Ав to the accidents themselves, the Inspector for the 
Scotland Division says :—‘‘ The three deaths due to elec- 
tricity should xot have occurred. In one case an apprentice, 
aged 15, probably from curiosity, opened the door of a 
switch panel, where the pressure of the current was 2,750 
volts, and touching live metal, was electrocuted. In the 
second case, where a fall from the roof had occurred and 
covered a cable carrying current to a coal cutter, two men 
were set to work to clear the débris, although the current 
was not cut off. Such an ordinary precaution does not 
appear to have been thought necessary by the officials, if 
they thought about it at all, who set the men to work. One 
of.the men received a shock by way of his shovel which 
either penetrated the cable or touched the conductor owing 
to the outer covering having been injured by the fall. The 
third case was due to the absence of a locking pin to cause 
efficient contact between the frame of a coal-cutting machine 
and the earth conductor in the trailing cable. As remarked, 
it will be seen that each of these three accidents could easily 
have been prevented." 

Amongst the miscellaneous surface accidents, a manager 
was fatally injured wheh assisting to remove a drum of 
armoured cable. Не was steadying the drum on its way 
from the store house to the power house down a slight 
incline, when he slipped and the drum ran over him. 

In the Northern Division and the South Wales Division 
no particulars of the accidents are given. In the Midland 
and Southern Divisions the Inspector reports :—“ Two 
fatal accidents from electricity were reported to me during 
the year, one underground and- one above ground, each 
causing one death. Jh 

“ The underground accident occurred to a haulage corporal, 
who received a shock from a current of about 350 volts 
through a 6-in. wire nail, which had been driven through 
the insulation of an unarmoured three-core cable, and had 
come in contact with one of the cores. There was no con- 
clusive evidence to show whether he had been inserting or 
withdrawing the nail. 

“ The accident above ground occurred to a boiler smith’s 
labourer,. who was engaged on some repairs on a coke- 
quenching machine. He was removing an electric lamp, 
which had been temporarily put on to a circuit carrying а 
500-volt alternating current by a fitter’s labourer, unknown 
to the electrician or other responsible person." 

In the Northern Division the Inspector reports a singular 
accident in connection with the use of electric safety lamps. 
“ Ап unusual accident, fortunately not a serious one, 
although it involved the loss of considerable property, 
happened to & man in charge of the safety lamps at the 
Easington Colliery, Durham. This man was burnt about 
the arms while attempting to extinquish the flames from 
the burning celluloid cases of electric safety lamp accumu- 


` ]ators. The origin of the fire is not definitely known, but 


it is suggested that; in the process of charging, liquid may 
boil out of one cell and creep down the sides and across 
to the outside of an adjacent cell, thereby causing a 
short circuit and an arc. As may be imagined, with such 
a material ав celluloid, unless immediate attention is at 
hand, a conflagration of considerable dimensions is soon 
inevitable. In this case, the batteries of some 1,200 
lamps were rapidly involved ; in fact, the celluloid was 
consumed in about 10 minutes or less, The fittings in the 
lamp room were chiefly of wood ; the roof was also partly of 
wood, so that the whole interior, including the roof, was 
rapidly gutted. Work was resumed at the mine after a 
stoppage of one day only, as owing to so many men having 
left the neighbouring collieries, a sufficient number of oil 
safety lamps were available. 

“Tf liquid cells are charged with strong acid, it may 
boil out during the recharging process. With proper 
attention and supervision, however, it is quite possible to 
charge these batteries properly without danger arising in 
the manner indicated above.” 

In the Yorkshire Division there were no fatal accidents, 
but a rather serious fire, with fatal results, broke out, 
which is reported as follows :—“ On June 4th an under- 
ground fire occurred in a main haulage road, and caused 
death by asphyxiation of a deputy and a pony driver, whom 
it was found impossible to rescue after the fire broke out. 
The fire occurred in the main intake, about 1,000 yards 
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from the -pit bottom. The roadway dipped in-bye, and 
was about 12 ft. wide and 7 ft. high ; an electric cable for 
supplying current to seven motors of a total of 130 н.р. 
was suspended to the roof supports, which, for the most 
part, consisted of girders and covering wood supported by 
props. The covering wood took fire, and it was some hours 
before the fire could be subdued, notwithstanding that the 
supply of water was plentiful. r | 

“Investigation showed that at about 3.30 in the morning 
a set of 20 full tubs ran away, through a stop catch being 
either put temporarily out of action by being spragged to 
allow empties to pass, or by dirt accumulating in the catch- 
box, and by damaging the electric cable referred to, caused 
the fire through arcing. The cable was a twin-core dielite 
insulated, armoured with single wire." 


“ The view of Mr. Charlton, H.M. Electrical (Temporary) 


Inspector of Mines, was that by the accident the cable was 


torn rather than cut in two : that at first there was not a dead 
short ; that the two conductors were not fused, and an arc 
was probably established and 


increasing current after the 
removed. He was also of opinion that had the protective - 
device been actuated by leaking current, instead of the 

main feeding current, the fire would not have occurred." 

of the fire could not, however, be laid to 

contraventions of the Electricity Regulations, and the owners, 

on being asked to install a leakage-current protection device, 


Time after time we have pointed out that most of the 
accidents in mines should not have occurred, and it is 
satisfactory to note that at least one Inspector quite concurs 
with these views, The cause 18, undoubtedly, inefficient 
management—not always, however, on the part of the 
colliery manager—who, though legally responsible, has 
neither the time nor the necessary technical knowledge to 
thoroughly undertake this work, and too often has to make 
the best of such technical staff as his owners will allow him. 
What is wanted, as we have so of ten repeated, isa certificated 
engineer, with direct responsibility. Rules and regulations, 
fool-proof plant, and protective devices are of no use, unless 
there is a trained mind to understand the rules, and direct 
the use of the plant in a common-sense way, even if it is 


“ guaranteed,” Fool-proof things have a nasty habit of 
Boing wrong sometimes. 


——— 
NOTES FROM CANADA. 


[FROM OUR owy CORRESPONDENT, ] 


given, for the 19 months ending — 
Aug., 1913, Aug., 1914, 


i x Aug., 1915. 'Aug., 1916. 

mports 137 110 83 131 £ х 109 
Exports „‚ 79 94 101 203 ү 
Total 216 204 184 334 
Canada's e 


Xports to Australia have almost d 
1913, and to the United Ki surake 


; e have risen to al t 
while those to the United rey 
the same period, 


about 1 to 7 
need to be 
status quo, 


t seems pertinent to remark her it i i 
Hydro-Electric Power C ission o! Ontario, баны that the 
question of Providing itself with the meang for Properly approving 

ical supplies, materials, ќе ; е 
вате manner аз is now Underwriters’ Labo 
18 be so, British manufact 


ady approval of their products than is possible with 


cut at the works of the WEsTINGHOUSE BRAKE Co., 82, York Boad, 
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Possibly when the war is over, things may be somewhat changed, 
and the plainer goods at lower prices will be obtainable, as, if the 
cost of living keeps ар and the present great waye of trade 
prosperity dies down, the public will bé compelled to büy the 
cheaper goods with fewer frills about them. 

Àn illustration may here be given as to what is meant by the 


The writer some time ago wished to secure an inverted ‘glass 
shade for lighting a small room in a plain house, and looked around 
to see what shades were available. | '. 

The cheapest to be found were sold at 16s. or 20s. and were made 
of thick glass with elaborate patterns on and heavy brass chains ; 
finally Һе. bought an ordinary 14-in. conieal opal shade of glass 

about $ іп, thick, made some neat small brass clips and suspended 
it upside down with neat brass chain. The whole thing: cost about 
2s. and (except that it had a hole at the apex'of the cone) was 


position to afford them, . 


One of the local (large) manufacturers of electrical glassware 
was approached on the subject as to the possibility of supplying a 
really cheap article such as has been described, and the reply given 
was that it would be quite impossible to sell such a " cheap- 
looking” article which had no fancy work on it at all. Other 
instances of this kind could easily be given. 


find a fairly ready market, were they on sale. 
ee 
NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT, 


Large Gear Wheel. | + a as, 
We illustrate in fig. 1 a large split-gear wheel in process of being 
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King's Cross, N. This is destined for the St. John del Rey Mines, 
Brazil, and forms part of a 80-H.P. Westinghouse-Morse rocker- 
joint chain-drive from motor to air-compressor. The wheel has 
126 teeth, is 804 in. in diameter by 8 in. face, and weighs 3 tons. 


Electric Cooking at Dursley. 


Through the courtesy of Messrs. R. A. LISTER & Co., LTD., of 
Dursley, we are able to illustrate an electric cooking installation at 
their works, which supplies 100 mid-day meals and a similar 
number at midnight, as well as teas and light refreshments. The 
cooking equipment is supplied from a 10-kKw., 110-volt, Lister- 
Bruston automatic plant, which, of course, responds automatically” 
to any demand for energy. When this canteen was opened, tests 
were conducted by cooking in both gas and electric ovens. Two 


legs of mutton were cooked simultaneously, one weighing 8 lb. J oz. 
being put into the gas oven, and the other, weighing 81b., being 
electrically cooked. The joints were subsequently weighed, that 
cooked by gas showing a loss of 110. 15 02., as against a loss of ` 


Fra. 3.—UisTER-BRUSrON PLANT SUPPLYING ELECTRIC COOKING INSTALLATION. 


only 9} oz. in the electrically-eooked joint. The value of the 
saving in meat alone in the latter case more than paid for the fuel 
used in running the plant. although all the vegetables were also 
cooked electrically. 


As the Lister-Bruston automatie plant can be connected to any 


- existing private installation without adding to the number of cells 
in use or altering the lighting arrangements, even when à higher 
voltage is required for cooking purposes, Messrs. Lister maintain 
that it represents the solution of the country-house cooking 
problem, which has been hindered in the past owing to the large 
batteries necessary. 


The Wedge Optical Pyrometer. 


- THE OPTICAL PYROMETER SYNDICATE, of 182, Temple Chambers, 
E.C., have brought out a simple and convenient type of pyrometer 
depending upon the colour of the heated object, when above 
500° С. The instrument is calibrated for any range of tempera- 
tures desired between this limit and 2.100? C., and the scale usually 
extends over a range of 400? C., being divided into intervals of 20°, 
It can, however, be made for a range of 800° C., in steps of 50° С. 
It consists of a brass tube fitted with a small telescope, which 
focuses the image of the heated body on a movable prism inside 
the tube. A shield prevents extraneous light from reaching the 
eye. At one side of the tube is a milled head, actuating a rack and 
pinion, which moves the prism through the field of vision. The 
prism is made of a special dark glass, which cuts off the light 


emitted by & heated body at a point depending upon its thickness 
and the temperature ; it is therefore moved so as to intercept more 
and more of the light until the image entirely disappears, a point 
which can be determined closely after practice. The error may. 
with experience, be brought as low аз 10° C., which. at 1,4007, is 
sufficiently accurate in practice. The distance of the heated body 
makes no difference to the. reading. Аз а workshop instrument it 
should prove very useful. It was invented by Messrs. Cochrane 
and Co., a well-known firm of ironfounders at Middlesbrough. for 
use in their own works, and their expectations were fully realised : 
each instrument sent out is calibrated by the inventor himself. 


Reyrolle'S Switch-type Fuse Boxes. 


Fig. 4 shows an ironclad fuse-box of the switch type manufac- 
tured by MEssRs. A. REYROLLE & Co., Lrp., of Hebburn-on-Tyne. 
These fuses are of simple and robust construction, special attention 
being given to cable inlets, and no sharp bends being required. They 
can be supplied for 50 or 100 amperes, suitable for 500 volts and | 


| 


Fig. 4.—SWITCH-TYPE Fuse Вох. 


* 


Fic. 5.—THE WEDGE OPTICAL PYROMETER. 


1,000 volts. The cases have fireproof linings, and the fuse wire is 
contained in a fireproof tube, thus enabling short circuits to be 
satisfactorily dealt with, whilst the fuses can be renewed with 
ease and safety. . | 

The simplicity of the construction renders them particularly 
suitable for wiring installations necessitating quick handling. 
This make of switch fuse is also suitable for use as a simple and 
effective L.T. isolating switch. 


ee c d 


Electrician Sentenced.—For having matches in his 
possession whilst in works where explosives were being manu- 
factured, John Freeman, а Huddersfield electrician, was sentenced 
to one month's imprisonment in the second division. Defendant | 
pleaded guilty. He was ina drunken condition when the offence 


was committed. 


Board of Trade Changes.—lt is understood that the 
Board of Trade is being completely reorganised. The Labour 
Department should eventually pass under the control of the 
Minister of Labour, who will at once take over important functions 
from the Ministry of Munitions. Offices have been set aside for 
the Minister of Labour at the Ministry of Munitions in Whitehall 
Gardens.— Times, а 
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LEGAL. 
RATING or ELECTRIC TRAMWAY LINES. 


L.C.C. APPEAL. 


AT the County of London Quarter Sessions, on December 12th, 
Mr, A. P. Lawrie, K.C., Deputy-Chairman, and another magistrate, 
concluded the hearing of the appeal by the London County Council 
against the assessment of their tramway lines in the boroughs of 
Holborn and Finsbury. - | 

The case for the Ássessment Committee of the Holborn Union 
terminated with the evidence of MR. A. L. RYDE, surveyor, of 
Parliament Street, S.W., who arrived at a, rateable value of 
£24,515, compared with the assessment of £13,818 appealed 
against and £6,960 claimed by the County Council. In witness's 
opinion, the earnings of the tramways in Holborn and Finsbury 
were greater than оп the routes outside, and he had added 13d. per 
car-mile to the average receipts of each route. There were half- 
penny fares in the Holborn Union, but not in the country districts, 
and while the maximum penny fare on the system was nearly two 
miles, the maximum halfpenny fare was 930 yards. In cross- 
examination, Mr. Ryde admitted that there was a substantial 
difference in the amount he had allowed for repairs and renewals 
of cars and lines, and the amount which had been allowed by 
witnesses for the County. Council. It might be true that 10 per 
cent. of the cars had been added within & period of five years, but 
he thought. he had allowed sufficient to enable the Council to go on 
renewing piecemeal. 

MR. CLAVELL SALTER, K.C., M.P., addressing the Court in 
support of the assessment, submitted that there was no comparison 
between the central district in question and boroughs like Wool- 
wich, Camberwell and Lewisham, where the rateable value had 
been agreed. The Holborn Union was like " the fat middle" of 
provincial towns, though in the latter the tramways ran right 
through. whereas in London they had to come to a stop. The 
County Council officiala informed them that the average number of 
passengers per car-mile over the whole system was 9'32, and that 
the average takings were 9'6d. per car-mile, showing a fraction 


. over а penny per person. People who used tramways and ‘buses 


did not ride anything like the full distance; on an average they 
rode about three-quarters of the distance they could go. He sub- 
mitted that the receipts in the Holborn Union were far above those 
outside. Figures given by а witness for the Council showed that 
on four services at Holborn Town Hall there was an average of 15 
persons, and evidence for. the Assessment Committee showed that 
&t the Moorgate Street termini the numbers were about double the 
average of the system. 

The DEPUTY-ÜHAIRMAN : Assuming there is a larger traffic on 


‘the cars in the Holborn district, hus that not got the necessary 


result of increasing the. expenses of every kind in that district? 
There are more stopping-places, both compulsory and voluntary, 
when behind carts and when stopping at ordinary stopping-places. 
There is much slower running than one gets in less crowded dis- 


‘tricts, and, consequently, there is more wear and tear. The brakes, 


I understand, are some of the most damaged parts. In addition to 
that there are more tickets issued aud more punches worn out. 
The six dead-ends (the termini) also take my eye a- good deal, 
although the figures Mr. Clavell Salter has quoted show that some- 
times they are not as dead as they might be. Then there is the 
extra labour which is necessary at the dead-ends for the purpose of 
switching on to lines. Taking all those things into consideration, 
and there may be a great many more, it would seem to me that in 


.. all probability that would balance, and perhaps more than balance, 


the extra receipts taken from extra passengers. 

‚ MR. CLAVELL SALTER admitted at once that cars running full 
and doing a brisk business involved more expense than cars running 
comparatively empty. But he should have thought that the addi- 
tional expense would be very smail compared to the additional 
profit, and that it would, in fact, be almost negligible. The -case 


"was one of considerable importance, as provincial centres would 
-doubtless point to the decision of that Court. | 


Mr. WALTER RYDE, K.C., on behalf of the County Council, sub- 
mitted that the Court could never consent to a departure from the 
system which had been adopted in the case of seven south-eastern 
metropolitan boroughs in the rating of the County Council tram- 
ways. The rateable value of the whole system must be taken 
together, апа the various parts when taken together must not 
exceed the value of the whole. If the Court was satisfied —though 
it was not definitely proved—that Finsbury and Holborn were above 


the average, the Court might yet regard the figures as so much, 


guesswork, and not feel justified in putting a higher value on the 
tram-lines in question. 

The DEPUTY-CHAIRMAN: You may leave that branch of the 
subject, because we are agreed upon it. I am. satisfied, in my own 
opinion, that, assuming there is a larger number of people travel- 
ling on the lines in the Holborn Union, that is amply set off by 
the additional expenditure necessitated. On the facts put before 
us, we are quite clear as tu that. ` 


Mk. RYDE, proceeding, urged that it was impossible to ignore the 


` existence of the war іп making a rating valuation, The war hud 


affected this property enormously, because every contract had to be 
made under war conditions, Conditions had altered very materially 
for the worse. 

The DEPUTY-OHAIRMAN : At the same time, if you invest money 
to-day you surely expect, when the time comes to realise it, that it 
will be appreciative, and not depreciative, unless the war is going 
on for ever. | | 


His LORDSHIP announced that the Court would give judgment 


‚Оп the appeal on December 21st. 


- 


. to any instructed person, everything that was indicated in the 


. the question of validity or invalidity, said the defence was three-fold: 


BniTISH THOMSON-Hovston Co., LTD., r. DURAM, Lop. 
TUNGSTEN WIRE PATENT LITIGATION, 
(Cuneluded from page 630.) 
à 


On December 12th, Mr. Ballantyne was cross-examined by Mg - 
WALTER, K.C., for the plaintiffs. . Replying to questiona, Wityas, 
said he did not believe that drawn wire was easier to make thay. 
sintered filaments. He thought it was largely used because the 
metal suitable for squirted filaments was no longer obtainable s 
it was made in Germany. Не had had experience of the lastin; 
power of lamps. Comparing drawn-wire lamps with squirted 
lamps, he found that the drawn-wire filament became brittle in i 
few hours ав compared with the other. 

Dr. J. E. STEAD, metallurgical and consulting chemist and vic. 
president of the Iron and Steel Institute, was also examined, by 
Mr. KERBY, who asked : What does the patent that we are trying 
here tell you beyond what you find in Moissan )—Nothing at all. 

On Wednesday, Mr. KERBY, summing up the defendants’ case on 


(1) the patent was bad, because the claim was too wide ; (2)becaus 
it had been completely anticipated : and (3) in view of theexistiny | 
knowledge of the time, there was no subject-matter. The existing 
knowledge, counsel said, which he relied on, apart from general 
metal-working knowledge, was the known parallel of osmium. 
which had been shówn to be pliable, and the Siemens patents of 
1902 and 1904, which assumed as common knowledge, as indicate 


plaintiffs’ specification. Не also relied on insufficiency. Astohis ` 
point that the claim was too wide, counsel contended that it was 
purely a claim for working tungsten hot. He could put it that it 
was for working tungsten coherent hot, but that made no differ. 
ence, because there was.really nothing whatever in the suygested 
limitation of coherency. It included the qrdinary workshop methods. 
In ordinary language, it told one that one had to make the tungsten 
hot. Therefore, by implication it told one that the tungsten must 
be got into a form in which it could be worked hot. The claim 
was too wide, as he had said, because it included the working of 
tungsten hot, and therefore it was a claim to a bare principle: and 
з claim to a bare principle was generally bad. Then the claim was 
merely routine ; heating a metal for the purpose of operating on it 
was an ordinary everyday proceeding in a workshop, and had been the 
ordinary method of dealing with ‘metals since metals were-firat 
dealt with. " 

‘The case'was proceeded with оп December 13th and 16th, and 
the defendants were permitted to call certain witnesses before the 
plaintiffs’ witnesses, as they were engaged on urgent Government 
work. 

Mr. Јонх Ковевт PARRY, foreman in the employment of 
Messrs. James Brown & Co., Preston, wire drawers. dc 
cértain experiments in wire drawing in 1905-1907. He drew stee 
wire through a steel die, having dipped the wire in graphite. | 

MR. JOHN Gustav ADOLPH RHODIN, chief chemist of the Munt; 
Metal Co. from 1903 to 1905, gave evidence as to drawing zinc wire 
at а temperature of 150° С. to 120°. . | ‚ 

."MR. Joun WADE, of Messrs. Е. and A, Smith, wire drawers, 
Cleckheaton, was also examined. . ; 

DR. PASSMORE, chemist and metallurgist, gave evidence in 
su of the plaintiffs’ specification. JM 

Ме J UBTICE- Aen expected to finish the hearing on um 
day, December 18th, but his Lordship was unable to come 
Court that day, as he was suffering from influenza. : iii 

His LORDSHIP, on Tuesday, gave judgment. With regard a | 
first patent of 1906, relating to an apparatus for the пен 
metallic tungsten and for the manufacture of electric lamp ү 
ments therefrom, his Lordship said an admission һай been n : 
which rendered it unnecessary to consider the question. er ҮҮ 
& very narrow consideration, and the real question was the be ч 
of the patent— want of novelty, want of subject matter. n if 
sufficiency being alleged against it. The substantial a ee 
there = was-“one, made by ‘the patentee was the pr pn 
of a wire-drawn electric lamp filament of tungsten, m 
he- had . not been: · content.. to -so limit the ue NE 
claim was а wide one for the working of pure ooherent t a e 
hot, and was not limited: to any specific degree of тосе tor 
defined end provided the working was commercial wor 9 ua ad 
commercial purposes. The description coherent tungsten ! Аун 
other forms in addition to that produced by the patentees Ls крк: 
The patent was therefore bad for want of subject-matter, быш 
invalid. As to the second patent of 1911 for improved eh he had 
wire drawing, his Lordship said, on the objection of prior e tlic ш 
come to the conclusion that it was- impossible to qt ch was 
sequences of the user of Messrs, Brown & Co., Р d tent was 
proved to have taken place in 1905 and 1906, This pa 
also invalid, and the action must be dismissed. | 


DuNLoP RueBBER Tyre Со, r. HUMPHRIES. 


: ‚4. 
IN the Dublin High Court, before Мг. Justige pr i ап 
Humphries, electrical engineer, &c., Enniskillen, f ue Danlop 
injunetion being given against him, at the suit 9 sould occur 
Rubber Tyre Co., and undertook that no ims i d that he 
in his sale of the company’s tires. It had been 2 Ss and the 
sold for 1Us. a tire, the standard value of which was da to them. 
company held that the case involved thousands of pounds 
Plaintiffs did not ask for costs. ` :;n restraint of 
. Mr. JUSTICE BARTON said the agreement was not in Jigations in 
trade, and it was-only right to warn traders of their 09!F 
regard to such contracts, 
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WAR ITEMS. 


Controlled Works, —T he number of establishments now 
controlled by the Ministry of Munitions is 4,585. 


Allied Conference.—The General Technical Conference of. 


ihe Allies, the formation of which was decided upon at the 
"Allies! Economic Conference last June, met for the first time 
last week in Paris. The object of the Conference 18 to pre- 
pare for unity of legislation in the Allied countries regarding 
patents, trade marks, and kindred trade subjects. 


Training Disabled Seldiers.—The governors of the Royal 


М 


Technical College, Glasgow, at the request of certain donors, 
oifer prizes, amounting to £70, for essiys on the best methods 
of training and employing in industries, other than agricul- 
tufe, returned soldiers and sailors, maimed or otherwise. 
Essays must be sent in by March 156, 1917, addressed to The 
Director, the Royal Technical College, Glasgow. 


The Use of Railway Wagons.—An Order in Council has 
been issued stating that the Board of Trade .may, for the 
purpose of making the most efficient use of railway plant or 
labour, with a view to the successful prosecution of the war, 
make orders for all or any of the following purposes, namely : 


(ч) For enabling. the, Board of Trade to take possession of any private 
owner's Wagons and to use those wagons in such manner аз they think best 
in the interests bf the country as a whole, on such conditions as to payment, 
use, and otherwise as may be provided by the order. 

(6) For enforcing the prompt loading or unloading of wagons, by making 
failure to load or unload in accordance with the order an offence, 

(c) For curtailing any statutory requirements аз to the running of trains 
or affording other facilities. on certain lines or at certain stations, or for 
requiring the disuse of uny such line or station, in cases where the curtail- 
ment or disuse appears to the Board of Trade to be justified by the necessity 
of the cass, 

(d) For restricting or prohibiting certain classes of traffic (including the 
carriage of passengers luggage) on railways cither absolutely or subject tó 
any conditions for which provision is made by the order. . 

(е) For modifying any statutory requirements withe respect to the maximum 
amount of passenger fares. 

Any order may be made so as to apply generally to all rail- 


ways or to any class of railways or to any special railway. 


То be Wound Up.—The Board of Trade has ordered the 
following business to be wound up :— | 

Decauville & Co., 81 and 39, Broad Street Avenue, London, 
E.C., late 10, Eastcheap, E.C., makers of portable railways. 
Controller: G. S. Pitt, 140, Leadenhall Street, E.C. 


Exemption Applications.—At Westminster Tribunal, the 
Tudor Accumulator Co. applied for the exemption of 23 men, 
one single and 21 years of age passed for Cl, and the others 
married, their ages ranging from 32 to 40. The Military 
Representative said the Advisory Committee had been unable 
to come to an agreement with the firm. Although they were 
in certified occupations they ought to be able to let some ot 
the employés go, for Class; А men were badly wanted. There 
were altogether 16 A men in the list. А representative of the 
firm said the men were indispensable to the maintenance of 
ürportant London and provincial tramway and electric light- 
ing undertakings.. The lighting of London's principal build- 
ings, including the Houses of Parliament, 
the company and its stall. They were all in certified occupa- 
tions. The Military Representative said .that some of them 


ought to be given up now, but there would be great changes ' 


on January ist in the lists of certified occupations, and they 
might be out of them next time. Exemption for a period of 
four months was granted. ` | 

At the Hull Tribunal, a tramcar driver claimed exemption. 

It was stated on his behalf that tram drivers over 25 years of 
age and married were іц з vertified occupation. The instruc- 
tions were that the list of certified occupations should be 
strictly observed by Tribunals and the Military Representa- 
tives, the Government Department having prepared the list 
in consultation with the Army Council. The fact that the 
Corporation had decided not to appeal for tram drivers did 
not affect the position so long as the men were over 95 and 
married. The Tribunal said it was the first time the point, 
had been raised, and granted the man exemption. 
. At Bromley (Kent), an appeal was made by Mr. A. C. 
Edwards, electrician. Не said that as he had received no 
notice to go before the Medical Board he had not been medi- 
cally examined as ordered. The Tribunal decided to treat him 
as one passed for general service, and refused exemption. 

On the appeal of the Military, exemption allowed to Mr. 
S J. Nettleingham (24), electrician to the Thames Portland 
Cement Works Co.. Higham (Kent), has been withdrawn. and 
substitution ordered. | | ane 
- Crediton Rural Tribunal has granted six months’ exemption, 
with the assent of the Military, ta W. Drew (40). electrician 
to Mr. A. Tremayne Buller, of Downs, having charge of eight 
motors for agricultural purposes. Md 

Reigate Rural Tribunal has granted temporary exemption 
to January 15th to W. Adains (29), electrician, of Galton, with 
no further appeal without leave. 

The West Kent Appeal Court has refused a claim for exemp- 
tion filed by Mr. Е. G. Jones (39), electrical engineer, of 
Gravesend, passed in Class ВІ. 

Before the East Kent Appeal Court, Mr. H. T. A. Curtis (33), 
electrical engineer, of Ramsgate, appealed, and stated that he 
was responsible for the running of a publie lift, and. the 
maintenance of machinery at military and naval hospitals. 


Thé appeal was rejected. 


depended upon . 


At Bath, Messrs. J. Lambert & Sons sought exemption for 


` G. Clark (34), electrical wireman, passed for Cl. Clark had 
‘sheen before the Rural Tribunal, and had received two periods 


of exemption. The Tribunal decided that they had no juris- 

diction in the case, and referred it to the Rural: Tribunal. 
Mr. J. Hutt, electrical engineer, applied to the Coventry 

Tribunal for renewed exemption, and stated that he was 


engaged entirely on work for local factories, and had had to 


refuse private work. In his spare time he had done Special 
Police work, It was mentioned that there was a great scarcity 
of electricians in the city. Two months were allowed. 

At Aldershot, thé Traction Co. appealed for eight employés, 
with the following results:—Mr. : Webster (secretary), two 
months; night foreman-fitter, three months; three. fitters, 
three months each; works foreman-engineer, six months; tin- 
smith, six months; and a driver, three months. ~ | 

At Worthing, the borough electrical engineer appealed for 
a meter reader, and said that he doubted the ability of а 
woman to do the work accurately. Three months were 
allowed, subject to substitution. Three months each were also 
conceded to a cable jointer and his mate, an engine driver at 
the generating station, a machine fitter, the assistant electrical 
engineer, and a switchboard attendant (final). The permanent 
staff has been reduced from 22 to 10. 

Exemption granted to Mr. T. Н. Escott (28), manager for 
Messrs. Brooking & Co., electricians, Weymouth, was ap- 
pealed against by the Military Representative. The borough ` 
electrical engineer and a number of business men of the town ` 
wrote as to Mr. Escott's skilled work and indispensability. , 
The "Tribunal cancelled conditional exemption, and gave until 
March 31st, with no further.appeal without leave. The Chair- 
man intimated that they expected the firm in the interval 
io train а substitute. : . 

At Lindfield (Sussex), an electrical engineer in business аё 
Hurst, aged 41, and passed in Class C2, and who has lost 
his manager, leaving him with only a man with a short 
exemption and a lad, had his period of exemption extended 
for six months. 


At Broadstairs, the Military Representative applied for à 


, review. of exemption granted tó the chief clerk (41) and а 


motor and tram driver (40), with the Isle of Thanet Tram- 
ways Co., on the ground that they were no longer in certified 
occupations. The company's representative stated that the 
former was the only clerk left, and that the driver could not. 
possibly be spared owing to the great depletion of the staff, 
which eompelled him to work seven days per week. The 
exemptions were confirmed, and will continue whilst the 
conditions remain the same. 

, On the appeal of Sir Wm. Vernon, the Chester Rural Tri- 
bunal has given six months' further exemption to his elec- 
trician, passed in Glass C2, and who is engaged on hospital 
work. : 

At Lewisham, the Military asked for a review of exemption 
granted to F. G. Howard (24), a draughtsman with Messrs. 
Johnson & Phillips, Ltd., of Charlton. Respondent, who had 
fated that he had a conscientious objection, handed in a 
badge and а certificate showing that he was engaged on war 
work, and the Military Representative said that he should 
try to get the badge withdrawn. The application was not 
proceeded with. x Ж PE , r 

The Military applied at Lewisham for conditional exemp- - 
tion held by an electrical engineer, aged 32; and passed for ` 
general service, to be withdrawn. It was stated that certam 
of respondent's employés һай been badged. The Tribunal 
substituted six months’ exemption. e 

Chatham Tribunal have granted six months’ exemption to 
A. H. Laraman (19), electrician, appealed for by the Kent 
Electric Power Co., ànd passed for C3. Y 

Hereford City Tribunal have granted exemption to March 
1st to J. Hoskins, fireman at the municipal refuse destructor. 

“At Sutton-in-Ashfield, exemption on business grounds was 
claimed by Mr. A. E. Hough (36), managing director and 
electrical engineer for Messrs. Cinevars, Ltd., a theatre con- 
cern. Three months were conceded. : 
Worcester Tribunal has granted a certificate of conditional 
exemption to G. Harris (40), publie lamp attendant and emer- 
gency man, applied for by the Corporation Electricity Com- 
inittee. 

Warwickshire Appeal Court has refused further extension 
of time to a charge-hand at the. refuse destructor of the 
Rugby U.D.C. It transpired that the man's wages were 30s. 
per week, and the Chainnan said it was a disgraceful wage: 
charge-hands at the Coventry destructor were earning £3 10s. 
per week. . 

Torquay Tribunal has granted exemption to January 15th 
(final) to Mr. P. T. Narracott (36), electrician, passed in Class 
Cl; but has refused time to F. J. Hammett (24), electrician 
at the Picturedrome. | 
. Mr. D. R. A. Millman, electrician, passed in Class CH 
appealed at Newton Abbot, and a month was granted for him 
to obtain a post of national importance. 

At Bath, appeals by the Electric Tramways, Ltd.. resulted 
as follows :—Body builder (41), three months; coach painter 
(37), three months: blacksmith (39), appeal withdrawn with- 
out prejudice: engine driver (38), conditional exemption; car 
driver (39), three months. It was stated that 202 employés 
had enlisted; the pre-war staff was 989 men, nine boys, and 
21 women: and now there were 136 men, 93-boys, and 75 
women. 
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At Windermere, an appeal was made by Mr. J. K. Thorn-. 


borough (34), electrical engineer, partner in the firm of 
оош а Bros. Не is passed in Class Bl, and his 
younger brother is serving. Three months' temporary exemp- 
iion was conceded. NAP x 

At the Aberdeen City Military Tribunal, the Military Repre- 
sentative appealed against conditional exemption granted to 
A. B. Gillespie, electrical engineer. It was pointed out that 
there was а serious dearth of electrical engineers in the city. 
The case was continued so as to give the man an opportunity 
of engaging in work of national importance. 


pA——MMt— 


ELECTRICITY SUPPLY." 


а 


Mn. J. А. ROBERTSON, borough electrical engineer of Salford, 
gave the opening lecture of the session to the Technical Sec- 
tion of the Westinghouse Club. In the course of his address 
Mr. Robertson gave a short summary of the early supply ‘of 
electricity in this country, and referred in detail to the ques- 
tion of аш and interconnection of electricity supply. 
He said:— - 
We have learned many lessons from the war, but the 


' greatest of all is that we cannot allow ourselves to drift along 


in the same haphazard-way that we have been accustomed to 
in the past. It has become evident that if we are to maintain 
our position as а manufacturing and commercial nation during 
the trying years immediately subsequent to the war, we must 
begin at once to organise our national resources in material, 
labour, and brain power so as to produce the highest possible 
degree of national efficiency. . | . 

It must always be remembered that primarily we are a 
manufacturing nation. Our position in the world has been 


earned not so much by military or naval conquest, as by the 


fact that we were the first to sell the product of our skill and 
industry in the markets of the world. Cheap supply of power 
is one of the first essentials of. the manufacturer, and if by 
centralising its production we can substantially reduce the 
cost, it will not only reduce the cost of manufacture, but at 
the same time conserve the ‘national supply of fuel. To 
achieve this object, no existing interest, be 1t municipal or 
company, should be allowed to stand in the way. 

Chiefly as a result of the steam turbine, a modern power 
station can be erected and equipped to-day at a cost per KW. 
less than one-fourth of what obtained 15 to 20 years ago. At 
the same time, the operating costs have been reduced by 50 
to 60 per cent., or if allowance be made for the increased 
price of fuel, it may be said that the operating costs are about 
one-fourth of what was achievable in the old  reciprocating 
plant stations. | 

‘Corresponding with the change Drought about by.the steam 
turbine in the power stations, the adoption of high-tension 
multiphase transmission has completely altered the conditions 
cf distribution. Whereas with low-tension current an econo- 
mical area of supply was seven or eight square miles, the 
area which can now be supplied from one station may be 
rechoned in huhdreds of square miles. | 

It has been suggested that a national board should be set 


up with powers to erect new super-stations on modern lines, 


to sell energy in bulk to existing supply authorities. 

Another proposal is that the State might find the capital 
to finance a national supply scheme, leaving supply com- 
panies to operate it. In this way the benefit of State credit 
would be obtained without the disadvantages of State adminis- 
tration. Mr. Robertson is of the opinion, however, that such 
н proposal is open to serious objections, and would meet 
with the most strenuous opposition from existing authorities. 

Mr. Robertson proceeded to deal with the movement re- 
cently inaugurated in Lancashire, in which he is keenly inter- 
ested, for е · interconnection. of electrical undertakings. 

It is not claimed that "''linking-up " existing stations 
forms a complete solution of the electricity supply problem: 
it is claimed, however, that it offers an immediate solution of 
the more pressing problems and that it can be carried out at 
a minimum of cost in a reasonable period of time, thus 
opening up the way for a more comprehensive scheme of 
centralisation as soon as conditions become normal.  ' 

In the first place, by '' pooling "" all the plant in the various 
stutions, the necessity for each station keeping spare plant of 


its own would be obvinted. 


_Secondly, ‘‘linking-up’’ would provide within certain 
limits a valuable safeguard against interruption of supply. 
The value of ''linking-up" from this point of view сап 
hardly be over-estimated. 

In the third place, considerable saving in fuel would be 
effected. 

А further advantage of ''linking-up " is that it would 
enable a certain number of stations to be shut down at week- 
ends and on holidays. Under existing conditions the 20 
Stations in the Manchester district have 90 staffs working 
erry ылажы if the mang un ” project is carried for- 

‚ Jour or five stations will suffice for the ; , 
whole district during week-ends. и 
ЕБЕ ME NORD 


“Abstract, from The British Westinghouse Club News, by 


permission. 


. 


The technical difficulties may be passed over; it is up. 
doubted that these can be surmounted. In two cases oni; 
frequencies other than 50 cycles per second have been adopted 
The real difficulty is that of the ‘human factor," in which ` 
category certain engineers must be included as well as mem. 
bers of local councils, boards of management, «е. 


It is the opinion of the lecturer that co-operation betwee, 


existing authorities can only come about through pressure 


from outside; in other words, the assistance of the Gover. 
ment will be necessary. 

The proposal in regard to the Lancashire and Cheshire 
scheme is that the Board -of Trade should set up a district 


- , joint board or committee: for the whole district, which woul 


include representatives of the several organisations concerned 
in the scheme. It would be possible for a single Municipal 
supply authority, whose area was situated adjacent to several 
others, to wreck the whole scheme if it refused to allow 
interconnecting mains to pass through its area. Such.a re 
fusal could be indirectly counteracted, however. The Lol 
Government Board, being the sanctioning authority for all 
moneys spent by local councils, could refuse to sanction loin: 
to the particular authority refusing to enter into the schen, 
and in that manner practically force it to co-operate with the 
other authorities in the district. | 

In order to obtain the maximum economy, the joint board, 
or its committee, would have powers to determine the running 
hours of the stations on the system. The board would, of 
course, have. power to raise capital to provide mains and 
transformers, and would also act in an advisory capacity to 
the Local Government Board in regard to extensions of exist- - 
ing stations. That is to say, they would have the power to’ 
decide which stations should be extended, and where new 
plant should be put down, having in mind the question of 
maximum economy. are 

The joint board should have absolute authority in settling 
prices. Provided the working costs and load factor of each 
station are known, it will be an easy matter for a technical 
committee of the board to decide what, under the circum 
stances, 1в а fair and proper price. ME 

The scheme is for the benefit of the district as a whole, 
and the very greatest injustice that could possibly happen 
to an individual authority would be a trifling matter can- 
pared with the tremendous advantage to be gained by reduc 
ing the present wastage. А А 

The principal advantage of such а scheme is that it would 
provide an easy road to centralisation, With such a scheme 
in operation it would be found beneficial for the small under- 
taking to take all its supplies from. the common system and 
eventually shut down its own generating plant. One by one 
the inefficient stations would cease to generate electricity 
and would act instead as transforming and distributing 
centres. | | "e . 

If the scheme is put into operation now, it will probably 


-be found 10 years hence that the whole of the area now sup- 


plied by 21 stations will be supplied by only four or five 
generating stations, which are favourably situated as regards 
coal supplies and condensing facilities. The authorities whose 
generating stations will be closed down will be able to sel 
energy in their districts at a price which could never have 
pad realised if they had continued to operate their own 
plants. р 

This appears to bé the direction of future progress in regard 
to electricity supply, and the plan offers a comparatively ess 
and efficient method of obtaining the advantages of centrality 
tion without the financial burden which would have to ^ 
supported if all the existing stations were closed at once m 
favour of a new system. dd ne м 

Another advantage which the joint board will exercise “ 
be the bulk purchase of materials, ^while standardisation © 
price over a large area will also be possible: mU 

In the past we have suffered severely from ап epidemi i 
cheapness—cheapness that has cost us, as a nation, mu ike 
more than the difference between the price we paid an e 
price we should. have paid to ensure а fair profit to the ai in 
facturer. It is sincerely to be trusted that the price " 1 i 
trical plant for British stations will never again be fxe 
Germany or in the United States. 


BUSINESS NOTES. 


f | LJ ^ 
Correction.—In the advertisement of the ae 
LTD. appearing on page 11 of the Supplement of on | 
the words “ without flex and push " at the side of m shot 
not have appeared. The horn is supplied with flex and pis” 


. i я NE 
Holidays.—The premises of the STERLING Tee * 
AND ELECTRIC Co, LTD. will be closed for busines: 
December 22nd to December 26th inclusive. 


ЕЕ ТТЕ 
Electrolytic Copper in Germany.— After discus pM 
some time past the question of establishing a German Mmi: 8 
for electrolytic copper in substitution for the London Toe Berlin 
recent conference of merchants and consumers held at specially 
Chamber of Commerce decided to form an Association APY g, 
for this purpose. The chairman is Herr Peierls, of the: 


Axox Со. 
т last issue. 


ї 


: 
" ^ alia: 


+ 
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апа the vice-chairmen are Herr Dietz, of the North German 
Refinery, Hamburg, Norbert Levy, of Н. Levy & Co., Berlin, and 
Herr Aschaff, of Basse & Seloe, Altona. 


Private Arrangements.—THk TYLER APPARATUS CO., 
Lrp., Banister Road, North Kensington, London, W.; electrical 
engineers, &c.—In reference to this matter, particulars of which 
have already appeared in our columns, the following are creditors :— 


Montefiore .. ins id ..£100 Cable Accessories Co. .. oe #15 
Walker, J. Е. a - .. 108 Crypto Electrical Со. .. А 46 
Brit. Insu. & Helsby Cables, Ltd. 139 Canning, W., & Со, .. 74 
Walker, Ј. Е. Am ite .. 10 Finnis, Downey, Linnell and 
Walker. J. F. - ie .. И Chessher E s 5 
Essex Telegraph Co. . 99 Braulik, G... vs E Lu 20 
Walker, J. F. us а .. 100 Baker, J., & Sons.. s es 40 
Sun Electrical Со... wi e 46 Brit. Isu. and Helsby Cables .. 229 
Bun Electrical Co... 2: .. 40 rook, E. .. So ЕЯ s. 54 
Brown Bros... i н . 34 Carr, J. W., & Co. Se 2. 20 
Walker, J. F. js m .. 100 Callender’s Cable and Con. Co. 89 
Dickson - е з .. 212  Selson Engineering Co... s 25 
Carr, J. & W, es .. 16 Sun Electrical Co. 86 
Macnab, J. 254 Smith, H., & Co. .. 24 
Walker, J F 100 Vacuum Oil Co. .. И ^| 22 
Macnab,J 200 Walters & John .. - 26 
Walker, J. F 100 Robertson's Motors, Ltd. 30 
Walker, J. F. 100 Нап & Pickles .. i 11i 
Walker, J. F. as 120 Willis, М. W. 63 
Temple Press “з ы .. 93 General Rates .. 30 
Metro. Mfg. and Eng. Co. .. 17 Willesden U.D.C. 40 
Mathews, Е. C., & Со. .. .. 484 Athol Garage, Ltd. 32 
Mathews Bros.  .. „ш. 901 Brach, W.J. aS ds m 53 
Moss & Gamble Bros. .. , 19 Hart, F G... P s oe ` 25 
North British Rubber Co. + .. 22  Jee,F.J. .. КА " ee 1,775 
Smith, W. .. КР "ИКЕ .. 99 London United Tramways .. 150 
Tyler Industries (Parent Co. .. 205 Nicholas, E. J. ... aye ae 
Farmer & Co. zh vi .. 86 Pearson G.W. ... .. , 20 
Haywood, W.G. & Co. .. .. 95 Richard's Anti-Rust, Ltd... 20 


Norway.—As a branch of their business, the Aktie 
Selskab-Elektriak Industri have decided to set up а factory for the 
manufacture of conduits and fittings on the English system. The 
machinery has been ordered, and it is expected that the factory 
will be working in three months. The output capacity is 6 tons of 
pipe and fittings per е, which is expected to satisfy the whole 
requirements ot the country. 5 


Sweden.—Mr. Carl Rossander, the chairman of tlie 
Swedish Elektricitets-Voerksforening, has advised the municipal 
members of his Union not to place their orders for electric cable 
and other accessories either in Great Britain or in Germany. He is 
obviously an advocate of absolute neutrality. The United States 
will, consequently, secure these orders. 


Belgium.—H.M. Consul-General at Rotterdam reports 
that an agent at Bergen-op-Zoom, who formerly represented in 


: Belgium and elsewhere a German electrical firm, desires to secure 


the representation in Belgium after the war Of United Kingdom 
manufacturers of electrical inaterial.— Board of Trade Journal. 


Book Notices.—We note with interest in our esteemed 
contemporary La Lumiere Electrique, that from January Ist that 
journal will combine with La Herue Electrique, and the two will 
appear in future ав ће Revue Générale de l Electricité. The new 
weekly review will be the official organ of the Union des Syndicats 
de lElectricité, and will be published at 12, Place de Laborde, 
Paris (8e), the subscription price being 10 fr. a year in France and 
50 fr. abroad. : 

The fourth number of the Journal of the British Science 
Guild has now appeared. The Journal contains the recommend- 
ations of the Guild with regard to the establishment of a National 
Statutory Board of Science and Industry, a Report on the Reforms 


necessary in National Education, a Memorandum on the Encourage- · 


ment of Teaching and Research in Science in British Universities, 
кс. Copies may be obtained from the Secretary, British Science 
Guild, 199, Piccadilly, W. Price 6d. each. : 

How to Arvid Accidents is the title of а handy pocket brochure 
issued by the British Dominions General Insurance Co., Ltd., of 
Royal Exchange Avenue, London, E.C., with the sub-title, 
"Instructions to Motor Drivers in Scotland"; it contains an 
excellent detailed set of instructions based upon official regula- 
tions and Acts, law cases, &c., which appear to cover all imaginable 
contingencies, and are so clearly worded, together with reasons 
why they are necessary, that they should prove invaluable to all 
owners of cars, drivers of motor-’buses, and others responsible for 
the control of mechanically-propelled vehicles on public roads, and 
should afford effective aid in the development of the" Safety-first ` 
campaign which has been inaugurated. A copy of the pamphlet 
is issued to the driver of every motor in Scotland that is insured 
with the company, and any interested reader can obtain one by 
applying to the author (their Edinburgh manager), Mr. W. T. W. 
Wells, 23, Danube Street Edinburgh. | | 

“ Proceedings of the American Institute of Electrical Engineers." 
Vol XXXV. No. 12. December, 1916. New York: The Insti- 
tute. Price $1. І 

ч Memoirs of the College of Engineering, Kyoto Imperial Uni- 
versity.” Vol. I., Nos. 6 and 7. Kyoto: The University. 


New Aluminium Works in Bavaria.—It is reported 
that negotiations have been concluded which aim at the establish- 
ment in Bavaria of a large aluminium works, with the со-орега- 
tion of the firm of Giulini, of Ludwigshaven. The undertaking, 
which will bear the title of tbe Bavarian Aluminium Works Co., 
is to produce one-third of the total German consumption, and is to 
utilise the water powers of the Inn, where plant of 55,000 Н.Р. 
will be installed. The expenditure is estimated at 2 1.500.000, and 
the work of erection and equipment will occupy two years. 


Machinery Users’ Association (Inc.).—This Association 
held its annual meeting on Tuesday at the Windsor Hotel, West- 
minster, Sir Algernon Firth presiding. 


- 


British Industries Fair, 1917.—Application forms for 
space at next year's Fair áré being issued by the Board of Trade. 
The event will be held from February 26th to March 9th, and as 
increased space is necessary, it will take place partly at the Victoria 
and Albert Museum, as last year, and partly in the Imperial Insti- 
tute Building. The Fair will be confined to the same trades as last 
year. The Glasgow Municipality is, with the support of the Board 


of Trade, organising a Fair in Glasgow for the same time, but a 


few trades not coveréd in London will be included there. 


Calendars.—From the Sun Evecrricat Co., Lro., of 
118-120, Charing Cross Road, W.C., we have received one of their desk 
calendars for 1917. Under the difficult conditions now prevailing, 
the number available is limited, but applications on trade letter 
paper from those in the trade, who are not on the company's mailing 
list, will be attended to as far аз possible. Sets of 1917 refill slips 
have been issued for the use of those already having the Sun base. 

THE BRITISH TuHoMsoN-HousroN Co. LTD, of Rugby, has 


` prepared its customary large wall calendar, showing three months 


on each page, the current month always appearing in larger form 
than the preceding and following ones. Each sheet carries a view 
of the works at Rugby and a half-tone illustration of some of the 
company's plant. А | 


Roller Bearings.— Messrs. Broom & WADE, Ltp., have 
received a contract for 350 Hyatt flexible roller bearings for line 
shafting, for installation in the new works in course of erection for 
the Daimler Co. í 


Catalogues and Lists, — THE BRITISH THOMSON- 
Носвтох Co., LTD., 77, Upper Thames Street, London, E.C.— 
Quotation No. 53,210 tabulates and prices в great variety of wiring 
accessories, the prices for small and large lots being shown. 
Electrical contractors and others who are on the firm's mailing list 
will receive these quotations showing the prices ruling at the time 
of receipt. Other readers can have copies on application. — 

STERLING TELEPHONE AND ELECTRIC Co., LTD., 210-212, 
Tottenham Court Road, London, W.C.— Publication No. 252 
(16 pages) contains full descriptions, with illustrations, of the 
Sterling shaft signalling systems, with visual indicators, the 
apparatus being designed to comply with the new Home Office 
regulations in respect to electric signalling equipment in collieries. 


` Trade with Russia.— The paper by Mn. W. H. BEABLE : 
on " Russian Trade Opportunities and Methods," recently read 
before the Sales Managers’ Assqpiation, together with the discus- 


‘sion thereon, is reprinted in pamphlet form (3d.), and copies can be 


obtained from the secretary, Mr. S. E, Talbot, 60, Wilson Street, 
Finsbury Square, E.C. The paper was fully abstracted in our issues - 


„Of November 24th and December Ist. 


Dissolutions and Liquidations.— ELECTRO-FLEX STEEL 
Co.. LTD.—Creditors must send particulars of their debta, &c.. to 
Mr. B. A. Fitzgerald, 82, “Collingwood Buildings, Newcastle-on- 
Tyne, the liquidator, by January 31st. . 

W. W. OLDHAM & Co., electrical engineers, 7, Market Street, 
Hyde.—Messrs. W. W. Oldham and T. Bennison have dissolved 
partnership. Mr. Oldham will attend to debts and continue the 
business on his own account at the same address. Mr. T. Bennison 
will carry on business in his own name. 


Bankruptcy Proceedings.—J. R. WHITEHOUSE, managing" 
director of an electrical company, Golder's Green.—Application for 
debtor's discharge is to be heard at Barnet on January 23rd. 


Trade Announcements. — The sole address of the 
PHONOPORE CONSTRUCTION Co., LTD., is now Phonopore Works, 
Southall, Middlesex. Concentration of the war-depleted staff at 
the factory will facilitate operations. 

The firms of RATCLIFF & Co., of Marble Arch and North Audley 
Street, and Втрост & Cò., 124, Regent Street, are amalgamating as 
Ridout & Ratcliff, Ltd., and will carry on business ав electrical 
engineers at 42, Upper Baker Street, for the duration of the war. 
The firm will remove to larger premises in the West End on the 
conclusion of peace. 

Owing to the present difficulty in obtaining supplies, it has been 
mutually agreed upon by the WANDSWORTH ELECTRICAL MANU- 
FACTURING Co., LTD., Birmingham, and Mr. T. А. NUNWICK, of 4, 
Carr Street, Blackfriars. Manchester, to, dissolve the agreement 
existing between them. This agreement will expire on 31st inst., after 
which date Mr. Nunwick will cease to represent them as their - 
agent in Lancashire and Yorkshire. 


` 


. LIGHTING AND POWER NOTES. 


Arklow (Co. Wicklow).—The Town Commissioners are 
making an electric lighting installation on the northern quays ; 
a petition has been extensively signed to extend the lighting to the 
southern quays. This, if undertaken. will involve the laying of a 
cable to bring the current across an arm of the bay. > 


Ashton-under-Lyne.—Price IwcREASE.— The Corpora- 
tion has given notice that after the current quarter the charges for 
electricity for lighting purposes will be increased by ld. per unit 
over the pre-war rates. 
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Birmingham.—Puanr ExTENSION.— The Electric Supply 
Committee has now installed a further $,000-Kw. turbine set, and it 
is hoped that the full requirements of ordinary consumers and the 
tramways will in future be met. | 


-.. Bognor.— The U:D.C. has decided to send to the B. of T. 
a protest against the decision of the Gas and Eleotricity Co. to 
make a niinimum charge to all consumers of 13s. 4d, per quarter, 
on the ground that it is a direct incentive to extravagance to 
charge for current whether used or not. 


Bray (Co. Wicklow).— The L.G.B. auditor has reported | 


that there are considerable arrears in the Urban Council's eleo- 
tricity department, and he urges that more stringency should be 


observed. 


Ld ‘ 1 
Continental, —FRANcE.— It. is reported that the closing 
of the shops in Paris at 6 p.m. has not made 5 per cent. difference - 


necessary strong measures if these are to be satisfied. : 
The Minister of the Interior recently announced that the 


issued imposing on all municipalities a two-thirds reduction in 
public lighting аз compared with the normal in the winter of 


Norway.—The Ramnes District Council has decided to expend 
200,000 kroner on the establishment of an electric power station: 
The Fredrikshald Town Council has decided to develop its recently- 
acquired waterfall near Brekke and Krappeto ; 9,300 m.p. is to be 


‘Generated at the turbine shaft. The total estimated cost of the 
undertaking, inelnding the construction of. a canal, is 2,174,000 


топег. 


Dorking.—Pn:ick INcREASE.— The U.D.C. has received 
an ор from Messrs. Edmundson's Electricity Corporation, ' 
or 


the Council's sanction to & continuation of the* 
10 per cent. increase in the rates for electricity for the six montis 
ending June 30th, 1917, and also that for such period a -further 


apply to power users, a8 they already paid a 20 per cent. increase, 
Eventually the Committee's: resolution, with the addition of the 
words, " for lighting only," was agreed to. 


Dublin.—Mr. Andrew J. Sargent, in a letter on the Gas 
Co.'s action in raising the hiring charge of gas stoves, suggests that 
the company is influenced by-the fact that the Corporation cannot 
at present obtain cable for the supply of would-be users of elec- 


tricity. In several instances gas stove users have decided to 
substitute electric stoves and heaters. ` 


_Edinburgh.—The Corporation has heen notified that the 


Ministry of Munitions is unable to grant permission to. proceed 


_ With the electricity extension Scheme at Portobello, or to alter the 


existing tramways system.— Daily Lx press. 


Featherstone.— Pnov. ORDER.— The U.D.C. has con- 


sented to а prov. order being granted by the B. of T. to the 
Electrical Distribution of Yorkshire, Ltd., for the supply of elec- 


tricity, ke. | 


' Fort William:—Pustic LIGHTING.—The Fort William 


Grimsby.—The Electricity Committee has decided not 
to recommend the Council to insure against logs 
the Corporation electricity. undertaking arisin 
damage by military operations. | : 


Haslingden.—The inter-supply of electricity between 
Accrington, Haslingden and Rawtenstal] has 1 


Originally the Accrington undertaking supplied Has 
owing’ to shortage of plant. the arranremer 
extended, so that Rawtenstall can assist in meet 
Haàslingden; | 


` 


Hebburn-on-Tyne. — STREET LigHTING.—The Оре 
has decided to discontinue the lighting of the street lamps unti 
further notice. . | ; 


Heywood.—War Boxvs.—A war bonus of 9s, per week 
has been granted to the stokers, drivers, and motor and meter 
inspectors in the employ of the Corporation electricity department. 


Huddersfield.— PRICE INCREASE.—Owing to the increas. 
ing cost of coal, the Electricity Committee has increased the Price 
of electricity by another 123 per cent. on the pre-war rate, the 
increase to come into Operation on and as from date which the 
meters were last read for the ‘current quarter expiring at the 
year end. ' 


recommends that two or three Lancashire boilers be disnos of 
and that one Babcock & Wilcox boiler of 25,000 to 30,000 b. 
Capacity be procured. It has been decided to confer with Si 


Liverpool.—The Mersey Docks and Harbour Board hax 
acquired 60,000 8q. yards of land adjacent to the wool warehouses 
abutting on Love Lane. It is suggested that electrical works in 
connection with the docks may possibly be constructed thereon. 


London.—IsrrxeTóN.— The Lighting "Committee has 
reported that the public Street lighting waa unsatisfactory, due to 
the difficulty of screening the powerful arc lamps. ‚ Experiments 
were made in the early part of this year with a view to substi- 


Steps have already been taken to ascertain whether it would 
be possible to use coloured glass shields in conjunction with the 


The Electric Lighting Committee has recommended a further 
incfease of 10 per cent. in the charges for electricity, making a 
total increase of 25 per cent. on pre-war charges. 

FULHAM.—The Finance Committee of the L.C.C. has recom- 
mended the Council to sanction the borrowing of £11,000 by tlie 
Fulham B.C. for the extension of the boiler plant. - 

PoPLAR.— ELECTROLYTIC DISINFECTANT.—The Health Com- 
mittee of the B.C. reports having considered the position of ш 
electrolytic disinfectant undertaking. It appears that 51.1X 
gallons of thé disinfecting fluid were distributed. during the prn 
from January 1st to N ovember 30th, 1916. Payment was receit 
in respect of 1,019 gallons supplied to local firms at 8d. per gallon 
and 868 gallons supplied to the works department at 14. рет раш 
The Committee does not consider it desirable to interfere with t E 
free use of the disinfectant by residents, and at the Council pue 8 
and military guard-rooms, but is of opinion the supplies to t i 
Poplar Guardians, the baths, the libraries, and the works Midi 
ment should be charged at the rateof 8d. per gallon, in order d 
the cost may be debitéd to the appropriate account, and the ine 
infectant account credited accordingly. For the: quarter ms 
September 30th, the units sold by the electricity E 
have increased, as compared with the corresponding peri kin 
year, by 170,000, and the net income by £2,946. The үз i 
expenses, however, show an increase of £3.42; owing мыны 
to the higher price of coal. The net surplus of income iit 
expenditure for the quarter is £1,579, which the ye ч 
Committee considers, in view of present cixcumstances, to 5 


highly satisfactory. | 
| Loughborough. — PRICE Reviston.—The Electricity 


Committee recommends that, as from December 318, а peia 
increase of 12} per cent. be made to all consumers mH of 
including Consumers under special contracts; the ques 


making a special charge to small consumers has been deferred till 
the end of the financial year. ` 


 Lowestoft.—The Electric. Light Committee recommends 
that the Tramways and Electric -Lighting Committee Qu : 
mated, айа to inolude the whole of the members of | The 
mittees, under the title of the Electric Works Committee. 


: Council adopted the recomntendation. m 


; A" „ @ l, 
Nottingham.—According to the A ottingham m 
the city electricity undertaking was severely. criticised in oui 
the University College. The Guardian says that the pla ittee is 
of date, and ought to be scrapped, hut that the erie prof 
limited financially owing to having surrendered much s ыш 
each. year, instead of building. up. à larger к са to the 
electricity at the present time is said to be a hin den p 
prosperity of the city, against which the rate relief. obtaine 


profit has to be considered. 


.. Otley.—E.L. Proposats.—The U.D.C.has decided to 


Support the application of the Electrical Distribution of | o 
Ltd., for a provisional order to supply Otley i gly. ` Опе 
electricity. and has instructed its representatives accor “the past is 
reason for the sudden reversal of the поо араа 
said to the poor quality of the gas now supplied in the tows. 


* 
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.Paisley.—YE4R's WoRxiNG.—The accounts of the 
Corporation electricity undertaking for the year to May 26th last 
show that 4,504,593 units were sold, 1,793,000 being supplied to 
the tramway company and nearly as much for power and heating. 
The maximum observed load was 2,302 Kw. The gross revenue 
amounted to £31,349, and the gross profit to £12,223 ; and after 
meeting financial charges. there was a surplus on the year's work- 
ing of £337. 2 ES 

PRICE INCREASE.— The T.C. has decided to increase the charge 
for electricity for lighting by 4d. per unit ; a new scale-of charges 
for power supply has also been approved. : 


South Africa.— According to the annual report of the 
Government Mining Engineer, the total value of new machinery 
and plant introduced during 1915 amounted to £606,682. Included 
in the chief items are boiler plant, other than that of locomotives, 
traction engines, or steam wagons, £7.318 ; electric generators and 
engines, hoists. locomotives. and motors, £90,143; power lines, 
transformers, bells, telephones, &c., £79,180. The most important 
items comprise stamp mills and tube mills for the new mines on 
the Eastern Rand, winding plants for these mines, electric winders 


for other mines, and increases in the electrical plant at central ` 


' power stations. 
The following table shows the total units disposed of during the 
year by the power stations of Corporations and Municipalities, and 
by public supply companies in the S.A. Union. The units used for 
mining purposes, out of the total. shown in the table, amount to 
533,546,468 electrical and 147,928,535 compressed air units. The 
S gun of the power plants on the mines are not included in the 
e:— 


Direct. ` Alternating. 

Transvaal... 29.820.266 707,212,164T 
Cape р 17,356,043 22,496,823 
Orange Free State 599,186 1,834,063 
Natal ` 8,086,758 12,047,006 
Total for 1915 48,863,153 743,520,055 


= — 


16,163,510 . 


—— 


Total for 1911 603.286.880] 


‚ Total for 1913  ... 42,490,911 555,181,027" 
t Includes 147,928,534 units of compressed air. 
T Includes 121,014,096 units of compressed air. 
* Includes 123,081,136 units of compressed air. 
—South African Mining Journal. 


Sunderland.—Puant EXTENSION.—AÀt a meeting of the 
T.C., it was reported that the Electricity Committee had accepted 
tenders for the ensuing year for the supply of coal of a much 
better quality than they had been using lately. and he believed 
that the improvement ір .quality. of fuel would prove a remedy to 
the nuisance caused by the emission of smoke. The Treasury had 
agreed to the Corporation undertaking an extension of the Hylton 
Road works at a cost (estimated) of £45,000, and the Committee 
had accepted a tender for the supply of a new turbine set, which 
formed part of the scheme. The cost, however. would be sub- 
stantially higher than pre-war prices. The report was adopted. 
It was also decided {о extend the E.H.T. mains. Tt 

The Electricity Committee has recommended that the T.C. con- 
tribute £50 towards the cost of the action brought against the 
Hackney B.C. by the Gas, Light, and Coke Co. iri connection with 
the charges for the supply of electricity. i te 


Swansea.— The borough treasurer and the borough elec- 
trical engineer have been consideriug the best means of encouraging 
the supply of electricity to houses and premises where the occupiers 
are unable or unwilling to bear the initial cost of installation, and 
have now decided upon a scheme. It has been resolved that a fee 
of 5s. be charged in the following cases :—(1) Connecting up & 
supply after the same has been disconnected through non-payment 
of account : (2) for testing meters if, when such test is made, it is 
found that the meter is correct. The Public Health Committee is 
. to install at the hospital electrical apparatus for cooking and heat- 

ing, at an estimated cost of £20. The installation is expected to 
be of great assistance in times of stress and shortage of labour. 


Thirsk.—SrREET LiGaHTING.—The Northern Counties 
Electric Lighting Co., in view of the Council's notification that 
there would be no public lighting required for the 1916-17 season, 
has asked the Council to make an allowance on the basis of а one 
year's contract. The Council has pointed out that the three years’ 
contract was subject to the necessary money being voted by the 
parish meeting, which had decided against it. ^ 


U.S. A4. — THE Niagara Power SrrUATION, — With 
further reference to this question, which was discussed in our issue 
of September Ist last, it is evident from a recent Electrical World 
article, that the threatened diversion of Canadian Niagara exported 
power from American to Canadian use is coming to pass. The 
journal states that about three months ago the Ontario Govern- 
ment was asked for additional power by several Canadian 
factories, and a demand was made upon the Canadian Niagara 
Power Co. for a larger supply. The company agreed to furnish 
50,000 н.р. after а threat had been made to stop all exportation. 
The Canadian Niagara Co. is only supplying 35.000 H.P., and the 
Commission has demanded the additional 15,000 H.P. at once. 
Already an embargo has been placed on more than 18,000 H.P. 
formerly sent to Buffalo and other western New York cities. with 
the result that American .generating companies have been unable 
to fill the increased demands made upon them. The maximum 


supply received in Buffalo is 78.500 H.P., but it was estimated that 
‘some 90.000 H.P. would be.demanded this month, and it is expected 
that the first unit of the Buffalo General Electric Co.'s steam plant, 
.of approximately 23,000 H.P., will be operating this month. Im 
order to meet the immediate demands, the Secretary of the U.S.A. 
War Department has authorised the Niagara Falls (N.Y.) Power Co. 
to divert an additional 1,400 cb. ft. of, water per second from the 
river during the peak load hours in the morning and afternoon ; 
this permission expires on January Ist next. It is stated that 
many Buffalo industries have had to close down, and that both 
"public and private lighting has been restricted. 

According to the Central Station, the number of ranges on the 
Boston Edison lines is nearjng the 1,000 mark, and the company's 
cooking load is approximately 5,000 Kw. Many of the finest apart- 
ments are being electrically equipped throughout. | 


Worcester. — The Town Council has decided that, 
in order to furnish a local firm with a three-phase supply up 
to 250 H.P., additional mains be laid at a eost of £270, in addition 
to the purchase of the 100-kw. transformer at £180. An increase 
in revenue of £160 to £200 per annum is expected, and if the 
scheme which it was understood was under consideration for 
largely increasing the electrification of the works was proceeded 
with, the revenue would be increased by £500 per annum. An 
application was received from another firm for a considerably 
increased supply of, electricity, and they have been informed that 
the Committee could not spend £2,500 for temporary work, but 
owing to the increased demand in other directions. if the firm will 
undertake to contribute £ 1,800 towards the necessary expenditure, 
the Committee would be prepared to recommend the Council to 
undertake the work. The proposal was to be brought before the 
Council at the next meeting. 


‘TRAMWAY and RAILWAY NOTES. 


Australia.—The official opening of the Melbourne, 
Brunswick and Coburg electric tramway took place recently. A 
portion of the system has been in operation for some time, but the 

“Official opening had been deferred until the completion of the 
whole scheme. The cost of the undertaking із” approximately 
£150,000, borrowed from the Commonwealth Bank at 44 per cent. 
The journey from terminus to terminus takes 28 minutes, and a 
six-minutes' service will be maintained during the busy portions of 
the day. 


Birmingham.—It has been decided to give a curtailed 


tramway service on Christmas and Boxing Days. 


Continental.—GERxANY.— According to a London daily, 
all the German tramway lines are to be placed at the disposal of 
the War Department for the transport of goods needed by that 
department. Hitherto the tramways in practically all the German 
cities have stopped running for public use at 10.30 p.m., and have 
been "used from 11 o'clock p.m. till 5 a.m. by the War Department. 
It is probable that in some of the large cities like Berlin the time 
limit will be made earlier. : | 
. Norway.—The Committee of Stavanger has issued an instruc- 
tion for the laying of а coast railway to start from Hinna and end 
with a junction with the Jwder line at Nebo. The line is to be 
built for electric driving, and will be undertaken as soon as 
possible. | | 

Darlington.—HaLrPENNv FaRks.— Halfpenny fares on 
all routes are to be suspended after | p.m. on Saturdays. 


Doncaster.—W aces. — The Corporation tramway em- 
ployés (members of the Tramways and Vehicle Workers' Associa- 
tion) have applied for an advance of 14. per hour; the offer made 
by the Corporation of a slight increase on the minimum gate has 
been rejected. ; | 


Edinburgh.— According to the Glasgow Herald, the T.C. 
has resumed its negotiations for the purchase of the Edinburgh and 
District Tramway Co.'s rolling stock at the termination Of the lease. 

-Fhe company has now offered to sell its 250 cars for £50,000, and 
be responsible for the upkeep of the tranrway for six months 
. after the termination of the lease. ; 


Hull.—HarrPENNY FARES.— The Tramways Committee 
on Wednesday last decided to discontinue halfpenny stages as a 
war time economy. The working expenses since the commence- 
ment of the war have gone up £20,000 and, the bonuses amount to 
£ 10,000. 


Preston.—COLLISION.—Às a result of а céllision between 
two ears, through one jumping the rails on Saturday, 10 persons: 
were injured and required treatment at the local infirmary. 


Rochdale.— The tramway workers have been agitating 
for a substantial increase of wages for all grades, and notices were 
tendered to expire on December 16th, but the men have since 
agreed to submit the matter to arbitration by Sir Geo. Askwith. 
Similar applications have been made to various tramway autho- 
rities in Lancashire and Cheshire, and Rochdale has joined a con- 
ference of these in asking the Committee on Production to arbitrate 
on the demands, ; 
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resumed. 


Sheffield. —ELECTRIC VEHICLE Economy.—Councillor 
berts, in moving the minutes of the Health Committee. stated 
. that the cost per ton of collecting refuse by electric vehicles was 
Эв. Id., as compared with 3s, 9d. by horse labour. Electric vehicles 
Were а great economy at the present time, especially as the cost 
‘of horse-feed had risen considerably in price. 

South t.—WacEs.—Tlie tramway wages question has 
been settled ; the Т.С. has agreed to an all-round advance to both 
motormen and conductors. 


South Lancashire, — The tramway services in Manchester 
and surrounding districts were greatly disorganised on Friday and 
Saturday, owing to the dense fog which prevailed. 


TELEGRAPH and TELEPHONE. NOTES. 


Glasgow.—At a meeting of all grades of postal, telegraph, 
and telephone supervising officers, it was unanimously agreed to 
press for a substantial all-round increase of salaries. ° 


Newcastle.— Local shipowners have offered to subscribe 
£2,000 towards the establishment of a school of wireless telegraphy. 


Wireless Patents in the U.S:A.—According 
Hlectrical Review and Western Electrician, on October 12th a per- 
petual injunction was issued against the Marconi Wireless Tele- 
graph Co. of America, prohibiting it from infringing the patents- 
owned by the Forest Radio Telephone and Telegraph Co., 
covering the De Forest Audion detector or amplifier. The litigation 
involved particularly Claims 4 and 6 of Patent No. 811,387 for 
“ Improvements in devices for amplifying feeble electrical currents,” 
issued January 15th, 1907; also Claims 2, 3. 6, 14, 18, and 21 of 
Patent No. 879,532, entitled " Improvements in space telegraphy,”- 
and issued on February 18th, 1908, Both these patents were found 
valid and sustained. . | 


Wireless for U.S, Transmission System.—The Southern 
Sierras Power Co., operating in Southern California, has adopted 


Wireless service between its different generating plants and sub- 
stations. é i 


plants are located in the vicinity of Bishop, with а steam turbo- 
Fenerating station of 11,000-н.р. capacity at San Bernardino, 
northern plants are located in rugged country, subject to severe 
‚ wenther conditions, and causing considerable difficulty from time 
to time in maintaining communication over metallic circuits. Two 
82ts of radio equipment have been installed in important stations 


apparatus, in order that radio communication шау be effected 
With every necessary point throuzhout the System. — Electrical 


———— | 
CONTRACTS OPEN and CLOSED. 


ОРЕМ, · 


Aldershot.—January 2nd. Small pea' or bean coa] (1,000 
tons), for the U.D.C. Electricity Department, Mr. F. Garside, . 
Electrical Engineer, Laburnam Road. 

Australia.—SvbNEY... January 22nd. 


(converter, battery, booster, and switchboards) for the Castlerearh 
Street 8ub-station, for the Municipal Council. У 
E.L. Department, Town Hall.* 


E 1 Meters, maximum demand 
ое feeder regulators, . Specification from ELL. Department, 


January lat, P.M.G.'s Department. 


and accessories, measuring instruments and telegraph instru 
See “ Official Notices " December. Ist. Pate ments, 


PERTH, — J anuary 10th. РМО Department Teleph 
: AMAA, А n 
Instruments and parts See “ Official Notices " December 15th. bo 


Саре Town,—J anuary Sth. Electric motors and starting 
panels, for the Co ration Electricit D 
Que rpo ty epartment, Dock Road, 
Durban.— January 3rd. Corporation. Опе 3,000-kw, 
steam turbine, alternator, and condensing plant, Specification 


No. 8238 and drawing No. P 597, both at the office of the B үг 
Electrical Engineer, Municipal Buildings, Deposit #22 о ОЧЕН 


Corda, switchboard parts 


Johannesburg.—J anuary 3rd, Corporation, Tron ахі; 
and bushes.* 


Liverpool, — December 2Nth. Electrical Supplies fo 
three mohths, for the Toxteth Park B. of G. Mr. R. A. Jame. 
Clerk, 15, High Park Street. 


Manchester.— December 28th. Corporation Electricity 
Comnrittee. Water-tube boilers and induced-draught plants fo, 
Stuart Street station. Specifications. &c., one guinea (returnable: 
from Mr. F. E. Hughes, Secretary, Electricity Department, Tow: 
Hall. 


New Zealand. — DuwEDrs. — January 24th. Мор. 
generator, accessories and Spares. City Electrical Engineer, Market 
Street, Dunedin.* | . 

TAURANGA. —February 12th. Borough Council. Supply of six 
three-phase transformers, 11,000-100 volts. Messrs. H, W, Clime 
and Sons, Consulting Engineers, Raetihi.— Y.Z Shipping and 
Commerce, i : 


Spain.— Tenders lave lately been invited by the mui- 
scipal authorities of Montejo (Province of Badajoz) for the cones. 
sion for the electric lighting of the town during a period of eight 
years. ы mE 

Wigan.—January 8th. - Tramways Committee, 30.4; 
motor tower-wagon. Mr. Frank Buckley, General Manager, Market 
Place. . E 

Specifications fur the items marked * can be seen at the Board 
of Trade Commercial I ntelligence Department in London. 


CLOSED, 


Government Contracts.—List of new contracts placed 
during November, 1916 :— 
War OFFICE, 
Motor-alternator.—Phosnix Dynamo Mfg. Co., Ltd. 


Electric light fuse ‘bases and carriers.—Dorman & Smith, Ltd. ; W. White 
And Co 
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Bridge m gers.—Evershed & Vi oles, Ltd. | 
Electric dabo е ы Electric Co., Ltd.; W. T. Heuley's Telegraph 
Hooper's Tel egraph & India-Rubber Works, Ltd, 
Electric cells.—J. C. Fuller & Son, Ltd. remeng Bros, & Сә. Ltd. 


' Ebonite гда and sheet.— Bristol Ebonite Co., Ltd. 1.В., G.P. & Telegraph 
Works Co., Ltd. ; Siemens Bros. & Co., Ltd. ; 
Fans (extracting).—Sturtevant Engineering Co., Ltd. à: 
Electric light fittings. —General Electric Co., Ltd.: 8. Heath & Sons, Lt © 
С. Н. Parsons, Ltd.; G. Roo & Sons, Ltd.; Sun Electrical €o., Lid. ; 
4. 


Generating sets.—Austin Motor Co. (1914), Ltd. ; Coventry Engineering Co., 
Ltd. ; Keighley Gas & Oil Engine Co., Ltd. ша: 
Electric lamps.— British Thorason-Houston Co., Ltd. ; Cryselco, S 
Dick, Kerr & Co., Ltd.; Edison Swan Electric Co., Ltd.; Genera 
Electric Co., Ltd. : уена! United Lamp Co., Ltd. 
Co. 


Switches.—Berry & Hayward, Ltd. ; Park Royal Engineering Works, 140, ; 
Sperryn & Co., Ltd.; W. White & Co., Ltd. Ltd.: 
Electrical instruments, terminals.—Automatic Standard Screw Co., ШЫ 
‘Davis & Timmins, Ltd.; D. Gilson & Co., HE Ingram & Kemp, Ltd.: 

G е 


Electric Co., Ltd.; E ; id. нине 
i Works, Ltd. ; C. Twigg & Со. ; Vulco Battery Co. ; Westwood Electrical 
Co., Ltd. : А 
Works services.— Electric light installation at Bramham PO n eti 
Electric light installation at N arborough : Ellis & Ward, Ltd. 
lights, &oc., at Turnhouse : А, Arther & Ure. 
Innra OFFICE Store DEPARTMENT, 
Pots.—General Electric Co. 7 
Superheater parts.—Superheater Corporation. 
Н.М. Orricr or Wonks. 7 T 
Engineering works.—Supply of engineering labour in lay- WOTK 5 
period of one year from January Ist, 1917, in Bristol :. The Colston 
Electrical Co. 
Electric Wiring.—Foote & Milne, Ltd. 
Post Orrice, er 
Protective apparatus.— Phasnix Telephone & Electric Works, Ltd. 
Telegraph apparatus.—I.R., G.P. & Telegraph Works Co., Ке icit 
Telephone apparatus.— British L. M. Ericsson Mfg. Co., Ltd.; Pee 
Telephone Works Co., Ltd. ; Western Electric Co., Ltd. 
Tubular telegraph arms.—Siemens Bros. & Co., Ltd. Co., Ltd 
Submarine cables.—Telegraph Construction & Maintenance Co., Ltd. 


‘tric Cahlo 
Tele h eables.—B.]. & Helsby Cables, Ltd. ; Craigpark Electric C | 
i on Ltd: ; W. T. Glover & Со, Ltd. ; W. Т. Henley's Telegraph ` 2d 
LR., G.P. & Telegraph Works Co., Ltd.; Johnso 


Insulator Moon dolio Bayliss, Jones & Bayliss, Ltd. 
«td. 


. With London Electric Wire Co. & Smiths). 
Tinned-copper wire.—B.I. & Helsby oper Ltd. 


London.—Camperwet.—The B.C. has extended n o 
year, from March 31st next. its contract m the Private Telephone 
Co. for the maintenance of private telephones. . 

BARNES. —U.D.C. Laying 600 yards of cable : Macintosh Cabk 
Co., £289, 


» in АМГЫ Stores 
New Zealand.—WELLIxGTON. — Public Service Sto 
Tender Board. Accepted tenders :— oo iteh, £178; 1.89 
2,000 cords (4-conduetor) for microtelephones, оше В. Baillie 
ditto, with switch, £88; 3,000 ditto, with BRE £200: 
and Со. A ‚ Doune 
1,500 switchboard plugs, £212 ; 2,500 ditto, £346.—B. L. ii ie & Co. 
2,000 red and 2,500 white conductor cords, £609.—D. R. Baillie ‹ 
1,000 extension bells, 1,000 ohms, £406.— B. L. Doune. 


—-Vew Zealand Shipping and Commerce. 


| | mn 
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. NOTES, 


Christmas, 1916.—We have received a specimen of the 
greetings card which is being sent to all members of the Т.Е.Е. 
who are on active service. It reads as follows :— = 
7 “ The President and Council and the Members of the Institution 
of Electrical Engineers send hearty greetings to. all members of 
the Institution on Active Service, and wish them God-speed and а 
Happy. Return. А 

" Christmas, 1916." 


THE ELECTRICAL REVIEW also wishes to tender appropriate 
good wishes for Christmas and the New Year to all of its readers 
with the Forces on land and ses, far and near, as well as to the 
host of munition workers.in electrical works who have been 
rendering strenuous service to the nation for so long, and have 
va earned the few days of rest thát the holidays will afford 

em; 


Visit of Journalists to Liverpool and Manchester.— 


The visits of journalists to. Leeds and Sheffield which took place in . 


October, and which were most successful, were supplemented on 
December 10th-13th by visits to Liverpool and Manchester. А recep- 
tion of the representatives of the Manchester journalists on the 
evening of the 10th was followed on Monday, the 11th, by a visit 
to the University of Liverpool, where the party were received by 
Prof. Herdman (in the absence through illness of Vioe-Chancellor 
Sir A. Dale), who, in в concise address, enlarged upon the importance 
of the work that was being oarried on by scientific journalists, and 
also stated that the value of research work had been specially 
brought to the notice of the Government, and the latter (repre- 
sented by Lord Crewe) had expressed great readiness to forward 
the views of the deputation. Prof. Herdman laid special stress 
upon the importance of research work with regard to the unfore- 
seen results which might accrue from it, the value of which 
could not be foretold, but which were bound to be important ; the 
help which scientific journalism could give in the matter was very 
considerable. 'The party were then conducted over the University. 
and shown the various technological and other departments ; 
that of tropical medicine excited special interest, the bearing which it 


had upon the possibility of carrying out industrial enterprises in - 


districts, where malaria had hitherto prevented the importation of 
labour, being pointed out. | 
Proceeding to Manchester the same day, the party received repre- 
sentatives of the Manchester Press, and next day were received at 
the University of Manchester by Vice-Chancellor Sir Henry Miers, 
and conducted over the buildings. the magnitude and completeness 
of which in regard to the scientific subjects dealt with from an 
educational point of view were very striking. The party were then 
entertained at luncheon by the Lord Mayor, who, in welcoming 
the journalists, stated that the union of scientific journalism with 
University technological teaching was to be strongly advocated. 
A visit to the Technological School followed. The comprehensive- 
ness of the equipment of this school in reference to the number 
of industrial trades dealt with was very noteworthy. The day's 
proceedings terminated with a dinner given by the University 
authorities. 
. А marked interest in the proceedings was unmistakably evinced 
by the University authorities, and a full recognition of the help 
which trade journalism could give to the technological side of the 
Universities was shown. Whether the technology teaching is 
taken advantage of to the full extent desirable may be questioned, 
in view of the fact that the attendance at either Liverpool or 


Manchester previous to the war was but little over 1,000, 


although the annual fees for a complete course do not exceed £21. 
For the son of a working man, however, this amount may be pro- 
hibitive, and at Birmingham something is being doneto bridge over 
the difficulty. The help which trade journalism may give to the 
Universities in enabling increased grants to be obtained from the 
Government, во as to enable fees to be reduced, and scholarships 
be provided, may be very considerable; certainly a good start has 
been made. 

On Wednesday most interesting visits were paid to the British 
Westinghouse Co.'s works, and also to the works of the Ford Motor 
Co., the organisation of the latter being especially noteworthy. 

А tribute should be paid to the chairman of the party, Mr. Leon 
Gaster, who is working most energetically for the promotion of 
University research and technological work, and who is also 
enabling technical journalists to know more of each other. 

Electrical Music.— Ihe * America’s Electrical Week " 


Committees included music in the scope of their activities. and. 


co-operated with manufacturers of electrically-driven musical 
instruments in arranging electrical concerts. Mr. E. А. Sperry, 
president of the New York Electrical Society, estimated that the 
connection of the two million pianos in America with the supply 
mains would represent a possible demand of some 200,000 H.P. 


Industrial Organisation for After the War.—Some 
months ago, some 300 firms in the Scottish iron, steel, and allied 
industries met in Glasgow, and passed a resolution in favour of 
bringing these industries together in а strong central organisation 
to deal with post-war questions " in a comprehensive and Imperial 
manner." A Committee was appointed to consider what should be 
the nature, scope, and object of the organisation. 

This Committee, according to the Times, has now issued a report. 
It points out that increased production will be the greatest factor 
in national prosperity after the war, and that it can be attained 
only by a more cordial co-operation between employers and work- 
people; by efficient equipment and organisation on the one hand, 
and on the other, by the abolition of all restrictions and practices 


.instaelled capacity 285,000 Kw. and total energy 


limiting output. To secure mutual confidence, some form of 
payment by results, with basis rates, will be needed; and the 
workman shoüld have'some security that increased earnings follow- 
ing increased production will not be made a ground for rate- 
cutting. At the outset, therefore, any organisation of the 
industries should be prepared to co-operate with labour. Subject 


: to these general considerations, continues the Zimes, the following. 


are indicated as the objects of any central organisation :— 

“To direct the" attention of the Government and its Depart- 
ments, for their information and guidance, to matters requiring 
consideration and action in the interests of the industries concerned, 
and to initiate and review legislative proposals on commercial, 
industrial, and economic matters. | 

"To deal with questions affecting the labour conditions and 
internal organisation and disabilities of the industries concerned, 
with а view to securing increased efficiency from an Imperial and 


.national point of view. 


- * To educate and inform public opinion." | 
"The report sets out many examples of the questions which might 
have to be dealt with, among them being the question of means of 
giving workpeople а continuing interest in the prosperity of the 
industry which employs them, and the question whether some 
method of making Associations of employers and employés 

responsible for their members should be adopted, | 

The central organisation, the Committee suggests, should be a 
national advisory Council of Industry, consisting of a body of 
elected representatives of employers and a body of elected repre- 
sentatives of employés who might meet separately or jointly, The 
joint meeting should be presided over by a Minister of Industry. 


. Local Councils, the report states, might be desirable for the large. 


industrial areas. Finally, the Committee recommends that a further 
Committee should be set up to carry these general principles into 
effect, and that it should proceed step by step in consultation and 
conjunotion with representatives in other districts of the industries 
concerned, m 


Tramway Employes’ Wages.—An application put for- 
ward by employés in the traffic section of the London County 
Council Tramways for an increase of 15 per cent. on all current 
rates of wages formed the subject of arbitration proceedings at the 
Chief Industrial Comniissioner’s Department, Westminster, last 
week. The claim was based on the ground of the higher cost of 
living, and over 5,000 workers were affected, including drivers, 
male and female conductors, and pointsmen. А concession of 28. a 
week, in addition to the existing war bonus of 3s., and 6d. for each 
employés child under 11 years of age, was offered by the L.C.C., 
but this offer was declined. Evidence on both sides was heard at 
considerable length. The proceedings were conducted in private. 
The decision of the arbitrators will be corfimunicated to the parties 
interested after a full consideration of the evidence.— Morning 
Adrert ixer. aig 


А * H 

Sweden's Electrical Industry.— Тһе rise of Sweden's 
electrical industry was the theme of an address by Mr. C. A. 
Rossander before a recent joint meeting of the Swedish Elektrici- 
tetsverkforening and the Norse Elektricitets-voerkers Forening. 
The industry, said the speaker, divided itself into two groups— 
(B) Electricity works supplying lighting and power within a limited 
sphere, and (À) Power stations which generated and distributed at 
high pressure over wide areas. At present, of Sweden's 101 towns, nine 


‘only, and those among the smallest, were without an electric 


station, and with those the question was even now on the orders of 
the day forearly settlement. Dealing with the (B) statistics in deta‘L, 
the figures for the years 1905 to 1914 show that the works aggre- 
gate capacity rose from about 21,000 Kw. in 1905 to about 125,000 
KW. in 1914 ; the total installation costs from about 17,000,000 to 
about 69,000,000 kroner, or an average of about 550 kroner per KW.: 
the energy production from about 20,000,000 to something over 
140,000,000 Kw.-houts; while the total gross income rose from 


-about 6,000,000 to nearly 17,000,000 kroner, or about 24'6 per cent. 


of the installation costs. In ten selected towns, the consumption 
per head advanced from under 2U to about 47 KW.-hours. The 
latest figures show a tendency to approximate to the possible 
maximum of 50 to 55 Kw.-hours per head. One feature in ёоп- 
nection with these works is worthy of special mention—the increase 
in the employment of water power. Of the 79 electricity works in 
the statistics for 1914, only 18 did not employ water power either 
alone or in conjunction with thermal power. Sweden's leading 
municipal power station—that of Stockholm—has hitherto pro- 
duced all its energy by steam ; but it is now taking steps to meet 
its needs from the water-power installation on the Dal River. 

In the period under review—1905 to 1914—the price charged for 
electric lighting fell from about 4175 öre per KW.-hour to 315 óre, 
or 17 per cent. ; for motive power, from about 26 óre to below 19°25 
dre, or about 26 per cent. At the same time, the receipts rose from 
less than 9,000,000 kroner to about 16,000,000 kroner. . 

Passing to the large power generating installations, or “А " 
works, the power transmitted, as well as the pressure, inc 
rapidly ; 1907 saw an installation at 40,000 volts, and:1909 one at 
50,000 volts, and an installation with a preasure of 80,000 volts has 
been put in operation. Up to 1914 concessions had been granted 
for a total of nearly 7,000 Kw. of high- and medium-pressure lines, 
among which were included lines belonging to electric works not 
delivering energy for sale. In 1914 the total plant capacity 
installed was about 160,000 Kw., and the annual energy production 
was about 465,000,000 Kw.-hours. Installation costs stood at about 
73,000,000 kroner, or an average of 445 kroner per installed Kw. 
Taking A and B works together, the figures worked out at—total 
production 
550,000,000 Kw.-hours. Most of the energy produced by A works 
goes to industries. 
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$106°62, while the total cost of the same work if done by other 


.means would have been &1,779'04, representing a net saving of ' 


$1,672'42 in favour of arc welding. In addition, a great saving in 
time was made. In another case, where an entire firebox had to 
be taken out, the work, including 85 ft. 7 in. of linear cutting, was 
done in 38 minutes with approximately 500 amperes. 


RELATIVE Cost oF ELECTRIC WELDING IN REPAIR WORK, IN 
| DOLLARS. i 


ME | Electric arc welding. | Old method. 
Nature of damage : poc pee E 
БЕР Energy. | Labour. | ee Total. | Labour. 
eft 
Cracked door sheet on |, 
firebox 


Mate.|,, 
rial. Total. 


"—— 


ie xis 0°09 0°30 0°12 0°51 30°00 | 24-00 54:00 

Cracked side shects | - 

and door sheets in _ 

flreboxes  . m -= — — 129 | — -- 49435 - 
Cracked erown sheet — 1 hr. ~- 036 | 30 hr. — |"$'00 
Broken frame is — 7 hr. <= 3°29 | 19 hr. — [18 
Worn wrist pin ..] 010 075 0'15 1'00 — — | 85-00 
Cracked steel bolsters 054 5°42 © 0.75 671 = — |5400 
Cracked guide yoke.. 0°07 0°45 0:10 0°62 — — | 47°00 
Cracked mud ring ..| 097 1:95 0:87 | 2:59 | 16:90 18:00 | 48:20 
Five draw-head stops| 1:30 115 O18 | 2:68 — — | 29-20. 
-Broken cylinder  ..| 0:80 0°65 011 | 1'56 980 | 4-00 | 13-85 ^ 


| е — Electrical World.. 
Lighting the Statue of Liberty.—The idea of flood- 


lighting Bartholdi's Statue of Liberty, New York, was conceived in 
1915, and a fund was raised for the purpose by subscription. Mr. 


removed; and in its place sheet bronze was used to re-design the 


torch. in the shape of-a “flame” of the form and size originally 


intended by Bartholdi. When the restored torch-flame was com- 


Mr. Borglum selected three tones of yellow cathedra] glass. A 
dull surface was preferred, to avid the blinding noon-day glare of a 


glass ‘of the flame. The pieces of glass. average about 1 ft. Sq.. 
making a complete glass area in the torch of some 600 sq. ft. The 
glass is so fixed to the ribs that any section may be. replaced at any 


time from the inside. A lighthouse lens is fixed in the torch, and ` 


will contain about 20,000 с.р, | Е 

Finally, to put “ life " into the, simulated flame of the burning 
torch, about 15 500-c.p. gas-filled electric lamps will be placed upon 
a series of flashers, to produce the unstead , but constant, flicker of 
the torch, — | ИТ | 

The sources of the flood-lights are 15 batteries of projectors, 
the total number of Projectors is 246, each being of 250 watts. The 
lamps are 35-volt lamps, and each of the projectors has its indi- 
os compensator to step down the 220-volt ‘current to the lamp 
voltage. | | 


We are indebted to the Society for Electrica] Development for 
the foregoing particulars. 


Russia : The 1886 Company : Swiss Protest.—According 
to the Vorvie Vrem ya, the Swiss shareholders in the 1886.Com 


with a memorandum, expressing their confidence that the Russian 
Government, threugh the Council of Ministers, will reject’ the 


the Swiss shareholders affirm, again, that most, of the shares ‘are 
not in German hands, but are in the hands of Swiss citizens, “In 
Conclusion, the memorandum, commends the impartiality of the 
Minister of- the Interior, who they hope wil] not ` permit -the 
justice of the liquidation of the company. The memorandum 
has been handed to the President of the Council of Ministers, 


A Large Battery Installation at Winnipeg.—A specia] 
hattery building has recently been Constructed by the Winnipeg 
Electric Railway Co, to house a 5,000-ampere-hour Storage battery, 


which is to be used for st 


` tion with the booster, or in-case of emergency to be thrown direct! 


ts ee T-— 


and-by ra 


ilway service and for improsin 
the station load factor. The building is 4] fr. Wide X 1% f 
long and 16 ft. high, and provides врасе for a fan room {1 fr. 


being forced through steam heated ‘coils into concrete ducte ry. 
ning longitudinally the entire length of the building, allowing з; 
to circulate up into the battery room and ont through the monito 
ventilators. | _ 


A compensating and recording hydrometer installed in a lead-eluis 
case gives a constant record of specific gravity, and also indicat 
by means of a bell alarm to the switchboard operator when a cera; 
charging point has been reached. | 

In conjunction with the battery there is installed a 3,300-amper; 


The battery is protected by a 6,000-ampere, 650-volt, circuit. 
breaker mounted ‚оп & reinforced marble board. А single-pole, 
double-throw switch allows the battery to be operated in conjunc- 


The battery is kept floating on the line continually, and is of 
great assistance on peak loads. The charging of the battery | 
done mostly at night when the Cars are not in operation.— Electric! 


Sheffiéld's Future.— The Times states that the Sheffield 
City Council, last week, discussed the appointment of an Industrial 
Development Committee. The Deputy Lord Mayor said the city. 
by the great enlargement of its electricity undertaking. iin 
making provision for the future, and it was necessary, if m 
wished Sheffield to retain its present foremost position. that t m 
should do all they could to develop its industries. A Committe 
was appointed to deal with the subject. 


Overhauling a Big Set.—The Commonwealth Edison 
Co., of Chicago, recently performed what must be considered a feat 
of speed. The30,000-kw. turbo-generator at the Northwest station 
was shut down at midnight on a Saturday for its annual cleaning 
and overhauling, which includes opening, inspecting, € 
renewing worn turbine blades, and replacing praetically p^ en А 
auxiliary water-handling system of turbine and pumps. The e 
denser. had also-to be cleaned, and about one thousand eh 
removed and. replaced.. This was done, and everything replaced, 


` and the machine made.ready for service within 70 hours. 


. The turbine unit measures 60 ft. in length, 15 ft. in height. and 
19 ft. in width. The total weight, including гю оос 5 
1,182,000 1b., the low. and .high-pressure > turbine ee 
177.000 lb. There are 10 single high-pressure stages an and 
Tow-pressure ‘Stages... The turbine is rated at 45,000 = A 
operates at 1,500 B.p.M.. Steam is furnished through а 20-1, du 
at 250 lb. pressure, and superheated .to 625°. Of d a 
&dmission: valves, 18 in number, 14. are used up to full h aher 
admit. steam to the upper half. of the first stage; while the 
four'are used for overloads. "E Ss 4 tain’ 
. The condenser is of the two-pass surface type, and co fare 
11,000 tubes of 1 in. diameter each, constituting a cooling sni б 
of 50,000 sq. ft. The cooling. water in the ‘condenser Ына 
tons. 52,000 gallons of circulating water are passed bes P 
condenser per. minute, requiring for this purpose: 0 орй 
Curtis non-condensing turbine, which operates -at 1, Шиш} 
directly connected to a 48-in. double-suction centrifug P 


. 9 


working against a head of 15 ft. 


; —А& 
Institution and Lecture Notes.—Fuel Economy. i 
Nottingham University College, last: week;-Prof. H. E. кыды 
gave a lecture ón'& national fuel-and power policy, Fe ttingham 
of which he severely - criticised: -the ‘policy of- a Е рт 
Corporation, which was alleged to refuse, to supply din ry вшей 
to factories except on terms that applied to the o мА ті 
consumer, with the result that, several important ee strongly 
Were installing electric power plant of their own. ы | 
advocated the establishment of a central Fuel p yin ihe 
Which should promote: the scientific use of. coal, and i а 
importance of carbonising coal at.a low température, wer, and 
obtain a good smokeless fuel for domestic nse, gas for P urging 
all the residuals. A resolution, was unanimously. ше the. use 
the immediate development of a ио policy to govern the. @ 
of our fuel supplies,— Juttingham uardian, RAT 
- Leeds Association of _Engineers.—The- annual. report for. the 


1; and 
past year states that the surplus revenue-amounted to £10 ме 


: as 006 
the assets were valued ‚аб £5,050. . Satisfactory progress cum dt 
made during the year. fa 
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| Inquiries. — Makers of the “Realm” lamps, and of 


“ Holeby Tuxham ” and “ Houmoller Alpha" marine motors, are 
asked for. " ` . 


Fatality.—Patrick Davis,. a Dublin - electrician, was 
. fatally crushed at Amiens Street Railway Station (Great Northern 
of Ireland), on Saturday last. í 


Nitro-Energy.—In this period of stress and strain, the 
- importance of the Sunday newspaper has advanced by leaps and 
bounds. Very few of us are content to. wait from Saturday night 
till Monday morning for the latest news from the Front. Inci- 
dentally, therefore, the immense amount of printed matter which 
is now supplied in the leading Sunday papers has acquired a new 
importance. All the more is it to be regretted that such articles as 
the one which appeared in a Sunday contemporary recently, headed 
** Nitro- Energy." should be dangled before an anxious and unscien- 
tific public. The matter that caught our eye was one of the sub- 
headings, " Electricity at 1/50th the Cost.” . : 

Reading the article we find that an American mining engineer 
has come to England with an invention for using nitrogen as an 
energy-producer in place of coal, at a fraction of the cost; and he 
is generously offering it to the British Government. His estimate 
of the total nitrogen in the earth's atmosphere now available for 
use in the production of the new power. is nearly 4,000 billion tons. 

.Lest there should be any anxiety, however, that this enormous 
supply should eventually be completely used up, we are informed 
that, unlike all other fuels, which are destroyed, his method of 
using "nitro-power" converts the fuel back into its elemental 
state. Obviously, therefore, we have here а source of unlimited 
power which will last for ever and ever, without diminution, like 
the widow's cruse. E ; 

When we had fully taken this in, we were prepared to read 
further that this new energy could be used for every purpose for 
which coal and crude oil are now used, even to smelting. 

This great invention is not only to come in as part of the recon- 
struction in that dim and happy future, after the war, but it is 
even to be made available for war purposes within the next three 
months. “Submarines large enough to mount 6-in. guns can be 
driven twice round the world by this energy without re-fuelling.” 
The difficulties in connection with freight in shipping tons of mere 
fuel will, therefore, be entirely avoided. The energy melts away 
into the water, or the ether, or somewhere, without causing any 
bubbles to rise to the surface to betray the presence of the sub- 
marine. No batteries are needed, the space occupied by them being 
availible for torpedoes. The speed claimed for the new submarine 
is the same as that of a destroyer of the present day. 

No smoke stacks are required, and we are told, further, that 
half a ton of nitro-energy on a battleship or a cargo boat would 
do the work of 600 tons of coal and leave immense space for war 
material in the one and for commerce-carrying purposes in the 
other. 

The inventor, we are told, is producing temperatures of 8,000° F.,' 
and yet the temperature outside the generators is the same as that 
of the surrounding atmosphere. The action is all automatic. 

The inventor concludes by saying that he could, if he wished, form 
а company in the City to work the invention, but that is not his 
purpose. ‘‘It is an invention of such stupendous possibilities, that 
I want to place it in the hands of the nation.” : 

Many times before we have had occasion .to remonstrate with 
our non-technical contemporaries over articles, generally in con- 
nection with new inventions, upon which they should have sought 
expert opinion. In these days it is really deplorable to find that the 
powerof the Press can be applied in our own particular field with such 
absolute ignorance of the first principles of science. Surely, with so 
many scientifio men practically out of work, it would not be 
difficult for wealthy newspapers to get the advice of oneor two such 
men before printing matter of this kind—fatuous drivel from start 
to finish. 


A Siemens Centenary.—1n honour of the centenary of 
the birthday of their ancestor, Werner von Siemens, the von 
Siemens family. says a telegram received by wireless from Berlin, 
have established a fund of £50,000 for the construction of houses 
for employés and workmen. The Siemens & Halske Co., Ltd., and 
the Siemens-Schuckert Works have each added £50,000.— Times. 


The Tribunals and Diesel Men.— We read in the Last 
Anglian Times that at the Felixstowe Tribunal, last week, the 
Electricity Supply Co, claimed conditional exemption for the 
following men, viz.:—An electrician and Diesel engine-driver in 
charge of а power house, married, aged 30, on the ground of 
eertified occupation and national interest ; the Tribunal gave the 
man temporary exemption to March 31st next. A fitter, turner, 
and Diesel engine-driver, married, aged 2+, on the same grounds ; 
the Tribunal decided pot to assent to the application. An engi- 
negr and electrician, married, aged 37, on the same grounds; the 
Tribunal gave the man temporary exemption to January 31st next, 
no further application without leave of Tribunal. An engineer 
and electrician, married, age 36, on the eame grounds ; the Tribunal 
gave the man conditional exemption. 


Volunteer Notes.—First LONDON.. ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place.—Lieut.- 
Col. C. B. Clay, V.D., Commanding. ... E EON 

From Zhursday, December 21st, to Thursduy, December 28th, 
inclusive.—Headqyarters closed. >. | a 

viday, December 29th. — Technical for Platoon No. 10,.at 
Regency Street. Squad and Platoon Drill, Platoon No. 9. Sig- 
nalling Class. Recruits’ Drill, 6.25 to 8.25. 


(By order) MAcLEOD YEABSLEY, Adjutant. 


x 


Industrial Research in Canada.—The Canadian Govern- 
ment has appointed an honorary advisory council on scientific and 
industrial. research to advise a committee of the Cabinet оп all 
matters relating tò the extension and co-ordination of scientific 
and industrial research. | 


Self-Luminous Compound for Switches.— One of the 
large manufacturers of switches, sockets, and supplies is now pre- 
.paring to bring out a line of electric light switches and sockets 
painted with a self-luminous compound which will render their 
position visible in the dark. A “radium” paint will be-used, 
similar to that already employed. on luminous-dial watches, com- 
passes, &c. This paint is continuously self-luminous, and, it should 
be noted, is to be distinguished from the luminous paints and pull- 
chain balls.which have been on the market for some years, which 
require exposure to strong light to make them luminous in the 
dark for а period of several hours. - we 
The base, zinc sulphide, is the same for the new self-luminous 
paint as for the older phosphorescent paint which absorbs light 
and then gives it out again,shining with а greenish or bluish 
glow in the dark. The new paint, however, contains a small 


.quantity of radium bromide, the alpha particles of which, con- 
tinuously bombarding the crystals of. the sulphide, render it. 


luminous in the dark with a раје greenish glow of about the 
intensity of а rubbed phosphorus match. By increasing the 
quantity of radium compound included in the paint, the more 
brilliant can this phosphorescent glow be made. On aeroplane 


compasses used by the European armies, the luminous compound — 


employed is of such intrinsic brilliancy that its glow can be seen 
even in contrast with twilight. Such a high mixture of radium 
compound, however, rapidly disintegrates the zinc sulphide. so that 
the life of the paint may be barely 12 months. In the intensity to 
be used on the new switches, which has been found most practical 
for average use on watch dials, &c., the figures are readily visible 
in a darkened room, and such paints have an assured luminous life 
of 10 to 15 years. if not longer. 

It is proposed to tip the switch push buttons with this luminous 
compound, so that when entering a darkened room the user can 
quickly find the button, press it, and secure electric light. 

In order that ordinary flush switches already installed may be 
made luminous, the electrical manufacturer referred to has devised 
the ingenious expedient of luminous-head screws which can be 
used to replace the present screws, giving visible points of 
luminosity by which the switch can be located in a darkened room. 

The cost of making and applying the self-luminous paint is, at 
present ‘market prices of materials, about $1 рег вд. іп. At this 
rate it is expected that the extra cost of equipping an ordinary 


electric light, switch will be from 20 cents to 30 cente.— Electrical 


World. 
The A.C. Arc used in Scrapping Plant.—When the 


Llewellyn Iron Co. took the contract of dismantling and scrapping 
three compound Corliss engines and the three 800-Kw. direct con- 
nected generators in an old railroad power house in Los Angeles, it 
was discovered that in order to reduce the machinery into pieces 
gmall enough to handle, a great amount of cutting must be done on 
the job. It was impracticable to use the oxyacetylehe flame, for the 
reason that practically all of the cutting was pn cast-iron. To drill 
and wedge the various pieces apart was a laborious job, and the 
following method was tried as an experiment. 

Two 50-KkW. transformers were set up in the engine-room and 
connected to a single-phase 2.200-volt, 50-cycle main, through fuse 
blocks’and an oil switch, from the Southern California Edison Co.'s 
system. The primaries of the transformers were connected in series 


while the secondaries were connected in parallel so as to supply: 


52-volt service. Two 4/0 cables in parallel made up each secondary 
lead, one lead terminating at a movable holder which consisted of 
a hollow woeden rod about 5 ft. long, to the end of which was 


fastened a metal clamp for holding a carbon electrode 3 in. in- 


diameter and about 12 in. long. The otherlead was made fast to 
the casting that was to be cut. i : _ 

In order to prevent abnormal surges on the line, a resistance of 
about 30 ohms was inserted in series with the primary. With 
52 volts on the secondary it was impossible to maintain the arc, 
especially on heavy cutting, so the primary connections . were 
changed tq parallel, giving a transformer capacity of 100 Kw. with 
the secondary voltage raised to 110. 

With one man occupied continually-with the cutting, the 
energy consumption for about one week’s use was approximately 
1,000 Kw.-hours measured on the primary. With alight cut, such as 
the spokes of the fly-wheels, collector rings, foundation balts, piston 
rods, and the like, the normal current in the primary was about 
35 amps. with swings to. 100 amps. On heavy cuts, such as arma- 
ture spiders, bed plates, and wheel rims, the current consumption 


' was around 60 amps. with swings as. high as 150 amps., measured 


on the primary. — - 

. Since the apparatus used was very crude, the time necessary to 
make the cuts was longer than would be needed with a more refined 
equipment. To cut a 2-in. foundation bolt required from three to 
four minutes, depending on the ease with which it was possible to 
approach the work. A cast-iron ring of section 25 in. x 13 in. was 
cut through in one hour's time.. The,carbon-consumption was a 
practically negligible quantity, except for breakage due to the 
cumbersome holder. А 3-in. diameter carbon 24 in. long was 
sufficient for. а]. the cutting that was done in 10 days. It is con- 
templated to install an equipment of this kind as a permanent 
arrangement, substituting a reactance in the primary in place of 
the resistance to limit the primary current to ten times the full load 
current of the, transformers.—G. W. TEFFEAU, JNR. in the 
Electrical World. 


Y 
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Flood-lighting Policemen.—In St. Louis, U.S.A., ш 
traffic-control policemen at busy Crossings are being put ‚їп the 
limelight " by means of 500- watt lamps in flood-lighting projectors, 


` mounted high up on adjacent buildings, 80 that the constables сап 


be plainly seen without dazzling them or the drivers of vehicles, 


Fire,—The Daily Telegraph states that a disastrous fire 
occurred at Tonbridge, last Saturday, resulting in the complete 
destruction of the telegraphic and electrical Stores of the South- 
Eastern and Chatham Railway. 


Northampton Polytechnic Institute, —On Saturday after- 
noon last the annual prize distribution took place, the prizes and 
certificates being presented by Mrs. В. Mullineux Walmsley. - The 
presentation was preceded by an organ recital, and after the cere- 
mony the Proceedings concluded with. the Rumanian and British 
National Anthems. | 


Glasgow Electricians’ Wages.—The arbiter in the dis- 


and the Electrical Trades Union in connection with an application 
by the latter for an advance of 2d. per hour for their members 


SLs 
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| OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep reuders of the 
ELECTRICAL REVIEW posted as to their movements, 


‘Central Station Officials.— Chesterfield Corporation has 
advanced the salary of Mr. E. Р. AUSTIN, assistant borough 
electrical engineer, fron £230 to £950 per annum. 

Mr. W, M. GIRVAN, who has held various positions in the 
electrical department of the Belfast Corporation, has been 
dppointed general electrical superintendent at the central 
generating station. | 

Mr. A. W. JOHNSON has been appointed charge «hift engi- 
neer at the L.C.C. Greenwich Henerating station at a Salary 
of £250 a- year, rising by annual increments to £300. 

General.—Mr. E. Eastwoop, who for the past 11 years has 

ad charge of the electrical repair shops of the London County 
Council tramways at their central repair depot, Woolwich 

oad, has resigned his appointment. With them, and has 
accepted the post of manager for the Electrical Repair Co., 
Martin's Yard, Endwell Road, Brockley, S.E . who are 
specialising in all types of armature and field coil winding and 
repairs, 

The John Fritz medal was awarded in January, 1916, to 

г. ELIHU Тномѕом, for `* Achievements їп Electrical Inven- 
tions, in Electrical Engineering, in Industria] Development, 
and in Scientific Research," and was to be presented to Dr, 
Thomson in Boston on December 8th . 


Roll of Honour.—The Staff War Bulletin of thé County of 
London Electric Supply Co. Ltd.. and associated conipanies, 
including the South London Electric Supply Corporation. con- 
tains a Roll of Honour revised to date, and photographs of 
men holding commissions. Since the last issue 54 more men 
have joined the Services, making the total to date 408. Inter- 
esting extracts from letters from the Front are given. 

e Serbian Military Medal, for services rendered in the 
field at Salonika, has been awarded to Sapper J. B. SULLIVAN, 
of the Signalling Section of the R.E., who was formerly in 
e engineer's department, of the telephone office at Canter. 

ury. { 

Rifleman J. ELKINGTON, Rifle Brigade. who has falen in 
action, was prior to the war with the British Thomson-Hous- 
ton Co., Ltd.. at Rugby. 

Company Sergeant-Major ALLAN Corre, who has died of 
Wounds, was a. draughtsman with Messrs. Mirrlees, Bickerton 
and Day, Stockport. 

. Gunner WILLIAM " WoLSTENHOLME, R.F.3., who has been 
Invalided home from France, was employed by Messrs. Jones 

ros., electricians, Blackpool. А 
_ Private Harry Burns, Manchester Regiment, reported miss- 
Ing. was employed by Messrs. W. T. Glover & Co., Ltd., 


Trafford Pa rk. 


Lance-Corpora] BERNARD ABRAMS, Manchester Regiment, 
wounded and in hospital, was employed by Messrs. г Frank- 
evherg & Sons, Ltd., Salford. 

Second-Lieutenant Rorrrt Cann. R-E.. assistant manager 
of the Ormskirk Gas & Electrie Co., has been awarded the 
Military Cross. 

, Private R, TENNANT, Machine Gun Corps, ‘aged 26, killed 
in action, Was with Messrs. D. Rowan & Co., of Gl 


ÜSUOW, as 
an electrician, 
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Captain P. T. Foysrer, R.E., aged 98, who died of womg E 
on December lith, was, according: to the ‘Times, assistant [f 
engineer to the British Engine & Boiler Insurance (0, a 
Manchester. | 

Corporal Marx Boce, who has been. awarded the Military 

edal, was an employé at the Leeds Corporation electricity 
department. He hag been wounded four times. 

Private Јонм APPLEBY, North Staffs. Regiment, Who en. 
listed whilst on the staff’ of the Hanley Electricity Works, i; 
reported missing. | 

аа W СЫ. ВискАнр, B.A.M.C., a former emplove uf 
the India-Rubber, Gutta-Percha & Telegraph Works Co.,Ltd. 
has won the Military Medal. 


Obituary.—Mn. G. Н. PowNaLL.—Mr. G. Н. Potrnall, Pre. 
sident of the Institute of Bankers, to whose address on bank. 
ing and trade and industry we recently referred in the Eirc- 
TRICAL Review, passed away last Saturday at the age of 7 
diis EpwiN HopasoN.—The deg th is announced, at the age 
of 60 years, of Mr. Edwin Hodgson, who had for a long репо 
carried оп business as an electrical engineer at Копа, 

leckheaton. ' | 
зы JOHN SEAR GIBSON.—Sec.-Lieut. John Sear Gib. 
son, attached to the Trench Mortar Battery, who has died of 
wounds received in action, aged 32, was an electrical enginer 
at Tunbridge Wells, and an A.M.I.E.E. 


Will.—The late Sir James SIVEWRIGAT left estate -of the 
value of £98,784. The bequésta include £10,000 to the Senatus 
of the University -of Aberdeen, and £5,000 to the Committe 
of Milne's Institute, Fochabers, 
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NEW COMPANIES REGISTERED, ` 


Midland Dynamo & Motor Repairs, Ltd, | (145,468) = 
his company was registered on December 9th, with a capital of Е н 
£l shares, to carry on the business of electricians, ‘electrical, mechanics’, 


motor, telephone, heating, ventilating, and general engineers, bellsmiths, gus 


fitters, Maintainers, and repairers of and dealers in all ыы 
apparatus. aeroplanes, airships, motor cycle and car up rr 
lain, china, and earthenware goods, petrol, benzol, and oils, i dido 
chemicals of all kinds, &c. The subscribers (with one HA 
Gill, 49, Winchester Avenue, Leicester, electrical engineer; E [s € 
Narborough Road, boot and shoe manufacturer. Private rane CU 
-directors (to number not less than two or more than four) aH DR М 
G Ward. Solicitor; W. Harding. 14, New Street, Leicester. E 
laynes, 8a, Pocklington Walk, Leicester. Registered by Jordan s, Ld, 
116-17, Chancery Lane, W.C. 


9,444) . —This 
Midland Electric Co. (Southport), Ltd. (145.441) —Thi 
company was registered on December 2nd, with a capita n. cx) by TE 
shares, to take over the business carried on at Southport ( ram The cub. 
K. Greenhalgh, as the Midland Electricul, Gas & шом a “Hawkeheal 
scribers (with one share each) are: Т. Е. К. Greenha S RS Birkdale, 
Strect, Southport, engineer; A. L. Clough, 85. чо кз lees wan 
accountant. Private company. The first directors (to Bite “г ualification, 
two or more than five) are to be appointed by the subscri i 2 Mitchell 
£200. Remuneration .as fixed by the company. “Solicitor "s. Hill Street 
Southport. Secretary ; A. L. Clough. Registered office: , 
Southport, 


= is mber 

"Reuter's (1916), Ltd. (145,516) .— Registered есе ы 
lith by Bircham & Co., 50. Old Broad Street, E. ^ S ees ри Marin] on 
shares. Objects: To take over the telegraphic к, imc to. o 
bv Reuter's Telegram Co., Ltd., to carry on and ae a Ru УЕ: 
and supplv wireless, telegraphic, telephonic, and ot pat cate E b 
to -carry on business as advertisement s elus ш E lations tele: 
purchase, hire, or otherwise acquire and work NAE е and rnit 
"graphs, and telephones, to undertake and facilitate t eu and property 
tance pf money, securities, and other valuables, Е S run HR d ad 
in, to, and between any part or parts of the world, ne ‘of credit anl 
telegraph, telephone, or otherwise to grant and ee tu open credits 
circular notes, to receive deposits of money and secu itam Jossessed^ By ths 
and generally to utilise the means of ee a pur MEE Y 
company {ог the Purpose of granting pecuniary, erg to advance nune 
acilities in and between any part or parts of the d “tise. and the dou- 
on, and deal with, bullion, specie, "produce, and merc ИН dispatch: vr 
ments of title relating thereto (particularly in рш to act as bankers, 
carriage thercof between different countrics or Plates Бо business, 10 
and carry on every description of English and foreign eds евресїайу їп 
undertake mercantile, financial. insurance, and other ied by wirt- 
foreign and distant places, and on instructions qe Unio. &c. The 
less, telegraph, telephone, mail, or similar means о sbi 34, Queen Antes 
signatories (with one share each) are: Lord oe B Cumberland. Place. 
Gate, S.W.; Sir Leander Starr Jameson, Bart.. As iT Bot less than three ө 
V. Pfhate company, The first directors (to num REA the Hon. Edmun 
more than eight) are the Hon. Mark F. UP а у, Jones, an 
Parker. George Grinnell-Milne, Gerald W. W DE managing director). 
John Buchan. Remuneration (excluding salary of ап; any may determine. 
£2, per annum, or such larger sum as the Кос office: 24, ОН 
divided? between them. Solicitors : Bircham & Co. Regis 

Jewry, E.C. 


OFFICIAL RETURNS OF | ELECTRICAL 
COMPANIES, 


976) .— Capital. 
Electre Mechanical Brake Co., Ltd. (98,276). 1916. 1.50 
£30.000 in £1 shares (2,500 pref.) Return dated ae d up on 1,300 pret. 
Pref. and 22,500 ord. shares, taken up; £l per share J on 6.035 ord. Mot- 
and 16,465 ord.; £17,965 paid; £6,035 considered as pai ! 
Bages and charges: £7,500. 


Я ЗА — Capital, 
Cape Electric Tramways, Ltd. 94.696). 491.322 shares 
£500,000 in £1 shares. Return dated November. us tages and charge 
taken up; £91,222 paid; £400,000 considered as paid, ? ч ai 

£364,700. 


- 
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.Landaulet Co., Ltd. (72,890) (formerly known as Elec- 
tric Landaulet Co., Ltd.).—Capital, £50,000 in £10 shares. Return dated 
June 28th, 1916. 3,928 shares taken up; 4£39,280 paid. Mortgages and 
charges : £6,000. 


, Frederick Braby & Co., Ltd. (2,537c):— Capital, £400,000 
in 37,500 ord. and 2,500 pref. shares of £10 each. Return dated August 3rd, 
1916. 27,500 ord. and 2,500 pref. shares taken up; £10 per share called up 
on 24,250 ord. and 2,600 pref., and £6 per share on 3,250 ord; £287,020 paid, 
including £20 on five forfeited shares; £13,000 (£4 per sharc) considered as 
paid on 3,250 ord. Mortgages and charges: £55,000. 


Electrical Installations, Ltd.—A memorandum of satis- 
faction to the extent of 2300 on November 30th, 1916, of debs. dated December 
Sth, 1906, securing 22,000; has been filed. ` 


‘ , 

Reid Bros., Engineers, Ltd.—Particulars of £7,000 debs., 
created November 28th, 1916, filed pursuant to Section 93 (3) of the Com- 
panies (Consolidation) Act, 1908, the whole amount being now issued. Pro- 
erty charged: The company's undertaking and property, present and future, 
including uncalled capital. No trustees. 


Veritys, Ltd.—A memorandum of satisfaction in full on 
Mn 12th, 1916, of mortgage ‘dated April 29th, 1913, securing £800, has 
pen filed. | 


Llanelly -and District Electric Lighting & Traction Co., 
Ltd.—Secogd supplemental trust deed dated November 30th, 1916 (supple- 


mental to trust deeds dated August 3rd, 1911, and November lith, 1912), 


securing £45,000 deb. stock ranking pari passu with £75,000 like stock issucd 
under principal and first supplemental deeds, charged on lighting and tram- 
way undertakings, lezsehold power, station, and car sheds, and company's 
other assets, including uncalled capital. "Trustees: Century Insurance Co., 
Ltd., 18, Charlotte Square, Edinburgh. А 


Traction Development, Ltd.—Mortgage debenture dated - 


November 10th, 1916, to secure £2,000, charged on the company's undertaking 
and property, iM and future, including uncalled capital. Holder: F. L. 
Davis, Leadenhall Street, Г.С. 4 : 


Electrical Contracts & Maintenance Co., Ltd.—Particu- 
lars of £1,000 debentures, crented December 5th, 1916, filed pursuant to Sec- 
tion 93 (3) of the Companies (Consolidation) Act, 1908, the. whole amount 
being now issued. Property charged: The company's undertaking and pro- 
perty, present and future, including uncalled - сараї. No trustees. 


W. Н. Allen, Son & Co., Ltd.—Mortgage dated Novem- > 


ber 2146, 1910, to secure £103,980, “charged on certain lunds and premises in 
Bedford, Biddenham, Liverpool, and Westminste®, life assurance policy, and 
company's undertaking and other assets present and future, including the 
benefit of a contract subject go prior charge. М 


Dixon & Corbitt and R. S. Newall & Co., Ltd.—Decd 
dated "November nd, 1916 (supplemental to trust deed dated November Ist, 
1904, securing £35,000 debs.), extending term and securing an increased 
rate of interest on the said debs., charged on certain lands, hereditaments, and 
premises pnd company’s undertaking and property, present and future, except 
uncalled capital. Trustee: T. Bowden, ewcastle-on-T yne. 


Venner Time Switches, Ltd.—A memorandum of satis- 
faction to the further extent of £500 on October 19th, 1916, of debs. dated 
July 10th, 1911, securing £5,000, has been filed. (Amount outstanding, £2,450.) 


Oriental Telephone & Electric Co., Ltd.—A memoran- 
dum of satisfaction to the extent of £2,049 on December 6th, 1916, of deb. 
stock covered by trust deed dated June_ 28th, 1905, and ‘supplemental deed of 
acknowledgement dated June 12th, 1907, securing £200,000, has been filed. 


~, 
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CITY NOTES. 


An extraordinary general meeting was 


Northampton held last week to consider the proposal to 
Electric Light increase the capital by the creation of 
and Power 50,000 additional " B” shares of £1 each, 
Co., Ltd. which would bring the capital to £200,000. 


Ald. F. Н. Тновхтох, J.P., presided, and 
said that the authorised capital was £150,000. Up to October, 
1915, they had issued £110,000, and in November, 1915, the 
business had increased so much that they were obliged to call 
for £40,000 more to make the great extensions necessary for 
the developments of their trade. That amount was practi- 
cally subscribed, and almost all of it had been spent in pur- 
chasing a site of 10 acres near Nunn Mills, and in making 
extensions which were necessary to meet the very important 
requirements of the boot trade during the present winter. 
Tn the present works they bad used part of the money in the 
erection of a new set of 500 Kw., and they had also laid mains 
extensively in the outlying parts of the town, the object being 
the supply of high-tension current at 6,600 volts to manufac- 
turers. By that means they had been able to supply current 
economically. There was no room for any more plant at the 
present works, and they were now proceeding with their 
extensions on the site they had bought near the river. They 
intended to erect a generating station where all the current 
would be generated at high voltage. and the present works 
would become a transforming station. The. issue of new 
capital had the sanction of the Treasury and the support of 
the Ministry of Munitions. From the point of view of the 
company, it was not a good time to make an issue, because 
money was dear. He did not suppose that at any other time 
it would.have been necessary to issue shares, as the directors 
proposed to do, at par, because before the war their shares 
stood at 95s. 6d., but with the competition of Exchequer 
Bonds and War Loans generally. it was hopeless to try to get 
the money any eheaper. The directors estimated that they 
would save 6.000 tons of coal a year at their present works, 
and taking that at 10s. a ton they would have £3,000 a year, 
which was 6 per cent. on £50.000. In the new works they 
proposed to erect а 3,000-x w. plant, far larger than anything 
they had at present. 
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The resolution was carried unanimously. 
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. In their report for the year ended 

Melbourne August 818$, 1916, the directors state that 
Electric Supply to provide for fyture expansion, it is pro- 
Co., Ltd. posed to increase the capital by £750,000, 
divided into 50,000 preference shares of £5 
each, and 500,000 ordinary shares of #1 each, the latter to be 
converted, when fully paid, into consolidated ordinary stock 
ranking equally with the existing stock. The consents of the 
'existing preference and ordinary .shareholders in separate 
meetings being necessary to the creation of the new prefer. 
ence shares, such meetings were held yesterday following the 
annual meeting. A resolution was also submitted for increas- 
ini; the borrowing powers by £250,000. During the year, 
£144,405 has been expended on additional land, buildings, 
plant,’ mains, &c., and the capital account now stands as 


follows :— | 
Expenditure Expenditure Total written ‘Balance of 


to during off at _ expenditure 
Aug., 1915. the year. - Aug.,1916. at Aug., 1916. 
Melbourne .. £954,227 £197,561 £14,680 £1,071,108 
Geelong  .. 175,861 6,844 8,775 178,930 
(including trams) —--—— —— —— — 
£1,180,088 £144,405 £18,455 £1,256,038 


The area of the suburban districts in Melbourne covered by the company’s 
statutory powers is approximately 74 square miles, with a population of 386,000, 
-and a supply is now available in 566 miles of streets, being an increase of 40 
miles during the year; 4,522 new consumers were connected to the mains 
during the year, bringing up the total number connected to 27,713 being an 
increase of 20 per cent. as compared with the preceding year. The power 
supply has increased by 15 per cent., the electric motors now connected being 
equivalent to 20,106 n.».; the total connections, including lamps, motors, 
heating, und other apparatus, have increased by 22 per cent., the total units 
sold by 36 per cent., and the gross revenue by 24 per cent. - : 


The profit and loss account shows that the gross profit 
during the year amounted to £142,315, as compared with 
£117,677 for the preceding year, an increase. of 21 per cent., 
which compares with an increase of 13 per cent. in the pre- 
vions vear.: After payment of debenture interest, and manage- 
ment and general expenses at the London head office, and 
after making the following allocations, viz., to first debenture 
.Stóck sinking fund £2,500, to consolidated debenture stock 
sinking fund £2,900, to income certificate service fund £1,800, 
to general reserve (raising the latter to £90,000) £20,000, to 
reserve for income-tax and excess profits duty £15,000, there 
remains a. credit balance of £72,476. The dividends having 
been paid on the 7 per cent. preference shares, 10 per cent. 
for the year is paid on the consolidated ordinary stock, and 
there remains to be carried forward £21,366. To this is 
added £40,778 brought forward from last year, making a tota! 
-credit balance of £62,144 to be carried forward, subject to any 
further demands in respect of excess profits duty. The fol- 
Icwing tables show the progress of the Melbourne and Geelong 


undertakings :— 
Total con- Total 


Number of Lighting Motors in nections units Gross 
Date. consumers, іп ку. rated H.P. in KW. sold. profit. 
Melbourne— 
Aug., 1914 19,006 16,916 12,444 28,759 13,963,300 £93,202 
Aug., 1915 23,191 19,992 17,609 ‚541 17,486,300 £107,515 
. Aug., 1916 27,118 23,901 20,106 001 29,902,004 £131,673 
Geelong— 
(including trams) 
Aug., 1914 1,839 2,050 2,085 4,0190 1,275,280 £11,137 
Aug., 1915 * 9,290 9,306 2,155 4,401 1,970,516 £10,162 
Aug., 1916 2,573 2,468 2,314 4,782 1,619,044 £11,641 


The business continues to be well maintained, notwith- 
stunding the adverse influence of the war. ‘There is an in- 
creasing demand for light апа power from all classes of the 
ccinpany's consumers, including numerous firms in Melbourne 
and Geelong engaged in the manufacture of war munitions 
and requisites. .The directors deem it advisable to make such 
alterations in the articles of association as will enable them to 
capitalise any part of the company's undivided profits and 
distribute same- to the consolidated ordinary stockholders by 
way of dividend or bonus. ' 


A The directors in their report for the 

British Columbia year ended June, 1916, state that after 
Electric Railway making provision for renewals mainten- 
Co., Ltd. ance £102,237, for income-tax £10,000, 

and for addition to capital amortisation 

fund £9,656, the net revenue amounts to £134,964, plus £6,667 
brought forward and -£70,000 transferred from the reserve 
fund, making £211,631. After deducting interest on deben- 
tures and debenture stock for the year, £132,771, and divi- 
dends already paid фп 5 per cent. cuin. perpt. preference 
stock for the vear £72,000, £6,860 remains to be carried for- 
ward. It will be observed that in order to pay the above 
dividend the reserve fund has had to be drawn upon. The 
most determined efforts have again been made by the board 
and management to curtail expenditure in every direction. 
Operating and all other expenses have been rigidly controlled. 
The capital expenditure of the railway»and subsidiary com- 
panies during the year amounts to $134,900, compared with 
$575,558 in the previous year. The general manager reports 
-that the property of the company has been well maintained, 
and none of the economies effected have in any way m- 
paired the efficiency, safety or general upkeep of the com- 
pany's plant. The reduction in the population, the reduced. 
spending capacity of the citizens, the continuance of the un- 
fair competition of Jitney cars, together with the greatly 
increased cost of all supplies, are responsible fer the decrease 
in tbe company’s revenue. About 35,000 soldiers have left 
British Columbia for overseas service, of whom probably 
95,000 have left the territory served by the company, and a 
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furiher large number of .people more or less directly and 
indirectly dependent om them have also left. It can safely 
be estimated that, as compared with the year 1914, the popu- 
lation served by the company has decreased by 30 per cent. 
. The railway business also continues to' suffer severely from 
the competition of Jitney cars. Since January Ist this com- . 
petition has been less acute than in the previous year, but it 
is estimated that these cars are still depriving the company of 


various public services furnished by the company, including : 


conditions in British Columbia, and with these the company's 


four mónths of the current year show ‘an encouraging in- 
crease of over £30.000, and the directors are not without 
hope that the profits of the current year will be sufficient to 
cover the -debenture interest, and also the dividend on the 
9 per cent. cum. pref. stock, without further trespassing on 
the reserve fund. The directors think that the company's 
financial position justifies the payment of the dividend оп 
this stock for the current year, and а resolution will be sub- 
mitted to the stockholders approving of this payment being 
made, and authorising the directors to draw upon the reserve 
fund, if necessary, for that purpose. The directors are unable 
to hold out any hope of the payment of a dividend on the 
pref. ord. or def. ord. stocks for the current year. Mr. R- Н. 
Sperling, having been granted a commission in the Army, 
as retired from the board, to the great regret of his col- 
leagues. Mr. Sperling has accepted the position of adviser , 
to the board. Sir W. M. Aitken, Bart., M.P., and Mr. John 
Davidson have accepted seats on the board. A resolution will 
be submitted to the stockholders to increase the number of 
directors to nine, and, if approved, Sir William Mackenzie, 
who, on the invitation of the directors, has expressed his 
willingness to accept a seat on the board, will be elected. Sir 
William Mackenzie ia president of the Toronto Railway Co., 
the Toronto Power Co., the Winnipeg Electric Railway Co., 
and other large public utility enterprises in Canada, and the 
directors are desirous of securing for the company the advan- 
tage of his wide experience. . : 
Annual meeting : December 22nd. 


From the last 4ssue to hand of the 
Tata Hydro: Indian Textile Journal (September), we 
Electric Power learn that an extraordinary general meet-. 
Scheme, Ing of the Tata Hydro-Electric Power 
Supply Co., Ltd., was held in Bombay in 
August, Sir DORABJI J. TATA presiding, at which was con- 
firmed an ашсын entered into by the directors of the com- 
pany with Sir D. J. Tata, Sir Sassoon David, the Hon. Mr. 
L. Samaldas, and Mr. М. M. Goculdas, whereby it was agreed, 
subject to the confirmation of the shareholders of the com- 
pany, that the: interest of the company in the concession 
granted by the Government of Bombay for the development 
of the Andhra Valley in the Maval Taluka of the Poona dis- 
trict to the purposes of. a hydro-electric scheme, shall be trans- 
ferred to a new company to be formed by Sir-D. J. Tata, Sir 
Sassoon David, Mr. L. Samaldas, and Mr. N. M: Goculdas. - 
The chairman said that a statement explanatory of the reasons 


power project by the storage of water power in the Andhra 
pes to a syndicate had already been supplied to the share- 
olders. - . i . 

The circular to shareholders stated : “ In October, 1915, an 
application was made to Government for a concession in res- 
pect of the Andhra Valley, and Government has very recently 
replied Intimating the entertainment of such application. On 
further careful consideration, however, your directors came 
to the conclusion that it would not be practicable for the com- 
pany to undertake this scheme, at all events in the near 
future, and a syndicate was then formed with a view to 
taking over the scheme from the eons and forming а, 
new company to work it. In the month of January last, 
when your directors came to the conclusion, and the syndi- 
cate was formed, the company had expended rupees one lakh 
or thereabouts Upon investigations in connection with the 
Andhra Valley project, and was confronted with the necessity 
or payment of heavy fees for surveys, necessary works, and 
D'ant, &c., and it was then arranged that the syndicate 
should take ир and continue the company's investigations and 
should defray all further expenditure in connection therewith ; 
and the Company's expenditure has stopped short at one lakh 
Which will come back to the company if the present аргее- 
ment 18 confirmed. The Tata- Hvdro-Rlectric Power Supply 
Co., Ltd.. was formed in November. 1910, as an undertaking 
for the Supply in Bombay of 30,000 electrical H.P., and it 
was then estimated that a capital of Rs. 175 lakhs would be 
required, but Subsequently the electric plant has been ex- 
tended to 40.000 electrical H.P.. and the hydraulic works 
Which are as vet incomplete, nave been extended to & capa- 

y of upwards of 60,000 electrical нр. lor the company's 


. project is estimated to require а capital of rupees 9f) lakhs 


nac =. 2 


undertaking, which at its present contemplated state ,: 
development is for the supply of 40,000 н.р. in Bomba; 
capital of rupees 262 lakhs (including debentures) hus |, 
raised, but further’ capital to the extent of APproximat.’ 


fie 


length from the power house to Khapoli to the теі, 
station in Bombay. ‘The development of the Andhra Valles 


and if it were to be embarked upon by the company, th- 
company would have to raise new capital to the extent ,' 
rupees 280 lakhs. One obvious objection to the Ай 


directors, moreover, are po upon technical grounds thi: 
it is important to the compa 
Given to railways and tramways, that there should be tn 


во that one may assist the other in emergencies in the main- 
tenance of continuity of supply. Your directors, as stated 


to undertake the Andhra Valley project in the near future, or, 
in fact, for some years, and, apart from any other reason, the 


of. the company. It must, moreover, be borne in mind that 
the concession: granted to the company in respect of the 
Andhra Valley scheme wil] not be allowed to lie idle indef 
nitely, and that failure, to take advantage of. the concession 
may probably lead to’ its being withdrawn, and must oi 
necessity open the door to other prospectors and to possible 
competition, which will not exist under the terms proposed to - 
be entered into between the company and the intended new 
company." - . 

: The agreement, now. confirmed, provides, among other 
things, the following consideration to be paid and satisfied — | 
to the company for the transfer of the concession :— 


The new com any shall pay to the company annually from the date of | 
registration of the new company the sum of Rs. 50,000 and as and when ч 
new company shall earn profits divisible or capable of being divided among 
i Ї dividends the new company shall pay to the ae 
pany annually either the said sum of Rs- 90,000 or a sum equivalent are 
per cent. upon the remainder of its profits, whichever shall be the gh 
intention being that the company shall be entitled to receive from т. з 
Company the sum of Rs. 50,000 as a minimum annual payment. MR 
mainder of the profits of the new company {аг the purposes of n Tn 
mentioned periodical payment shall be arrived at after making a d 
allowances and deductions, from the annual gross earnings for prison 
debentures (if any), loans, and deposits, and [ог working expenses ju S 
against profits. including agents' commission, and deducting a ded | for the 
to pay a dividend at the rate of 7 Per cent. upon the issued Pe. anii 
time being of the company paid up or credited as paid up, and sue dividend 
(if any) as may be required to satisfy апу arrears of the cumulative es 
on the preference shares of the new company for the time being ni i 
deducting a further sum for depreciation: equivalent to = per wr buildings 
capital expenditure of the company for the time being „upon E of Nh 
machinery, plant, and- other Property of the company їп respec of under- 
deduction for depreciation would ordinarily be made in the case Бик 
takings of a similar nature, The new company shall enter ictus x ku 
with the company defining so far as may be practicable the үн AA 
the operations of each company where such operations are li i Anies aM 
and for the purpose of promoting co-operation between the ee ef the 
preventing campetition, and of Preserving and protecting the interests 
two companies. : : though 
Your СТРИ consider that these terms лге very Lud лш 
they firmly believe in the economic value of the Andhra Val TE kine, aml 
is to be remembered that that scheme is not an established ш Pd Ж 
Your directors consider that the present company will be bod cd interest 
obtain a definite and concrete consideration for its present undeveloped 
in the scheme. | р 


The Helios Klektrizitats Gesellschaft, à 
German Cologne, which has. been in Aur, 
са На debit 
; . the year 1915-16 with ARE 
Em petes Шш of. £419,000. . The securities M 
portfolio remain of the value of £69,000. | ncs 
The Rheinische Schuckert Ges. fur Elektrische ШОП 5 
of Mannheim, reports. net profits of £45,500 for v o tended 
compared with £45,000 in the previous year. nu being 
to distribute 5 per cent. on the share capital of £550,000, 
the same rate as in 1914-15. "EVE 
е accounts of the Suddeutsche Telefon {рита e 1015-1 - 
vnd Drahtwerke, A.G., of Nuremberg, for the ral Sn 
Show gross profits amounting to £43,000, as ai MS 
£46,000 in the previous vear, on an ordinary 14 00 in the 
of £50,000. The net profits are £11,000 and £ f° which hus 
two years respectively, the method of disposing о 
not been disclosed for either year. te that several 
The liquidators of the Moore Licht A.G. state tho remain- 
patents were disposed of during 1915-16, whilst T 
Ing patents are to be allowed to lapse. The ARE xit 
debts owing in France, England, and Russia, togethe 


ч. * - 
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claiins forming the subject of legal proceedings, had been sold 


by auction. So far the тейит to the shareholders had 
amounted to 864 per cent., and the liquidators hoped that a 
total of 100 per cent. would -be eventually distributed. 
The report of the Bayerische Stickstoffwerke A.G.,; of 
Munich, states that the demand for nitrogen of lime (cyana- 
mide) continued to expand in 1915-16, and that this material 
had not only proved to be a valuable substitute for the nitro- 
genous fertilisers hitherto used, but results had also been 
obtained from it which would ensure to the product a con- 
stant market in open competition with other artificial nitro- 
genous fertilisers, The maximum price in 1915-16 had been 
fixed at 1s. 54d. and ет at Ise 5d. per kilogramme of nitrogen 
ia nitrogen of lime, free at consumers’ stations, including 
bags. The maximum price only slightly exceeded the price 
in peace times, and was essentially cheaper than the price of 
other nitrogenous fertilisers. It had been possible to bring 
into full operation the extensions of the plant near Trostberg, 
and it was proposed now to begin the works for the utilisa- 
iion of the power available at Tacherting-Margarethenberg, 
on the Alz. The net profits are reported at £73,000, as com- 
pared with £57,000, and a dividend at the rate of 14 per cent. 


, has been declared, this contrasting with 12 per cent. in 1914-15. 


Ф 


ee DE — 


а i П [4 (es. 216 А 
Companies Struck Off the Register. — The following 
companies have been struck off the register, and are accordingly 
dissolved :— 
Auto-Electrics, Ltd. 
Auto-Flash Sign Co., Ltd. 
Cable Construction Syndicate, Ltd. . 
F.B. Two-Stroke Engine Co., Ltd. 
Flash Controller Co., Ltd. 
Grindell-Matthews Radiophone Syndicate, Ltd. 
Holmes Motor Speed Controller, Ltd. 
Irhproved Wheel & Axle Adjustment Co., Ltd. 
International Power.& Light Trust, Ltd. 
Lester Engineering Co., Ltd. - 
Llanidloes Electric Lighting Co., Ltd. 
Pioneer Pump Patents (1913), Ltd. 
Radium Treatments, Ltd. 
Sandors Motive Power Syndicate, Ltd» 
Scientific Researches Co., Ltd. 
Turbiro Engine & Pump Co., Ltd. | 
Wireless Telephones, Ltd.: 


Buenos Aires Lacroze Tramways. Co., Ltd.—The gross 
receipts for the past year were $5,883,262, a decrease of 
$217,389. The working expenses were $3,895,787, an increase 
of $135,005. The. causes of these results are: the large num- 
ber of people leaving the country owing to the war, and the 
stoppage of works in general causing unemployment, and во 
decreasing traftic, notwithstanding the liberality of the ser- 
vices which the company had continued to give. "Phe work- 
ing balance is $1,997,475, and after deducting ‘debenture 
interest, amortisation of municipal concessions, paving 
accounts, &c., the balance is $644,519, plus $83,638 brought 
forward. $32,225 is put to reserve, $32,225 goes to directors, 


$3,222 (4 per cent.) goes to the syndicate, and $625,000 to the 


shareholders, leaving $35,483 to be carried forward. 


Buenos Aires City & Suburban Tramways, Ltd.—The 
directors report that the construction of the line between 
Olivos and San Isidro has been completed, but the level 
crossing over the Central Argentine Railway Co. at ‘Olivos 
has not yet been built, and the line beyond that point ‘has 
not been opened. Relations with the municipal and provin- 
cial authorities continue to be satisfactory.—Financier. 


Blackpool, St. Annes, & Lytham Tramways Co., Ltd.— 
The talc receipts for the past year were 246,898. The 
amount paid: to the Corporation of Blackpool was £10,123. 
Traffic expenses amounted to £7,848, general expenses £3,742, 
general repairs and maintenance £7,535, power: expenses 
£5,046, and rent of leased lines £2,204, the balanee to profit 
and loss account being £11,714. The directors recommend 
the trustees for the debenture holders to distribute the full 
vear's interest of 5 per cent. upon the debenture stock, this 


Г 


being on account of arrears due to date. 


Automatic Telephone Manufacturing Co., Ltd.—The pre- 
ference share and transfer books are closed from JSth to 25th 
inst., for the purpose of preparing the dividend warrants on 
the 6 per cent. preference shares for the half-vear. 


Adelaide Electric Supply Co., Ltd.—A general meeting of 
this company was held on December 18th tà approve the pay- 
ment of the usual dividend. The annual шеейпд will not be 


held until the receipt of the duplicate accounts from Adelaide: 


Ferranti; Ltd.—The annual meeting was ‘held on Tues- 
day, at Basildon House, Е.С. The proceedings were not. open 
to the Press. 

Cordoba Light, Power.& Traction Co.—The accounts for 
the vear ended. September 30th, after payment of debenture 
interest, show a loss of £230, which reduces the credit bal- 
ance of £96,581 brought forward to £26,351. This amount 
ja to be carried forward. 


Cuban Telephone Co.—Dividend, $1j per share on the 
preferred and common shares. 


Eastern Telegraph Co., Ltd.—Third quarterly dividend, 
1} per cent. on the ordinary stock, free of tax. 


' guished or dimmed in so short a space of time. 


Eastern Extension, Australasia. & China Telegraph Co.,. 
Ltd.—Interim dividend for September quarter, З, per share, 
free of tax. Ж 


~Tucuman Tramways, Light & Power Co.—l'or the year 
ended June, 1916, the net profit was £7,305, reducing the 
debit balance to £35,210. 


а 


STOCKS AND SHARES, 


TUESDAY EVENING. 


With the close approach of the Christmas holidays, it was 
scarcely to be anticipated that the Stock Exchange would be 
in a commercial frame of mind. As a matter of fact, the 
unexpected has happened this week; and їп consequence of 
the effective reply made by the French at Verdun to the 
German peace proposals, coupled with the conviction that 
the proposals themselves were actuated by growing weakness 
on the part of the Central Powers, prices have been good in. 
the markets and business rather more active. | 

The outstanding feature is the strength of Home Railway 
stocks. In their market, prices have risen from one to three 
points during the past few days, the reason being that the 
Government have admitted the taking over of the railways 
to have proved a remunerative bargain for themselves. This 
was said partly to justify the acquisition of shipping and coal 
interests; and the statement was sufficient to revive the jaded 
spirits of holders of Home Railway stocks and to make them 
feel that, after all, their investments might hold something 
pleasant for them, notwithstanding all the rebuffs and checks 
to which they have been subjected by Government restrictions 
and labour troubles. 

The British Columbia Electric Railway Co. has issued its 
eagerly-awaited report, and, judging from the severe slide 
that has taken place in the company's stocks during the last 
three weeks, it would seem уёгу much that somebody had 
advance knowledge of what the figures were going to show 
and was trying to get out before the report did. The company 
is going to pay the 5 per cent. dividend on its preference 
stock, but in order to do this a sum equivalent to that which 
is required for this service is to be withdrawn from the 
reserve, and careful analysis of the report will show that the 
company has earned comparatively little more than its deben- 
ture interest. . | 

Such a result justifies the falls which have been, taking 


` place during the past month; but that the weakness! should 


have been apparent so long before the actual accounts were 
published is at least a strange coincidence. The company is 
evidently suffering badly from competition; and while it is 
hoped that the present tide of its fortunes will prove фо be 
the lowest ebb, it is obvious that the management have still 
anxious times ahead of them. ` 

. Brazilian Traction common shares have recovered to 461, 
moving in sympathy; to a great extent, with the shares in 
the American-Canadian companies concerned with munition- 
making. These have been undergoing sharp fluctuations dur- 
ing the past few days. The peace hopes which make for 
strength in Consols and domestic securities naturally have an 
opposite effect upon those of American munitioneers. Cana- 
dian Generals gave way, but recovered a trifle. Other light- 
ing and power issues are scarcely mentioned. 

The dangers which beset London in consequence of its 
lighting restrictions were thrown into deeper gloom on Satur- 


. day night by a.thick fog which involved metropolis and 
. suburbs. 


'Buses and trams had to stop running, means of 
communication were reduced in numbers of cases to shanks's 
pony, and innumerable were the tales of minor accidents to 
people who lost their way in the darkness. . 

It might well be thought that on such an occasion the 
authorities responsible for the lighting orders would have had 
the audacity to brave the Zepps and turn up the light, if 
only for an hour or two, in order that Londoners might see 
their way to get home—especially when it is considered that, 
had danger threatened, all lights could have been extin- 
>, But perhaps 
the powers that be were not out'in the fog and paid no heed 
to the obvious risk to life and limb. (AN MJ 

Meanwhile, shares in the lighting companies continue to 
droop, further declines taking place i the shares of ‘the city 
and the county companies; and the market as a whole is as 
dull as the weather. Westminsters are 5s. down at 53, and 
St. James’ lost a similar fraction at 6. The various peace 
hopes circulating round the Stock Exchange have not yet 
afforded the electricity supply department any support. The 
Adelaide Electric Co. is paying the usual dividend and bonus, 
making 12 per cent. in all, on its ordinary shares, although 
the chairman explained at the meeting the other day that 
the audited accounts from Adelaide for the past financial year 
had been lost, owing to the sinking of the Arabia. 

The Melbourne Electric Supply Co. reports á profit for the. 
year ended August 3lst last of £142,000, being an increase 
of £95,000, as compared with the preceding year. The direc- 
tors recommend a final dividend of 5 per cent., free of tax, 
making 10 per cent. for the year. The meeting is to be held 
this week, and the directors are seeking powers to alter the 


articles of association, with a view to enabling them to capi- 


o 


li art of the undivided profits and to distribute the 
e Юл stockholders by way of dividend or bonus. 


the shares has risen 12s. 6d. to 1383. | 
Henleys are 1 better at 161, but other manufacturing shares 


. Ir Should be remembered, in making nse of the figures appearing 


MARKET QUOTATIONS, 


in the following list, that in some cases the prices are only genera), 
and they may vary according to quantities and other circumstances 


Wednesday, December 20th. 


CHEMICALS, &c. 


incline to be slightly easier British Westinghouse prefer- m АТЫЛ 
ence, Babcock & Wilcox, and Castner-Kellners are all a trifle a Acid, Oxalio.. у. „, ,, ; 17 
own. Тһе Dick, Kerr Co. has made an offer to the-United a Ammoniao Sa] 7 у °° £75 
Electric Car Co. for the purchase of the shares in the latter a ои, Moriate e (large crystal) 4н 
сотрапу. The ‘price of Dick, Kerr ordinary is 15s. 3d., and ; E pop. pas Eo у £5 
е © per cent. preference stand аё 17s. . a Copper Sulphate ..  .. `' 268 
The telegraph market is disposed to be a little heavy, а Potash, С orato, ~s We Xa 38 
although the Eastern group stands out as exceptional to the - 4 Bhellac ESEOBIOE к UL My. 
prevailing tendency. Business has sprung ир again in Mar- a Sulphate of Magnesia |: - 216 
ecnis, the parent shares rising to 2$ buyers, while American - а Sulphur, Sublimed Flowers 219 
Marconis at 175. 3d. are 3s. 6d. higher than they were a fort- а ool Nerd E eB А 
night ago. United River Plate Telephones gave way to ‚Сас Crystals `) a ee 190). 
6 11/16. | | a Sodium Bichromate, casks |” .. 
The ‘rubber share market is quiet, uriperturbed by the gyra- ©. ч | 
tions in the price of the raw material. After being nearly ] METALS, &c 
Зв. 6d., rubber went back to 9s. 98.. from which it recovered TUM 
to 2s. 114. per lb. Good reports and dividends from the lead- £ Шеш abeo noe лы, n) dem 
ing companies are the principal factors which have helped to e н Wire basis ..  .. Y n 
keep the market firm. Armament, and explosive shares are c Copper Tubes (solid drawn). 120 eo 1105 
mostly lower on. the week, for obvious reasons, ©. i 27 Бата (best selected) г £185 
| | "— oe 2185 
d s (leoirolytic Pars » 20 
SHARE LIST OF ELECTRICAL COMPANIES, AE. EE ы 2109 
Номе Баі рест A Ebonite Rod.. - ee Б ШР Я i 
I Dec.19, Rise or tall Yiela : Gel nan filter Wire  ;. 3! 3/3 
1914, 191F, 1910. this week, p.o, ; Qutta percha, fine е? 7 Я 
Био Cite ТА | rj ri a дус at Г 1 ^ Tron Pig (Cleveland warrants) .. рег ton Nom. 
i #86 
do. do. do. 43 Pref.. a ‘a Bra _ б ^ ix eMe 8, каша! p Ai 
City ed London E ae 9 8 118 — i 708 ы Mercury ИЛИ? es a» per bot, Paps 16 
do. do. 6percent.Pref, 6 6 10 — 600 e Mica (in original oases) small `. per 1b. К ha 
CountyofLondon — .. .. 4 3 104 —4 618 8 € » a o Mm 116 to Mj. 4 ар, 
| K 090: Ori rs Erat б $ em S 6 i : d Silicium Bronze Wire oe per jb. Mu ` 
London Eleotrio M 1:0 7 4 B і — 610 5 r Stecl, Magnet, in bars ..  .. per ton " 
do. do. 6 percent, Pref, 6 6 44 — 6 15 4 g Tin, Block (English) ..  .. "TE 
s Metropolitan „+ ve n d -B 21 — 618 4 n y Wire, Nos. 1 to 16 ee ee per Ib, 3n 
do. per cent, Pref. 4 “ 8à — 740 
Bouth pom апа ч S р ri е s = ł ; n У Quotations supplied by— 
South Metropolitan Prot, s 1 1 А — ' 818 a G. Boor & Co. g James & Shak à 
Westminster Ordinary .. << 9 J] a 6 —} 6 19 c Thos, Bolton & Sons, Ltd, h pavard ae 
". TELEGRAPHS AND TELEPHONES, 4 P Wick Sm Nestea со 1 Richaed Johnson & Nephew, Ld, 
Angio An; Tel. Pret. ae” Se к ER | — 6 + р India-Rubber, Gutta-Percha -and nF. pog nein 
Chile Telephone 5, ;; 1 80 8 7 It wu | Telegraph Works Co., Ltd, rn 
Cuba Sub, Ord. .. .. ID 6 5 в pu .8 86 | 
Eastern Extension e 575 | 8 14 +} *b 14 4 
Eastern Tel. Ord. — .. ә à 1404 31 —— 95140 == 
Aw MEME NM | | | 
oe > p ° ө i. — hile a 
Indecuropean Те, 05 8 m 39 of Test for Moisture in Transformer . Oil. While H 
Marconi ;* te ue хх 10 19 af + 819 6 thorough test for the suitability of oil for transformers an e 
Orient Та. ф Ж Oi; C ao’ ad P ES 466 Switches can be made only with high-tension testing kave beer 
United R. Plate Tel. ., 7" 8 8 alt ~ Аа *519 8 very good indications of the presence of moisture hav icu 
Wost India and Pan, .. |l 1 вд, — 240 obtained by Mr. J. K. Mackie, superintendent of the шк! » 
Western Telegraph .. 75 у в ч Doixd 2 ur MER ee Co. as follows :—A sample of the oil to be i а 
7 ^. Номе Rins, drawn from the bottom of the transformer, oil arith, or s js 
Praes Menden, Ord. Assented ‘ : ы re 6 22 tank. (Samples from the upper parts of the о. il aa 
do. рыз 7 .. Nil Niū 164 ' Hy ut considered suitable for the test, as water is Pn E n is placed 
Underground Electric Ordinary Nil Ni _ 9 + А Nil usually collects at the bottom.) In the sample thus take ink to 
д0: 2o: I e ds an Nü 6j. — Nil powdered anhydrous copper sulphate. If moisture is p ed 
к: Siro ын | 92) +i} % 910 copper sulphate will be dissolved, producing a blue colour созо 
Adelaide Вор, 6 i Eds ca Taams, &c, : diffuse through the oil if moisture is in ud cR jupe 
9 "up. 6 per cent. Pref, 6 4H - 616 copper sulphate is added to ensure a saturated soluti : 
ме беш, Sud Pref. of ot ER j = ? 4 of the blne tint will be a measure of the amount of шо, 
до, 5 Deb. Б Б 654xd = 712 8 As small percentages of moisture have a very кт : of blue is 
Bonn Tractlons Vet] 07 1 | { + 3 812 0 the dielectric strength of oil, however, the merge filte ring. It 
British Columbia Elec Rly. Pice 5 5 6; г, - J^ 0 sufficient indication that the oil should be dried d r tint than 
о; : Preferred — Nil 42}: —3 ` Nil may be pointed out that other substances giving а D that they 
Sinem ыйкы а Шо Rh ‚МО ut be mented out that other only requirement being that th 
Merico Trams 5 per cent. Bonds = N 82 us Nil 4 dissolve quickly in water but not in oil.— Electrical T 
‚ до, per cent, Bonds — Ni} 27 — N ing to the Syane 
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F i nection with the establishment of the Electro е meeting 
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о. „00, $peroent Deb, 6 Б 62 = 8 ИШ 0 ment, and was now settling the details of а aded tonnage had 
Gear rie Construction $e — es : тё 1 EN 7.14 1,000,000 tons at satisfactory prices. A аш participate in 
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THREE-PHASE EXTENSIONS AT 
WALLASEY. 


AS our readers may be aware, in the latter part of last year 
the Wallasey Corporation put to work a new three-phase 
generating station, designed on modern lines for cheap power 
production, and situated on a site where adequate fuel and 
water facilities existed. | 

The decision to build a new station was adopted in 1912 
in preference to the alternative of making considerable 
extensions to the original one in Sea View Road, which, 
like so many of our original generating plants, was con- 
structed at a time when the necessities of the future could 
not be adequately gauged. 

The municipal supply of electricity—a single-phase one— 
was started in January, 1897, and has been financially 
successful from the commencement. ` 

Direct-current extensions to the plant were made in 1900, 
in order to supply the tramway undertaking, and at a more 
recent date а 1,000-Kw. three-phase turbo-generator was 
installed to cope with increasing demands. 

The scheme for the new station, which was prepared by 
Mr. J. A. Crowther, the borough electrical engineer, 
involved the use of a site near the Birkenhead Docks with 
suitable railway facilities, and provided 
for two 1,500-Kw. turbo-alternators, 
with condensers, boilers, &c., and the 
conversion of the existing station into | 
a sub-station, and laying of  E.H.T. | 
cables to connect the two; rotary con- 
verters were to be provided for trac- 
tion supply, and static transformers for 
lighting, while a margin would re- 
main for three-phase power supply. 

This scheme was approved by Mr. 

(now Sir John) Snell, and subsequently 
Mr. Crowther was instructed to carry 
it into effect. 

In the meantime, however, the de- 
mand for energy greatly increased, and 
it was decided to install 3,000-кҰ. | | 
scts instead of the 1,500-kw. sets ~ | 


|| 
if 


=g) 


E 


originally contemplated ; the station 
was in running order last autumn, 
but for reasons connected with the war 
only one set has been available for use. 

'The initial equipment provided for 
is three Babcock boilers, each of 5,500 
sq. ft. heating surface, and rated at 
22,0001b. evaporation per hour, with а 
maximum of 30,000 lb., to steam at 
200 lb. per sq. in. pressure with 200° of superheat, also 
a similar but smaller boiler of 16,000 lb. per hour evapora- 
tive capacity. | 

The boilers are fitted with integral superheaters and 
chain-grate stokers, and three economisers are provided 
behind them, each of 8,000 sq. ft. heating surface, and each 
discharging into a Prat ejector type chimney equipped with 
a fan with variable speed motor drive. Two turbine-driven 
boiler feed pumps are installed, which exhaust intó a feed- 
heater, raising the feed temperature to over 100^ F., before 
it enters the economisers. The generating units will consist 
of two 3,000-kw. Westinghouse sets, delivering three-phase 
energy at 6,600 volts, and equipped with surface condensing 
plant and wet air filters ; also а 1,000-кж. B.T.H. turbo- 
generator set. The circulating water is drawn from the 
adjoining dock, through screens, into a large tank near the 
engine room, and is discharged through 24-in.. diameter 
cast-iron pipes leading back to the dock. All the pumps in 
connection with the condensing plant are of the rotary type, 
motor driven, and, indeed, there is no reciprocating plant in 
the station. 

The E.H.T. switchgear was supplied by Messrs. Crompton, 
and includes three generator, four feeder, and two trans- 
former panels, which supply the station auxiliaries and the 
small works adjacent to the station. 

The E.H.T. feeders, as previously mentioned, connect to the 
old station, which is equipped with the necessary converting 


and transforming plant ; they also run to large sub-stations * 
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оп the Dock Road, for the supply of power to flour mills, 
&c., one of which is now a consumer of 4} million units 
per annum, while others will be considerable consumers 
when the station is fully equipped. . . 

It is satisfactory to know that the results obtained so far 
have quite justified the policy of the Council in building а 
new station, instead of extending the old one, where fuel 
cartage, and ash removal were considerable problems ; the 
railway accommodation on the new site deals with all the 
traffic. A recent month's return shows that the new plant 
operates on 24 lb. of slack per Kw.-hour generated, showing 
a considerable economy on the old station, and similarly the 
amount of town water purchased is much reduced. 

The buildings are of steel frame construction, filled in 
with brickwork, and lined with glazed brick inside : these 
buildings cost 32s. per Kw. installed, while the cost of the 
turbo-generators and condensers amounted to £2 12s. per 
KW. installed, and that of the entire station, with the land 
(excluding cables), has been £6 17s. 9d. per KW. installed 
—an exceedingly low figure, even lower than that quoted 
recently in the case of the new Walsall plant, which is 


apparently of rather larger capacity (£7 128. per KW., see 


ELECTRICAL REVIEW, November 24th). 
The comparison is only а rough one,in the absence of 
details, but it is evident that the carrying out of the work 
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IPLAN OF NEW POWER STATION, WALLASEY, SHOWING PLANT ARRANGEMENT, 
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reflects great credit oir the borough electrical engineer, Mr. 
Crowther. To some extent the Wallasey design lends 
point to the arguments advanced in our remarks on power 
station design in our issue of November 24th, as the rela- 
tively low: cost has been obtained with an arrangement of 
boiler plant—boilers, economisers, draught plant, &c.—on 
the floor level, whereas at Walsall a superposed arrangement 
was adopted leading to considerable space economy. 

We may mention that the Wallasey authorities possess a 
considerable area of land available for extending the plaut, 
and that there is every indication of additional energy being 
required in the near future. 

In conclusion, we are indebted to Mr. Crowther for his 
assistance in the preparation of these notes. 


American Farm-Motor Installation.— The Lilac Hedge 
Farm, near Grand Forks, installed electrical equipment for the first 
time in 1911 for both lighting and power purposes. Electric drive 
has been used ever since for milking and other purposes (an average 
of 60 cows are milked twice а day) About 1,000 tons of ensilage 
are cut each year; all the threshing, feed grinding, wood sawing, 
water pumping, &c., is done by electric motors, two of which are 
stationary, one for driving the milking machine and one for pump- 
ing water. The rest of the farm work is done by a 35-H.P. port- 
able motor, во arranged that it can be plugged in at various places 
on the farm. "The installation has been a very satisfactory revenue 

roducer for the central station, and has more than satisfied the 
owner of the farm.— Electrica! World. 
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SOME ASPECTS OF INDUSTRIAL 


RESEARCH. 


By E. W. MARCHANT, 


THE description given by Mr. А.Р. М. Fleming in his 
lecture at Manchester, on Dec, 12th, of the development of 
industrial research in the United States, must cause everyone 
interested in the welfare of industry in this country to 
realise the urgency of the question if we are to maintain 
unimpaired and strengthened our industrial position. 

A comment in the Electrical World for November 18th, 
1916, on the scheme for industrial research proposed by 


industrial research 18 concerned, American industry is far 

ahead of anything that has been attempted in this country. 
Perhaps the most interesting development described by 

Mr. Fleming was that of industrial research laboratories in 


work done by these laboratories must be established in this 
country, either in connection with or independently of 
Universities, 

It would appear that the best solution of the problem of 
industrial research will be the establishment of research 


out—i.e., the Universities and Higher Technical Schools 
and the research laboratories of the individual works, Al] 
these laboratories would seem. to have a place in the scheme 
of industrial research which it is hoped may ultimately be 


would appear to be for the manufacturers to take the 
subject in hand for themselves, and establish institutions 
under their own control to assist their work. 


; and there could be no better body 


‘the line normal, and 


mea 


THE PARALLEL OPERATION OF ELECTRIC 
| |. . POWER STATIONS, 


Ar a meeting of the NEWCASTLE-UPON-TYN 

of the INSTITUTION or ELECTRICAL Ronee 000 cris 
Пећ, Mr. J. S. Реск read his paper on this subject. Mr Н 
W. Clothier presided, and stated ari 
already sent their message of goodwill to the 
were serving at the Front. 

Mr. Peck said that bringing to their notice 
of the parallel operation of power stations was 
“ bringing „coals to Newcastle,” b 
recently discussed it seemed 
Whether there was any such “coal ” in Ne st 
the discussion would go to prove that such op 
tions was Possible ind 


lin ing-up, Whereas when they looked 


bower stations linked ир; 
Of course, there were difficulties, yu 


to get the Profit and who h 
the frequencies, he was rather surprised to hear Mr. Peck 
say that a low f 

switch to break than a higher frequency, b 


America the Practice was to relieve the switchgear by putting 
Into operation definite time-limit relays. Here we endeavoured 
to get our faults out as soon as possible after they were dis- 
covered, but were we right in doing that? 

T. VERNIER said that after reading the discussion of the 
е wondered how Tyneside had got on at 


according to his experience, and all sorts of trouble arose as 
to insulation. 

Mr. JacksoN said he thought a good deal of the trouble 
With regard to the question they were considering lay in the 
maíter of the governors. He advocated the use of the syn- 
chronous type of frequency changers. 

„Мг. LONGMAN also emphasised the importance of the que. 
tion of governors. Messrs. TURNBULL, CARR, GREGORY, an 
PORTER also took part in the discussion, and Mr. Peck, in 
reply, expressed Satisfaction at its character. 


nux o PS 


LANG occupying the chair, Mr. JoHN S. PECK summarised p» 
Paper on ''Parallel Operation,” adding information a8 М. 
tests which had been made on the previous Tuesday by ith 
Robertson, of Salford, on the paralleling of his plant The 
that of the Lancashire Electric Power Co. at Radcliffe. 
Radcliffe pressure was 10,000 volts, and the Salford Po Rad- 
6,600 volts. They tried conveying 2,000 xw. from t ids of 
cliffe station to Salford, holding the voltage at both a the 
under these conditions they E Both 
power factor on the interconnecting line up to е 80 
Systems were controlled by automatic voltage E The 
that the voltage was maintained absolutely und 9 per 
voltage at Radcliffe was raised from 10,800 to 10,500, The 
cent., and the voltage at Salford remained the Tus: collage 
power factor then came up from .63 to .87. dens Sine the 
at Salford was dropped from 6,600 to 6,500, oe power 
Voltage 2 per cent. higher at Radcliffe, and that pave ndg 
factor of .95. That meant that when they og equal 
power from Radcliffe to Salford with a voltage erf Я they 
—exactly normal—with 2,000 kw. flowing into Salford, the! 
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got a power factor of .68. As the voltage at Radcliffe was 
raised and the other was lowered, the power factor came up 
gradually to .95, until, when there was a difference approxi- 
mately of 34 per cent., they got the best conditions. Radcliffe 
did not care to raise the voltage any higher, and Salford did 
not care to go any lower. That connection was with about 
five miles of overhead line, 10,000 volts, and approximately 
one mile of underground cable. The next thing they did was 
to put another feeder in parallel, the second feeder being 
entirely underground, and by rather a roundabout way. 
Starting with normal voltage again, 6,600 at Salford and 
10,300 at Radcliffe, they got 2,000 Kw. with .74 power factor 
irstead of .68. Keeping the Salford voltage at 6,600, and 
raising that at Radcliffe just 2 per cent., the power factor 
came up to unity. Next they raised the load from 2,000 to 


3,000 Kw., still in the same direction, Radcliffe to Salford. - 


Under normal conditions that would give & worse power 
factor. The voltages were maintained as before. Tirst they 
had Radcliffe 2 per cent. higher and Salford normal, and the 
power factor dropped from unity to .83. Holding Radcliffe 
still 2 per cent. up, they dropped Salford about 1 per cent. 
down to 6,570, and the power factor came back to unity again. 
Thus it became quite apparent that by a very small change 
in voltage at the two ends of the line it was possible to shift 
the wattless current from one station to the other and get 
unity power factor in the line. Readings were taken on quite 
a large number of instruments, and all the readings seemed 
to check up quite well. The next test was reversing the flow 
of energy, taking power to Radcliffe from Salford, and in this 
they got very much the same conditions; when they raised 
the voltage at Salford and dropped the voltage at Radcliffe, 
and maintained.a difference of about 3 to 34 per cent. they 
got 2,000 xw. transmitted at unity power factor, and this 
showed that the load could be transmitted in either direction 
without trouble. 

In the course of the discussion, Mr. R. H. CaMPION said Mr. 
Peck had almost started again the old battle of the systems. 
He had noticed in connection with synchronous sets that the 
stations which had synchronous sets and motor-generators 
always had the best regulated power factor. The stations he 

ad in mind were supplying cotíon manufactories, and they 
got much better power factors than were got in Yorkshire. 
He had been interested to see that Mr. Peck now practically 
recommended the rotary converter for changing to the D.C. 
supply, and he had noticed that rotary converters worked 
very much better with 25 periods than with 50. There did 
. not seem to be half the experimental work required with 925 
periods that there was with 50. 

Mr. CHRISTIANSON said the paper seemed to raise the whole 
question of standardisation of frequency, voltages, and phases. 
In his view, paralleling would поё be а success until the 
question of voltage regulation was dealt with. Under the 
majonty of the present voltages in this country the oppor- 
tunity for parallel running seemed very limited, and it 
appeared that before anything could be done on any large 
scale we should have to adopt very much higher voltages, 
probably of the order of 50.000. There were considerable 
difficulties in linking-up with the present voltages which 
would be reduced with the higher voltages. І 


Mr. T. Коз said the chief engineer whose office was a mile 


away from the works had little opportunity of observing the 
paralleling; the sport and fireworks were left to his assistants. 
He remembered the old days when it used to be a question 
not only of paralleling the alternators, but also paralleling 
the engines. -He had never heard of any trouble in paralleling 
in connection with the Bradford works. As to the matter of 
periodicity, he did not think there was likely to be much 
trouble in Yorkshire. He did not know of a single under- 
taking in that district which had not 50 periods, and that 
would get over a large amount of trouble in the early days of 
interlinking. The question of what was to be the periodicity 
of the super-station which was now talked about was a matter 
that should be very thoroughly looked into before any super- 
station was put down for any special district. As to the volt- 
age of transmission, he did not think much could be done 
with the present voltage of 6,000. If there was going to be 
any linking-up with the larger stations to effect any useful 
purpose, such as a saving of plant, a question of serious con- 
sideration would be what was the highest voltage which could 
be used with cables which could be procured. So far as he 
could find out from the makers, 33,000 was about the highest 
voltage they would guarantee. They would make cables for 
40,000 volts, but if they did they would want the consumer to 
share the risks with them. 

Mr. W. M. SELVEY said he had occasion lately to go into 
the question of transmission, and he realised the importance 
when one was linking-up two stations of ascertaining, to begin 
with, for what purpose they were being linked up. The object 
of linking-up nowadays was an attempt to increase the 
economic factor by supplying a smaller station at such times 
as that smaller station itself could not generate, and the 
cable between them should, therefore, be called a transmitter. 
If it was а long cable, they had to consider that transmitter 
as if the small station was a consumer. They had to consider 
the amount of power they had to send down, and unless they 
made use of the transmitter in the same sense that they 
would if they were supplying a customer there was very 
little economic justification for it. If they were going in for 
linking-up, it was not a question of linking-up two stations, 
but one of linking-up a number of stations, and as soon as 


they got to linking-up more than two there were quite a 
number of new problems. The fact seemed to be that the 
only solution of the question of linking-up power stations 
was that one main station should do the bulk of the work and 
take the responsibility, and the smaller stations should run 
at 100 per cent. load factor and take practically no responsi- 
bility at all. On the whole, linking-up was the right thing, 
and there was no doubt the problems would be solved. 

Mr. WiLsoN HARTNELL said there must be some standard 
voltage. He thought also that Mr. Peck should presently 
look into the question of cost. 

Mr. Norman STELL said one of the great factors to be taken 
into account was the life of the cable. 

Mr. J. E. Storr said he thonght that until they could get 
forward with the higher pressure cable work there would not 
be much headway. He thought the cable manufacturers 
would have to consider more not what they, would make or 
guarantee, but what the consumer was going to call for. 
With high voltages and some method of correcting power 
factor they would be better able to deal with the inter- 
ecnnecting problem. AD . : 

The CHAIRMAN said that the point might be overlooked that 
the cost of interconnecting and the troubles which were 
always incidental to it might make it not worth bothering 
with. The money might, perhaps, be far better used if it 
was admitted that, in certain small stations, much better 
results might be obtained if they were simply used as dis- 
tributing centres rather than to aim at the 100 per cent. load 
factor which Mr. Selvey referred to. | | 

Mr. Peck, replying to the discussion, said that had 
been one of the most peaceful meetings he had had, for, 
contrary to some of his previous experiences, they all seemed 
to think that this paralleling busineas was easy. There seemed 
io be two classes on the question, one headed by the Editor 
of the Electrical Times, who seemed to believe that there was 
some wonderful mystery which made it impossible to operate 
in parallel, and the other class perhaps best represented by 
Mr. Fedden,* who had a communication in the ELECTRICAL 
Revæw in which he said he did not see what all this talk 
was about, because he had been operating in this way for years 
past. As to the higher voltage for linking-up, he thought it 
was purely a question of balancing the cost of the extra 
copper against the increased cost of high-voltage cable and the 
transformer which would be required. Where the power 
stations were located long distances apart it would be neces- 
sary to go to higher voltages, but in other cases he did not 
see why the connecting cable of 6,000 volts should not afford 
a great amount of relief where stations were overloaded. He 
had purposely avoided dealing with the question of coste be- 
cause that had been done in the report issued by the com- 
mittee of which Mr. Robertson, of Salford, was secretary, 
and Mr. Woodhouse was а member. This committee had 
worked out the case for linking-up in Lancashire, and made 
out a very excellent case. He scarcely considered himself 
capable of dealing with the question of the best kind of cable. 
The central-station engineers bad much more experience of 
that than he had. : 


THE EXPORT TRADE TO THE FAR EAST. 


Tuis was the title of a paper read to the members of the 
BIRMINGHAM AND Districr ELECTRIC ÜLUB recently by Mr. 
W. G. L. RIDDLE (President). Не said that everyone con- 
nected with the Far Eastern business knew that previous to 
the war their greatest competitors were the Germans, 
although, even at that time, they were, in turn, feeling the 
competition of the Japanese in the low-priced articles of 
household commodities and apparel. In his opinion, there 
was no doubt that Japan would become а great power in 
trade with China because of her close proximity, which meant 
low freights and transit cbarges. Then, again, Japan could 
send her travellers to penetrate China, where the standard 
of living was somewhat of the same nature as that of Japan. 
Before he left China in April last year, Japan was making 
large quantities of electrical porcelain goods, flexibles, and the 
smaller sizes of cables. In other words, Japan lay at China's 
door, and the needs and peculiarities of the Chinese were 
better known to Japan than to any other nation. Some years 
before the present war broke out the General Electric Co., of 
Schenectady, built a factory in Japan to manufacture electric 
lamps and .fittings, and some five years ago, when the 
Shanghai Municipal Council issued their specification for a 
year's supply of metal-flament lamps, the contract was 
secured by the Japanese works at a price that no British firm 
could touch. When he was in Shanghai, one could go into 
any electric sundries store and purchase а lamp for 1s. that 
one would have to pay 2s. 8d. for in Birmingham, and from 
what he was told by one of the Council's engineers the lamps 


made in Japan were superior to many of the British makes. 


This competition was very hard to fight against. They might 
àlso expect increased competition from America in engineer- 
ing enterprises in China. 


* See also the ELECTRICAL REVIEW of October 13th, Novem- 


. ber 10th, &c., for the Editors' opinions.—EDs. 
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————M— 
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might not last as long as the British Goods, it was what 

wanted; and, besides, the extra 15 cents mi ht Бе; y 
his means, though Һ о dut beyond 
Japanese article. To the uneducated Chinese the 


but they were principally firms of good financial standing 
with branches in many parts. China was a huge country, 
, I and in many of the Provinces the British had not touched it at 
; but who were in the pay of the big German all. So Germany had had no competition to fight eXcept 
among themselves, and consequently had been able to secure 
ull margins of profit. Germany after the war would „have 
went home to lunch or Supper, dropped a ío devote her attention in a greater degree to such nentra! 


Recruiting Skilled Engineers. 


your remarks in the leading columns 
ast, re Diesel engine stations, which. 
о time to glance through until to-day. 
hance one of the stations you refer to 
is N ewcastle-under-Lyme, but, if not, perhaps the enclosed informa- 
tion may be of interest :— | 

Plant.—6 engines (2 Diesel and 1 gas). 
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we are attempting to keep things going. 
fortunately, served his time as a filter. 
oing the fitter’s work, and in his spare 


the war was over, and as ў 
export business than ever to bring more 


aged 33, married, passed for СЗ service ; 
married, passed for B2 service; second 
of age; junior assistant, none ; jointer 
power station fitter. none ; engine driver, 
r Cl service; engine driver, over age: 


he local tribunal it was suggested by а 
hat the engine driver could easily ап 
& woman, and that a woman could also, 


ake the place of my one and only qualified 


А. д. C. De Renzi, 


Borough Vlectrical Engineer. 
Newcastle-under-Lyme, 
| December 13th, 1916. 


————Ó M 


Breakdowns of German Plant. 
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costs) agreed to pay half the cost of the repairs, we are still without 
the use of this engine. - 

Wake up our own manufacturers to their responsibilities ; when 
that is accomplished they need not fear German competition. 


H. L. Alderton. 
Electricity Works, Guildford, 
December 13th, 1916. 


Everyone appreciates your endeavours to forward the interests of 
the British engineering trade by bringing “together a number of 
instances" of faults in German design. One feels an immense 
amount of enjoyment at the instances quoted, but the joy is tempered 
by the reflection that the full uses of a specification are not yet 
appreciated, or we should not see the buying of plant which is 
admittedly against correct modern practice and experience. It is 
‘not to be wondered at that "engineers who have been bitten are 
not proud of their scars, and are apt to conceal them jealously," if 
their scars are analogous to some, of the reported instances. 

In the account of the breakdown of a 5,000-kw. A.E.G. turbo- 
alternator it is stated "the blading was found to be of an alloy 
containing an excessive proportion of nickel—over 31 per cent.— 
a material well known to be unfit for use, especially with super- 
heated steam." І submit that by keen carrying-out of a properly 
drawn specification such an error would not occur. 

In the address on “ Тһе Power Supply of the Rand," by Mr. 
Bernard Price, and with reference to the complicated winding on a 
large alternator, one assumes in such а case that designs would be 
submitted with tenders, and “ studied " by the intending purchasers ; 
or is it merely а case of buying а "pig in a poke," and then 
complaining of the badness of the “ German pig”? 

In the instance of steam pipes, one wonders what—yes—what 
ordinary mill mechanic would have installed such pipes; it is 
apparent that the art of combining practice with theory in a 
common-sense way is still not understood. 

In the case of the four A.E.G. transformers which were found to 
be so "badly designed that the purchasers decided to have them 
reconstructed and re-wound before even putting them in service,” 
surely, by the adoption of a proper procedure and scrutiny, such a 
drastic series of operations could have been avoided. 

Finally, I submit that British engineers. in accepting the above 
examples of German engineering, do not add to our national engi- 
neering reputation, and, after reading your account, one is left with 
the impression that expensive plant is still bought by some people, 
like anyone would buy a pound of tea or sugar. 

: John Stansfeld. 

Leeds. 

[With regard to the Melbourne turbine and the transformers 
which had to be rewound before use, it should be noted that these 
were all delivered just before the outbreak of war, and oonse- 
quently it was not possible to call the German makers to account 
for any departure from specifications. 

The excuse offered by the A.E.G. for the excessively complicated 
winding of their rotors and the impossibility of rewinding them 
outside the makers’ workshops, was “that the workmanship and 
design were such that breakdowns, and consequently the necessity 
for rewinding, were impossible" ! 

So far as the record of disaster on the Rand is referred to in the 
last paragraph of the above letter, we believe the British engineers 
had no choice in the matter; the Germans held the debentures of 
the company, and stipulated that the plant should be purchased in 
Germany. For this scandalous condition the reluctance of British 
capitalists to finance the undertaking was responsible. -EDS. 
ELEC. REv.] 


A War Bonus for the Managerial Statt. 
£1 WORTH 12s. бр. 


LIVING 60 PER CENT. DEARER THAN BEFORE THE WAR. 


Board of Trade figures issued last night show that retail 
prices of food on December 1st were about 3 per cent. higher 
than а month earlier. 

It is estimated that the average increase in the cost of living 
of the working classes between July, 1914, and the present 
time, taking food, rent, clothing, fuel, and light into consider- 
ation, is about 60 per cent. Disregarding increased taxation, 
that means that the sovereign is worth 12s. 6d. 

—From the Daily Мий. December 16th. 1916. 


Is there no room for improvement in dealing with the man 
who does not perform the manual labour of the works but is 
the brains or the business-getter of the organisation ? 

—Extract from page 647, THE ELECTRICAL REVIEW, 
December 15th, 1916. 


Most of the electrical engineering firms are now controlled 
establishmenta. 

Provision has been made in the Ministry of Munitions Acts for 
an increase of at least 20 per cent. above the average profit for the 
standard period. This provides for an increase in dividends for 
the shareholders, whereby they meet the increase in the cost of 
living. 

Provision has algo been made in the Munitions Acts whereby the 
Minister can authorise & war bonus for the managerial staff. АП 
that is necessary is that an application be sent by the controlled 
establishment management to the Minister of Munitions for the 
permission to pay such a war bonus. 


Some applications have been made and granted, so the principle 
has been approved. , 

No doubt it is just an oversight that other applications have not 
been made ; but it is just such oversights as give point to the 
observation quoted above from THE ELECTRICAL REVIEW. 

Those occupying positions of responsibility feel that on matters 
of this kind the initiative should come from the management, and 
that there should be a recognition of, the fact that the increase in 
the cost of living has equally affected the brain worker as well as 
the manual worker. | 

No doubt the publicity obtained by the irsertion of this letter 
in your widely-read paper will cause some boards of directors to 
wonder why the point did not oecur to them before, and they will 
hasten to rectify the omission. 


A Brain Worker. | 


The Use of Low-Grade Fuels. 


There seems to be an impression that, because it is technically 
possible to employ high-ash fuels in a water-jacketed gas producer 
fitted with an eccentric revolving grate to discharge the ash con- 
tinuously, such an indirect firing method should be adopted for 
steam boilers. 

In the case of the colliery cited in the Report of the U.S. Bureau 
of Mines, there is nothing to show whether the gas is used in 
internal-combustion engines or not ; but the fact is very clear, that 
while it was technically possible to handle the low grade fuel for 
which the revolving-grate producers were installed, the reduction 
of unit capacity was prohibitive. 

The low-grade fuel was selected batts, 52°12 per cent. ash, 
18°37 per cent. volatile matter, 6°99 per cent. moisture, only 5,065 
B.TH.U. per lb. ; but the fuel actually used was crushed and then 
washed, producing a fuel with only 24°60 per cent. ash, 28°75 per 
cent. volatile matter, 5°86 per cent. moisture. 9,869 B.TH.U. per lb. 

This actual fuel could obviously be burnt direct to great advan- 
tage on mechanical stokers, having not only continuous ash- 
discharge, but also continuous coal-feed, thus eliminating the 
manual labour of charging to producers. 

Prof. Fearnsides' proposal to utilise the second-class coal of the 
upper Barnsley seam provides for its being screened and washed, so 
that it will contain as many heat units per ton as the best coal now 
brought into Sheffield. | 

Ав every refuse-destructor plant evidences, there is no technical 
difficulty in raising steam from the direct combustion of low-grade 
fuel; but, on commercial grounds, the duty per unit of space is so 


‘small, and the labour cost so high, that even at collieries it pays 


much better to screen and wash out excess dirt, rather than to 
handle alarge proportion of incombustible matter with the fuel. 

A favourite size unit water-tube boiler raises 50,000 lb. super- 
heated steam, involving the efficient ‘direct combustion of three 
tons of good slack coal hourly; this is easy duty for a 12-retort 
eontinuous-cleaning grateless underfeed stoker, 20 ft. wide, which 
can be applied to а boiler of 23 ft. outside width, with depth for 
stoker plus boiler from 17 ft. upwards. 

For an equal duty with indirect firing of the same boiler by 
producer-yas plant of 75 per cent. efficiency, the fuel and ash 
would be one-third more, and the space and cost would be 
prohibitive. 

The revolving-grate gas-producers with washers, shown in the 
Report of the U.S. Bureau of Mines, are 2 metres, say, 6 ft. 8 in. in 
internal diameter, and occupy a space of ‘7 metres, viz., 23 ft. wide. 
Assuming that each producer can gasify one ton of coal hourly, 


. this means that four such producer units would be required for the 


23-ft. water-tube boiler, raising 50,000 Ib. of steam hourly. 

Instead of mechanically handling 3 tons of coal hourly by a 
single 12-retort stoker for direct combustion, and discharging the 
ash continuously, the indirect firing method would involve the 
manual charging of 4 tons of coal hourly to four separate gas- 
producers, with mechanical discharge of ash alone. 

The thermal efficiency of direct-firing with modern mechanical 
stokers leaves no scope for improvement; and stokers assembled 
from any number of retort-units permit unlimited unit-capacity of 
boilers. | 

While the 12-retort stoker for 3 tons of coal, or 50,000 Ib. of 
steam, is а good example of modern central-station practice, one 
plant alone has five double-ended boilers, each with two 15-retort 
continuous-cleaning stokers, two and a-half times that capacity. 

It is perfectly possible to burn high-ash coal on such stokers ; 
but, whether for stokers or for gas-producers, dirty coal means 
reduced unit capacity, and therefore it pays far better to screen : 
and wash out excess dirt at the colliery, and to employ good quality 
fuel. 

Erith’s Engineering Co., Ltd, 


London, E.C.. December 18th, 1916. 


Heat Standard for New York Gas.—The Public Service 
Commission for the Second District of New York has made an 
order fixing heat units instead of candle-power as the standard of 
value for artificial gas. Hereafter gas must average 585 B.TH.U. 
per cb. ft.. instead of 16, 18, ог 20 C.P. as heretofore. With the 
universal substitution of electricity for lighting, the Commission 
finds that кав is more and more being developed as an agency for 
cooking, heating, power, and other industrial and domestic purposes 
where heat value is of supreme importance and illuminating power 
of no consequence whatever.— Electrical World. 
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FOREIGN AND COLONIAL TARIFFS ON 
` ELECTRICAL GOODS. 


; ITED KINGDOM AND CERTAIN FOREIGN COUN- 
TRING ED Supplement (Part I) to the Board of Trade 
Journal of November 23rd contains complete lists of articles 


mark, France (including Algeria), Greece, Italy, Japan, and 
the Netherlands. This Supplement also contains the com- 
plete list of articles which are prohibited to be exported from 
the United Kingdom. A further Supplement (Part II), issued 
on November 80th, contains similar lists for Norway, Por- 
tugal, Roumania, Russia, Spain, Sweden, and Switzerland, 
and this Part contains also a copy of the United Kingdom 
Contraband List complete to date. The information given 
in these two Su plemenís supersedes that: given in the 
| died on August 17th last. Copies of the 
Supplements may be obtained, price 3d. each (post free 
34d.), from Messrs. Wyman & Sons, Fetter Lane, E.C. 


PROTECTORATE OF SOUTH-WEST AFRICA.—By a Pro- 
clamation dated July 25th, the Union of South Africa Act No. 
37 of 1916 is made applicable to the South-West Africa Pro- 
tectorate, the effect paige to put the Customs and Excise 
Tariffs of the Union and the Protectorate on a uniform basis. 
{The alterations effected in the Union Tariff by the Act 
above referred to, so far as -they affect electrical goods, were 
indicated in the ELECTRICAL Revew of September 15th.] 


TANGA (EAST AFRICA).—From an official notice pub- 
lished in the Zanzibar Gazette it appears that an import duty 
of 10 per cent. ad valorem has been fixed for all goods enter- 
ing the Port of Tanga. 


"GERMAN" EAST AFRICA.—According io a тораш 
received at the Colonial Office from the Government o _ the 
East Africa Protectorate, а specified portion of the territory 
known as German East rica was opened to traders on 
December 1st, subject to local regulations. 


FRANCE.—A Presidential Decree, dated October 25th, pró- 
vides that, from December 1st, import and export declara- 


tions relating to goods dutiable by wei ht, by number, or 


RUSSIA.—TIt is announced in the official Torgovo Promysh- 
lennaya Gazeta of Petrograd that the importation of all goods 
оп private account into the Russian Empire, viá Vladivostock, 
except those connected with Government requirements, is 
at present prohibited. While this prohibition is of a tem- 
Porary character, it js impossible to say how long it will 
continue, as the period 
Government material to be railed and on the capacity of 
railway conveyances. icati ission, i 


BRAZIL.—Telegraphic information has been received at the 
| inister at Rio de Janeiro, to the 


clearance in the Custom houses on or before December 31st, 
; respective of the date of arrival of such goods in 


—————— 


NEW PATENTS APPLIED FOR, 


(NOT YET PUBLISHED), 


Published expressly for this joy al by Me 7 
Electrical Patent Agents, 1285, H 1 Enos po ein 
Liverpool and Bradford, 


1916. 


I OMPSON & Со, 
igh Holborn, London, W.C., and at 


i 


17,361. « Cooling by means of convection of air or 
central electrode of sparking Plug [or igniting gas in 
engines," F, Мовтасн. December 4th. 

17,373. “ Jointing electric furnace electrodes,” V. Ѕтовів, December 4th. 

17,388. « Galvanometers, '* E. E. Fours D'ALBE. December 4th. 


17,393, « Electrically i indic ; i 

í y-operated signal indicators f аш; 'indi 

$e T Boon ta Don. п Or mine haulage, winding, 
17,415, « Commutator 

Marrow, ecember 5th 


Pressure of air the 
internal-combustion 


brushes for electric motors, dynamos, &c," J. H. 


17,433. * Electrically-heated gas jet." H, A. Ewen, December 5 
net бына Beania gation RI ошл i 
А orperation У tamo-electrie. eee Н. А. Gir (U.S. Light & H 
бш Us. Ligat E Hon Денні ап маде шыу gems p, 
Corporation) pamorclectric’ machines.” Н. A. Сш (U.S. Light & Hey, 
ct ns Tui ЕР tee o ie cr” 4, 
(Gererai есе CR, агре December Gam! Томо Ноо c. 
Жо D ан orn nunclator systems for calling attendance." E 
adt g electrical Projecting apparatus." F, O. Reap & І. Gips 


17,528. “ Dynamo-electric machinery" E, 5, G. Rees & W, 
December 6th. 

17,829. ** Machine for conversion or simultaneous production of alternating 
cu'rents of different Írequency." — BgRGMANN ELEKTRICITATS Werke Акт, Gp: 
Decem ber. 6th. (Germany, December 8th, 1915.) | 

17,536. “ Current enerators for tele honic, &c., calls," . B. Nang 
December 6th. > Р ' ВО Naw 

17,899. *' Electric capacity." G. Gus, 
December 9th, 1915.) 

17,553. °“ Electrica] Switches." R, W. Bu. December 7th, 

17,972. “ Electrical fire alarm." H. Vernon. December 7th. 

17,588. “ Electrical discharge tubes.” Britisy Гномѕок-Носеток Со, 
(General Electric Co., U.S.A). December 7th. 

17,590. *' Electric filament- lamp." A. C. W. Арыз & F. А. Wankuy, 
December 7th. 

17,681. “ Dynamo-electric machines.” — Britist THomson-Hovstox Co. 
(General Electric Co., U.S.A). December 8th. 

17,593, “ Apparatus for operating door bolts, &c., by electrical mean“ 
E. C. R. Marks (Suddeutsche Telefon-Apparate Kabel-und Drahtwerke Ak. 
Ges.) December 7th. ; 

17,603. Detection of earth connections in electric cables," G. бк, 
December. 7th. (Switzerland, December 9th, 1915.) 

17,626. “ Dynamo-electric enerators, and reversing mechanism therefor,” 
J. Stone & Co. AND А, H. DARKER. December 7th. 

17,666. ** Method of preventing s arking in electrical machines," J, G.P. 
THOMas & Тномаѕ TRANSMISSION, TD. December 8th, 

17,669. '' Alloy." Exectro Metats Propucts Co. December 8th. (USA, 
September 29th.) 

7,681. '* Dynamo-electric machines." ^ Ввгп5н CTuowsos-Hovsro Со, 
(General Electric Co. U.S.A.. December Bth. 

17,702. '* Electric ovens, hot cupboards, &c."' J. S. Глксғовр. Decem: 
8th. (New Zealand, January l4th.) 

17,709. ** Electrica] instrument for indicating instantaneous pressures or 
currents," J. T. Irwin. December 9th. . 

17,716. “* Electric fuses.” W. E. BRADsHAWw AND CALLENDER's Caste & Сох. 


STRUCTION Co. December 9th. 


17,739. “ Lighting fixtures," British Тномзох-Ноизток Со. (Gener! 
Electric Co., U.S.A.). December Oth. 


17,749. '' Wireless telegraph transmitters," W., S. Entwistle & Marcosi 
WIRELESS TELEGRAPH Co. December 9th. 


17,752. ** Electric fire or radiator," H. H. Berry. December Sth. 
E 
PUBLISHED SPECIFICATIONS, 


o£, 


ARwisrea: 


December 6th, (Switzerian?, 


19:15. 
12,150. CONNECTOR FOR THE ADJACENT Portions OP Two or MORE ELECTRIC 
Wires, CABLES, OR THE LIKE, A. H. Fargo. August 23rd. | 
12,151. CONNECTOR OR COUPLING FOR тнк ApjaceNT END PORTIONS OF Dy 
OR MORE Wirgs, CABLES, OR OTHER Mempens. А. H. Fargo. August X * 
13,504. EuvrcrRICAL DISTRIBUTION Systems. E. T. Williams, September 0 
14,769. WiıreLESS SIGNALLING Systems. British Thomson-Houston Со. (Gen:- 
ral Eectric Co., U.S.A). October 19th. : i 
16,836. ELECTRO-DEPOSITION AND EXTRACTION OF ZINC. J. C. Tainton an 
J. N. Pring. November 19th. : К 
16,443. METHOD or AND APPARATUS FOR PRODUCING AND DISTRIBUTING A 
TRIS CURRENT Waves. British Thomson-Houston Co. (General Electric Co., 
U.S.A.). November 22nd. . Brows 
16,464. DYNAMO-ELECTRIC MacumrRy, Е, C. Eborall (Akt. Ges. Brow?. 
Boveri et Cie). November 22nd. oe 99nd 
16,476. ALTERNATING-CURRENT Motors, А. H. Neuland. November 3h 
16,846. Егествіс SwrrcHEs. E. T. Brook & G. H. Bishop. November Jh. 
16,994. Ешствс Heat Rapiators, А. F. Berry. December 2nd. ak 
18,114. MxrHop or Ecectric Weipinc. D. Н. Wilson. December 
(July 9th, 1915.) 


эле... e ification will be 
The numbers in brackets are those under which the эре en 
Printed and abridged, and all subsequent proceedings will be ta ERE B. 
572. Evectric Street PrLAR Boxes AND SIMILAR ELECTRICAL ГР, 13th. 
Welbourn and British Insulated & Helsby Cables, Ltd. Janu: 
[102,163.] Aeraratus. H. E 
679. MOUNTINGS FOR ELECTRIC SWITCHES AND CONNECTING Arr: 
Mitchell. January 15th. [102,167.] April 9th. 
oF ^ op герт BATTERY. ^ 
1915. »264. 02,164] 
2,114. Ести Switcies, R. H. Williams, February 12th, se p SUCH 
2,478. ELECTRIC CONDUCTOR GRIPS FOR RELIEVING THE ro Feb- 
CONDUCTORS with [109 188] FirrNGs FROM PuLLING SrRAm. S. 
ruary 19th, 1916. 102,168. PHONE ОЁ 
2,896. ELECTRICAL SOUNDERS, HOOTERS, OR THE LIKE RS E 
OTHER PURPOSES, E, A. Laidlaw. February 26th, 1916. [101, Laboratories 
6,000. Dry CELLS AND BATTERIES THEREOF. C. F. Burgess Li 
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Of all Descriptions. 
LITHOLITE, Ltd., 
65-57, Hackney Grove, London, N.E. 
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AUTO-CUT-IN & CUT-OUTS. 


= Record Electrical Co., = 


BROADHEATH, MANCHESTER. 


TELEPHONE: 164 ALTRINCHAM. 


SITUATIONS VACANT, 
WANTED, &c., 


See Sup. 11 to 16. 


THE UNITED ELECTRIC CAR 
COMPANY, Ltd., 


PRESTON, LANCS. 
Manufacturers of Railway в, 'Tramcars 
leant Traction, Motor Bus Bodies, and all 


tor tion, 
kinds of Rolling Stock for Light Railways. 


BROOK 
MOTORS. 
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ERNEST F. MOY, LTD., 
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Government Contractors, 
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LONDON. CO, 
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r Мид, D e 
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for 
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me “HINDLEY” VERTICAL GAS ENGINE 


made in sizes from 8 to 360 H.P., is specially suitable for direct coupling to | 
ELECTRIC (GENERATORS. 
THE FOLLOWING ARE SOME OF ITS FEATURES: 


1. Dependability for long continuous running. 
2. Requires very little attention. 

3. Independent of Foreign Fuels. 

Occupies minimum floor space. 

. High Efficiency. 

Lowest Fuel Costs. 

Accessibility for Adjustment. 


ENGINES. WORKING IN LONDON AND MANY PARTS OF ENGLAND. 
Also Vertical Petrol and Oil Engines for Dynamo driving and H.S. Steam Engines. 


WRITE FOR FURTHER PARTICULARS. 


E. S. Hindley & Sons, !' xe Victoria St, London, ЕС 


MO 


grams: "Steamport, Londoa.” 
Works: Bourton, Dorset. 


Centrifugal Pumps 
© for all duties. 


po Pulsometer Engineering С° ]% 
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GOVERNMENT ASSISTANCE FOR OUR 
FOREIGN TRADE. 


IT will be remembered that the late Prime Minister 
appointed a Sub-Committee of the Cabinet to consider the 
question of reconstruction after the war. The changes in 
the Cabinet, we suppose, necessarily involve a change of 
personnel in that Sub-Committee, and though the member- 
ship of the House of Commons has not materially altered, it 
is safe to assume that the conclusions arrived at by those 
who advise Parliament concerning reconstruction policy, 


. wili not now be the same as they would have been if the 


Lloyd-Geofge spirit had been suppressed. It is universally 
understood that the present Cabinet has been formed for 
the purpose of bringing the war to a victorious end with the 
utmost expedition, but while its members are bound to be 
very busily occupied with their individual tasks, they will 
not be able to leave Reconstruction measures out- of 
account; indeed, the announcement of a great Empire 
Conference to be held in February is a proof of their 
desire to deal promptly with such subjects. There are 
more business and industrial men in the Government 
than we have ever had before, and they will not be in the 
mood for wasting time in academic discussions. Further- 
more, they have in а number of cases already expressed 
views on trade policy which will cling to them, and, to put 
it mildly, those views are not less advanced than were those 
of either Mr. Asquith or Mr. Runciman. The Sub-Com- 
mittees that have been, and in some cases still are, ‘sitting, 
will send up their considered reports as to what measures 
should, or should not, be taken in order to safeguard our 
industries after the war, and the conclusions of the Paris 
Economic Conference will, together. with these, ultimately 
settle what certain aspects of our Empire and inter-Allied 
trade relations will be, while such matters are almost certain 
to find a place in whatever “ terms" are eventually made 
with the enemy. To our mind, however, none of these 
matters need interfere with, or be affected by, measures that 
require to be taken for securing long-needed and long- 
called-for measures of reorganisation of the machinery 
available in certain Departments of the Government for the 
promotion of British trade in foreign countries. Therefore, 
we do not consider it premature to urge upon the 
attention of the Government the recommendations, to which 
we only briefly alluded last week, of the Federation of British 
Industries. 

The Federation lays it down, and everybody in trade 
or industry must surely agree with it, that after-the- 
war conditions will render it a vital necessity for British 
productions to secure a greatly increased sale in foreign 
markets in order to assist us in carrying the financial 
burdens which may be ours for years to come. In all 
probability that necessity will exist for Allied and Enemy 
countries alike, though not to the same extent in all cases. 
It is reasonable, therefore, to anticipate increased severity 
of competition in some markets, though we shall be able to 
rely upon larger trading relations with our own Colonies 
and dependencies and with some of our Allies. Reorganisa- 
tion leading to greater governmental sympathy with, or 
encourazement of, foreign trade has been called for for 
many years. The demand has expressed the common 
sentiment of business men, but the revelations and con- 
sequences of the war have brought it nearer to practical 
realisation. All drastic change is not necessarily good, but 


this is one- of. the alterations which seems to us to call for 
expeditious handling. The mere criticism of Government 
Departments, the mere demand for a general change, or the 
supposition that some new Ministerial appointment or 
other will solve our problems, are only of use up to a 
certain point. They have sometimes drawn the question : 
* What, then, do you suggest that we should do that we 
are not doing already?” That is the official attitude 
as we have sometimes met 1t, and if propositions have been 
proffered, there have been some departmental or political 
obstacles standing in the way of reform. Now, however, 
with an altered national attitude toward, and anxiety for, 
trade, and with a disposition of the nation to look.to 
Whitehall and Downing Street for industrial encourage- 
ment, the atmosphere is a. suitable one in which to consider 
detailed proposals; and this being so, the scheme 
elaborated by the Federation of British Industries, and 
the recommendations of the Special Committee of the 
Executive Council of the Association of Chambers of 
Commerce, have made a most timely appearance. The 
Federation suggests certain broad principles which are con- 
sidered essential to any successful reorganisation of 
Governmental Commercial Service. Separation and over- 
lapping have been weaknesses which have stared most of us 
in the face, and have explained some past inefficiences. 
Therefore it seems right to suggest that there should be con- 
centration of control ih a single department. The situation 
requires “а large scale organisation" under “active, 
vigorous, and homogeneous central control," and the Feder- 
ation favours no measures for tinkering with detailed 
reforms of existing organisations, but a “fundamental 
reconstruction of the present administration.” But how- 
ever large an organisation, and however homogeneous, it 
will not give the desired efficient: service unless it be in the 
closest possible touch with the industrial and commercial 
community. We have emphasised this point again and 
again in our pages, urging that those who go abroad to offi- 
cially represent our national trade interests should be afforded 
the amplest possible facilities for steeping themselves in our 


industries and commerce by practical contact with them їп. 
suitable districts before they go. In a number of cases in ` 


recent years this practice has been followed, but the official 


. whose days are all spent in Civil Service office life will be 
‘one of the first to admit that he is at a loss when he is met 


by the eager, live representative of some industry or other. 
In short, there is all the difference in the world between 
passing on in official document form some piece or other of 
information received from a correspondent, and affording 
valuable material as the result of a practical first-hand 
acquaintance with the actual parts of an industry itself. 
The more closely a new Department comes into touch with 
real manufacturing activity the more likely it is to be able 
to understand our national abilities, and to practically meet 
the needs of the manufacturer in respect of information or 
other assistance. The point is so obvious, yet it is none the 
less important, because the obvious seems to have been too 
long inadequately appreciated. 

The Federation holds that foreign commercial policy 
can only be successfully conducted as an integral and 
important part of general foreign policy, and that the 
Department charged with commercial duties should be 
the Department in general charge of Foreign Affairs. 
There are such questions as railway, loan, dock, and 
similar projects, and schemes for the development of 
foreign natural resources, likely to assume a large place 
in our affairs in the future, and these and all cognate 


matters should come under one Department of the Foreign . 


Office. No divided control, no dual element, will do. 

The Federation considers that the Foreign Office 
should be responsible for the protection and promotion of 
all British industrial, commercial, and financial interests 
and activities in foreign countries, and for the collection 
and distribution of all information on matters connected 


with industry, commerce, or finance in those countries. 


Prompt and vigorous support of all efforts to secure con- 
tracts, concessions, or orders in such countries would be 
called for, and in these days of sacrifice the Federation 
recognises that this support may sometimes “entail the 
selection of one of several British competitors," The 
Foreign Office may here be inclined to advise our firms 


THE ELECTRICAL REVIEW, (то. 79. хо. 2,040, Deceuser 25, 191; ' 
———— a —————— 
“to co-operate in these matters, instead of competing—have 


. while the amalgamated foreigner has appropriated the spoils ? 


we not lost too many good contracts in foreign fielde i 
the past because we have competed against each other j|. 


It is also urged that only bona fide British firms shoul 
be accorded such support. “It should be refused to all! 
firms, whether technically British or not, which are in ux - 
degree under foreign influence." This is excellent in spirit, 
but the Foreign Office Department will have to be ven 
much alive, and will have to be furnished with very differe: 
records from those, if any, which existed in Governmcu 
offices concerning eitlier wholly or partly-owned companies 
before the war. In war time much valuable information (i 
this character has been got together, more requires com- 
piling, and the black lists of war time will need consant 
revision, or there may be difficulties in ensuring that «ul. : 
the purely British trader is supported. But difficulties or ne ` 
difficulties, our factories will call for orders and our worker 
for employment ; that fact must dictate our policy and the 
course of our departmental activities. The Federation 
suggests that there be left to the Commercial Departmen 
of the Board of Trade, to a Ministry of Commerce, or some 
other Department, the necessary organisation and contre] «f 
industrial and commercial activity at Home, and the coll«- 
tion of commercial intelligence respecting the Dominionsand 
the Crown Colonies, but that the work of such Department. 
and of the proposed new Foreign Office Department, should 
be co-ordinated, and that there should be free and full c- 
sultatioh between them.  Presumably it is regarded s 
impracticable to concentrate foreign and colonial commercial 
matters in one Department. Short of that, there certain! 
will require to be efficient co-ordination and co-operatien. 
Of course, all these and other re-arrangements will 
involve large increases in national expenditure, but we 
have always advocated the generous policy in such 
matters, believing that the return will amply justify it. 
We need hardly follow the document through all its 
propositions respecting the extra staff and accommodation 
required, the need for the staff to frequently visi 
industrial centres, and ёо accord intelligent interviews to all 
British subjects desiring to discuss foreign trade questions : 
the appointment of representative Committees of Trades: 
the raising of rank of Commercial Attaehés; the 
appointment of Commercial Counsellors (we dislike the 
term) attached to every Embassy and Legation ; and the 
condition of appointment, promotion and training of all 
the officials. The spirit running through most of these aml 
other parts of the document is to demand that men | 
suitable training and experience should be employe 
wherever it is necessary to render British traders in 
in the foreign markets, and that their status should be wor т 
of the importance of their calling, which is to ensure wi 
and prosperous activity for British factories and for Britis 
workpeople. ji 
. We cannot pass without special reference the conclu np 
proposal, namely, that relating to the provision of а mee 
experts. It is shown that as the knowledge and aes 
of the officers of the regular services must be genem ri 
character, it will become necessary to provide meee Е 
securing detailed and expert reports on particular trades, 


industries and markets. We have repeatedly um 
importance of this, and have noted in our сатаа МА 


Government officials how greatly they are at а di g 
because they are unable to discuss our own, or any e n 
ticular industry, with a really intimate knowledge. Рр for 
quite exceptional cases the replies to our req! ub 
information on the electrical trade situation have ficia 
vague as to be of little practical value. Yet the 00 their 
themselves can hardly be blamed, for we recognise aa le 
regular services,” as things now stand, must inevita i "а 
general in character.” The Federation i uen shoul 
a large number of commercial and technical exper a aii 
be selected .and employed on temporary missions, iustrial 
when required, to investigate and report upon yeni ar 
or commercial conditions or opportunities эп Eh like 
markets and particular countries. These are 30 e tily we 
our own words that we need not say how heart 


e1dorse them. pon 


. . 9 Е D riv | ПЧ u 
We join with the Federation in strongly. и 
the Government. the vital importance of taking 
- mali. 
| eet 


А ФФ. 
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steps to reorganise the présent services, so as to be as 
veady as possible for future events; there are things left 
undone that ought to be done, and there is overlapping which 
ought to be avoided. | ` 
Whether or not the Federation scheme, either in part or 
in entirety, is adopted by the Government, it certainly 
forms an excellent basis for both discussion aud action, 
and the organisation deserves the thanks of British industry 


generally for the full and serious attention that it has 


devoted to the matter. 


- 


THE question of German competition 
in the wire-drawing industries has received, 
and is still receiving, the careful atten- 
tion ite importance merits from the responsible heads of the 
leading British firms. Doubtless the question of American 
competition after the war, which is becoming one of increasing 
importance is also receiving the proper attention it deserves. 
The statistics. just received from the Board of Trade of 
American exports of fully-manufactured copper wire, strip. 


The Wire-Drawing 
Industries. 


&c., exhibit, as they were expected to do, a heavy increase - 


on pre-war figures. The fact that the war has thus benefited 
American wire manufacturers in some measure at the 
expense of British firms, is a circumstance inevitably arising 
from the exigencies of | the situation, but the German wire 
manufacturing firms must have suffered, as regards their 
hitherto prosperous export trade, in a still more marked 
degree. The positions acquired by the American firms 
is now more than ever one of great strength, and the 
competition between British and American firms after the 


war is likely to be conducted on very keen lines. On the - 


other hand, the position of British firms is, we believe, one 
of great strength, and the war has opened out for the 
immediate future fresh channels of trade for the home firms 
hitherto almost entirely monopolised by foreign: manu- 
facturers. With increased inter-organisation, and a still 
closer co-operation of principles of mutual trade propaganda 
interests among the leading British wire manufacturers, the 
position for the future may be regarded with confidence. 


Ix our issue of March 3rd last, a central 
station engineer of a reforming disposition 
drew attention to the extraordinary methods 
adopted by some manufacturers in rendering their accounts, 
successive discounts such as 20, 10, 5, and 5 per cent. being 
deducted from the list prices, while in some cases, after 
several discounts had been deducted, 5 per cent. would be 
added to the amount on account of an advance in prices. 
It would seem that no business man would permit such a 


Accounts and 
Discounts. 


system to obtain in his counting-house without very good 


reasons indeed, and the practice is so common, that there 
must be some such excuse for its continuance ; even firms 
of the highest standing make use of the system freely, and 
we have before us a recent example of. this kind, in which, 
moreover, almost every item has both positive and negative 
discounts appended. One might think that “25 per 
cent. plus 5 per cent.” meant 30 per cent, but it 
does not ; neither does it mean 20 per cent. In the worst 
cases there are four arithmetical operations—three deduc- 
tions and one addition—to be carried out, without even the 
aid of decimal coinage. Now, despite the argument that 
there surely must be.good reasons for these manipulations, 
we know that they are not indispensable, for on March 31st 
we were able to state that Messrs. Henley had issued a price 
list showing net prices without any calculations at all. 
Again we commend this excellent example to the notice of 
all manufacturers, in the hope that by following it they 
will eliminate no small amount of wasted labour, and thus 
help to win the war. 


ELECTRICAL SIGNS OF THE TIMES. 
[COMMUNICATED. | 


In these dark days and darker nights, those of us who are 
interested in electrically-illuminated signs can only possess 
our souls in patience and wait for better times. A glance, 
however, through the American technical Press will do 
something to raise our spirits ; for there we can read, with 
something approaching envy, of the progress of the electrical 
sign movement in a country where lighting restrictions, or, 
for the matter of that, any other restrictions, appear to be 
unknown. | 

It is permissible to wonder whether the present universal 
upheaval will bring about a renaissance of public spirit in 
England, and whether our cities, towns, and villages will 
develop that spirit of municipal emulation which, judging 
from what one reads, is common in America. Will any 
English town or city be as bold as so many American cities 
have been, where they use electrical signs to prove that 
they are more progressive than their neighbours ? and also, 
so that no traveller shall be in any doubt in identifying one 
town from another, even if he pass through it by night. There 
are dozens of towns in the United States which vie with each 
other in displaying mighty electric signs blaz ning forth the 
names of the towns, with appropriate mottoer, and with all 
the ingenious flashing devices which the trade cin supply. 

These town mottoes, or “slogans” as they are called, are 
apparently selected by means of local competitions, and 
when one reads the winning slogan one wonders, at times, , 
what the “also rans” were like. For instance, we read 
that the city of Wausau, Wis., has recently dedicated an 
electrically illuminated sign 40 ft. x 38 ft., lighted by 
976 lamps, reading “ Work for Wausau.” AN the inhabi- 


tants of the city turned out to the dedication ; there were 


processions, bands and. speeches, and ‘doubtless a great trade 
in ginger beer and ginger bread upon the side walks, for one 
feels somehow that so progressive a city must be in 4 
prohibition belt. The flashing device is thus lucidly 
described :—“ First the eagle and ribbons come on, fol- 
lowed by the torches, which are followed at an interval 
of 15 sec. by the wording, then all out, all on at once, all 
out, and repeat as before." . It reads rather like instruc- 
tions to knit soldiers’ socks, but is doubtless very effective. 

The city of Pottsville, Pa., is apparently not so important 
a place,as Wausau, Wis., as its sign is only 20 ft. x 20 ft. 
The slogan is the inspiring one—‘ Pottsville, the Best Site 
on the Anthracite.” One feels that the inventor of this 
motto has a genius for rhyme and rhythm, which is destined 
for a larger field than Pottsville. 

Elyria, O., was, perhaps, more fortunate in its slogan, and 
certainly more ambitious in its sign, for it is 50 ft. x 36 ft. 
The lamps are in five colours, and it is wired for 
“ scintillating effect.” The slogan in this case is “ Elyria, 
the 100 per cent. city," which cryptic words rather leave 
one wondering, not only what they mean, but what the other 
suggestions in the competition were like. | 

“Goldsmith’s “ Deserted Village,” had it but had the 
modern advantages of Wausau, Wis., Pottsville, Pa., or 
Elyria, O., might have been deserted no longer, and so have 
increased its sphere of usefulness. 

This municipal slogan sign business is not the only case 
in which the American electric sign manufacturer has an 
advantage over the English one. . Even the churches out 
there do not object to draw public attention to themselves 
through the medium of the electric sign. Trinity Church, 
Cincinnati, O., has an “ enormous electric sign in the shape 
of a cross, 18 ft. x 8 ft., hung 12 ft. above the sidewalk." 
There are 250 lamps upon it, and in 16 in. illuminated 
white letters on a blue background are spelt the words, 
“Trinity Church." “The completion of the sign was 


. made the occasion of impressive dedication ceremonies, 


attended by special music, and presided over by high church 
dignitaries, including several bishops. The sign is lighted 
every night.” 

There are many people in England who maintain that the 
Church has fallen behind in its work, and that it requires 
rejuvenation. Doubtless the electrical sign manufacturers 
will be willing to take their share in the great awakening 


a a ола 


when it comes ; it is possible that, as usual, we shall be too 
late, for as an electrical means of publicity. the illuminated 
sign, with its quantity of small lamps and ingenious and 
complicated flashing devices, is not alone in the field. In 
America it is, in fact, just a little passé. The present rage 
is for “ flood lighting " ; powerful lamps, more or less con- 


. cealed, are by reflectors made to project a great flood of 


light on to the selected building, which thus stands out 
shining from its neighbours. The tower of the Woolworth 
building in New York is illuminated by the light from 600 
1,000-c.P. lamps, each mounted in a projector and fixed 
upon adjacent buildings. 

Hundreds of municipal buildings up and down America 
are lighted in this way. Shall we, when the reaction from 
our present lighting restrictions sets in, squander the elec- 
tricity we have saved by flood-lighting St. Paul’s Cathedral 
ог the Bank of England ? The effect would be somewhat 
startling to our insular ideas. There are people who 
suggest that many of our public institutions would be the 
better for more light upon them, but probably they are not 
thinking of the same thing. 

One can conceive that English public taste might have 
some restraining effect upon the kind of building to which 
flood-lighting would be applied. For instance, we in 
England would probably consider that a public mortuary 
might be left in as much obscurity as possible. Even in 
these times, few of us are anxious to find our way there, 
and those within probably desire nothing better:than to be 
left in peace. In the United States they look at these 
things differently. In a recent number of the Electrical 
World there is an account of the flood-lighting of a 
mortuary in Denver, Co. It appears that this mortuary is 
the property of one George Olinger, a Denver undertaker. 
We are assured that it has long been one of Denver's show 
places by day, and that Mr. Olinger desired that it might 
be made equally attractive by night. It séems a quaint 
notion, but in fairness to the proprietor it should be 


pointed out that “ аб the outset he stipulated that the effect. ' 


must not be garish or circussy ": one likes the man for 
that. Apparently several schemes were tried; the first 
one failed, ** for while the lamps illuminated the building 
effectively, the glare was objected to by persons coming 
from the building at night." 

One has an idea that the usual inhabitants of a mortuary, 
suddenly finding themselves able to get ónt at night, might 
easily object to the glare from the 56,600 с.р. of electric 
lamps with which the front of the building was lighted. 
‘There seems something ghoulish about the idea to an 
Englishman, but Mr. Olinger assured the correspondent 
who describes the. installation that it was ** the best thing 
in the way of advertising he had ever undertaken." 

From the above examples it will be seen that there are in 
England vast unexplored fields of usefulness for the electric 
sign, if only our local authorities will waive some of their 
out-of-date regulations, and if we will take some lessons 
from our American cousins. 


u———————————————— 


HIRE AND HIRE-PURCHASE SYSTEMS. 


[COMMUNICATED.] 


ALL electricity supply engineers and managers are anxious, 
so far as may be possible, to extend their sources of revenue, 
and most of them have given attention already to the 
important question of placing various current-consuming 
apparatus on their mains under some form of hiring or 
hire-purchase arrangement. ? 
Certain authorities have supplied motors under such 
schemes for many years, whilst other apparatus that has 
thus furnished an additional and a remunerative income 
Includes ventilating fans, heating aud cooking apparatus 
and—in pre-air-raid days—are lamps. È | 
But if much attention has been given to this form of 
revenue, 1t must be conceded that there is an immense field 
yet unexploited, and, in fact, it is not an exaggeration to 
say that only a beginning has been made in the development 
of what I8 possible and probable in this direction. | 
While it may be argued that the present is not the most 
propitious time for capital expenditure, should such expendi- 
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attention may be usefully drawn. - 


ture be necessary for the inauguration of a scheme, yet now 
is the time to go into the matter in complete detail; so thi 
with the return once more of normal conditions, everything! 
may be in proper train for the successful initiation or 
extension of one or other of these systems ; this is particu. 
larly the case when it is remembered that very likely the 
restoration of peace may be accompanied by a scarcity or ; 
tightness of money, than which favourable condition for 4 
successful hiring scheme there is none better, 

The writer ventures to suggest, therefore, a few of the 
important considerations and aspects of the subject to which | 


In the first place, the object of a hiring business being to 
make money, it will be readily seen that it is essential to 
introduce some safeguard against loss, due to financial 
instability of the prospective consumer. It is not always 
possible to ensure against total loss, nor is it possible here to 
lay down any rules to govern such a contingency. It mus: | 
be left to each engineer or manager to devise his ow ` 
regulations in this matter, and these regulations should ` 
obviously be drawn up to suit the various classes of con- 
sumer, apparatus, &c., involved. The days are gone by 
when the word ** hire " carried with it something of astigma 
or an insinuation that the hirer was not overburdened with 
capital, and it is fairly common to find that establishments 
of long and sound standing may prefer to put in quite larg: 
factory installation under this arrangement ; it is, of cours, 
entirely a matter of terms and comparisons, The electrical 
supply authority catering for this class of busines is 
moreover, at some advantage over the canvasser selling 
bicycles or sewing machines, in that whilst these my 
be usefully employed elsewhere by any dishonest “ fitter. 
electrical gear has its sphere of employment limited 1) 
voltage considerations, &c. There is the further point that 
the slow payer may be brought to reason by having bis 
supply cut off. However, as already stated, little can he 
said upon this aspect beyond emphasising the importance of 
safeguards. | 

Then there is the legal question to consider. While 
certain legal points must be kept in sight, it is extremely 
easy to exaggerate the importance of others; the law Is 
always more or less harassing to the layman, and їп drawing 
up a standard form of hiring or hire-purchasing agreement 
to meet-all contingencies, legal aid should be called in, hut 
it is well to see that the lawyer is well chosen, by which | 
mean that he should be one specialising in commercial work. 
and both willing and able to pay every regard to simplicity 
and brevity. These two characteristics are of the greatest 
value in negotiating business under the agreement with 
prospective consumers. In most cases an agreement that — 

(а) Insures against loss by fire, theft, &c. ve 

_(b) Is applicable to a private individual or toa limi 
liability company. | 

(с) Prevents distrhint upon hired machinery or apparatts 
for rent or other debt, and at bankruptcy or liquidation. — 

(d) Prohibits removal of hired machinery or apparatts 
from certain stated premises except by the written consent 
of the supply authority, and А 

(e) Makes suitable provision for periodical payments, 
may be taken as covering the more necessary Pe 
but thé particular nature of the business done by indivi x 
supply authorities will suggest their own agreement M ak 
ments. Thus іп a number of smaller concerns, certam с 
the foregoing suggestions may be deemed unnecessary, ete 
as clause (а), whilst in the case of а hire-purchase ag 1 
ment, as distinct from a hiring one, there must be ase 
a clause allowing the customer the option of pure p 
right at a pre-arranged price and at any period ^ itis 
agreement. Again, agreements operating under ws 5 
law must be drafted accordingly. So far as the ae p 
suggested clauses are concerned, some notes may not % 
of place :— be made 

(а) If this clause is used, an arrangement may " uns 
whereby the premiums are paid to the insurance compe” 
by the supply authority and refunded by the hirer. 

(ф) and (c) Purely a matter of legal draft. 

(d) In regard to this it is as well to pon 
legal mind variously regards what the laymal ; 
a “ fixture ” according to the use of screws or nalts. ќе 
desirable to аћх to all apparatus supplied а пашер 


tout that {һе 


1 would term 
{ 18 
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indicating that it is the property of the supply authority : - 


this namplate to be removed only when a purchase is 
completed. 

One of the most necessary steps in the inauguration of a 
successful scheme is the provision of a showroom electrically 
lighted, heated, and ventilated. | 
_ The suitable locality of the showroom is a problem call- 
ing for special consideration of the circumstances attached 
to the scheme as a whole. "Thus, if the business sought be 
in the nature of fittings, fans, cooking apparatus, fires or 
other heating apparatus, the showroom could not be placed 
in a more likely position than in one of the best shopping 
streets where the feminine shopping community congregate. 
Obviously, such a position may be totally unsuitable for a 
power supply authority looking solely to a motor load: in 
such a case the showroom must appeal to a totally different 
class of customer—the business man, the engineer and the 
foreman—and be located accordingly ; a suitable position 
for a showroom of this description may be in the industrial 
part of the town or in close proximity to a railway station 
largely frequented by the men it is proposed to attract. 

The manager of the showroom must be a man of good 
address and personality, a capable salesman and a sound 
commercial engineer, fully conversant with the apparatus 
he is pushing, and abundantly blessed with tact. 

The equipment in the showroom must be kept constantly 
up to date, and special prominence given to worelfies for 
both domestic and industrial application: each piece of 
apparatus should be neatly and briefly labelled with :— 

(и) Catalogue number or other reference. 

(b) Price for hire. 

(c) Price for hire-purchase. 

(d) Price for sale outright. 

(e) Cost price. _ ~ 

Circumstances may not necessitate all this : the cost price 
must, of course, be coded, and the others may be, if deemed 
advisable. It is a good scheme to allow the showroom 
attendants a commission on apparatus sold, upon the lines 
indicated in recent commercial articles in the ELECTRICAL 
REVIEW. 

Next we may discuss the fixing of the rates for hire or 
hire-purchase ; every attention and care must be devoted to 
this, bearing in mind that while the rates must in them- 
selves be financially and commercially sound, the real 
raison être for the whole scheme is the sale of elerfricily. 
Again, while the hiring rates must not be so high. that tbe 
prospective customer feels he is being “ squeezed,” yet the 
* purchase outright ” price.must be made attractive enough 
to encourage this class of sale, more especially in the less 
expensive apparatus, where it is infinitely better to keep the 
routine and clerical work within the closest limits ; for 
example, it will readily be seen that, if it can be avoided, a 
flat-iron should not be sold under a hiring system unless. 
of course, it is but part of a larger and more remunera- 
tive sale, This last remark, however, would have to be 
suitably modified in those. districts which afford scope 
for an organised * campaign " and where, consequently, the 
“all-in” cost can be correspondingly reduced. Other 
factors to be considered in fixing rates are costs of repairs, 
and wiring for new heating circuits, &c., when necessary. 
In regard to these, actual experience only can enable a 
manager to give the close estimate necessary, and with 
special reference to the cost of repairs, this item is necessarily 


uncertain, depending, as it does, so much upon the - 


class of apparatus, the reliability, or otherwise, of design 
and workmanship, and the conditions of service. Experience 
alone is the best guide for the accurate determination of 
the respective values of the hiring and selling groups, and 
therefore of the fixing of the respective rates and prices for 
the two classes of business ; altogether it is a matter for 
nice adjustment. 

Having effected a sale, either for cash or by hire, it is well 
that the manager should realise that the transaction has not 
ended ; quite apart from the question of payment, it can 
safely he said that it has but begun. Тһе efficient manager 
always has it in mind that the new consumer must he а 
* satisfied consumer" ; ёо Шив end he arranges for periodical 
inspection and observation of the apparatus, and its beha- 
viour, and for providing the customer with any useful 
* tips " there may be for satisfactory operation. ТЕ is pro- 


bably well to emphasise that in à hiring business, more во. 
than in apy other, it is essential to supply only apparatus 
by well-established manufacturers of repute, and likely to 
give a minimum of trouble; this consideration quite 
independently of the repairs bill. 

We now come toa very important fini in all hiring 
systems—viz., the necessity of keeping as accurately as 
possible the life history of each individual piece of apparatus. 
This may best be done by means of `а suitably-indexed card 
system. I have already said that it is desirable for all 
clerical and routine work and expenses in connection with a 
hiring scheme to be reduced to the absolute minimum, and, 
at first glance, it may be thought that the suggestion 
herein contained is too cumbersome and expensive, especially 
for the smaller lines of apparatus. My contention, however, 
is the reverse, and that the system, once initiated, is 
remarkably efficient, inexpensive, and altogether a'com- 
mercial assct of considerable value, one which many times 
over repays for the initial expenditure. 

The system referred to can be quickly grasped by à 
glance at this reproduction of a card drawn up for the 
occasion :— 


: | 


DescrIpllon;issce ossseka eese exa aa ө | Maker's ref. ...........- 

пага errr | Corporation ref. ...... 

Bought from................... Oni unl eerie Costco 
Date hired. Name. Address. Rate. 


Inspected оп ......... eene nennen 


Remarks....ccccccecccccccesctccecesncessercestneesoeeeeeessenensuesenses ereere 
pube te ubl tg e ri Ac эдш эш са эы су бабы тшше 

Naturally, this is intended only as a rough guide and may 
readily be altered to suit individual requirements : thus, a 
space may be provided for information as to date and cost 
of any repairs that may have been necessary. А suitable 
cross index under eonsumers' names and apparatus under 
the supply authorities’ serial numbers should be made. 

In conclusion, it only remains to be said that these notes 
are not intended to cover all the points calling for consider- 
ation ; they constitute only a brief survey of some of the 
more prominent features of the successful hiring business. 
and of the possibilities thereof. Mention has been made 
in these notes more than once of heating and cooking appa- 
ratus, and there is little doubt that, marvellous as has heen 
the growth of this class of business during the last few 
years, the next decade should show still greater strides now 
that the difficulties inseparable from the development and 
application of new designs have been overcome. And in 
regard to power, he would be a bold man who would 
venture to estimate the numbers of effete and inefficient 
gas engines which have been lately discarded in favour of 
electric motors. It is commonplace to say that the huge 
output of munitions of war has only been made possible by 
electric power; and, if it had not done so before, the 
electric motor has certainly now come into its own. In 
these two classes of apparatus, to specify no others, the 
hiring system will undoubtedly reach huge developments in 
coming years. 


Agricultural Machinery Research.—According to the 
Times, the -Board of Agriculture and the Development Commis- 
siouers have been considering the establishment of a Research 
Institute to investigate problems relating to agricultural machi- 
nery : it is suggested that this should be established at Cambridge 
in association with the existing Schools of Engineering and 
Agriculture. The principal officers would be a director experienced 
in mechanism, and an assistant-director experienced in agriculture. 
Land for experimental work would be available on the University 
farms. 
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SOME SOURCES OF ERROR IN 
THERMOMETRY. 


By E. B. PAUSEY. 


IT is а curious attribute of human nature that fallacies— 
especially those which contain a half-truth—are apt to 
maintain their hold on the imagination of the majority of 
mahkind with great tenacity. Witness the almost pathetic 
belief of the average man in the inherent inability of the 
photographic camera to record anything more or less than a 
true and complete image of any object or view upon which 
it is exposed ; this belief persists even at the present day, in 


2 
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yj 
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Fig, 2, Fig, 3, 
spite of all the evidence against it 
cinemas, where impossible occurrence 
feature of the programme. In like manner a very large 
number of engineers appear to hold an equally unshakeable 
belief in the veracity of their thermometers, although, as Т 
propose to show in this article, it ig quite within the bounds 
of possibility for a thermometer, Well made and correct] v 
calibrated though it may be, to tel] the most arrant lies— 
lies which, in some vases, may cost the owners of a plant 
considerable sums of money, and in others keep them in a 
fool’s paradise with regard to the efficiency and safety of 
their plant, | 
veryone Who is responsible for the оре 

for the generation of electrical en 
form of power plant—should be 
that if economical and satisfactory working is to be ex- 
pected regular and reliable temperature records are a 
necessity. The common mercury-in-elass thermometer is [yy 
far the most popular instrument for this purpose, and it 
must be granted that it is fully entitled to its popularity, ag 
It is, in Itself, capable of very high accuracy, Unfortunately 
however, lts reputation for accuracy is itself an indirect 
cause of serious errors, which are commonly overlooked for 
10 is this reputation that leads engineers to that ung uestionine 
eee the infallibility of thermometer readings to which 
ге ready referred, So fai from there bein any ground 
for this belief, the temperature indicated ру the height of 
je mercury in the stem is simply and solely that of the 


daily presented by the 
8 usually form a-main 


ation of plant 
ergy—or, indeed, of any 
quite aware of the fact 


mercury in the bulb, and unless the latter approximates 
very closely to that of the body whose temperature is о 
measured, the records taken. cannot be eit | 


extent ; these divergencies are usually quite UnDSuspecta] 
by those in charge of the plant, who accept the temperatur 
readings without doubt, utilise them іп calculatins 
efficiency percentages to, perhaps, two decimal places, 
ahd are often incredulous. when the existence of larc, 
errors is pointed out. Considering the importance (i 
the subject, the amount of thought hitherto given t 
the correct application and use of thermometers'in practice 
is very meagre, and but little information is available either 
from text books or the technical Press ; in these беш 
stances, I venture to hope that these brief notes may dire 
attention to this matter, and be of some assistance to 
engineers in charge of power plant. The few examples 
described in the present article, out of many which шісі 
be quoted, are quite sufficient, I believe, to demonstrat; the 
need which exists for the devotion of greater care to this 
matter, | ; i 
It is curious, but nevertheless a fact, that in the majority 
of cases, thermometric errors favour the manufacturer ij 
plant as against the purchaser. I do not, of course, douk 
that this circumstance 18 purely accidental, nor do I dein 
to suggest that manufacturers install thermometers with 
any other view than the correct registration of temperatur : 
but I do say that it strongly emphasises the need for the 
user to assure himself that the thermometers and pockets 
fitted to his plant are such as will serve their purpose in a 
satisfactory and accurate manner. 
A.type of thermometer pocket as commonly used is show 
in section in fig. 1. In order that the transfer of heat 
from the steam or other fluid surrounding the pocket to 
the bulb shall be as perfect as possible, the pocket i 
intended to contain ой or, preferably, mercury. There 
are two sources of inaccuracy in such a fitting, the mos 
important of which is the effect of its situation—dealt with 
below ; the second, which is usually negligible, but which 
still merits consideration, is loss of heat by conduction and 
radiation. This loss is illustrated by the arrow-headed 
- lines, which represent heat received by the pocket from the 
steam, or other fluid, conducted up the walls of the pocket. 
and radiated away from its exterior portion. By making 
the pocket reasonably deep, by reducing the thickness of its 
walls as much as 18 consistent with safety, by using : 
thermometer such. that; the bulb is nearly at the bottom J 
the pocket, and by using just sufficient mercury to immers: 
the bulb completely, and no more, this source of error а. 
be reduced to ап almost vanishing quantity. The aim o 
these precautions is to render the conduction of heat from 
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the lower part of the pocket to the exterior as difficult а 
yossi ble. | e 
i When the pocket is fixed in position, it will really sea 
heat, not from the whole of the fluid in the pipe or aa 
Vessel, but from a comparatively small sample d 
it is, therefore, essential that this shall be a represen at dí 
sample. This is a most important matter, and perd 
attention to it is the cause of very large errors uec 
The pocket should be fitted in such a e of 
ав to be fully exposed to the direct flo X 
the fluid. Often it is placed in Au brd 
of - the - way corner, where the flow of fe it 
and the radiation losses possibly high, and in such а c& 
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cannot give a true reading. Fig. 2 ів an example of this 
kind of faulty application, probably about as bad an example 
- as could be found. 
cate the temperature of the steam at the stop valve of a 
steam turbine, and it is, therefore, a most important item 
in the calculation of the efficiency of the machine. The 
pocket is screwed into the upper part of a hollow cylindrical 
projection cast on the stop valvt body. This arrangement 
has the apparent objeet of raising the thermometer to a 
position clear of the lagging plates on the valve body ; but 
- while it certainly serves this purpose, one cannot altogether 
help wondering whether there may not be any ulterior 
object in such a design. So far fromythe pocket being fully 
exposed to the direct flow of the steam a lot of trouble seems 
to have been taken to place it where there can hardly be 
any flow at all; moreover, the radiation losses from the 
cylindrical projection are bound to be excessive, and, to make 
matters worse, the bulb of the thermometer only reaches 
about halfway to the bottom of the pocket. The net result 
is that the thermometer reading is from 80° F. to 100° F. 
below the actual steam temperature, as indicated by a more 
correctly applied thermometer close by. Such an enormous 
inaccuracy makes this one example alone sufficient proof of 
the importance of more careful attention to these fittings. 
If the arrangement had been specially designed for no other 
purpose than incorrect registration of the superheat tem- 
perature it could hardly have been better adapted to 
that end. 

When the temperature of a liquid flowing in a pipe is 
required to be measured, it is necessary that the pocket 
shall not only be exposed to the direct flow, but also that it 
be not fitted in a place where the liquid is liable to separate 
into strata of different temperatures ; if no attention is 
given to this matter, and the fitting is situated in such a 
place, the natural result will be that the reading of the 
thermometer will by no means represent the mean tempera- 
ture of the liquid, but simply that of the stratum in which 
the pocket happens to be immersed. Fig. 4, which 
exemplifies а case of this source of error, shows a 
thermometer pocket as generally fitted to the outlet of an 
ordinary economiser, for the purpose of indicatthg the 
temperature of the feed water supplied to the boilers, From 
the reading of this thermometer, the probable effect of the 
economiser in increasing the overall economy of the plant is 
reckoned. I shall now show that its readings are unreliable, 
and that any estimate8 of the efficiency of the economiser 
based upon them are erroneous and exaggerated—at the 
ваше time admitting that the actual usefulness of the 
e-onomiser is unquestionably so great that it needs no 
exaggeration, either thermometrical or otherwise. 

The thermometer pocket, т P, is shown in its customary 
position, namely, screwed into the upper main header 
immediately over the branch leading from the last top box. 
Now, the temperature of the water issuing from the top 
boxes is not by any means equal throughout the economiser, 
but varies in а rather interesting manner, which cun һе 
roughly investigated by feeling the branch pipes with. the 
hand. Economisers are generally arranged for the water to 
enter at the end where the flue gases make their exit, and to 
leave it at the opposite end where the gases enter, thus in 
in fact, applying the “contra-flo” principle. If the rough 
test of the temperatures be started at the water inlet end it 
will usually be found that the branch at that end is 
moderately warm, and that at first the temperatures increase 
as the outlet end is approached ; so far, this is what might 
he expected from the decrease in the temperature of the flue 
‘gases as they pass through the economiser. The maximum 
will not, however, as one might suppose, be found at the 
water outlet end, but is generally somewhere near the 
: middle, the temperature of the branches thereafter falling off 
more and more rapidly as the water outlet end is approached, 
until that of the last branch—the one - immediately 
below the thermometer pocket in the illustration—may be 
but little above that of the inlet water, in spite of the fact 
that the tubes at this end of the economiser receive heat 
from the flue gases when the latter are at their hottest. 


_ This is due to the flow of water in the economiser tubes not - 


being equal throughout the economiser; it is very 
mnch less at the water inlet end than at the outlet 
епа, owing to а large proportion of the water 


The thermometer is supposed to indi- | 


x 


being carried by its own momentum past the branches 
at the inlet end to those at the outlet end. The 


natural result of this is a lower temperature rise in the 


tubes at the outlet end, as the consequence of the larger 
volume of water passing through thems Now, the water in 
the top main header, owing to its slow rate of flow in the 
branch pipes, does not become mixed to any great extent ; 
an idea of its behaviour is given by the arrow-headed dotted 
lines in fig. 4, which show how the colder water from the 
tubes at the outlet end flows along tho bottom of the header, 
missing the thermometer pocket altogether. The latter is, 
therefore, immersed only in the hotter water in the upper 
part of the header, and thus it gives an utterly fictitious 
high reading, the error in one case which has come under 
my observation ranging from 30° F. to 60° F. When it is 
remembered that, according to the rough rule of 1 per cent. 
increase of overall economy for each 10? F. inerease of feed- 
water temperature, this error represents a non-existent gain 
of 3 per cent. to 6 per cent., its importance needs no further 
emphasising. To obtain. correct. readings, the thermometer 
should be installed in such a position that it indicates the 
temperature of the water after it has passed throngh a 
mixing chamber or a valve of the globe type. 

One field where there is a wide scope for scientific con- 
sideration is the means for taking the temperature of altern- 
ators. The usual method of doing this is merely to hold ап 
ordinary mercury thermometer with its bulb against the core 
or coils. This method is crude and unscientific ; it is unlikely 
to give the maximum temperature of the windings ; it is 
subject to tlie personal factor of the observer, a very varinble 
and uncertain quantity ; and it is liable to be applied in a 
more or less irregular and haphazard manner. As an 
alternator has no commutator to visualise—as one may put 
it—heavy loads by sparking and flashing, the extent to 
which it may be loaded is limited by its temperature, and 


if this is taken in the usual unsatisfactory manner, there is 


bound to be а good deal of doubt as to whether a machine 
has a sufficient margin of safety at heavy loads. Particu- 
larly during times of emergency, such as sudden heavy 
increases in load or breakdowns, are serious risks likely to 
be taken in the way of overloading. Оп the other hand, 
machines are sometimes started up and put on load merely 
to deal with short peaks, which could be quite safely dealt 
with by overloading the machines already on load for u 
short time, provided proper and convenient means of 
indicating their temperatures were in use. Such a means 
would be an electrical resistance thermometer, with its 
resistance element fitted closely up to one of the coils of the 
stator winding, in such a place that it would be subjected 
to the maximum temperature of the machine. The indicator 
itself should be fitted as a switchboard instrument on the 
machine panel, so that Ше temperature of the alternator could 
be easily and regularly taken and recorded on the station 
log sheet, in the same way as readings of other instruments. 
If some arrangement of this kind were in general use, there 
is no doubt that all power stations would be run with 
greater reliabilijy, aud some, at least, with greater economy. 
Readings of thermometers which are fitted in phwes 
difficult of access—such as superheaters, economiser inlets, 


_&e., are commonly very unreliable, owing to very serious 


errors introduced by the personal factor of the observer. 
Even the most conscientious attendants naturally feel some 
repugnance to scrambling over dusty, hot boilers and flues, 
up dark, dirty trenches or over grimy condensers every half 
hour or hour, especially in the small hours of the night 
shift, to take temperatures which usually show few im- 
portant variations. Human nature is only human nature 
after all, and its weaknesses must be allowed for. An elec- 
trical or any other form of thermometer, capable of indicating 
upon ап instrument, which can be fixed in any convenient 


position the temperatures of apparatus in поб easily 


accessible places, would ensure that these temperatures 
would be taken and recorded as accurately as those in the 
engine room itself. As а check on the readings of the dis- 
tance instrument an ordinary mercury thermometer ought 
to be used occasionally, when a comparison between tlie 
readings of the two instruments would discover any errors, 
which could then be corrected. | 

А eareful and reliable record of the ER reli of the 
interior of a coal stack might save heavy loss from fire by 

D 


SS 


giving timely warning of overheating. 
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Fires, once. started, 
are very difficult to keep under control, especially in the 
case of large stacks. It is poor comfort for the loss of 
a stand-by stock of coal from this cause to be able to claim 
compensation: under an insurance policy, since money, even 
paper money, is not an efficient substitute for boiler fuel, 
and, in these times of scarcity, it cannot always be quickly 
exchanged "for it. — Coal-stack temperatures are commonly 
taken—when taken at all—by lowering a thermometer 
down a pipe driven into the stack. It is not difficult 
to devise an improvement on this arrangement that is both 
cheap and satisfactory. In fig. 3 is shown an ordinary 
mercury thermometer, which should be graduatéd to above 
boiling point—say, 225° F.—immersed in water in an 
ordinary water gauge-glass, the ends of which are closed by 
tightly-fitting corks. Тһе lower cork should be ‘stuck in 
with shellac varnish, so that, in case of over-pressure, it 
will remain in its place, and the upper one be driven out ; 
otherwise, there would be a risk of losing the thermometer. 
A small string becket is attached to the upper -part of the 


glass by a whipping of fine twine or strong -thread, the 


whipping being well varnished to prevent it slipping. The 
arrangement may be lowered down a pipe by means of a 
string tied to the becket. The pipes should be closed at 
the bottom, so that sufficient water or oil may be put in 
them to cover the tube containing the thermometer, and 
pointed so as to be easily driven down into any desired part 
of the stack. The advantages of this system of taking coal- 
stack temperatures over the usual method already mentioned 
are that, as the water in the tube retains its heat when the 
instrument is drawn up to be read, there is no uncertainty 
due to the mercury falling rapidly, as is the case 
with an ordinary thermometer, and that if the pipe 


-Just contains sufficient liquid to cover the glass tube, the 


thermometer will indicate the temperature of the immediate 
neighbourhood of the- bottom of the pipe very accurately. 
If no liquid is put in the pipe, errors will arise, partly from 
the bad conductivity of air and partly from the effect of 
convection currents in the pipe; this last source of error 
will be considerably increased if a large excess of liquid’ be 
used. ; 

Га addition to the foregoing sources of error, which are 
external to the thermometer, there are others which lie in 
the instrument itself. One, which is extremely annoying 
and often difficult to deal with, frequently occurs in 
thermometers used in high-temperature measurements, say 
above 250° Е. This is the“ splitting up " of the mercury 
column, a more or less rapidly-increasing portion of it 
taking up a position in the extreme top of the bore of the 
tube, a position from which it can only be dislodged with 
difficulty. The cause of this is probably that the mercury 
evaporates owing to the high temperature, fills the vacant 
part of the bore with mercury vapour, this vapour condenses 
in the cooler upper part of the bore, and so forms the “ split 
off " portion. Some thermometers are made with a small 
cavity at the upper end of the bore ; when this is the case, 
all that is necessary is to heat the bulb carefully over a 
spirit lamp or gas flame until the break in the mereury 
rises into the cavity ; the break will then rejoin, and on 
cooling, the instrument will be all right again. Great care 
must be taken, however, not to overheat the bulb, since if 
the glass is softened at all, it will be collapsed by the 
pressure of the atmosphere—or burst, if the thermometer be 
Nitrogen filled. All thermometers for high temperatures— 
say over 250" F.—should have such a cavity in the bore ; 
if they have not, it is often difficult, and sometimes 
1mpossible, to bring down the Split-off portion of mercury. 
Swinging or tapping the thermometer may have the desired 
effect, but, even when brought down, it is not at all easy 
to get the break to join. This is probably due to a small 
amount of mercury vapour between the two portions of 
liquid mercury acting as a cushion, aided, no doubt, by 
surface tension, i 

Another case of splitting of the mercury column occurs 
when an ordinary thermometer, in which the space above 
the mercury is vacuous, is used for the measurement of 
very high temperatures. Obviously, in a thermometer of 
this kind, the only pressure on the mercury in the bulb is 
that due to the head of mercury in the stem, which, in 
thermometers of the usual size, about. 12 in. long, -is 
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nob above 6 Ib. per sq. in. absolute when the thermometi 
is held vertically. The boiling point of mercury under ; 
pressure of one atmosphere is 675° F., but at this reduce] 
pressure it is lowered to between 550^ Е. and 600° F 9 
that if the temperature to be measured is higher than thi 
figure, the mercury in the bulb will boil, and. the Vapour 
given off by it will drive the mercury column right to ij. 
top of the stem; therefore the temperature at which th 
mercury in the bulb boils forms: tie highest limit of the 
scale. In thermometers which are required to read to mop: 
than 600? F., the boiling point of the mercury in the hn) 
is raised by filling the space above the mereury colin 
with an inert gas—such as nitrogen—at a pressure of about 
25 atmospheres. The upper limit of the scale is then 
raised to about 1,000^ F. It should be noted that, whil: 
nitrogen-filled thermometers furnish a satisfactory solution 
of this difficulty, they are just as liable as those of the 
ordinary vacuous type to the trouble of the upper portion 
of the mereury column splitting off, as described in the 
preceding paragraph, since evaporation from the surface of 
the mercury and condensation in the end of the stem gos 
on independently of the presence or absence of inert gas in 
the space. Moreover, if this should occur, the presence of 
high-pressure gas between the two portions of mercury 
renders their reunion very difficult, if not impossible, 

On occasions when specially accurate temperature indi- 
cations are required, as, for instance, official tests of ner 
plant, extra precautions ought to be taken with the ther- 
momeéters, particularly with those which are to be used for 
temperatures which have considerable effect on efficiener 
caleulations, such as those of superheated steam, feed and 
circulating water, exhaust steam and condensate, The 
ordinary brass-cased thermometers, such as are commonly 
fitted for permanent use, should not be used, but should te 
replaced by special stem thermometers having a limitel 
range, and as open a scale as possible. For taking the 
steam temperature, which may be expected to lie within the 
limits of, say, 500? F. to 550? F., a thermometer having a 
range of about 450° F. to 600° F. should be used ; it could 
easily be read correctly to one quarter of a degree ; the 
other important thermometers should similarly be specially 
adapted to their work. A small source of error will be 
eliminated if thermometers which are to register high 
temperatures are kept at approximately their working 
temperature for some hours previous to the test, as glass, on 
being raised from a low to a high temperature, does not 
immediately expand to the corresponding volume, but p 
tinues its expansion slightly during a considerable time. À | 
the thermometers should be checked both before and ifia 
the test by comparison with a carefully calibrated maste! 
instrument. In the calibration of | thermometer the 
Whole of the stem and bulb is at an equal ee 
perature throughout, and the scales are made on io 
basis. In the case of thermometers for при 
high temperatures this condition is not often MEN ғ 
practice, and, as mereury has а much higher Eden 
expansion than glass, it becomes necessary in accurate + Е 
to correct for this error. This is done by means of the 
following simple formula :— 

5 Te = T, + Ёл (т, — 0), 
where T, is е apparent temperature a$ read, 

Te 18 the corrected temperature, 

{ is the mean temperature of the stem, l 

n is the number of degree divisions of the ad 
occupied by mercury and exposed to the te 

rature /, А | А 

k is pone whose value is 0°000083 for ri 
Fahrenheit scale, and 0°00015 for the Centi 
grade scale. 


The temperature 7 of the stem cannot easily be омаша! 
accurately, but а rough approximation will suffice. лу have 

In concluding these notes, I trust that they wi ден 
the effect of drawing the attention of the iiem 
publie to the importance of giving dme care an a int 
to these instruments. They are not written o oen 
of view of an expert, but are the result of пее x: d in 
Lions in everyday working, and are intended to 
that light. 
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THE CONTROL OF ROTARY CONVERTERS. 


IN a brochure recently issüed by the British Thomson-Houston 
Co., Ltd., some novel and interesting particulars are given regard- 
ing the methods available for obtaining from a rotary converter a 
variable D.C. voltage whilst the A.C. voltage remains constant, and 
vice versa. Normally the ratio of the A.C.to the D.C. voltage is 
practically constant for any given load, and in order to vary, the 
ratio it is necessary to introduce reactance on the А.С, side, or to 
employ a booster machine, an induction regulator, or split-pole 
control. The reactance method is the simplest and cheapest, and 
is suitable for use where the voltage variation required does not 


% Power Factor. _ 
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Fic. 1.—CURVES SHOWING POWER FACTOR AND WATTLESS 
CURRENT OF A-REACTANCE-CONTROLLED ROTARY CONVERTER. 


exceed 15 per cent., which is usually the case in practice, The 
effect of the reactance depends upon the excitation of the 
machine; if the field current is reduced below the value which 
gives unity power factor at the slip-rings, a lagging current is 
drawn from the А.С. mains, and the 
reactance lowers the slip-ring volt- 
age, and therefore also the D.C. 
voltage, while if the field current 
is increased, a leading current is 
drawn and the D.C. voltage is raised. 
 Evidently the power factor varies 
with the p.c. voltage, but even with 
15 per cent. variation of voltage the 
power factor at full load is not less 
than 90 per cent., as shown in fig. 1, 
which also shows how the power 
factor varies with any given voltage, 
how it varies when the voltage is 
varied, and. the wattless current ex- 
pressed as a percentage of the full- 
load eurrent which will be drawn 
from the line under various condi- 
tions of load and voltage. It will be 
seen that at constant voltage the 
wattless current varies only within 
moderate limits from no load to 50 
per cent. overload, and that the 
power factor of a system may be 
greatly improved by adjusting the 
conditions so that a large leading 
current is drawn from the line. In 
the figure, the uppermost curves relate to the maximum voltage 
required and the lowest to a value 15 per cent. lower, but pre- 
cisely the same.curves hold good if the conditions are arranged 
so that the machine runs at normal voltage with unity power 
factor, the top and bottom curves then representing the perform- 
anee with voltages respectively 73 per cent. above and below the 
normal. 

The use of a booster was one of the earliest methods of varying 
the voltage ratio, and enables the power factor to be controlled 
independently of the load and voltage; but with modern rotaries 
equipped with commutating poles and giving greatly increased 
outputs, booster control seriously affects the commutation, and is 
found inferior to other methods, 

Control by induction regulator is free from this drawback, while 
it retains the advantage that the power factor is independent of 
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the load and voltage. In this case the D.c. voltage is varied by 
inserting an induction regulator between the transformer and the 
slip-rings, which increases or reduces the А.С, voltage applied to 
the rings. The regulator performs exactly the same functions as 
the booster, but without affecting the commutating conditions of the 
rotary, во that machines can be built of the largest output for a 
given size, without complications, and can be made to give a 
voltage range of 30 per cent. or more. In the latest practice the 
regulator, which was formerly a separate item, is mounted on the 


Fig. 2.—MAGNET-FRAME AND WINDINGS OF В.Т.Н. 250-kw, 
SPLIT-POLE CONVERTER, WITH COMMUTATING POLES. 


bedplate of the converter, which is then of about the same size 
and cost as а booster-controlled machine, and is self-contained. 
The design of the regulator has been improved, and the combina- 
tion, which is illustrated in fig, 3, is useful for correcting a low 
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Fia. 3.—B.T.H, 500-kw. SELF-SYNCHRONISING ROTARY CONVERTER WITH INDUCTION 
REGULATOR, A.C. STARTING MOTOR, AND SEPARATE: EXCITER. 


power factor, operating on 90 per cent, leading power factor at full ' 
load, at any voltage. 

The remaining method of control-—the split-pdle @evice—was 
patented by the B.T.H. Co. and developed for 25-cyele work, giving 
à D.C. voltage range of 25 per cent. with constant А.С. voltage. In 
this system each of the field poles of the rotary is divided into a 
main pole and a regulating. pole, the latter being arranged for 
excitation either in the same direction as the main poles or in the 
opposite direction. As the D.C. voltage is proportional tothealgebraic 
sum of the fluxes of both poles, while the А.О. voltage is proportional 
to the vector sum of the A.C. E.M.F.'s produced by the two fluxes, 
and thealgebraic sum can be widely varied without greatly affecting 


‘the vector sum, the voltage ratio ean be varied over a long range ; 


unity power factor ean be obtained under. any conditions of load 
and voltage, and as the control is effected in the armature of the 
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nverter itself, this is the simplest type of control in which the 
POWEL factor is required to be independent of the voltage variation. 
Fig. 2 shows the field-magnet system of a split-pole rotary of 
250 KW., with commutating poles. 
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WOOLLEY v, WATSON, MARSH & Co. (BRONDESBURY), LTD. 


AT the Lambeth County Court, before Judge Parry, sitting with 
the Medical Referee, on December 19th, an application was heard 
for the review and termination of an award under the Workmen's 
Compensation Act made to Thomns Woolley, electrician, the 
employers being electrical engineers, of Brondesbury, N W. The 
case has already been reported and commented upon in the 
ELECTRICAL REVIRBW. | PED 

On May 4th, Woolley was working for the firm at Pike's Circuit 
Cinema, Charing Cross, and he alleged that when going to fetch 
some material, a labourer employed by another firm was wheeling 
a barrow full of cement up а plank, which tipped over, a bag of 
cement falling on his left leg and displacing a eartilare. Не had 
not been able to work since, and the J udge, on October 5th, held 
that the accident arose out of and in the course of his employment, 
awarding him £1 a week from the date of the accident as compensa- 
tion, which had been paid him upto the week preceding the present 
henring, 

Mn. KiNasBURY, for the firm, said that in asking for the review 
and termination of the award, they maintained that the man had 
entirely recovered from the effects of the accident on November 
3rd, a month after the award. At the last hearing, mention was 
made of an X-ray photograph of the in jured knee taken at Charing 
Cross Hospital when he attended there, but it was not produced. 
After considerable trouble. they had been able to procure the 


that he was in charge of the casualty department at Charing Cross 
Hospital on the day Woolley met with his accident and was 
brought there. He found both knee joints inflexed, the left 
slightly more than the right. There was no swelling, and he 
could find no evidence of a fracture or limitation of the joint. 


Witness 


not find: any evidence of any loose cartilage, though he sugyested 


to Woolley that that was what he was suffering from, a sugges- 


was suffering., or said he was. Witness came to the conclusion that 
he was exaggerating his condition. On June 9th he saw him once 
more, when he sent him to the consulting surgeon, Mr, Daniel, as 


the conclusion that at that time Woolley had entirely got over the 
effects of the accident. He never prescribed for a loose cartilage, 
because he did not believe it was there. On November 3rd he saw 
Woolley in conjunction with Mr. Cooge, consulting surgeon at the 
hospital. The man was able to walk easily, there being no impair- 
ment of the movement of the leg. There were then no signs of 
à detached cartilage. There was a certain amount of arthritis 
present in both knee joints, as was shown by the creaking of the 
joints, this being apparently of long Standing. In cross-examina- 
tion, witness said he never saw any swelling of the knee joints, 
Dk. PASTELL, resident casualty officer at Charing Cross Hospital. 
said he examined Woolley in the hospital on November 3rd. He 


creaking in the joints. Witneas thought then the man was quite ` 


able to work. He had been advised to wear a knee ‘bandage, but 


Мк. BLOXxHaM, for Woolley : Do you say that he is capable of 
doing the same Work now as he did before the accident 1— Yes, 
J Pics PARRY: Such as climbing ladders and kneeling down /— 


Dn. M. DuTcu, physician at the Lewisham Military Hospital, 
said he examined Woolley on August 27th, and found no evidence 
of fluid in the joint, or of a movable body, but he found arthritis 
present, both kneeg suffering from it. He thought the man was 
quite fit to do the same work as he did before the accident. The 
disease, in his opinion, was of long standing. 

DR. Ivor DAVIES, specialist, said he ‘also examined Woolley, and 
found distinet evidences of arthritis. It waa very marked, and 
was of years’ standing. There was no evidence of an accident to 


: Witness would have nothing more to do with him. He came to .- 


. It would appear that Mr. Manning had removed on 


recently recommended him to wear а bandage. He did Not yet 
think he was fit for work, and certainly did not think he cou! 
climb ladders. In cross-examination, witness said he Шош} 
it would be some weeks before he could go back to work. 

After the Medical Referee had examined Woolley, JUDGE Paps; 
asked if he had made any effort to do any kind of work ? 

APPLICANT : No; I have done nothing whatever, 

JUDGE PARRY said the Medical Referee had spoken Very stronzj: 
ing the man. i; 
said he could work very well on the level if he tried, and now v 
his time to do something, for men were needed. He must get t. 


WOOLLEY said he did not feel able to go up ladders with safety. 

JUDGE PARRY said he could find plenty of work where he 
would not have to do that. He could not go on getting his t]; 
week for ever. It was quite time he made a big effort to get bse} 
to work. The Medical Referee was of opinion that the conditios 
of the left knee was due to the accident, and that the arthritis 
arose out of it. He suggested to suspend the present order to yay 
the man £1 а week, and grant him 15s. a week until February 1s; 
in which time he could try and find work, and the result could ik 
reported to him. Addressing Woolley once again, he urged hin 
to get to work, saying, “ You may have a little pain at first. bu 
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SECRET PROCESS IN RUBBER MANUFACTURE, 


In the Chancery Division Mr. J ustice Peterson had opened befor- 
him on Tuesday, December 19th, the action of the Alperton Rubter 
Co. r. Manning and others, by which the plaintiff company sought an 
injunction to restrain the defendant Manning from communicating 
to the Belgium Tyre Co., Ltd., or other persons, certain infor 
mation acquired by him while in the service of the plaintif ош. 
pany for the benefit of thé plaintiff company, and also to restrain 
the Tyre Co. from taking advantage of the information so сот, 


Deighton Pollook (who was ilD, for the Belgium Tyre Co. 

Mr. Huanzs, in opening the case, said: The plaintiff company, 
who were originally incorporated under another name, were om- 
nected with the washing of rubber, but in 1912 they changed their 
name to the Alperton Rubber Co., and commenced to manufactur 
various rubber compounds. Many extremely hard substances now 
used were really rubber productions and were important because 


| 
“of their insulating property in connection with electrical work. 


They were used for magneto distributors. The plaintiff com. 
pany had a very large number of different formule for the 
mixing of the rubber. The defendant Manning came to their 
works early in 1912. There was no written agreement of service. 
One important mixing arose in the following way :—The plaintiffs 
did a considerable amount of work for the Bosch Magneto Co. and — | 
that company used a material called Stabilit, which at that fan | 
was produced in Germany. After the war began- it became | 


. impossible to get Stabilit from Germany; the Bosch Co. in 


England was very anxious to get a satisfactory subatitute for | 
and approached- the plaintiffa, amongst others, with a view | 
getting them to manufacture а satisfactory substance. Ап — 
was sent for the plaintiffs’ assistance by the War Office. Tus 
works foreman of the plaintiffs was a man named Fisher, an né 
after many experiments, arrived at a satisfactory уз 
Stabilit. This result was attained in the month of d : 
when the product was submitted to the Bosch Co. and paa ey 
them as satisfactory, and it was also passed by the War rns 
were equally anxious about the matter, as these magnets le 
very largely used for their engines, There were. many in i 
formule for mixing which the plaintiffg had, and in ont is 
they worked out the mixtures themselves ; in others, к The 
would supply the formula for the mixing they requi old be 
formula would then be kept on two cards, one of which wol "a 
given to-Fisher and the other to а man named Drummond, pu 
drug or compounding Works, where the actual mixing Mas the 
The works records, when not actually required, were Кер i thé 
company's safe, care being taken to prevent people getting § pii 
knowledge they contained. On June 29th the company ж 
Manning a month's notice, suggesting that he should ae 
holiday until the expiration of the month, so that from а Fisher 
was not on the premises, After he left, Manning invi eerie 
to join him in the formation of a company to work um ed the 
now known as “ Alperlite," pointing out that he had Apt that 
formula from the plaintiffs’ loose-leaf book. It was ir Fisher 
the formula was not in the book he had left hehind, r the 
and Drummond were the ош y persons who could ih k and 
formula. The two cards had been removed from = en this 
the plaintiff company would have no means of ascer "5 prem 
mixture. The defendant stated that he had had an o i d think 
for the formula, but Mr. Fisher, after saying that he n o with it. 
the matter over, wrote declining to have anything lur the loos: 

q tu 
leaf books from one of the company’s offices, and he a be. 
was his own property. Counsel did not see how үе у 
as it was paid for with the company’s money. ree Shortly 
offered to return the book, but that was not eras intiff com- 
after the termination of his engagement with o RAM Туг 
pany, Manning got into communication with the | zs of rubber 
Co. who were also manufacturers of a certain 5 ois епш?" 
foods, and it would appear that as early as July, be ош them ап 
ment with the plaintiffs had terminated, he was giving 
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order. The defence was a denial that Manning was making use 
of any knowledge that he had acquired while iri the service of the 
plaintiffs, and the Belgium Tyre Co. alleged that they had acquired 
nothing from Manning over which the plaintiffs had , any 
rigbts. They admitted that Stabilit was manufactured in 
Germany, but not entirely in that country, and they denied that 
any formula used in the plaintiffs business belonged exclusively 
to the plaintiffs. un 
Witnesses were called for the plaintiffs to prove that Manning 
knew the formula of the plaintiffs Alperlite, and that the 
Belgium Tyre Co. were now supplying a substance identical with 
it. The success of the eompound depended upon the formula and 
not upon the skill of the workman who compounded it. and any 
‚ departure from the formula would tend to alter the specific 
gravity. the insulating properties, and the flexibility. 
At the conclusion of the plaintiffs’ casc the hearing was 
adjourned until next sittings. ' 


RATING OF ELECTRIO TRAMWAY LINES. 
LONDON COUNTY COUNCIL'S APPKAL SUCCESSFUL. 


AT.ibe County of London Quarter Sessions, at Clerkenwell. Mr. 
A. P. Lawrie, K.C. (Deputy-Chairman), delivered judgment in this 
appeal against the quinquennial assessment by the Assessment 
Committee of the Holborn Union of tramway lines in the Boroughs 
of Finsbury and Holborn. 

MR. LAWRIE, in giving judgment, observed that throughout the 
hearing the fact had more and more impressed itself upon them 
that this case need never have come into Court, and that was 
equivalent to saying that, particularly at this time, it never ought 
to have come into Court. № was a most deplorable thing to see 
two public bodies spending large sums of money in fighting over 
matters which should have been easily capable of adjudication 
without litigation. The Court could but feel that if each party 
had approached the other with the earnest desire to settle, a 
solution would have been reached very similar to the result they 
_ had arrived at, and much of the ratepayers’ money would have 
been saved. But while a settlement would have been easy if that 
course had been adopted, a decision in the case was by no means so 
simple. When the parties found that the question was to be fought 
they both appeared to have shut their eyes to the points telling 
against then, and have opened them very wide to every point that 
even appearcd to tell in their favoyr, with the obvious result that 
differences necessarily increased, the valuations of the rival sides 
were hopelessly at variance, and both included many obviously 
untenable claims, either of additions or deductions. When the 
vase came into Court they gladly recognised that every assistance 
possible was given to them by all concerned. and they could not 
speak too highly of the great care and ability with which 
the case had been presented. The Court had asked themselves 
what a reasonable man would have anticipated at the time in 
question, and in the main they had based their finding on the 
accounts of 1914-15, but there were many variations in those 
‘accounts available to anybody in 1915, both figures of increased 
receipts and expenditure already incurred. "There were also ten- 
dencies which seemed clearly defined which they had had to con- 
rider, and they had had to decide which of those would affect a 
prospective tenant. They had had to discourage certain ascertained 


figures which would not have been anticipated. Any decision in 


such circumstances must be largely a matter of speculation. The 
result they had arrived at was that the total rateable value in 
Finsbury should be £6,527, which was in the neighbourhood of 
two-thirds of the amount of rateable value (£9,770) appealed 
against. The judgment of the Court, therefore, was that the 
appeal be allowed, with costs, and that those figures be inserted in 
the valuation lists. His Lordship merely desired to add that that 
decision might be of some assistance to the parties in the effort he 
was sure they would make, without any further litigation, in the 
outstanding cases in the Borough of Holborn. 

In reply to Мк. RYDE, the DEPUTY-CHAIRMAN said that, if 
desired. he could work out the figures for the remaining parishes 
in Holborn. 

Mr. CLAVELL SALTER: I think, perhaps, it would be more 
convenient to see if we can settle in the light of your Lordship's 
observations. 

Mr. RYDE: Your Lordship says the result arrived at is two- 
thirds of the rateable value appealed against. I am content to 
take the assessment in the other parishes as two-thirds of the 
amount appealed against. | 

MR. CLAVELL SAUTER : I suppose you are. 

The DEPUTY-CHAIRMAN : I suppose Mr. Clavell Salter would 
not go as far as that. If you (Mr. Ryde and Mr. Salter) can come 
to some arrangement I think it will be best, but if you cannot I 
am prepared to work out the figures for the other parishes on the 
same lines as I have worked out these. The figures are before me, 
and it will not be an inconvenience to me ; so, failing a settlement 
between yourselves, I am prepared to do it. 

CouNSEL on both sides acquiesced in that proposal. 

Mr. RYDE also suggested that they should try and agree the 
gross values, which, he said, would affect nobody. 

Mr. CLAVELL SALTER: І agree that we ought to try and do 
that. 

The DEPUTY-CHAIRMAN observed that he was rather under the 
impression that the gross values had been arranged. 

MR. CLAVELL SALTER said his Lordship would remember that at 
the outset of the case he submitted that the appellants had no 
locus standi there on the ground that they had not taken the neces- 
sary steps as provided by the statute. He would like the matter to 
he left open so that it might again be mentioned, 


The DEPUTY-CHAIRMAN : Certainly. 

Mr. RYDE : I understand that the appeal is allowed with costs 
as regards Finsbury. І take it, as your Lordship has not worked 
out the figures for the other parishes, that the question of costs is 
not yet decided ! 

The DEPUTY-CHAIRMAN said that was so. 

Мк. CLAVELL SALTER : May I take it that the Court would be 
ыш to consider whether each party should pay their own 
COE 

The DEPUTY-CHAIRMAN : If is a very substantial reduction, a 
very large reduction, and ‘it was necessary for the appellants to 
come here before they could get the reduction. 

The matter was then formally adjourned until a day in the New 
Yenr, when, it-was understood, the result of the conference between 
learned counsel on both sides would be made known. 


LEAHY AND OTHERS r. KERRY ELECTRIC SUPPLY Co. 


BEFORE the Master of the Rolls, in the Irish High Court. Dublin, 
a settlement was intimated in an action by Mr. C. F. К. Leahy. 
and nine others, members of his family, for an injunction to 
restrain the Kerry Electric Supply Co. from selling milling 
machinery demised to them at the Fleck Mills, Killarney. The 
terms were that the defendants shou'd expend £500 on the erection 
of a power engine in the mills 12 months from the termination of 
the war, and that they should be at liberty to sell the machinery 
in the mill on condition of lodging the proveeds in the National 
Bank, Killarney, in the names, jointly, of plaintiffs and defendants, 
In the event of defendants failiog to erect a power engine, the 
money lodged is to be the property of the plaintiffs, but compliance 
with the condition leaves the money with the defendants, His 
Lordship directed the defendants to pay the plaintiffs" costs. 


ГА 


COLONIAL TELEGRAPHS AND TELEPHONES. 


By R. W. WEIGHTMAN, M.LE.E. 


(Abstract. of paper read before the INSTITUTION oF - 
ELECTRICAL. ENGINEERS.) 


No review on this subject would be complete without a 
reference to the great services the late Sir William Preece 
reudered to the Colonial Administrations during bis lifetime; 
upon the advice he gave the foundations of many of the 
Colonial systems were laid, and in many cases the super- 
structures also were built. From Sir William's association 
with the Colonial services, and with the gradual standardisa- 
tion of materials and plant generally in the Home Depart- 
ment, and the publication by the Department of books of 
technical instructions, the Dominions and Colonies have got 
more or less into the way of accepting Post Office practice as 
beyond question. . f 


The Administrations of the Dominions send their chief | 


technical officers around the world to see what is being done, 
and to cull from the various systems of the world those 
features which appear to them as being most advantageous 
for adoption in their own countries. Thus we find in the 
Dominions practice which is a mixture of British and Ameri- 
can, and perhaps even a little Continental. But as the bed- 
rock of it all, British Post Office practice is outstanding. 

In the earlier days, many of the engineers, and many 
оћісегв of other ranks as well, appointed in the Dominions 


and Colonies, were men who had received their training in ` 


the various home services. This still applies to appointments 
in the Crown Colonies, but it 1s only rarely the case now in 
the Dominions. We find the youths of the Dominions quali- 
fying in their respective engineering departments for even 
the highest positions in them. a 
There are, however, several Colonies in the tropics in which 
the heat, and the highly electrical condition of the atmos- 
phere in some cases, are so trying that Europeans must have 
the relief of a change to a temperate climate at frequent 
intervals. For the filling of engineering appointments in 
these Colontes, the Colonial Office will always look for men 
at home. Higher salaries are offered than men in similar 
positions in England are paid, but the difference is often 
swallowed up in the higher cost of living, in the expense of 
trips to England -necessary for health reasons, and, if the 
engineer be а married man, іо the cost of what practically 
amounts to maintaining two homes: and so in the end the 
Colonial engineer is rarely as well off financially as he would 
have been had he remained here. This is surely a matter 
whieh should reecive the consideration of the Colonial authori- 


. ties. Low salaries fur men in positions of responsibility are 


falso economy. 

Tn another direction. the Governments of the Crown 
Colonies are very short-sighted. They do not encourage their 
engineers sufficiently to keep themselves up to date. A tech- 
nical officer, on whose initiative the engineering methods of 
a Departinent depend, should һе specially commissioned by 
his Government to visit England at least every three or four 


years, to enable him to keep in touch with the latest develop- 


ments. . m . 
With well-trained staffs of European character, the engi- 
veers of Canada, Australia, and New Zealand are relieved of 
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jointly with their neighbours, for connection with post offices 1914. 1915. Ine. or dec. 
oF ошл «ei the department furnishes applicants with al] Scientific instruments.— £ & £ 
e information they may require. тү 
In New Zealand the Postmaster-Gencral is a political кош E nen n 400 - ns 
officer, and the secretary is the permanent head of the ad- “United States x 17000 1.000 E , 
ministration. Тп the districts, the chief officer is styled '' The Е Other cant К 1.600 1.000 600 
Telegraph Engineer," and he is responsible to the chief engi- M e3 у : = 
neer at headquarters, who is again responsible to the secre- Total 94000 600 — — 3.000 


tary. The department has a complete monopoly of the tele- 


[/ 
graphs and telephones of the country, and it does not eneour- Telegraph and telephone. i wires, iron.— 


age the forination of private companies for the establishment From United Kingdom... 5,000 9,000 + 4,000 
ot rural or other abe А di Te ele oe з Generators, motors, and transformers — 

or persons may construct telegraph or telephone lines for hire , KN , 

or profit, but there is no hindrance to persons erecting lines From pad Бш ЕИ nM 14,0 0 - оо 
for their own use. Мапу such lines have been put up һу x Germany | E 5.000 2.000 B 3 000 
farmers in the back blocks of the country where the Govern- “ON nited. Statik- ut 93 000 26 000 + 3 000 
ment do not feel warranted ш. spending money on lines we Other во a 2000 “ZONO 2% 
Meet offer little prospect of Paving (Heu А Such rii 7 c C a pd 2 
usually terminate in & Government office or exchange, where ` э» 7 ‘ 
they are given connection with the Government system. They | Total i PS 86,000 (4,000 — — 12,000 
are usually built as cheaply as possible, and the service is Iilectric batteries and cells — 

generally inferior, and faults are of frequent occurrence. The From United Kingdom — ... 4,000 5.40 + 1,000 
(шше е no supervision or authority over these ., United States | 2.000 1,000  — 1,000 
private installations .. Other countries |... 1,000 1,00 — 

In South Africa, the telegraphs and telephones are also iced =o a 
under the Postmaster-General, who is the permanent head Total 7 000 7,000 

" of the Administration, the politica] chief being designated Carl l insulati lerial : 

‘Minister for Posts and Telegraphs." Of all the Dominions а иш ; 
outside Canada whose telephones are administered by a Gov- From United Kingdom... 6.000 4000 – 2,000 
ernment department, South Africa is the first to adopt the » Australia ^ .. gh 4,000 == – 4,000 

` functional ” system. With the advent of the Union, the » Germany be 2,000 — -– 2,000 
separate administrations were merged in the one central » Other countries 1,000 2,000 + 1,000 
administration and a system closely allied to the *'terri- - —— 
torial.” which had been in force in the Cape Colony, was Total ous " 13,000 6.)  — 7,000 : 
applied to the whole of ће Union. The country was divided Other electrical. material — 
into seven districts for administrative purposes. With the m CARD З 
great development of the telephone system, this method of From United Кошой S 65,000 67,000 + 2,000 
administration was found to he unsuitable. . The “ func- » Germany ў е 07,000 We 3: 7,000 
tional” system was introduced about three years ago, and » United States. at 26,000 30,000 + 400 
the Postmaster-General, when in England last year, informed , Australia a a 4,000 2,000. = 2,000 
ine author ЕТЕ 16 е сң working w T ps greatest satisfaction. » Other countries — ... 3,000 9,000" + 6,000 

n practically all the.Colonies and Dominions the railways ` | ae a | HPPA 
belong to the State, and in some of the smaller Colonies a Total m -. 105,000 108,00 + 3,000 
feature of the administration is the amalgamation of the * Sweden £4,000. 
railway telegraph engineering and electrical signalling systems “Melera, eclectricily.— 
with the enginecring department of the Post Office. From United Kingdom... 19,000 800 - 2900 

All electrical signalling systems are of a cognate character, , Other countries — .. 9. 000* 1000 - 100 


and come, naturally, within the scope and training of tele-- 
graph engineers and linemen, and any Colonial Administra- Total 12.000 900 — 3 
tion which may contemplate such an amalgamation need have ep pei o EE i 
no fear for the results provided a capable and well-organised | Germany £2,000. 

staff is available. Lamps, electrical.— 


Under some administrations telegraph and telephone engi- From United Kingdom  ... 21,000 23,000 + 2,000 
neers are required to carry out the departmental electric », Germany cat Е 5,000 — — 5,000 
lighting work, and it is a highly debatable question whether » United States jos 7,000 7,000 — 
this principle is а good one. The author's opinion ів that in ,, Other countries 4,000" 11,000 + ,000 
the specialisation which is necessary to-day in telegraphy and —— ——— — 
telephony, it is too much to expect an engineer to be expert Total M: is 37,000 41,000 + 4,000 
also in the lighting and power applications of electricity in | * Holland 22000 3 
the larger sense. (To Rea ids Steam engines. -- | 

ИИ From United Kingdom ... 15.000 13.00 — 2,000 
Gas and oil engines (ercept for motor-cars).-— 

From United Kingdom  ... 70.000 43,000 | — 27,000 

, United States ds 15,000 14000 — 4,000 

Other countries... 1,000 1.000 Ae 

TRADE STATISTICS OF NEW - ZEALAND. 5 Total En u 89,000 58000 — – 31.000 
Tue foll f h h ТО T M к i 
THE following figures, showing the imports of electrical an Ne ea АС КЮ 
allied goods into New Zealand in 1915, are taken from the Brom Ыы dne Mm Е ind БҮ ү 2000 . 


39 


official statistics which have just reached this country. "The 
figures for the previous year are given for purposes of com- o Total Шу... 0.000 15,000, — 6,000 
parison, and increases or decreases noted. In each vear the 


country named is the country of origin of the goods. Insulated. cable and wire.— 


1914. 1915. — Ine. or dee. From United Kingdom... dMY,0) [ол -- nn 
Leather belting.— £ £ : , Germany А si 16,000 — B 6,000 
о ig : á /' United States | 8000 — 3000 - — 5,000 
From United Kingdom  ... 4,000 4,000 — = з" ae = 6000 
e c: . Belgium 0 a" 6, X 
» United States a 1.000 2000. + 1,000 Other countries — ... — 9400 + 2,000 
» Other countries — ... 1.000 2.000 + 1,000 S words сах 
RES < а Tot: eso ss C MEUM ПИТИ OLX 
Total ш... 6490 — 8000 + 9,000 " bett ан. Ен) ин 
| Mining machinery.— 
Belting, other than leafher.— — From United Kingdom ... 91000. 1500 -— 6,000 
From United Kingdon — ... 27,00) 22000 — 5,000 , Australia ie. due 9.000 2 000 = 
» Australia = К 1,000 1.000 i S0 Germany ез 1.000 — — 1.000 
» United Slates "n 3.000 900) — 1,000 a, United States. DA 4,000 - 15,000 + 1,000 
; Other countries ae 1,000 — — 1,000 " ud countries M 2,000 13,0000 + 11000 
Total bis bag 32,000 25.000 — 7,000 | Total ees eee 30.000 — 45,000 + 15,000 
Engine packing.— Railway and tramway plant.— 

Crom United Kingdom... 1.000 gon = From United Kingdom  ... 14,000 O00 + 12,000 
pu EN A д, H , Australia ш 02 309 — 40 + L0) 
‚©, United States " 1,000 50 + 100 , Other countries... J,000* 1000 — 2.000 

,, Other countries... 2,000 1,000 - | ы 
i i Ein Total  .. ET 50,000 61, MO + 11,000 


Total " - 18,000 18,000 — * United States £3. 000. 


- 
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Hodges went they would have to close down; there w 
WAR ITEMS, other alternative. The question of substitution was ш 
and Mr. Lees expressed the opinion that it wag a case in 
| which it might be tried. Int e-end the Tribunal allowed 
; exemption until May Ist, the question of substitution beins 
Prohibited Tradiag.—The “London Gazette " for De- . left open to the Military. | S 
cember 22nd contains further lists of bodies and persons with Mr. G. C. Booth, electrician, appealed to the Whitby Tri. 


whom trading is prohibited in Argentina and Uruguay, — punal for the retention of A. M. Cattle (31), indispensable to 
Brazil, Chile, Greece, Japan, Liberia, Spain, and other coun- the business. Temporary exemption to April 9nd was granted 
tries. я with V.T.C. condition. | | 
The Sterling Telephone & Electric Co., Ltd.— The whole On the appeal of the Military, a certificate of conditional 
of the enemy shares of the Sterling Telephone & Electric: Co., exemption held by Mr. H. A. Harlow (18), electrical engi 
ltd., of London and Dagenham, have been acquired from the neer, with the Godalming Electricity Co., has been cancelled, 
Public Trustee by Sir John Bethell, Bart., M.P., who will and the period of exemption reduced to March Mth and 
асъ as chairman of the company. Sir Thomas Bethell and — made final. i КА: - 
Mr. C. S. Syrett have also been elected directors. а Oswestry, He М Representative текей for а review 
: > TEE ur ` of the certificate of сот litional exemption a owed to two em. 
Bomar Law sated, төшү Mew, Э Соттон, aes ployee ef iente of eopditional e aged ларец Фаг т 
to the 16th inst. the amount of excess profits duty, including — "nd stated to be ped је or the the MEE оп of the 
munitions levy, paid into the Exchequer was £73,699,000, ne ie a ee В А поене! 
Ten, pis larger than the estimate for the period.—Daily had previously decided it. : 


: А Nee At Bedford, the Igranic Electric Co. appealed for the reten- 
The Enemy in Australia.— Mr. Jensen, Australian. Minis- tion of F. Morris, who was exempted until June Ist. 


ter for the Navy, has issued a report showing that two months At Winchester, the city electricity department appealed for 
ago the electric wires of the cruiser Brisbane were deli- the retention of the City Electrical Engineer (35), the assistant 


berately cut by unknown persons. 'He gave instructions for 
instant dismissal of any workman belonging to the Industrial installations and repairs (38), the cashier and accountant (31), 
Workers of the World.—Times. an engine driver (39), two stokers (34 and 39), three electrical 

Economy in Metals, —The Minister of Munitions an- fitters and wiremen (39, 28, and 27), a cable Jointer (40), and 
Reunces that the Metals and Materials Economy Committee, a man jn chargé of mechanical and cable work (36). The 
recently appointed under the chairmanship of Mr. C. W. Field- electrical engineer stated that he had agreed to spare the 
ing, will " consider and suggest the action necessary to secure — Youngest Wireman, and the other two were necessary to keep 
economies in metals and materials às regards their use in the installations gomg. He felt that the staff had been cut 
inunitions of war, taking into consideration matters affecting down as much as was possible consistent with running the 
design, methods ‘of purchase, stocks, import, distribution and undertaking safely. The Town Clerk mentioned that the 


, meter tester and inspector (25), а man "in charge of electrical 


control; with powers to tuke such evidence as may be neces- Electricity Committee were of opinion thai the сз 
sary -both from the Departments of the Ministry and from. supply to the city could not be maintained unless they ha 
manufacturers.—Morning Post. — these men. The Tribunal formally refused the appeal for 


Базавы E . the voungest wireman, but delayed the calling-up for a 
To be Wound Up.—The. Board of 7 rade has ordered the month; granted conditional exemption, whilst present cir- 
following to be wound up :— cumstances continue, to the cashier and accountant; and 
Mechanical & General Inventions Co., Ltd.. 11, Long Acre, exempted the remainder as being in certified occupations. i 
Tondon, W.C., dealers in mechanical and general inventions. At Buxton, an electrician appealed for a member of his 
Controller: T. D. Hawkin, Whitehall House, Charing Cross, ваї, aged 39, on the ground that he was indispensable in 
W.C. ccnnection with running contracts at several public institu- 
Salsbury Co., Ltd., 11, Long Acre, W.C., dealers in lamps tions, &c. His ‘staff was now reduced to two, one of whom 


апа accessories. Controller: T. D. Hawkin, ав. above. was unfit for military serviee. Ald. Slater : You are not the 

H. Traun & Sons, 25, Goswell Road, London, E.C., manu- only electrician in the town. Appellant : I think I am. tlie 
facturers of cbonite and vuleanite goods. Controller - J. D. only qualified practical electrician employing skilled cleo- 
Pattullo, 65, London Wall, Е.С, E tricians. Exemption to April 15th was. granted. 


The Witney U.D.C. electricity department appealed to the 
Exemption Applications.—At the Glasgow Tribunal, an Oxfordshire Appeal Court for a тепе of the certificate 


electrician in one of the city theatres appealed for exemption — granted te Victor Brice (19), electrician at the supply station. 
o4 the ground of indispensability. The manager said all the When the last exemption was granted it was arranged that 
assistants had already enlisted, and the principal electrician Brice should be released if а substitute was offered. Captain 
Іп another of their theatres was waiting notice to join the Bailey (Military Representative) said that it was difficult to 
Naval Air Service. It required a skilled man to operate the ` find a substitute, and it was no use adjourning the case for 
lights, as in the case of fusing or anything going Wrong a that purpose. Mr. F. С. Curel, manager of the station, sid 
panic might ensue and the public would be endangered. The that Brice was really a pupil; he had made every effort to pet 
appeal was dismissed, hut as the man was a skilled elec- a substitute, but electricians were extremely scarce. None dl 
trician exemption was granted conditional on his undertaking the four men he had could take sole charge of the generating 
Work of national importance. , station; all of them worked seven days a week. A furtbet 
Chipping Norton Tribunal has deferred for a fortnight an two months were conceded. 


“pplication by the Military Representative for the withdrawal Before the Oxfordshire Appeal Court, on December T2. 
of a conditional exemption certificate held by Mr. W. H. the City of Oxford Electric Tramways, Ltd.. appealed id 
Hellyer, manager for the Electric Light Co. R. D. Price (33), unit adjustor. At a previn sitting the 
„АБ the Horsham Tribunal. an employer applied for permis- ense Was adjourned to allow the company an of 2, fit 
меп to appeal for an electrical «кы in pu of ш ~ the Military authorities for the release о апи uu 
able work in hand. The man was in category B3. It wag for general servive, in lieu of Price, and it was nm. nd 
surgested that there were only two or three of such men in that the man of 21 had been passed for general AT or three 
the town. The Military Representative pointed out that the had joined up. Price was кашу Sexenipiedote 
regulations provided that such men were only to be exempted months. А 5 de- 
When engaged on’ work of national importance. The applica- On the appeal of the Rochdale Corporation tramways 
tion was not granted. - : 


a rartment, conditional exemption has been given, on Mn 
The electrician of a Birmingham theatre is considered to be оп of the Advisory Committee, to two motormen, 
59 necessary for its working that it was stated at the Local aged 28 and 36. 

Гитар last Week that if he had to go into the Army the 
theatre would probably have to close down. It was pointed 
out that Is work could only be carried out by a skilled man, 
and that it was quite unsuitable for a woman. He had to 
Work at a great height above the stage and on the roof, and 
he Was necessary for the sufety of the theatre. Exemption 
Was given until March 26th.— Birmingham Post. 


Before Calne (Wilts.) Rural Tribunal, on Deceniber 13th, 


: : in. 
Dry Cell with Gelatinous Electrolyte.—A m "n 
genious solution for obviating the drying-out trouhie 


Valter Gingell, electrical engineer with Lord Walter Hervey i lls. and the deterioration of the electrode even . 
TUE appealed for, and was allowed exemption until January m piis. Qi the subject of a patent by a | 
"th. | . McGall and M. D. Maleomson. of Orange, N.J. It has aps | 
M Dawlish (Devon). exemption was claimed for Mr. (C covered that by using a colloidal gelatinous electrolyte of ies 

C. Hor Fes. Manager of the Electric Light Co. For the direc- soda and starch, the ordinary defects of dry cells sre largely : 

tars, Dr. C. №. Lovely suid that Mr. Hodges was previously away with, and that when, for example. zinc and oxide of Fu 
exempted to November 30th. Since the last appeal the are employed the efficiency of such cell is greatly inoressed,, vint 
rectors had advertised in the London te hnical Press, and in fact. greater than that of a wet primary battery emploi | 

eight replies were received. Of this number two were con- similar electrodes and an alkaline electrolyte.. This is due. E the 
sidered to be suitable, but on writing for the necessary parti- to the starch grains or other particles of organic material f he ' 
culars they heard no more of them. Mr. Leonard Lees, J.P. colloidal solution apparently increasing the ionisation 0 = т. 


л militarv, opposed exemption, on the ground that Mr. electrolyte whereby éhe, capacity and: conductance: are ino 
4) BU could be spared, Dr. Lovely replied that if Mr. lectrical Worle ‘ И | | d 
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THE A.E.G. 


AND FUTURE EXPORT TRADE 


ONE of the most remarkable facts bronght to light in recent years 
relates to the grip which the leading electrical engineering groups in 
Germany have, or had, obtained in different parts of the world. Apart 
from the footing gained in British Overseas Dominions, which has 
probably now been largely removed, these groups have developed 
their sphere of activity in China, Japan, Mexico, and in practically 
all the Republics in South America. The direct export trade from 
Germany to oversea countries has been greatly facilitated by the 
formation of transmarine supply and tramway companies, which 
first expand into installation contractors, and them develop into 
general contractors, whether the machinery, plant and accessories 
аге procured from Germany or elsewhere, or partly made on the 
spot. With these introductory remarks attention may now be 
directed to the future aims of the A.E.G., as disclosed by Dr. 
Walther Rathenau at the recent annual meeting, and although the 
. observations specifically refer to this company, it is reasonable to 
apply.them also to the Siemens-Schuckert Co. and the associated 
Siemens & Halske Co. in connection with their transmarine 
ramifications. | | 

The principal subject discussed at the recent annual meeting of 
the A.E.G. in Berlin, as in certain former years, referred to the 
rate of dividend which was recommended for adoption. Several 
shareholders suggested that the accounts would permit of the pay- 
ment, instead of the 12 per cent. then proposed, of a rate of 14 per 
cent., as paid in years of peace. In opposing this contention, Dr. 
Walther Rathenau is reported to have stated that: without the 
possession of the undisclosed reserves, the undertaking would 
probably have suffered very séverely in war time. The dividend 
rate was carefully examined by the directors, whose fees were 
fixed according to the raté, and who, therefore, had a great interest in 
the percentage. If, nevertheless, they exercised reserve in calcu- 
lating it, that was not due to an ill-intentioned policy, or one of 
accumulating reserves, but it was based upon the construction of 
the undertaking. "Those who were shareholders must know that 
they were interested in an undertaking which was certainly well 
established, but which ‘entertained no chances for speculative 
development, and also had not the advantage of offering а surprise 
in dividends. As to the renewed wish for & higher dividend. the 
speaker proceeded to emphasise the dark side of the problem. Пе 
said that above £20,000,000 was invested in the undertaking. but a 
considerable portion of that was employed abroad in the form of 
branches, investments and credit both in neutral and hostile 
countries. The directors did not know at all how to value that 
capital. The business was international, and over 40 per vent. of 
the work was exported in times of peace. If thc export trade 
after the war should be lacking, the buildings which served that 
purpose would be without employment. In order, however, to 
maintain the business, a large expenditure of work, energy, and, 
above all, of money, would be necessary. The reserve fund was 
provided for difficult times. Could it not, even once, happen that 
the company might not earn any profits? Then efforts would 
be made not to remain without any dividend. 

Dr. Rathenau proceeded to state :— We are a peace under- 
taking; that is characterised by a great ramification over all 
European and ex-European districts. The company is interested 
abroad through branch establishments, branch undertakings, credit 
and contracts ; the transmarine, the international business in 
general. claims a considerable amount of our annual turnover. If 
we decided at the beginning of the war to undertake a very funda- 
mental transformation of working, we did not conceal from our- 
gelves the danger assumed by us that the question concerned the 
subjection of a portion of our property to great depreciation, and 
the exclusion of a considerable part of our regular business. We, 
nevertheless, resigned ourselves to this new form of business with 
enthusiasm. under the consideration that it is our duty, as a factor 
in German economy, to serve the country's defence, and place our 
workshops, machinery, and men unreservedly at disposal for the 
great common purpose. In this connection we have been led by 
the idea that this war is not a war of months, but extends over 
vears. On reaching our decision considerable services were rendered 
by the fact that the reserves—just the reserves—made it possible 
for us to raise buildings and plant out of the earth, without the 
danger of touching our assets. The liquidity of funds, which is a 
costly luxury and which represents over £5,000,000 without em- 
ployment, has contributed in this direction. The efficacy which 
the company developed is great. The question concerns over 
250,000 sq. metres of supercial area which we built over ; 30 hectares 
(74 acres) are roofed in, and the war contracts already run into 
nine figures. : 

Dr. Rathenau continued :—'' Also, if one does not mistake the 
political and military situation. the feeling cannot be excluded that 
now. for the first time, after a long while, a ligbt appears in the 
distance—a peace light—but this situation also cannot relieve us 
from our duties. We have also to continue to strengthen our 
equipment, even to create buildings and large new works, since it 
is known that the Hindenburg programme claims the whole force 
of the country—that through this mighty strain of labour Germany 
has become an arsenal." In conclusion, the speaker stated that “ the 
auxiliary service law makes every one of us a soldier, ond in this the 
A,E,G. has to play its part.” ` 


tiffs sned the defendants. 


SOME NOTES ON WARRANTIES. 


{From our LEcan CONTRIBUTOR.) 


Many manufacturers in different parts of the country are at 
the present time engaged in manufacturing and selling goods 
which are rather outside their own line. Consequently, it is - 
the more important that they shall pay attention to the 
terms of the contracts which they undertake to fulfil. For 
instance, а man accustomed to manufacture and sell a parti- 
cular kind of lamp will not concern himself about warranties 
of any kind; but when he commences some new manufacture, 
those whom he has to supply will probably bind Ыш to the 
fulfilinent of very strict conditions. 

A large number of cases which reach the courts in relation 
to the sale and purchase of goods depend to some extent upon 
the question of warranty. Was З warranty given? Was 
there a breach of that warranty? These are, questions of 
great importance to dealers in goods of all descriptions. 

It is of the utmost importance that if a warranty is given, 
it is carefully carried out. A breach may lead to consequences 
the scope of which it is impossible to foresee. 

At the same time, the machine. or whatever it is, can only” 
be expected to do what is required of it if it is properly 
erected. If an accident happens owing to improper erection 
by the purchaser, the seller is not to blame. 

In a case recently heard at Birmingham, a firm of engineers 
and founders in Coventry sued another firm of engineers in 
Birmingham to recover damages for alleged breach of warranty. 
The defendants had supplied a crane. to be placed on a cupola 
platform. to lift about 15 ewt. Soon after the crane was 
erected in its place. it fell over when carrying a weight less 
than it was warranted to carry. with the result that one un- 
fortunate workman in the employ of the plaintiffs was killed, 
and the accident cost the plaintiffs over £200, paid under the 
Workmen's Compensation Act. То recover this sum the plain- 
It was alleged by the defendants 
that the crane was perfect in its construction, and that it 
fell owing to careless erection by the plaintiffs, and an undue 
strain upon a particular arm of the crane which was not 
placed on a level foundation. In this case there was an amic- 
able settlement, but as to the question of breach of warranty, 
judgment was entered for the defendants. 

А warrantv need not necessarily be expressly given. Jf it 
annears bv the contract that the buver relies on the vendor's 
skill or judgment. and the goods sold are in the way of his 
business, the vendor is bound to supnly goods reasonably fit 
for the purpose, and there is an implied warranty that they 
йге so. Гог example: A shipbroker gave an order to the 
salesman of a coal merchant for bunker coal for a steamship, 
and said they had been using “R” coal. and the salesman 
said he could sunply “S” coal, which ought to suit if CR” 
coal suited. Whereupon the broker gave the order for the 
"S" сол], which proved to be worthless for bunkering. It 
was held that tlie salesman's statement was tartamount. to a 
warranty. and that the warrantv had been broken (Crichton 
and Stevenson v. Tove (1908), S.C. 818). | 

There is alt the difference in the world between the kind of 
representation which is generally made to induce a esale and 
that which is a warranty in the strict sense of the term. 
Everv seller extols his own merchandise. A. B. tells vou his 
metallic filament lamps are the finest in the world. Go into 
C. D.'s shop next door, and his man behind the counter will 
tell vou. that C. D.'s lamps are the finest in the universe. 

What a man savs by wav of commending his own gonds 
cannot be twisted into a warranty. Nor is a mere expression 
of opinion a warranty ко as to be part of the contract. 

In a leading case the vendor put un a horse for sale by 
auction, and the plaintiff bought the horse for £980, relying 
on the nositive assurance made to him privately the dav 
before the anction that the horse was sound. It turned out 
wrong. and the nurchaser sold it for a reduced nrice and sued 
the vendor for breach of warranty. It was finally held on 
anneal that what was said about the horse was representation 
onlv, and not a warranty, and that the vendor could not he 
held responsible for a misrepresentation. unless made fraudn- 
lentlv. An expression of opinion is not a warranty, and ia 
not. therefore, a part of the contract. A buyer who proves a 
breach of warranty is not entitled to avoid the contract and 
refuse the goods unless there is an express stipulation to that 
effect in the contract. | 

Jt must be acknowledged ‘that the distinction between a 
warranty and a mere revresentation 1s in some cases rather 
fine. It has been generallv held that where a representation 
is shown by the evidence to have been intended to influence 
the buver, and, in fact, was intended as a warranty which 
would be an essential part of the contract, it will be taken 
as a warranty, and where it was not reduced to writing the 
warranty, ss a part of the contract, wil be tested by the 
evidence showing whether or not the representation was made 
pending the eale. and subsequently accented as а boná-fid» 
warranty. An interesting illustration of the extent to which 
n guarantee and description contained in a trade catalogue 
will be presumed to he a warrantv is found in the case of 
Williamson v. Rover Cycle Co. (1 W.R. 615). The plaintiff 
bought a machine from the defendants’ agent which answered 
the descrintion in their catalogue—which he read before buv- 
ing—and there was in the catalogue an express guarantee that 
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the manufaeturers had taken all онш to secure good 
quality of material and workmans ip, and that they guaran- 
teed to make good any defects in theso respects any time 
within a year. The plaintiff used the machine frequently, 
and at last, within a few weeks of the expiry of the guaranteed 
period, the steering part broke, the front wheel was detached, 
and the plaintiff injured. ^ The plaintiff, after the accident, 
sent the machine fo the "manufacturers, who replaced the 
broken parts and threw them away. The plaintiff, relying on 
the warranty, sued the defendants and got a verdict for £120 
damages. In the Divisiona) Court this decision was reversed 
and judgment entered for the defendants, and thie decision 
was upheld by the Cou of Appeal on the ground that the 
accident and the appeararee of the broken tube were по 
evidence of any breach of warranty. Witnesses who had seen 
the broken part after the accident said it was a clean break, 
and not the result of defectivesmuterial or workmanship. The 
defendants having replaced theim and thrown them away, 


their non-production did Jot shift the burden of proof upon 
the defendants. Ё 


- 


———X 
BUSINESS NOTES. 


Book Notices.— l'he Deceinber issue of the British 
Westinghouse Club News is a“ Blighty " number, published for 
Westinghouse men with Н.М. Forces. “It containg a number of 
amusing sketches and notes that will be very interesting to others 
besides those for whom they are written. Nothing in the issue is 
more timely than the picture of a sturdy British Westinghouse 
workman who is going to“ Strike Hard ih the Coming Year " at 
home, while his fighting comrades do likewise just across the 
Channel. | | | d d 


Calendars.—MEssns. SIMPLEX Сохрштв, LTD., of 
Garrison Lane, Birmingham, have sent us another of their pocket 


diaries which we have found во useful in past years —" just the . 


thing "— with handy tables and other technical information ; and 


cannot possibly conceal itself under a pile of papers, as does that 
elusive sheet of blotting paper, which is never there when it is 
wanted. 2 | 

. MEssns. Downes & DAVIES, of Stanley Street, Liverpool; have 
issued a calendar for 1917. I ів а charming study of ~“ Elaine,” 
with the firm's name and a neat little set of monthly slips both 
unobtrusively placed. 


ESSRS. GRINDLAY, Ross 4 Co., LTD., of 47, Waterloo Street, 


үкен, have issued a wall calendar for 1917, with monthly date 
ips. 
From the Harr ACCUMULATOR Co., Lrp., of : Marshgate Lane, 


have received a desk blotting pad for 1917, with 
the calendar for the year neatly placed on each sheet m 


_ France.—La Compagnie Générale de Constructions et 
d’Applications Electromagnetiques is the name of a new company 


which has lately been formed at Pantin, near Paris, with a capital 
of £52,000, | 


'. Holidays. — The works of the HoFFMANN MANUFACTURING 


d үр n DN are closed until January Ist for holidays and 


T Bankruptcy Proceedings.—L. A. 'Тномѕрх (trading as 


Saville & Walton. 39.- Victoria Street, S.W., electrical engineers and 


Тт tors) Trustee (Mr. E. S. Gray) released December 18th, 
£19. Я i x ez : : 


Trade Aunouncement.—Mr. Т. A. NuNWiICK, of 
: Carr Street, Blackfriars, Manchester, has been & | 


for Lancashire and Yorkshire by the Midland Electric Manufactur- 
mg Co. Ltd., of Birmingham, and wi 


January Ist. This is in additi 


- 
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_ LIGHTING AND POWER NOTES. 


Aylesbury.—The responsible Ministry has informed the 
U D.C. that it is unable to recommend the L.G.B. to agree to an 
application for sanction to a loan to give an additional supply toa 
local firm. The Council has decided to meet the case by laying 
а larger main at an estimated cost of £150, one-third of which is 
to be paid by the firm, together with “not less than 25 per cent. of 
the total outlay for at least five years by current used : the price 
per unit is to A a special fuel clause. Lloyd's Bank, 
Ltd., has been asked to increase the elettricity loans to £31,600, ` 


Baildon (Yorks.).— E.L. PROPOSAL.—The District 
Council has asked the. Shipley Council it it will und 


tefms as in Shipley. The Shipley Counce 
ness to supply Baildon if terms can be arranged, and has instructed 
the electrical engineer to prepare ‚ап estimate a 
, Pümption. and report to the next meeting, ` 


ыйыы me 
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9, 1916; 


Bolton.—PunL10 Licutinc.—With a view to minimising 
the increasing number of accidents, a conference of representatirs 
of the Electricity, Gas, Tramways, and Watch Committees hy 
decided to install electric lighting at points to be selected by the 
Chief Constable. 


Bedford. — Prorosrep EXTENSIONS. — The Т. has 
adjourned a recommendation by the electrical engineer to carr 
out certain extensions, costing £34,076, including new {шь 
plant, mains, transformers, &0., with a view to supplying a large 
consumer outside the borough. A minimum revenue of £2.890 per 


^ 


year for five years was guaranteed. while the consumer had agree] 


to pay towards the cost some £5,119. The engineer pointed ой 
that the existing turbine had saved 20 per cent. in coal. while th 
proposed 1,500-Kw. set would save about £2,000 a year addition, 
and obviate the present need of falling back on older and le 
efficient plant to meet increasing demands. 


Bradford.— Wacus.— Many of the employés of the 
Bradford Corporation electricity department, through the National 
Union of General Workers, are demanding an increase of 1t. per 
week on pre-war rates of pay. The respective departmental (on. 
mittees will first consider the demands, and make recommendations 
to the Special War Bonus Committee of the Corporation. 


Brighton.—The Lighting Committee of the TC. ha 
decided to dispose of а 440-Kw. Willans-E.C.C. set for £1,250. The 
set was purchased in 1897 for £4,788. | 


Burnham (Somerset).—Prick Increase.—The Ele. 
tricity Co. has informed the U.D.C. that the price of current has 
been increased from 5d. to 6d. per unit. · 


Chile, —Permission has been granted: to Senores Francise 
Undurraga and: Ismael Jerez Diaz Valdes to utilise the waters in 


the Department of La Victoria for the production of electric power 
for lighting and industrial purposes.— Board of Trade Journal. 


Colwyn Bay.—Yrar’s WoRKING.— The working of the 
Counc.l's electricity department, for the, year ended March 314 
last, has resulted in a surplus of £1,216. 


Continental.—Sratn.—La Sociedad Electrica Rotem i 
the name of à company which has lately been formed in the 


Province of Cadiz, to establish a small central electric lighting 


station in the town. 


East Ham.—The question of reconsidering the present 
scale of charges for electricity supply has been referred to the EL. 
Committee. | 


'' Hirers of arc lamps whose contracts are in abeyance have been 


permitted to use them during the Christmas season at specified 
hourly charges. | з : 


Epsom-Ewell.—E.L. Proposats.—The Epsom Юр. 
has decided to waive the receipt of the necessary July notice by the 
Wimbledon T.C. and the South Metropolitan Electrio Таш 
and Lighting Co. in their applieation for prov. orders for EL st 
Cuddington, and Cuddington and Ewell respectively. The ү 
taken is that it would be a great help to Ewell to have a sup 0 
current from a large central station like the County of Londen 
station. | 

The Epsom U.D.C. has decided to apply to the B. of T. and e 
R.D.C. with a view to obtaining protection in respect of the on 
of 1912, under which thé Council is authorised to supply premix 
in Ewell with electricity. - p 

The Ewell P.C., after considering the matter, has og 
submit the following resolution to the B. of T., and to | А d 
deputation to be received on the subject :—“ That the Ewe 


. Council is strongly in favour of a cheap and efficient supply of 


ine inata { вві nt. Tt 33, 
electricity being installed at the earliest possible momen 
furthermore, of opinion that one of the greatest Boe of да 
parishes in the South of England is cheap and relia ai 
This would do more than anything to keep the village indus: 
alive." | s 


London.—Sr. Pancras.—The Electricity ш 
view of the restriction of materials, has decided that a л 
time as the King's Road new plant is in operation, no dd 
for current other than for national purposes will Do en x 
other than where tenants take over premises already кышт 

KENSINGTON.— The General Purposes Committee sud an 
to an application by the Kensington and Кш з 
for the raising of the charge for electricity for А еи 
unit). Similar applications by the Notting Hill Co. wo objection 
in 1915 and 1916, and it was therefore agreed to iu : e di 
to this company increasing the price to aad. per unm ¢ 
December quarter, and until June 30th, 1917. 


+ has anthor- 

Londonderry.—PRovosED Loa x.—The T.C. du. Ms i 

ised an application for sanction to'a loan of £4,700 p estimate 
with the electric light and water extension one ane? 
having been exceeded owing to the increased cost of n А 


М . 8 " › Lat 
: Corporati xetricitv department з 
ter.— The Corporation electricity лы 
пр Мырк ae day last week, over 500,000 units being consu 
during the 24 hours. 


: "ue ineer В 

Southampton.—The Borough Electrical eee 5 
drawn the attention of the Council to the t EE 

the Western shore ; also to the difficulty of P 1 сойуу 

parts—a particular case being steel spindles t шту insi A 
which are subject. to excessive wear. ` A satiatact dum 
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load on the station has occurred, this now approximating that of the 
winter before the war. 

Further boiler plant will-be required before or when the lighting 
ere are removed, and consent is to be asked for this new 
plant. 

The Т.С. is to place an order with the Chain Belt Co. for an 
elevator to be ingtalled for a new coal bunker. The price is 
approximately £76. 


‘Southend-on-Sea.— Proposep PLANT ExTENSION.—The 
electrical engineer reported that the capacity of the existing plant 
at the generating station and in the battery room at Chalkwell 
Park was 3,220 kw., and that in his opinion the demand upon the 
plant would at the termination of the war, and when the lighting 
restrictions had been removed, amount to approximately 3,800 Kw., 
in addition to which a margin of 500 kw. would be necessary as a 
stand-by, and that consequently it would be necessary to take. into 
consideration at an early date the desirability of acquiring two 
750-KW. steam generators which could be installed in the existing 
floor space available, thus avoiding the expense of carrying out 
extensions to the engine room. The Electric Lighting Committee 
has referred the matter to a sub-committee for consideration and 
report. А recommendation by the Highways and Works Committee 
that notice be given to the Southend Gas Co. to determine the 
каннын agreement for public street lighting was rejected by the 

ойлоп. T oF : 
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TRAMWAY and RAILWAY NOTES. 


Birmingham.—TRAwwav SroPPAcGE.—On Friday last, 
owing to the bursting of a steam ptpe at the Nechells temporary 
_ power station, the whole of this plant was shut down temporarily, 
and as а result the tramway service was again suspended during 
two short perioda of the morning. 


Bradford.—W AGES.—In connection with the negotiations 
already proceeding in:the tramway department for advances in 
the wages and revision of conditions of work of certain classes of 
workers, the Tramways Committee met again last week on the 
matter, and resolved that drivers who have not received an 


advance since the commencement of the war be granted 3d. per | 


hour advance, and that all other male employés of the traffic staff 
(including drivers and conductors) be granted 4d. per hour increase, 
irrespective of scale advances, as a special war wage, on account of 
the increase in the cost of living. Overtime is to be paid for at 
the rate of time and a half. either on the seventh day or over the 
normal time on other days. The men's demand was for ld. 
advance. 


Continental.—SParN.— The Sarria-Las Planas section of 
the new electric railway of the Compania de Ferrocarriles de 
Cataluna, to connect Barcelona with Tarrasa, has lately been com- 
pleted and opened for traffic. А 

A concession has been granted to Messrs. Chavarri Petremont 
and Co. for the construction and working of an electric tramway 
for goods traffic, from the.station of Miravalles (on the Castijon- 
Bilbao Railway) into the town.— Board of Trade Journal, 


Chile.—AÀ decree has been published granting to Don 
Eduardo Heyraud permission to construct and work an electric 
street railway between Santiago and Reuca ; the line will be of 
metre gauge, and approximately 8 km. in length.— Board of Trade 
Journal. 


Rochdale.— The Tramways Committee attributes the 
recent fatal accidents on its system to the dark condition of the 
streets, and the manager is to approach the Chief Constable with a 
view to some improvement, either in the lighting of the cars or of 
the streets on the snain car routes. . 


Shipley.— The abstract of accounts for the year ended 
March 31st last, issued last week, shows that all the trading under- 
takings have made profits—even the gas department having con- 
verted a former loss into a profit, owing to advanced prices. The 
only contributories to relief of the rates, however, were the tram- 
way department, £574, and the water department, £729. 


Southampton.— EFFICIENCY (7) oF FEMALE LABOUR.— 
As a result of the ticket stock-taking for the year ended March 
31st, 1916, it was found that tickets of the face value of £108 were 
unaccounted for. It was thought at first that a mistake had been 
made on the previous stock-taking, but after full investigation the 
tramway manager states that he is bound to arrive at the con- 
clusion that the discrepancy is accounted for by the transition 
from male to female employés. They first adopted the system of 


women conductors in August, 1915, and practically at the same 


time the entire ticket-office staff was replaced by girls. Owing to 
the work being intricate, and in many cases far beyond the under- 
standing of the women conductors taken on at that time, mistakes 
in booking were extremely frequent, and were not always detected 
by the new and inexperienced ticket-room staff. In his (the 
manager's) report of February, 1916, regarding the control of the 
office staff, he made special reference to the state of chaos which 
‘existed in the ticket room up to that time. Girls were much more 
careless about losing tickets than -the men were, although this 
fault has been tly remedied of late by adopting stern methods 
А ticket error book has now been adopted, which automatically 


r 


prevents error through this cause. Another point is that a great 
number of tickets were used in the women's training room, and at 
one time a large number of these were taken from stock and not 
booked up. Before the ticket error book was inaugurated, con- 
ductors undoubtedly accidentally kept packs of tickets out instead 
of paying them over at night. This may have resulted in many 
packs being missing during the stock-taking, and possibly next 
year when stock is taken a large number of the tickets short may 
be found. The manager is absolutely satisfied that, there has been 
no monetary loss in this connection, and that the shortage is 
purely a paper one. 


Southend-on-Sea.—Application is to be made to the 
B. of T. for permission to use double-decked tramcars upon the 


. light railways in the borough. In view of the difficulty of securing 


the necessary material required for maintaining the tramways, the 
electrical engineer has been authorised to purchase parcels of any 
material required, subject to the sanction of the chairman. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SyDNEYv.—January 22nd. Electrical plant 
(converter, battery, booster, and switchboards) for the Castlereagh 
Street sub-station, for the Municipal Council. Specification from 
E.L. Department, Town Hall.* 

: February 19th. Municipal Council, Meters, maximum demand 
indicators, feeder regulators. Specification from E.L. Department, 
Town Hall. ` 

PERTH. — January 10th.  P.M.G.s Department. Telephone 
instruments and parts. See “ Official Notices " December 15th. 

MELBOURNE.—- January 31st. Department of the Navy. 
Dynamos, switchboard, motors, balancers, and control gear, for 
Flinders Naval Base. Specifications from the Director of Naval 
Contracts, Melbourne. 

March Sth. Corporation. One 7,500-K.v.A. turbo-alternator. 
Specification (21s.) from the Town Clerk. 


. Bootle. — Corporation. Tramway rails. See “Official 
Notices’ to-day. * , 


Leith, — January 3rd. Electricity Department. 6,000 
tons of washed singles during six months from January 15th, and 
(alternatively) 12,000 tons of washed singles during 12 months 
from January 15th. Burgh Electrical Engineer, Great Junction 
‘Street. 


New Zealand. — DUNEDIN. — January 24th. Motor- 
generator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin.* : 

TAURANGA.—February 12th. Borough Council. Supply of six 
three-phase transformers, 11,000-400 volts. Messrs. H. W. Clime 
and Sons, Consulting Engineers, Raetihi.—/V.Z. Shipping and 


Commerce. Я 


Spain.— Тһе municipal authorities of Astorga (Province 
of Leon) have recently invited tenders for the concession for the 
electric lighting of the town during a period of 15 years. Tenders 
have also been invited by the municipal authorities of Pedreguer 
(Province of Alicante) for the electric lighting of the town for 
two years. | : 


West Нат, —Јаппагу 11th. Corporation. Опе water- 
tube boiler, one 3,000-Kw. turbo-alternator. See ' Official Notices " 
to-day. 

Wigan.—January 8th. Tramways Committee.. 30-H.r. 

motor tower-wagon. Mr. Frank Buckley, General Manager, Market 
Place. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intellizence Department in London. 


CLOSED. 


Australia,-—P.M.G.'s Department, N.S.W. :— " 
Additional automatic telephone apparatus, £1,151.—Automatic Telephones 


(Aust.), Ltd. | 
30,000 jointing sleeves, £236.— Western Electric Co. (Aust), Ltd. 


N.S.W. Public Works Department :— 

The tender of Harvey & Phillips, originally accepted for the supply of 1€ 
D.C. motors and equipment (see Kurc. Rsv., December 15th), has been 
annulled, and the contract awarded to Warburton, Franki, Ltd 
(Electric Construction CoA, £3,948. 

Department of Defence :— 

Installation of 18 intercommunication telephones at Victoria Barracks 

Melbourne, £189.—T. Draper & Co. ` 
Victorian Railways Department :— 


Signal lighting transformers for power signalling.—Aust. Gen. Electric Со. 
Half-watt lamps, lanterns and globes;—Aust. Gen. Electric Co. 


— Tenders, 


Government Contracts.—In the list of War Office con- 
tracts announced in our last issue, for the name Bristol Ebonite Co 
Ltd, read British Ebonite Co., Ltd. | 
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liford.—U.D.C. Coal for the Electricity Department 

for four months :— | 

Bradbury, Son & Co., Ltd.—Tamworth small nuts, 50 to 60 tons per month, 
20s. 1d. per ton. . | 

E. redis & Со, Ltd.--West Cannock D.S, nuts, 3 in. to 2 in., 50 tons рег 


month, 27s. 10d. per ton ; algo 90 wagons East Cannock 4 ft. 1h in. nutty 
slack, 21s. 4d. per ton. 


Oakley, Sollas & Co., Ltd.—Nailstone 14-іп. main nutty slack, 100 tons per 
to : i 


month, 30s. 3d. per ton. 


Londop.—Sr. Pancras.—Owing to a fire at the Newdi- 
gate Colliery, the B.C. has had to buy other classes of coal, 


Rawtenstall. — Corporation. Additional switch-panels 
at the electricity works, Hareholme : British Westinghouse Co, 
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VARIABLE-SPEED GEARS FOR MOTOR 
ROAD-VEHICLES. 


By ROBERT E. PHILLIPS. 


THE following is an extract from a paper read before the 
INSTITUTION OF MECHANICAL ENGINEERS, on the above-named 
subject :— : ; 

есіте Tranemission.—Electric systems, 
tuore properly designated, petrol-electric systems, owing _to 
the prime movers employed being of the internal-combustion 
type, may be conveniently divided into four groups :— Е 

1. In which the surplus power of the engine is stored in 
the form of electric energy in а battery of accumulators and 
is given out when required to augment the power of the 
engine, of which the Pieper er Auto-Mixte may be taken ав 
ап example. | : | 

2. In which the entire power of 
into electrical energy, which is absorbed . continuously by an 
electric motor driving -the road wheels of the vehicle, of 
which the Stevens may be taken as an examplc. 

3. In which electric energy is employed to start and 
accelerate the vehicle, after which the drive from the engine 
to the road wheels is transmitted through a magnetic clutch, 
of which the Germain may be taken as an exainple. 

4. In which the electric energy is wholly or partially em- 
ployed to start and accelerate the vehicle, after which the 
electric drive is cut out and the power is transmitted to 
the road wheels mechanically, of which the Thomas шау be 
taken as an example. | 

Although it may well be argued that each is best adapted 
for a particular class of Work, there is no gainsaying the fact 
that the second system is the only one which has been used 


or, as they are 


the engine is converted 


the engine and dynamo run at a constant speed, 
alles the former to be run to the best advantage and enables 
the latter to produce a current of suita 
the accumulators at the proper rate. 
The points in favour of the second system are, first, ity 
*inplicitv, as the Whole of the power of the engine is con- 
verted into electrical energy, which is transmitted. direct to 
the motor driving the road wheels: secondly, the small num- 
ber of its parts: and thirdly, as the speed of the engine ig 
Independent of that of the vehicle it can be r 
at which it gives its maximum power and efficiency, 
claimed for the Stevens transmission that the over 
mercial efficiency running in normal omnibus service is 79 


weel, Le, run without propulsion, for a considerable 
part of its running time; while the factors which make for 
economy m upkeep аге: (1) The simplicity of the transmis- 
"lon, m which no fear-wheels, no clutches, and no battery 
оу (2) the absence of transmission stresses due to 
the elasticity of the electrical drive; (3) the absence of clutch- 
de-clutching as obtains in mechanical] gearing; and 
(1) the non-breaking of any electrical circuits during driving. 
This system has been used in the Tilling-Stevens omnibuses and 
other public service Vehicles for several years. In the Lindon 
service alone these omnibuses have run over 6,000,000 miles 
at an estimated cost of 7.132d. per mile; while in the run- 
ning of over 3,000,000 miles on solid rubber tires in the Lon- 
don service of omnibuses an average of 20,148 miles per tire 
has been obtained. ' 
ihe advantages claimed for the third svstem ag 
with the first or second systems are, first, that 
13 within the capability of the engine the driv 
engine and the road wheels is practically, 
lutely, mechanical, at whic time the electrica] losses are 
reduced to a minimum: and, secondly, that the mechanism 
ean be used for braking Purposes. Against these, however, 


of lack of power of rapid acceleration. 


29, 1916, 


е 


accelerating duties only, 
sions must arise when more power than can be obtained w 
the direct drive will be called for, thus maki 
to use the electric transmission. As this is the most rever. 
duty that the electrical equipment can be 
perform,’ it:must be of such proportions as will propel th 
vehicle during the whole working period without overhealin; 
Jf trouble is to be avoided. 

Ав regards the fourth System, this is considered More ecu. 


urladen was 4.502 tons, and the weight of the load, includin: 
passengers, 3.181 tons, making a 
running speed was not to exceed 12 miles per hour, and aver. 
aged (running time only) 10.47 
consumption worked out | 
58.046 ton-miles per gallon calculated on the gross weight ani 

miles per gallon caleulated on the net load. Dunn; 
the trial no work was done upon the transmission with tle 
exception of lubrication, for which 9$ oz. of oil were usl, 
and at the end of the 
with the exception that the teeth~of the double helical planet. 
ary wheels were | & fu 
one brush contact point were sufficient! 
in good condition. The 


without doubt handicapped | 
compared with the sliding type of P ed an 
events, for use in pleasure and light commercial үа 
first on account of excessive weight, and secondly on ассо 
As regards weight. 
16 does not appear possible to make this ү Aen 
with the mechanical types of variable gearing withou i 
ously risking its efficiency, and even breakdown under : ү 
duty. With respect to acceleration, it must be horne in s 
that sudden acceleration of the engine—which in | pu е 
mechanical transmission is at once transmitted to t e 
wheels—only results, in a petrol-electric system, E Н 
cieased generation of electricity in the dynamo, w m 
followed later by increased speed of the electric iss и 
magnetic flux is built up in the generator, and Wr 4 
appreciable time elapses before the current has n m 
таКе its influence felt at the road wheels. For hea Mn 
mercial work neither the increased weight nor the Т 
ness in acceleration is a. matter of much serious onn m 
the latter defect may even be a blessing in disguis un 
affords a means of cushioning any shocks that may wee 
un in the transmission system by unskilful or ое а ЫП. 
As petrol-clectric systems allow of maximum arer! п, thes 
out subjecting any part of the vehicle to undue i ib a 
have, as compared with mechanical gears, the a par with 
tage that it places the most Incompetent ase on гоа 
the most experienced апа careful driver using a js Far tnl 
gear, and it ія questionable whether—at all event: cut 
mercial work—the inabilitv to accelerate ий ‘ibe M 
than compensated for by the raving in wear and le 
from absence of shocks and undue strain. ith ева 
Comparing — petrol-electric transmission « nee them 
transinission, there does not seem to be much " м by fhe 
an the score of being noiseless, of not being a a ai 
distortion of the frame of the. vehicle, and of гч seems t 
acceleration and retardation. Theoretically, cach 


: А . rehicles. 
be an ideal transmission fpr motor road-vehicle 
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. ics. 
French National Laboratory of Physics ane жыен 
— The Académie des Sciences has resolved to esta of еше 
Physical and Mechanical Laboratory, for the Para will be 
research directed towards industrial uses. The е vill be nomi 
controlled by a Council, of which half the mene Puts. and th 
nated by the Academy. one-fourth by State Dep The executie 
remainder by the chief industrial associations. ‘cal Committee. 
control will be in the hands of a small toy be affliated to 
Existing laboratories engaged on similar work lationship wit? 
the National Laboratory, and’ will work in close relationtbi t, 
the latter. Substantial funds will have age Pasistanot of the 
working expenses of the Laboratory, and for m 
affiliated institutions, — Génie Ciril, Pm 
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NOTES. 


Electric Lighting Provisional Orders.—The following 
is the officiallist of applications for Provisional Orders deposited 
with the Board of Trade on or before December 21st, 1916, under 
the provisions of the Electric Lighting Acts, 1882 to 1909 :— 


Title of Order and desorip- 
a tion of area. promoters. Agents. 


Clayton and Queens- Electrical Distribu- Torr, Durnford and 
bury tion of Yorkshire, Co. 2, Millbank 
Ltd. House, 

minster, S.W. 

Epson. Rural District South Metropolitan Rees & Freres, 
(Extension). The Electric Tram- 5, Victoria Street, 
Parishes of Cud- ways and Light- SW. 
dington and Ewell ing Co., Ltd. 
in the Rural District ber 
of Epsom. - 

Featherstone, Gar- Electrical Distribu- 
forth, Horbury, tion of Yorkshire, 
Luddenden Foot, Ltd. 

Otley, Penistone. 
Rawdon and Yeadon, 
and Wortley. 

Wimbledon Electric Corporation of Lees & Co, Palace 
Lighting (Exten- Wimbledon. Chambers, Bridge 
sion) Order. The Street, West- 
parish of Cuddington minster, S.W. 
in the Rural District 
of Epson. 


Volunteer Notes.—Fimst LONDON ENGINEER VOLUN- 


Name of 


Torr, Durnford and 
Co. (as above). 


TEERS.—-Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- : 


manding. 


Monday, January Y«.—Technical for Platoon No. 9, at Regency 
Street. Squad and Platoon Drill Platoon No.10. Signalling 
Class. Recruits’ Drill, 6.25. Lecture on " Telephones," 7.30. 

Tuesday, January 2nd.—School of Arms, 6-—7. Lecture, 7.15 
“Street Fighting," by Company Commander Hynam. 


Wednesday, January 3rd.- Instructional Class, 6.15. Platoon 
Drill, No. 1 Platoon. 
Thursday, January Ath.-—Platoon Drill, No. 7 Platoon. Ambhu- 


lance Class, 6.30. 


Friday, January 5th.- "Technical for Platoon No. 10, at Regen? 
Street. Squad and Platoon Drill for Platoon No. 9. Signalling 
Class. Recruits’ Drill, 6.25. Lecture on “ Telephones." 7.30. 

Saturday, January 6th.-—Commanding Officers Parade, 2.45 
(uniform), for drill in Battersea Park. 

-— Sunday, January 7th.—Entrenching at Otford. Parade, Victoria 

(S.E. & C.R. Booking Office), 8.45 a.m. 


(By order) MACLEOD YEARSLEY, Adjutant. 


Institution and Lecture Notes.—Diesel Engine Users’ 
Assoclation.- -At the December meeting of the Association, Mr. 
Geoffrey Porter, borough electrical engineer to the Corporation of 
Worthing. was re-elected president for a second year. Messrs. R. W. 
Lyle (Messrs. Hoffmann Manufacturing Co., Chemsford) and W. 
Fennell (St. Albans) were elected members. of the General Com- 
mittee, and Mr. Percy Still (Chelsea) was re-elected as honorary 
secretary. | 

The total membership of the Association to date is 79, being an 
increase of 31 Diesel engine users during the year. 
horse-power represented by the Association has doubled during the 
year, being now 46,108 B.H.P. 

A considerable amount of attention has been given during the year 
1р the subject of the use of tar oils as fuek in Diesel engines. Several 
members of the Association have already commenced to use tar 
oils in their Diesel engines, either with a pilot ignition apparatus 
fitted to the engine, or without, and a considerable amount of use- 
ful experience has been obtained in the use òf this class of fuel. 
Further trials are still being made, and certain difficulties have to 
be inet, but there appears to be no doubt that if such fuel can be 
gupplied to a suitable specification in various parts of the country 
at a reasonable price, Diesel engine users will soon make the 
necessary arrangements for its use, either wholly or partially, in 
place of the imported product. 

The Committee's report on “ Air-Compressor Explosions and 
Troubles" has been issued in pamphlet form, copies of which can 
be obtained from the honorary secretary. 

Mr. Elliott A. Evans will, at the meeting next January, read a 
paper on " Chemistry and Examination of Lubricating Oils." 

Information and particulars concerning the Association can be 
obtained from the honorary secretary, Mr. Percy Still, 19, Cadogan 
Gardens, London, S.W. 

Physical Society of London.—At the meeting held on Novem- 
ber 24th, a paper " On the Measurement of the Thomson Effect in 
Wires,” was read by Mr. Н. R. Nettleton. The paper describes how 
ahsolute measurements of the Thomson effect may be made in 
wires. The theory is fully worked out, and the sources of error 
likely to arise—especially owing to the smallness of the area of 
cross-section—are considered. The method is sensitive..consistent, 
and very rapid ; its ultimate object is to determine the Thomson 
effect at different temperatures in a number of metals, both rare 
and base, at the same time, and with the same specimens: finding 
their thermo-electric powers. The preliminary experiments of this 
paper, testing the method, are with constantan wires of different 
lengths, with manganin; and with German silver, 


West- 


The total‘ 


‘and the ceiling above. 


A paper “On the Thermo-Electric Properties of Fused Metals,” 
by С. R. Darling and A. W. Grace, was read by the former. Oneof 
the authors has for some time been investigating the possibility of 
using base metal thermocouples at temperatures above the melting 
point of one of the constituents. For this purpose it was necessary . 
to determine whether any peculiarities in the thermo-electric 
behaviour of metals occur at fusion. In the case of lead, tin, zinc 
and cadmium there is no perceptible break in the continuity of the 
curves Obtained. In couples containing bismuth, however, several 
cases were noted in which the E.M.F. remained constant for a wide 
range of temperature after the fusion of the bismuth. This occurs 
with silver. aluminium, iron, or nichrome as the other element. 
Useful applications of this property are discussed. 


Appointments Vacant.—Assistant electrical engineer 
(£360) for the Government Electric Light Department, Federated 
Malay States. For particulars see our advertisement paves to-day. 


Metropolitan Water Board Employes.—The 7'//»es states 
that the Board has adopted increased scales of pay for workmen 
employed in the Engineers’ Department, fitters and electricians 
being among those affected. ‘ 


Moscow and Co-operative Electricity.—Recently, in 
connection with fuel supply difficulties of industries in the central 
district of Russia, including Moscow, an interesting project has 
been propused for constituting a large central electrical station to 
supply the factories and works with motive power on a co-operative 
basis, A report on the question, drawn up by the Association of 
Manufacturers and Works of the Moscow industrial region, states 
that the Moscow industry has to regard dearness of fuel, not as a 
passing phenomenon connected with the war sitnation, but rather 
as a permanent factor, even after the war. Certainly cheap 
petroleum cannot be expected. and almost as little may one expect 
cheap coal. The only sort of really cheap fuel that would be 
constant in price is peat. With centralised production of electrical 
energy. the current would be delivered at distant points as required. 
The question is only one of choosing a site for the central station 
and the. selection of fuel. The choice lies between Donetz coal and 
peat. With Donetz coal the station might be constructed close to 
Moscow. With peat, on the other hand, it would be more profit- 
able to construct the station on the marsh, as а good extensive peat 
marsh is Po be found at a distance from Moscow of 120 to 140 
versts. The cost of peat fuel will be one-half that of Donetz coal, 
even under the most favourable conditions for the latter. 

Just recently, as a result of an agitation amongst some Moscow . 


| industrialists, energetically supported by the Association of Works 


and Factories, the question of establishing a central electrical 
station on a co-operative basis has made considerable progress ; 
and not long ago, at a preparatory meeting, representatives of 
industrial concerns were invited to take part-in the forination of 
an association called " Electro-Co-operative." This meeting took 
place on the premises of the Manufacturers and Works Assoeiation 
of the Moscow District, with N. I. Gutchkoff presiding. M. U. P. 
Jozhom acyuainted the meeting with the history of the question. 
The idea arose two years ago, when the question of liquidating 
the 186 Electric Light Co. was debated. The Association of 
Manufacturers and Works of the Moscow Industrial Region 
addressed in the year 1914 а report to the Ministry of Trade and 
Industry, in which was shown the importance to the Government 
of facilitating the supply of electrical energy to local industry, and 


. the analogy of electric power to steam power for the railways. 


The proposals in the report met with the complete sympathy of 
the Ministry, and there the working out of a corresponding project 
of law was warmly taken up; it is now completed, and has been 
placed before the Council of Ministers, and in the shortest possible 
time legal effect will be given to it. It is proposed to publish a 
supplementary regulation which will provide for a compensation 
per verst for the right of alienating land and using the ground, 
where cables are to be laid and posts erected. 

The proposed Electro-Co-operative should of itself bring about a 
mutual alliance of the industrial concerns requiring electrical 
power. Trading in electricity fur the purpose of extracting profit 
is not included in the objects of the promoters. Therefore only а 
surplus above the Co-operative's requirements can be delivered to 
manufacturers who may not be included in the Co-operative 
Association. Calculations show that the capacity of the plant 
should be 30,000 H.P, 


Linking-up Electricity Stations.—A meeting, convened 
by Mr. W. J. Bache, borough electrical engineer of Cheltenham, 
was held at Bristol on December 18th to consider the question of 
linking-up electricity works in the West of England aren. It was 
decided to form a general committee, with Mr. F. H. Corson, of 
Gloucester, as chairman, and Mr. Bache as vice-chairman and 
secretary, and a working sub-committee was also constituted. 


Fatalities —Lonpox.—On December 20th, at the City 
Coroner's Court, Mr. Walter Schroder held an adjourned inquest. on 
Emily Booth, aged 19, lift attendant at 5, Newgate Street, City, 
who was fatally crushed in an electric lift there. She had been 
employed for about a month by Messrs. Vicars х Poirson, art 
needlework manufacturers. On the day in question she had 
brought a junior clerk down from the fourth to the third floor, 
where she was to have waited. The lad had scarcely left the lift, 
however, when the cage suddenly ascended, and Miss Booth, in 
attempting to jump out, was pinned between the floor of the lift 
Engineers and carpenters had to be called 
in, and nearly an hour elapsed before the girl could be extricated, 
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She was dead. At the first hearing, Mr. John Tomlinson Corbin 
' (Price & Belsham), a lift engineer, of 52, Queen Victoria Street, 
said his firm had had charge of the lift for 10 years. It was worked 
by electricity, controlled by a lever in the cage. Witness thought 
the only explanation to be given for the accident was that the 
deceased was standing near the switch, and unconsciously moved 
the handle. | | 
When the сазе was resumed, Mr. Thomas William Corbin, ап 
electrical engineer of. the same firm, stated that on Tuesday, last 


week, he visited the premises, and found the lift exactly as it had . 


been left after the accident. In conjunction with & representative 
of Waygood-Otis, he examined the lift, and found a leakage of 
electric current to earth, the result of the leakage being that the 
lift would move without the handle being óperated, and while the 
door was open. His opinion was that the lift would move.at once, 
and that the leakage occurred just at the time of the accident. 
That was not a thing that could be guarded against, and the person 
having control and kriowledge of the working of the lift would not 
recognise it until the accident happened. If the deceased had 
remained standing in the centre of the lift she would have been 
quite safe. : 

By Mr. Verney (H.M. Inspector) ; He located the leakage close to 
the control handle, and stripped off the metal tubing in which the 
wires were fitted, and there discovered the leakage. It occurred 
at a point where the tube went round &sharp corner. In that bend 
one of the wires had become bared, and was touching the tubing, 
and so was earthed. The wires did not move in the ordinary 
взпве of the term, but he imagined there was a little vibration 
every time the lift moved. He saw no reason why they should move, 
and, in his opinion, the break was not there when the lift. was 
originally fitted up. А long-continued, but slight, vibration 
would: account for the break. He thought the abrasion of the 
outer covering had probably been going on gradually for years. 
He did not think it should have been manifest in the working of 
the lift, and it was probably made manifest for the first time when 
the accident occurred. He thought the wiring was properly 
arranged, As an expert, he did not think the controlling handle 
came into the question of the accident at all. The decensed’s body 
got in the position: in which it was seen because the gate 
was open. 

Harold Gates, chief engineer to the previous witness, said he had 
never heard of a similar accident to a lift. Quite recently this 
lift had stopped owing to а dirty contact, which was remedied in a 
few minutes. ў 

Mr. John T. Corbin, recalled, said that Messrs. Vicars had always 
given him full instructions to do anything necessary at any time. 
There was nothing’ to suggest any defect in the insulation. Wit- 
ness was present at the inspection on the Tuesday, and he agreed 
with his brother's evidence. 

Mr. Charles H. J. Day, a director and engineer of Waygood-Otis, 
Ltd., said the lift was put in by his firm 14 years ago, but they had 
had nothing to do with 4t for 10 years. He had seen what had 
been discovered, but he did not think there was a means of detect- 


ing the defect by ordinary observation, the wires being in a steel | 


tube, and beyond the range of vision. He did not know how such 
a thing could be provided against. He did not think an insülation 
test would be infallible, although it might show it. He agreed 
that if the girl had remained standing in the cage she would have 


been safe, as the lift would have stopped almost level with the top . 


floor, and quite clear of the buffers. If an insulation test were 
made, a fault might occur an hour or two afterwards. The test 
might reveal a weak spot. 


By Mr. Verney : He did not agree with the witness as to vibra- 


tion, which would be absolutely infinitesimal. He thought the 
defect had been suddenly produced. He hardly thought the wiring 
was defective when it was put in, because it had stood for 14 years. 
ane was certainly no indication to show that the lift was out of 
order. 

The jury returned a verdict of “ Accidental death,” 

DUBLIN.—At an inquest on the body of Patrick Davis, 28, elec- 
trician, employed by the Great Northern Railway Co. of Ireland, at 
the Amiens Street terminus, Dublin, the evidence showed that he 
had been found fatally injured lying between the rails at the station 
after the departure of a train for Howth. Mr. Bannerman, station- 
master, said it was not customary for an electrician to go under a 
train before it started, and he did not know what deceased could 
have been doing there. The engine driyer of the Howth train, 
Patrick Rice, said if anyone was working under the train, he should 
have got notice of the fact, and a red flag should have been hoisted. 
He received no notice, and saw no flag. John Stanley, electrician, 
said he told Davis about a defective light in one of the Howth 
carriages. but he did not know that he had gone to work under the 
train. John McWilliam, foreman of the train-lighting depart- 
ment, deposed to the precautionary measures taken when elec- 
triclans were at work on trains. A red flag should be used, and in 
the event of an engine being attached to a train the man should 
warn the engine driver and have a look-out man. There were 10 
electricians employed, but there were no persons specially employed 
as look-out men. In 21 years’ experience, witness had never known 
of an accident of this kind until now. Mr. A. W. Whieldon, 
engineer, working under the locomotive engineer, said a man work- 
ing under a train must take precautions to see that he was pro- 
tected. It was not sufficient merely to tell the foreman or charge 
hand. The foreman could not supervise every case. Witness had 
made a quarter of n million inspections, and that was the first 
accident in 21 years. The Coroner (Mr. Fiery) said he considered 
the company had been guilty of negligence in not seeing that the 
regulations were carried out. ‘The jury returned a verdict that 
death resulted from shock and hemorrhage, and added a rider 


that “there was want of supervision on such dangerous work.” 


. The chief electrical engineer states that Mr. Merry has pu t 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected vit) the i 
technical or the commercial side of the profession and indvatr 
also electric tramway and railway oficials,to keep readers of di 
ELECTRICAL REVIEW posted ás to their movements, | 


Central Station and Tramway Officials.—The Genen! 
Purposes Committee of St. Pancras B.C. has adopted , 
recommendation of the Electricity Committee that the slar 
of Mr. T. W. Merry, superintendent at the King’s Bi 
electricity station, be increased from £208 per annum & 
£233 per annum, and further increased a year hence to £3; 
per annum. In October last Mr. Merry submitted an арр. 
cation to the chief electrical engineer asking for permis; 
to apply elsewhere for a post of electrical engineer wh 
was vacant, and, after consultation with his chairman, th: 
chief electrical engineer replied that he was unable to тере 
him, but promised to recommend an increase of salary. Mr 
Merry has been in the service for over 16 years, and has been 
in receipt of his present salary of £208 per annum sinia 
March, 1910. Since that date the output from the generati; 
station under his direct supervision has increased from «те 
million units to this year's output of about 19 million шїї 


in a considerable amount of time at the works on Sundays 
and after normal hours, particularly since the war, as th 
plant under his control is much overworked and require 
constant skilled supervision at all hours for its repair аі 
maintenance; that has proved himself a very capable 
assistant, and, under his supervision, the plant has ben 
maintained in з high state of efficiency. The following 
salaries paid by other boroughs for a similar postion wer 
submitted, namely :—Hammersmith £300, Woolwich £W. 
lus house, coal, and light, Leyton £250, Stepney £240, plas 
ouse, coal, and light, and East Ham £240. —— 

Mr. CLAUDE R. MARSHALL, chief assistant engineer at Be 
North Metropolitan Electric Power Supply Co.'s 8t. Albans 
undertaking, has been granted leave of absence, and perm: 
sion to accept a commission in the Inland Water Transport, 
Shipping Section, of the Royal Engineers. 

The Rochdale Electricity Committee have granted a fur 
ther month's leave of absence to Mr. C. C. ATCHISON, the 
borough electrical engineer, who is still away owing fo 8 
bieakdown in health. | , 

The Southampton Tramways Committee has increased 
salary of the manager, Mr. №. Т. Rosson, from £400 to 591! 
рег annum. | 

The salary of Mr. Н. W. Mines, assistant accountant, 
Southampton electricity department, is to he increased from 
£210 (which includes £10 war bonus) to £225 by increments 
of £10 and £5. The salary of Mr. B. HORNE 1s to be 7А 
creased from £99 to £115 (which includes war bonus). In the 
event of war bonuses being stopped at any time, the si 
mum salaries in these cases will be £925 and £100 se 

Doncaster Tramways Committee has appointed Inspect 
Futter as chief inspector, vice Mr. BAKER, appointed to suc 
ceed Mr. Strachan as traffic superintendent. 


General.—Mr. А. H. Norway will resume his duties In | 
General Post Office, London, on January Ist, on gu 
tion of his period of appointment as Secretary to t Y : 
Office in Ireland. The Postmaster-General has apponi? ^^ 


.J. MacManon to succeed him in Dublin. 


Roll of Honour.—The Meritorious Service Medal liene 
awarded to Lance-Corporal J. G. lı. GREEN, R.E., k n and 
rendered in France. Mr. Green was with Messrs. age i 
Miles, Ltd., electrical engineers, Brighton. , ho т 

Private Ernest Mason, North Staffs. R piment, vn Rail 
in the electrical department of the North Staffordshire 

гау, is reported missing. i 
> Private | ато, London Regiment, who has iim 
action, was an employé of the Telegraph Constructie 


H . У. 
fantry, of ће B.T.H. Co., Ltd., of Rugby, has died of wound 
Mr. C. Linxrorp, formerly employed in Bs e ына. 
electricity department, has died of wounds dA E 
Private J. Prince, of the Lancs. Fusiliers, 
was employed by Messrs. I. Frankenburg & рей to the 
Private A. Jackson, Cheshire Regiment, айас 
Machine Gun Corps, has been killed in achn a nos 
ployed by the British Westinghouse Co., Ie iad in action, 
Private G. Lewis, Lancashire Fusiliers, V rieity works. 
was employed at the Salford Corporation elec Lancashire 
Lance-Corporal E. LaTHAM, of the Loyal | X x 
Regiment, of Preston, who has been I 6 
Military Medal, and E г‹ - 
anyployed by Messrs. Dick, herr & GO. | he enliste 
Eo B. Parr, North Staffs. Regiment, SP? erriel 
whilst with Messrs. Taylor, Tunnicliffe & one 
fittings manufacturers, Hanley, 35 reported mis 


ў ou brief ill 

Obituary.—Mr. ARTHUR JAMES IRELAND ME en Co.. 
ness, Mr. A. J. Ireland, of the British Tos “Mr, Ireland 
Ltd., Rugby, died on the 22nd inst., aget industries 


had a very wide eirele of friends in the electri 
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Mr. Harry L. Davis.—The death took place on December 
20th of Mr. Harry L. Davis, of Brockley, S.E., who was for 
42 years with the Telegraph Construction & Maintenance 
Co., Ltd. He was in his 59th year. 

Mns. JANE DAVIDSON CaLLENDER.—We regret to note that 
Mrs. Jane Davidson Callender; widow of William Ormiston 
Callender, founder of the well-known business now known as 
Callender’s Cable & Construction Co., Ltd., passed away at 
Bournemouth, on December 22nd, in her 90th year. 


CITY NOTES. 


The annual meeting was held on De- 
cember 30th, at 106, Cannon Street, 
Gutta-percha, Е.С. Major Leonard Darwin, е chair- 

and Telegraph man, first referred to the loss of their 
Works Co., Ltd. cable-ship Dacia. Although an old ship 
—she was built in 1867, and acquired in 

1572 from Sir Charles Bright, the pioneer of Atlantic tele- 
graphy—she was still a valuable vessel for her work, the 
cable machinery being as good as, if not better than, that of 
any cable-ship afloat. In her time she had laid cables in the 
West Indies, on the coasta of Chile and Peru—in that voyage 
she anchored alongside Lord Brassey's original Sunbeam in 


India-rubber, 


cne of the land-locked bays in Smith's Channel; she had seen 


- aheady been erected there. 


service in the Persian Gulf, the Mediterranean, the West 
Coast of Africa, and North Atlantic Ocean. Fortunately, in 
this her last voyage, she had performed the principal work 


for which she had been chartered, and when she met her - 


fate on the 8rd of this month in Funchal Roads from the 
torpedo of an enemy submarine, only a few comparatively 
unimportant tasks stil lay before her. But the chief matter 
for congratulation lay in the fact that the whole of the crew 
were landed safely, without personal injury to a single one of 
them. With regard to the Silveriown, as there was little 
chance during the war of their obtaining a contract for the 
laying of a cable sufficiently long to make a remunerative 
cargo for her, the directors decided to accept an offer for 
her as an oil ship. She was built in 1873, and her tanks ex- 
ceeded in size those of the Great Eastern, which was sup- 
pesed at that time to be specially fitted for cable work on 
account of her large carrying capacity. The Silrerlown had 
Jaid ‘cables in all parts of the world, from Senegal to Mossa- 
medes on the West Coast of Africa, from New York to 
Havana, San Francisco to Honolulu, Svdney to Auckland, 
and Manila to Shanghai. They hoped she would still do use- 
ful work during the war as an oil-tank steamer. The ques- 
tion of acquiring another cable-ship with all modern remire- 
ments was engaging the attention of the directors. The board 
had put £50,000 to the reserve fund, which now stood at the 
same figure as it did immediately before the war. Persan 
and the foreign branches did very well during the year under 
review. It must be remeinbered, however, that the French 
works were liable to the French war tax, and that this would, 
of course, reduce the company’s available profits. What that 
tax or the English war taxes would amount to they did not 
know. The re-issue of their debentures in March last en- 
tailed a considerable cash expenditure, together with n liability 
for additional interest in the future, the present value of 
which amounted to abont £30,000. 16 was hoped that this 
large additional financial burden, which was entirely due to 
the war, would be taken into consideration in making the 
assessinent for the excess profits duty and the munitions levy. 
Their special activities had made it necessary to limit 
their output in other directions. This had entailed a 
loss of trade in the only markets which would be open 
to us after the war. Considerable difficulties were likely to 
be experienced in re-occupyving this Jost ground, and this was 
a.matter which also ought to be held in view by the authori- 
ties when imposing war taxation. They felt confident, how- 
ever, that they would be justly treated by the Government, 
and they had no apprehensions whatever on the subject. To 
relieve the congestion of work at Silvertown and to meet 
the -increased demands for war inaterial, the directors had 
acquired freehold land at Burton-on-Trent, and a shop had 
The land, about 50 acres in 
extent, was nearly level, and was flanked by а railway and 
a canal. Jt was hoped that after the war they would be 
able to devote the works at Burton to a great extent to the 
production of those articles of which, before the war, Ger- 
many had obtained a practical monopoly. 

Mr. C. H. Gray seconded the inotion. 

Mr. DRYSDALE congratulated the directors upon the satis- 
factory state of the company’s affairs, and inquired whether 
provision had heen made for meeting their liability under 
the war tax. With regard to the new works at Burton, he 
hoped that the forecast of the chairman as to their being able 
to capture German trade would turfi out to be correct. As 
far as his experience went, the Germans had always been 
keen on selling a cheap article. whereas too often the Eng- 
lish manufacturer would only sell the article which he thought 
was best. He knew, for instance, that their Silvertown pro- 
ducts were of the very highest quality. but the question was 


whether they could produce a:cheap article which would meet 


the requirements .of the merchant and pay the company - 
equally well. Mr. Drysdale said he took it that the French 
war tax would be considered as part of the expenses of the - 
French works, and that only the net amount coming to this 
country would be subjected to our own war fax. . 

The CHAIRMAN, in reply, said the directors had no apprehen- 
sion as to being able to meet the war tax. They had a large 
carry-forward of about £40,000, and there was £50,000 placed 


.to the reserve fund, which latter they hoped they would not 


have to touch. As to the French tax, the double taxation 
ought not to fall upon them, and he did not believe it would. 
Justice would seem to point to their not having to pay war 
taxes to both the French and the English Governments. . 

Mr. С. H. Gray, replying to Mr. Drysdale, said that. іп 
regard to capturing German business, the general policy 
which the board was going on at present was that they would 
not attempt to make anything or take anything from the 
Germans which they could not actually produce and sell at 
the pre-war prices of the Germans. They had already made 
sufficient. experiments, and they had sufficient. knowledge, to 
assure them that there were many lines which they could 
actually. manufacture at Burton which would fulfil. those 
conditions. 

The report was adopted. 


The annual meeting was held on De- 


Melbourne cember 21st, at Finsbury Pavement House, 
Electric Supply Е.С. Mr. J. B. BnarrHwatrE, who pre- 
, Co., Ltd. sided, said that 122 of the company's 


employés were now serving with the 
Forces (23 per cent. of the total staff). Dealing first with the 
Melbourne undertaking, with regard- to the profit and loss 


‘account the figures were in every respect satisfactory, and 


the result reflected the greatest credit on their managing 
director and staff in Australia. At Melbourne their revenue 
from private supply had risen from £94,791 to £109,257; that 
from powér had increased from £44,393 to £57,966; the re- 
ceipts from the tramways supply had grown from £21,443 to 
£31,389, and the revenue from the bulk supply had risen 
from £2,529 to £4,860. Thus every item of the revenue 
showed a considerable increase, the total receipts being 
(293,153 against £179,752. There had, of course, been an 
increase in expenditure, the increased cost of coal rendering 
that inevitable, apart from the very large number of addi- 
tional units sold. The cost of generation had risen from 
£35,012 to £47,004; the cost of distribution was slightly re- 
duced; repairs and renewals were £12,396, ан against £11,142 ; 
und general charges had increased from £19,018 to £24,342. 
The sum carried to the profit and loss account was £131,678, 
as against £107,514 in the previous year. Tt might interest 
Шеш to know how the increased units sold had been dis- 
tributed. They had sold practically 24 million units during 
the vear, as compared with 17,486,300 in the previous twelve 
months, an increase of over 6,000,000 units, which he thought 
was n very satisfactory increase indeed. It was more signifi- 
cant, however, if they analysed the figures, and saw where 
the increases had taken place. In private lighting there had 
been an increase of 18 per cent., and the public lighting had 
increased by about 17 per cent. Power showed an increase 
of 40 per cent. The power connections had increased during 
the year by 2.697 H.P., bringing the total figure up to the 
verv sübstantial one of between 17,0060: and 18,000 Hr. ex- 
elusive of the tramway supply. They had sold 6,165,226 units 


- te the tramways, an increase of 39 per cent. over last year. 


; equally important and satisfactory item in their supply, 
iy en it did act bulk very largely at present in their out- 
put, was the bulk supply to outlying municipalities. During 
the year they had agreed to supply two additional districts, 
which made a total of six local authorities they, were DOW 
supplying. Their bulk supply had increased 90 per cent., 
which was proof that the supply was appreciated by munici- 
palities, who greatly appreciated being able to get their power | 
supply from them very cheaply instead of having to put 
down small power-houses of -heir own. Last year he told 
them that they were doing a small domestic business, such 
as supplying toasters, shaving water heaters, heaters for curl- 
ing irons, &c. ‘The sale of units for those purposes during 
the past year had increased 80 per cent.—a very healthy 
development. One of the most gratifying features of that 
increase was that it showed they were pleasing the ladies. 
They were, so pleased with those little domestic uses for 
electricity that they were not content unless they had their 
houses lit by the electric Fight, and 16 was almost impossible 
now to let or sell a house in the district of their supply 
unless it was wired for electricity. With regard to the street 
lighting, they were now supplying current in nearly 600 miles 
af streets. Last year he told them they were supplying as 
far as from London to Aberdeen. Daring the year they had 
added another 40 miles and connected 4,500 additional con- 
sumers, so they would see that the company continued to 
make splendid progress, in spite of the drawbacks to which 
they were subjected owing to the war. Those drawbacks were 
especially marked with regard to the supply of plant and 
machinery. They now had to go through all sorts of for- 
malities to get leave to get additional plant.. They had to 
go to the Ministry of Munitions to. get certificates, and when 
the plant was manufactured they had to get special licences 
to allow it to be shipped for Australia. Fortunately, before the 
war they had always adopted a policy of keeping their plant 
just ahead of their demands, and although the 6,000-Kw. 
machine that ought to have been shipped two years ago was 
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t likely to be ouf until next May or June, the provision they 

E had ee before the war would, he hoped, enable them to 

carry on, unless, of course, they had a serious breakdown. 

So far they had managed to pull through without having to 
cut off anybody from their supply, and he hoped they would 
continue to do so. There was room for considerable further 
plant and extensions at their power-house at Melbourne, and 
they were making provision for putting in additional plant 
and boilers. A time would come, however, when they would 
have to consider where they were going to get any additional 
power they might require, and that matter was engaging 
the serious consideration of the directors. They were not 
Icsing sight of the future, but were endeavouring to make 
preparations well ahead, so that the company might continue 
its uninterrupted course of progress and prosperity. With 
regard to Geelong, that was a shipping port, and the restric- 
tion on shipping had naturally affected it... Even there they 
had made an increase in every item. The profit had risen 
from £10,162 to £11,641, and the units sold were about 
300,000 up. It would he seen on referring to the appropria- 
tion account that they were adopting a very conservative 
attitude. | 

Mr. R. P. SELLON seconded the motion, and the report was 
adopted. | A | 

Subsequently, extraordinary resolutions were agreed to in- 
creasing the éapital by £750,000, divided into 50,000 prefer- 
ence shares of £5 each and 500,000 ordinary , shares. of £1 
each, and increasing the borrowing powers of the directora 
by £250,000. | 

m —P GP om 


W. & T. Avery, Ltd.—Dividend of 5 per cent. per annum 
(Gl. per share), less income-tax, on ordinary shares for the 
half-year, | 

Chile Telephone Co., Ltd.—Interim dividend, 5 per ceni. 
per annum Ba per share), free of income-tax, on ordinary 
shares for half-year. ; . 


= 


STOCKS AND SHARES: 


| WEDNESDAY Мовхгхо. 
The Stock Exchange year draws to its conclusion with 
noticeable confidence in the markets, and, at the same time, 
noticeable uncertainty with regard to what is going to bé 
done in the way of distributing man-power. ‘The House is 
naturally discussing a good deal the question as to how far 
it conducts an essential or ‘non-essential industry, but the 
answer lies in the hands of the powers that be; and, what- 
ever happens, Stock Exchange men are not likelv to raise 
any particular grumble if they see that they are really wanted 
for something of more vital urgency to the national interest. 
Prices are well maintained. he American Peace Note, 
which had the 
in Wall Street, added weight to the growing volume of con- 
viction. that Germany's power is broken, and that Austria, 
especially, will be likely to grasp at any opportunity for bring- 
ing the war toa conclusion; although the negotiations to this 
a may cause the war to drag оп for many'a long month 
yet. : 
. There has been comparatively little doing this week, and, 
и: Coe circumstances, a few comparisons of present prices 
With those ruling a twelvemonth ago are appropriate, Start- 
ing With the electricity supply list, here are some of the 
Principal shares :— 
Price, Pre. 


Price, 
Dee. 31, sent 


Pre- 
Dec. 31, sent 


Share. 1915. price. Fall. Share. 1915. price. Pall, 
Brompton... С: Ё London Flee, 18 ld - 
Charing Cross a s & Metropolitan .. 2, 2 А 
Chelsea. « 42 8 li бї. James’ я 6) 6 i 
City of London .. 19] 113 South London :; 93 208 - 
County of London 10 104 + Sth. Met. Pref... | a 154 44 
Kensington æ. 6 5g Westminster  ., 6g E 


Business in electric lighting shares has b 
throughout the vear, in consequence of the 
tions, the Daylight Saving Bill, and the difficulties as regards 
coal, labour, and material. Only County ordinary and South 
Metropolitan preference have managed to secure д rise on 
хапсе. 

Моге activity has developed in the telegraph m 
Price. have on the whole improved, 


cen very quiet 
lighting restric- 


arket, where 


аз the following list 
shows :— 
чын: Pre- Price, Pre. 
ec. ве ' Dec. 81, 
" E 1915. ' price. Rise, Share. . 1915. ferie Rise. 
ng.-Am. Prd, 1 — 6 Gt. Northern . 334 a7 
ditto Ота, ui ant Indo-European 48° 49 if 
E. Extension.. 19 14 1 Marconi eM 2i 1 
E. Telegraph... 198 E к W.Ind.&Pan. } 1 ~è 
Globe Ога. |. 103 12 2 Western  ,. 134 19g 14 
Marconis proved a lively market duri і 
{ uring certain parts of 
the twelve months, and, ‘after rising above 3, аге still £1 


| : n during the 
! a8 been the steady rise i 

Underground Electric оез for months past, for о 
hic! requently in these columns from 
week to week, the bonds having been recommended here, ag 


cffect ef producing a violent break in prices , * 
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a speculative investment, from 75 upwards. We set ui 


few comparisons :— 


Price. ^ Present 
Bhare. Dee. 81, 1915, price, Rise, 
Metropolitan .. e - "m 25 
Und ek ao - vs -— E. 
nderground Ordinary  .. "EN y 
T Income py qi 9 15} 


In the foreign list, the slump in Mexicans has continua] 
almost without interruption, but British Columbia stocks are 
irregular on balance. Brazil Tractions have been as high 3: 
65 during the year, and they close, as will be seen, at 49:— 


Price, Pre, Price, Pre. 

Dec, 81, sent ae Юес.31, sent 
Share. 1915. price, Fall. Share. 191. price. Fall 
Braz. Tractions.. 51 49 2 Мех. Trams .. 4 wo 
B.C. Elec. Pref... p 2- +2} Mexico Trams 5 й 
Do. Defd... 40: i^ АБ 4i per cent. Bonds 49 ME 
Anglo-Arg. Trams, TuS d , Mex. Light Com. 30 "uox 
1st Pref, 0 4 3 lk Ditto Ist Bonds 47 71 y 


Substantial rises have taken place in many of the shara 
of the manufacturing companies, as the following list shows:— 


Price, Pre- Price, Pre 

Dec.31, sent Dec. 31, sent 
Share, 1915, price. Rise, Share. 1915, price. Ris 
Brit. Aluminium 14 4 8 Edison fully-paid 1 ц { 
Brit. Insulated.. 104 11 li Elec.Con.  .. и. 14 3 
British Westing- asa es | B s 
house Prof. .. 1,§ 23 т. India-Rubber .. 9 [КД 
Callendera m 101 13 25 Тее, Con. s 3i } 

Castner .. . 8 BB wk + 


Investment. business has not been bad, taking the year 
through. Having regard to the absence of speculation, on 
the Treasury prohibition, the volume of Stock Exchange trade 
has been reasonably active, and the above- price lists exhibit 
clearly how investors have taken Stock at rising figures 


SHARE LIST OF ELECTRICAL COMPANIRS, 
Howa ErmorniorrY COMPANIES, 


Dividend Price 
Dec. 27, Rise or fall. Yield 
2 1914, 1916, 1916. — this week, ра i 
Brompton Ordinary  .. „. 10 10 a - "nu 
Charing Cross Ordinary æ. б 6 8 = 181 

do. do, do, 43 Pref., 4j 4 By - 1 i 
Chelsea ee ee ee ee 5 4 8 == 1 і Н 
City of London .. ET . 9 8 i - P 

do. do. b per cent. Pref, $ - 10) _ ii 
County of London . as T - 

: ks 6 percent. Pref. 6 6 10 +3 f : м 
Kensington Ordinary .. œ 9 1 _ "Т 
London Electrio .. ae „ 4 8 1 == tT 

do. do. 6 percent. Pref, 6 6 ^ - i 
Metropolitan А vis vs 4 8 ai - 141 

do. 43 per cent. Pref. 4$ = HH 
South London ee ee ee b 6 2 T $ a 
South Metropolitan Pref, 2» 7 q 1 - 845 
Westminster Ordinary... .. 9 9 -i 
TELEGRAPHS AND TELEPHONES, b 
A lo-Am. Tel. Pret, ee ee 6 6 T 
бый s Def, ..  .. BOj. 88/6 99 — 1*1 
Chile Telephone .. a æ 8 8 - "Т 
Cuba Sub. Ога. аэ ee LE J 6 Б з 6 14 4 
Eastern Extension ES ee 1 В ч "nr 
Eastern Tel, Ord, ee oe 1 8 140. = 4 19 t 
Globe Tel. and Т, Ога... o 6 1 124xd =з TT 
do. Pret. ee 6 6 10ха — i y 0 
Great Northern Tel, .. 25 99 87 = TE 
Indo-European .. eo -- 13 18 4 = TT 
Marconi  .. cs eo : 5. 20 0 - 490 
New York Tel, 44 T æ. 44 a 10 TI 
Oriental Telephone Ord. . 10 10 elt ш $53 
United R. Plate Tel, ., æ. 8 8 5 z aT. 
Western Telegraph .. . 7 8 181х2 = 
Home Rans, 611 
Central London, Ord. Assented 4 4 ‚б 058 = + 400 
Metropolitan " - ^. 1 1 25 Nil 
ground Шоно Ordinary Ny Nit 003 = M 
nderground Electric Ordina. il 
че до. "A" 4 Nil Ni — 8€ LP" 
do, do, Income 6 93} == 
де Вир, 6 S P na "a - Г! 
Adelaide Sup. 6 per cent. ' = 9 3 
Anglo-Arg. Trams, First Pref, 4, 8xd = _ 
.do. b Deb. ee Б a 6 624xd +% 8 1 í 
Brazil Tractions ee ee oe 4 4 49 ns i Н B 
Bombay Electrio Pref, .. .. 6 6 1 = "ER 
British Columbia Elec, Rly. Pice, 6 Б T3 Nil 
do, . do. Preferred — МИ. 40 1% Nil 
do, do. Deferred — Nil 854 = en 
аө. 95, ese 4 4} E 03 m NI 
exico Trams roent. Bonds — 
М о. 6 [en cent, Bonds — Nil 97 "ө NI 
Mexican Light Common .. Nil Nil 7, 2% Nil 
do, Pref. .. + Nil Nil 5 = 
do, lsi Bonds .. Nil Nil 27 
А Mamcracrunma CoMPamixs, _ 563 
Babcock & Wileox — ..  .. м 15 E va 5 6 f 
British Aluminium Ога, b 1 - B qi j 
British Insulated Ord. .. „ 16 1 п s 6 6 i 
British Westinghouse Pref, .. 7% 7 3 ША 718! i 
Oalenders.. ., .. .. 15 9 1 E git : 

do. 5 Pref, E" су» 6 5 43 1 її 6 8 
Castner-Kellner .. ET >œ 20 399 ; X а Nil 
Edison & Swan; £8 paid . NI — = Nil i 

do. do. fully paid eee Nil — 1 а B 0 9 

do. do. 4 percent, Deb. 65 6 f Hm 11 i 
Electric Construction .. „„ 6 „1% 0 = 6 0 $ 
Gen. Elec. Pref. ee ees ег 6 6 -— 1 b 10 

do.. Ord... .. .. 10 10 183 Съ "nm 

only .. ... .. . ri a т "m 
do. ^ Pref, ee ее [EJ Ра 
India Raptr e. n 103 10 15) ZÈ җн 


"Telegraph Соп, se oe ee 90 90 * 88 ' 
* Dividends paid free of income-tax, 


t 
* 
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EXPORTS AND IMPORTS ОЕ ELECTRICAL GOODS DURING NOVEMBER, 1916. 


THE November returns of electrical export business show а 
falling'off in value as compared with previous months, the total 
amounting to £438,830, as compared with £501.822 in October and 
£573,314 in September. The electrical imports into this country, 
on the other hand, reached a somewhat higher value, amounting to 
£198,492 worth, as against £187,261 worth in October. 
5) The re-exports at £18,367 were also higher. being some £7,000 
' in advance of the previous month's figures. 

The decline in export values is apparent in nearly every section 

of the table, excepting the lamp and miscellaneous sections. the 


Registered Exports of British and Irish 


= 


former of which shows a considerable advance on the last month. 
Electrical machinery exports amounted to, approximately, £150,000 
in value, while cable exports reached, roughly, £80,000 in value. 

~ In the imports section, the electrical machinery business was on 
an increased scale, while lamp and cable imports fell off in value 
considerably. 

During the month France was our best customer ; India, our 
Australian Colonies, China, and Japan were also prominent in the 
list, while of the importers into this country, the U.S.A.—the fore- 
most—did a somewhat greater business than in October, though in 
other directions not much movement was shown. 


Electrical Goods from the United Kingdom. 


— - 
3.125 я | Boe V. WELT ЕН | 
hack б i|352|833| £./ 83 |$ 8! „ЕКЕ g] 32 | s 1852 aed! 
Destination of exports and country consigning 49585 | obs |50 © ой | gus Ao? Ба, Ssg $3 5 | ap aos | 3 
imports. $83 Баз ов EH | 595 258? 85| BES | 5B | 2 ЕВЕ 84) S 
БОЁ св Bes, #5 |826| нЕ БЗ ЗУ; 2 5 |Дд 338| — 
= «| Эн! аа ш |Bg |28 84| Ble R| д8 |38m| ^| 
: £ £ £ £ £ £ £ £ £ £ £ £ £ 
Russia, Sweden, Norway and Denmark ... | 6,253 2,875] 116| 3,686 |5,117 | 1,191 | 5,298| 2,361 439 | 978 121| 5,768 | 33,693 
Netherlands, Java and Dutch Indies ves 480 | 10,432) 1,297 55 | 111 20 901| 140 216 | 512 184| 2,473 | 16,821 
Belgian Congo... 2n Res doe se 65 ^^ es А - ER МР o» ‘i «9 ЖР TA 65 
Franee ...—-- ... iu “oe TT ose. | 9,320 219 114 132 275 73 |21,814| 4,977 644 25 |20,428| 3,223 | 56,284 
Portugal ^" !.. А ies ла кн 77 244 69| 861 89 ais 93} ... | 23] 387 | 304| 4,680 | 6,777 
Spain, Canary Isles and Spanish N. Africa... | 1.014 52) 149 à 454 | 3,784 7i 86 | .-. 44| 349 | 5,959 
Switzerland, Italy and Austria-Hungary ... | 1,749 200| 195 745 | 9,875]  ... 10 55 682| 3,765 | 17,276 
Greece, Roumania, Turkey and Bulgaria ... к yes AA ay Sai Е 601... ex Sec ба 116 176 
Channel Isles, Gibraltar, Malta and Cyprus... | 314 39 55 37 T 19 B9). «as is "e eee {12,569 |. 18,122 
U.S.A., Philippines and Cuba ade sae, 1:291 sud 170] 248 TY - 236| ... 204 21 624| 253 | 3,284 
Canada and Newfoundland ... к cds 331 wy 379) 95 .. | 994 | 1,621 4 HH. с 183 64 | 32,682 
British West Indies and British Guiana ... 49 MT RO 24 rae 119 257)  ... 21 tas 12 16 01 
Mexico and Central America a T 18 | v ves Бе, A РРА s ds ^ iv. ae 18 
Peru and Uruguay rr Фу ee du Ae 101 42 ѓе vA м ‚а site en бар 194 337 
Chile ... v1 T^ s» ie E 378 | 1,008 402 66 “эз 623 | 1,886 Fe 30 104 16| 469 4.482 
Brazil ... Apt «ә» суе эрй ча» 500 | 622 139 382 w 339 772) 1,180 264 1 407 69 4,396 
Argentina exa cas aps Ser А 881 52) 458] 357 19 | 1,944 590 154 | 1,106 42 | 1,698) 806 8,107 
Colombia, Venezuela, Ecuador and Bolivia... 35 67 13 à : 214) ca 61 A 2% bike 390 
Egypt, Tunis and Morocco ... sae ess 240 in" 82] 414 T* ves 211 15 100 I9" д; 976 | 2,057 
British West Africa sad АЕ Te 107 6,632 19| 222 aes 12 | 2,128) 349 29 20 272} 459 | 10,249 
Rhodesia, O.R.C. and Transvaal AT: see 145420 4,544| 3,608| 3,202 | 235 180 | 4,072] 1,602 523 | 138 | 1,225| 1,023 | 24,925 
Cape of Good Hope .. гад T ..]| 1066 | 4,244] 618) 1,269 | ... 60 | 1,155| 1,504 | 2,137 13 | 394| 922 | 13,382 
Natal T aie aise TT Tm 876 9.385! 1,202} 439 Va 156 | 5,721| 1.127 | 1,303 68 16 765 | 21,088 
Zanzibar, Brit. E. Africa, Mauritius & Aden 297 809] 620° ATON -iss 144 | 1,288 49 02,08 Ge 322). 107 | 4,022 
Azores, Madeira and Portuguese Africa  ... 154 23 18} 133 ik 34 oY) a 33 sce 9} 143 1,261 
French African Colonies and Madagascar... 48 92, 217 1 А 60 T 421 
Persia ... T (е »i T» ne 46 211 6 56] 4» 23 | 60 99 BO-| uu 82| 110 113 
China and Siam ety v 25s scs d DD 8,354. 794 558 13 | 1,889 | 2,973 390 935 | 72| 275 311 | 18,240 
Тарап апа Когеа T ove ove T 316 h 51 79 [1,615 | 1,441 | 781| 8,763 | 778 20 | see e 13,839 
аба эу мш зе dede e | 4,881 | 3,670] 4,100] 4,268 | 35 | 910 |19,354| 3,568 | 2,964 | 135 | 413| 983 | 44,781 
Ceylon ... бз» sac VE " YT 4 12] 012 DO udo 18 270 їз 37 di 362 108 1,842 
Straits Settlements, Fed. Malay States and 
Sarawak one T ёз чн E 338 317| 352| 271 "T 19 444 324 231 42 592| 349 3,272 : 
Hong Kong  ... Ss Sis ЕС Da 367 | 1,043| 162| : 171 888 595 TL P qus 76 18] 888 | 4,599 
West Australia wae TT 1 wie 93 923] 665] 202] ... 204 | 418 .. 244 ee iy) ИШЕ 5,956 
South Australia B ase Ж S 107 871, 1,001 316 d 188 556 93 21 34 | 1,821 72 5,083 
Victoria Y T jas ane 1,031 7,817| 3,029| 1,764 "C 1,163 | 4,919 152 875 32 | 2,243] 770 | 24,895 
New South Wales ce vr xs «ss | 15545 9.500} 3,697) 1,405 96 | 1,441 |14,947| 3,176 | 1,733 135 | 3.013| 395 | 41,083 
Queensland  ... TT ese va T 198 | 347| 297| 62 zs Ves 829 IL Zr 17 | 2,157) ... 3,907 
Tasmania Ж V ме? Aw T" 313 | 1,739 8| 125 mr 39] 25 M ba T 23 | 2,247 
New Zealand and Fiji Islands $5 ie 911 | 4,603) 1.448| 1,652 .. | 929 | 2,968] 730 723 б | 1,669| 387 | 16,021 
| = | | | -|— 
Total, £ |33,978 | 80,078/26,963/23,908 |8,079 |15,881 |110,927|30,958 |15,728 |2,602 15,823 13,905 138,830 
? | ‘ | 
| 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark  ... ses ка das css ЭВО" ius 1 0,102 «c d E808 1.91 ody 10,148 
Netherlands... IT oes T — 144 rT «s [LOUER (FORT ace 300 260 | 1,290 T aaa 23,227 
France ... TT eee m T ak 241 152 12 268 51| 880 140 |. ... (7,307 | 1,312 45 10,411 
Switzerland  ... TT nee ЕЕ “г | 1,252 yis 60 В|. fass 1,467 438 148 820 821 TR 5,089 


Italy . ... Ve. aee ТГ cat ne v2 «12,88-] ees 
Japan ... "T T Vis -— gan 398 ie Ma 


Таа Баба, vo xus tere | a В 9,174. AT] 


ан es 15 4,599 
TET Me 67 | 12,395 
659| 20,999 [130458 


M Ж 1,398 | 415 
71434 | 695| ... d: " 
3,283 | 852| 3,729 | 5,593 [50,068 |12,704 |13, 


Total, £ |10,958 |12,112 [4,861 |24,599 |11,853| 6,076 |13,971 |50,871 [24,040 15,792) 21,104 196,257 


Additional imports.—Spain, carbons, £606. Canada, wires and cables, £30 ; batteries, £1.296 : glow lamps, £140 ; fittings, £10 ; 
electrical machinery, £56 : electrical goods, £97. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


2,518 | 


Various countries, mainly as above ... `| 2,386 


4,267 105 


3,363 ZI A E 123 | 2,478 18,367 


oe ea ee et ee ee ee 
ToTAL EXPORTS: £438,830 - TOTAL RE-EXPORTS: £18,367 ToTAL IMPORTS: £198,492 


NoTE.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to "goods" otherwise unclassified, the latter, doubtless, consisting of similar 


materials to those appearing in adjacent columns. Imports are 
the country of origin, 


credited to the country whence consigned which is not necessarily 
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CONTROL SYSTEMS FOR TRACTION MOTORS. 


A-recent convention issue of our American contemporary the 
Electric Railway Journal contained an interesting review of 
modern developments in electric rallway and tramway car 
construction, more especially dealing with the trend of Ameri- 
can practice. | 

Of particular interest is the summary of developments in 
control systems, of which the following is an abstract. 

Control systems for modern electric railway cars may be 
classified as direct and indirect, this division being based on 
the method used in performing the switching. Both use the 
series-parallel method of adjusting the voltage, wherein the 
motors, or groups of motors, are arranged first in series and 
then in parallel, the '' non-rheostat ” system for four-motor 
equipments giving an intermediate step with the motors in 
two series groups. k 

In order to effect the rearrangement of motors or the change 
from the series to the parallel connections three schemes are 
in use, namely, the shunting-out, the bridge, and the open- 
circuit transition. The shunting-out method short-circuits one 
motor, or group of motors, while the controller handle is 
being moved from the last series position to the first parallel 
position on the controller. The decrease in tractive effort 
which occurs when this is done tends to produce an un- 
pleasant jerk during acceleration, particularly if the cars are 
heavy. At present this method is largely confined to contra] 
equipments, both direct and indirect, for small and medium 
size motors. The bridge system is now widely used with in 
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Fic. 1.—Coxnecrions OF MODIFIED Direct CONTROL. 


direct control systems for large motors. 
equipped with the bridge transition have 
satisfactory because of the time element 
the various circuit connections. The connections 
tem are such that all motors are working 
tion period, with the result that a fairl 
effort is maintained throughout the note 
the accelerating period. The open-circui 


Direct controllers 


Direct control was used five i 1 
years ago on practically all cit 
ang suburban cars, and on many of the lighter interurba 
2 rapid transit cars, However, in the heavier services this 
Ene of equipment was rendered objectionable because of the 
is ree of ponteolicr necessary. Its use to-day is largely 
'onfine city car equipments whe , 8 ar a 
Аа ашр ere the motors are of less 
A modification. of direct control h | 
] [ as recently come into 
toner wide use; 1t combines a number of the advantages of 
DO direct. and indirect control. In this System remote- 
controlled Y кещ бу contactor switches аге mounted 
г ' Саг to break the main 'er circuit к 
switches are used ; i = ере 
the heavy 


arcing and burning incident to the rupture of circuits сапу. 
ing heavy currents. The controller is provided with an auyiji. 
ary contact device on the main cylinder, which consists of 
two contact fingers operated by a pivoted arm that in tum 


„is actuated by a cam on the controller drum. The action is 


such that when the drum is turned in the "OD " direction 
the main circuit drum fingers close first and then the control 
fingers. The power circuit is thus closed by the contactor 
switches instead of by the main drum fingers. Provision may 
be made for a tripping mechanism which, in case of over- 


: load, operates the tripping switch and thus permits the con- 


tactors to open. f 
This type of control is not only more reliable than the 


: standard direct control, but the use of remote-control switches 
in the main power circuit makes possible the interlocking cf 


the control system with door opening and closing and other 
safety devices. In fact, the latter advantage has been very 
largely the cause of its popularity. 

Indirect control was developed primarily to permit the 
operation of several cars as a unit from the master controller 


Ес. 2.—Controt DraanaM, 5,000-vorT. D.C. EQUIPMENT. 


of the leading car, and up to a few years ago its application 
was largely confined to rapid transit cars, suburban cars on 
electrified steam lines, and electric locomotives. 
Indirect-Control Systems.—Indirect control is now used 
altogether for rapid transit and other heavy, services and quite 
widely in interurban service. In the latter case it is almost 
universal where the contact line carries more than 600 volts 
In city service it is being used to a limited extent, largely 
without the multiple unit feature, however, particularly m 
connection with some of the low-floor types of car, Mara 
of the ease with which the various control features may * 
segregated and mounted in limited spaces and the readiness 
with which safety features may be incorporated. | 5 
By the addition of a current limiting relay, which n 3 
control circuit when the motor current exceeds а predete 
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Fic. 3.—DraGRAM ron Type 214 CONTROL. 


mined value, and suitable interlocking devices, either sa 
trical or mechanical, automatic acceleration can be ye 
with any indirect-control system. Automatic accelera н 
ensures against abuse of the motors by the шош КЕ 
tends to provide a fairly uniform rate of acceleration. eee 
long been used on elevated roads and in other rapid ht 
service, and in connection with some of the new light wo 
indirect-control designs it seems to be gaining in popu 
for city service. „ and 
The earlier indirect-control systems were too меу, Р 
besides, automatic acceleration was quite often a fea уе 
these equipments. This was of importance where e 4 
conditions were more ог less uniform, but did nol ‘There 
many advantages when applied to interurban Бөгү, = for 
were the objections, also, of high cost and puis pu 
these reasons simplified types of hand-operated indirec bee 
в were developed, and during the last five уез 
aave found wide application. ral 
Of these systema, the Westinghouse H L and the Gen e 
Electric M K are the best known. In both these a the Type 
arrangement of control handles is similar to that о | ыт 
K controller, and the energy for the auxiliary contro 
is taken through a resistance from the contact line. 
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The main parts of these systems are the main or motor 
controller and a master controller which operates in proper 
order the switches of the motor controller. These switches 
are closed agginst springs by electrically-controlled compressed 
air cylinders or powerful solenoids. | 

The unit switches are equipped with arc chutes and mag- 
netic blow-outs. An overload relay is used which either opens 
the control circuit and trips out all the contactors or a remote- 
controlled line switch. 

The HL system has been further simplified, and is being 
applied to light-weight cars. The M K system is being super- 
seded to а certain extent by a later PC type of control. 

Indirect control systems for use in connection with bigh- 
voltage, direct-current motors are essentially the same as those 
used with lower voltages. Complications are sometimes neces- 
sary because the motors are required to operate at low voltage 
within cities. In the latter case, to ensure the opening of the 
power circuit, two switches connected in series are generally 
used to make the interruption. 

In connection with the control of alternating motors the 
only development of special interest is the control for the 
doubly-fed motor adopted by the Pennsylvania Railroad. 
This control is an adaptation of the unit-switch system, and 
16 is arranged for automatic acceleration. The motors, which 
are connected in series, are started and operated up to approxi- 
mately 15 M.P.H., as repulsion motors, with the auxiliary or 
compensating field, the armature and the main field. in series. 
With these series connections the armature is also paralleled 
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FiG. 4.—Moron GROUPING FOR ‘‘ NoN-RHEOSTATIC ’’ CONTROL. 


by a resistance. Resistance is inserted with the motors on 
the first step and is cut out on the second. The third step 
changes the connections so as to energise the auxiliary field 
from one portion of the transformer, and the armature and 
main field, connected in series from another portion, thus 
affording the doubly-fed connection. The armature short- 
circuit is removed when the motors are operating with the 
double feed. Subsequent steps in the control are obtained by 
increasing the motor voltages. | 

New Control Systems.—The control system devised origi- 
nally for the stepless centre-entrance cars of the New York 
railways, known as the Westinghouse РК control, consists 
of a drum motor controller equipped with a power-operated 
notching mechanism. This notching mechanism consists of a 
pair of opposed air cylinders whose, common piston road 
carries a rack that engages with a pinion on the shaft of the 
motor-controller drum. Electrically controlled valves admit 
or discharge air from the cylinders in accordance with the 
manipulation of a master controller located on the car plat- 
form. The motor controller may be located on the platform 
underneath the car or in some other convenient place. 

In appearance the master controller is a miniature 
platform controller. Manual acceleration is possible, 
although a current limiting relay is provided on most 
equipments, and the circuits are во arranged that automatic 
acceleration will occur in case the controller is moved more 
than one notch at a time. The latest form of power-operated 
head can be readily applied to any Type K controller. Energy 
for the control circuits may be obtained either from the con- 
tact line or a storage battery carried on the car. 

A later control system brought. out under the trade designa- 
tion of Type 214 control is a combination of the principles in- 
volved in the PK and the older ABF system. As designed 
for the field-control motors of the New York Municipal Rail- 
way rapid transit cars, the motor controller box includes the 
following parts: Two unit switches acting as circuit breakers, 
four unit switches for series paralleling the motors, one drum- 
type reverser, one drum-type commutating switch, one 
current-limit relay, one overload relay, one main circuit ter- 
minal board, and one control circuit terminal board. Electro- 
pneumatically operated unit switches, interlocked to secure 
proper sequence, are used for making main-circuit changes 
while a commutating switch of the drum type, operated by a 
PK notching mechanism, is used to cut out resistance. A 
line relay cut-out permits feeding up of the control when 
power is off the line and the bucking of the motors for emer- 
gency braking in case of failure of the air brakes. . 

The automatic acceleration feature of this control is particu- 
larly interesting as the action of the current-limiting relay is 


modified by the current passing through an auxiliary winding 
of the relay, in such a way as to provide for the same rate 
of acceleration for all loads. The amount of current passing 
through this auxiliary winding is controlled by a switch 
operated in conneetion with the variable-load brake mechan- 
ism. The adjustment of this mechanism corresponds directly 
to the deflection of the bolster springs under load. Energy 
for the control circuit is obtained from a 34-volt storage bat- 
tery, which also furnishes energy for emergency car light, 
signal lights, door interlocks, and other special circuits. This 
control is designed for use with the larger motors, those on 
m New York municipal cars being rated at 160 н.р. on 600 
volts. 

In the P C control equipment, recently placed on the market 
by the General Electric Co., the motor controller consists of 
a group of switches or contactor units (used for effecting the 
series and parallel groupings of the motors and in cutting out 
resistance, together with a reverser, a circuit-breaker and 
overload, potential and current-limiting relays, all of these 
being assembled in а single case. The contactors are closed 
mechanically by means of cams mounted on a shaft which 
is revolved by а rack and pinion. The rack is operated by 
two air cylinders, whose valves are electrically controlled by 
the master controller. All of the contactor arc-chutes are 
grouped in one unit similar in construction to that used in 
the ordinary drum controller. The circuit-breaker switches 
are also operated pneumatically and controlled electrically. 
The overload relay operates to de-energise the control circuit 
of these switches in case of excess current. When opened by 
an overload, & reset switch must be thrown to close them 
again. The switches are of the unit type, and are readily 
removed. The reverser is very similar to the drum reverser 
used in a Type K controller, except that it is power operated 
by means of compressed air cylinders with electrically-con- 
trolled valves. . 

The master controller is similar in general construction to : 
that used with the Type M control systems built by the same 
company. 1% is provided with a slip-ring attachment which 
closes the control power circuit when the handle is moved 
from the ''off" to the first position, and maintains the cir- 
cuit for any forward motion, but opens it if the handle is 
moved back. : : 
This type of control may be arranged either for automatic 
or hand acceleration, and may receive the power for the con- 
trol circuit either from the contact line or storage batteries 
carried on the car. As with most modern systems of indirect 
control, the power circuit is opened in case the motorman . 
removes his hand from the control handle, and provision may 
be made also for setting the brakes. . 

Non-rheostatic Control.—From the standpoint of ecenomy 


. and flexibility in speed regulation, the non-rheostatic control 


for the four-motor cars of the Pittsburgh railways is of interest. 
In this system resistance is used on only two transition points, 
the first and fifth, and as there are three running notches the 


transition points are used only for very short intervals, so 
that there are practically no rheostatic losses. 


T | | ^ 
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Fic. 5.—CoNTACTOR SEQUENCE FOR P.C. CONTROL. 


CONTACTORS CLOSED ON EACH STEP 


Frequent use is made of the first running notch with all 
motors in series, and as low speed can be secured on this 
first point, excessive controller operation is avoided, and 
savings in the maintenance costs of control equipment, 
wheels, and brakes are effected. Tests over an extended in- 
terval of time indicate that the energy consumption is from . 
8 per cent. to 15 per cent. less than with a standard series- 
parallel control when used on cars of the same weight operat- 
ing in a similar service. — — . 

The contactor switches are arranged in two switch group 
cases under the low floor of the car. The combinations and 
connections provide for interlocks on the contactors to estab- 
lish holding circuits whereby the motors are maintained in 
parallel groups while the control handle is being thrown to 
the "off" position, thus affording a closed path of low resist- 
ance for the discharge of the energy stored in the magnetic 
fields of the motors. .The use of field control with this system 
would, of course, add some complication, but would result in 
a speed flexibility practically equal to that of the steam loco- 
motive. 
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Wiring.—Electrically-controlled brakes, speed-control de- 
vices, car signal and door interlocking circuits result in the 
new cars of the New York Municipal Railway in the use of 
18 train wires, of which only seven are used directly for 
control purposes, and the wires are of extra large cross- 
section so as to permit the multiple-unit operation of a large 
number of cars. 


With indirect Systems, & knife-blade switch of the quick- | 


break variety connected between the irolley base and main 
fuse, is used to disconnect the main circuit so that the motor 
controller can be operated for test or inspection purposes. 
The use of a main fuse box of the magnetic blow-out type 
is becoming almost universal, the accepted form of fuse con- 
sisting of a thin copper ribbon held at-the ends between heavy 
clamps. 
Later practice in car wiring tends toward the use of -light 
steel conduit that is enamelled, galvanised, sherardised, or 
treated in some other way to make it rust-resisting, the con- 
duit for some of the later cars having walls only 1/82 in. 
thick. In cars designed for very light weight there is an in- 
creasing tendency to use some of the fireproof non-metallic 
conduits now on the market. .Of these one that has been 
extensively used is made of natural warp cotton yarns woven 


Fia. 6.—Switca SEQUENCE ror “ NON-RHEOSTATIC ' CONTROL. 


very tightly to give.it strength, and saturated with a water- 
proof and fireproof compound. It is more economical than 
metallic conduit, not only because the price is much less, but 
also because no fittings are required, since’ the non-metallic 
conduit can be bent into any desired position. The weight 
of 2 in. conduit in this material approximates 0.13 lb. per 
ft., while metal even 1/32 in. thick should weigh 0.25 | х 

including the fittings. 
'* The arrangement of control details in a few groups has 
greatly simplified the control wiring necessary, and there is 
a tendency to use multi-conductor cables for the motor and 
other current-carrying leads instead of single wires. 

With regard to lightning arresters, the magnetic blow-out 
types are stil very popular for car service, and a form ‘of 


as yet, with great favour among operating men; several com- 
panies have installed it on their latest types of cars. There 


is a tendency to use larger choke coils than were used for- ` 


merly. The favoured location of the arrester seems generally 
to be on the roof of the car. 


Control Circuit and Door Interlocking.—In an effort to pro- 


well as sets the brakes, and eliminates the current surge that 
would result if the motors pulled against the brakes until the 

overload relay tripped. E 
Such interlocking devices, by permitting a quick start after 
passengers are loaded, have a very marked effect in speeding 
They eliminate to a large extent the need of в 


' , and by requiring the d t 
be shut before the car can be started, reduce the Ши of 


——————— 


Australian Commonwealth Offices,——On December 27th 
the offices of the High Commissioner for the Commonwealth of 


Australia were removed from Victoria St ipe: 
Strand, London, WC ictoria Street to Australia House, 
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REVIEWS, 


Large Electric Power Stations. By Dr G. Kure 
English translation from the German, 14 hare 
Lockwood. Price 95s. net. an. London: Crosby 


. The publisher's note to this book states th g 
tion supplied by the author was in type some аи 
fo the war, and that the „proofs have been subjected k 


The increase in the public importance of electricity suppl: 
ange in opinion as to the basis ¢, 
be produced and distributed. 


The engineer-in-charge will be аы 


developments. Under municipal control there is not the same 
incentive to attain the highest possible economy аз with a 
dividend-paying company. 
seriously dispute, and the public is confronted with the ques- 
tion whether it is preferable to allow limited liability com- 
раттев to take control of the electricity supply business—<f 
course, under proper Parliamentary supervision—or lo all 
existing municipal supplies to develop or co-operate with 
private concerns. The future only can say what will happen 
in this country. The author’s views on these and on like 
matters are set forth in a lengthy and very readable intro 
ductory chapter. . | 
apter I is one of 78 pages. It deals broadly with tbe 
general principles involved in the design of large eletne 
power stations. "The use of the various governing factors, 
e.g., the diversity factor, is first illustrated with the aid af 
diagrams from various German power stations. This section 
of the chapter is decidedly clear and valuable. The engine 
room is then discussed. A quantity of information is given, 
but the question as to choice of different types of tur 
bines is not entered into at all. The treatment of the selee- 
tion of generators and auxiliary machinery is fairly good. 
Some genuinely valuable advice js next given on the design 
of boiler houses and their contents, together with some data 
that the reviewer has not seen published before. One of the 
author's figures appears a little heroic—a steam velocity Ш 
the pipes feeding the turbines of 262 ft. per sec. There 
viewer would be inclined to think that there would be an 
appreciable drop in pressure unless the pipes were very short, 
and further, he would expect some vibration in the pipes k 
sudden changes in the load. Storage and transport of œl, 
ash removal, and switchgear are then discussed in a stis 


factory, though somewhat brief, manner. For example, n 
. lines only are devoted to protection against lightning m 


switchgear section. The chapter concludes with some ed 
sensible advice on the choice of the position of a powers ; 
tion, and on its architecture. As the author rightly 87+ 
папу power stations resemble theatres more than anything 
else, and the beauty of a power station building а ‘ts 
machinery—should be in the simplicity of the design an T" 
proper proportions. The fact must not be lost sight 1 dit 
a power station is merely a factory for producing id the 

t the same time, of course, it should bé adapted to 
appearance of the locality as far as is practicable. , А 

Chapters П and III deal respectively with rir ык 
costs of electrical transmission of energy and of the rela: 
port of coal, and with economy and generating ie 
tion to capacity and utility factor. The value or on the 
of this sort of thing depends, of course, entirely 
initial assumptions made. Some of the costs appe орз 
distinctly on the low side to the reviewer, but the odel for 
п ethods appear to be sound, and will serve ава m 
similar caleulations with different initial costs. leg set forth 

The first constructional example of the рппер Т 
in the preceding part of the book їз that of the is m 
electricity works in Germany. The „installation | oho 
thoroughly described, and illustrated with plates ee of the 
graphs. The leading dimensions of essential pac f conis 
plant are given, and also the name of the maker, working 
in every case a German firm. An analysis of "are. not зї 
results is given at the end of the chapter. e the statio 
all remarkable, but at is to be remembered that t ; 
15 five or six years old. storia Fells 

e second and last example is that of the Vicon ita 

and Transvaal Power Co., Ltd., in South Afri ae different 
tion of this enormous power supply scheme an 


—— 
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power stations ‘nvolved is most thoroughly described, and 
also the possibilities of future extensions. The author states, 
and probably correctly, that the A.E.G., Berlin, undertook 
the engineering of the scheme and the installation of the 
entire plant. 

The book consists of 260 pages and a large number of 
_ plates. It bears distinct evidence of most careful thought. 
The translator has also done his work very satisfactorily, the 
large majority of the units, both money and dimensions, 
being given in English measure. The work will undoubtedly 
be of distinct use to engineers engaged in power station 
design. However, in spite of its merits, 25s. net is a large 
sum of money to pay for the book. Possibly the large num- 
ber of plates is partly responsible for the price.—H. G. 8. 


The Mechanical Handling and Storing of Material. By 
GEORGE FREDERICK ZIMMER. London: Crosby Lockwood 
and Son. Price £2 2s. net. 


Probably one of the most neglected branches of engineer- 
ing is that relating to the mechanical handling and storing 
of material, and we believe ‘‘The Mechanical Handling of 
Material ” first published by the author was the first work 
of any real importance on this subject. The present treatise 
is a new edition of this work, in which the mechanical 
handling of material has been brought up to date, and to 
which the various methods of storing material has been added. 
The author had an immense field before him, and we must 
give him credit for making the most of his opportunities; 
though the work consists mainly of data and particulars of 
plant gathered from all corners of the globe, it is not the 
less valuable on this account. In fact, it is not too much to 
say that the engineering profession should be very greatly 
indebted to Mr. Zimmer for placing before it a work in- 
volving considerable labour in collecting and arranging infor- 
mation dealing with so important a subject as the economy 
ot labour by applying mechanical means to the handling of 
material in works and factories appertaining to practically 
every industry. ~ ~ 

In an excellent introductory article, the reader is told the 
necessity for the introduction of labour-saving machinery, 
and the benefit derived not only by the capitalist, but by the 
labourer himself is pointed out; as this question may possibly 
become an acute one after the war, it is necessary that Labour 
should be educated to recognise this fact, and we can fully 
endorse the author’s statement that ‘‘In round figures, it 
may be taken that the saving of one man’s wages warrants 
the investment of £1,000 in machinery." As an example, 


the author cites a modern flour mill in which the wheat may - 


be unloaded from an ocean-going steamer, stored, cleaned, 
graded, ground, dressed, packed, weighed, registered, and 
loaded into a railway truck for dispatch to the consumer 
without any manual Jabour whatever. The view, however, 
of the Labour leader is that were it not for this machinery 
men would be employed and wages paid, but he forgets that 
whilst, no doubt, 20 or 30 workmen are released for other 
labour, hundreds of their fellow workmen are benefiting by 
the lower cost of flour. Are the greater number willing to 
suffer, to benefit—which is doubtful—the few? Moreover, as 
the author truly points out, the multiplication of labour- 
saving appliances 1s not in the least detrimental to the in- 
terests of Labour, but, on the contrary, “‘ experience has 
shown that his daily life is thereby made easier, his inteli- 
gence improved, and hi 
and in no industry has this been proved to such an extent 
as in that of mining. f 

The work consists practically of six parts, viz.: The con- 
tinuous handling of material; continuous handling of material 
by pneumatic and hydraulic means; intermittent handling 
of material; unloading and loading appliances; miscellaneous 
installations; and the automatic weighing of material. 

The first part claims 18 chapters, and deals with elevators 
and conveyors for everw imaginable- purpose; naturally, 
among so many designs there is room for very considerable 
improvement in some, but to examine critically each design 
would take several volumes as large as the present to deal 
with them. There is, however, plenty to ehoose from as a 
basis for the design of any particular piece of handling or 
conveying machinery. It would seem as though in many 
cases the designer or builder of conveying machinery did not 
consider it necessary to study the effect of friction as a power 
consumer, or thought that the economy effected by the use 
of the conveyor was such that there was a big margin for 
inefficiencv—anything would do for a conveyor so long as it 
worked. Some that we know of didn't work ; not that the idea 
of the conveyor was bad, but sufficient study had not been 
given to its construction by the designers to suit the parti- 
cular conditions. It is mainly so with all conveyors; a little 
thought and study would greatly improve their efficiency. 

The next three chapters deal with the handling of material 
such as grain, coal, and ashes by pneumatic or hydraulic 
means. Amongst the latter is mentioned the hydraulic plant 
at the Hammersmith Borough Council’s electric light installa- 
tion, which was estimated to cost £15,600 and to save £1,577 
per annum, or practically 10 per cent. on the capital outlay. 
As а means of removing ashes from boiler houses the 
hydraulic system would appear to have many advantages. 
Some of the pneumatic systems described for conveying grain 
are both interesting and ingenious, and naturally much more 
care and workmanship bas to be expended on this type of plant. 


1% із publis 


his wage-earning capacity increased," . 


The intermittent handling of material includes endless-rope 
and chain haulage, not, of course, as installed in mines, but 
as applied to moving tubs or small wagons for short distances. 
1% includes all kinds of aerial ropeways, methods of coaling 
vessels at sea, rails and telphers, and the handling of . 
material in connection with blast furnaces, and coke 
from coke ovens; some of these are good, but many are in- 
different, and others might have been left out altogether. 
Especially does this apply to some of the German methods for 
dealing with hot coke from coke ovens. 

The last two portions deal with such subjects as the coaling 
of railway engines, boiler-house handling plants, storage of 
coal, grain, and other materials, and the automatic weighing 
of material, and conclude with a table giving the weights 
of materials. 

Ав we have said, the subject is a huge one, and we are 
afraid one that has not been sufficiently studied in this 
country, partly because of prejudice, but mainly, we think, 
because of our—we hope now obsolete—conservatism. With 
the ever-increasing cost of labour in productien, it becomes 
more than ever necessary to-reduce the producing cost of 
the finished article; and to release the labourer,. otherwise 
engaged in the handling of material, for more useful employ- 
ment, where his services will be more productive, botħ for 
himself, his employer, and the public generally. 

If Mr. Zimmer's book, by showing what has already been 
done in this direction, and by giving details of examples of 
conveying and other labour-saving machinery, will help the 
development of this branch of engineering in this country it 
will have served a useful purpose. . 

If we have any fault to find, it is in the bulkiness of the 
volume, which эже think would have been handier had it 
been published in, say, two volumes instead of one. Other- 
wise, 16 is well printed and bound, the illustrations are good, 
many being folding plates, and the work does credit to author 
апа publisher. 


Dynamo and Motor Attendants and their Machines. By 
Frank Вволрвемт, M.I.E.E. London: S. Rentell & Co.,. 
" Líd. Price 2s. 6d. net. 

This is the eighth edition of a work which has long held a 
high reputation, апа has established its position as one of 
those books for which there is always a demand. The text 
has been extensively revised, over 50 pages have been added, 
and 40 drawings, & new chapter on accumulators has been 
irserted, and generally the matter has been brought 
up to date. The chapter on ‘' General Principles ” has also 
been entirely rewritten. There are a good many misprints, 
but these are generally obvious, and the author reasonably 
claims indulgence in view of the revision having been done 
in strénuous times. The remarkable scope of the book, the 
conciseness and lucidity of the treatment, and the essentially 
practical nature of the contents. render it the most useful 
guide for the class of readers addressed that we know of, and 
its continued popularity indicates that they concur with us 
in ы | as excellent value for the small price at which 
ed. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


CHILE.—For convenience of reference, the following parti- 
culars of the rates of import duty, now payable ori the under- 
mentioned goods on importation into Chile, are taken from the 
recently-published Parliamentary Return, giving a transla- 
non iar: new Customs Tariff Law—see the Review of Nov- 
ercber 8rd :— 


India-rubber :— 


Resilient: Raw  ... ... kilog. gross 

In sheets...  ... .. kilog. gross 

With cloth or metal for 

- packing machinery, &c. kilog. gross 

Vulcanised, in sheets T ... kilog. gross 

Rubber waste... SN xis ... kilog. gross 
Rubber solution js bo ... kilog. legal 

Manufactured articles of rubber, not 

specially mentioned ... T3 sd 

Boots and shoes, &c., of rubber, or 
with rubber soles  ... pis ... kilog. net 

Buttons (pushes) for electric bells ... kilog. legal: 

Iron and steel :— 

Wire in all shapes (including barbed) | 
100 kilogs. gross 


Pesos. Cts. 


kilog. legal 


Et wp coro oco 
jot 
t2 


| 0 
Lamps for electric lighting . kilog. legal 0 
Cable or rope of wire ... з .. kilog. gross 0 04 
Meters for electric current, and parts kilog. gross 0 

Copper and its alloys :— 

Sheets, bars, or ingots ... "EN 
Bars or cylindrical rods for cutting 
* into bolts T "x . kilog. gross 0 10 
Pure, for assaying a . kilog. net 1 80 
Filings (borings); solder а m 
Pipes or tubes not specially men- . 

tioned, and accessories .. kilog. gross 0 20 


Zinc and its alloys :— \ Pesos. Cts, 
Bars, sheets, or plates А p T ee. 
Granulated, filings or borings .  -.Kilog. gross 0 56 

coating of 


Sheets varnished or with | 
common metal ee. si ... kilog. gross 0 40 
Aluminium alloys; aluminium jn sheets, 
plates, strips, or bars . ... T inh Free. 
Tin or lead :— | 


Bars or sheets... X xx s Free. 

Granulated, filings or borings .. kilog. gross 0 95 

Pipes or tubes and accessorles ... kilog. gross 0 06 
Nickel and white metal :— E | 

Bars, sheets or platés .. -- a. kilog. gross 0 95 

Manufactured articles поё specially _ 

mentioned, not silvered or gilt... kilog. legal 3 00 

Wire, other than iron or steel, of all 

shapes a m sie | -. kilog. gross 0 01 
Babitt's metal and the like -. kilog. gross 0 15 
Asbestos:— . | 

In the rough, in powder, or in cords kilog. gross 0 02 

In boards or sheets  .. E kilog. gross 0 10 

Manufactured— gloves, &c. -. kilog. legal 9 00 
Mica :— | 

In sheets... m -. kilog. gross 0 60 

Manufactured articles -. kilog. gross 0 75 
Graphite 100 kilogs. gross l 50 
Tale :— 

For industrial uses vi ay -. kilog. gross 0 05 

In very thin sheets Че Зи < kilog. legal 1 80 
Commercial advertising matter, not 

specially mentioned, of cardboard or 

рарег,. except catalogues and periodi- 

cals Ine 07. 0 cso. = kilog. gross 1 — 00 
Commercial catalogues and Periodicals, 

сс. x ON EC Free. 
Telegraph and telephone instruments 

ànd apparatus, &c., not specified  ... kilog. gross 0 05 
Special machines, apparatus апа appli- 

ances for use in generating gas and 

electric light, not Specified ; insulators 

commutators, contacts, interrupters, 

extinguishers, cut-outs, fuses, &c., re. 

quired for electric light installations К 

arc and incandescent lamps or bulbs, 
: and carbons Ve in A" -. kilog. gross 0 04 
Machines and apparatus for use in in- і 

ustry not elsewhere specified г kilog. gross 0 03 

lectric piles or batteries, and jars -for 

same Е kilog. gross 0 10 


Wire of common meta], of алу sectional 
form, insulated or covered with rubber, 


silk, &c. w Т - s. kilog. gross 0 10 
Plans and Specifications for engineering, 
Free. 


architectural, and other works 
Packing cases "m 


[Gross weight is the weight of the goods with all receptacles 
Legal weight is 
goods, together with all receptacles (includ- 
| they are packe inside the ex. 
ternal wrapping, excluding straw, sawdust, &c., used for dis- 
Posing the parcels. Net Weight is the weight of goods de- 
prived of all coverings. 100 centavos = 1 рево = 1s. 64.]: 
erchandise or Products imported into the Magellan Terri- 
tory are, with certain specified exceptions, free of duty. 
Foreign goods Imported into Chile are subject to a ware- 
housing fee. Goods intended for consumption in the 
and subject to Import duty must pay 4 per cent. of the amount 
of such duty when cleared during the first four 
storage; 8. per cent. when cleared during the second period of 


four months ; апа 12 per cent. when cleared during the third 
penod of four 


duty, 


grant m.f.n. treatment to imports from Chile. The President 


i a Der cent. of the duties 
fixed by the Tariff, as а, maximum tariff, applicable to pro. 
ducts from other countries. | a 


———— 


NEW PATENTS APPLIED FOR, 


(NOT YET PUBLISHED), 


Published expressly for this journal b 
lectrical Patent Agents, 985 High Моззгэ. W. e 
Liverpool and Bradford, 


1916. 


TU e ы 


“ Electric telephones," y. G. Hier 
ә Secondary electric batteries.” 


17,803. “T 


December 11th. 


T. A. D. Lawton. D 
elephone memo-fi.ing receptacle," 5, M. Bus ОТ lith. 


t е в . А 
' Auto-luminous switch indicator," Ww 


- C. Horne. December 
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country 


Тномрѕоқ & Coa., 
, High Holborn, London, W.C., and P 


December : 


[ Vol. 79. Ко, 2,040, DECEMBER 24, | 


Wc 


— - ee, 


17,820. “ Electromagnet {ог lifting materials," 


PRISES А. D. RIVIERE рт Cre. ` December lith. Soc. Cesta d: 


17,834. * Mercury-vapour and other incandescent ya ' 
Н иг $,'" TF 
SON. December 19th. pour lamps.” p. 
17,851. *' Device applicable to electrical. machines Such as тош. 
rators, transformers, C. replacing commutator or collector," US 


December 12th G. Piae | 
17,852. 
December 
17,856. 
17,867. 
RICHARDS, 


38779187 heads or collectors for electric tramcars, &c" р i 


J. MaL. StarTER, i 
" Manufacture of electric insulating materials," | 
December 12th, 1 
17,875. “ Electric lamp shade," S, C. Moris. December 13th, | 
17,878. * Sparking Plugs for motors, &c." J. ү Law, December х | | 
17,885. '' Sparkin lugs or electric i iti i i 0 
tion engines W. К. Cake. H G оон, ат о 


MANUFACTURING Ce ‘December 13th, 


Decemb; т. 
W. E. Wieso 


17,916. “ Producing кре. electric currents," BRITISH Тоу... 
HcusroN Co, (General Electric 4 U.S. December 13th. 
17,923. “ Electric pocket lamps.” О, PLETSCHER, December уу 


(Switzerland, November 18th.) 
17,929. *' Electrical apparatus having windings,” 
FORMER Co. & J. GOODMAN. December 18th. 


17,930. “ Protective means for electrical apparatus having wind. 
Britisu ErgcrRIC TRANSFORMER Co. & J. GOODMAN. December 18th, ` 

17,934. “ Arrangements for icri ignition in internal-comtus- 
engines." Soc. ANON, POUR L’EcLatrace "LECTRIQUE DES VEHICULES, Dx:- 
ber 13th. (France, December 20th, 1915.) 


17,936. “ Energy meters for alternating currents." 


GINES FRANCILLON & Co. Soc. Axon. December 13th. 
22nd.) 


22nd. 


17,937. 


Brinisn ELectric Tras, 


Fasrigug pes |< 
(Switzerland, Ar. 


17,950. “ Galvanic batteries." E. A. ASHCROFT, December 14th, 


17,972. “ Anodes for electrolysis of sulphate solutions, and productio: с 
same." А, Соцкү, W. HUTCHINSON & A. Hickman, Lrp. December lrk 


17,981. '' Method of arang and apparatus for Producing, ionic d+ 
charges." D, F. Cowsrock & ECHNICOLOR Motion Picture Совровдт::, 
December 14th. 


17,983. '' Methods of roducing high vacuum." BRITISH Tuowsos-Hocsi 
Єз. (General Electric бо, U.S.A). December 14th, 

17,987. “ Ignition dynamos." С, T. Mason. December 14%. (054 
Jaruary 7th.) 

17,988, * Ignition systems,” J. С. ZIMMERMAN. December 14th. (USA, 
May 12th.) ` | 

17,993. ‘' Collection of currents from overhead, &c., conductors.” C, í 
HENKES. December 14th. 


“Selection of electric currents." А, PegREGO, December А 
“ Batteries.” ‚ ]. M. Frawwery, December 14th. ' 
“ Batteries.” J. M. FraxwERY. December 14th. 


'" Cleansing floors of tramcars, &c," N. Jamieson, 


17,996. 
17,998. 
17,899. 


18,019. December 15: 


18,027. *' Portable periscopic electric lamp for signalling." E, V. Er« 
December 15th. | 

18,046. © Automatic telephone systems." Аџтоматіс TELEPHONE Maste 
TURING Co. December 13th. (U.S.A., February 14th.) 


18,049. “ Electric switches.” J. H. Соілхсѕ & M. J. Raise. Decemb” 
15%. 

18,095. ‘‘ Systems of motor control." British Тномѕом-Ноџѕтох Co., Lip 
(General Electric Co., U.S.A.). December 16th. 


————— 
PUBLISHED SPECIFICATIONS. 


+1915. 

16,615. BURGLAR OR FIRE ALARM AND LIKE APPARATUS. A. A. Canton. Now- 
eniber 24th, 

16,643. ELecrroLyTIC CELLS. 
November. 25th. 

16.765. ELECTROMAGNETICALLY-ACTUATED Contact Magers or SWITCHES. 
D: Peters & Co., F. С. Hibberd & W, King. November 27th. | ae 

16,865. PonraBLE ELECTRIC Lamps. V. C. H. Gibson & E. б. Белп 
November 30th. 

ME Ern SAVER For Arc Lamps. 
(May 9t . Р Е 

17,276. COOLING OF ELECrRIC Motors оғ тне ЕхсцозЕр Tyre. G. Schroer 
der. December 8th. 


Н. C. Jenkins & C.I. (1914) Syndicate, Ltd. 
С. 


D. E. Turner, December 6th. 


- 29168. A. Fuller. 
2,988. Galvanic BATTERIES. G, Fuller, L. Fuller & G. J. А. 
June 12th. (Patent No. 102,335.) 


E Neff & Lumley. Apri: 
5,932. Automatic FHorocRaruic PRINTING MACHINE. Мей & L 


24th, 1915, (Patent No. 100,363.) May Ist, (Patent 
6,036. Exectrric WELDING APPARATUS, Е. Woltmann. May 15, 
Na». 100.401.) 


SE TEE 


rules of 
Further German Substitutes.—In the pha ея 
the V.D.E., it is recommended that hemp be паа. пзе, Беле? 
lators to their pins ; but hemp ів now reserved for тие 
а Committee of the Electrotechnical Union has been a ed à apa. 
possible substitutes, and now advises the use of eats materil 
Suitable paper impregnated with oil or similar ips f : упш 
has been placed on the market by various deren) Не in and the 
of sheets. determined by trial, are wrapped roun Г re, It is 
insulator is screwed on slowly, using moderate р ingnlatet. 
possible by this means to fill the. space between ар. latter. А 
апа thus provide a secure but elastic support in tearing or 
little practice is required to prevent the paper d central Sack 
creasing, and to keep the insulator vertical an е for hemp. 
cloth is recommended as another effective substi of wool, sheets 
The Imperial Telegraph Administration uses тота i mpregnsted). 
of paper soaked in carbolineum, and newspaper шо tas offered in 
It is remarked that not all'the commercial BUND п ‚ because 
place of linseed oil may be used for шире tela the thread 
there are sometimes dangerous fumes and, apart d 

of the insulator, the workmen's eyes might be expen oribed in the 

The use of oiled paper for this purpose e EH 

ELECTRICAL REVIEW of March 22nd, 1907, page 503, 


ta 


= High-frequency alternators." Soc. Francaise Rabto-Erxcritx: 
December 13th. (France, September l6th, 1915.) 
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 ALWAYS 
RELIABLE. 


Head Office and Works: Northampton. 


MAIN FEATURES. 


Effsctive against апу 
incipient fire. 


Discharges at any angle. 


Produces a continuous 
stream. 


Pumping unnecessary 


during operation. 


Nozzle protected against 
fall. 


Pump spindle and 
leather removable. 


Pump and valves ia 
separate container. 
Pump and nozzle sealed. 
Fitted wiih compression 
chamber. 


Fluid non- -corrosive and 
non-injurious. 


Easily re-charged. 


` For Full Particulars and 
Prices write to :— 


> an ~~ т 
"ke wu tL $351 MAL > 


ACCUMULATORS 
FOR ANY 
SERVICE. 


London Office: 53, Victoria St., S.W. 


THOMAS INSULATORS 
For E.H.T. Transmission Lines. 


SPECIALLY DESIGNED 


to withstand 


Нон FREQUENCY CURRENTS} 


caused by 


LIGHTNING SURGES. 


JAMES W. GLADSTONE, 


74, HONOR OAK ROAD, LONDON, S.E. 


Telegrams and Telephone: ‘‘ No. 1077 Rydenham," London. 


ROBURINE 


SWITCH 


HANDLES 


are the 


BEST and CHEAPEST 


on the Market. 


. WHEEL PATTERN 
Apply for— ‘ee PRICES with brass bush. 


TURNERS @ MANVILLE, " 


5, LLOYD'S AVENUE, LONDON, E.C. 


Telephone : Avenue 1458. Telegrams : " Vulbeston, Lond." 


Illustrated List post free from 


THE ROBURINE COMPANY, 


128, Stamford Street, London, S.E. 


THE ELECTRICAL REVIEW. 


BRITISH STEEL. 
BRITISH LABOUR. 


ANY PATTERN FINISHED DEAD TO DIMENSIONS 
ANY PATTERN FINISHED DEAD TO DIMENSIONS 


THIS INDUSTRY HAS BEEN CARRIED 
| ON AT THESE WORKS SINCE 1884. 


We have the Best Modern Plant for Scientific Production. 


Telegrams: “ Breaker, Manchester,” London House: 
Telephones: 215 & 4948 Central. Queen Anne's Chambers, Westminster. 


| 


| · Worsley Street, Hulme, MANCHESTER. 


For i | 
HYDRO - ELECTRIC PLANTS 


Accurate Speed Regulation is Essential. 


SPECIAL SWITCH CASES & BLOCKS. 
=———— ANY SHAPE OR SIZE. 
Wood Letters supplied ready for Wiring. 
Fan Frames of all kinds. | 
Blocks for Sunk Switches 
General Woodwork for Electrical Purposes 
PUNCTUALITY A FEATURE. 


50, Tottenham Court Road, W. 
Telephone: 1187 Mwuevm, 


OUR PATENT 


OIL-PRESSURE GOVERNOR IS UNSURPASSED. 
GILBERT GILKES & CO., Л. Kendal. 


ТТТ 
СР) 


Steam Cylinders, Turbines, Bearings, 
Crank Chambers, Dynamos & Shafting. 


Ready for immediate delivery— 
Our Catalogue, | | 

736 pp., contains particulars of AR( E | ОСК 
all kinds of э е 
ENGINEERING REQUISITES hz. ' 

for the electrical engineer. A copy | Let us quote for YOUR requirements. 
Will be gladly sent upon receipt | 


of application on business form. | W. Н.  WILLCOX & CO., LTD., 
32 to 38, Southwark Street, London, S.E. 


TL 
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Telegrams: 
te, Crickle, London.” ` 


Telephone. . 
hampstead 1984 & 5360. 


` 


THE WIRE WORKS, 
GROWN PARADE, CRICKLEWOOD LANE, 


LONDON, N.W. 


INSTRUMENT WIRES. 


PPER. CONSTANTAN. MANGANIN. 
NICKEL SILVER. CONCORDIN. 


| or covered with Silk, Cotton, Enamel, ordinary Asbestos 
and Patent Asbestin Insulation.. 


ALL SIZES DOWN TO -ool'. 


Catalogues, Samples and Quotations on application- 


DELCOBLAST' 


(Reg. No. 350.202.) 


THE ON ГҮ SOLUTION FOR FROSTING LAMPS. 


By placing lamps in solution for 20 to 30 seconds and afterwards 
wiping over with a damp sponge, a frosting equal to sandblasting can 
be obtained. No necessity to dry on current. No spirit in the solution, 
therefore no smell or evaporation. Frosting cannot be removed by 
chemicals or spirit, or scraped off with a knife. 


EQUAL TO SANDBLASTING. 


AS SUPPLIED TO THE X et Mat ng COUNCILS AND LAMP 


NUFACTURER 
PRICE OF SOLUTION. 
ONE PINT JARS. .. 4l- nett, Case and Packing 9d. 
ONE QUART JARS is M ЖР T ‚» Tm за. . 
HALF-GALLON JARS .. 14/9. ,, 1!- 


ROM ALL LEADING “FACTORS, 


тот the Sole Manufacturers, THE DAVIS ELECTRICAL CO., 58, High Street, Charing Cross Road, W.C. Tel. No. 6093 Regent. 


OOTHROYD 


DIRECT .CURRENT 
MOTORS anno DYNAMOS. 


STRATION OF “В” TYPE ENCLOSED VENTILATED MOTOR. 
EST DESIGN FITTED WITH ROLLER AND BALL BEARINGS. 
' B.H.P. to 10 B.H.P. DELIVERY FROM STOCK. 


5 B.H.P. to 60 B.H.P. DELIVERY 3 to 4 WEEKS. 
MOS AND MOTORS UP TO 150 B.H.P, DELIVERY ON APPLICATION. 


e for Particulars to— 


Н. T. BOOTHROYD, Ltd., 
BOOTLE, LIVERPOOL. 


ione : 420 Bootle. Telegrams: “ Commutator, Liverpool." 
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HENL 


— Óme-| 
E* 1 
CABLES and JOINT BOXES ` 


for all purposes and all situations. | 


| Paper Cables | Terminal Boxe; 


10 - pair Telephone 
Distribution Box 
for tailing off 


0.1 sq. in. Extra High Tension 3-Core. Paper 
Insulated. Lead Covered, Steel Wire 


; V.LR. wires from 
Armoured Feeder Cable for a Working Bape elated 
Pressure of 20,000 volts, supplied to, and laid . pis бра 
by us, for the ‘Central Argentine Railway. ea 


Cable. All sizes | 
from ten to fifty pairs. 


We can give very quick delivery ! | 

of many types of Paper Insulated | 

Cables under Class “A” Certificate. ШЕ" M 
| Wire for prices and times of delivery Immediate Delivery 
if you are in urgent want of Paper 


Insulated Cable. 
Ask for Paper Ask for Terminal 
Cable Cat. R 86 Catalogue U 104. 


Ww. Т. HENLEYS TELEGRAPH WORKS CO., Lid, | 


мө RTI WOOLWIC aa B LO M F [ Е L D STRE ET, терен | | 


CH a 0 LONDON WALL 
GRAVESEND, KENT. ENGLAND. 


LONDON WALL, Е.С. (ien. 


" HENLETEL AVE, LONDON," and " HENLETEL." all Home Branches, | 


Jin 


Telegrams : 


PRINCIPAL COLONIAL AN 


546-550, Collins Street, Mel 
61, York Street, Sydney. 


Ayres. | 
D FOREIGN BRANCHES: Suipacha, 602, esq., Tucuman, Buenos | 


Cairo. | 
h Emad El Dine, | 
bourne. 13/1, Clive Row, Сакина. ета ao rer 22, Stockholm. | | 


- 10, Forbes Street, Bombay. Adolph Seghers, Rue Scribe 7, Биж гіа | 
20/2. Standard Bank Chambers, Johannesburg. Coristine Buildings, Montreal. Adolph Seghers, Calle de Ar £C ra | 
13/23; Blair Street, TE N.Z. Heerengracht, 209, Amsterdam. Adolph Seghers, Rua do Akcia д e 
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FREDERICK SMITH AND COMPANY 


кее a aci Midi ae chao e ca in the LONDON ELECTRIC WIRE CO. and SMITHS, Ltd.). 


COPPER В WIRE 


100 Per.Cent. Conductivity. All sizes to ‘OO1. 


Hard Drawn H.C. Copper Line Wire; Special Tinned Wire. — 


‘SADE MARK 


COPPER TROLLEY WIRE, 
SPECIAL SECTIONS. 


BRONZE TROLLEY WIRE, 


MAXIMUM TENSILE STRAIN, DURABILITY AND CONDUCTIVITY. 


SILICIUM BRONZE WIRE 


“С” QUALITY FOR TELEPHONE LINES, &c. 


PHOSPHOR BRONZE SPRING WIRE. 
Aluminium Wire and Strip for all Electrical Purposes. 


Anaconda Works, 


Salford, MANCHESTER. 


In every part 
a point of 


And in 
the',whole: : 


PERFECTION! 


excellence 
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THE HOFFMANN MANUFACTURING CO., LTD., 
CHELMSFORD : [ESSEX. 
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E o Westinghouse 
ii E 0 Electric Fires, Radiators 


ip 
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is ыш net 


a "M апа Convectors 
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We hold a goodly stock of 
. the above in all wattages, and 
many pleasing designs ready 
for delivery. It is a good 
line to stock because of the 
| selling force of the name 
Our Heating List 1507 ^. WESTINGHOUSE 
is a most useful list to ' | 

have by you—it is so 

comprehensive. 


Besides showing Domestic | We shall be glad to go into the question of stocks with you. 
Fires it includes Heaters 


1 Staffs are leted. 
for Industrial, Ship and. Delivery by di 1 Mer deplete t at all satisf 
Train Неон. envery by the railway companies is not at all satis actory, 


п з пама shell Гор Please order early and avoid dissappointment. 


to send you one. 


Manchester * = - = 9+ = + - 14, Long Millgate z ; Sti | Leeds E esu e wie as 20, Russell St., Park Row 
Birmingham - - - + = - 55, Newhall Street 1 Ga E zu fist London - - - . . . . _ 173. Wardour St., W, 
Cardiff) « 9*2. 9, Millicent Street mw Y Newcastle-on-Tyne - Ward's Bldgs. High Bridge 
Glasgow - - - - -- - 12 St. Vincent Place к == 


Manchester Sheffield - -'- - Howard Gallery, Chapel Walk 
Wee 


J'elegrams: ‘Cuivre, ee 
Telephone: 136 Easte 


Є Є' 
COPPER 
EXPANSION PIECE. 


t 
————— 


EXHAUSTING TURBINE 
ENGINES. 


К! HIGH - coNDUCTIVITY. 
© CASTINGS and 
COPPER f FORGINGS 


JOHN DORE & C CO., 
Coppersmiths and Brass Founders, 
BROMLEY, MIDDLESEX. 


PATENT LOUD SPEAKING 
WATERTIGHT TELEPHONES 


АВ ADOPTED BY 
THE BRITISH ADMIRALTY, MANY FOREIGN GOVERNMENTS 
AND THE LEADING STEAMSHIP LINES. 


Complete Installations for: SHIPS, 
MINES, POWER STATIONS, єто., 


ON DIRECT, INTERCOMMUNICATION OR 
CENTRAL EXCHANGE SYSTEMS. 


ALFRED GRAHAM & Co. 


(Pioneers in Loud Speaking Telephony), 
ELECTRICAL ENGINEERS AND CONTRACTORS. 


Telephone: ‘CROFTON PARK, S.E» Telegrams: 


v. 
969 SYDENHAM. " NAVALHADA, LONDON? 


THE UNBREAKABLE PULLEY AND 
MILLGEARING CO., Lr». 


Specialists in the Economical Transmission of Power 


Telegrams : Strength, Manchester. 
Lieber's Code used. 


SHAFTING, 


ROPE PULLEYS, 
COUPLINGS, WROUGHT-IRON PULLEYS; 
56, CANNON STREET, 
BEARINGS, LONDON CONE POLES 
GEARING, AND í 


Lower Gorton, MANCHESTER. 


December 29, 1916. ] 


THE 


MIRRLEES WATSON С0. LTD., 


GLASGOW. 


The BEST 
ROTARY AIR PUMP 


IS THE 


'MIRRLEES-LEBLANG, 


ADVANTAGES: 


SIMPLICITY. 

SMALL SPACE OCCUPIED. 
NO RECIPROCATING PARTS. 
NO VALVES. 

LOW MAINTENANCE COST. 


Economise ! 1! 


by having your old Electric Lamps 
repaired by our patented procees. 


LIFE, DURABILITY and EFFICIENCY GUARANTEED. 


Save Any 
your Lamps Voltage 
with and from 
Bulbs 16 to 50 
and Caps Candle-power 
complete Repaired. 


One price only -  A/- each. 


We Collect and Deliver in the London 
Area in lots of not less than 25 Lamps. 


ALLIES 
ELECTRIC LAMP REPAIRING CO,, Ltd., 
Montgomery Street, | 
HAMMERSMITH, W. 


Phone: 1604 Hammersmith. 
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(ДИЕ IN PRICES. 


— ULANI = 


= EBONI LA 
NO GERMAN OR AUSTRIAN GOODS 


PROMPT DELIVERY. 


We have over 100,000 


PHILIPS’ 


CARBON FILAMENT LAMPS 


in stock. 


Send your enquiries to us-or our Agents as undernoted :— 


PHILIPS Zz 


TADB AMENT 
CARBS ON NF ILA psum A 
> LARGE STOCKS KEPT BY 


rem Electrical G; ftd. 


ES GoldenLane,London,E.C. , ". 


and 16,Jacksans Row, Deansgate, 


ч Manchester — 


Yd, Don 


Alston & Blyth, 97/99, Waterloo Street, GLASGOW. 
Baxendale & Co., Ltd., Miller Street, аен and 3, St. Andrew 
Square, EDINBUR 


~A 


t 


= 


Bill & Berry, 39, Great Charles Street, EARS TANE 
John T. Cartwright, 3, Cadogan Street, GLASGOW. 
M. Lowrance & Son, Peel Squfhre, BARNSLEY. 


| É 
FRED'BRABYa C? : 

: TANK MAKERS | i 
: "LONDON. E. 


+7 ое 
\ SRASSSAASESEIS RATE ETE Te es 5 


MILD STEEL PLATE WORK, BLACK OR GALVANIGED 
STEEL CHIMNEY SHAFTS, SWITCHBOARD FRAMES. 


LEE P EEL ELLE AEE 
м 


— 
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M^ vec MULTIPLE-WAY SWITCH 


- 


A: HIGH GRADE SWITCH 
SPECIALLY SUITABLE 


MARINE SWITCHBOARDS, 


50—100 AND 200 AMP. MOUNTED OR UNMOUNTED. 


DORMAN & SMITH Ltd 


. Ordsal Electrical Works, Salford. 


LONDON : 17; Victoria Street, Westminster, S.W. 
NEWCASTLE-ON-TYNE > 1, Higham Place. 


ROTTERDAM : Zalmhaven 25 B. 
SYDNEY, N.S.W. : 163, Clarence Street. 


ADAMANT CELI.W/ ORE. FOR 


Pressure Oil Switches 


7 — 00 — 
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FIRE- Eu MECHANICAL 
PROOF, | STRENGTH 
| EL HIGH, 
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Two 1000 K.W. өл 
Rotary Converters | | m i if 
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айнын up the 
Drawing Office. 
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Here is a 


А . г | New Idea 
in a Railway Sub-station. [| 5 — . dore 
| | | Washing, 


Ironing 


dU DICK, KERR Blue Prints... 


Rotary Converter 15 An adjunct to the Cooper Hewitt 


Continuous - type Blue Prin- 
ting Machine that enables you to 
produce perfect prints at a re- 
markable speed. Send for de- 
tails and illustrated booklet. 


Ash for Booklet 282. 


well known to Electric 
Traction Engineers, both 
in this country and abroad. 
The sturdy design, the 
soundness of construction, 


combined with the high- 


grade materials used, has 
enabled us to produce a 
machine unequalled in 


reliability апа efficiency. 


CONSULT THE SPECIALISTS. z 
 TOWNSHEND'S Lr»— - ` ERNEST ST. BIRMINGHAM.. 


HEATHMAN’S "ITILITI” 


FOLDING PLATFORM STEPS 
WITH TABLE FOR PAIL OR 
TOOLS OR TO SIT UPON 
es. LIMITED, i к 


Head Office : 
ABCHURCH YARD, CANNON ST, 
LONDON, Е.С. 


Branch Offices: Manchester, Newcastle, Tokio, 


ee HEATHMAN & CO., Makers, 
anelro, an an. 
Parson’s Green, LONDON, S.W. 
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WESTERN ELECTRIC LEAD COVERED С ES 
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X The filaments of WOTAN LAMPS are made of PUE 
20 9490010 o9 
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D 
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Drawn Tungsten Wire, which is wound by hand їп 
one continuous length оп SIEMENS PATENT 
SPIDER. This accounts for the 


UNSURPASSED STRENGTH 


of the finished lamps. In addition, WOTAN 


LAMPS give a wealth of natural brilliancy and are 
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economical. These facts will assist you with your 


selling schemes—mention them to your customers. 


WRITE FOR COPY OF LATEST QUOTATION. 


Siemens Brothers Dynamo Works Limited, 
38 & 39, Upper Thames St., Е.С. 


BRANCHES IN ALL PRINCIPAL PROVINCIAL TOWNS 
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Agent fer Sootland : A.ZGRAY, 141, "Ва Street, GLASGOW. Telephone: 5155 East, | 


EBONITE.. EBONITE) 


SHEET, "awra ROD, TUBING 
ACCUMULATOR FORK SEPARATORS, 
WASHERS, BUSHES, VALVES, RINGS, ACCUMULATOR BOXES, ELECTRICAL APPLIANCES, &; 


ANEAN I P a P PP 
BRITISH CAPITAL. . MECHANICAL SOFT RUBBER GOODS. BRITISH LABOUR. 


"ws CLIMAX STOPPER & EBONITE 00, 2. 


ORMANDY АЕЦ CUSTOM HOUSE, LONDON, 


QUEAD 52" 


THE QUEAD ELEMENT IS GUARANTEED FOR 3 ҮЕАВ$. 


RED HEAT 
ELECTRIC FIRES 


SOLE MANUFACTURERS: 


QUEAD L? 


47 to 57, MARYLEBONE LANE, 
—— LONDON, w. —— 


a um 


' i =. 
a a 
i ————————_ 


yee 


TELEPHONE: MAYFAIR 3582. 


J ASK FOR | 
1916-17 ILLUSTRATED LIST. 


О 12.—THE '[REGENT. 


A Sound ELECTRICAL TERMINAL 


SMALL, SUITABLE FOR | 
WITHOUT TELEPHONE 
SOLDER із. 
i RR 


USED FOR 


HIGGIN, Ltd. 


265, DEANSGATE, _ 
MANCHESTER. 


Telephone : 1283 Central. 


ELECTRIC CABLES 


English make. 
Delivery from Stock. 


CONDUIT. 


c — Sl MM 
о m 9 
————— — ——————— 
———— ———— 
——————— 
н —— M ———n— 
o-— — ———— ST 


. Descriptions. — 


u 
OTHER SIZES FROM #' TO ё: - 
Send for List and Full Particulars, 


ROSS COURTNEY in, 


hehe WORKS, LONDON, M. » 
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Automatic Electric Control 


for Capstan and Winch service in yards, wharves, 
and on shipboard. 


Interior of Capstan Pedal Switch for 
unexposed positions, with locking 
collar to prevent tampering. 


Watertight Capstan Pedal Switch 
locked in position, ‘for use in 
exposed positions. 


E Automatic Control 


for electric capstans and winches has been specially 
developed to satisfy the requirements of severe 
service and ensures that the motor is automatically 
started up in the shortest time compatible with safety. 


To start the motor it is only necessary to apply foot 
pressure to a pedal switch, the operator thus being 
left free to handle the slack rope; the removal of 
foot pressure stops the motor. 


The pedal switches are made in two forms — one to 

ре used in unexposed positions, and the other to be 
used in positions where it is exposed to heavy rain 
Or sea water. 


ТЇЇ ШОШО ШШШЇШЇШШЇЇШЇШЇШЇШЇЇШЇЇЇЇШЇЇЇЇЇЇШЇШШЇШ ШШШ ШШ ШШ ОООО 


All parts are of robust construction, and when not 
in use can be locked, thereby rendering them proof 
against use by unauthorised persons. 


Write for Free Illustrated List RE 2912 on Automatic Control. 


THE BRITISH THOMSON-HOUSTON CO. LTD. 


Electrical Engineers and Manufacturers, 
Head Office and Works: Rugby, England. 


Branch Offices : 


BIRMINGHAM: Daimler House, Paradise Street. LONDON : 88, Cannon Street, E.C. 

CARDIFF: Royal Chambers, Park Place. MANCHESTER: National Buildings, 8t. Mary's Parsonage. 
DUBLIN : 25, Suffolk Street. MIDDLESBROUGH : Prudential Buildings. 

GLASGOW : 91, Wellington Street. NEWCASTLE : Collingwood Buildings. 

LEEDS: Standard Buildings, City Square. SHEFFIELD: 8, East Parade. 


SWANSEA: Castle Buildings. 


ОАО 
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BERRY, SKINNER & 00., 


LONDON: BIRMINGHAM: MANCHESTER. 


" THE SWITCH HOUSE,” 86, NEWMAN ST., W. SUFFOLK WORKS, OOZELLS STREET. 65, KING STREET. 
NEWCASTLE : 10, NEVILLE STREET. GLASGOW: 45, HOPE STREET. 
Selling Agent—H. C. BOOTH. Selling Agent—J. HALLY CRAIG. 


Аке you requiring 
Lighting Accessories, Cables, 
Conduits or Lamps? 


SEND US YOUR 


NEXT INQUIRY. 
—е =—— 


\ т, т 


f 
A ILI | II 


|| 
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WESTON STUDENT'S GALVANOMETER. 


Model 375. 


The Weston Student's Galvanometer, Model 375, has been 
specially designed to meet the demand for a Portable 
Galvanometer of great durability, reasonable sensitivity, and 


moderate cost. А 


The scale is 2°35 inches in length, is uniformly divided, 
and is calibrated 30—0— 30. 


N GAL 
Pest VAN 
Е t n7 


The resistance of Model 375 Galvanometer is approxi- 
mately 29 ohms. The current required for a millimeter 
(1 scale division) deflection is 16 micro-amperes. 


With 1 Volt a deflection of 1 millimeter (1 scale division) 
will be obtained through 62,500 ohms, but as a deflection 
of 0'2 of a scale division can be readily detected, the 
Galvanometer is, in reality, serviceable through 302,500 ohms. 


To further illustrate the serviceability of Model 375, it 
should be stated that on any bridge measurements up to 
2000 ohms the determinations can be made to a better 
accuracy than j of 1 per cent., and on values of 1000 ohms 
or less the accuracy is within 4 of ] per cent. 


| ] The price of Weston Portable Galvanometer, Model 375, is 


40/- List. 


Weston Electrical Instrument Co., 


AUDREY HOUSE, ELY PLACE, HOLBORN, E.C. 


| 

| 

| 

| Telegraphic and Cable Address: “ PIVOTED LONDON." A BC or Lieber's Code. 
| Telephone: 2029 Holborn. . 
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VERITYS L 


WORKS : ASTON, BIRMINGHAM. 
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— ——A.C. UNIT PANEL. — — 


Complete A.C. Unit Panel, consisting of 
triple-pole switch with fuses designed to 
mieeb EO. ropulations. == | 


Fitted with bus-bars and bus-bar chamber. 
Switch interlocked with door cover. 


LONDON : BIRMINGHAM : BRISTOL : 
31, King Street, Carlton House, 59, 
Covent Garden. High Street. Victoria Street. 


MANCHESTER : NEWCASTLE-ON-TYNE : GLASGOW 
Hardman Street, St. Andrew's Buildings, 51, 
Deansgate ; West Gallowgate. Waterloo Street. 


Tucker “H.O.” Pattern 


Fuse Boards . . . . . 


Single- Double- or Triple- 
POI. th de eee ee 4 


In Teak or Iron Cases . 


All Standard Capacities. 
Voltages up to 500 Volts. 


5-way Double-Pole 
with ** Swing-Back.” 


We make several different patterns of Fuseboards. J. H. TUCKER & CoO., 


The ‘Н.О.’ range illustrated comply with the 


regulations of the Home Office. Accidental con- KING'S ROAD, . . HAY MILLS, 


tact with live metal is impossible. The Board B I R M I N G H M 
illustrated is mounted in a teak case fitted with a A e 
"swing back'' attachment, which facilitates erec- 


tion of the Boards and allows of easy and imme- LONDON . 217, Shaftesbury Avenue, W.C. 
diate acoess to the connections at any future time. | GLASGOW . . . 221, St. Vincent Street. 
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Bennis Conveyors 


and Automatic Elevators for the rapid 


; : d ical handli 
lc starts itse | and economical handling of coal and ash, 


The ingenious appliance here shown is 
designed to render the Coal Elevator 
automatic in operation and thus elimi- 
nate the need for close attention, It 
can be applied to existing elevators as 
well as incorporated in the new ones, 


The Elevator stops running as soon 
as the hoppers are full and starts itself 
when the shoots are about half empty. 
There is thus always a sufficient supply 
of coal, with no over-feeding and less 
wear and tear. 


HULTON :::-- BOLTON 
ICTORIA STREET LONDON SW 


The illustration shows a “ Bennis’’ Elevator 
fitted with Patent Self-Starter and Stopper. 


а Еа) 


NART AGCUMULATOR Go 


LIMITED, 


STRATFORD, LONDON, E. 


= HART 
wie “i BB » te ah MM EVE BRNO у, М l suitable for 
qst? D. y ОВ 
соб 


British Made 
. Throughout. 


STORAGE CELLS FOR ALL CLASSES OF ELECTRIC LIGHTING, 


Dep TEE 


5" oue Fs Oe 9T Ec к „а. „ч Ж ы ды or - ^ A4»- э 9 --A An» pr E od, PS 
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SYSTEM. 


We illustrate an iniproved form of 
combined Distribution Switches and 
Fuse Board of the very latest and 
best possible type. These boards 
have been supplied by us on the 
best class of work where low price 
has not been а consideration, but 
reliability and quality the only 
factors. The Fuses are of our 
B.O.T. Sunk Type, have all current- 
carrying metal parts totally pro- 
tected. The switches are made up 
in’ banks according to the desired 
number; they are in a dust and 
damp- -proof compartment, with the 
handles on the front of panel. 


Full Particulars and Prices on 
Application. 


SUPPLIED IN LARGE NUMBERS TO ARSENALS, DOCKYARDS, 
EXPLOSIVES FACTORIES, CHEMICAL WORKS, RAILWAYS, 
&c. 


“Banquo” 


. Combined — PRICE PER WAY. 
Switch and -— No. of КУС 5 Amp. 
em List No. 
.ni io : Ways. per Way. 
3 pe plug. 4° «0Р5 та à 
Fitted with gt. ex | 
" | 0 
satety intor- | 5 D is a | pua | ago 
locking devica. | li 4 P16/C £1 5 6 
5 Рур £15 О 
Bypass Ov ЖЕ Big 
APPLICATION. 8 P16/G £1 4 0 


We manufacture a special Tough Rubber- ; 
Jacketted Flexible Cord for use with this Plug. 


SUBJECT TO TRADE DISCOUNT. 


'" Banquo” Switches are made up 
in sets from one way and upwards. 
With gun-metal handles in water- 
tight cases they represent the best 
switch-distributing system. 


No. of Single-Pole 5-amp. Switches 


+ 1 2 3 4 
EE Prices: 5/4 10/8 16/. 21/4 
5 6 7 8 


Prices: 26/8 32/- 38/- 43/- 
SUBJECT TO TRADE DISCOUNT 


WATERTIGHT 
5-АМР. 
3-PIN PLUG. 


Of Strong Construction. 


MANCHESTER 


Telephones: 7083-4-5-6 Central. Telegrams: * Multum," Manchester. 
LONDON : ALBION HOUSE, 59.61, New Oxford Street W.C. 
GLASGOW : 50, Wellington Street 


-Supplied in various current 
capacities. 


, ONE WAY. 


ELECTRIC 
MOTORS. 


ALTERNATING 


AND 


CONTINUOUS 
CURRENT. 


POWER APPLICATION 


SPECIALITY 


with us.. 


Send Enquiries. 


Trey, 


mnm 
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VICKERS ummo. 


_ Motors and Generators of all Types. 
. Rotary Converters. 
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Complete 


E. эш i a ws <i | Patent 

electrical - Automatic 
M Reversing | 
driving of Drive for 


Machine 
Shops, . ! 
Factories, MUN, 


Mills, &c. 


Three-phase Vickers Turbo Alternator, 3,000 K.W. 1,500 r.p.m., 50 cycles. З , 


River Don Works. 
Sheffield. 


——— ÀÀ—. 


E 


€ SYSTEM тет SAFUSES, 


COMPLY WITH ALL THE LATEST. HOME OFFICE REGULATIONS. 


THESE FUSES ARE BEING USED. 
IN ALL THE MOST IMPORTANT 
MUNITION FACTORIES THROUGH- 
OUT THE COUNTRY WHERE 
SAFETY AND EFFICIENCY ARE 
THE FIRST CONSIDERATIONS. 


—————————— 


Write for Illustrated 
Descriptive Pamphlet. 


PROMPT DELIVERY FOR 
WAR WORK. 


Pees 5 Note Shield covering main cable socket. 
кз. : 30-AMP, 3-WAY, D.P. SAFUSE. 


SOLE MAKERS: 
PONOW AW BS COs 


47, CORNWALL STREET, 
BIRMINGHAM. 
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Britannia Works :- Lividale, 721 LOL, 5202 73. 
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“Le Carbone” 


“ Are you able to continue to supply 
us with Le Carbone Brushes.” 


ШШЩ 


The War 


Brushes. | 


* Yes." 


This affirmative answer has greatly cased 
the minds of all our customers. 


You can appreciate the full meaning of 
this statement. only by the use of Le 
Carbone brushes on your machines —the 
use of a brush of absolute uniformity which 
will give you long and ethcient service 


Le Carbone, 


17, Water- Lane, Gt. Tower Street, E.C. 


Telegrams: '* Cryselco, Kempston.” 


ИИИИИИИИИШИИШИ НИЦ 


Avoid accidents 


by having efficient illumination. But it must always be instantly 
available. In these days of short staffs the trimming, &c. of arc 


lamps may get delayed—with the result that the light is not there 
when wanted. With 


HALF-WATT LAMPS | 
IN | 
SUN FITTINGS | 


however, light is always ready to hand in units up to 3,000 c.p.— 
no cleaning, no trimming— just switch оп. * 

The fitting illustrated — 
side use: 31 inches о 
Costs less to instal, ma 


L 1732—45 weather-proof and designed for out- 
verall it will take half-watt lampsup to 3,000 C „Р, 
intain and run than an arc lamp. 

Let us send you List 273 ful 


ly describing this and other patterns 
for inside and outside use, 


© —À € 


t 
-7 


uw 
AL COMPANY 


118-120, CHARINGACROSS ROAD, LONDON, W.C. 


CRYSELCO 
а p 


Manufactured only by the 
All-British Lamp Company, 


CRYSELCO, LIMITED 


Kempston Works, 
BEDFORD. 


Telephone : 177 Bedford, 
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| "ELLISON" 


IMPROVED “VERTICAL” AND “TRACTION” TYPE 


CIRCUIT BREAKERS 


FOR ALTERNATING AND CONTINUOUS CURRENT UP TO 700 VOLTS. 


LI 


The Special Features of these Breakers are:— 


1.—AII parts are perfectly 
standardised and 
completely Inter- 
changeable. 


6.—Good copper to 
copper contact Is 
maintained at ade- 
quate sparking tips 
while the brush Is 
leaving the contact 
block, and pitting 
cannot oocur. 


2.—The breaks are ex- 
ceptionally long and 
quick. 


3.—All contact parts are 

readily renewable. 7.—The contact surfaces 

and cross-sections 
4.—The carbon arcing are ample. 
contacts аге the 
self-cleaning sliding 
contact type, and 
rapid closing cannot 


damage. 


8.—All live parts of the 
Breakers аге insu- 
lated from the 
frames, levers and 
. adjustment tubes. 


5.—Only one shape and No. 1 SIZE 


size of carbon is used 
thr Hout d 3h Single-pole Open Type Breaker, with Standard 
oughout, an e Bell Contactor, to close simultaneously with  9.—Adjustable Time Lags 


number employed Is Breaker. Straight Type Handle and Overload are fitted when re- 
proportional to the Release. quired. 
current. 
LONDON: VICTO GLASGOW: 
QUEEN ANNE'S ICT RIA WORKS, 221, ST. VINCENT STREET. 
CHAMBERS, WARSTONE LANE, 


WESTMINSTER. 


ween BIRMINGHAM. s 
"n." CANNON STREET. 90, ~~ 90, PILGRIM STREET. 


LEEDS: STANDARD BUILDINGS, CITY SQUARE. 


E. SHOWELL: SONS, IG 7 CAPPING | 


LIMITED, 


(0 STIRCHLEY, BIRMINGHAM. 


CAST 


CABLE SOCKETS. 


Suite E74, 


FOR LIST 
AND DISCOUNTS 


Made in all sizes. 


Type A. Type B. Type С. 
STRAIGHT. OFFSET. RIGHT ANGLE. 


ILLUSTRATED DIMENSIONED SHOWCART 
FOR DRAWING OFFICE USE 


supplied free on application. 


“gr Agent for Electrical Trade :—LIONEL ROBIN SON, 
Staple Inn, London, W.C. Telephone : Holborn 6323. 


HASLAM £-STRETTON,L'? 


ls WINDSOR PLACE “ " | 
Mh CRRDIFF THOR CARDIFF y 


THE REES ROTURBO M'* C^. |> 


WOLVERHAMPTON, ENGLAN D, 


e wo IFE, “Со lp. { STANDARD 


D.C. MOTORS 
DYNAMOS 


FOR QUICK DELIVERY 
Up to 100 B.H.P. 


LONDON OFFICE: 


Hastings House, 


db t REG ES з NORFOLK STREET, 
Р . TURBO DYNAMO 
For ENGINE OR GEARED TURBIN: DRIVE, STRAND, W.C. 


LONDON: 
BAXTER & CAUNTER, Ltd., 
219, Tottenham Court Road, V. 


MANCHESTER : 


Н. В. MABBS, 
Marble St., Spring Gardens. 


LEEDS: 


—_—_ 


LOXLEY & 60., Ltd., 
20, Basinghal! Street. 


NEWCASTLE-ON-TYNE : 


ROBERT BOWRAN & CO., Ltd, 
St. Nicholas Buildings. 


GLASGOW : 


A. & J. M'GULLOCH, 
140, West George Street. 


IRELAND : 


LIVERPOOL ELECTRIC CABLE co, LTD, ^i" 


13, Queen's Square, Belfast. 
Head Office & Works : LINACRE LANE, BOOTLE, LIVERPOOL. 


Telephone No, 542 Bootle, Telegrams : ч Concentric, Liverpool.” 


ale REGE в. 


a 
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Bell Wires, tinsel | 


arde Goldsíon, == 4 


SALFORD J @ MANCHESTER. 


“+. 


Cotton and Silk. 
Covered Wires. 
Fine coverings 
specialised. 


Flexible Cords for 

UNA right ia Feregramus | Telephones : lig ht ing, power, 
n . 96 oe 

and High and Low - Multum, Manchester. 7083.4.5.6 Central. атар bell and 

Tension Wires. · | telephone use. 


' Establishedsa quarter of a century. : — — — ——Q 


MANUFACTURERS 
s wu] OF EVERY CLASS OF 
saos ИЙ INSULATED WIRES е 


vulcanized rubber, 
AND CABLES enamelled, paper 
o or bitumen insu- 


lations. 


Tough rubber: 
jacKetted Flexible 
Cord. 


Asbestos covered 
Wires.. 


Shot-firing Cables 
of every class. 


Braided Wires and 
Cords of all types y 
to suit every elec: 
trical requirement. 


Special attention devoted to 
Enquiries from the Colonies. 


All types of tele: 
phone receiver and 
transmitter cords. 


SEX. Pil see that you 
have a BRIGHT 


Here's the way toa | — = — 
Prosperous New Year. | | = 


| 


РОРЕ = 
ELASTA: 


LAMPS 


1 


Noted for Strength. LIST ON REQUEST. 
Brilliance. Economy. | ISENTHAL & СО, 


(DEPARTMENT 3), 


Advt. of Pope's Electric Lamp Co., Ltd., Hythe Road, Willesden, N.W. Denzil Works Willesden London N Ww 
, , 3 е + 


6 
i 
$ 
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Robertson 


ы - 


THROUGHOUT. 


IMMEDIATE 'DELIVERY 
Se Qu INCIDIT ME ee 


VERTICAL 


| 
| 


HORIZONTAL ZIGZAG ТҮРЕ, 


TheGeneral Electric Co., Ltd. 


Head Office: 67, Queen Victoria Street, London, E.C. 


Telebhones: London Wall No. 3600 (30 lines). Telegrams: "Electricity, Cent., London." 


Branches :—Manchester, Birmingham, Glasgow, Cardiff, Newcastle, Dublin, Belfast, Bristol, au. 
Swansea, Liverpool, Leeds, Sheffield, Nottingham, Hull, Southampton, Cork and Aberdeen, &c, ми, 


т 


we 


December 29, 1916.] 


F 
. CHEAP 


THE ELECTRICAL REVIEW SUPPLEMENT. І 11 
ET BALL SSS 5S 


THE “ELECTRICAL REVIEW” 


PREPAID ADVERTISEMENTS 


p 


‘Relating to Situations Vacant, Situations Wanted, Businesses Wanted, Businesses for Sale, Patents for Sale, 


Specific Articles of any kind Wanted, or for Sale or Exchange, are inserted 


per Word (minimum 1з.). 


at the rate с ONE PENNY 


| Box Number and "Electrical. Review" Address count as Seven Words. 
Three Consecutive Insertions for the Price of Two, if ordered and prepaid with first Insertion. 


i LATEST TIME FOR RECFIVING 9.30 a.m. THURSDAYS. 


Where Advertisements are to be answered to a give Number at the “ Electrical Review” Office, a 
, applications for Names 
and Addresses of the Advertisers will be entirely disregarded, and Letters giving incorrect Box Numbers will be destroyed. 


*,* The Scale does not apply to Trade Advertiremente, terms for which can be had on application to 4, Ludgate Hill, London, E.C. 


The ELECTRICAL 


OFFICIAL NOTICES, &c., 1s. per line in Column. 


REVIEW is the recognlsed medium of the Electrical Trades, and has by far the 
LARGEST CIRCULATION of any Electrical Industrial Paper in Great Britain. ^ 


 ———— C—O*0c——uw—Su—eesec——ocuvc—————W c————£ees—— | 


L d 
Ü 
= number, 


- 


THE ELECTRICAL IGNITION OF PETROL ENGINES. 


By Je Wy. ÅAR, A.M.L XS... 
60 ILLUSTRATIONS. 
An invaluable book for the Motorist and Motor Cyolist. 28. net. 
Post Free 28. 2d. Of all Booksellers and of the Publishers— 


H. ALABASTER, GATEHOUSE & CO., 4, Ludgate Hili, London. 


ELECTRICAL 


PARTNERS and PARTNERSHIPS 


can be obtained through 


WHEATLEY KIRK, PRICE & CO. 


(Established 1850). 
46, Watling Street, London, E.C. 


15, Albert Square, 26, Collingwood Street, 
Manchester. Newcastle-on-Tyne. 


EDUCATIONAL NOTICES. 
Latest time for receiving 9.30 a.m. Thursday. 


[1 


Cheap paid Advertisements are mserted under this heading at the rate 
of One Penny Per Word (minimum 1s.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

‘Box Number and Execrrica, Revixw address count as seven words. , 


A MIEE, АМІСЕ, AM.LM.E, Matriculation, B.Sc. 

(Engineering), Assoc. Mining Elect. Engrs., secured with 
minimum expense and energy by "U.E.C." Individualised Cor- 
respondenoe Courses. Advice and guidance free.— Apply Advisory 
Secretary, UNIVERSITY ENGINEERING COLLEGE, 3, St. Mark's 
Crescent, Regent's Park, London, N.W. (Five advertisements 
below.) 1556 


ORRESPONDENCE Courses in Civil, Electrical, апд Mechanical 
, Engineering. 
Success guaranteed! — UNIVERSITY ENGINEERING COLLEGE. 
(Advertisements above and below.) 1557 


| rape RE Engineers desiring early advancement will be well 

advised to send a£ once for the “ U.E.C." Prospectus, вее 
UNIVERSITY ENGINEERING COLLEGE advertisements, above and 
below. Special Courses for Assistant Engineership—G.P.O. 1558 


ЕЕ !! Send immediately for " U.E.C." Prospectus of 
Specialised Engineering, Mathematical and Examination 
Training. Unique System ! Record series of successes. —U NIVERSITY 
ENGINEERING COLLEGE. (Advertisements above and below.) 1559 


MAE effectively mastered by the “ U.E.C." practical 

Correspondence System. The most profitable investment on 
market. Commercial Engineering, Works Management, Installa- 
tions, Electrical Design, .Draughtsmanship, &с.; UNIVERSITY 
ENGINEERING COLLEGE advertisements numbered 1556, 1557. 
1558, 1559, 1561. 1560 


ANTED Engineers—to fill responsible positions im the Trade 
Boom ahead! TZhink/! Are you qualified ?—Let “ U.E.C." 
particularly advise and quote you free concerning Course of Spare- 
Time Training to most profitably develop your abilities —Write now 
to UNIVERSITY ENGINEERING COLLEGE, (Five Advertisements 
above.) 1561 


Specially Reduced Fees during the War! | 


Unless otherwise instructed, ALL LETTERS received in-answer to Advertisements with a Box 
ARE FORWARDED NIGHT.Y. 


=—=S0 | = — oS See 


Postages incurred are charged at cost. 


SITUATIONS VACANT. 
Latest time for receiving 9.30 a.m. Thursday. 
` Jf letters are not to be deliverad to — firms or individuals (? 


known), instructions to that effect should be sent to the Manager of the 
ELECTRICAL REVIEW, who will do his best to carry out such instructions. 


Letters of applicants cannot in such cases be returned to them, ner can 
tha names of Advertisers using a number in any way be disclosed. 


Original Testimonials shouid never be sent. 


~ 


MAN with electrical and engineering training. take turn 
night and day in working and maintaining a country 
generating station ; steady, willing to do odd jobs : Diesel (Mirrlees). 
steam and water.—Apply stating age, salary, with full particulars 
and experience, with copies of references, to ELECTRICITY 
GENERATING Works, Tadcaster, Yorks. ; 1539 


RMATURE Winder required to take charge of small depart- 
ment in Westminster. No person resident more than ten 

miles away, or already engaged on Government work, will be 
engaged.—Apply W. G. WALKER & Co., Emery Hill Street, Victoria 
Street, S. W. Phone: Vict. 1622. | 6715 


SSISTANT Electrical Engineer required for the Government 
Electric Light Department, Federated Malay States, for 
three years with possible extension. Aye 25/30, preferably single. 
Salary £360 - £15-- £390, with duty allowance of £75 per annum. 
Free passages. Half salary during voyage out. Duties will include 
charge of a water power station. Must have good all-round 
experience with three-phase EK.H.T. and direct eurrent, together 
with good knowledge of Pelton water turbines. ` Should be 
Associate Member of Inst. of Electrical Engineers.— Apply at once. 
by letter, wiving full particulars and forwarding copies of recent 
testimonials. to Messrs. PREECE. CARDEW, SNELL & RIDER, 
& Queen Anne's Gate, quoting M/F.M.S. 8130. No person eligible 
for the Army. or engaged on Government work, need apply. 6105 


* 


SSISTANT Engineer, experienced, keen, required immediately. 
3-phase H.T. station. Diesel oil plant, mains work, station 

and office records — Address. RESIDENT ENGINEER. Electricity 
Works, Sundridge, Sevenoaks. 1512, 


RAUGHTSMAN wanted, with experience in mechanical design 

of electric motors and control gear.—Apply, stating qualifi- 
cations; age and salary required, and when could commence, to 
Messrs. HARLAND & WOLFF, LTD., Belfast. 6702 


TO E Wiremen wanted for Government work. 
Ex-Army or Naval men given preference, even if slightly 
incapacitated. Standard rate and bonus. Yorkshire town. No 
men already on Government work will be engaged.—Apply nearest 
EMPLOYMENT EXCHANGE, quoting A 2636. . 6691 


( Continued on neat page.) 
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' SITUATIONS VACANT.—Continued. 


LECTRICIAN ‘capable of taking charge wanted. also Wiremen. 
State age, wages and experience.—Apply TROON MOTOR 
GARAGE Co., LTD., Troon, Scotland. 1541 


XPERIENCED Platelayers (ineligible) required for South Coast - 


Tramways for repair work.—Apply stating wages required, 
and giving full particulars and experience, &c., to 6698, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. ` | 


OOD all-round Electrical Mechanic (age between 45 and 

60), or а younger man who is ineligible for military 
service or munition work, required immediately to take charge of 
electrical installation of 1,250 points, as well as are lamps and 
motors ; current supplied from borough. Man used to wiring, and 
capable of arc lamp and battery maintenance and general electrical 
repairs ; appointment for duration of war; wages 52s. per week of 
52 hours, and overtime when necessary, at 18. 3d. per hour.—Apply 
by letter, stating age, experience, and with copies of not more than 
three recent testimonials, to Professor J. T. MonRIs, M.I.E.E., East 
London College, Mile End Road, E. zd Ns 1551 


^ 


x - 


()' DE Representative req by large firm of manufac- 
turing electrical engineers ‘for Lancashire and/or Weat 
Riding District. Must have well-established live connection 
among contractors and large consumers ; salary and commission. 


i. 


Must be ineligible for military service.—A pply with copies recent’ 


testimonials, stating age and particulars of experience, to 6638, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. - 2 


Ree for South Coast Tramways, an Electrical Wireman, 

thoroughly conversant with tramcar controllers-and motors, 
wiring, &c.; wages 10d. per hour, with overtime at the usual 
increased rates. Must be ineligible for service.—Write, giving full 
particulars, to 6697, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


as Engineer wanted (London district) with experience in 
' the running of large generating stations; 56-hour week. 
State experience fully and give аве. -. Only those ineligible for 
H.M. Forces, and who can be released by present employers, to 
apply. Pay 67s. to 778. per week according to abilities, — 6689, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


UB-STATION Attendant wanted in S.W. London area, Wages, 

368. per week, plus war bonus. Three 8-hour shifts worked. 

Must be ineligible for military service.—6641, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. . | | 


T O EFHONE Tester wanted, to test intercommunication instru- 
ments for electrica] and mechanical faults ; permanency for 
ineligible man.—Apply to THE TELEPHONE MANUFACTURING Co., 
LTD., Hollingsworth Works, Martell Road, West Dulwich, S.E. 
i 6690 


d ion: SFORMER Tester wanted at once. No ‘person already 
engaged on Government work 
EMPLOYMENT EXCHANGE, quoting 6700, ELECTRICAL REVIE 


] W,giving 
particulars as to age, wage, experience, ànd position regarding 
military service. 


"['RAvELLER required for Yorkshire for Electric Wires and 
Cables ; salary and expenses. — State full particulars, also 
salary required.—1534, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


WO Electricians, accustomed to large factory D.c. plant ; should 

L Бе capable of doing all classes of repair work in connection 
with generators, motors „апа accessories, testing, kc. Good per- 
manent job.—Apply stating age, wages required, with copies of 
references, to THAMES PAPER Co., LTD., Purfleet, Essex. 6685 


WANTED, a Pump Room Foreman used to large output. 
He rt TE good wages. No person engaged on 

vernment work will be engaged.— Appl nearest LABOUR 
EXCHANGE, quoting No. A2585. 4 


— 


үү ^NTED, Assistant Shift Engineer with good mechanical 
training for London power station. Wages up to £3 per 
оа т paeem Must be ineligible for military 
.—Wri particulars to “N, К,” "B, 1 
Cornhill, Е.С. - л ЧЫ» 


| | ЕЧ лаа " - 
үү тр by а firm in the S.E; district en iti 
' .E. gaged on muniti 

work, first-class Telegraph Mechanics. No person sédidànt 


more than 10 miles away, or already eng 
n - By. I aged on Gov 
work, wil be engaged, — State аке and experience to 6195 


LECTRICAL REVIEW, 4, Ludgate Hill, London 


THE ELECTRICAL REVIEW SUPPLEMENT. 


need apply.—Apply nearest. 
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eee a, 
ANTED, Colliery Electrician, working, used to А.С. and pc 
plant and signals and telephones.—State age, wage, ex. 
perience, when at liberty, 1567, ps 
Hill, London. 


АКТЕР, Engineer-Designer for motor-car ingnition apparatus 

car lighting and starting systems; must be thoroughly 

expert and up-to-date in latest English and American systems, with 

knowledge of modern methods of manufacture, able to design jigs 

&oc.—ZWrite stating age, experience and salary, to 6706, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. i 


WANTED for duration of war, young Electrical Engineer 

Able to modernise old, and lay out new small lighting and 
power schemes.—Apply, giving full detdils of experience and salary 
required, to 6695, ELECTRICAL REVIEW, 4, Ludgate Hill, London, ` 


Н 


\ V ANTED immediately, Chaffeur-Mechanic, ineligible, Lan. 
chester & Wolseley cars. Willing to take charge of 

electric light plant and oil pump engine. Good wages with соаг, 
кт to help.—Mns. F. М. BUTLER, Carswell Manor, Faringdon, 
erks. D 


D 


| W ^NTED. Improver in H.T. А.С. Municipal Station (not 


eligible).—State age, wages and experience, to F, R. 
WINDsor, Generating Station, Monmouth. 6286 


\ \ J ANTED, Installation Foreman and Meter Reader (combined! 
. for Electric Supply Co., London. Must be ineligible. 

Wages 108 to 45s., according to experience.—6714, ELECTRICAL 

REVIEW, 4, Ludgate Hill, London. 


Y 


ANTED, Two Shift Engineers for Power Station, D.C. and 


H.T., three-phase : meligible. Salary 40s. to 50s. per week. . 


—CHESHAM ELECTRICITY Works, Chesham, Bucks. 1535 


M SENAN -Jointer required, accustomed to all service work 
| апа jointing paper cables, Callender's system. Also able 
to attend to consumers’ complaints, motors, кс. Some central 
station experience a recommendation. Ineligible, ex army man 
preferred. Wages 40s., plus 2s. war bonus, — Apply ENGINEER. 
Electricity Works, Bridlington. 6694 


APPOINTMENT FILLED. 


\ \ ГЕ beg to state that the position "advertised under Box No. 
6454, November 17th, 1916, for Man to take charge under 
Station Superintendent, has now been filled. 6703 


SITUATIONS WANTED. 


М te 
Cheap prepaid Advertisements are mserted under this heading at the т 
of One Penny Per Word (minimum 18.). Three Consecutive Insertions lor 
the price of two, if ordered and prepuid with first insertion. rd 

Box Number and ELgcTRICAL Review address count as seven words. 


A DYERTISER, English, shortly disengaged, returning to 
England, desires responsible position. Twenty years thoroug 
practical, technical and commercial training with English and Sel 
tinental manufacturers. Good French and German. Exception 
experience overseas trade in Japan, China, Australasia, Russia, 
South Africa; would prefer undertake control and organisation 
export department for post-war campaign, Moderate commencing 


Salary and commission on results obtained.—1506, ELECTRICAL 
. REVIEW, 4, Ludgate Hill, London. 


——————M——————— 
RAUGHTSMAN, Junior (17), general and electrical drawing 


“office and works experience ; London district (res. N-E) 
Refs.—1465, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


e E ашыла Ж сы E 


LECTRICAL Engineer (32, married, two children), on mu?! 
E tions in Indis : ricos available March, 1917. Manufacturi 
installing and running experience in practically all ые e 
application of electricity. ^ Last two ‘appointments staff ; е 
World-wide experience ; first-class references. Foreign agency PT 
ferred.—1505, ELEOTRIOAL REVIEW, 4, Ludgate Hill, London. 


( Continued on nowt page.) 
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SITUATIONS WANTED.—Continued. 


hoe -Charge wants change, ineligible; used to 

H.T..D.C. machines, accumulators; all repairs. First-class 
Board of Trade Certificate. 74 years’ chief, marine Lancashire 
boilers, Underfeed stokers, economisers, calorifiers. — 1044, ELEC- 
TRICAL REVIEW, 4, Ludgate Hill, London. .- — . . - E. no © 


ANTED, Position by an Electricàl and Mechanical Engineer, 
allround expérience; experience abroad. -Age 27.—6707, 
ELECTRIOAL REVIEW, 4, Ludgate Hill, London. 


AGENCIES. 


SCANDINAVIA. Export— Import. 

ORWEGIAN COMPANY, well-established amongst Scandi- 

navian electrical concerns and plants, is now open to negotiate 
terms of Agencies of high-class and reputed manufacturers of 
Generators and Motors, Transformers, Switchgear, Hydraulic 
Turbines, Governors, &c. Best references will be furnished upon © 
request.—Apply to " Export—Import, 954,” clo Ohmes Advertising 
Agency, Kristiania, Norway. 1576 


Cheap prepaid Advertisements are inserted under this heading st the rate 
of One Penny Per Word (minimun. 1s.). Three Consecutive Insertions for 
she price of two, if ordered and prepaid with first insertion. 

x Number and Execrrica, Review address count as seven words. 


ABLE Agency required for South Wales district by well- 
established engineering firm.—1568, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. ] 


T Electrical Firm, having West End Showrooms and 

Offices, desire to correspond with manufacturers with a view 
of taking up new Electrical Novelties, Medical and Dental Appli- 
ances or new inventions; fullest detail particulars. — 1510, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


1 


^FOR SALE. 


MACHINERY FOR SALE. 


"DiRECT-CURRENT MACHINES. 

One 15-H.P. B.T.H. Motor, 160 v., 1,280 revs. 

One 15-н.р. Cuttings Motor, 440 v., 1,000 revs. 

One 5/6}-H.P. "Zone" Motor, 400/500 v., 1.450/1,650 revs., 
direct coupled to 3” Pulsometer Pump, 40 ft. head, 220 
gallons per minute. 

One 53-n.P. Phoenix Motor, 220 v., 600 revs. . 

One Industrial Dynamo, 82 amps., 220 v., 750 revs. 

One Lancs. Dynamo Co. Dynamo, 70 amps., 230 v., 560 revs. 

One Royce Dynamo, 130 amps., 220 v., 800 revs. 

One 40-H.P. Lancs. Dynamo Co. Motor, 120 v., 700 revs. 

One 80-н.Р. Westinghouse Motor, 110 v., 600 revs. 


ALTERNATING-CURRENT Morons. 
One 200-н.р. Electric Construction Motor, slip ring, 400 v., 
3-phase, 50 periods, 415 revs. m | 
One 25-н.р. Wright & Woods squirrel-cage Motor, 400 v., 
. 9-phase, 50 periods, 580 revs. .. 
One 10-H.P. Mather & Platt Motor, squirrel cage, 500 v., 
3-phase, 50 periods, 570 revs. — . 8 
Опе 10-н.р. Brooks Motor, 400 v., single-phase, 50 periods, 
950 revs. | | : 
Twenty }rd-H.p. Westinghouse Motors, 200 v., single-phase, 
50 periods, 1,400 revs. p 
We have Starting Gear for all above Machines. 
Other Machines in stock. Send your enquiries. | ; 
BURY ELECTRICAL PLANT CO., Castle Grounds, Bury. 


COUNTY BOROUGH ОР BOURNEMOUTH. 


Рог Sale. 


i: 2-cylinder compound direct-coupled Belliss-Siemens Steam 

Dynamos, 225/236 volts, 192 amps., full load developed at 
80 lbs. steam pressure, exhaust to atmosphere, with spare armature 
and switchboard. All in excellent condition. 

Can be viewed at any time. 

Offers (which will not necessarily be accepted) for either one or 


both, to be sent to— 
Е. Р. DOLAMORE, 
Borough Engineer. 
Municipal Offices, А 
. Bournemouth, i 
23rd December, 1916. 
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FOR SALE.—Continued. 


FOR: SALE. 


1 6 Ory. Generating Set, two-crank : Compound -. 
; - Engines, three-phase Alternator, 550 volts per 
phase, 174 amps., 40 cycles, 30 revs. | 
Two Electrie Locos., 2' 6" gauge, 30/35 tons, at a speed of 
5/6 miles per hour. 
Triple-yeared Boring and Chucking Lathe, by Robertson 
and Co., swing 5'4”, internal geared chuckplate, 4' l" diam. 
Two double-geared 241" Swing Chucking Lathes, by Dean 
Smith & Grace. | 
No. 17 Alfred Herbert.Combination Chucking Lathe. 
Side-Planing Machine, by Geo. Richards, Broadheath, bed 
8' long ; two T-slotted tables with trays. di 
Richards’ Patent Piston Rod-Grinding Machine, take rods 
: up to 4’ 9" long. | l 
Double-Geared Screwing Machine, by Dron & Lawson ; 
31" hollow spindle, bed 8’ long. 
9" Stroke Geared Slotting Machine. 


ATALOGUE of Stock MACHINERY. 2-3000 LOTS. 


Free on Application. Inspection invited. 
. THOS. W. WARD, LTD., ALBION WORKS, ` 
Tel. : " Forward, Sheffield." SHEFFIELD. 


R. H. LONGBOTHAM & CO., LTD., WAKEFIELD, 
and at Milburn House, Newcastle-on-Tyne. 


Tel : { 44 Wakefield. Telegrams : 
* 1867 Newcastle. “ Engineer, Wakefield.” 
FOR SALE. 


NE Parsons Steam Turbo Set, 3,500-KW., 1,200 R.P.M., 
with alternator field-rotating type and exciter com- 
plete ; 6,000-volt maximum load, 40 cycles, condensers 
and three-throw type air-pump, driven by 3-phase 
motor. i p 
350-Kw. Alternator, by the B.T.H. Co., 550 volts, 3-phase, 
50 cycles, with Barclay’s cross compound horizontal 
. Engines, 26" and 40" cyls. х 4-ft. stroke. 
Two "Westinghouse". Motor Generating Sets, 300-н.р. 
Motors, 3-phase, 40 cycles, 480/500 volts ; Generators 
200 KW., D.C. compound wound ; each set on separate 
soleplate. / 
240-Kw. 3-phase Alternator, 2,200 volte, 40 cycles. Up 
` to date and in excellent condition. 
Generating, Set, comprising 3-crank compound engine, 
dynamo by Siemens, 2-pole, 500 volts, D.C. ` 
One 80-н,р. Phoenix Motor, A.C., 625 volts, 40 cycles, 
3-phase, 290 R.P.M. 5217 


ENGLISH CHINA CEILING ROSES. 


OLID Cast Brass Block Terminals fitted with Nettlefold's 
S cut screws (no thin stampings or rolled screws), 40s. per 
gross. ` Sample З doz., 10s. 6d. Carriage paid if cash with order. 

BIRMINGHAM ELECTRICAL ACCESSORIES Mra. Co., LTD., 
Whitmore Street, 
Hockley, Birmingham. 


ARC LAMP CARBONS. 


18 and 12 m/m Cored and Solid, 8” and 12”. 
13 mjm Cored and Solid. 
: 11 m/m Cored and Solid. 
71and8; 8and9; 9 and 10; 10 and 11. 
Flame Carbons, and all standard types. 
M. 0. HECKELS, Pearl Buildings, Newcastle. 


6221 


го" Stocks. 


1503 


ELECTRIC MOTORS. А 


ALE or hire. Second-hand Machines in stock.  ARMATURE 
and Coils repaired at shortest notice. ~ MEC 

| THE TITAN ELECTRICAL CO., | 

Y. 9/11, Eagle Street, W.C. 
~ 64 


"Phone: Central, 13,191. 03 


Cheap prepaid Advertisements relating to second-hand goods and specified 
Articles аге under this heading at the rate of One Penny Per Word 
(minimum 1s.), Three Consecutive Insertions for the price of two, if ordered 
and prépaid with first insertion. . 


` TRADE .RATES ON APPLICATION. 


Box Number and Execrrioat Review address count as seven words: 


EG. Arc Lamps. Stock of spare parts.—Send full particulars 
of your requirements.—1528, ELECTRICAL REVIEW, 4, Ludgate 
Hill, London. · | 


ARBONS.—Offers wanted for 25,000 13, 15, 16, 17. 18 and ' 
22 m/m cored and solid Carbons. List on application.— 
PHaNIX ELECTRICAL Co., 32—36, Broomielaw, Glasgow. 6713 


(Continued en newt page.) 


FOR SALE.— Continued. 


YNAMOS, 3000, 1500, 1000 and 750 amperes at 6 volts; also 
smaller sizes. Machines let out on hire.—CANNING & Co., 
Electro-Platers' Engineers, Birmingham. 1169 


“11810 Motors and Dynamos, Sale or Hire. Always a large 
stock of nearly new guaranteed machines, Immediate 


delivery. — ELECTRO-GENERATOR Co., 14, Shepherd’s Bush Road, 


W. ‘Phone: 488 Hammersmith. 1128 
Ere Overhead Travelling Crane, 45-ft. span. Cheap.— 
PHENIX ELECTRICAL Co., 32—36, Broomielaw, Hen | 

, 712 


FY E Marble Panel Starters, complete with ampmeters ; French 

make; suitable low voltage ; ranging 6-10 H.P.; in good 
condition. 43 Ebonite Accumulator Boxes, 5” by 11" by 102" high. 
What offers to clear.—8. Harris, 41, Ash Road, Stratford. 1523 


F R Sale, Engine Set, comprising 32-B.H.P., 4-cylinder engine 
and dynamo to give an output of 180-200 amperes at a speed 
of 850 R.P.M. ; engine by New Pelaphone Engine Co. ; Wright and - 
Wood dynamo ; practically new ; not run 100 hours; what offers ? 
—BaMroRTH & Co., LTD., Holmfirth, Yorks. : 1555 


Hos Sale, large quantity Miscellaneous Switchgear, Switch- 
boards, Instrumenta, &c., &c. Inquiries solicited. —PHŒNIX 
ELECTRICAL Co., 32— 36, Broomielaw, Glasgow. 6602 


OR Sale or Hire, high class Dynamos, Motors, Alternators, Cable 


` апа Arc Lamps.—PERCY HUDDLESTON & Co., 72, Finsbury 
Pavement, E.C. 


1569 

OR Sale, Three 10-в.н.Р., 460-volt, 1,000-R.p.M. Crompton Motors, - 
new ; immediate delivery.—N. & F., LTD., 31, Budge Row, 
Е.С. : | 6676 


OR Sale, two 12-H.P., 220-volt protected. type shunt-wound 

" P.D.M." Motors, complete with starting gear and spare 
armature, — PRONIX ELECTRICAL Co. 32—36, Broomielaw, 
Glasgow, 6661 


n" C —————— A RR 
F Sale, 45-Kw. 
15" 


This set 
stop-valve, 
‚апа shunt 
WESTLAKE 
1543 


regulator.—Further 
PARKINSON, M.LE.E., 


— ee 


— Se See nest fi 


OR Sale, 50-н.р., 3-phase, 220 volts, 50 cycles ; 4 H.P., 240 volts. 
3-H.P. Buffing Motor, 240 volts. 15-H.P. 220-volt, 3-xw. 
Generator, Switchboard, cheap. Three 20-H.P., D.C. 480; Two 
TO-H.P., 480; 6-н.р., 440-volt, 10-cycle, 3:phase.—BRrTISH ELEc- 
TRICAL SUPPLY STORES, Whitley Bay. . 1519 


eee 


OR Sale, 110 and 200-Kw., 230-volt, direct-coupled Generating 
Sets, with Belliss compound Engines ; 


. ) seen under steam by 
appointment. — Further information on application to 6652. 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


` 


"ucc a aa 5 


M OTOR-Generator, + kilowatts, 460 to 110 volts 
Rees Roturbo, b.c.— MARTINS 
am. 


‚ 800 R.P.M., 
‚ 320, Witton Road, Birming- 


1548 


——————_ 


Ф 


M ?rons for immediate 

three-phase, 40 periods (by 
600 volte, 950 в.р.м., three-phase, 40 
10 H.P., 205 volts, 
34 B.P., 200 


mona NR. 


EVEN Simplex Ampere Meters, nearly new : 
one each 200, 100, 5 


0, 35 amps. “Offers 
ELEOTRICAL REVIEW, 4, Ludgate Hill, "London. 


three 75 amps., 
wanted. — 1574, 


EVEN 1-H.P., 110-volt 


Motore, 1 
320, Witton Road, B ingha 


; М 200 R.P.M., new.—MARTINS, 
irmingham. 


1426 
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FOR SALE.—Continued, 


"Н.Р. £5). 
500 volts, 10-H.P., £37. 35-Н.Р., £110. All alip-ring ek ; 
50 periods. — PH(ENIX ELECTRICAL Co., 32—36, Broomielaw 
Glasgow. 6634 


| 
r['EREE- Phase Motors: 220 volts, 7j-H.p., £30. 20 


805 Phase Motors, 440 volts, 25 periods, 5, 10, 15, 25, 30, 56 
60, 150 and 300 H.P., all complete with starting gear and 
mostly of Westinghouse make.—PHa@NIX ELECTRICAL Co., 323; 
Broomielaw, Glasgow. 


CN ee 
aquo 20-H.P. and three 9-Ħ.P., 220-volt, motors. — 
320, Witton Road, Birmingham. 


9 D res 220-volt, D.C., Lancashire Dynamo Co.'s 
: R.P.M.; complete.—THE VICTORIA ELECTRIC 


Spenser Street, Westminster; S.W. 

9 6 Jandus Arc Lamps (2 in series 190/220 v.p.c., 9 100/0 
^. C.P), with spares ; new condition. Changing over to дс 

only reason disposal.— WILLIAM ASQUITH, Lrp., Halifax, б 


t 
A QB: 220-volt Motor, shunt wound, 870 R.P.M.—MARTINS, 


6054 


MARTIN, 
1477 


-Н.Р. Crompton Motor, 440 volts, 1000 в. 
320, Witton Road, Birmingham. 


P.M.— MARTINS. 
1533 


Motor, 751 
PrawrT Со, 
6624 


320, Witton Road, Birmingham, 1425 
a ы оз зз ыз, л 


4. Dem Generating Set, high-speed vertical Engine coupled to 
D.C. Generator, 500 volts. —HARRY H. GARDAM & Co., тр. 
Staines. 632] 
M 
1 ОО: 115-volt, 600-R.P.M., Multipolar Compound. three- 
bearing Generator, by the Electrical Construction (o. 
Cheap.—PH«ENIX ELECTRICAL Co., 32—36, Broomielaw, ipis 
` : ША 
———————À-——————— oJ —A—— 


1 1 05S- 220-volt, 3-bearing, direct-current Generator. 

Cheap.—PH(NIX ELECTRICAL Co., 32—36, Broomielaw, 

Glasgow, | | 071 
y = 

1 “Н.Р. Electric Motor, 400/480 volts, C.C., 550 R.P.M., pulley, 

20 slide rails, starting gear, Can be seen here.—V тош 

ELECTRIC PLANT Co., Spenser Street, Westminster, S.W. 009% 

0 410-volt, 50-period, 3-phase, alip-ring type Motor. 

20 complete with starting gear. Price SURE 

ELECTRICAL Co., 32—36, Broomielaw, Glasgow. Gilt 


220 


E 


“VOLT, p.c. Motors. — 10-H.P., £32 ; 15, £40 ; 20, £45: 
25, £50; 30, £70; 35, £75. Many others.—PHENIS 
LECTRICAL Co., 32—36, Broomielaw, Glasgow. 670 
-VOLT Motors: 20-н.р., totally enclosed, compound 
290 wound, £50. 25-H.P., series wound, £45. Complete 
with controllers. —PHGNIX ELECTRICAL Co., 32—36, Broomielaw, 


Glasgow. 6660 

-H.P. Generator, 6-pole, compound, by Scott & Mountain ; 
300 volts, 550 ; E 400. revs., 400; 3 bearings, Eu 
pulley, slide rails and new spare armature. Cheap. 150-KW. na 
3-phase Generator, by Lancashire Dynamo Co. + 600/850 be 1 
50 periods, 750 R.P.M., with direct coupled exciter, slide pes 
switchboard. Cheap. — RoBERT WALKER, 2, Oswald ms 
Glasgow. 8 : 


-KW. Generator, by Westinghouse, 500 volts D.C., 320 ir 
three-bearing machine, with rope pulley.—HAR 6642 
GARDAM & Co., LTD., Staines. 


ARTICLES WANTED. 


eading at the rate 
Cheap prepaid Advertisements аге inserted under this h ee ns for 
E LO E tem oo funi 
the price of two, if ordered an pre ” : , 

A Number and Execrnicat Review address count As seven words 


COUMULATORS wanted for refining purposes. aiit 
A Generating Sets, Dynamos, Motors, and all | duos aii 
Machinery. Sorap Cable, Arc Lamps, Meters, Metal an 5 
Sorap Metals of every description purchased for pour aa Rudd 
or country.—Apply A. Brown & Sons, 142, Lower a ndhan 
Lendon, М.Е. Telephone, Dalston, 555. Telegrams, ү 
Lowclap, London. Established 1860, 


(Continued on sum page.) 
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ARTICLES WANTED.— Continued. 


7C. and р.с. Motors (second-hand) any type, any condition, 
wanted for prompt cash. —A. LEAROYD & Son, Bridge Works, 


Heetherley Street, Clapton, N.E. 1178 


LEAROYD & Son, Bridge Works, Clapton, N.E.— Telephone 
Dalston, 2278; Telegrams: Frangible, Lowclap, London — 

buys for prompt cash every description of secondhand Generating 
Sets, Accumulators, Motors, Transformers, old Arc Lamps, Meters, 
Cable, Scrap Metals, Metallic Drosses, &o., &с. = Enquiries solicited. 
Established over 50 years. 1179 


LL kinds of disused Plant, Machinery, Scrap Metals, &o., pur- 
chased for cash. If you have any Generating Sets, Motor 
Dynamos, Steam Engines, Boilers, &c., you wish to dispose of, kindly 
offer same to us. .Complete works purchased for dismantling.— 
Harry Н. GARDAM & Co., LTD., Staines. Telephone, Staines 98. 


8579 


YNAMOS, Motors, Arc Lamps, Meters, Scrap Cable, Iron 
Metals or machinery, purchased for cash in any quantities.— 


J. Hyams, 11, Glengall Terrace, Old Kent Road, S.E. Telephone : 
3339 Hop. | А 1494 


pramon in any form and quantity, purchased at “highest 
prices by DERBY & Co., LTD., 44, Clerkenwell Road, London. 


\ \ TANTED, p.c. direct-coupled Generating Set, 150/180 KW., 
110/120 volts, steam 120 lbs. pressure.—MORTIMORE, LYON 
AND Co., 17, St. Ann’s Square, Manchester. "1512 


ANTED, Dynamos and Motors, А.С, or D.C. —MARTINS, 320, 
Witton Road, Birmingham. : 


- 


MU AS TED. Generating Set, 200 to 400-KWw., 240 volts, D.C., 


compound- wound dynamo, preferably Belliss engine, 135 lbs. . 


superheated.—Full particulars to S. CLIFFORD TEE, 50, Moorgate 
Street, London, E.C. - 6668 


ANTED, Generating Sets, all sizes, Boilers, Accumulators, 
Dynamos, &c., for export; also Scrap Cable and Metals. 
Complete plants purchased.— WILLIAMS & Sons, 37, Queen Victoria 
Street, London. Telephone, 3938 City. 7000 


V ANTED, Reducing Gears for Motors, 10 to 15 H:P.— MARTINS, 
320, Witton Road, Birmingham. a e 1532 


a 


ANTED, small three-phase Alternator, 220 or 440 volts, 

50 periods, about 15 Kw.—Send full particulars to Box 

* E," Kidd's Advertising Agency, Number Thirteen, Middlesbrough. 
1542 


M 


ANTED, 50-kw., p.c. Dynamo, with or without steam 

engine, 230 volts. Also small portable electric drilling 

machine, 220 volts.—1571, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. i А 


Price is. ва. met. 


THE 


ГА 


=. 


TNT. 
a uc 
‚ск niue 


VINEARUM 


Cn 
: 
: 
: 
: 
: 
: 
: 


SIXTH EDITION. 


Limp Cloth, cut flush, round cosners, rod edgos, demy 1%mo, 
suitable for pocket (sise 7 x 4p 124 pages. ТЇ illustrations. 


ELECTRIC TRAMCAR HAND-BOOK 


For Motormen, Inspectors, and Depót Workers. 


By W. A. AGNEW. 


CONTENTS: The Electric Circuit— Electric Tramways-— Electric Tramcars—Controllers— 
Brakes—On the Road—Faults and Breakdowns— Index. 


London: H. ALABASTER, GATEHOUSE б CO., 4, Ludgate Hill, E.C. 
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" ARTICLES WANTED.— Continued. 


АКТЕР, 2-H.P., р.с. Motor, 200 volts, in good condition. 
by good maker.—CoLeMAN, Carlow. 1575 


ANTED, 150-H.P., 550/600-volt, 3-phase, 50-period, slip-ring 
Motor, slow speed; also 25-H.P. 500/600-volt, 3-phase, 


50-period, squirrel-cage Motor, speed 580 k.P.M.—Price and parti- 


culars to 1566, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED, 70-Kw. Generator, 250 or 500 volts.—MARTINS, 320, 
Witton Road, Birmingham. 1531 


ANTED, 300-н.р. or more Suction Gas or Diesel Engine, 
direct coupled to 480-v. continuous-current Dynamo and 
Switchgear.—GIRLING, Maldon. 6681 


MISCELLANEOUS. 


Cheap prepaid Advertisements are mscrted under this heading at tne rate 
of One Penny Per Word (minimum 16.). Three Consecutive Insertions fer 
the price of. two, if ordered and prepaid with first insertion. 

Box Number and Execrricat Review addiess count as seven words, 


po Firm of Electrical Engineers can undertake a limited 

number of Repairs to small D.c. Motors upto 1 H.P. Prompt 
attention for Munition work, &c.— 1511, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 3 


Where Advertisements are to be answered to а given number 
at the ELECTRICAL REVIEW Office, Applications for names 


and addresses of the Advertisers will be entirely disregarded, 
and Letters giving inoomeect Box Numbers will be destroyed. 


2 
D 


NOTICE. 


WING to the many hundreds of 
replies passing through this 


y Office each week, we would ask those p 


answering Advertisements to Бе 


with regard to the figures WHEN 
ADDRESSING REPLIES to Box 
| Numbers. | | 


aeeeea BS 
- «No 
ШУ wera 


Post Free ls. Sd. 


EXTREMELY ACCURATE | 


: 
Ei 
: 
: 
: 
: 
| 
- 
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electricity is employed. 
Contractors. Well spoken 


THE HOME OFFICE 
For the Installation and Use of Electricity in Facto 


"^ Instructions as to the treatment ot persons suf 
be affixed in ait premises where electrical energy is used other than at low - ~. E. 
pressure, generated o» transformed above lo 


‘at low pressure in which the Home Office di 


Largely adopted by 
of by eminent Central 


H. ALABASTER, GATEHOUSE & CO 
4, Ludgate Hill, London, E.C. & ON 


Second Edition, Revised and enlarged. 


THe "ELECTRICAL. REVIEW'S” 


SUGGESTIONS FOR DEALING WITH APPARENT 
- DEATH FROM ELECTRIC SHOCK. 


ILLUSTRATED.) 
‚ Now to be had Reproduced on 


GALVANISED IRON. 


PRICE (3/G Postage 64. extra. 


Some thousands of the ELECTRICAL REVIEW'S “ 
. in use in electricity works, also in manufactories 


and works 


Mining Installation ` | 
Station Authorities, 


REGULATIONS. 

ries, &c., now read as follows: 

fering from electric shock shall | | 
| 


W pressure, and in any premises 
rects that they shall be affixed."- 


Prise 1/6 net; Post Free | /7. Limp Cloth, cut flush, round cerners red edges, demy 
suitable for pocket (size 6% by 31). 


COMMERCIAL ENGINEER S POCKET-BOOK 


„т 


ELECTRICITY SUPPLY. Е 
А Handbook for Publicity Department Managers, Electricity Supply and Contractors' 


By FRANCIS H. DAVIES, A.M.LE.E. 


. WHAT 


А branches о! 
feme such book as this has long been wan as hitherto there “An exceedingly useful pocket-book relating to all to the 

has been nothing in a convenient form Алтона беч de the data electricity ... . . Ould prove а Mica вайнов 

now mets together in Mr petet paein” + 2 « . “The engineers’ source of knowledge.”—Ironmongers e sis of 
В a real want, is of andy в or ihe pocket, and is very : А і tending the 

PT operosa Робін elo i (Pea Mp rues музей in extending helt 
is, the latest addition te the pecket-books provided for engi- licity manager or canv 

neers, enters a field entirely ім own.” ae re 8 dev. p^ useful te the eleotric su blicity m 


tractor, or a power ot light und 


“It is intended, we gather, mainly for those 
current аз a eommercial article; 


Providing the kind of information neede 
con erteking.' 


neering, 
who are 


5 +, o . should 
the price asked for it Pila ang ver again by those who are te GE 


THE PRESS SAYS. 


selling " 


* Is intended to assist шалашта of publici 
зы io are Interested in the commereial aspects of eleo- , 


UA Dandy poeket- book intended for publioity 


ve ta talk | tricity su 

v amperes -Power, and who are intezested use to those wh » 
in eleotriaity from a commeroial point of view It is the only book trical engineering." — Times. 
of и kind that haa come under our notiee and it will undou tedly 
fll the proverbia] long-eit want." — Machinery Market, 

" Containa а mass of information concerning the comparative commerefal engineers 
cost of electricity and gas for both lighti а arposes,’’— 
Electrical Contractor, * кырны E xx 


Н. ALABASTER, GATEHO 


B. 


USE & CO. 4, Ludgate Hill, London. 


Suggestions " аге 


у, e °\ < Ы 
in а compact аз 


where 


1 2mo, = 


Representatives. 


о upied "by 
- A» А sition scarcely cc 
The pocket.boo s | 


i xs Y a hester 
апу other of the many electri books." — Mane 
Guardían 


easily 


departmenta, elac- 
ty Bend be of much 


Ц 


— 


4 satives, and ut 
managers, electricity supply and contractors information . 
aocessible E 


On & var of subjecta and 
ein S ir Engineer. 
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алаа вазала Я ишш; 
E.A.C. STARTERS. 


FOR EVERY DUTY AND CONDITION 
OF SERVICE, WE OFFER A COMPLETE 
LINE OF STANDARD STARTERS. 


EJ 


iE 


FACE PLATE STARTERS. 

SLOW MOTION STARTERS. 
INCHING STARTERS. 

MULTIPLE LEVER STARTERS. 
MULTIPLE CONTACTOR STARTERS. 
AUTOMATIC STARTERS. | 


HEAVY DUTY''STARTER with patent! 
"step-by-step" slow motion device 
for starting against very heavy loads. 


e COL 


^ 


SPECIAL FEATURES OF. 


sac алаййа 4 


ү | 


Е.А.С. STARTERS. 
MODERN DESIGN. 
LIBERAL RATING. 
FIRST-CLASS WORKMANSHIP. 
QUICK DELIVERIES. 
COMPETITIVE PRICES. it | 
BRITISH Op dC POE оаа Я | 
INCHING STARTER, for frequent starting against heavy 
MANU FACTURE. | n UR A and brush. M" Current 
THE ELECTRICAL. APPARATUS COM PANY, 
LIMITED. 
GLASGOW : BIRMINGHAM - HEAD OFFICE AND WORKS: MANCHESTER : ems ON-TYNE: 
= md 


COMMUTATOR GRINDERS. 


NO MOTOR REQUIRED. 


THE BEST, CHEAPEST, AND ONLY MACHINE SUITABLE FOR 
TRUEING UP ALL KINDS OF COMMUTATORS IN POSITION. 


NO ELECTRIC STATION COMPLETE WITHOUT IT, 


Awarded Gold Medal 
Marseilles Exhibition, 
1908. 


Colbie and Price List on application : 


PHILLIPS COMMUTATOR GRINDER CO., Ltd. 


Telegrams : 27, WALBROOK, LONDON, E. C. Telephone Ne 
" Comgrinder, London.” 6240 Bank 


- 
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IMPORTANT NOTICE. 


| The Action brought by the BRITISH 

` THOMSON-HOUSTON COMPANY, LTD, | 
‚ against DURAM LIMITED, for: alleged In- | 
fringement of their Letters Patents, Nos. 
21,513/1906 and 17,722/1911, was dismissed 
with costs by Mr. JUSTICE ‘ASTBURY in the 


Chancery Court, on December 19th, 1916. 


PLADURAM DRAWN TUNGSTEN WIRE 


IS MANUFACTURED BY 


DURAM LIMITED 


with BRITISH CAPITAL and BRITISH LABOUR 
for the BRITISH PUBLIC. | 


аа -a а ————— —— а — P" — — - 
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Z OLAM |AMPS 


ARE MADE WITH 


PLADURAM DRAWN WIRE 


BY AN 


Ei British Company 


READ 


Mr. JUSTICE ASTBURY' JUDGMENT 


IN THE ACTION 


B.T.H. v. DURAM. 


- FULL PARTICULARS FROM: 


THE IMPERIAL UNITED LAMP 0, LTD., 


| 
Head Office:  . Manchester, | 
Caxton House, Westminster. 50, Fountain Street. 
Telephone : VICTORIA 7274 (3 lines). Telephone : 519 CITY. 
Telegrams : UNILAMCOM VIC. LONDON. Telegrams : LINLITE, MANCHESTER. 
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ER ASN хула: ааа а) MEGGER ASN DUCTER AN MEGGERA SN DUCTERA 


HE “MURDAY RECORDER” has very little. pen-to-paper friction, 
and what little there is is constant and does 
not depend on the level of the instrument. The 


Murday 
Recorders 


are therefore peculiarly well suited for portable 
work. List 113 gives full particulars of the special 
features of the instruments, and a copy will be sent 
post-free to any engineer interested in the matter. 


ASN DUCTER N MEGGERRN ASN DUCTER A AN MEGGER 
а CEEFEURUI SSE 


Sole Makers: EVERSHED & VIGNOLES, Ltd., 


Теерһопе: 1370 Chiswick @ lines), Acton Lane Works, Chiswick, LONDON, W. 


EGGER 


D-P Batteries stand for 
Reliability and Efficiency 


Low in Price and Cost of 


Maintenance 


THE D-P BATTERY 
COMPANY, LTD. 


Head Ofhces--- | 
BAKEWELL, DERBYSHIRE 


London Office— 
11 VICTORIA STREET, WESTMINSTER, S.W. 


Telegrams: "Battery, Bakewell"; "Cumulose, London." 
Telephones: 2 Bakewell; 291 Westminster. 
Cables: ABC Code, 5th Edition. 


ESTABLISHED 1888. 
Contractors to the Admiralty and the War Office. 
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NOTICES RELATING TO PATENTS. 
Latest time for receiving 9.30 a.m. Thursday. 


John E. Raworth, ; 


Queen Anne’s Chambers, 
98, The Broadway, Westminster, 8.7. Chartered Patent Agent. 


OFFICIAL NOTICES. 
Latest time for receiving 9.30 a.m. Thursday. 


BOROUGH OF BOOTLE. 


Tramway Rails. 


HE BOOTLE CORPORATION are prepared to purchase 
new В.8.8. No. 4 Tramway Rails; also a quantity of 
partly worn (7 in. X 7 in.) Tramway Rails weighing about 
95 ]b. per lineal yard. 
Offer to be sent as soon as possible to the BorouGH ENGI- 
NFER, Town Hall, Bootle. 6699 


a 


COUNTY BOROUGH OF WEST HAM. 


HE COUNCIL hereby invite Tenders for— 
(a) One Water-Tube Boiler. 
(b) One 8,000-kw. Turbo-Alternator. 

Specification, Form of Tender, and further particulars may 
‚Бе obtained from Mr. J. W. BzaucHaMP, Engineer and 
Manager, 84, Romford Road, Stratford, on and after Decem- 
ber 29th, 1916, on the deposit of £1 for each section, which 
will be returned on receipt of a bona-fide Tender. 

Tenders to be delivered by Registered Post, in the enve- 
lopes supplied, to my Office, not later than 10 o'clock a.m. 
on JANUARY llth, 1917. 

The Council does not bind itself to accept the lowest or 
any Tender. 

The Contractor will be required to enter into a bond, with 
two sureties, for the due performance of the Contract, and 
no work will be ordered under the Contract until such bond 
has been duly executed. 

The Contractor whose Tender is accepted, and with whom 
a Contract is entered into, will be required to pay all work- 
men employed by him such rates of pay, and observe such 
hours of labour as are embodied in the Schedule, which will 
be part of the Contract. Im the event of апу breach of such 
agreement the Council will enforce the penalty clause in its f 
entirety. -— 1 ` 

A Tender will not be accepted unless it is stated by the 
Contractor in the Tender, and proved to the satisfaction of 
the Council, that the Contractor, at the date of the Tender, 
pays to the whole of his workmen such rates of wages, and 
observes such hours of labour as are recognised by the Work- 
men's Trade Unions in the several localities where his work 
is done. If, after the Contract is signed, it shall be proved 
that the said statements of the Contractor in the Tender are 
contrary to fact, the Council shall be entitled to rescind the 
Contract or at its option to recover from the Contractor as 
liquidated damages, and not as a penalty, the sum of £50. 


By Order of the Council, 


GEORGE E. HILLEARY, 
Town Clerk. 


Town Hall, West Ham, E 
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ELECTRICAL REVIEW . 


INDINGS AND CASES.—Subscribers and others can have their half-yearly 
numbers bound handsomely in Black Cloth at the rate of 4s. per volume. 
Cases for binding are also supplied at 2s. 6d. each.—4, Ludgate Hill, London. 


F. WIGGINS & SONS. 


M | C A Telephone; Avenue 2248 


FOR INSULATION. 
102, 103 & 104, Minories, LONDON. 


Largest Stock in the World. 
_ M ——— ——— ———— 


HOOPER'S 


Telegraph & India-Rubber Works, Ld. 


31, LOMBARD ST., E.C.| MILLWALL DOCKS, 
(Established 1860.) ` LONDON, E. 


HOOPER'S Vulcanised India~-Rubber 

PURE guns Cables for Electrical Work main- 

AND 3 tain the highest quality, and their 
&c., &c., durability has been proved. — · 


London. Telephone: 1169 Avenue & 84 East. 


Telegrams: LINEAR, 


4 
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FOSTER 
TRANSFORMERS 


for War Work. 


HEN you require a 
transformer at short 
touch 


notice get in 


with us. We can give 
prompt delivery for stan- 
dard apparatus, and even 
for such special types as 
electric welding and other 
heavy current transformers 
can despatch in record time. 
` During the past nine years 
we have made every class 
of single and  polyphase 
transformer. Our Cata- 
logue, which we will send on 
request, shows a selection 


of the apparatus we make. 


Foster 
Engineering Ce 


(ccr Roni "WIMBLEDON. {оноон SW 
Telephone : Wimbledon 1800 (3 lines), 


BRANCH OFFICES : 


BELFAST—4, WARING STREET. 
BIRMINGHAM—I1O4, NEWHALL ВТ. 


NEWCABTLE-ON.TYNE— 
COLLINGWOOD BUILDINGS. 
GLARGOW-—67, WATERLOO STREET. 
^ LIVERPOOL—1/8, STANLEY STREET, 
MANCHESTER—T8, KING STREST. 
SHEFFIELD—9, NORFOLK Row. 
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aa 
THE ELECTRICAL SUPPLIES (0. 


(Proprietors: THE E..S. CO., Ltd.) 


| 


Hotpoint 
Radiant Heater 


1000 WATTS 


Large Stocks. 


THE “VERIOTT” FIRE. 


SCIENTIFICALLY DESIGNED TO GIVE 
MAXIMUM HEAT AT SMALL COST. 


FULLY GUARANTEED. 


SUPPLIED IN VARIOUS FINISHES, 


LARGE STOCKS. 
a 


Send for Illustrated Pamphlet and Full 
Particulars. | Р 
—————— À 


WHEN ORDERING ALWAYS STATE VOLTAGE. 


Feu ——————— 
“THE LIGHT HOUSE, 235, Tottenham Court Road, LONDON, W. 
Telephone: MUSEUM 2516-7, 


Telegrams: "ELECSPLICO OX, LONDON." 


MANCHESTER DEPOT : 40, VICTORIA BUILDINGS, VICTORIA STREET. 
‘Phone: CITY 9794. 
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“The present issue is evidently going to be as useful as those which have 
gone before it—and that is saying a great deal'"— The Engineer. 


THE 


RED BOOK. 


* What is wanted ín a Directory is PEEN 
and that is what the Red Book may be relied 
| | ИЛЫ! ПОШИ ор to give. It . .ís, as always an absolute 

| ici necessity to all who hold responsible positions 


l| тис UNIVERSAL 


“The familtat Red Book is once more 


welcome as an essential adjunct to the office.” 


— 


—Electrical Engineering. : d C» И in the commercial or technical sides of our 


profession and industry.” — Electricity. 


“I have looked through it, and am of opinion that it ts a well«1rranged 
and most useful work, free from unnecessary padding.”—An Engineer. 


1916 EDITION. £1 3 © POST FREE. 


Write for partícufars to— 


H. ALABASTER, GATEHOUSE & CO, 
4, Ledgate Hill, London, Е.С. 


Г NAMEG ` 

ADDRESS PLATES 
IN IVORY:IVORINE- BRASS. 
GERMAN SILVER-COPPER 


TABLETS for ALL PURPOSES © 


Prompt Delivery Guaranteed 


` ENDOLITHIC MEG. Ф [1р 
614 fore Street 


LONDON E.C 


i: The 

= Electric Heating. 
Our large stock of " Quead " Ss 
and "Ensign" Fires enables us 


to provide immediate delivery. 


Other Specialities ini iude Cables, Motors, Dynamos 
Lamps, Fani 


Telephone : ER 
Gerrard 7604. ЕЕ 


Sitech Gear, . Petrol Engine Sets. 


Manufactured in sizes 
from 2 kw. to 20 kw. 


GAETITTTET UTIMS ME He tend НИНИН 


Quotation for larger Ё 
sizes оп application. 


DUGDELL'S PATENT MOVABLE 
FITTINGS. — 


HUNDREDS OF PATTERNS. 


Fig. 225. 


Thousands of 
Repeat Orders. 


See Full Page Second Issue of 


“ Electrical Review" each. month. 


CATALOGUE ON APPLICATION 


FAILSWORTH., MANCHESTER. 


Our Booklet ** Water Power" explains why 


Gordon Water Turbines 


are such excellent prime movers 


for eleetric generators. 
Vrite for a copy to: 


JAS. GORDON & Co.. Queen's House. 


Kingsway, W.C, 
: MACHINED PARTS. 


THE ORMOND ENGINEERING CO.. 
Teleg.: Padd. 4743. 


6—8, ALLSOP STREET, Upper Baker St., London, N.W. 


1916 


In spite of difficulties, 
Jackson Electric Heat- 
ing and Cooking Appli- 


ances 


have been in big 
demand throughout the 
past year; their popu- 
larity being due to 
superior quality, unique 
design, excellent value, 


SMITH, MAJOR & STEVENS, Ltd, (ie “айла swr) London, & авт онал, 


AND STEVENS 


ELECTRIC HEATING 
ELECTRIC COOKING 


JACKSON ELECTRIC STOVE CO.,LTD., 
38, Blandford Street, London, W. 
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BATTERY B 
Please write for Latest Illustrated 


J. F. & G. HARRIS, Ln 


TIMBER MERCHANTS AND MOULDING MANUFACTURERS 

BAWING, PLANING, MOULDING &GENERAL WOODWORKING MILLS- 

58a, WILSON STREE T, FINSBURY LONDON, E, 
T . Fin 


Telephone Na. 118я London Wall. elegrams: " 


RALPH NEAL 


Maker of Presses, Press Tools & Punc 


Of Every Description for Electrical and Mechanieal 
BLANKS, WASHERS, PRESS PIERCINGS, DIE STAMPINGS IN 
STEEL, BRASS OR ANY MATERIAL FOR 1 
$ LABELS and NAME PLATES A SPECIALITY, 
49 & 50, PERCIVAL T., LONDON, Е.С, 


= 
Telephone: 4948 Central, 


S MSN ap LAND Na RR 


ELECTRIC TRAMCAR HAND-BOOK 


for Motormen, Inspectors and Depot Workers, 


By VV. A. AGNEW. 
Bixth Edition. 75. Gd. Post Free fs, 8d. — 
H. ALABASTER, GATEHOUSE & CO., 4, Ludgate Hill, LONDON, EC. 


«ШШ „ШШШ ДИ. ТУЛЛУК E 


The OLLER Patent Dust-Proor ATR FILTERS, 


FILM COOLING TOWERS, LTD., 125, High Holborn, London, Wi. 


BROWN & СО, 


WATERLOO SAW MILLS, | 
73 to 85, McAlpine St., Glasgow. 


Telegrams: ** Boxes, Glasgow." BR. 
Telephones: 566 and 567 Argyle; 567 Central, 


CABINET & WOODWORK 


FOR 


ELECTRICIANS. 


mM n n RN 
Т i Em a 


Round or Square Blocks Recessed 
either front or back. 


PACKING CASES OF EVERY KIND. 
MOTOR CARS PACKED FOR SHIPMENT. 


BEST MATERIAL AND FINISH. 


PROMPT DELIVERY FOR EITHER STOCK OR SPECIAL 
PATTERNS. 


ACHESON -GRAPHITE 
POWDERS & ELECTRODES 


E. G. ACHESON, Lr». 


5, Chaneery Lane, London, W.C. 


See detailed Advt. last and next week's issues. 


Our Automatic Lift is the 
most simple made, and 
-the most simple maid 
may safely use it. 


WORKS, 


1917 


During the coming year 

the Jackson standard of 

excellence will be main- . 

tained. Every effort will 

be made to meet the с й 

requirements of our cus- 
aries ї "zu 
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Jae STANDARD INSULATI NG 
VARNISHES & COMPOUNDS 


are regularly used by the largest Lighting and Power Stations, Railways, 


Tramways, and Electrical Manufacturing Firms in the United Kingdom—in 


which fact exists convincing proof of their practical utility. 


Catalogue and Expert Advice where necessary from PINCHIN, JOHNSON & CO.. LTD., 26 Bevis Marks, London, Е.С. 


eat te ae ee ЦЕ ШЕИЕ ШЕ ШЕЕ ШЕКЕ ЕЕЕ 


ug PUBLISHED BY THE COUNCIL OF THE INSTITUTION OF POST OFFICE ELECTRICAL ENGINEERS, 
a 2 ' Price. Pcst free. Pri^e. Post free. 
p “The Telegraph Acts."—R. MCILROY 9d. 104. “ Underground Чакар: A H. сон» { 
 ."The Construction of Telephone Lines” КОШЕ a 7d. 
(with diagrams).—A. MOIR ... . 9d. .. 104. “ The Education of the Post Office Elec- 
“Improvements im Telephonic Trans- . trical Engineer."—A. W HEAVISIDE, ва 7i 
mission over Underground Circuits . ISO... е я е 
by the Insertion of Inductance Coils ” “The Theory and Нетер ot ‘Central 
(with diagrams).—T. PLUMMER Is. Is. 2d. Battery энне сря ”»— J z 
Ug “ Electric Wave Propagation ” (with dia- " BRABER d; Od. os. 100, 
Ug grams).—J. E. TAYLOR ' E 9d. 10d. Ы. — Wire Construction, with Special 
" eference to the Elastic Properties 
ug тшн Saree (NEN diagrams) éd 7d of Copper Wire."—G. M. CARR 6d. 7d. 
59 * Underground белей (Provinces)" " Depreciation. ne d W. А.У. наада 
(with diagrams).—A. O. GIBBON 9d. 10d. C.M.G, В.Е. .. Is. ... 18. Id, 
“А ка of ome Typical Processes Alternating Current, Measurements - 9d. ... 10d, 09 
t the Ma е . G. .Sc., M.LE.E. 
Cable."—R. W. тм 003 «ue 9d. 10d. * The Erection and Maintenance of Post UR 
0 " "n КАА qa of Current Values in ыны д cup eu a 6d. 7d. zi 
ко э» OSA ER a HN. "The Loading of боле ` Cable ' p 
UR 9 e erg = Aerial Lines” a Circuits." A.W. MARTIN: s die x4. 2852 
Ug | (illustrated).—J. Н. M. WAKEFIELD Is. s. 2d. ТРОГНА РАИСИНИ D. dare: è ug 
ug “A Reply to Criticism of Murray Auto- HEAD STROUD, LL.B.... TE н 007 + 7d. 
matic Printing Telegraph Ж у ан A 
05) —рохлір Murray, M.A... 6d. 7d. “Pneumatic Despatch.” —H. К. KEMPE, 
UE M.Inst.C.E., MInstEE, MRE ~ .. 6d. .. 7d. 
“The Education and Training of an 
Ug Engineer.” —Sir JoHN GAVEY, С.В. 6d. 7á. “ Fundamental Principles of Modern In- 
05 č Inspection ot Wrou ight Timber.” —F. f. ternal Combustion гай — Р, 
HENLEY .. rx 104. DUNSHEATH 9d. 118. 
Un * Protection tb p Circuits "— I ione Behaviour af Primary 
Uc Онно ^ is Is. 2d Batteries used for ‘Telephone Pur- Ug 
м m . Жет posos їп the British Post Officé."— 
tug “Wireless Telephony.” — R. сйгн 9а. 11d. J. G. LUCAS ... TT seo FS, Is. 2d. Ug 
US H. ALABASTER, GATEHOUSE & CO., 4, LUDGATE HILL, LONDON, E.C. pi 
Lc сик етене снн 
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ELECTRIC ТВАМСАВ HANDBOOK, 


For Motormen, Inspectors, and Depét Workers. 


By W. A. AGNEW. 


Sixth Edition. Limp Cloth, cut flush, round corners, red edges, 
demy 12mo, suitable for pocket (size 7 x 4D. 124 Pages. 
77 Illustrations. Price 18. 6d. net. Post Free 18. 8d. 


CONTENTS :—The Electric Circuit — Electric Tramways — 
Electric Tramears— Controllers —Brakes—On the Road—Faults 
and Breakdowns—Index. 


THE ELECTRICAL IGNITION OF - 


PETROL ENGINES. 


By J. W. WARR, A.M.I.E.E. 


| 60 Illustrations. 
- An invaluable Book for the Motorist and Motor Cyclist. 
28. net. Post Free 28. 9d. 


————— 
Limp Cloth, cut flush. 48 Pages. 25 Illustrations, 


including 10 Photo-engravings. Super Royal 8vo. 
Price 28. 6d. net. Post Free 2s. 8d. 


GRAPHS IN A CABLE-SHIP DRUM-RODM : 


NOTES FOR JUNIOR ASSISTANTS. 


By EDWARD RAYMOND-BARKER, 


Author of 


“ Handbook in Cable-break Localisation ; Graphic 
Methods ; the Calculator Board in Practice." 
"Cable-fault Localisation Graphs in Practice." 


nn — ———— 


Reprints of Articles published in "THE ELECTRICAL REVIEW," 
January 17th, 1913, ef seq. With additional matter. 


—— MM 


"HANDBOOK IN CABLE-BREAK 


- LOCALISATION. 


Graphic Methods. The Calculator Board in Practice. 


By EDWARD RAYMOND-BARKER, M.I.E.E. 


Demy 8vo, 68 Pages, 38 Illustrations, 
Paper Covers 18. Gd., Post Free. Limp Cloth 2s. 


cm NNNM 
CABLE - FAULT LOCALISATION 


GRAPHS IN PRACTICE. 


By EDWARD RAYMOND-BARKER, M.I.E.E. 


24 Illustrations. 


A Companion Volume to Handbook in Cable-Break Localisatio 
(Graphic Methods, The Calculator Board in Practice), by the 
same author. 


Paper Cover 19. Gd. Cloth 25., Poat Free, 


г The “Electrical Review's ” Suggestions 


H. ALABASTER, GATEHOUSE & СО, 
| 4, Ludgate Hill, London, E.C. 


[December 29, 48 | | 


THE COMMERCIAL ENGINEERS || 
POCKET BOOK. — | 


ELECTRICITY BUPPLY, 


A Handbook for Publicity Department Managers, Electric; 
Supply and Contractors Representatives. ticity 


By FRANCIS H. DAVIES, A.M.I.E.E. 


Second Edition, Revised and Enlarged. Limp Cloth, cut 
flush, round corners, red edges, demy 12mo, suitable for pocket 
| (size 6ł x 3i). 


SECONDARY BATTERIES. 


A Practical Handbook for Owners 
and Attendants, 


By AN ENGINEER. 


Post Free 4s. 


Demy 12mo, cloth, cut flush, red edges, round corners, 
suitable for the pocket, 248 pages, 97 illustrations. 


3S. net. Post Free 38. 3d. 


THE PRACTICE OF ELECTRICAL 
WIRING. 


By DONALD SMEATON MUNRO, M.L.E.E.. 


CONTENTS: 
Chapter Chapter | 
XV. Blocks, Grounds and Fir. 
ngs. - 
II. Historical. XVI. Accessories and Switching 
III. Methods of Distribution. Arrangements. 
IV. Wires and their Insulation. XVII. Distributing Boards. 
V. Joints and Trims, d à 
VI. Connectors and Looping. 
VII. Classification of Wiring 
XXI. Tests. 
XXII. Faults and their Causes. 
XXIII. Temporary апд Portable 
iring. 
XXIV. Ме Dn 
XXV. Ship Wiring. 
stems, XXVI. Fire LAS Risks. 
XIV. Outlet and Circuit Boxes. XXVII. ОЛ S HOM: 
ndex. 


THE WIRELESS OPERATORS’ POCKETBOON | | 
- OF INFORMATION AND DIAGRAMS. 


By LEON W. BISHOP. 


Cloth 48. 6d. net. Post Free 4s. 9d. 


For dealing with 


APPARENT DEATH FROM ELECTRIC SHOCI 


should be in every Generating, Transforming 
and Motor House. 


Chromo Art Paper, 3d. each. Post Free 4d. 

Mounted on Linen and Rollers, 18. Post Fro 18.30 
Mounted on Cardboard, 18. each. Postage oe 
Reproduced on Galvanised Iron, 88. Gd. Post Free oe: 


— 
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WM. MCGEOCH & CO., LTD. 


28, West Campbell Street, GLASGOW. 
BIRMINGHAM 
Manufacturers and Designers of _——_lA 
| HIGH-CLASS 


Electric Light Fi d 


FOR ALL PURPOSES. 


SWITCHBOARDS, FUSEBOARDS, SWITCHGEAR, FUSES, &c. 


'EBONITE C 


FOR QUICK DELIVERIES OF 


ALL DESCRIPTIONS OF 


EBONITE AND VULCANITE GOODS 


FOR THE ELECTRICAL AND CHEMICAL TRADES. 


LARGE STOCKS OF 


ROD - SHEET - TUBE | 


FOR ADMIRALTY AND WAR OFFICE REQUIREMENTS. 


Please Address your Enquiries te E. wd Dept. : 


THE NEW ECCLES RUBBER WORKS, LTD., 


Telegrams : “RUBBER, ECCLES.” Monton Road. 
Telephone : 31 ECCLES. 


Buy British Made 


“CHATTERTON COMPOUND" 


Bull Dog Brand (Regd.). 


- 


Manufactured by 
THE POMONA RUBBER COMPANY, 
CITY ROAD, 
MANCHESTER. 


Telegrams: ''Pomrub." Telephone: 876 Trafford Park. 
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The quick acceleration and 
‚ low starting current of 
fractional horse power 


E-PHASE MOTORS 


(y to $ H.P.) 


— ТАСС — 


GRIP FITTING; | 


(PATENT 4426, 1912) 


STILL 


CHEAPEST 


AND 


EFFICIENT 


.FOR ANY 


GOOD JoB, | 


STAMPING 


AND PRESS WORK 
For Government Requirements 
SEND YOUR ENQUIRIES. 


makes it possible to 
- install them on lighting 
circuits without im- 
pairing the lighting 
Service. 


А i-H.P. 1750 - RP.M. 
60-cycle Motor starts 
full load on a three- 
ampere fuse. > 


Other Sizes up to 


н.р. Motor geared to a 30 horse power. 
Vegetable Peeler. 


CENTURY ELECTRIC COMPANY. 


19th Pine to Olive Streets, St. Louis, Mo., U.S.A. 
т 


ALL CLASSES ОҒ CONDUITS 
AND FITTINGS. 


A STOCK OF “CENTURY” MOTORS 15 CARRIED IN LONDON BY— 
The Sole British Agents— 


SWEDISH GENERAL ELECTRIC, LTD., 


5, CHANCERY LANE, W.C. 


Sales Manager : R. A. MARPLES. : 
Telegrams: " Autosyncro, Westcent, London." Telephone: Holborn 1703. 


STEEL TUBES & CONDUITS to, 
KEIGHLEY. 


"© 2= BALL-BEARING 
 GYROMETER 


(Speed Indicator). 


Designed to give the highest possible efficiency, and embodies all the desirable 
features which we have found to be necessa 


p» 


Qoi 


каке inl ci s X dori сыкы ы 
We make Horizontal and Vertical Patterns in 4, 6 and 8 in. Dials. 


Prices and Full Particulars on application. 


Fig, 5149. Ме are Manufacturers of ап kinds of Recordin Gau 
"вв" g Instruments, Pressure Bes, 
В.В." Type Gyrometer. Steam Pumps, Air Compressors, Valves, &с 
Si 
Ir. 


W. Н. BAILEY & Co., Ltd., Albion Works, Salford, Manchest. 


| DID YOU SAY 


BEST PRICES AND STOCK | 
THE RANDS PLANT ELECTRICAL ENGINEERING C). | 


_CAXTON HOUSE, WESTMINSTER, S.W. 


ге... 
“7 


Bw ^ 
a tty Е 
"s Б 
"I. = 


FM ч Ж, 
<i) ME 


ABLE?!! 
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In wishing our Friends 
The Season’s Compliments 


and Good Wishes— | 


We take the opportunity of expressing our sincere regrets 
to many old and valued customers who have during the year 
suffered through delays in delivery of our standard goods. 


Our Works are working at the highest pressure endeavouring 
to meet the large " War" demand for our usual goods, and are 
also heavily engaged on Special work of the utmost importance. 


Whilst under such conditions, no apology is necessary, we are 
not unmindful of the great, in many cases serious, inconvenience | 
caused through our inability to meet promptly all the demands 
that have been made upon us — we can only ask-our friends, 
under the circumstances, to extend their best consideration to us! 


We shall continue to do our best— 
but National needs must come first. 


J. H. TUCKER & СО. 


KING'S ROAD, .: . HAY MILLS, 


BI RMINGHAM. 


OPAL TUBES. 


FOR CANDLE FITTINGS. 


ALL SIZES IN STOCK 
FOR IMMEDIATE DELIVERY. 


ees OMe hae at Ste Eus 
c made from only highe 
materials — and our special е} ies and IM 


, Cé EPEE system of tes sting“ ensure that every 
* tube is up to that high standard of quality 
for which the name ORIENTAL is renowned. 
Therefor e specify ORIENTAL — the Tubes that 
can always be Зере nded ш; on for QUALITY. 


ORIENTAL TUBE co. ren Wat коке, 
Birm'ngham. Ta ерһопо: 45 West Brom wic h. 
Telegrams: ‘Tubes, West, Bromw ich. 


The Notable Electric Co., Lt- 


WILLIAM J. OWEN (of ** KINGOLITE"), Managing Director, 


30, Margaret Street, 


»XFORD CIRCUS, LONDON, УУ. 
MAYFAIR, 6776. 


'Phone: 
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MICANITE & INSULATORS Co: 


j 
WALTHAMSTOW, LONDON, E. ) | 
INSULATING MATERIALS, 
MICA, All grades and qualities in EMPIRE Insulating Cloth, Paper, Linen, 


original cases, as Imported, are Silk and Tape (straight ang 


stocked, also Mica cut to size 


blas cut), 
and gauged to any thickness. 
Mica Washers, Mica Powder and | 
Mica Splittings. PAXOLIN, Sheet, Tubes, Cylinders, 
—— IEEE AT. &c. (standard and Admiralty 
MIGANITE, Moulding, Commutator and Flex- qualities). 
| 


ble (standard and heat-resisting 


grades), Mica Follum, Micanite VARNISHES, Yellow and Black Empire In- 
Tubes and Washers, Micanite . Sulating Varnishes for alr drying 
Cloth and Paper, Commutator ue 


or stove drying, also Shellac, 
Rings and Segments, Moulded Linolac and M.I.C. Compound. 
Troughs, &с. , | 


FIBRE, PRESSPAHN, HORN FIBRE, LEATHEROID AND RED ROPE PAPER, 


Telegrams: *MYTILITE PHONE LONDON.” 


| | Telephone Nos.: 738, 739 WALTHAMSTOW. 
THE CONSOLIDATED PNEUMATIC TOOL C0., LTD, 


THE LARGEST MANUFACTURERS OF PORTABLE ELECTRIC DRILLS, 


PORTABLE ELECTRIC GRINDING, PORT" Mee dees 
PORTABLE ELECTRIC TOOLS POLISHING & BUFFING MACHINES. "^ to 2j In meta 


THE ''DUNTLEY'" HEAVY DUTY \ Machines for Engineers, 
—— — — AIR-COOLED ——— —— Shipbullders, 


ELECTRIC DRILLS and GRINDERS 


- Represent the Last Word in 


PORTABLE DRILLING, REAMING, TUBE 
EXPANDING AND GRINDING TOOLS. 
Wound for all Currents and Voltages. 


Designed to withstand the heavy 
Overloads incidental to hard and 
continuous work without damage. 


Iron Founders, 
Motor Car Bullders, 
Motor Garages, 
Aeroplane Bullders. 


PORTABLE ELECTRIC BLOWER, 


DIRECT AND ALTERNATING CURRENT. 


For cleaning the windings of Elec- 
trical Machinery and Switchgear. 


7, 
TOOL POST GRINDER WITH EXTEN. 
General Offices: SION MANDREL FOR INTERNAL Write for our latest Catalogue: 


А ; GRINDING: . 
Palace Chambers, 9, Bridge St. Westminster. S. W. LANG FOE (Ex 
j V1 J ) TENSION. MANDREL, 44" for No. 5T air Works: 
Teleg. Add.: “Caulking,” Parl., London. and 6' for No. 8T. London Showroom and Rep 
Telep. No. : Gerrard 9215 (3 lines). Size of Emery Whee's: 73, 75, 79 & 80, YORK STREET, S.W. 
Main Factory: FRASERBURGH, SCOTLAND. 5' x 2", No.5T: 7* x i" No. 8T. near St. James’s ParkaStation (Dist. Rly.). 


WILSON HARTNELL & CO., Lro., VOLT WORKS, LEEDS. 


“ HARTNELL” - 


POLYPHASE MOTORS 


RUN ох BALL, BEARINGS. 


Smooth Running and Low 
Running Costs Assured. 


DIRECT-CURRENT MOTORS 
AND . DYNAMOS, р E M єл 
SWITCHB OARDS, бе STANDARD це BING INDUCTION M 


аре 
"P wu ww 
k ч " 


London Office; 38, Victoria Street, Westminster, S.W. 
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SHEET METAL 


PRODUCTS. 


COINAGE. 
CARTRIDGES. | 
GUNPOWDER, &c. 


Өс m TAYLOR & CHALLEN, LTD., 


CR базе at оле operation, им, Bowls. beads —________ ENGINEERS, ——_—— 


Ini oo BR 


rs and Tra 


A well-guided slide, has fine simultaneous adjust- BIRMI ІСІН А IVA. 


ment, and always stops at the top of its stroke. 


ALL ; | ' ALL 
BRITISH. BRITISH. 


‘EMPIRE’ 
AUTOMATIC CONTROL 


for 


SHELL FACTORIES & STEEL WORKS 


Note Contacts after use. New Contact. 


This reproduction of a photograph gives an idea of the slight wear of our Contactors 
Two of the above Contacts were taken from a panel after 6 MONTHS’ SEVERE DUTY. 


Telegrams : " We specialise in 
CONT RU) SEO Н. с [n итер AUTOMATIC CONTROL 
А LECTRIC ONTROL GEAR SOLELY. 
ranches :— 
LONDON, MANCHESTER, 
NEWCASTLE, CARDIFF,  - GLASGOW. Sou an sur aupdricd 
BIRMINGHAM. ESSI ee ee 


SAAT 


5 


AMM 


—_——-.--—-——-- КККК г. 
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ТОД, 
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o= of the smallest, cheapest, 


and most effective watertight 
turn switches on the market. 


Made in 5 and 10 amp. sizes 
In brass and iron cases. 


Wil operati шег water. 


SIMPLEX CONDUITS, LTD., 


GARRISON LANE, BIRMINGHAM. 


Lonpon— LEEDs— 

113-117, ‚ Charing Cross Rd:, W.C. 6, White Horse Street. 
MANCHESTER LivERPoorL— 

Corporation Street, 96, Whitechapel. 

GLASGOW SwANSEA— 
nime A Waterloo Street. {зу зары Street. 

1 
NEL кп, ы, Denmark Street. ket esteate Street. 

61-65, High Bridge. 


l. Grimon Place. 


| | WINDOW LIGHTING, 


Г] WITH METAL FILAMENT LAMPS 


SIDE-HANDLE TYPE SWITCHE 


WITH OR WITHOUT 


HOME OFFICE TYPE FUSES. 


ALL LIVE METAL SUNK into BEST QUALITI 


ENGLISH CHINA BASES. 
Made in 3 sizes: 


— —9—4—9—— 


S. BILL & CO. 


ARTISTIC 


` TUBOLITE does not project 
into the space required for 
goods, nor does it throw a 
glaring light in the direction of 
the street. The window dis- 
play is shown to the best 
advantage in a clear well. 
diffused and attractive light. 
The specially-designed reflec- 
tor increases the useful light 
by 50 to 100 per cent. 
Made. in several patterns to 
suit various requirements. 


We are now supplying 10-INCH LAMPS 
as well as our standard lamp 8{ ins. long. 


С. Send for Particulars and Price Lists to— 


25a, Victoria Street; Westminster, S.W. 


"Phone: 244 Victoria. Tel. Add.: " Windolite, View London. 
Code: A B.C., 5th Edition. 


пі 


12, 30, and 50 Amps. 


146, QUEEN'S ROAD, 


{ 
LIGHTING | 


The LINOLITE COMPANY, 
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LAMP STANDS FOR ALL 
THAT IS ANYTHING IN 


THE NAME ON THIS 
MODERN LAMP MAKING 


ROYAL 


EDISWAN 


DRAWN WIRE |»). LAMPS 


ARE BRITISH 
INSIDE AND OUT 


—LABOUR—DIRECTORS >; 
AND CAPITAL. 


"^ , THE 
EDISON SWAN ELECTRIC CO., LTD., 
PONDER'S END, MDDX. 


N NN 
\ A \ 
\ VN N 
N SNC. 
N NN № __ 
UN P ш e UN IN. : 
« SNC 
AO SEN 
ЖҮ: E 
NS UN 7 
N ^N —— ENGLISH EDISWAN —— 
f E. A `\ ^ 
| AN \ N EVERYTHING ELECTRICAL 
А S D - 
\ N 
N › A 
Q WO Y ^ 
4 Wea ] А 
N “ b D 
2 tn " 
- ` `) г * 
DANN X NN ^ 
M ) 5 
\ VJ! % \ T : 
N " 
V 1 Г е 
Ч YEA 2 < P. 
t v^ 4 b? 
` \ DRIN Y N TS 
zi AN J à 
* DN » 15 
: \ NN, \ A 
S у ү 
x N ; | 
` А NS NN ' 
A Y 42 // 
P MA 


33 


December 29, 4946. | 


1,243-PHAsE MOTORS 


FITTED WITH BALL | 
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BEARINGS. 
ENCLOSED and 
PROTECTED ТҮК 


——93—99——9———— 


LONDON: 


11, Queen Victoria Street. 
Tel. No.: 4468 City. 


LEEDS: 
70, North Street. 


E. BROOK, Ltd., ыты, HUDDERSFIELD 


, айн) z PHASE: Telephone: 


KEY 
FIBRE CONDUIT. 


| 
| 
| 
K 


Specimen of Key Fibre Conduit dui up after 9 years’ use. 


M 
DELIVERY FROM STOCK. - I 


THE KEY ENGINEERING COMPANY, LIMITED '. 


4, Queen Victoria Street, 


Works— Elevator Road, 
Mansion House Buildings, Trafford Park, Trafford Park, е | | 
LONDON, Е.С. MANCHESTER. MANCHES 
Telephone No. 7294 Central 


ral, London 
Telegramg—' "KEY POIN T, ‘CANNON, LONDON,’ " 


Telephone No. 208 Trafford Park SIR 
A.B.C. Code, 5th Edition. Telegrams—" KE 


- Jecembe 99, 191 р. „ыла — ——MID Dr PCTRICAT, В "nn 
cum 
LIMITED, 


DONCASTER. 


Code used . є А А. B. C., Sth Edition. - 
Telegrams . ; $ “ Rhodique, Doncaster.” 
Telephone . . . 115, Doncaster. 


The Illustration represents our Single-Phase Alternating 
Current Repulsion Induction Motor wound to give up to 


2} TIMES FULL LOAD TORQUE AT STARTING, 


And manufactured in the following types :— 
. CONSTANT SPEED - - ONE DIRECTION ONLY. 
VARIABLE SPEED  =- - REVERSIBLE. 
CONSTANT SPEED - - REVERSIBLE. 


«анар др ee SO es Oe _—e — SO eS OOOO 


= 


| Alternating to Continuons | 
| 


| , M | 
Continuous Current Cransformers | 


in smaller sizes combined as illustrated. 


\ = 


p——c: 


Che Crypto | 
Atton Lane, Willesden, \ 


Telephone : 2240 (3 lines). Telegrams : " Commutator, London," | 
Bristol: $7, Victoria Siret.  Glusgeo: ДД, Robertson Sites. | 
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ШШШ 


No, 23-1.— Multiple Fin- 
ger Self-Starter for small V 
direct-current motors, 
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No. 30В. — Solenoid operated Multiple 
Clapper Starting Panel for large direct- 


Transformer type Multiple 
lapper Starter for squirrel-cage alter- 
nating-current Motors, 


TL 
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In the Pumping Station 


of a Large English Railway Compan 


IG 
& E A o LP 


AUTOMATIC CONTROLLERS 


have for years maintained a constant. 


service with the minimum of atten- 
tion. А recent report shows that 
the Company has complete con- 
fidence and is well satisfied with 
the installation, which annually 
saves them an appreciable sum. 


HIS is no isolated instance of the 
reliability of *''Igranic" Automatic 
Controllers. Мапу thousands are in con- 
stant use with pumps and compressors of 
-every power, and no problem is too complex 
for the experience of “ Igranic” engineers 
to solve. | 


RELA BILITY is the first consideration 


in the choice of automatics. 


“The satisfaction of quality 
remains long after price is 
forgotten.” 


Pamphlet No. 626 describes some 
of the types standardised and shows 
the advantages obtained. 


| IGRANIC ELECTRIC ŒI? 


147, Queen Victoria Street, 
LONDON. 


í 30, Cross Street, 50, Wellington Street, 
MANCHESTER. GLASGOW. 


Works : 
BEDFORD. 
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No. 450-39.—Diagram 
of mounting open-type. Float 


loading Valve, Com 
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ы темын хс сл к ы ae жое CK NI 
FOR ALL PURPOSES 


ACCUMULATORS] 


CENTRAL STATIONS, 
HOUSE LIGHTING, 
ELECTRIC VEHICLES, 
| TELEGRAPH WORK, 


&c, &c. 


PRITCHETT & GOLD ano ELECTRICAL POWER STORAGE Co., LTD., 


Head Office :—82, VICTORIA STREET, LONDON, S.W. 


Telegrams: “ Storage Sowest, London." 


Telephone : 3181 Victoria. 


When the Old Year goes out, the thoughtful 
think 
Of what the months may bring them ere 
the Yule: 
Is Fate asleep, or trembling on the brink 
Of a new change, to please or else befool / 
So wielders of great Ohm’s eternal rule 


: In reverie sink, | == 2 e 
Fo WAL / SUE IN г 
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-of Metallic Filamentlamp 


1, FELIX STREET, - 


LONDON, S.E. 


.. MANCHESTER; 47, Spring Gardens, 
LIVERFOOL: 37, School Lane. 
GLASGOW : 30, Wellington Street. 
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SPECIAL - 


HIGH TENSILE 


COPPER TROLLEY WIRE} 


25 TONS PER SQUARE INCH UP TO 6/0 S.W.G. 


The inis Makers of TROLLEY WIRE from 
single heavy ingots. 


Without joints of any description. 


Another dime 


HICH TEN SILE BRONZE. 


Various Grades up to 
6/7 TONS PER SQUARE INCH. 


THOMAS BOLTON & SONS, Lr. | - 


COPPERSMELTERS AND MANUFACTURERS..: 
Registered Offices: MERSEY COPPER WORKS, WIDNES, LANCASHIRE. 


———— Works: -—— 
FROGHALL COPPER WORKS, STAFFORDSHIRE. 
SUTTON ROLLING MILLS, ST. HELENS. 


OAKAMOOR, NORTH STAFFORDSHIRE. 
MERSEY COPPER WORDS, WIDNES. 


London Office : 57, BISHOPSGATE (W. Lee Mathews, London Director). 


TELEGRAPH ADDRESSES:—'' WIREDRAWN, LONDON.” “ BOLTON, OAKAMOOR."' 
' ROLLS, WIDNES," “ BOLTON, SUTTON Oax,” 
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CONTRACTORS COLUMN. 


[The following information is published in the interests of electrical contractors and others who are seeking for o 
Considerable expense fs incurred in. the production of this column. and every care is taken to ensure that the information 4s for ew 
but it will be understood that in a matter where so many correspondents are engaged. and where the amount of information to be handled is y 
7 large, this cannot always be guaranteed, If alleged inaccuracies are reported to the Editors, they will be fully investigated.] is very 


ATHERTON.—Housing scheme; Borough Surveyor, i SWANSEA —Extensión of works, Dry Docks, for Superheater Unig M 
BURY.—Additions and improvements; Messrs Wrigleys. TCDMORDEN.—Reinstatement, (£2,500), Watty Corn Mill; J. T ae 
DOUGLAS (1.0.M.).—Brush factory, Castle Hill; Government Secretary. on uL Cp EE of electric department, Railway Каа 
FARNWORTH (хелк BoLroN).—Additions, &c.; Farnworth Glass Co. Bridge. uth-Bastern & Chatham Rly. Co; Engineer, ae 
PRINTON-ON-SEA—Additions, “The Cedars,” The Esplanade, for T. E. WARRINGTON,—Extensions; Warrington Co-operative. Society 
` > INTN EY pee А , WINDSOR.—Alterations, “ Castle ’ Hotel, for the H NE 

HAKTLEY ue (Hants,).—Extensions, Phoenix Works, for G. H. | | Honea "Trust Xd; Marice А bir {he Home Counties pj; А 
HULL.—Reinstatement, Grove's Oil Mill; British Oil & Cake Mills, Ltd. DEWSBURY.—Rebuilding at premises, for Handley & Drury, Bradford ры 


KIDDERMINSTER.—Laboratory and testing house, Stour Vale Works, for FELLSIDE (WzsrMORLAND).—Primitive 


| Methodist Sunday School; Truse 
Baldwins, Ltd. Sheds, Green Street, for T. & A. Naylor, Ltd. | НАРТЕАХ И Sunday School, ог 86 ba 
| : 
| 


Andrew's Mission Church, Нишу. 


LEICESTER.—Re-erection of firelighter works, Belgrave Gate, for Messrs. icar. 
Dawson. ! HOLMFIRTH.—Extensions at Ribbleden Mill; Proprietors, 
LITTLE: LEVER.—Extensions and improvements; C, P. Potter & Co. HORSFORTH.—Housing scheme; Clerk to the U.D.C. 
MALPAS.—Milk factory, Hampton, for Reece & Sons, Liverpool. HU DDERSFIELD.—Housing scheme; Borough Surveyor. 
MORECAMBE.—Tramways shelter and office; Е. Marshall, Borough Sur- LEEDS.—Extension of the University; the Secretary, 
veyor. б LIVERPOOL.—Rebuilding of science laboratory and la 


undry T 
NORTHWICH.—Additions, &c.; Brunner, Mond & Co., Ltd. Granby Street Council Schools; Director of Ede uM vi 


PERSTWICH.—Rebuilding bleach vorks at Myrtle Grove; Н. & Ј.: Bleaekley. OLDHAM.—Rebuilding of Moorside Mills, for T. Mellodew, Ltd, 
RAMSGATE.—Extensions, Ellington Park Road, for the Morris Beef Co., | RADSTOCK.— Business premises at Paulton, for Co-operative Society, 
Ltd., London. E ROJUGHLEYSHORE (St1Go).—Produce store, for North of Ircland Prodes 
о. = 


R!CHMOND-ON.THAMES.—Additions to garage, Grena Road, for White- | 
head Aircraft Co., Ltd. 


SELBY.—Housing scheme; Surveyor to R.D.C, 


FANS. 


Ironclad Switchgear. Motors, A.C. & D.C. Motor Repalrs. 


Controller Resistance Nei; 
ENTERPRISE MANUFACTURING CO., 


(BRITISH MADE) 


ilz 
9 
La aca ^ 
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GUN STREET ELECTRICAL WORKS, BISHOPSGATE, E.C. 
DEPARTMENT В. - ' - AVENUE 5366. 


ee 
RIGHT AT THE FRONT. 
The * ADAPTABLE'"' Earthing and Bonding Clip. 


Absolutely the only Clip on the market that Tel. 

will fit any size Conduit. Cable, or Pipe. 5635 City. 
HANN & INGLE, 13, Albert Place, 
Bridge Street, Manchester, (Or your Supplier.) 


FOR EF FECTIVE 1 Pi PREGNATION 


(N)'LACWATT 


D. Black or Golden Brown. 
Insulating Varnish Dept 

JENSON & NICHOLSON |» GOSWELL WORKS. STRATFORO.E. 

ee UU TT 


| COMPUTING THE SPEED 
RECEIVING A TELEGRAPHIC MESSAGE. 


Sent by Hand-Key or Automatic Transmitter, 
By J. Rymer-Jones, мл. 


mm. 


— ey а оа 


Dimensions : 6à x 8 inches. 


Can be SUPPLIED WITH or WITHOUT FIXING LUGS, 


и 
he 


!!! 
Ml ii 


Standard Sizes with 80 to 5 ohms, each capable d 
carrying from 24 to 8 amperes (3-minute rating), |: 
to 6°3 amperes ‘(continuous rating). 


EVERY KIND OF RESISTANCE 
MATERIAL SUPPLIED, 


C ea TR ig 
үн!!! 


£: - Prise 4s. net. E Ped Yarns. 
| THE method determines the actual number of signal and spacing elements X в, Asbestos lar 
received per minute, and excludes any abnormal spacing between words, or Resistance Wires, Insulating Fass i 
= groupe of numerals, the presence of Which affects the time factor in the Й 
эт formula, The speed can therefore be correetly evaluated in terms of (say) = 
d Tr ^. dea Words par s rg Бу саше жеар tospontive speed ela a ag { le d List 
А › er е sein “standard words," Yoruntversal comparison rite for 5 and. Lists— 
=: by employing а recognised number of elements per G-letter word. ^ — ' E Please write for Samples an NC (0 
== y practical examples it : 
I Mo NIS. | pies obtained with the syphon recorder and = THE CRESS AI I M ANUF ACTURI " 
3 The treatige contains, Among other data, & comaparison between the 
zm Speed efficiency of the Tnternational and American codes. 40 & 41, STANIFORTH ST. 
= 7 = ы 
= ; Published by M AM 
/ e 
= The ELECTRICAL REVIEW, 4, Ludgate Hill, Londen, E.C. BIRMINGH 
EY ' 
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ы. THE ELECTRIC TRAMCAR HAND-BOOK, ғ х, 


OM EE Д 


= POST FREE 
4 is. за. By Wy. д. AGN EW. Гери Workers 
= H. ALABASTER, GATEHOUSE & CO. 4, LUDGATE HILL, LONDON, EC. 
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For all types of High-speed Power Transmission, 
from i-h.p. to 5,000-h.p. 


SILENT. EFFICIENT. ECONOMICAL. 
MANUFACTURED IN LONDON BY 


THE WESTINGHOUSE BRAKE CO., LTD. А 
82, York Road, King's Cross, London, N. € 


December 29, 1016] 


THE ELECTRICAL REVIEW. — | - 


Our Manufactures include: 


Cables for Lighting, Power, 
. Telegraphy and Telephony. | 
Н.С. Copper Wires апа Strands. H ELS BY 
Aluminium Wires and Sheets. ; 
Phosphor Bronze Wires. - ^ GAB-TYRE SHEATHED CABLES. 
Brass Rod. | a 
| Patent No. 3996/11. 
Brass Forgings. mE 
Enamelled Wires. PPPPP PPP А 
Cotton Covered, Wires. 
Aerial Cables. In these strenuous days, when time 
Joint Boxes and Pillars. counts above all things, the risk of 
Jointing Compounds. delay arising through the breakdown 
of movable cables in Collieries, 
Exploders. Chemical Works, and other places 
Shot Firing Cables. А Е | 
Сы ayia OE where the working conditions are 
Window Lead. 


exceptionally onerous, сап be largely - 
discounted by the use of these 
cables. ` 

The highest tribute to their out- 
standing merit is the extensive and 
growing demand which exists for 
this type of insulation. | 


Cable Racks. 
Static Condensers. 
Pole Line Steelwork. 
Paper Pinions. 
Fuses and Fuse Wire. 
Electric Welders. 
Telephone Cords. 
Annealing Furnaces. 
Tramway Insulation. 
Overhead Equipment. - 
Electricity Meters. 
Knife Switches. | 


) mee: ——— M = om am тэзе "- шә — ат эш ——— шо == => n m» 


BRITISH INSULATED & HELSBY GABLES, 


Cablemakers and Electrical Engineers, 


T" PRESCOT, LANCASHIRE, & HELSBY, nr. WARRINGTON. 


Branch Offices in :—London, Manchester, Glasgow, Birmingham, 
Newcastle, Cardiff, Dublin, Leeds and Belfast. 
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OVERSEAS BRANCHES: 
AUSTRALASIA: The Wool Exchange, King Street, Melbourne. 
EASTERN INDIA: 11, Clive Street, Calcutta. 


SOUTH AFRICA: Telegraph Manufacturing Co. (Colonial), Ltd., 
P.O. Box 2827, Johannesburg. 
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THE WESTMINSTER ENGINEERING CO., LTD., 


Victoria Road, Willesden Junction, N.W, 


Box Type Carbon Brush Holder 


Over 5,000 supplied to Lighting 
and Power Companies for 
Commutators and Slip Rings. 


——— 


Spring entirely enclosed. 

Minimum circumferential 
space occupied, 

Pressure in direct line 
immediately over centre 
‘of brush. 

Substantially made and 
no screws or parts that 
can get loose, . 

Easy adjustment when 
running if necessary. 


———— 


Price 5s. to 10s, 
acoording to Size and Quantity. 


Can he made to suit any Machine. 
Recommended for Turbo Dynamos. 


Telephones :—1700 WILLESDEN, 
Telegrams :— 
" REGENCY, LONDON.” 


The praise ig Sung 
ters, and other Met 
Workers all sing the Praises Ty ке. 
as the paste flux that solders even 
or blow-pipe. In short, Fluxite P, 
If desired some solder can be filed into a little 
is & necessity in every tool-kit, 
Made by THE AUTO-CONTROLLER CO. 64, Vienna oai _ 


To friend Fluxite, _ 
Gasfi 
without Cleaning or corrosion, ania ge. 
SIMPLIFIES SOLDERING 
YOU WANT SOME, 
Bermondsey, В.Е, 
NL 


his might e З 
Electricians, Plumbers, G 
oints lesd _ 

without solder merely by the use of a үе | 

AND SUPERSEDES LEAD-BURNING. __ 
Fluxite and the two applied together, Flute — 
Of Ironmongers and Oilshops, in Ting, 1d., 1/3 and 24, 

У < 


CAPPER PASS & SON, Lik 


BEDMINSTER SMELTING WORKS, BRISTOL, ` 
Sellers of ANTIMONIAL LEAD of all Grades, 


- BUYERS OF ЕА: 
LEAD ASHES & LEAD RESIDUES from ACCUMULATORS, 


Telegrams “ “ Pass, BRISTOL,” Telephone 8475, 
See A 


Oc d ШЙ 


The Lamp Catalogue of the Season. 


The 1917. *Z*" Des Wire Lamp | i 
List is one of the most attractive cata- 
logues issued this year; awork the Trade 
"will appreciate, showing as it does every — 
type of drawn wire lamp in use to-day. ` 
Ask us to send a copy by return of post. — 
Write or ‘phone us to-day, now, before — 
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in the Manufacture of 


IRONCLAD & OPEN TYPE 


ELECTRICAL 
SWITCHGEAR. 


. Prompt delivery guaranteed. 


Send us your un 
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FALCON ELECTRICAL WORKS, ЭМЕ же 


CONT 


WEDNESBURY. 


xxiii 


‚диг. Manufactures 
аре: 


SWITCHBOARDS, 


IRONCLAD & OPEN TYPE 


KNIFE SWITCHES, 
FUSES, 
IRONCLAD SWITCHES, 
Ironclad Switches & Fuses 


| Gombined, 


HOME OFFICE FUSE BOARDS 


in Teak or Iron Gases, 
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CASCADE MOTORS 
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AIR COMPRESSORS || 


Speed varied 


Economically 
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Gent & Co., Ltd. 

Graham, Alfred, & Co. 

Veritys Ltd. 

Western Electric Co., Ltd. 


Tools, &c. 
Taylor & Challen, Ltd, 


j Tramway Supplies. 


British 'Thomson-Houston Co., Ltd, 
General Electric Co., Ltd . 
McGeoch, W., & Co., Ltd. 

United Electric Саг Oo., Ltd, 


Transformers, 
oe Electric Transformer Oo, 
British Thomson-Houston Co., Ltd, 


Crypto Electrical Co 
Foster Engineering Co., Ltd, 


Turbines, 
British Thomson-Houston Co., Ltd, 
(Steam). 
Escher Wyss & Co, 


Fraser & halmers, Ltd. (Bteam), 
Gilkes, Gilbert, & Со. (Water), 


Vacuum Cleaners. 


Electrio Suction Cleaner Co, 
Simplex Conduits, Ltd. 
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Varnishes, ke, 
ка & Nicholson, 
nehin, Johnso 
Bterling Varnish се 00" P 


Vulcanite, 
Carson, Evans & Co, | 


Water Recorders, 
" Lea" Recorder Оо, Ltd, | 


Welding, | 


Thermit, Ltd, 


Wire (Covered) 
British Insulated and Helsby Cua 


British Thomson-Houston Со. Lt, 
Concordia Electric Wire болш, 
td 


Geipel, Wm., & Co, 
азаа Cable Manufacturing б, 
General Electric Co., Ltd, | 
Glover, W. Т,, & Co., Ltd, 
Henley's, W, T., Telegraph Works 
о., Ltd. 

нё, TA h \ 

оорет'в Telegraph & Indis- Role 

Orks, Ltd. 

Johnson & Phillips, Ltd. 
Liverpool Electric Cable Co., Ltd, 
London Electric Wire Co., Lid, 
McGeoch, W., & Co., Ltd, 
Saxonia Electrical Wire Co., Ltd, 
Bt. Helens Cable & Rubber Со, Led. 
Veritys Ltd, 
Ward & Goldstone, 
Western Eleotrio Co.. Ltd ! 
Wholesale Electrical Co., Ltd, 


Smith, F., & Co., Ltd, 


Relating to Situations, Articles for Sale and Wanted, &c., appear on Sup. 11, &c. 


MILITARY TELEPHONES. | 
AnI IELEPHONES. 


Can be MAGNETO 
obtained 
and | 
Tom BUZZER 
Stock. PATTERNS. 
Ф | 
^ | 
BRITISH Complete, 
MADE. , ready for 
Ф Immediate 
Prices on Service. | 


application to 


BRITISH L. M. ERICSSON Mfg. Co., Ltd., 


5, CHANCERY LANE, W.C. x 


~ 
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LUBRICATION OF THE STEAM TURBINE. 


DICKS L .G. TURBINE- oiL 


ENSURES MAXIMUM EFFICIENCY. 
INSTANT SEPARATION FROM WATER. 
NO SLUDGE. 


Used by H.M. Admiralty and Leading Turbine Builders. 
n —— 


Ks” Froma Leading Firm of Turbine Builders: — — . - 


“ Only one barrel used in | | [ 
2: years to make up loss." 


W. B. DICK & CO., не, 90, Fenchurch Street, LONDON. 


Telegrams : “DICONO, London. Telephone : Avenue 7854. 


NANTERRE | 
CARBONS 


Е Enclosed. 
(wee umen | Cinema. 


COMPAGNIE FRANCAISE 


| DE CHARBONS POUR тене | | ALL TYPES OF FL AME. 


AGENTS: 
WELLS ELECTRICAL CO., 73, CHEAPSIDE, LONDON, E.C. | 
W. M. WILSON & CO., 19, WATERLOO ST., GLASGOW. 2 | 
eg JP 


TS. | 


G NU 


hem 

A 

>] 

=< 

SS 

с 

Z ^ 

m S 

З = 

— 

= 

: es 

= = 

= 5 

e= = 

Е N 

єз e 

=| М 5 
E 

= -N 

S| << 3 

na e 

A; 

-Q 

N 

è e 

Z, = 

cA 

ч 


V 


«'NOGNOT 


м ‘NOCGNOT 


6 


S NITE 


LE 
TAN 
“ 


ALIAILONGNOD ,, 


NH M 


* SSouppy очаенБәрәт 


‘(seull Z) HLYON овс 


: 9uoudojo, 


ber 29, 1946.] THE ELECTRICAL REVIEW, xxxi 


ОРЕ SELECTING SITES 


FOR 


М WORKS 


Г THE GREAT 
LAND 


CHEAP FUEL, 
POWER and LABOUR. 


RATES NOW REDUCED 
BY 5d. IN THE POUND. 


DAILY SERVICE OF STEAMERS TO 
HULL via RIVER TRENT. 


Apply INDUSTRIAL DEVELOPMENT OFFICER, GUILDHALL, NOTTINGHAM. 


particulars 


from 

your 

Supply 
Department. 


| 


Я. 


a fi 


ў XE 
D 


pis ray ба * 
S Cio CERE 


M 


| | ase EE par eee a \У 
mE. ‹ омо. 500. 


[IE LATEST THING IN ELECTRIC FIRES. 
{i — INTENSE RADIANT HEAT.  — | 5 
ABSOLUTE RELIABILITY GUARANTEED. 


and Samples on application. List Prices from 27s. Gd. upwards. 
Manufactured by ve 


'EDENDA CONDUITS CO., Ltd., Aston, BIRMINGHAM 


London Agents: BAXTER & CAUNTER, Ltd. 219, Tottenham Court Road. 


= += - - кт = " А 


Registered ** ISLE HAWN °° Trade Mark. 


ATERTIGHT PLUGS 
ABLE GOUPLINGS. 


to 250 Amps. 500-vo!t Circuits. SO «m: 


For Portable and Permane.a Installations, Field 
Plants, Motors, Mines, Shipyards & 3-phase Work, 
Special Plugs for Ship Wiring and Docks. 


As used by Н.М. War Office, L.C.C., Electric Supply Companies. dc. 


MONDS BROS., Ltd. 


i, 6 and 8, NEWTON STREET, HIGH HOLBORN, W.C. SN 
Angle Plug and Socket. 


ea: 2600 Gerrard. 12061 Central. Tolegrarma: '"Winhen London." 
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| [> spite of the increased cost $ 

of materials, the sizes of the. — 
Porous Pot and Zinc in the PF" & 
SILVERTOWN Leclanché f A 


HIN] 


Cell have not been reduced; _ 
every pot is filled to the top, — 
and every zinc is amalgamated, T 


To-day, the efficiency of the $ 
SILVERTOWN Leclanché 
Cell is in every way as highas _ 
when originally introduced by us — 
into this country nearly 50 years © 
ago. и ДЕ, 

To. ensure the maintenance of $ 
this standard a proportion of m 
every batch of SILVERTOWN x 
Leclanche Cells must pass a “М 
severe test before the bulk is 
released for service. 


The first cost of the | 
SILVERTOWN  Leclanché _ 
Cell is natürally high, but the 
longer “life” and higher 
efficiency аге ап adequate 
counterbalance. 
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Used. by all Government 
Departments and most Colonial 
Administrations, 


Nas 


LIT 


We make nearly all types of 
Primary Batteries and invite 
enquiries. | 


LLLA UTI 


* 


Гм. 


ТНЕ INDIA-RUBBER, GUTTA-PERCHA AND m 
TELEGRAPH WORKS CO, LTD. РЕ 

(The Silvertown Company). Tee P 
Head Office : 106, Cannon Street, London, E.C. Works : Silvertown, London, E 


Branches : Belfast, Birmingham, Bradford, Bristol Cardiff, Dublin. GI wow, Livetpeol; Тоайы Mandi 
Newcastle-on-Tyne, Portsmouth, ‘Sheffield , D TM 
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